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PREFACK 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U S. Nuclear Regulatory Commission (NRC) This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and ( 2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency As used here. 
docketed does not refer to Court dockets, it refers to the system by which NRC maintains its regulatory records 
This senes of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index 

1 he docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1 979. Microfiche of the 
docketed information listed tn the Title List is available for sale on a subscription basis from the National Technical 
Information Sei vice (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

W c encourage your comments, cntiLisms, and suggestions In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base In so far as possible, v\e ssoiild like this docu 
inenl to be a valuable part of your reference material. 

DOCKirrED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu* 
ment Room. Those categories are: 

A. Application/consiruction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C Utility Environmental Report (ER), amendments and correspondence 
D NRC Draft and Final Environmental (Impact) Statements (DES and TES), and correspondence 
E, NRC Safely Evaluation Report (SER), supplements and correspondence 
r. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M Antitrust correspondence 

N, Antitrust hearing transcripts 

O, Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P, Operating license stage documents and correspondence 

Q, Inspection reports, IE Bulletins and correspondence 

R , Periodic operating reports and related correspondence 

S, Reportable occurrences. LERs and related correspondence 

T, Hearing transcripts on non-anmrust matters 

U, Congressional/executive correspondence 

V Licensing operators and related correspondence 


V 



Appendix A sets forth those categories and describes the malenais available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are. 


P Operating license stage documents & correspondence 


® 0 


&b3090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment All nonpropneiary repis will be provided to Franklin Research 
Or by 820408. Proprietary repts will be provided to NRC by 820510. 

MILLS, L.M. Tennessee Valley Authority 82/03/04. VASSALLO, D.B. 
Operating Reactors Branch 2. Ip, 1216:254 24XFiche 50'259. 82/03/04, 
8203090028. | ^ ^ 

@ @ @ © 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3 Description of information contained in the document 

4. Personal author(s). An asterisk in this position indicates that there is no personal author 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation 

8. Pages in this document, 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

! 1 . The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space IS blank, the document is available to the public only m the NRC Public Document Room, 1717 H 
SL, N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The eniry may be “Available at NRC” for sale; “Available at NTIS“; or “Available at GPO.“ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items, In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NON DOCKETED ITEMS 

The nondockeied items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE--- Financial Disclosure Information 

FOl A — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 



I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Pub)ications--Pre-NUREG Senes 
WASTE MGT — Nuclear Waste Management 
XPORTLIC— Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 
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3. 


4. 

5. 
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7. 


9. 

10 . 

11. 
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13 . 


principal elements of the nondocketed items are: 

(T^ NUREG— NUREG Reports and Related Correspondence 

© 0 
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8203090207 NU REG/CR- 1 672 V02 

( RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-I262» NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
^NUREG/CR-1608. 

(^^STEVENS» C.A.» FULLWOOD» R.A., BASIN, S.L Science Applications, Inc. 

>---yFIN B-6694, SAI-262-8UPA. 82/02/28. Division of Risk Analysis. 

L^^123p. Available at NRC. I $6..00. ^I21?6:217, 
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Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, u will appear 
following this entry. 

Secondary report number assigned by originator. 

Dale of document described, 

NRC organizational recipient. 

Pages in document. 

All NU REG-series documents are available for purchase at NRC, Information on ordering documents is given 
below. All NU REG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 
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) 5. This ihree-digil portion of this entrv is the numoer oi me irame on wnitn uns uoiujncm 

The Nondockeled Items list is arranged sequentially by Accession Number within category Indented items pre- 
ceded by a dash are enclosures to umndented items 


NOTES. 

1 The address for NRC is: 

Director 

Division of Technical Information and Document ('onlrol 
U,S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530 

2. The address for NTIS IS 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards, supply the chargecard number when placing your order 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation 

Paper copy and microfiche of the documents listed m this title list may be purchased Reproduction charges for 
duplication arc as follows: { I ) paper to paper is $0 05 per page except for ovcrsi?ed documents and engineering 
drawings, which vary from SO. 50 to $1 00 per square foot; (2) microform to paper »s SO 05 a page for pages on 
microfiche and is $0,20 a square fool for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0.10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94I-80I8 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites — Docket 27 

27-039 Sheffield, IL, U.S. Ecology, Inc. 1 

27-048 Richland, WA. U.S. Ecology, Inc. 1 


Domestic Licensing of Source Material — Docket 40 

40-0086 W.R. Grace & Co., Pompton Plains, NJ I 

40-0299 Union Carbide Corp., Grand Junction, CO 1 

40-0820 Cleveland-Cliffs Iron Co., Casper, WY 2 

40-1162 Western Nuclear Corp., Jeffrey City, WY 2 

40-1341 Tennessee Valley Authority, 

Chattanooga, TN 2 

40-206 i Kerr-McGee Chemical Corp. , 

Oklahoma City, OK 2 

40-2225 Navy, Dept, of, Washington, DC 3 

40-2259 Pathfinder Mines Corp. , Riverton, W Y 3 

40-3392 Allied Chemical Corp., Morristown, NJ 3 

40-3453 Atlas Mineral, Inc., Denver, CO 3 

40-4348 Commerce, Dept, of, Washington, DC 3 

40-5259 Princeton Univ., Princeton, NJ 3 

40-6264 Michigan Chemical Corp., St. Louis, MI 3 

40-6622 Pathfinder Mines Corp., Shirley Basin, WY 3 

40-6659 Getty Oil Co, — Petrotomics Co., 

Shirley Basin, WY 4 

40-6940 Kawceki Berylco Ind,, Inc., Boyertown, PA 4 

40-7572 Homestake Mining Co. , San Francisco, CA 4 

40-8027 Kerr-McGee Nuclear Corp. , 

Oklahoma City, OK 4 

40-8064 Exxon Minerals Co. USA, Houston, TX 4 

40-8084 Rio Algom Corp., Moab, UT 4 

40-8102 Exxon Co. USA, Houston, TX 4 

40-8200 Cleveland-Cliffs Iron Co,, Casper, WY 4 


Docket Name Page 

40-821 1 Chamberlain Manufacturing Corp., 

Waterloo, lA 4 

40-8355 Amax Speciality Metals Corp. , 

Parkersburg, WV 4 

40-8380 Rocky Mountain Energy Co., 

Broomfield, CO 5 

40-8406 Pesses Co., Solon, OH 5 

40-8452 Bear Creek Uranium Co., Casper, WY 5 

40-8502 Wyoming Mineral Corp., Lakewood, CO 5 

40-85 1 1 Colter Corp. , Golden , CO 5 

40-8550 Holmes & Narver, Inc., Anaheim, CA 5 

40-8584 Minerals Exploration Co., Los Angeles, CA 5 

40-8598 Army, Dept, of. Ft, Monmouth, NJ 5 

40-8599 Air Force, Dept, of, Brooks AFB,TX 6 

40-8602 Silver King Mine,s, Inc., Casper, WY 6 

40-8610 Stepan Chemical Co., Maywood, NJ 6 

40-8674 Plateau Resources, Ltd., Grand Junction, CO 6 

40-8681 Energy Fuels Nuclear, Inc., Denver, CO 6 

40-8697 Rocky Mountain Energy Co, , Denver, CO 6 

40-8698 Plateau Resources, Ltd., Grand Junction, CO 6 

40-8714 Cleveland-Cliffs Iron Co., Cleveland, OH 7 

40-8722 Brush Wellman, Inc., Cleveland, OH 7 

40-8727 Kcrr-McGee Nuclear Corp, , 

Oklahoma City, OK 7 

40-8743 Conoco, Inc., Denver, CO 7 

40-8745 Ogle Petroleum, Inc., Casper* W Y 7 

40-8768 Kerr-McGee Nuclear Corp. , 

Oklahoma City, OK 7 

40-8771 Arizona Public Service Co., Phoenix, AZ 7 

40-8786 Uranium Resources, Inc., Richardson, TX 7 

40-8793 Conoco, Inc. ^ " 


ix 



Docket Name Page 

40-8799 UdylUe/Sel-Rex, Warren, MI 8 

domestic Licensing of Production and Utilization Facilities — 

Docket 50 

50-3 Indian Point Station, Unit 1 8 

50-5 Pennsylvania Stale Univ. Research Reactor 9 

50-6 Batlelle Memorial Institute Research Reactor 9 

50-10 Dresden Nuclear Power Station, Unit 1 9 

50-16 Enrico Fermi Atomic Power Plant, Unit 1 11 

50-20 Massachusetts Institute of Technology 

Research Reactor 1 1 

50*27 W ashinglon State Univ. Research Reactor 1 1 

50-29 Yankec-Rowe Nuclear Power Station 12 

50-54 Union Carbide Research Reactor 14 

50-62 Univ. of Virginia Research Reactor 14 

50-72 U niv. of U tah Research Reactor 1 4 

50-83 Univ. of Florida Training Reactor 14 

50-89 General Atomic Co. 14 

50-111 North Ca rolina State U niv. Research Reactor 1 4 

50-113 Univ. of Arizona Research Reactor 15 

50-124 Virginia Polytechnic Institute Training Reactor 15 

50-128 Texas A&M U niv. Research Reactor 1 5 

50-129 W est Virginia U niv. Research Reactor 1 5 

50*133 Humboldt Bay Power Plant, Unit 3 15 

50-142 UCLA Training Reactor 16 

50-155 Big Rock Point Nuclear Plant 17 

50* 160 Georgia Institute of Technology 

Research Reactor 21 

50-170 N ational Naval Medical Center 21 

50-171 Peach Bottom Atomic Power Station, Unit 1 21 

50-186 U niv. of Missouri Research Reactor 2 1 

50-193 Rhode Island & Providence Plantations AEC 22 

50-200 B&W Test Reactor 22 

50-201 West Valley Reprocessing Plant 22 

50-206 San Onofre Nuclear Station, Unit 1 23 

50-2 i 3 Haddam Neck Plant 26 


Docket Name Page 

50-219 Oyster Creek Nuclear Power Plant 29 

50*220 Nine Mile Point Nuclear Station, Unit 1 32 

50*224 Univ, of California Research Reactor 34 

50-237 Dresden Nuclear Power Station, Unit 2 34 

50-241 Mississippi State Univ. Research Reactor 38 

50*243 Oregon State Univ, Research Reactor 38 

50*244 Robert Emmet Ginna Nuclear Plant, Unit 1 38 

50-245 Millstone Nuclear Power Station, Unit 1 41 

50-247 Indian Point Station, U nil 2 44 

50*249 Dresden Nuclear Power Station, Unit 3 53 

50*250 Turkey Point Plant, Unit 3 57 

50-251 Turkey Point Plant, Unit 4 59 

50-254 Quad-Cities Station, Unit 1 61 

50-255 Palisades Nuclear Plant 64 

50-259 Browns Ferry Nuclear Power Station, U nit 1 67 

50*260 Browns Ferry Nuclear Power Station, U nit 2 71 

50-261 H.B. Robinson Plant, Unit 2 75 

50*263 Monticello Nuclear Generating Plant 77 

50-264 Dow Chemical Co. 78 

50*265 Quad-Cities Station, Unit 2 78 

50*266 Point Beach Nuclear Plant, Unit 1 81 

50-267 Fort St. Vrain Nuclear Generating Station 84 

50-269 Oconee Nuclear Station, Unit 1 86 

50*270 Oconee Nuclear Station, Unit 2 89 

50-271 Vermont Yankee Nuclear Power Station 92 

50*272 Salem Nuclear Generating Station, Unit 1 94 

50-274 U.S. Geological Survey Research Reactor 96 

50-275 Diablo Canyon Nuclear Power Plant, Unit 1 96 

50-276 Georgia Tech Research Reactor 100 

50-277 Peach Bottom A tomic Power Station , U nl 1 2 100 

50-278 Peach Bottom Atomic Power Station, Unit 3 103 

50*280 Surry Power S tation, U nit 1 106 

50-281 Surry Power Station, Unit 2 110 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-282 

Prairie Island Nuclear Station. Unit 1 

112 

50*328 

Sequoyah Nuclear Plant, Unit 2 

204 

50-284 

Idaho State Univ, Research Reactor 

114 

50*329 

Midland Plant, Unit 1 

207 

50-285 

Fort Calhoun Station, Unit 1 

114 

50*330 

Midland Plant, Unit 2 

210 

50-286 

Indian Point Station, Unit 3 

117 

50-331 

Duane Arnold Energy Center 

213 

50-287 

Oconee Nuclear Station, Unit 3 

125 

50*333 

James A. Fitzpatrick Nuclear Power Plant 

215 

50-289 

Three Mile Island Nuclear Station, Unit 1 

128 

50-334 

Beaver Valley Power Station, Unit 1 

218 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

132 

50*335 

St. Lucie Plant, Unit I 

221 

50-295 

Zion Nuclear Power Station, Unit 1 

135 

50*336 

Millstone Nuclear Power Station, U nit 2 

223 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

138 

50*338 

North Anna Power Station, Unit 1 

226 

50-297 

North Carolina State Univ. PULSTAR Reactor 

141 

50*339 

North Anna Power Station, Unit 2 

229 

50-298 

Cooper Nuclear Station 

142 

50*341 

Enrico Fermi Atomic Power Plant, Unit 2 

232 

50-301 

Point Beach Nuclear Plant, Unit 2 

144 

50-344 

Trojan Nuclear Plant 

233 

50-302 

Crystal River Nuclear Plant, Unit 3 

146 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

236 

50-303 

Crystal River Nuclear Plant, Unit 4 

149 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

238 

50-304 

Zion Nuclear Power Station, Unit 2 

149 

50-352 

Limerick Generating Station, Unit 1 

240 

50-305 

Kewaunee Nuclear Power Plant 

151 

50-353 

Limerick Generating Station, Unit 2 

243 

50-306 

Prairie Island Nuclear Station, Unit 2 

153 

50-354 

Hope Creek Nuclear Station, Unit 1 

246 

50-309 

Maine Yankee Atomic Power Plant 

155 

50-355 

Hope Creek Nuclear Station , Unit 2 

247 

50-311 

Salem Nuclear Generating Station, Unit 2 

157 

50-358 

William H, Zimmer Nuclear Station, U nit 1 

247 

50-312 

Rancho Scco Nuclear Generating Station 

160 

50-361 

San Onofre Nuclear Station, Unit 2 

250 

50-313 

Arkansas Nuclear One, Unit 1 

164 

50*362 

San Onofre Nuclear Station, Unit 3 

254 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

167 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

257 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

170 

50*366 

Edwin I, Hatch Nuclear Plant, Unit 2 

259 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

173 

50-367 

Bailly Generating Station 

263 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

176 

50-368 

Arkansas Nuclear One, Unit 2 

263 

50-320 

Three Mile Island Nuclear Station, Unit 2 

178 

50-369 

William B, McGuire Nuclear Staiton, Unit 1 

266 

50-321 

Edwin I, Hatch Nuclear Plant, Unit I 

181 

50-370 

William B. McGuire Nuclear Station, Unit 2 

268 

50-322 

Shoreham Nuclear Power Station 

185 

50-371 

Technical Univ, of Munich Research Reactor 

269 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

190 

50-373 

LaSalle County Station. Unit 1 


50-324 

Brunswick Steam Electric Plant, Unit 2 

192 

50-374 

LaSalle County Station, Unit 2 


50-325 

Brunswick Steam Electric Plant, Unit 1 

196 

50-375 

Nuclear Examination Reacto 


50-326 

Univ, of California at Irvine Research Reactor 

201 

50-376 

North Coast Nuclear Plant, Puerto Rico 

279 

50-327 

Sequoyah Nuclear Plant, Unit 1 

201 

50*382 

Waterford Generating Station, Unit 3 

279 
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Page 

Docket 
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Page 

50-387 

Susquehanna Steam Electric Station. Unit 1 

281 

50-440 

Perry Nuclear Power Plant, Unit 1 

333 

50-388 

Susquehanna Steam Electric Station. Unit 2 

285 

50-441 

Perry Nuclear Power Plant, Unit 2 

336 

50-389 

St. Lucie Plant, Unit 2 

288 

50-443 

Seabrook Nuclear Station, Unit 1 

338 

50-390 

Watts Bar Nuclear Plant, Unit 1 

290 

50-444 

Seabrook Nuclear Station, Unit 2 

340 

50-391 

Watts Bar Nuclear Plant, Unit 2 

294 

50-445 

Comanche Peak Steam Electric Station, Unit 1 

343 

50-393 

Ko-Ri, Unit 1, Korea 

297 

50-446 

Comanche Peak Steam Electric Station, Unit 2 

346 

50-394 

California State Polytechnic College 

Research Reactor 

297 

STN-50-447 

GESSAR-238 

348 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

297 

STN-50-454 

Byron Station, Unit 1 

348 

50-396 

Univ. of Virginia Cavalier Reactor 

300 

STN-50-455 

Byron Station, Unit 2 

352 

50-397 

WPPSS Nuclear Project, Unit 2 

300 

STN-50-456 

Braidwood Station, Unit 1 

356 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

301 

STN-50-457 

Braidwood Station, Unit 2 

357 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

304 

50-458 

River Bend Station, Unit 1 

358 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

306 

50-459 

River Bend Station, Unit 2 

359 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

306 

50-460 

WPPSS Nuclear Project, Unit 1 

360 

50-404 

North Anna Power Station, Unit 3 

306 

50-461 

Clinton Power Station, Unit 1 

362 

50-405 

North Anna Power Station, Unit 4 

307 

50-462 

Clinton Power Station, Unit 2 

364 

50-406 

Tuskegec Institute Research Reactor 

307 

50-465 

Ringhals, Unit 3, Sweden 

365 

50-407 

Unw* of Utah Research Reactor 

308 

50-466 

Allens Creek Nuclear Station, Unit I 

365 

50-409 

La Crosse Boiling Water Reactor 

308 

50-467 

Allens Creek Nuclear Station, Unit 2 

365 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

310 

STN-50-470 

CBSSAR System 80 

366 

50-412 

Beaver Valley Power Station, Unit 2 

311 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

366 

50-413 

Catawba Nuclear Station, Unit 1 

312 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

366 

50-414 

Catawba Nuclear Station, Unit 2 

313 

STN-50-482 

Wolf Creek Generating Station 

366 

50-416 

Grand Gulf Nuclear Station, Unit 1 

315 

STN-50-483 

Callaway Plant, Unit 1 

368 

50-417 

Grand Gulf Nuclear Station, Unit 2 

321 

STN-50-485 

Sterling Power Nuclear Project, Unit 1 

369 

50-418 

Ohi, Unit 1, Japan 

325 

STN-50.486 

Callaway Plant, Unit 2 

369 

50-423 

Millstone Nuclear Power Station, Unit 3 

325 

STN-50-488 

Perkins Nuclear Station, Unit 1 

369 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit I 

326 

STN-50-489 

Perkins Nuclear Station, Unit 2 

370 

50-425 

Alvin W, Voglle Nuclear Plant, Unit 2 

327 

STN-50-490 

Perkins Nuclear Station, Unit 3 

370 

50-428 

Almaraz Nuclear Station, Units 1 & 2, Spain 

328 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

371 

J)TN-50-437 

Floating Nuclear Plant 

328 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

371 

50-438 

Bellefonle Nuclear Plant, Unit 1 

328 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

371 

50-439 

Bellefonte Nuclear Plant, Unit 2 

331 

STN-50-498 

South Texas Project, Unit 1 

372 
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Name 

Page 

Docket 

Name 

Page 

STN*50-499 

South Texas Project* Unit 2 

373 

STN-50-573 

Ko-Ri, Unit 2. Korea 

405 

50-500 

Davis-Besse Nuclear Power Station* Unit 2 

375 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

405 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

376 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

405 

STN-50-502 

Haven Nuclear Plant, Unit 1 

376 

STN-50-599 

Carroll Facility I 

405 




STN-50-600 

Carroll Facility 11 

406 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

376 
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STN-50-509 

WPPSS Nuclear Project, Unit 5 

379 

70-0008 

Battelle Memorial Institute, Columbus, OH 

406 

50-513 

WPPSS Nuclear Project, Unit 4 

380 

70-001 1 

Army, Dept, of, Aberdeen, MD 

406 

50-514 

Pebble Springs Nuclear Plant. Unit 1 

380 

70-0025 

Rockwell International Corp., 


50-515 

Pebble Springs Nuclear Plant, Unit 2 

o 

00 


Canoga Park, CA 

406 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

381 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

406 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

381 

70-0033 

Texas Instruments, Inc., Attleboro, MA 

406 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

381 

70-0036 

Combustion Engineering, Inc., Windsor, CT 

406 

STN-50-519 

Harlsvllle Nuclear Plant, Unit 2 

382 

70-0123 

Pennsylvania, Univ of, Philadelphia, PA 

407 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

383 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

407 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

384 

70-0143 

Nuclear Fuel Services, Inc,, Erwin, TN 

407 

50-522 

Skagit Nuclear Power Project, Unit 1 

385 

70-0182 

Navy, Dept, of, Bethesda, MD 

408 

50-523 

Skagit Nuclear Power Project, Unit 2 

386 

70-0241 

Bucknell Univ., Lewisburg, PA 

408 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

388 

70-0258 

Illinois, Univ. of, Urbana, IL 

408 

STN 50-529 

Palo Verde Nuclear Station, Unit 2 

391 

70-0268 

Gettysburg College, Gettysburg, PA 

408 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

393 

70-0296 

Fairleigh Dickinson Univ., Teaneck, NJ 

408 

50-537 

Clinch River Breeder Reactor 

396 

70-0343 

Rutgers State Univ., New Brunswick, NJ 

408 

50-538 

Memphis State Univ. Research Reactor 

399 

70-0355 

National Aeronautics & Space Administration, 





Cleveland, OH 

408 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

399 

70-0356 

Nuclear Research Corp., Dover, NJ 

409 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

400 

70-0364 

Babcock & Wilcox Co., Apollo, PA 

409 

50-548 

Fort Calhoun Station, Unit 2 

401 

70-0368 

Navy. Dept, of, Annapolis, MD 

409 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

401 

70-0371 

UNC Naval Products, Inc., Uncasvillc, CT 

409 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

402 

70-0374 

St. Joseph's College, Philadelphia, PA 

409 

STN-50-556 

Black Fox Station, Unit 1 

403 

70-0391 

Princeton Univ., Princeton, NJ 

409 

STN-50-557 

Black Fox Station, Unit 2 

403 

70-0398 

Commerce, Dept, of, Washington, DC 

409 

50-558 

Maanshan Nuclear Station, Umt 1, Taiwan 

404 

70-0435 

Lafayette College, Easton, PA 

409 

50-559 

Maanshan Nuclear Station, Unit 2, Taiwan 

404 

70-0442 

Health & Human Services, Dept, of, 


STN-50-566 

Yellow Creek Nuclear Plant, Unit I 

404 


Rockville, MD 

409 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

405 

70-0478 

Commerce, Dept, of, Kings Point, NY 

410 
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Docket 
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70*0484 Philadelphia College of Pharmacy, 


70-2801 

St, Mary’s Hospital, Milwaukee, WI 

414 


Philadelphia, PA 

410 







70-2815 

New Britain General Hospital, New Britain, CT 

414 

70-0575 Lebanon Valley College, Annville, PA 

410 







70*2830 

Burnham Cuy Hospital, Champaign, IL 

414 

70-0600 Seattle Univ. , Seattle, WA 

410 







70-2884 

Long island Lighting Co., Hicksville, NY 

414 

70*0687 1 

Union Carbide Corp., Tuxedo, NY 

410 







70-2909 

Westinghouse Electric Corp, , Prattville, AL 

414 

70*0728 

Utah, Univ, of, Salt Lake City, UT 

410 







70*2915 

Princeton Gamma-Tcch, Inc,, Princeton, NJ 

414 

70-0734 

General Atomic Co,, San Diego, CA 

410 







70*2949 

Arizona Public Service Co., Phoenix, AZ 

414 

70-0749 

Mary wood College, Scranton, PA 

410 







70-2961 

Union Electric Co., Si. Louis, MO 

414 

70*0754 

General Electric Co,, Pleasanton, CA 

410 







Packaging of Radioactive Material for Transport and Transportation 

70*0817 

Chestnut Hill College, Philadelphia, PA 

410 

of Radioactive Material Under Certain Conditions ^ Docket 71 


70*0820 

United Nuclear Corp., 


71-0210 

Gulf Nuclear, Inc. 

414 


W ood River Junction, Rl 

410 







71*0236 

American Airlines 

414 

70*0824 

Babcock & Wilcox Co., Lynchburg, VA 

411 







71*0394 

Nuclear Sources & Services, Inc. 

415 

70*0852 

Wisconsin, Univ, of, Stevens Point, W1 

411 







71-0454 

Atomic Energy of Canada, Ltd, 

415 

70-0867 

Army, Dept, of, Aberdeen, MD 

411 







71-0473 

Pittsburgh-Des Moines Corp. 

415 

70-1029 

East Stroudsburg State College, 






East Stroudsburg, PA 

411 

71*0474 

Navy, Dept, of 

415 

70-1050 

St, Francis College, Loretto, PA 

411 

71-0475 

Tuskegee Institute 

415 

70*1100 

Combustion Engineering, Inc,, Windsor, CT 

411 

71-0476 

Texas, State of 

415 

70-1113 

General Electric Co., Wilmington, NC 

411 

71-0477 

Wilson Inspection Service 

415 

70-1143 

Westinghouse Electric Corp,, Pittsburgh, PA 

412 

71-4909 

Model: OR-5, Combustion Engineering 






Co,, Inc, 

415 

70-1151 

Westinghouse Electric Corp., Pittsburgh, PA 

412 







71-4986 

Model: RA-2, RA-3, RA-J, 


70*1193 

Kcrr-McGee Nuclear Corp,, 



General Electric Co, 

415 


Oklahoma City, OK 

412 







71-5461 

Model: ORNL TRU, Energy, Dept, of 

415 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

413 







71-5608 

Model: BR 63-01 01, Energy, Dept, of 

415 

70-1251 

Albright College, Reading, PA 

413 







71-5768 

Model: BB-250-2, Combustion Engineering 


70*1257 

Exxon Nuclear Co., Inc,, Richland, WA 

413 


Co., Inc, 

415 

70-1308 

General Electric Co., San Jose, CA 

413 

71*5805 

Model: Vandenburgh, Chem-Nuclear 






Systems, Inc, 

415 

70-1334 

AVCO Everett Research Laboratory, Inc,, 






Everett, MA 

413 

71*5874 

Model: WAPD-40, Energy, Dept, of 

416 

70-1359 

IRT Corp,, San Diego, CA 

413 

71-5908 

Model: DOT-6M TypeB, 






Babcock & Wilcox Co. 

416 

70*1621 

Duquesne Light Co,, Pittsburgh, PA 

413 







71-6003 

Model: M-130, Energy, Dept, of 

416 

70-1994 

Stevens Institute of Technology, Hoboken, NJ 

414 







71-6400 

Model: 6400, Westinghouse Electric Corp, 

416 

70-2205 

St. Luke's Hospital, Milwaukee, W1 

414 







71-6574 

Model: HN-200, Hittman Nuclear & 


70-2375 

Pacific Gas & Electric Co., San Francisco, CA 

414 


Development Corp, 

416 

70*2683 

Doylcstown Hospital, Doylestown, PA 

414 

71-6601 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

416 
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71-6679 

Model' 6679, U.S. Ecology 

416 

71-9094 

Model: CNS 14-1 95-H, Chem-Nuclear 






Systems, Inc, 

418 

71-6717 

Model: 6717-B, Gamma Industries 

416 

71-9096 

Model; CNS 21-300, Chem-Nuclear 


71-6722 

Model: BS-33-180, Tennessee Valley Authority 

416 


Systems, Inc. 

418 

71-9001 

Model: IF-300, General Electric Co. 

416 

71-9111 

Model; CNS 6-80-2, Chem-Nuclear 






Systems, Inc. 

418 

71-9006 

Model: 500-SU, Automation Industries, Inc, 

416 

71-9127 

Model: 100, lOOA, 200, 200A, Gamma 


71-9032 

Model: 650, Technical Operations, Inc, 

416 


Industries 

418 

71-9033 

Model: 660 & 660E, Technical Operations, Inc, 

417 

71-9128 

Model: C-8, Gamma Industries 

418 

71-9034 

Model: Triga-1, General Atomic Co. 

417 

71-9132 

Model: T-3, Energy, Dept, of 

418 

71-9036 

Model; C-1, Source Production & 


71-9136 

Model: GE9136, General Electric Co. 

418 


Equipment Co. 

417 

71-9152 

Model: CNS 1-13CII, Chem-Nuclear 


71-9037 

Model: Triga-2, General Atomic Co. 

417 


Systems, Inc, 

418 

71-9039 

Model; 715, Technical Operations, Inc, 

417 

71-9160 

Model; 20- VS & 40- VS, Gulf Nuclear Co, 

418 

71-9044 

Model; GE-1600, General Electric Co. 

417 

71-9161 

Model: R, Gulf Nuclear Co. 

418 

71-9056 

Model: SPEC 2-T, Source Production & 


71-9162 

Model: GNN-20, Gulf Nuclear Co. 

419 


Equipment Co, 

417 

71-9163 

Model: GNG-20, Gulf Nuclear Co. 

419 

71-9070 

Model: N-55, Energy, Dept, of 

417 

71-9165 

Model: 855,Tcch/Ops 

419 

71-9079 

Model: HN-100, Series 2 & 2A, Hittman 






Nuclear & Development Corp. 

417 

71-9510 

Model; OPHS, Energy, Dept, of 

419 

71-9081 

Model: CNS-1600, Chem-Nuclear Systems, Inc, 

417 

71-9931 

Model: C47, C47 Extd., C47 Short & 






C47H, Energy, Dept, of 

419 

71-9086 

Model: HN-100, Series 1, Hittman 






Nuclear* Development Corp, 

417 




71-9088 

Model; NLS-RF, Schlumberger Well Services 

417 
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71-9091 

Model; 30A & 30B, Gulf Nuclear, Co. 

417 

72-0001 

Morris Operations, General Electric Co. 

419 
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Low Level Rad waste Disposal Sites -- Docket 27 



Kcrr-McGee Chemical Corp., 






Oklahoma City, OK 

40-2061 

2 

Richland, WA, U.S. Ecology, Inc, 

27-048 

1 

Kerr-McGee Nuclear Corp,, 



Sheffield, IL. U,S- Ecology, Inc. 

27-039 

1 

Oklahoma City, OK 

40-8027 

4 

Domestic Licensing of Source Material — Docket 40 



Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

40-8727 

7 

Air Force, Dept, of, Brooks AFB, TX 

40-8599 

6 

Kerr-McGee Nuclear Corp. , 



Allied Chemical Corp,, Morristown, NJ 

40-3392 

3 

Oklahoma City, OK 

40-8768 

7 

Ama^i Speciality Metals Corp., 



Michigan Chemical Corp., St. Louis, MI 

40-6264 

3 

Parkersburg, WV 

40-8355 

4 

Minerals Exploration Co., Los AngeJes, CA 

40-8584 

5 

Arizona Public Service Co,, Phoenix, AZ 

40-8771 

7 

Navy, Dept, of, Washington, DC 

40-2225 

3 

Army, Dept, of, Ft. Monmouth, NJ 

40-8598 

5 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

7 

Atlas Mineral, Inc., Denver, CO 

40-3453 

3 

Pathfinder Mines Corp., Riverton, WY 

40-2259 

3 

Bear Creek Uranium Co., Casper, WY 

40-8452 

5 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

3 

Brush Wellman, Inc., Cleveland, OH 

40-8722 

7 

Pesses Co., Solon, OH 

40-8406 

5 

Chamberlain Manufacturing Corp., 






Waterloo, lA 

40-8211 

4 

Plateau Resources, Ltd., Grand Junction, CO 

40-8674 

6 

Clevcland-Cliffs Iron Co,, Casper, WY 

40-0820 

2 

Plateau Resources, Ltd., Grand Junction, CO 

40-8698 

6 

Cleveland Cliffs Iron Co,, Casper, WY 

40-8200 

4 

Princeton Univ,, Princeton, NJ 

40-5259 

3 

Clevcland-Cliffs Iron Co., Cleveland, OH 

40-8714 

7 

Rio Algom Corp., Moab, UT 

40-8084 

4 

Commerce, Dept, of, Washington, DC 

40-4348 

3 

Rocky Mountain Energy Co., Broomfield, CO 

40-8380 

5 

Conoco, Inc,, Denver, CO 

40-8743 

7 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

6 

Conoco, Inc., Denver, CO 

40-8793 

8 

Silver King Mines, Inc., Casper, WY 

40-8602 

6 

Cotter Corp,, Golden, CO 

40-8511 

5 

Stepan Chemical Co,, Maywood, NJ 

40-8610 

6 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

6 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Exxon Co, USA, Houston, TX 

40-8102 

4 

Udylite/Scl-Rex, Warren, MI 

40-8799 

8 

Exxon Minerals Co, USA, Houston, TX 

40-8064 

4 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Getty Oil Co. — Petrotomics Co., 






Shirley Basin, WY 

40-6659 

4 

Uranium Resources, Inc., Richardson, TX 

40-8786 

7 

Holmes & Narver, Inc., Anaheim, CA 

40-8550 

5 

W.R, Grace & Co., Pompton Plains, NJ 

40-0086 

1 

Homestake Mining Co., San Francisco, CA 

40-7572 

4 

Western Nuclear, Corp., Jeffrey City, WY 

40-1162 

2 

Kaweeki Bcrylco Ind., Inc., Boyerlown, PA 

40-6940 

4 

Wyoming Mineral Corp., Lakewood, CO 

40-8502 

5 
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Domestic Licensing of Production and DtlUzation Facilities 


Carroll Facility I 

STN-50-599 

405 

Docket SO 









Carrol! Facility II 

STN-50-600 

406 

Allens Creek Nuclear Station, Unit 1 

50-466 

365 







Catawba Nuclear Station, Unit 1 

50-413 

312 

Allens Creek Nuclear Station, Unit 2 

50-467 

365 







Catawba Nuclear Station, Unit 2 

50-414 

313 

Almarai Nuclear Station, Units 1 & 2, Spain 

50-428 

328 







CESSAR System 80 

STN-50-470 

366 

Alvin W. Yogtle Nuclear Plant, Unit 1 

50-424 

326 







Cherokee Nuclear Station, Unit 1 

STN-50-491 

371 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

327 







Cherokee Nuclear Station, Unit 2 

STN-50-492 

371 

Arkansas Nuclear One, Unit 1 

50-313 

164 







Cherokee Nuclear Station, Unit 3 

STN-50-493 

371 

Arkansas Nuclear One, Unit 2 

50-368 

263 







Clinch River Breeder Reactor 

50-537 

396 

BefeW Test Reactor 

50-200 

22 







Clinton Power Station, Unit 1 

50-461 

362 

BaiHy Generating Station 

50-367 

263 







Clinton Power Station, Unit 2 

50-462 

364 

Batlclle Memorial Institute Research Reactor 

50-6 

9 







Comanche Peak Steam Electric Station, Unit 1 

50-445 

343 

Beaver Valley Power Station, Unit 1 

50-334 

218 







Comanche Peak Steam Electric Station, Unit 2 

50-446 

346 

Beaver Valley Power Station, U nit 2 

50-412 

311 







Cooper Nuclear Station 

50-298 

142 

Bcllefonte Nuclear Plant, Unit 1 

50-438 

328 







Crystal River Nuclear Plant, Unit 3 

50-302 

146 

Bellefonle Nuclear Plant, Unit 2 

50-439 

331 







Crystal River Nuclear Plant, Unit 4 

50-303 

149 

Big Rock Point Nuclear Plant 

50-155 

17 







Davis-Bessc Nuclear Power Station, Unit J 

50-346 

236 

Black Fox Station, Unit 1 

STN-50-556 

403 







Davis-Besse Nuclear Power Station, Unit 2 

50-500 

375 

Black Fox Station, Unit 2 

STN-50-557 

403 







Davis-Besse Nuclear Power Station. Unit 3 

50 501 

376 

Braidwood Station, Unit 1 

STN-50-456 

356 







Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

96 

Braid wood Station, Unit 2 

STN-50-457 

357 







Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

190 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

67 







Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

167 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

71 







Donald C, Cook Nuclear Power Plant, Unit 2 

50-316 

170 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

138 







Dow Chemical Co. 

50-264 

78 

Brunswick Steam Electric Plant, Unit 1 

50-325 

196 







Dresden Nuclear Power Station, Unit 1 

50-10 

9 

Brunswick Steam Electric Plant, Unit 2 

50-324 

192 







Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Byron Station, Unit 1 

STN-50-454 

348 







Dresden Nuclear Power Station, Unit 3 

50-249 

53 

Byron Station, Unit 2 

STN-50-455 

352 




California Stale Polytechnic College 



Duane Arnold Energy Center 

50-331 

213 

Research Reactor 

50-394 

297 

Edwin I, Hatch Nuclear Plant, Unit 1 

50-321 

181 

Callaway Plant, Unit 1 

STN-50.483 

368 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

259 

Callaway Plant, Unit 2 

STN-50-486 

369 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

11 




Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

232 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

173 







Floating Nuclear Plant 

STN-50-437 

328 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

176 

Fort Calhoun Station, Unit 1 

50-285 

114 
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Docket 
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Docket 

Page 

Fort Calhoun Station^ Unit 2 

50-548 

401 

Limerick Generating Station, Unit 1 

50*352 

240 

Fort St. Vrain Nuclear Generating Station 

50-267 

84 

Limerick Generating Station, Unit 2 

50*353 

243 

General Atomic Co. 

50-89 

14 

Maanshan Nuclear Station, Unit 1, Taiwan 

50*558 

404 

Georgia Institute of Technology 



Maanshan Nuclear Station, Unit 2, Taiwan 

50-559 

404 

Research Reactor 

50-160 

21 

Maine Yankee Atomic Power Plant 

50-309 

155 

Georgia Tech Research Reactor 

50-276 

100 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

399 

GESSAR-238 

STN-50-447 

348 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

400 

Grand Gulf Nuclear Stationi Unit 1 

50-416 

315 

Massachusetts Institute of Technology 



Grand Gulf Nuclear Station, Unit 2 

50-417 

321 

Research Reactor 

50*20 

11 

H.B. Robinson Plant, Unit 2 

50-261 

75 

Memphis State Univ, Research Reactor 

50*538 

399 

Haddam Neck Plant 

50-213 

26 

Midland Plant, Unit I 

50-329 

207 

Hartsville Nuclear Plant, Unit 1 

STN-50-5I8 

381 

Midland Plant, Unit 2 

50*330 

210 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

382 

Millstone Nuclear Power Station, Unit 1 

30-245 

41 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

383 

Millstone Nuclear Power Station, Unit 2 

50-336 

223 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

384 

Millstone Nuclear Power Station, Unit 3 

50*423 

325 

Haven Nuclear Plant, Unit 1 

STN-50-502 

376 

Mississippi State Univ. Research Reactor 

50-241 

38 

Hope Creek Nuclear Station, Unit 1 

50-354 

246 

Monticcllo Nuclear Generating Plant 

50-263 

77 

Hope Creek Nuclear Station, Unit 2 

50-355 

247 

National Naval Medical Center 

50-170 

21 

Humboldt Bay Power Plant, Unit 3 

50-133 

15 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

32 

Idaho Slate Univ. Research Reactor 

50-284 

114 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

310 

Indian Point Station, Unit 1 

50-3 

8 

North Anna Power Station, Unit 1 

50-338 

226 

Indian Point Station, Unit 2 

50-247 

44 

North Anna Power Station, Unit 2 

50-339 

229 

Indian Point Station, Unit 3 

50-286 

117 

North Anna Power Station, Unit 3 

50-404 

306 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

215 

North Anna Power Station, Unit 4 

50-405 

307 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

381 

North Carolina State Univ, PULSTAR Reactor 

50-297 

141 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

381 

North Carolina State Univ. Research Reactor 

50-111 

14 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

238 

North Coast Nuclear Plant, Puerto Rico 

50-376 

279 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

257 

Nuclear Examination Reactor 

50-375 

279 

Kewaunee Nuclear Power Plant 

50-305 

151 

Oconee Nuclear Station, Unit 1 

50-269 

86 

Ko-Ri, Unit 1, Korea 

50-393 

297 

Oconee Nuclear Station, Unit 2 

50-270 

89 

Ko-Ri, Unit 2, Korea 

STN-50-573 

405 

Oconee Nuclear Station, Unit 3 

30-287 

125 

La Crosse Boiling Water Reactor 

50-409 

308 

Ohi,Unit 1, Japan 

50-418 

325 

LaSalle County Station, Unit 1 

50-373 

269 

Oregon State Univ. Research Reactor 

50-243 

38 

LaSalle County Station, Unit 2 

50-374 

276 

Oyster Creek Nuclear Power Plant 

50-219 

29 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Palisades Nuclear Plant 

50-255 

64 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

38 

Palo Verde Nuclear Station* Unit 1 

STN^50-528 

388 

Salem Nuclear Generating Station, Unit 1 

50-272 

94 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

391 

Salem Nuclear Generating Station, Unit 2 

50-311 

157 

Palo Verde Nuclear Station, Unit 3 

STN-5()-530 

393 

San Onofre Nuclear Station, Unit 1 

50-206 

23 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

405 

San Onofre Nuclear Station, Unit 2 

50-361 

250 

Palo Verde Nuclear Station , Unit 5 

STN-50-593 

405 

San Onofre Nuclear Station, Unit 3 

50-362 

254 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

21 

Seabrook Nuclear Station, Unit 1 

50-443 

338 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

100 

Seabrook Nuclear Station, Unit 2 

50-444 

340 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

103 

Sequoyah Nuclear Plant, Unit 1 

50-327 

201 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

380 

Sequoyah Nuclear Plant, Unit 2 

50-328 

204 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

380 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

301 

Pennsylvania State Univ. Research Reactor 

50-5 

9 

Shearon Hams Nuclear Power Plant, Unit 2 

50-401 

304 

Perkins Nuclear Station, Unit 1 

STN-50.488 

369 

Shearon Harris Nuclear Power Plant, Unit 3 

50-402 

306 

Perkins Nuclear Station, Unit 2 

STN'50-489 

370 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

306 

Perkins Nuclear Station, Unit 3 

STN-50-490 

370 

Shoreham Nuclear Power Station 

50-322 

185 

Perry Nuclear Power Plant, Unit 1 

50-440 

333 

Skagit Nuclear Power Project, Unit 1 

50-522 

385 

Perry Nuclear Power Plant, Unit 2 

50-441 

336 

Skagit Nuclear Power Project, Unit 2 

50-523 

386 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

402 

South Texas Project, Unit 1 

STN-50-498 

372 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

401 

South Texas Project, Unit 2 

STN-50-499 

373 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

132 

St. Lucie Plant, Unit 1 

50-335 

221 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

366 

St. Lucie Plant, Unit 2 

50-389 

288 

Pilgrim Nuclear Power Station, Unit 3 

50-472 

366 

Sterling Power Nuclear Project, Unit 1 

STN-50-485 

369 

Point Beach Nuclear Plant, Unit 1 

50-266 

81 

Surry Power Station, Unit 1 

50-280 

106 

Point Beach Nuclear Plant, Unit 2 

50-301 

144 

Surry Power Station, Unit 2 

50-281 

no 

Prairie Island Nuclear Station, Unit 1 

50-282 

112 

Susquehanna Steam Electric Station, Unit i 

50-387 

281 

Prairie Island Nuclear Station, Unit 2 

50-306 

153 

Susquehanna Steam Electric Station, Unit 2 

50-388 

285 

Quad-Cities Station, Unit 1 

50-254 

61 

Technical Univ. of Munich Research Reactor 

50-371 

269 

Quad-Cities Station, Unit 2 

50-265 

78 

Texas A&M Univ. Research Reactor 

50-128 

15 

Rancho Seco Nuclear Generating Station 

50-312 

160 

Three Mile Island Nuclear Station, Unit 1 

50-289 

128 

Rhode Island & Providence Plantations ABC 

50-193 

22 

Three Mile Island Nuclear Station, Unit 2 

50-320 

178 

Ringha]s,Unit3, Sweden 

50-465 

365 

Trojan Nuclear Plant 

50-344 

233 

River Bend Station, Unit 1 

50-458 

358 

Turkey Point Plant, Unit 3 

50-250 

57 

River Bend Station, Unit 2 

50-459 

359 

Turkey Point Plant, Unit 4 

50-251 

59 


XX 



Name 

Tuskegee Institute Research Reactor 

U.S. Geological Survey Research Reactor 

UCLA Training Reactor 

Union Carbide Research Reactor 

Univ» of Arizona Research Reactor 

Univ, of California at Irvine Research Reactor 

Univ. of California Research Reactor 

Umv. of Florida Training Reactor 

Univ, of Missouri Research Reactor 

Univ. of Utah Research Reactor 

Univ. of Utah Research Reactor 

Univ. of Virginia Cavalier Reactor 

Univ. of Virginia Research Reactor 

Vermont Yankee Nuclear Power Station 

Virgil C. Summer Nuclear Station, Unit 1 

Virginia Polytechnic Institute Training Reactor 

Washington State Univ, Research Reactor 

Waterford Generating Station, Unit 3 

Watts Bar Nuclear Plant, Unit 1 

Watts Bar Nuclear Plant, Unit 2 

West Valley Reprocessing Plant 

West Virginia Univ. Research Reactor 

William B. McGuire Station, Unit 1 

Wiliam B. McGuire Station, Unit 2 

William H. Zimmer Nuclear Station, Unit J 

Wolf Creek Generating Station 

WPPSS Nuclear Project, Unit 1 

WPPSS Nuclear Project, Unit 2 

WPPSS Nuclear Project, Unit 3 

WPPSS Nuclear Project, Unit 4 

WPPSS Nuclear Project, Unit 5 

Yankee- Rowe Nuclear Power Station 

Yellow Creek Nuclear Plant, Unit 1 


Docket 

Page 

Name 

Docket 

Page 

50-406 

307 

Yellow Creek Nuclear Plant, Unit 2 

STN-5C>-567 

405 

50-274 

96 

Zion Nuclear Power Station, Unit 1 

50-295 

135 

50-142 

16 

Zion Nuclear Power Station, Unit 2 

50-304 

149 

50-54 

14 

Domestic Licensing of Special Nuclear Material 

— Docket 70 


50-113 

15 

Albright College, Reading, PA 

70-1251 

413 

50-326 

201 

Arizona Public Service Co., Phoenix, AZ 

70-2949 

414 

50-224 

34 

Army, Dept, of, Aberdeen, MD 

70-0011 

406 

50-83 

14 

Army, Dept, of, Aberdeen, MD 

70-0867 

411 

50-186 

21 

AVCO Everett Research Laboratory, Inc., 





Everett, MA 

70-1334 

413 

50-72 

14 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

407 

50-407 

308 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

409 

50-396 

300 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

413 

50-62 

14 

Babcock & Wilcox Co,, Lynchburg, VA 

70-0824 

411 

50-271 

92 

Babcock A Wilcox Co., Lynchburg, VA 

70-0027 

406 

50-395 

297 

Battelle Memorial Institute, Columbus, OH 

70-0008 

406 

50-124 

15 

Bucknell Univ., Lewisburg, PA 

70-0241 

408 

50-27 

11 

Burnham City Hospital, Champaign, IL 

70-2830 

414 

50-382 

279 

Chestnut Hill College, Philadelphia, PA 

70-0817 

410 

50-390 

290 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

406 

50-391 

294 





Combustion Engineering, Inc., Windsor, CT 

70-1100 

411 

50-201 

22 

Commerce, Dept, of, Kings Point, NY 

70-0478 

410 

50-129 

15 

Commerce, Dept, of* Washington, DC 

70-0398 

409 

50-369 

266 

Doylestown Hospital, Doylestown, PA 

70-2683 

414 

50-370 

268 

Duquesne Light Co., Pittsburgh, PA 

70-1621 

413 

50-358 

247 

Bast Stroudsburg State College, 



STN-50-482 

366 

East Stroudsburg, PA 

70-1029 

411 

50-460 

360 

Exxon Nuclear Co,, Inc., Richland, WA 

70-1257 

413 

50-397 

300 

Fairleigh Dickinson Univ,, Teaneck, NJ 

70-0296 

408 

STN-50-508 

376 

General Atomic Co., San Diego, CA 

70-0734 

410 

50-513 

380 

General Electric Co., Pleasanton, CA 

70-0754 

410 

STN-50-509 

379 

General Electric Co., San Jose, CA 

70-1308 

413 

50-29 

12 

General Electric Co., Wilmington, NC 

70-1113 

411 

STN-50-566 

404 

Gettysburg College, Gettysburg, PA 

70-0268 

408 
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Page 

Name Docket 

Page 

Health & Human Services, Dept, of, 



Utah, Univ. of, Salt Lake City, UT 

70-0728 

4J0 

Rockville, MD 

70-0442 

409 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1 143 

412 

illinois, Univ, of, Urbana, IL 

70-0258 

408 

Westinghousc Electric Corp., Pittsburgh, PA 

70-11 SI 

4J2 

IRT Corp. , San Diego, CA 

70-1359 

413 

Westingliouse Electric Corp., Prattville, AL 

70-2909 

414 

Kerr-McGee Nuclear Corp., Oklahoma City, OK 

70- J 193 

412 

Wisconsin, Univ. of, Stevens Point, WI 

70-0852 

411 

Lafayette College, Easton, PA 

70-0435 

409 




Lebanon Valley College, Annville, PA 

70-0575 

410 

Packaging of Radioactive Material for Transport and T ransporlailon 




of Radioactive Material Under Certain Conditions 

— Doekcl71 


Long island Lighting Co., Hicksville, NY 

70-2884 

414 

American Airlines 

71-0236 

414 

Marywood College, Scranton, PA 

70-0749 

410 

Atomic Energy of Canada, Ltd. 

71-0454 

415 

National Aeronautics& Space Administration, 






Cleveland, OH 

70-0355 

408 

Gtilf Nuclear, Inc. 

71-0210 

4J4 

Navy, Dept, of, Annapolis, MD 

70-0368 

409 

Model: 100, lOOA, 200, 200A, Gamma 





Industries 

71-9127 

413 

Navy, Dept, of, Bethesda, MD 

70-0182 

408 

Model: 20- VS, & 40- VS, Gulf Nuclear Co. 

71-9160 

41S 

New Britain General Hospital, New Britain, CT 

70-28J5 

414 

Model: 30A & 30B. Gulf Nuclear, Co. 

71-9091 

41? 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

407 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

416 

Nuclear Research Corp., Dover, NJ 

70-0356 

409 

Model: 6400, Westinghousc Electric Corp. 

71-6400 

416 

Pacific Gas & Electric Co,, San Francisco, CA 

70-2375 

414 

71-9032 

416 

Model: 650, Technical Operations, Inc. 

Pennsylvania, Univ. of, Philadelphia, PA 

70-0123 

407 

71-9033 

41? 

Model: 6605t 66DE, Technical Operations, Inc. 

Philadelphia College of Pharmacy, 





Philadelphia, PA 

70-0484 

410 

Model: 6679, U.S. Ecology 

71-6679 

416 

Princeton Gamma-Tech, Inc., Princeton, NJ 

70-2913 

414 

Model: 671 7-B, Gamma Industries 

71-6717 

416 

Princeton Univ., Princeton, NJ 

70-039J 

409 

Model: 715, Technical Operations, Inc. 

71-9039 

417 

Rockwell Inlernaiional Corp,, Canoga Park, CA 

70-0025 

406 

Model: 855, Tech/Ops 

71-9165 

419 

Rutgers State Univ., New Brunswick, NJ 

70-0343 

408 

Model: BB-250-2, Combustion Engineering 






Co., Inc. 

71-5768 

415 

Seattle Univ., Seattle, WA 

St, Francis College, Lorelto, PA 

70-0600 

410 

Model; BR 63-0101, Energy, Dept, of 

71-5608 

415 

70-1050 

411 

71-6722 

416 

St. Josephus College, Philadelphia, PA 

Model: BS-33-f 80, Tennessee Valley Authority 

70-0374 

409 



St. Luke*s Hospital, Milwaukee, WI 



Model; C- 1, Source Production & 



70-2205 

414 

Equipment Co. 

71-9036 

417 

SL Mary's Hospital, Milwaukee, WI 

70-2801 

414 

Model; C-8, Gamma Industries 

71-9128 

4E8 

Stevens Institute of Technology, Hoboken, NJ 

Texas Instruments, Inc, , Attleboro, MA 

70-1994 

414 

Model: C47, C47 Extd,, C47 Short & C47H, 

Energy, Dept, of 

71-9931 

419 

70-0033 

406 



UNC Naval Products, Inc. , Uncasville, CT 



Model: CNS 1-13C11, Chcin-Nuclear Systems, 



70-0371 

409 


71-9152 

4J3 

Union Carbide Corp., Tuxedo, NY 

70-0687 

410 

Model: CNS Id-igS-H, Chem-Nuclear Systems, 


413 

Union Electric Co., St. Louis, MO 



Inc. 

71-9094 

70-2961 

414 

Model: CNS 2U300, Chem-Nuclear Systems, 


United Nuclear Corp., Wood River Junction, Rl 


70-0820 

4t0 

Inc. 

11.«VQ4 

iiff 
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Docket 


Model: CNS 8-120, Chem-Nuclear Systems, Inc. 
Model: CNS- 1600, Chem-Nuclear Systems, Inc. 
Model: CNS 6-80-2, Chem-Nuclear Systems, Inc. 

Model: DOT-6M Type B, Babcock & Wilcox Co. 

Model. GE 9136, General Electric Co. 

Model: GE-1600, General Electric Co, 

Model: GNG-20, Gulf Nuclear Co. 

Model: GNN-20. Gulf Nuclear Co. 

Model; GPHS, Energy, Dept, of 

Model: HN-100, Series 1, Hittman Nuclear & 
Development Corp. 

Model: HN-100, Series 2 & 2A, Hittman Nuclear 
& Development Corp. 

Model: HN-200, Hittman Nuclear & 
Development Corp. 

Model: IF-300, General Electric Co. 

Model: M-130, Energy, Dept, of 

Model: N-55, Energy, Dept, of 

Model: NLS-RF, Schlumberger Well Services 

Model: OR-5, Combustion 
Engineering Co., Inc, 


Page 


Page 


71-6601 

416 

Model: ORNL TRU, Energy, Dept, of 

71-5461 

415 

71-9081 

417 

Model: R, Gulf Nuclear Co. 

71-9161 

418 

71-9111 

418 

Model. RA-2, RA-3, RA-J, General Electric Co. 

71-4986 

415 

71-5908 

416 

Model: SPEC 2-T, Source Production & 





Equipment Co. 

71-9056 

417 

71-9136 

418 

Model: T-3, Energy, Dept, of 

71-9132 

418 

71-9044 

417 

Model: Triga-l, General Atomic Co. 

71-9034 

417 

71-9163 

419 

Model: Triga-2, General Atomic Co. 

71-9037 

417 

71-9162 

419 

Model: Vandenburgh, Chem-Nuclear 



71-9510 

419 

Systems, Inc. 

71-5805 

415 



Model: WAPD-40, Energy, Dept, of 

71-5874 

416 

71-9086 

417 

Navy, Dept, of 

71-0474 

415 

71-9079 

417 

Nuclear Sources & Services, Inc. 

71-0394 

415 



Pitlsburgh-Des Moines Corp, 

71-0473 

415 

71-6574 

416 

Texas, State of 

71-0476 

415 

71-9001 

416 

Tuskegec Institute 

71-0475 

415 

71-6003 

416 

Wilson Inspection Service 

71-0477 

415 

71-9070 

417 




71-9088 

417 

Licensing of Independent Spent Fuel Storage 

Docket 72 


71-4909 

415 

Morris Operations, General Electric Co. 

72-0001 

419 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DUCKET 97-039 SHEFFICUD. IL, U3 ECOLOOY, INC 


620&110350 Responds to NRC 690323 1 tr requesting access to site for 
ongoing study by DNL Site ouiner (State of ID should be 
notified Compliance u/llsted conditions in performance of 
work requested 

HIPSHERjW M us Ecology. Inc (Formerly Nuclear Engineering) 
02/04/07 SHAFFNER;J NRC - No Detailed Affiliation Given Ip 
13490 293 


8206110340 Forttrards sampling St analysis data for Har 1982 steering 
committee rapt on tritium investigation 

OAYNORjR K US Ecology* Inc (Formerly Nuclear Engineering) 
ag/OS/n SHAFFNERrJ NRC - No Detailed Affiliation Given 4pp 
13490 221 


6206290067 Responds to 020407 request re DNL site visit to take 
trench sump uater samples 

SHAFFNER»J Low Level Waste Licensing Branch 02/09/11 HlPf*HERjM 
US Ecology* Inc (Formerly Nuclear Engineering) Ip 13623 297 


8206040219 Joint motion to extend continuance until 021001 to provide 
addl time for settlement negotiations Certificate of Svc 
enc 1 

LESSYrR P Hearing Branch 3 WETTER HAHN* N J US Ecology* 

Inc (Formerly Nuclear Engineering) 62/06/01 Atomic Safety and 
Licensing Board Panel 3pp 13399 249 


0206140372 Trip rept of 020912 6 13 visit to Sheffield low lave! waste 
disposal facility* to meet w/0tate of IL U U60S officials to 
discuss impressions of performance of site surface 
stabiliratlon features 

SIEFKEN*0 L . SHAFFNER* J A Low Level Waste Licensing Branch 
82/06/01 SMITH* R D Low Level Waste Licensing Branch 4pp 
13910 124 


DOCKET 27-048 R ICHLAND, WA* US ECOLOGY* INC. 


8206300356 Notification of 020407-03 meeting w/Btate of WA Dept of 
Social Health Svcs & U8 Ecology* Inc in RlchlandrWA to 
discuss proposed closure decommissioning plan for 
fac il itg 

HART1N*J B Division of Waste Management. 02/03/29 ENGELKEN* R H 
Region 9 j Office of Director Ip 13661 361 


0206140397 Forwards comments on U8 Ecology draft facility closure plan 
for low level radwaste disposal site* per 620408 meeting 
Schedule for development of closure plan requested within 
30 days 

KIRNERiNP. Washington* State of 82/09/17 H1P6HER*M UB 
Ecology* Inc (Formerly Nuclear Engineering) lipp 13910 139 


8206020358 Forwards IE Waste Packaging Insp Rept 15000046/82-06 on 
820503 Noncomp 1 lance noted 

BOOK* H E Division of Radiological Safety It Safeguards Program 
82/09/26 ORELLO*A Fuel Facilities & Materials Branch, Ip. 
13320 307 


—0206020363 IE Waste Packaging Rept 19000046/82-06 on 820903 
NoncompHance noted one 93-gallDn drum had broken ring bolt 
it lid forced off exposed contents 

WAITE, j A. I THOMAS, R D , BOOK*H.E Division of Radiological Bafety 

S' Safeguards Program 02/09/26 Affiliation Unknown 27pp, 

13320 306 


8206300390 Submits status rept of State of WA 8< Dept of Social i* Health 
Svcs progress on HEDL low level waste dtspoeal license it 
decommissioning plan Plan must be consistent u/overall DOE 
decommissioni ng objectives. 

SMITH, R D Low Level Waste Licensing Branch 02/06/00. MARTIN* J B 
Division of Waste Management 3pp 13661.399 


6206200922 Forwards Waste Packaging Insp Rept lS000046/B2“Oa an 
020607-11 No noncompliance noted 

QOaK«H E Divlslan of Radiological Safety St Safeguards Program 
02/06/22 GRELLAiA Fuel Facilities St Materials Branch Ip, 
13629 276 


—0206200930 Waste Packaging Insp Rept 19000046/82-09 on 820607-11 Mo 
noncomp 1 lance noted Major area inspected low level radwaste 
shipments 

GRAYSON* W M , THOMAS* R D , BOOK* H E Division of Radiological 
Safety it Safeguards Program 02/06/22 US Ecology* 

Inc (Formerly Nuclear Engineering) 23pp 13629 277 


DOMESTIC LICENSING OF SQURCE MATERIAL 

DOCKET 40-0086 W R GRACE L CO * POMPTDN PLAINS, NJ 


0206070671 Responds to 020429 Itr re request for NRC ravUu of 
possibility of radloactlvl ty at farm near Sheffield Brook 
Radiation measurements showed no levels above background. 
K1NNEMAN*J. D Division of Engineering it Technical Programs 
02/09/20, 0"BRIEN*J R Wayne, NJ 2pp 13390 230. 


— 0206070679 Requests NRC conduct radioactivity testing at farnt ne«r 
Sheffield Brook. 

O^BRlEN. J R Wayne* NJ 02/04/29 K1NNEMAN*J Region 1, Office 
of Director Ip 13390 232 


8206150203 Discusses 820420 measurements of radiation level* & soil It 
water samples taken at Farm View Btand Extensive analyses at 
Region i it ORNL shows that all samples taken meet stds set 
by EPA for radioactive matls In drinking water 
KINNEMAN* J. D, Division of Engineering it Technical Programs. 

82/06/00 KUEHMiG. Affiliation Unknown 2pp 134'90 361. 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION* CO 


8206030304 Forwards complete Tables 6 it 9 to be inserted into 
"Reclamation Plan - Inactive Telling* Areas U Heap Leach 
Site " 

WONG*T. Union Carbide Corp, 02/09/13. EADIE*0 Uranium Recovery 
Licensing Branch 8pp 13342.390, 


0206100302 Forwards addl Info for East Oat Hills heap leach extension* 
In response to NRC request. Three oversitt maps end. 

Aperture card* are available in PDR. 

WONO*T Union Carbide Corp 02/09/13 EADIE, 0 Uranium Recovery 
Licensing Branch, 3pp. 13469: 159. 


8206000023 Submits review of licensee 801218 it 820420 submittals of 
plan for reclamation of existing tailings impoundment 
Analyses deficient in several areas Licensee should be 
required to submit revision* to reclamation plan 
JOHNSON* T.L , PETTENGILL, H J Uranium Recovery Licensing Branch 
02/09/17 SCARANO*R,A Uranium Recovery Licensing Branch Spp 
13441 100. 


8206290031 Recommends that Condition 20 to License 8UA-064B be revised 
to require grab air sampling in yellowcake • enc 1 h 
discontinue use of lapel samplers 

EAOIErG G, I PETTENGILL, H. J Uranium Recovery Llcaneing Branch. 
62/05/17 8CARANP, R, A Uranium Recovery Licensing Branch, 3pp 
13661 ’273 


8206290049 Bubmits Amend 16 to License BUA-0648r revising License 
Condition 20 to require grab air sampling in yellowcake end 
to complete worker MPC-h exposure evaluations 

8CARAN0, R A. Uranium Recovery Licensing Branch 82/05/17, LYDNfi* P. 
Union Carbide Corp. 2pp 13661 278, 


1 



2 


DOCKETED ITEMS 


9206080454 Tortuarda for review 8e conwient. draft final OeDtachnical 
Ena ineer^. Tnc reptiNRC aupport documants & Union Carbide 
Carp recent aubmittala re revieuj of reclatnation plan W/o 
enc I 

SCAHANO. R A Uranium Recovem Licensing Branch 02/05/19 
ACKERMAMi W C Hyomlngi State of 2p p 13439 359 


9206080473 Rflq.iJeBte addl Info re hydrologic aspects of plans for 
reclacnation of tailing^ & heap leach areas 

3CARANQ. R-A Uranium Recovery Licensing Branch 82/05/19 LVQNbip 
Union Carbide Corp Spp 13440 067 


8206100116 Comments on State of UY 820305 Itr to Union Carbide Corp re 
preliminary views on reclamation plan issues relevant to 
reclaiming tailings (< pertinent to approval of plan 
EADlEiO G Uranium Recovery Licensing Branch G2/03/19 
SCARANQifi A Uranium Recovery Licensing Branch 3pp 13471 036 


9206070256 Notifies that NRC amended License 6UA~64B< License Condition 
20 to permit use of grab air sampling tachniqua for 
calculating uiorter mas permissible concentration per hour 
eipDSure Amend eiempt from fees 

EADlEtO i PCTTEhiOlLL, H J Uranium Recovery Licensing Branch 
82/05/26 HILLERiW O License Fee Management Branch Ip 
13455. U6 


DiJCKET 40-0B20 CLEVELAND-CLIFFS IRON CO . CASPER, WY 


B2O62l'06lO IE Insp Findings V Licensee Act dtd B20523 h 26 of License 
SUA’-ll?^ Insp findings no noncompl lance noted 
SPtTiBERGiDB Region 4i Office of Director 82/09/26 Ip 
13564 041 


DOCKET 40-1162 WESTERN NUCLEAR CORP , JEFFREY CITY, WY 


8206220073 FoTUiardt addendum to semiannual environ monitoring rept for 
Jul-Dec 1781 Addendum contains data for direct radiation, 
air particulate sampling 6 stack sampling 

BOO DEN, 0 Mestarn Nuclear, Inc isubs of Phelps Dodge Corp ) 
82/09/SO PETTENOtLLrK J Uranium Recovery Licensing Branch 2pp 
13585 194. 


'-9206220097 Addendum to "Semiannual Environ Monitoring Rept, 

Jul-Dec 1981 - 

a Western Nucliar, Inc Iiubs of Phelps Dodge Corp ) 82/09/20 

tapp 13589 196 


6206230246 Forwards rept of semiannual audit/ALARA 820208'*12 
proceedings 6 schedule for completion of recommended 
ac tibne. Major 1 ty of actions already implemented 
fiOOOCNrO Western Nuclear, tnc (subs of Phelps Dodge Corp ) 
02/09/20 PETTENOILLrK J Uraniun Recovery Licensing Branch 29pp 
13592 240. 


0206230171 Submits results of annuel land use survey per requirement of 
Amend 2 to License SUA*'96 Ranching 6 grating uses continue 
as In past Residential usage declined. 

aoosiEiN, 0 Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
82/05/29. PETTENOILLfH J Uraniutfi Recovery Licensing Branch ip 
13592 320 


3206140379 Discusses rcciemation bond for Split Rock Mill Bond amount 
adequate to Cover cost of nlllsltt & tailings area 
reclamation per Western Nuclear, Inc proposed plan 
OAROlA«P J t PETTENOlLLrH J Uranium Recovery Licensing Branch 
82/06/03 Uranium Recovery Licensing Branch Ip 13510 I2J 


8206160386 Requests thet major amend fee he kept open pending amend of 
Condition 17 to License SUA-0056i scheduled for completion 
on 821015. 

OARCIA, P J Uranium Recovery Licensing Branch. 82/06/08 

tilLLER>W 0 License Fee Hanegsment Branch ip 13969 361 


8206290040 Discusses llcefiste 820310 response to items of noncompHance 
noted in insp of Llcenee SUA-0096 on 820203’'09 Corrective 
actions noted in response tatisfectory No licensing action 
nectssarv. 

OARQiAiP.J. t P£TT£HOILL> H. J Uranium Recovery Licensing Branch 
82/06/08 Uranium Recovery Licensing Branch 2pp 13661 276 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOflOA. TN 


8206160497 Foneards '"TVA Edgemont U Milliite Preliminary Mllliite 
Evaluation" It other background info re mill site 
radiological cleanup criteria, in response to NRC request 
MtLLG, L M. Tennessee Valley Authority 82/09/03 BCARANO,R A 
Urenlum Recovery Licensing Branch. Ip 13927.298 


— 0206160498 ’'TVA Edgemont U Mi 11 site Preliminary Hillsite Evaluation " 
W/39 oversiie graphs Aperture cards are available in PDR 
* Franc is, Meador, Oel lhaus, Inc 82/03/31 57pp 13537 23'V 


8206080179 Submits review of Semiannual Effluent Release Ropt 13 foi 
second half of 1981 Concentrations of principal 
radlonuc Udes in air fc water within max permissible 
concentration Limits 

ANASTA31.F S Uranium Recovery Licensing Branch 02/05/25 
SCARANO, R A Uranium Recovery Licensing Branch 2pp 13442 051 


DOCKET 40-2061 KERR-KCOEE CHEMICAL CORP , OKLAHOMA CITY, OK 


6203290133 Forwards Itr from S Munson confirming previous info 
provided during Insp NRC should concur w/prudency in 
requesting written documentation in view of current 
controversy surrounding decommissioning 

SHELLEY, W J Kerr-McGee Corp 02/03/03 NICHOLSON, N Region 3, 
Office of Director Ip 12451 017 


— 8203310344 Confirms subjs of insp 6 discussion during 820219 insp & 
in response to info provided in 820216 teleon Ack requested 
MUNSONtS C Kerr-HcOee Chemical Corp (subs of Kerr-McQee Corp > 
82/03/08 NICHOLSON, N Region 3, Office of Director 2p p 

12451 DIB 


8206040449 Forwards replacement pages to health physics manual 
submitted Aug 1981 Revisions address specific comments 
transmitted in NRC 820104 Itr 

SHELLEY, W J Kerr-McOee Corp 02/03/26 NtXON,WA Uranium Fuel 
Licensing Branch 20pp 13391 209 


8206100201 Informs that Low Level Waste Licensing Branch revioiued 
portions of revised proposed stab ill latlon plan for 
Kerr-McOee facility re onsite waste disposal per 820312 
request Suggested mods end 

SMITH, R 0 Lou Level Waste Licensing Branch 82/09/04 PAOL, R () 
Uranium Fuel Licensing Branch 6pp 13469 299 


6206160471 Verifies official filing of DES entitled "Rare Earths 
Facility Decommi ssioning. West Ch icago, Du Page County, IL 
(NUREO-0904) " DES scheduled for publication in 820521 FR 
WILSON, K L Environmental Protection Agency 82/05/19 PAOL, R G 
Uranium Fuel Licensing Branch 2pp 13543 231 


0206160192 Ack receipt of DES, NUREO-0904 re Kerr-McOee Chemical Corp 
Rere Earths facility. No coinments offered 

LEHR,E L Transportation, Dept of 82/09/21 PAGE, R 0 Uranium 
Fuel Licensing Branch Ip 13938 324 


8206290064 FOIA request for records submitted in Dec 1980 re ANl 
preparation of preliminary DES for Rare Earth Facility 
SPELMANiH J Harold J Spelman 6 Associates 82/09/29 Office of 
Administration 2pp, 13661 268 


8206290092 FOIA request for records submitted in May 1981 re ANL 
preparation of preliminary 0E8 for Rare Earth Facility 
SPELMAN, H J Harold J Spelman It Associates 82/09/26 Office of 
Administration 2pp, 13661 264 


0206290059 FOIA request for records submitted subsequent to Dec 1701 
rs Affi. preparation of preliminary DE8 for Rare Earth 

Facility 

SPELHAN,H J, Harold J Spelman It Associates 02/05/26 Office of 
Administration 2pp 13661 266 


8206290068 FOIA request for records re interagency agreement between 
NRC l( DOE for preparation of preliminary DE8 for Rare 
Earth Facility 

SPELMAN, H J Harold J Spelman l< Associatee 82/09/26 Office of 

Administration 2pp 13661 270 


8206220193 Comments on DES for decommissioning of Rare Earths Facility 
In West Chicago, IL Onsite disposal unlikely to result in 
effects on historic properties listed in Natl Register of 
Historic places 

TANNENDAUM, J E. Advisory Council on Historic Preservation 
02/09/27 PAGE, R O Uranium Fuel Licensing Branch Ip 13571 30 a 


8206220150 Ack receipt of matl re vendor proposed decomissianing Ic 
stabll 1 lation of Rare Earths Facility in Most ChlcagoilL No 
comments offered 

DAVIS, V W Agriculture, Dept of 82/06/01, PAGE, R 0 Uranl um Tutl 
Licensing Branch ip 13591 302 


0206230243 Comments on DE8, NURE0-09D4, r e storage of nuclear waste matl 
Draft statemsnt unacceptable 

SOLBERO,E W Affiliation Unknown 82/06/Oi NRC - No Detailed 
Affiliation Given Ip 13592 277 
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8306380044 Inform* of further assessment re radiologxcel cantamination 
S' corrective actions that cnav be required Requests 811218 
1 tr be disregarded 

PAOEi R Q Uranium Fuel Ulcensing Branch 82/06/04 RAINEVj J C 
Kerr^McGee Chemical Corp (subs of Kerr-McOBe Carp > Ip 
13630 353 


8206280324 Foruards IE Insp Rept 40-2061/82-02 on B202i7-0S2B No 
noncomp 1 lance noted 

PAPERIELLOjC J Division of Emergency Preparedness S« aperational 
Support 03/06/15 SHELLEY, W J Kerr-McOeo Corp 2pp 13624 161 


—8206380330 IE Insp Rept 40-2061/82-02 on 030317-0528 No noncortip Hanr e 
noted Major areas inspected dismantling of Bldg 1 6 removal 
of Bldg 4A baghouse, □ f f s t te air sampling 6 effluent results 
for storm Seuer outflou) 

NlCHDLSONi N A , SCHUMACHERi M C Division of Emergency Praparcdnesr 
tt Operational Support S3/06/1S 7pp 13624 163 


8206390072 Responds to 02O52S 6 26 FQIA requests for records re ANL 
preparation of preliminary DE8 for Rare Earth Facility 
Extension of to-day deadline requested Response will be 
delivered by 820625 

FELTON, J M Division Of Rules and Records 83/06/15 SPELhAN. K J 
Harold J Speiman 6 Associates Ip 13661 272 


0206390325 Trip rept of B20621 site visit to Ueet Chicago, IL for tour 
of factory it disposal sites No discussions toot place re 
Bldgs 14 it 16 uhlch am subj of hearing request 

SHULMAN.H J Office Of the General Counsel 82/06/38 Office of 
the General Counsel Ip 13636 123 


DOCKET 40-2235 NAVY, DEPT OF, MASHINOTON, DC 


8206030282 Foruiards revised "Radiation Protection Manual " Requests 
that License SMD-448 be amended by substituting manual for 
770800 submittal 

EBBERT, E L Navy, Dept of, Naval Research Laboratory 82/05/10 
Office of Nuclear Material Safety 6 Safeguards, Director Ip 
13361 218 


—8206030283 Revised "Radiation Protection Manual " 

AITKEN, A H Navy, Dept of. Naval Research Laboratory 82/02/02 
i02pp 13361 219 


DOCKET 40-2259 PATHFINDER MINES CORP , RIVERTON. WY 


8206220100 Forwards "Quarterly Effluent Monitoring ReptiJan-Mar 1902," 
including sample data for previous rept it recalculations of 
stact emission release rates based on actual operating 
time of yelloutcake dryer for third 8< fourth quarters, 1981 
NUGENT, £ L Pathfinder Mines Corp 82/05/28 SCARANO, R A Uranium 
Recovery Licensing Branch Ip 135Q5 219 


—8206220102 "Quarterly Effluent Monitoring Rept, Jan-Mar 1982 
a Pathfinder Mines Corp 82/05/28 I2pp 13505 320 


DOCKET 40-3392 ALLIED CHEMICAL CORP,, MORRISTOWN, NJ 


8206280401 Forwards IE Insp Rept 40-3392/B2-'0l on 020310-21 No 
noncompliance noted 

MILLER, J R Region 3, Office of Director 82/06/10 CIPOLLA, A vJ 
Allied Chemical Corp 2pp 13623 313 


—0206280411 IE Insp Rept 40-3392/82-01 on 020510-21. No noncomp I lance 
noted Major areas inspec ted* foci 1 1 ty changes 8< mods, 
radiation p rotection, radwaste mgt, environ monitoring St 
emergency p lannlng 

PECKjC C I GREGERiL R Region 3, Office of Director 82/06/07, 
6pp 136S3 315 


DOCKET 40-3453 ATLAS MINERAL, INC. , DENVER, CO 


0206030283 Forwards "Response to NRC Requests for Addl Info re Proposed 
Tailings Embankment Raise," in response to 820426 Itr 
Authorization requested 

BLU0AUGH, R E Atlas Minerals 02/05/iO, PETTENGILL,H J, Uranium 
Recovery Licensing Branch ip 13361,095 


— 8206030287 "Response to NRC Requests for Addl Info re Proposed Tailing 
Embankment Raise " 

SODDY, J R Dames 8t Moore 82/05/17 122pp 13361.096 


8206160126 Responds to 820503 transmittal re initial review- of environ 
monitoring data & dose calculations for nearest residence 
for fourth quarter of 1981 

BLUDAUOH, R E Atlas Minerals 82/05/19 PETTENOILL, H. U Uranium 
Recovery Licensing Branch 2pp 13538 179 


8206140396 Discusses review of environ monitoring data for facility 
Licensee submittal of 820427 complete* data reporting 
requirements for Jul-Dec 1981 No further action necessary 
GARCIA, P U , PETTENGILL, K J Uranium Recovery Licensing Branch 
82/06/03 Uranium Recovery Licensing Branch 2pp 135i0 120 


DOCKET 40-4348 COMMERCE. DEPT OF, WASHINGTON, DC 


9206030016 Forwards draft Reg Guide FP 716-4 reflecting currant views 
needs for radiation safety to assist in preparation of 
renewal application t< consolidation of licenses W/o end 
CROW, W T Uranium Fuel Licensing Branch 82/05/19 PeVEY, L E 
Commerce, Dept of, National Bureau of Standards 2pp 13361 344 


DOCKET 40-5259 PRINCETON UN IV , PRINCETON. NJ 


0206070302 Ack receipt of 020504 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-00882/82-01, 
30-12287/82-01,40-5959/82-01 tt 70-0391/82-01 

MARTIN, T T Division of Engineering t Technical Programs 82/06/03. 
MARUCA, A J Princeton Unlv Ip 13363 073 


—8206070391 Responds to NRC 820421 Ur re violations noted in IE Insp 
Repts 30-00882/82-01, 30- 12287/82--01, 40-5259/82-01 it 
70-0039/02-01 Corrective actions small sealed sources 
relocated to locked storage cabinet 

MARUCA, A J Princeton Univ 82/05/04 MARTIN, T. T Division of 
Engineering Technical Programs 2pp 13363 074 


DOCKET 40-6264 MICHIGAN CHEMICAL CORP , BT LOU IB, MI 


B206030297 Lists understanding of implementation of stabilization 
plan for organic matls at site to provide adequate 
protection of public & environ for contaminated metis 
onsite 

6RAHAM.D.D Velsicol Chemical Corp 82/04/08 PA0E,RG Uranium 
Fuel Licensing Branch 2pp 13342 298 


DOCKET 40-6622 PATHFINDER MINES CDRP , SHIRLEY BASIN# WY 


B206O40S0O Forwards stack emissions survey for second half of 1981, 
SMITH, J C Pathfinder Mines Corp 02/04/02 BROWN, 0 O Reg Inn 4, 
Office of Director. ip 13391 270 


— 8206040503 “Stack Emission Survey of Pathfinder Mines Carp, Shirley 
Basin Mine, Shirley Basin, WY " 

* Western Environmental Services ft Testing, 81/11/30, 45pp 
13391 271 


8206150147 Comments on 820226 QA program submitted In response to 
License 8UA-442 Condition 36 B Specific sample coltsctLon 
method it discussion of pr eanaly tical techniques should ,be 
included in Licensee SOP manual 

8DLLENQER0ER, 0 , PETTENOILL,H J Uranium Recovery Licensing Uranch. 
82/05/21 BCARANO, R A Uranium Recovery Licensing Branch 7pp 
13523 204 


9206180324 Advises that License 8UA-442 Is amended by revising License 
Conditions 21,36 4, 36 4c adding Condition 41 to modify 8< 
upgrade effluent 8, environ monitoring U QA program* 

8CARAN0, R A Uranium Recovery Licensing Branch 82/05/21. 

RU89ELL. J Pathfinder Mines Corp 5pp IQ570 021 


— 0206100399 Approves proposed environ monitoring program per reaponsB 
to Amend 4 of License 5UA-442 Recommends license be amended 
to revise License Condtlons 36,38 S< add Condition 41 re 
environ monitoring program 

aOLLENBERGER, D , PETTENOILL.H J Uranium Recovery Licensing 
Branch 62/05/21 SCARANO, R A Uranium Recovery Licensing 
Branch 5pp 13570 026 


0206180379 Forwards license amend & backup memo, issued after review of 
insp rept mill appraisal rept, as requested in Region 4 
820301 Itr to NRC W/o ends 

SCARANO, R Uranium Recovery Licensing Branch. 62/06/08, 

COLLINS, J T Region 4, Office of Director ip 13569* 360. 
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aa0&2900-55 Subffiitt Afflfrnd 8 to License SUA-a442i revising License 
Condition 83 *» adding Condition 48 to incorporate current 
dam stability & Insp poUcies 

SCARANIQ« R A Uranium Recovery Licensing Branch 32/06/00 
aueSELLi J Pathflntfer Hints Corp Opp 13661 aso 


— 8206270063 Suffmarties NRC 010024-29 special team appraisal at site re 
tailings mg t program Revision of License Condition 28 U 
addition Of Condition 42 to upgrade dam monitoring program 
^ evalgate dam stability racommendfd 

SDLLENBEROERi D * PETTENOIH-j M J Uranium Recovery Lic»nsinq 
Branch 92/06/08 Uranium Recovery Licensing Branch dpfi 
13661 293 


DOCKET 40-6657 GETTY OIL CO - PETROTOMICS CO ♦ SHIRLEY BASIN. WV 


B206080L13 Forwards radiological assessment for inclusion in EIS foi 
S-gr raniwal of License SUA-S5i 

PANTELLjS E » MARTIN. D E Uranium Recovery Licensing Branch 
82/03/20 JQMESiS Z Uranium Recovery Licensing Branch 75pr 
13441 287 


B2060S0027 Submits review of licensee 020302 L 11 submittals re environ 
monitoring data ii 40CFR190 dose calculations for fourth 
(Quarter 1781 Lletntaa will submit revised rept to correct 
noted deficiencies 

^J0^le8. S I > PETTENftlLL. H J Ur^hium Recovery Licensing Branch 
82/03/26 Uranium Recovery Licensing Branch 4pp I344i li'2 


DOCKET 40-6940 KAWECM BERYLCO INO - INC i BOYERTOWN. PA 


5S06O20186 Advises that revitu of Hcenie renewal application has 
Indlcatitf need for EIA Environ info required within 90 days 
from racflpt of Itr 

CROM.H.T Uranium Fuel Licensing Branch, B2/05/U cOYLEi F ( 
Kavvciil flerylco Industries. Inc ip 13340 174 


DOCKET 40-7372 HONEST AKE MINI NO CO . SAN FRANCISCO. CA 


6206910633 IE Insp Findings 6 Licreriitc Ack dtd 820324 of License 
8UC-S94 tnsp findings no none oaf 1 lance noted 
8PirZBER0< 0, B Region 3, Office of Director B2/03/24 Ip 
13961:073 


DCKKGT 40-8027 KERR-MCOEt NUCLEAR CORF . OKLAHOMA CITY. OK 


8206290377 Advises of partial refund of fee paid for review of 0SO3O7 
applltaiion fur Aminri 16 to Liconst 8UB-1010 

MILLER. N □ License Fee Menagfieent Branch 82/06/11 SHELLEY, WU 
Kerr-MfOee Carp Ip 1363B li? 


DOCKET 40-8064 EXXON MINERALS CO USA. HOUSTON, TX 


8206010046 SutAits first quarttr I'ept Ye U solution mining pilot 
prograa per Condition 21 of Licsnee BUA-i064 

SMANNDKivI B Exion Corp 03/09/06 LIMEHAN.JU Uranium Recovery 
Licensing Branch Spp* 13331 397. 


— 8706010049 Solution Mining Pilot Program, First Quarter 1782 " 

» Efion Corp 93/05/06 Spp 13331 360 


8206110067 Responds to 820436 tolcon requeiting afdl info re pilot U 
solution nine project Well water sample analytical results 
6 woU drawings end, 

EBTEYiK P Elion Corp B2/09/07 KAUVW, K L Uranium Recovery 
Licensing Branch. 7pp 13493 IBl. 


DOCKET 40-9084 RIQ ALOOM CORP , HOAB, UT 


8206110067 Responds to 820436 telcen requesting addl Infs re pilot U 
seluilfn wine project Well water sample analytical rsiviUs 
liiiiell drawings end 

ESTEYffi P, Elion Corp- B2/09/07 KALMANi K L, Uranium Rfcovery 
Llconping Branch 7pp 13493 181, ^ 


B206220167 “Quarterly Environ Hpni taring Rept for Uan-Mer 1982 * 
LAWTON/M D. Rilo Algoa^ Ltd. 02/09/26 I6pp 13571.024 


DOCKET 40 -D 102 EXiON CO USA, HOUSTON, TX 


9?06040513 Comments on "Highland U Tailings Impoundment Seepage biuUij, " 
030504-06 site visit 

UILLIAMS.R E Wi 1 1 lams-Roh met to 6 Associates, Inc 02/05/0/ 
PETTENOILL, H Uranium Recovery Licensing Branch 26pp 133V1 'llO 


0206000033 Summariies licensee analysis of airborne U cone en tra 1 1 one in 
yellowcake parkaging k drying areas for Aug I7ai-Jdn 1982 
UHC calculations concur u/licensee findings of reduced 
concentrations No further action required 

jOWES, S Z PGTTENGH U.H J Uranium Recovery Licensing Branch 
02/05/19 Uranium Recovery Licensing Branch 2pp 13441 Jr'6 


0206090257 Reviews environ monitoring data for fourth quarter 1 9tll k 
10CFR19O dose calculations for Enon Mi ] 1, p rovlded in 820226 
submittal External radiation monitoring w/continuous passive 
TLDs required 

jONES, 5 Z . PETTENGILL.H J Uranium Recovery Licensing Branch 
02/05/26 Uranium Recoveiy Licensing Branch 4pp 13453 JJ/ 


9206220105 Forwards first quarter 1902 environ manltoiing program rrpt 
per License Condition 36 

VARNICK.T P Exxon Corp 82/05/26 PETTENGILL.H J Uranium 
Recovery Licensing Branch Ip 13583 lij 


— 0206220109 Fi rst quarter 1982 environ monitoring piogram rept 
* Ex ton Corp 82/03/31 16pp 13503 1 i2 


DOCKET 40-0200 CLEVELAND-CLlFFS IRON CO , CASPER, WY 


0206020215 Requests closeout imp & confirmatory survey at North 
Rolling Pin RLD solution mining site in early Spring for 
final reclamation by 020931 

SCARANO, R A Uranium Recovery Licensing Branch 83/03/74 
COLLINS, J T Region 4, Office of Director 2pp 13334 348 


—0206020219 Advises that 12 5S-gallon drums of waste matl produced 
during site restoration activities at North Rolling Pm site 
has been transferred to Petrotnmics Shirley Basin U Mill, per 
NRC 8J0212 Itr Transport contamination survey end 
LOUDERBACK. T E Cleveland-Cl 1 f f s Iron Co 81/03/26 SCAR AND, R A 
Uranium Recovery Licensing Branch 4pp 13334 352 


8206210055 Advises that Amend 2 to License SUA-119? exempt from fpof. 
POHLE, J A , LINEHAN, U J Uranium Recovery Licensing Branch 
02/03/10 MILLER, N 0 License Fee Management Branch Ip 
13903 065 


e2{)6lS0165 Discusses Region 4 closeout Imp of North Rolling Pin Silo 
Final recontourlng 6 reseeding of site at time of insp 
acceptable, per 020910 telcon. 

FOHLE, J A. Uranium Recovery Licensing Branch 02/05/21 
LINEHAN, J J Uranium Recovery Licensing Branch Ip 13529 SI6 


DOCKET 40-8211 CHAMBERLAIN MAWFACTURINO CORP , WATERLOO, lA 


9206170044 Discusses IE insp of License 8UE-119B on 820510-19 
forwerds notice of violation 

HIEDEMAN, D 0 Division of Engineering & Technical Programs 
02/06/11 PRUNTY, W E Chamberlin Manufacturing Corp Ip 

13529 360 u K H 


— 0206170047 Notice of violation from insp on 020518-19 Nonconrjp liauc e 
noted failure to meet requirement of License Condition 14 
to have survey meters k alpha meters callbr semiannually 
WIEDEMAN.D Q Division of Engineering & Technical programs 
02/06/07 ip 13339 361 


POCKET 40-8355 AMAX SPECIALITY METALS CORP , PARKERSBURO, WV 


0206030318 Forwards »*AMAX Property, Wood CountyiWest VA, Stab i li i ation 
Plan Control Program Manual « W/o end "Chem-Nudear 
Radiological Protection Manual ” 

KERRIOAN, J E AMAX Environmental Services, Inc (subs of AHA X, Inc > 
02/0S/07 NlXQN, W A Uranium Fuel Licensing Branch Ip 
13348 274 


—8206030322 "AMAX Property i Hood County, West VA, Btabi Uzation Plan 
Control Program Manual " 

KERRIOAN.U E AMAX Environmental Services, Inc (subs of 
AMAX, Inc ) 82/05/05 24pp 13342 275 
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82062£?060'V Requests EIS fur "/SMAX< Inc* Negative Declaration Re Storape 
of Contaminated Soil Under License " 

PASATIEMPaiJ E Affiliation Unknown 32/06/04 Division of Fuel 
Circle Material Safety Ip 13591 346 


DOCKET 40-8300 ROCKY MOUNTAIN ENERGY CO . BROOMFIELD, CO 


B206160493 Forwards NRC 811210 Ikr requesting fee for review of U11030 
Itr re amend to License SUA-1230 Fee not received 8« must be 
submitted witfiin 15 days of Itr date 

UElSSiD License Fee Management Branch 82/01/19 NEUMANN, M R 
Rocky Mountain Energy Co Ip J3527 318 


— 0206160494 Ac k receipt of 811030 Itr requesting amend to License 
SUA-I22a Amend fee required 

UFISS, D License Fee Management Branch 81/12/10 NEUMANN, M l( 
Rocky Mountain Energy Co Ip 13527 319 


*-8206160495 Application for amend to License SUA-122B, deleting portions 
of "Cnvjron Radiation Sampling t* Monitoring for Nine Mile 
Lake ISL Facility ” Revised sampling it monitoring document 
enc 1 

NEUMANN, M P Rocky Mountain Energy Co 81/10/30 HDB8,r 
Uranium Recovery Licensing Branch 3pp 13527 320 


— 3206160496 "Environ Radiation Sampling Monitoring for Nine Mile Lake 
ISL Facility ■* One oversize drawing end Aperture card Is 
available in PDR 

e Rocky Mountain Energy Co 81/10/30 Spp 13527 323 


8206070231 Advises that Amend 2 to License SUA-1S2B exempt from fees 
KALMANrK L , LINEMAN, U J Uranium Recovery Licensing Branch 
02/05/10 MILLER, W 0 License Fee Management Branch Ip 
13427 224 


DOCKET 40-8406 PESSES CO , SOLON^ OH 


8206290557 Advises of Amend 1 to License 6TB-i294i changing Item 8 A to 
read 100,000 kg containing 2,000 kg thorium License renewal 
contingent on radiation safety review of application Addl 
info requested to continue review 

PAGE, R 0 Division of Fuel Cycle & Material Safety 62/06/17 

PESSESrM Passes Co Ip 13650 242 


—8206290562 Bafety evaluation supporting Amend 1 to License STB-i254 
changing Item 5 A to read 100,000 kg containing 2,000 kg 
thorium 

K08LA, B M , CROW, W T Division of Fuel Cycle Material Safety 
62/06/17 Division of Fuel Cycle ^ Material Safety Ip 
13656 243 


DOCKET 40-0452 BEAR CREEK URANIUM CO , CASPER, WY 


8206220104 Responds to 820505 request for comments on list of revisions 
pertinent to Rocky Mountain Energy Bear Creek Mill 
WILLIAMS, R E Wi 1 1 iams-R ob Inet te i< Associates, Inc 82/05/28 

FLORYj C Uranium Recovery Licensing Branch 6pp 13565.233 


8206210313 Forwards IE Insp Rept 40-6452/02-01 on 620503-06,80 
noncompliance noted 

BROWN, 0 D Division of Vendor Si Technical Programs. 02/06/10 

BAUMANN, W Bear Creek Uranium Co 2pp 13564*307 


*--0206210314 IE Insp Rapt 40-8452/02-01 on 02OSO3-O6 No noncomp 1 iant e 
noted Major areas inspected organization Si admini stration, 
facilities ^ equipment, mainti waste mgt access control & 
posting labeling Cc shipping 

SHOPENNpN M , EVERETT, R J Division of Vendor tt Technical 
Programs 02/06/07 Spp 13564 309 


DOCKET 40-eS02 WYOMING MINERAL CORP , LAKEWOOD, CO 


6206100413 Advises that Amend 3 to License SUA-1341 issued, 
incorporating licensee 620119 proposed action levels for 
uetls monitored at production well fields during temporary 
suspension of operations except for Well R6-65 
ANA8TASI,F 8 , LINEMAN, J.J Uranium Recovery Licensing Branch 
02/05/lB MILLER, W 0 License Fee Management Branch Ip 
13450 339 


0206220121 Forwards "Irigaray WpUfield A BaseJinB Water Quality 
Package," for incorporation into 7FN 1 6/201, Vol 3 
WICHERSiD L Wyoming Mineral Corp 02/05/24 CHANCELLOR, R A 
Wyoming, state of lOpg 13591 250 


6206150174 Discusses 820322 stabilization plan for facility WY Dept of 
Environ Quality denial of licensee request to temporarily 
suspend mining operations cannot be reversed Proposed 
pumping plan will not be implemented 

LINEMAN, J J Uranium Recovery Licensing Branch B2/05/SS 

SCARANO, R A Uranium Recovery Licensing Branch Spp 13529*217. 


6206220115 Submits rept per License Condition 16(D>, outl 1 ning action 
plan developed & implemented for wells which exceed 
applicable action levels 

CQNROY, 9 U Wyoming Mineral Corp 02/05/25 6CARAN0, R, Uranium 
Recovery Licensing Branch Spp 13591 242 


DOCKET 40-0911 COTTER CORP , GOLDEN, CO 


0205200574 Requests that submittal of 020423 request for info re nerd 
for evaporation pond engineering rept to support License 
SUA-1273 renewal be postponed until completion tc evaluation 
of hydrologic tests 

MCCLU6KEY, J P Cotter Corp 82/05/11 LINEMAN, JJ Uranium 
Recovery Licensing Branch Ip 13316 345 


6206160445 Forwards 920504 memn, "Evaluation of Ventilation for Cotter 
Corp Charlie Project, RLD ISL Plant," per SER Section 5. 3 4 
SMITH, T Cotter Carp 02/05/10 WDOLBEY, R T Uranium Recovery 
Licensing Branch 6pp 13943 056 


8206140392 Discusses review for renewal of license for RfcD IBL 
evaporation pond Licensee requested postponement of further 
field or lab design work Case considered closed until new 
info received 

LINEMAN, J J Uranium Recovery Licensing Branch 82/05/S6 

SCARANO, R A Uranium Recovery Licensing Branch Ip 13510 1:28 


DOCKET 40-0550 HOLMES it NARVER, INC , ANAhClMj CA 


6206010537 Discusses 620518 telcon re info needed to terminate Licensa 
SUA-1307, Resu 1 ts of final aorreys performed on equipment 
coming in contact u/Ilcensed matl required, 

BROWN, G D Division of Vendor it Technical Programs 82/05/25. 

BRIMiE Holmes i, Narver, Inc Ip 13307 3 52 


DOCKET 40-0504 MINERALS EXPLORATION CO , LOB ANOELESi CA 


8206150324 Forwards "Dose Evaluation for Members of Public in Oatieral 
Environ" U summary of environ monitoring ^ meteorological 
conditions 

SNYDERiHL Union 76 Minerals Exploration Co 82/05/26. Roglon 
4, Office of Director 2pp 13503 040 


— 6206150327 "Dose Evaluation for Members of Public In General Environ,'* 
first quarter 1902 it summary of environ monitoring & 
meteorological conditions 

e Union 76 Minerals Exploration Co. 62/05/24 114pp 13503.043 


8206100211 Reviews 40CFR190 compliance for fourth quarter 1981 Ir 
10CFR40 65 rept for second half of 1961 for Bweetuater 
U mill 

FLORY,C A , PETTENOILL,H J Uranium Recovery Licensing Branch. 
62/05/26 Uranium Recovery Licensing Branch Bpp 13469 303, 


DOCKET 40-9598 ARMY, DEPT OF, FT MONMOUTH, hlJ 


8206010036 Forwards U8 Army Communicatiflns-El ectron 1 cs Command request 
for amend to License 8MD-1300, 1 isting Anniston Army Depot as 
performing ma Int on night vision devices & naming JL Henson 
as radiation protection officer at depot 

TARAS, D N Army, Dept of 02/05/12 Office of Nuclear Material 
Bafity & Safeguards, Director Ip 13331 341 


— 0206010041 Application to amend License 8MD-1300 j 1 isHng Ann 1 a tots Armg 
Depot as performing maint on night vision devices 6 listing 
JL Henson as radiation protection officer at depot 
BAVA1K0,B M Army, Dept of 82/05/07. J Spp 13331 342 


0206020004 Forwards application for amend to Condition 12 of License 
8MB -1300 

TARAS, 0 N Army, Dept of, Headquarters Materiel Development 
Readiness Command 62/05/12 Radioisotopes Licensing Branch iPre 
790501) Ip 13332 357. 


— 8206020000 Application for amend to Condition 12 of License 6HD-13Q0 
to indicate licensed matl to be used by military it/cr 
civilian personnel under Dept of Army control, 

6AVAIK0, B M Army, Dept of. Headquarters Materiel Development Ir 
Readiness Command 62/05/10 2pp. 13332*358. 
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C0:KET 40-9599 AIR FORCE DEPT OFi BROOKS AFOr TX 


e20<i2l0472 Ack rtctipt 020318 Ur infarming NRC of ftopi taken to 
correct violation* noted in |E tnsp of Licenses 42-05834-02> 
42-03834-03 i- SMa-l3l7 

EROWNiG D Divifton of Vendor L Technical Programs 82/09/24 
BO/OSrU'^ vl Air Force School of Aerospace Medicine Ip 13570 334 


'--8206310478 Responds to NRC 020325 Ur re violations noted in Ib Insp of 
Licenses 42-05334-02 42-05034-03 U SMB-1317 Corrective 
actions sufficient TLD badges received t problems u/TLD 
readers tc computers corrected 

BQVDSTUH. J A Air Force School of Aerospace Medicine 82/03/18 
Region 4. Office of Director 2pp 13570 335 


DOCKET 40-0602 SILVER KING MlfCS. INC , CASPER* WV 


6206150156 Forwards “Effluent Monitoring Repti Jan-Mar 1902 " 

BAKERrC E Energv Fuel* Nuclear* Inc 02/05/81 OILLEN* D iJraniwn 
Recovery Licensing Branch Ip 13509 199 


—8206150160 ^*Ef-fluent k Monitoring ReptiJan»Mar 1982 *' 

« Energy Fuels Nuclear* Inc 82/09/21 45pp 13309 196 


8206230279 Rec^uest for amend to License SilA-lSSE to bUdui dlsposnl of 
non-tailinge natl in tailing* disposal sys at Nhite Mesa 
BAKER* C E Energy Fuels Nuclear* Inc 02/09/21 OrLLEN*D Uromlurs 
Recovery Licensing Branch 2pp 13592 233 


0206230151 Forwards analytical data from lou vol filters for second 
half of Dec* 1961 Data received too late to include in 
8r environ monitoring rept for fourth quarter* 1901 

BAKER*C E Energy Fuels Nuclear* Inc 82/09/24 OILLEN, D Uranium 
Recovery Licensing Branch Ip 13392 339 


—8206230153 “Lou Vol Sample Anal y sis < 81 1219-020103 '* 

a Energy Fuels Nuclear. |nc 02/09/24 6pp 13392.336 


E2060B0465 Advises that S£ Pantell assigned project manager in Nru 
Facilities Sectl on, responsible for licensing activities re 
Morton Ranch Project 

martin 0 E Uranium Recovery Licensing Branch 82/05/14 
LCLFF. C E SiUer King Mining. Inc Ip 13440 039 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO , DENVER, CO 


0Q:kET 40-0610 STEPAN CHEMICAL CO r MAYWOOD. NJ 


3204220153 Propose* relocation of certain thoriuA-bearlng mails to 
northeast corner of Ballod Associates property in Rochelle 
Park.Nj to provide disposal area consistent w/NRC guidelines 
tt to permit unrestricted use of remaining land 

/ACOBSON-P L Mayer. Brown 8* Platt UAC0B80N.fi L Stepan Chemical 
Co 82/05/26 PAGE. R G Uranium Fuel Licensing Branch 4pp 
13591 345 


B206210424 Discusses radiation surveys of Sheffield Brook completed 
820421 k surveys of WR Grace k Co scheduled to begin June or 
Jul 1962 Preliminary surveys indicate that no radiation 
levels ahOi-a normal background eiist in any residence 
HA/NES. R C Region I. Office of Director 82/06/19 OIDONATO. J 
Wayne. Ns) 2pp 13564 219 


-3^06210430 Forwards certified copy of Municipal Council of Township of 
Wayne fiesolutson 134 requesting removal of nuclear waste at 
former WR Grace site adopted at 820421 meeting 
O'BRIEN. JR Wayne. NJ 62/04/23 Region 1. Office of 
Director 3pp 13564 22i 


plateau RESOURCES. LTD * GRAND JlWCTIDM, CO 


8206160074 Advises that no further groundwater reataration of Teot 
Pattern IT necestary Final determination of adequacy of 
restoration will be made upon receipt of grounduater quality 
data from addl two quarterly BtablUty sampling rounds 
SCARANOiR A Uranium Recovery Licensing Branch 08/09/20 
NEUMANN. M Rocky Mountain Energy Co Ip 13938 139 


B20608043B Advise* of issuance of Amend 9 to Source Mat! Licenso 
SUA-1330. revising License Conditions 20*26 k 30. 

5CARAND.R A Uranium Recovery Licensing Branch. 02/09/20 
NEUMANN. M Rocky Mountain Energy Co 2pp 13440 032 


6206140303 Comments on 820109 request to amend License Conditiono HOi 
k 30 of Amend 9 to License 6UA-1330* reducing in-plant & 
environ radiation monitoring program Editorial chmngee 
recommended 


KALMAN, K L . LINEHAN.J J 
82/05/20 8CARAN0*R A 
13509 349 


Uranium Recovery Licensing Branch 
Uranium Recovery Licensing Branch 


3|>p 


8206180327 Advises that License 6UA'’1339 is amended by adding License 
Condition 33 re post-restoration monitoring plan for 
Pettern 1 

^ ^ Uranium Recovery Licensing Branch 02/O6/Oi 
NEUMANN. M Rocky Mountain Energy Co 2pp. 13983*077 


R.cOM.n*. t».t LUti... C.n.ition »4 bt ....nd.* ...ulrlB. 
tUtnl. io prtv.d. ,er sitt ricI.Mt.onl, d.coMili.JoiilnG 
as described In licensee S10625 submi ttal, subj to listed 
modi 

Licensing Branch 

13469 269 Recovery Licensing Branch 3pp 


-0206100333 Recommends Issuance of Amend 4 to License SUA-t33B* odd Ino 
License Condlfcoo 33 re post-restoration monltorlnj) plan for 


KALMAN. K L 
82/06/01 
13503 077 


. LINEMAN* J J 
SCARNAO.n A 


Uranium Recovery Licensing Branch 
Uranium Recovery Licensing Branch 


4pp, 


FNERCY fuels NUCLEAR. INC , DENVER, CO 


BS3609002I Advises that Amend 12 to Lictnse fiUA-insB < 

License Fee Minagenent Branch ip 


82/05/18 
13441 099 


miller. H 0 


NRC - 


8206280033 Confirms surety requirenint brovid>*t fh..!- t 
Upon rtaseneble criteria for U aiUina indlltrl 

Mo SotoU.. A**u55tJorilvw''"J' ’l36ao°35”‘'*® 

Rfcovtr, i.K,n><n. .ronck Ij ' (3*54 09^**^*' eiLLEN,!, Urania., 

-B2^«37 •E*#l„.n, i Monii.rin, . 

• S«.r„ F«.„ rB/Ss/w" 

8206140340 Application far AB»fke la 

of tailings reeUmation cover free Ihlcknesi. 

^I*V.»iI,rock 6 

BAKER. C £ Energy Fuels Nuciter, |nc B3/n*/o* 


fllLUEN. D Uranlu.. 


junctjon, co 

OErSeman F u ^>'’»'®hootaring Canyon Processing Facility. » 

NrSetaiUd^Afec t^ttH 9S/09/17. FLEMING, T NRO 

NO uetaiied Affiliation Given Bpp 13930 3i6 

“mk2b« ur‘E vl.lt ta flkootaring Cangan V Mill, 

Tlckeboo.UT to perform pr eoperatlonal site visit & 

FLEMfNo'^T^F P^^^csu Resource* Limited 

sSd'J a Recovery Licensing Branch 02/09/21 

SCARAND.R A Uranium Recovery Licensing Branch 9pp. 13929 yi I 

Ha.Uk 781084 

IT r ^ . tellings from site be amended to allow 
r.J li or analysis purpose* u/o 


uro.Ft «* "‘'’•I’”"* 


WARREN, D Utah. 


p- 

par 10CFB170 Ji, PM* l-ip*n.. 9UA-137I Ha, *.„ 

OUPTA.U.K 



DOCKETED ITEMS 


DOCKET 40-071^ CLEVELANO-CLIFFS IRDN CD , CLEVELAND, GH 


920632004& Foru^rds "Oroundui^ter Restoration Rept, Collins Drau In Situ 
U Mining RAD Project " 

LDUDERDACK, T £ ClBveland-Cl 1 f f s Iron Co 02/05/21 SCAR AND, R A 

Uranium Recovery Licensing Branch ACKERMAN, W C , OAflLAND, W L 
Uyaming, State of 2pp 12504 123 


— S206220052 "Groundbrater Restoration Rept, Collins Draw In Situ U Mining 
HVD Project ” 

♦ Cleveland-Cliffs Iron Co 02/09/21 63pp 13584 125 


DOCKET 40-0722 BRUSH WELLMAN, INC . CLEVELAND, OH 


S25^>150209 Forwards "Effluent Monitoring Rept Stack Emi ssions, Jol *l)rc 
1981 ■' 

GEMPERLINE, M F Brush-We Uman, Inc 02/03/21 Region 4, Office 
of Director Ip 13504 283 


DOCKET 40-8727 KERR- MCGEE NUCLEAR CORP , OKLAHOMA CITV, OK 


B206220156 Notifies of deferral of const of solar evaporation pond for 
surface mining operation 

FREEMAN, M D Korr-McQee Nuclear Corp B2/05/27 YOUNG, Y Uranium 
Recovery Licensing Branch Ip 13591 313 


DOCKET 40-8743 CONOCO, INC , DENVER, CO 


Q2060i0032 Advises that DES revlcuied DE8 adequately addresses DOI 
concerns Proposed action will have no apparent conflicts or 
impacts on programs or jurisdiction 

BLANCHARD. B Interior, Dept of 02/05/14 8CARAN0, R A Uranium 
Recovery Licensing Branch ip 13319 360 


■8206160204 Submits comments for c onslderatlon in making FES more 
complete A accurate Seed mixtures ^ details on reclamation 
should he me luded 

DEXTER, U D Uyomlng, State of 02/03/14 8CARAN0,R A Uranium 
Recovery Licensing Branch Ip 13530 326 


0206160450 Comments on Sand Rock Mill project DE0 No OL should be 
issued due to problems cited 

HADDENHAM, R R Affiliation Unknoun 82/03/15 NRC - No Detailed 
Affiliation Given Ip 13943 109 


8206160452 Submits comments on Sand Rock Mill project DES 

BLANCHARD, B Inter i or, Dept of 82/03/17 SCARANQ, R A Uranium 
Recovery Licenslhg Branch ip 13543 190 


8206200041 Forwards environ rept Page 6~S0, Table 6 2-1 Info also occurt. 
in license application Pago 5-33 as Table S 5-4 Revised 
pages of Table 5,5-4 will be submitted w/comprehens Ive 
revision to Sections 9 0 4, 7 0 

QUIGLEY, TW CONOCO, Inc (Continental Oil Co > 02/05/10 

FLEMING, T E NRC - No Detailed Affiliation Given 3pp 13630 330 


8206160447 Forwards comments by state agencies on Sand Rock Mill 
project DES 

HARTMAN, D Wyoming, State of 02/05/20 SCARANO, R A Uranium 
Recovery Licensing Branch 6pp 13543 182 


8306160101 Forwards comments on Sand Rock Mill DES, NUREG-O0B9 
LOCHBTET, W A Pennsylvania State Unlv 02/05/21 Uranium 
Recovery Licensing Branch 6pp 13538 310 


8206220103 Informs that although Comments were not sent on DES, state is 
technically analyzing mine plan & milt plan will provide 
comments when review complete 

ACKERMAN, W C Wyoming, State of B2/05/21 BCARANO, R A Uranium 
Recovery Licensing Branch Ip 13589 232 


8206220176 Forwards revised pages to Sections 5 0 fr 7 0 of license 
application Response to 820217 telcon comments on Sections 
3 0 8« 4 0 submitted 

QUIGLEY, TW CONOCO, Inc (Continental Oil Co > 02/09/24 

50LLENQERGER, D Uranium Recovery Licensing Branch 2pp 13592 029 


— 8206220181 Revised pages to Sections 3 & 7 of license appl i ca ti on, re 
operations i< QA, respec tively 

* CONOCO, Inc (Continental Oil Co, > 02/05/24 42pp 13592 031 


0206220147 Forwards comments on DES. NUREG-0B89 It reiterates 810730 
comments on environ rept 

DURHAM, S J Environmental Protection Agency 02/05/25 SCARANO, 
Uranium Recovery Licensing Branch 7pp 13591 290 


6206160023 Summary of 820601 meeting w/CONQCO, Inc in Silver Spring,! 
re review of U mill license application 4? current schedule 
for providing Info for completion of review 
FLEMING,! E Uranium Recovery Licensing Branch 82/06/01 

SCARANO, R A Uranium Recovery Licensing Branch 3pp 13525 353 


0206180429 Requests addl info needed for FES, as discussed in 020505 
meeting t, 820914 telcon w/Conoco 

MARTIN. D E Uranium Recovery Licensing Branch 02/06/10 
QUlOLEYiTW CONOCO, Inc (Continental Oil Co > 4pp 13S69 341 


DOCKET 40-0745 OGLE PETROLEUM, INC , CASPER, WV 


0206000013 Advises that restoration of Unit 2 must ha reflected in 
bonding before injection can occur 

FRANCIS, e Wyoming, State of 02/05/06 CATCHPOLE, G Ogle 
Petroleum, Inc tp 13441 090 


6206010064 Submits in-plant external gamma, radon & airborne parbicu 
survey data far first 6 months of facility operation per 
Condition 19 of License 5UA-1396 

CATCHPOLE,G Ogle Petroleum, Inc 82/05/13 SCARANO, R A Uran 
Recovery Licensing Branch Ip 13331 275 


— 0206010069 In-ptanb external gamma, radon & airborne particulate 
survey data for first 6 months of facility operation per 
Condition i9 of License SUA-1396 

•« Ogle Petroleum. Inc 02/05/13 6pp 13331 276 


0206000174 Accepts increase in bonding level Injection of Unit S wi 
not be deferred unless unforeseen c ircumstances arise 
FRANCIS, E Wyoming, State of 02/03/20 LAWSON, D Ggls Petrol 
Inc Ip 13442 111 


0206000170 Discusses bond adjustment as result of inflation ti dispo 
of evaporation pond residua offsite, in response to B2O306 
Itr 

LAWSON, a Og le Petroleum. Inc 02/05/29 FRANCiBrE Wyoming. 
State of Ip, 13442 093 


8206060462 Advises of issuance of Amend 11 to Source Matl License 
8UA-1396. mod i f y ing License Condition 67 

SCARANO. R A Uranium Recovery Licensing Branch 62/05/20 
CATCHPQLE.G Ogle Petroleum, Inc 2pp 13440 036 


0206090298 Reviews surety arrangements 6 rec 1 amation/re stor atio n c< 
for License 9UA-1396,pBr requirements qf License Condition 
67 

JOHNSON, T L Uranium Recovery Licensing Branch 02/09/38 

SCARANO, R A Uranium Recovery Licensing Dranch 4pp 13499,12 


DOCKET 40-8760 KERR-MCQEE NUCLEAR CORP , OKLAHOMA CITY. OK 


0206090260 Reviews Kerr hcGea Q Sand project fourth quarter rept P 
l90i No followup actions required 

WESTBROOK, K B Uranium Recovery Licensing Branch 82/09/28 
SCARANO, R A Uranium Recovery Licensing Branch, 3pp 13459 12 


DOCKET 40-0771 ARIZONA PUBLIC SERVICE CO , PHOENIX, AZ 


8206220171 Application for in situ Rl<0 testing license from Stats 
WV 

BECK, M K , ACKERMAN. W C , GARLAND, W Wyoming, State of 80/06< 
Spp 13991 316 


9206220112 Forwards revised pages for AZ Public Sve Co appllcatior 
WV R5(D License iiRD. which reflect requested mods 
WARD, B Nuclear Assurance Corp 02/03/29 SMITH, M A Wyomlnf 
State of 20pp 13909 239 


DOCKET 40-0706 URANIUM RESOURCES, INC , RiCHARDSOff, TX 


0206220037 Forwards "North Platte Project Quarterly Rept - Firat 
Quarter 1982 " 

PELIZ2A,M 8 Uranium Resources, Inc 02/09/21, LINEHAWrJJ. 
Uranium Recovery Licensing Dranch Ip £3504 196 


— 0206220041 “North Platte Project Quarterly Rept - First Quarter 
* Uranium Resources, Inc B2/09/21, 125pp, 13904’ 197. 
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DOCKETED ITEMS 


8p206SlC040 Lift* contract co^ts incurred & manhours expended in 
raviewihB BlOaaj application for License 8UA-1400 
WESTBBOOWiK < LINEKAN<-J J Uranium Recovertj Licensing Branch 
ai/tt/24 HILLER. U 0 License Fee Management Branch Ip 
13562 32a 


— 8306000033 Forwards public version of page changes to emergencii pl.-m 
cons>s*ing of new App I re countg evacuatinn planning 
fflatl 

O'TOOLE. J D Consolidated Edison Co of Neu York 83/05/1/ 

HAYNES. R C Region 1. Office of Director 2pp 13440 230 {'^y 

Fiche 50-003, e2/0S/27r 8306080028 


8206010054 Forwards revised restoration procedure to replace technical 
documentation accompanglng 820216 amend request 
FELlZZA.h S Uranium Resources. Inc 82/05/10 LlNHAN, J J 
Uranium Recovery Licensing Branch Ip 13332 Oil 


-*“82060100 57 Aquifer restoration process at project 

♦ Uranium Resources. Inc B2/05/10 6pp 13332 012 


6206100194 Summory of 620422 meeting w/U Resources. Inc in Silver 
Spring. HD re North Platte R*J) ISL project operational 
history 6 proposed application for commercial ISL 
MESTBROQKi K B ilranlum Recovery Licensing Branch 82/05/36 
SCARANO. R A Uranium Recovery Licensing Branch Spp 13438 240 


DOCKET 40 “8793 CONOCO. INC . DENVER, CO 


930&1604S3 Forwards Itr of agreement r* addl pump tests betuieen Dept 
of Environ Quality «< Conoco per 020429 meeting 
SCHHITTDIEL. P Wgomlng. State of 62/05/17 YOUNO, V Uranium 
Retoviry Licensing Branch 4pp 13543 I?! 


6206090259 Proposes revised schedule for review of Conoco proposed |<6ji 
ISL Target date changed to 820330 

LINEHAN.J J Uranium Recovery Licensing Branch 02/05/20 

SCARANDjR a Uranium Recovery Licensing Branch Ip 13455 1.'5 


DOCKET 40-8799 UDYLlTE/8EL-RE>t, WAHREM. MI 


8206010016 Requests end Molycorp Itr be used in lieu of confirmatory 
survey required per Item 13 Costs of survey eicessive for 
license U/o enc 1 

OILSOORF.C N Hooker Chemical Co 02/05/13 WRIGHT. E 0 
Frocedurei t. Certification Branch Ip 13319 352 


8206030330 InfoTBii of discrepancies re License SMB~1405 License 
autharitis use of cesium fluoride Instead of cerium 
fluoride Blending to be done onsite in fourth quarter of 
1982 

DtL8DDRF.CN. Udy li te/fie l-Rf j 62/08/13 WRIOHT. E 0 Procedu*e5t< 
Carttf Icatlen Branch ip 13361 359 


DOMESTIC L1CENSIKQ OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET SO-3 INDIAN POINT STATION, UNIT 1 

Jeedlcal, emergency Si fire protection plans 


82^150016 Responds to FOlA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathway iround nuclear raaetor sites In US Forwards 
docuoirnts listed in App A 

FELTON. J H Division of Rules and Records 62/04/21 WADE, J 
M^-I"^*****^ Research Croup. New York 7pp 13524 010 24X 

Fiche 30-000.82/04/21,8206150016 


—8203040508 Submits list of facilities that have filled exemption 
requests fro# 020201 prompt notification deadline 
Exemption requests will be denied 

£I8E^T,d 0 Division of Licensing 82/02/03 DENTON, H n 

? Nuclear Reaetar Regulation. Director 2pp 13524 288 
24X Fiche 90-000.82/04/21,8206150016 


6206090^2 Responds U FOIA request for documents re Commission 
^ licensee, to impUmer 

prompt nutlficatien sys Forwards documents listed in App A 
Decunents also available in PDR ^ 

FELTON. J M- Division of RuUs and Records B2/05/il BEYNOLUR m 

«« io-«SoSi/? 


— 8206080036 Public version of page changes to emergency plan 
consisting of new App I re county evacuation planning mail 
Five oversize drawings end Aperture cards available in PDR 
« Consolidated Edison Co of New York 02/04/16 46pp 
13440 222 24X Fiche 50-003. 82/05/27, 6206060028 


8206160160 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 82/06/14 Document 

Management Branch Ip 13530 246 24X Fiche 50-003 . 82/06/14. 

S206160160 


- B206160165 Forwards public version of revised emergencu plan 
implementing procedures, incl uding Procedures IP -lOifi re 
periodic check of stored equipment U IP-1035 re technical 
support ctT Privacy anfo deleted per Generic Ltr 61-27 
0 TOOLE. J D Consolidated Edison Co of New York B2/05/2fJ 
HAv'N'^^Srft C Region 1 Office of Director 3pp i3S3B 249 2I0X 
Fiche 50-083,82/06/14.8206160160 


— B206160172 Public version of revised emergency plan implementing 
procedures Including Procedures IP-IOIB. "Periodic Check of 
Stored Equipment" ^ IP-1035. "Technical Support Ctr ” 

4 Consolidated Edison Co of New York 82/04/20 56pp 
13530 252 24X Fiche 50-003,82/06/14.0206160160 


8206220157 Confirmatory Action Ltr 02-14 ack util 820609 ltr re fi 1 n t 
It notification sys Corrective & preventive actions to be 
examined in future Insp 

SMITH. 0 H Division of Emergency Preparedness l< Operational Uiippori 
82/06/16 O'TOOLE. J 0 Consolidated Edison Co of New York ip 
13571 350 24X Fiche 50-247.62/06/16,8206220157 


— 8206220161 Verifies that planned actions discussed u/NRC on 
remain unchanged re alert & notification sys deficiencies 
BAYNE.jp Power Authority of the State of Now York O'TOIJI Il,>l h 
Consolidated Edison Co of New York 82/06/09 SMITH. G H 
Division of Emergency Preparedness ^ Operational Support 
13571 351 24X Fiche 50-247.02/06/16,8206220157 


0 Adjudicatory correspondence 


8206070163 Notice of issuance of Director^* Decision 62-1 , deny i tif) 
Ml Lewis 811016 tOCFRR 206 petition to close down all 
suspect reactors. BWRs & PNRs until & unless all areas of 
nonconservati stn explored 

HANAUERiS H Division of Safety Technology 82/03/31 3pp 
i3427 316 24X Fiche 30-003, 82/03/31. 0206070163 


8205190357 Denies 811016 request to close down all suspect rBOCttiiSi 
BWRs (i PURsi until U unless all areas of nonconservati sm re 
presiurlied thermal shock are explored 

DENTON.H R Office of Nuclear Reactor Regulation, Director 
62/03/31 LEWIS, M 1 Affiliation Unknown Ip 13427 319 L'4X 
Fiche 50-003.82/03/31,8206070163 


—8205190361 Director's Dacision DD-02-1 denying request for shutduiun uf 
suspect reactors pending resolution of pressurized thermal 
shock 

DENTON, H fi Office of Nuclear Reactor Regulation. Director 
02/03/31 Bpp 13427 320 24X Fiche 90-003, 02/03/3 1 , 02O6O'/<H63 


8206070069 Advises that Commission declined to review Director'e 
Decision 02-1 re petition to close down all suspect reactors 
pending pressurized thermal shock Issue resolution Decision 
became final agency action an 82D602 

CHILK.S J Office of the Secretary of the Commission 82/06/OP 
LEWIS, M 1 Lewis, « Ip 13368 201 24X Fiche 90-003,82/06/02, 

0206070068 


H Oeneral correspondance 


Flcli. «.-0OO,8*/05/,'l.e206»<»0Oa'’ 


8206000028 Releases public 
FELTON, J M Dlvlflen cF 
Hanagsment Sranch. fp 
9206080028 


verijan of page changes to emergency pUn 

iSlIS ST,"!, Km, 37 iio?J,.„t 

13440 Bi7 24X Fiche 90-003,82/05/27, 


----- — u uraaiey opppsn 
continued operation of facilities Forwards Director's 
Decision emphasizing senes of measures imposed on 
operation of plants to assure public safety 
DIRCKS. W J Office Of the Executive Director for Operations 
82/03/20 BRADLEY, a Benate 4pp 13442 054 ^PJTacions, 

Fiche 50-003, 82/03/20,8206080175 


... rrom constituent R Johnnun 

opposing operation of facilities 

|RADLEy.B ®2/05/04 Office of Congressional APf^ii 5 

2pp 13442 058 a4X Fiche 50-003, 8a/05/20i 8206080175 



DOCKETED ITEMS 
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J Insurancp indoninity infoima^ion 


•7^Qfc02O3^B FOTUQids Endorse, nents 124 *' 109 tt> ANl Pqllcg NF-lOO Hi MAE-I U 
Policy M*-'^27i rer.pot ti vel y 

D TOOLE. J Consolidated Edison Co of Neu York 82/05/35 

■aALTZMAN, J Antitrust *. Economic analysis Dranrh (Utility Finuncfl 
3pp 13326 2 53 54X Fithe 50-003.82/05/23,8206020398 


P Operating license stage docurncnts corres pondence 


0306170051 RESPONSE OF THE ZION INDIAN POINT CONTAINMENT DUILDING5 rU 
SCVEPF ACCIDENT PRESSURES 

BUTLER, T A , FUGELSO, L E Loa Alamos Scientific Laboratory I IN 
A>*7270 NUnEG/CR-256'? 82/05/31 Division of Engineering 41 pp 

Available at NTIB *3 00 13555 240 24X fiche 50-000,82/05/31, 

8206170051 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licensees Z« 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enr 1 

FISENHUT, D G Division of Licensing 02/06/09 HAUSPURG, A 

Consolidated Edison Co of Neu York ANGLEROi 0 Puerto Rico Hater 

Resources Authority MORJSI.A Qoston Edison Co 13pp 13557 349 
24X Fichc 50-000,82/06/09,8206090153 


8206210427 Forwards approved slate pollutant discharge elimination 
discharge sys permit renewal w/cond i 1 1 ons, e f f ect 1 ve 010514 
D^TOOLErJ D Consolidated Edison Co of Now York BS/06/10 
DCNTONi H n Office of Nuclear Roocior Regulation, Director I9pp 
13560 263 24X Fiche 50-003.02/06/10.0206210427 


0 Inspection reports, IE Dulletins correspondence 


9202040147 IE Info Notice 02-15, "Notification of NRC 8vc list entl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/28 107pp 13426 093 24X 

Fiche 50-000,82/05/28,8202040147 


0204210370 IE Info Notice 82-16, “HPCI/RCIC High 8tesm Flow Setpoints " 
Sve list end 

JORDAN, E L Division of Engineering ^ Quality Assurance 82/05/20 
I03pp 13440 264 24X Fiche 30-000,82/05/20,8204210378 


8204210380 IE Qulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PHR Plants " 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection ond 

Enforcement 88/06/02 lOBpp 13527 150 24X 

Fieha 50-000.82/06/02,0204210380 


0204210383 IE Info Notice G2-17i "Overpressur t zatlon of RC8 " 9vc list 
enc 1 

JORDAN, E L Division of Engineering tf Quality Assurance 82/06/11 
I06pp 13675 258 24X Fiche 50-000,02/06/11,8204210383 


8204210304 IE Info Notice 02-18, "Assessment of Intakes of Radioactivo 
Matl by Workers " Sve list end 

DEYOUNG, R 0 Director's Office, Office of Inspection and 
Enforcement JORDAN, E L Division of Engineering tt QuaUty 
Assurance 02/06/11 120pp L3675 109. S4X Fiche 50-000,82/06/11, 

6204210304 


0204210383 IE Info Notice 82-19, "Loss of High Head Safety Injection 
Emergency Deration Reactor Coolant Makeup Capability " 

Sve list ond 

JORDAN, E L Division of Engineering it Quality Assurance 82/06/10 
lllpp 13715 119 24X Fiche 50-000,02/06/18,8204210305 


S Reportable occurrences, U6Rs & related correspondence 


0206260071 Addl response to POIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App B available In FDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/05/12 KCMURRAY,C M 
Kirkpatrick, Lockhart, Hill, Christopher Z< Phillips 20pp 
13638 055 24X Fiche* 50-000, 02/05/ 12, 02062 00071 


— 9007150020 RO 79-50/OlP on 790906, review of N8aB equipment environ 
qual i f icatl one identified that conditions associated w/high 
energy line breaks impacting on nonsafety control sys could 
constitute unresolved safety question 

MIDURA, H J Public Service Electric & Gas Co of New Jersey 
79/09/10 Ip 13639 100 24X Fiche 50-000,82/05/12,0206200071 


8206200329 RO during scheduled sample collection for May 1982, W i rid s or 
Farms Environ Sampling Station 51 ceased commercial milk 
production Potential replacement locations are being 
investigated 

O'rOOLE, J D Consolidated Edison Co of New York. 02/06/10 
HAYNES, R C Region 1, Office of Director 2pp 13624 084 I?4X 
Fiche 50-003, 82/06/ i 0. 0306200329 


DOCKET 50' 5 PENNSYLVANIA STATE UN IV RESEARCH REACTOR 


P Operating license stage documents t< corres pondenc c 


0206150340 Requests cancellation of request for exemption from LOCrN/o 
requirements of criticality monitoring sys por 001014 ltr 
Sys removed because SNM is less than 700 g of contained 
U-235 

LEVINE, 0 N Pennsylvania State Univ 02/06/10 Standardization 

Special Projects dianch IP 13503 136 24X Fiche 50-005,02/06/10, 

8206150340 


DOCKET SO-6 DATTELLE MEMORIAL INST RESEARCH REACTOR 


R Periodic operating reports it related correspondence 


0206310395 Forwards "Environ Rept for CY01 on Radiological (< 
Nonradiolog ical Parameters " 

MCKOWN, D A Battelle Memorial Institute, Columbus Laboratories 
02/06/15 EISENHUT. D G Division of Licensing 3pp 13564: 142 
24X Fiche 50-006.03/06/15,9206210395 


—8206210398 "Environ Rept for CYQl on Radiological & Nanradlol og Lea 1 
Parameters " 

EVANS, R G . STEWART, D G , PAULIAN, J L Dattollo Memorial 
Institute, Columbus Laboratories 81/12/31 70pp 13364 143 
Z4X Fiche 50-006,02/06/15,0206210393 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plana 


8S06150016 Responds to FOIA request for documents re siren ays 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites In US Forwards 
documents listed in App A 

FELTON, J K Division of Rules and Records 02/04/21 WADE* J 
Public Interest Research Group, New York 7pp 13524 010 a4X 
Fiche 50-000.82/04/21,8206150016 


—0206150023 Updates delivery schedule for siren shipments to facilitiuB 
ANDERSON. M E Federal Signal Corp 02/01/20 CANNON. P 
Affiliation Unknown 5pp 13524 234 a4X Fiche 30-000, 03/04/21, 
8206150016 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J rt Division of Rules and Records 02/05/11 REYNOLOa, N. S 
Debevolse tt Liberman 3pp 13454 003 24X Fiche 30-000,82/05/11, 

8206090002 


— 0206090073 Forwards monthly status rept re prompt notif Icatlan sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 020601 

HIND, J A Division ef Emergency Preparedness S« Operatlenal 
Support 82/02/17 ORIMEBjD Division of Emergencif Preparedness. 
3pp 13454 190 24X Plche 50-000,02/05/11,8206090002 


0206040315 Forwards exemption from schedular requirements of fire 
protection rule 10CFR50 40(c), as requested In util 820317 
ltr Date for required submittals in tompletlon af fire 
protection features extended 

CRUTCHFIELD, D Operating Reactors Drench 5 82/05/18 DCLGEDROEi L, 

Commonwealth Edison Co 3pp 13337.311 24X Fiche 50-010, 

02/05/10, 0206040315 


—8206040320 Exemption from scheduler requirements of fire protection 
rule 10CFR50 48(c), as requested In util 020317 ltr Date fur 
required submittals extended to 18 months prior to scheduled 
startup. Comp letlon of required features extended to startup 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
82/05/18 Commonwealth Edison Co. 26pp 13357:314. S4X 
Fiche 50-0i 0, 82/05/18, 0206040315, 
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DOCKETED ITEMS 


:i 2 CA 0 B 025.3 Adviiea that anne* changes for all ftpp C itorns should ht 
iubnittefl by 02O73J Response to Oenpric Ltr 92-05 provided 
<tAtus cf Opp D itpais Response to iSerteric Ltr 02-10 uill 
discuss nUREO'0737 status re gmergencij response facllitie-s 
PAUaCN* 7 J Conniontueal th Edison On B3/05/2& 1AEPPLER. J G Ueoi»i» 
3, 0«Mce of Director &pp 13450 24X Pith* 30-000. 82 /0'5/2/>, 

o2OaO0O233 


35DbtS0297 Forwards post-eierc i se evaluation of '‘SrtaU Scale Exei c 
pn 8I0930< ■■ final rept Dsficienties ui 1 1 1 be carrecteil by 
(320629 re offsite fmersency preparedness 

U Federal Emergency Management ftgency B2^05/af> 

^HIMES.B Division of Effiergency Preparedness 3pp 13545 340 &4K 

Fiche 30-010.02/05/26.6206160297 


-d^O^tEOlOO Final rept of ’Srtall Stale Eierc ise on BI0930 *’ 

* Feaeral Emergency Managet^ient Agency fi2/‘03/3l 2tpl> 
1354 5 343 24 X Fiche 50-010, 92/03/26.. 6206160297 


uaVAO^oaOr Irifornrs t>>at deficiencies identified during Initial tusting 
of prompt ;ut»lic ndtificatibn sys for facilities documented 
in util 020216 ltr have boon corrected prior to 820601 
OELCECROE. L O CojnTiDnueal th Edison Co 92/05/29 l^EPPi-SR. J C 

Region's, Office of Director 2pp 1336? 115 24X 

Ficha 90-000.32/05/28.9206070309 


3206080449 Releases public version cf emergency plan implementing 
pr pcedur e 

FELTON* J K Division of Rules and Records ©2/05/28 Document 
Management Branch Ip 13439 347 24X Fiche 50-010.02/05/211. 

0206000449 


— 0206000459 Fori^jards public version of Emergency Plan impiementing 
procedures EPIP 500''B. "Ouarterly Emergency Operations 
Facility Inventory iPrimaTv Responsibility - Otnevating 
Station Fmergercy Plan Cdordinotorl “ 

SCQ^T.D J Commenueaith Edison Co 82/05/21 OENTOM. H R Office 
of Nuclear Reactor Regulation. Direclor 4pp 13439 349 P4X 
Flche 50-D 10. 82/03/29.8206060449 


— 8206110098 F&rwa ds public version of Revision 0 to Emergency Plan 
Implementing Procedure 300-Tl. ''Tablp of Conditions 
Requiring P ©s t-Acc ident Lineup of High Radiation Sampling 
Sys tc Use of Post-Accident Sampling Procedures ” 

SCOTT. D J Commonuealth Edison Co 02/05/20 DENTPN. H R Office 
of Nuclear Reactor Regulation. Director 3pp 13493 247 a4X 
Flche 50-01 0* 02/06/00, 6206110074 


— 8206110104 Public verslun of Revision 0 to Emergency Plan Implementing 
Procedure 300-Tl, ‘'Table of Conditions Requiring Post- 
Accident Lineup of High Radiation Sampling Sys A Use of 
Paat'^Accide nt Sampling Procedures " Revised index end 
« Cortimonwealtri Edlaon Co 02/05/27 3p p 13493 250 24X 

Fiche 50-01 o. 82/06/03. 8206110074 


0206240332 Fortuards Revision 3 to Procedure 0291A. '‘Keteoroloq i cpl 
Mon itor ing. Df f SI te Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" & Revision 4 
to OA program for meteorological monitorintj programs 
SCHftOEDER.C R Commonuea 1th Edison Co 82/06/16 DENTON. H R 
Office of Nuclear Reactor Regulaison. Director Ip 13600 31& a4X 
Fiche 50-000, 82/06/ 1 6. 0206240332 


— 0206240330 Revision 4 to QA program for meteorological monitoring 
programs 

a Hurray «. Trettei, Inc 01/01/31 5tpp 13601 010 24X 

Flche SO- OOO, 62/06 / 1 6, 0 206240332 


8206230021 Releases public version of generating stations emergency 
plan telephone directory 

FELTON, J M Division of Rules and Records 02/06/17 Document 
Management Branch Ip 13594 073 24X Fiche 50-000.02/06/17. 

8206230021 


— 8206230032 Forwards public version of generating statiohs emergency 
plan telephone dlrectary 

MOORE. R 0 Commonwealth Edison Co 02/06/04 DENTON.RR NHC 
No Detailed Affiliation Diven Ip 1359A 074 24X 

Fiche 50-000,82/06/17,0206230021 


—0206080466 Public version of Emergency Plan Implementing procedure 
EPlP 500-0. "Quarterly Fmergancy Operations Facility 
Inventory (Primary Responsibility - Generating Station 
Emergency Plan Coordinator) " 

♦ Comflonwealth Edison Co 82/05/20 4pp 13439 352 24X 

F I'ch • 50-010, 02/05/23, 0 206000449 


8206000493 Releases public version of revlseil emergency, plan 
ioiqlementing procedures 

FELTON* J M Division of Rules and Records 82/05/23 Oocumonb 
Management Branch Ip 13440 074 24x Ft che 50-010. 82/05/20* 

&2D6080493 


—0206080496 Forwards public vers Ian of revised energency plan 
Implementing prpcedures, includ ing Procedures EPjp 200-3 re 
criticality accident In ShW area 6 EPlP 300-5 re emergency 
treatment of injured personnel Receipt forms end 

SCOTT. DJ Commonuealth Edison Co 92/05/H DENTON. H R. Office 
of Nuclear Reactor RegulabloriJ Director 8pp 13440 075 24>( 

Flche 50-010,82/05/38*9306000493 


— &2(J6080499 Public varslon of revised emergency plan implementing 
I procedures, including Procedures EPIP 200-3 re criticality 

I accident In SNM area & EPIP 300-5 re emergency treatment 

of iniUTod personnel 

I * Conwnonwiealth Edison Co 02/05/13 I5pp 13440 003 24X 

’ Fiche 50-010.83/05/20,0206000493 


8206140321 Advises that Revision 10 ta Quad Cities Station security 
plan & Revision 11 to Dresden NudUar Ppuer Station eeeurity 
plan tranimltted by util 610610 Sc 1027 1 tr* . respac tl velii, 
consistent w/provist oni of 10CFR50 54lp) V approved 
VASSALLO. D B Opera t mg ReacCore Branch 2 02/06/01 DELOEORQErL 

Commonwealth Edison Co 3pp |3509 042 a4X Fjche 50-000/93/06/01. 
9206140331 


6206110367 Clarifies NRC evaluatien of basis fur fee exemption, for fire 
protection mods per util 0110.29 request Revision to I0CFRJ70 
expected to resolve inconsistencies Iq foe policies 
MILLER. W 0 Li can J* Fee Nanagement Branch 02/06/04 

DELGEOROE. L D CoflDo n vea 1 th Edison Cp 2p« 13490 2fls SAX 

Fi t h * SO -01 0. 02/06/04 , 0206 110367 


— 8206230037 Pub 1 ic version of generating stations emergency plan 
telephone directory 

♦ Commonweal fch Edison Co 82/05/28 40pp, 13594 076 SAX 

Fiche 50-000.02/06/17.0206230031 


G2062400-33 Releases public version of generating stations emergency 
pUn telephone directory 

FELTON. J M Dlvieton of Rules and Records B2/06/1B Doewment 
Management Branch Ip 13617 336 24X Fiche 90-000,02/06/10. 

8206240032 


— G20624C049 Public Version of generating stations emergency plan 
telephone directory 

« Cammonwealth Edison Co 0S/O5/28 41 pp 13617 337 34X 

Flche 30-000,82/06/13.8206240032 


0206000112 Releases public version of revised generating station 
emergency plan environ director emergency plan implementing 
procedures 

FELTON. J M Division of Rules and Records 02/06/23 Document 
Management Branch. Ip. I369S OOl 24X Fiche 50-000,02/06/23. 
8206300112 


0206300121 Forwards public version of revised generating station 
emergency plan environ director emergency plan Implementinp 
procedures, including Revision 2 to Procedure ED-3 re demand 
polling of meteorological data 

CiCKT. 0. Commonwealth Edison Co 02/06/00 Director's Office. 
Office of Inspection and Enforcement DENTON. H R. NRG - No 
Detailed Affiliation Given Spp 13695 002 24X 

Flche SO-OOO. 03/06/23,0206300112 


'0206300125 Public version □# revised generating station emergency plnn 
environ diractor emergency plan Implementing procedures. 

Includfrig .Reviaion 2 to Prncedure £D-3 re demand polling of 
meteorological data 

LITGRSm«L A « FLEBSNER.P A Commonwealth Edison Co 82/06/03 
Upp, 13699,004 24X Fiche. 90-000.82/06/23, 02063001 12 


C Adjudicatory correspondence 


62061I007A Releases public 
impleaenting procedure 
FELTON* JM Divisian of 
Management Branch ip 
6206110074 


version of revised encrgenEy plan 

Pule I and Records 62/06/00, Document 
13493 246 24X Flche 50-010,02/06/00. 


8206040206 Response to petitioner 820510 response to ABLD 820406 
memorandi/fli A order Ic to motion to amend 811124 intervention 
petition If contentions New issues re need for power t. util 
financial status should be rejected W/Certi f jcate of Sve 
RAHSOH.R J Hearing Branch A 82/06/Oi Atomic Safety and 
Licensing Board Panel Slpp 13359 319 24X Fiche 50-010,02/06/01. 

8206040206 



DOCKETED ITEMS 
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i Insuratice h indeninity mformatidn 


Q206<3a037fi Fortuards Endat' a emenfs 134> to NCLIA Policy NF~43i 1-^4 tn M^LI i( 
Policy MF-aa. 59 to tlAELU Policy MF‘54, 73 to NELIA Policy 
'JF-ia7. 59 to nelIA Policy NF-20 1 <c 50 to MAELU Policy MF-64 
OSTER-J Commonwealth Edison Co BP/05/20 SALTZMAN, J Office of 
State PT'ogramsj Director 7pp 13417 137 24X 

Fiche 30-000^02/05/20,0206000370 


P aperatirig license stage documents tt correspondence 


Fl20i04016B Informs that R2Q505 response to B00513 proposed Tech ^ipo< 
change also applies to Dresden 1 

CRUTCHF lELD, 0 Operating Reactors Drench 5 02/03/20 

DELOEOROE, L O Commonwealth Edison Co 2pp 13356 35B 24X 

Fiche 50-010-02/05/20 R206040168 


0306160222 Forwards Revision 21 to QA Programp Topical Rept CE-1 A 

SWARTZpE D Commonwealth Edison Co 02/06/07 HAASS* M P duality 
Assurance Branch Ip 13522 027 24X Fichc 50-000.02/06/07. 

0206160222 


0206160236 Revised pages to CE-l-A Revision 91. '*QA Topical Rept, 
» Commonwealth Edison Co CE-I-A R21 ERR 02/06/06 20pp 
1332? 020 24X Fiche 50-000.02/06/07,0206160222 


0206170335 Responds to request for submittal of mod of proposed 1ech 
Spec changes reflecting current organ i lational structure 
A titles at facilities Revised submittal expected by Jul 
1902 

RAUSCH. T U Commonwealth Edison Co 02/06/09 VASSALLO.O D 
Operating Reactors Drench 2 ip 13331 015 24X 

Fiche 50-000,02/06/09.0206170335 


Q Inspection reports. IE Dulletins A correspondence 


8206070701 Forwards IC InSp Repts 30-010/03-04, 50-237/62-06 S. 
50-247/82-06 on 820130-0402 h notice Of violation 
SPE9SARD, R L Division of Project Resident Programs 82/05/31 
REED. C Commonwealth Edison Co 2pp 13309 199 24X 

riche 50*010102/05/31.0206070701 


—6206070705 Notice Of violation from Insp on 020130-0402 

8PES5ARD. R L Division of Project 8< Resident Programs 82/05/21 
2pp 13309 201 24X Fiche 50-010,02/03/21.8206070781 


—0206070795 IE Insp fiepta 50-010/82-04.50-237/82-06 30-249/62 06 on 

820130-0402 None omp I i ante noted failure to cailbr 
safety-related Instruments (< failure to meet requirement 
of NRC order 

TONGUE. T M . JORDAN. M J , WALKER, R D Division of Project S. 
Resident Programs 02/03/12 iSpp 13309 203 24X 

Fiche SO “01 0,02/05/21.0206070781 


8202040147 IE Info Notice 82-15, "Notification of NRC " Sve list end 
DEVDUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/03/28 |07pp 13426 093 24X 

Fiche 50-000. 02/05/20, 8202040147 


9204910378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN, E L Division of Engineering A Quality Assurance 82/03/20 
(03pp 13440 264 24X Fiche 30-000.02/03/20,0204210378 


0204210300 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEVOUNO, R G Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 150 24X 

Fiche 50-000, B2/06/02. 0204210380 


B2O421O303 IE Info Notice 82-17, "Overpressur liati on of RC8 " 3vc list 
enc 1 

JORDAN. E L Division of Engineering & Quality Assurance 02/06/11 
i06pp 13675 250 24X Fiche 30-000,02/06/11.9204210303 


B2O421O304 IE Info Notice 92-10, ''Assessment of Intakes of Radioactive 
Matl by Workers “ Sve list end 

DEVOONO, R C Director's Office. Office of Inspection and 
Enforcement JORDAN. E L Division of Engineering {< Quality 
Assurance 82/06/11 I20pp 13675 IQ9 24X Fiche 50-000.09/06/11. 
620421 0384 


8204210383 IE Info Notice 02-19, ''Loss of High Head Safety Injection 
Emergency Baration A Reactor Coolant Makeup Capability " 

8vc list pne 1 

JORDAN, r L Divl^ldn of engineering K Quality Assurance 02/06/18 
lllpp 13713 119 24X Fiche 50-000.02/06/10.0204210383 


R Periodic operating reports 6 related correspondence 


8206030150 Forwards "Annual Operating Rept, 19B1 " 

SCOTT.d J Commonwealth Edison Co 02/03/10 Director's Office, 
Office of Inspection and Enforcement Ip 1333B 012 24X 

Fiche 30-010.82/03/10.8206030150 


— 0206030151 "Annual Operating Rept. 1981 " 

» Commonwealth Edison Co 02/03/10 25pp 13330 013 24X 

Fiche 50-010.82/03/10,8206030150 


BS061S0310 Forwards monthly operating repts for Hay 1902 

SCOTT.d j Commonwealth Edison Co 82/06/01 Director's Ufflcu, 
Office of Inspection and Enforcement ip 13306 137 24X 

Fiche 50-010, 82/06/01.0206150310 


—0206150313 Monthly operating repts for May 1902 

SCHROEDER. D A Commonwealth Edison Co 92/06/01 32pp 
13506 130 24/ Fiche 50-010,02/06/01,0206150310 


6 Reportable occurrences. LERs R related correspondence 


0206170337 RO 02-027 on 62051 1, excess ive radioactive contamination 
identified In two areas of offsite dump Caused by inadequate 
control of dump access It failure to survey large loads of 
matl thoroughly Area cleaned up Procedure 12-5 revised 
SCOTT.D J Commonwealth Edison Co 82/06/09 KEPPLER, J 0 Reg 1 (Hi 
3. Office of Director 3pp 13531 153 24X Fiche 30-010.02/06/09. 

8206170337 


DOCKET 30-16 ENRICO FERMI ATOMIC POWER PLANT. UNIT t 


W Decommissioning Stage Documents & Correspondence 


8206300367 Forwards documents requested in NRDC it Bierra Club 
interrogatories that are not yet placed In POR End 
documents include draft "Reactor Safety Study Consequence 
Model COMO Computer Code Users Manual " 

SWEENY, M F Hearings Division 82/06/24 SCOTT. 8 Dacumont 
Management Branch Spp 13676 099 247 Ficfie 50-000.82/06/24, 

0206300367 


— 8206300309 ''Retirement of Enrico Fermi Atomic Power Plant." Buppl 1 
« Energy Research Development Admin (Presently DOE) NP 't?004/ 
801 75/10/31 laOpp 13677 100 24X Fiche 50-000, 82/06 /HA. 

8206300367 


DOCKET 50-20 MASSACHUSETTS INST OF TECH RE8 REACTOR 


P Operating license stage documents & correspondence 


8206100329 Forwards Amend 1 to License R-37 It safety evaluation Amanti 
authorlies storage of fresh fuel in safe inside containment 
bldg & revises fuel handling 

□ERNARD.H Standardixati on & Special Projects Branch B2/057IM) 
CLARK. L Massachusetts Institute of Technology 7pp 13469’ 

24X Fiche: 50-020, 82/05/20, 8206100329 


— 8206100337 Amend 21 to License R-a7. author! i ing storage of frosh fuel 
in safe inside containment bldg, revl sing fuel handling 
changing storage facilities at reactor 

BERNARD. H Staniiardliation It Special Projects Branch G^/OD/WR 
2pp 13467 329 24X Fiche 50-020.82/05/23,0206100329. 


—8206100344 Safety evaluation supporting Amend 21 to License R -H/. 

e Office of Nuclear Reactor Regulation, Director 8S/05/2Q Mfr 
13469 331 24X Fiche 50-020.82/05/20,0206100329 


DOCKET 50-27 WASHINGTON STATE UNIV RESEARCH REACTOR 


P Operating license stage documents ^ correspondence 


0206240023 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THF 
OPERATING LICENSE FOR THE WASHINGTON 8TATE UNIVERSITY TRIQA 
REACTOR Ducket No 50-27 

« Division of Licensing NUREG-09U 82/05/31. 64pp Av4ll«b]« 
at NT18 f4 75 13610 003 24X Fiche 50-027. 82/05/31, G2O6240O29i 
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DOCKETED ITEMS 


DQCKET SO-2? VAf*KEE-RaWE NUCLEAR POWER STwTlON 


F Security, niedicil* etne**qency h protection ptaoi 


820fr0300lA Releases public ^^e^slon of -notice oP revision in nroqr£<-' 
for revised emergency plan inip 1 ement ing procedure 
F ELTON f J H Division of Rules and Records 82/35/27 Oocumciir 
t-Tatiagenanb Branch tp 13^41 0J7 24X Flche 02/ 09/2/. 

& 206 aa 00 l 6 


— 8-20609001.7 Foruards public version of nctice of revision in pifigir-* 
fgr Revision 3 to Emergency Flan Inplenen ting frocodure 
OP‘33lO« "Evaluation of Radjoiog)co! Data " 

HAHKTiD Vanhee Atomic Electric Co 82/05/lB Office o f- 
Nuclear Reactor Requlation. Director Spp 134^1 O'JB 24> 

Ficbe S0-029i 02/05/3’^. eSOcOaOOlA 


— 5206080019 Public version of notice of revision in progress foi 
Revision 3 to Emergency Plan Impiomentirg Procedure 0P~331Q. 
"Evaluation of Radlolog i cal Data " 

# Yankee Atomic Electric Co 83/05/13 tp 1344J 040 .VX 
Flche 50-029, Ba/05/a7> 6306000016 


B206080372 Foruards corrected 020513 Itr requesting eiemption from 
Installation of fiied fire suppression sys in control room 
Original Itr cited Incorrect docket lice-nse punbpr 
KAY.J fanltDe Atomic Electric Co 82/05/00 ElESNHUT.DO 
Division of Licensing Ip 13416 037 34/ Fiche 50-029.82/06/03. 

8S060S0373 


— 82060B0379 Corrected! Itr requesting eien-ption from requ jrenen t*. of 
App R. Section 111 Q 3 6 requiring installation «f both fire 
detection 6 fiied fire suppression sgs in control rooni. per 
lOCFRSO 12 Filed suppression sy« unnecessary 
KAY, JA Vanlee Atomic Electric Co 83/-05/13 EISENHUT.DG 
Division of Licensing 2pp 13416 038 24/ Fiche 50-029, 

82/06/00/ 8206090372 


8206220379 Ac k receipt of 630528 Ur infarminfl WftC of corrective 
actions taken in respanse to 820426 Confirmatory Action 
Ltr 83’'i0 re emergency public notification sys 

SMITH. 0 H Diviiion of Emergency Preparedness 6 Operational Support 
02/06/10 KAV.J A Yankee Atonic Electric Co ip 13383 005 
24X Ft Che S0-029i 82/06/10. B3062 30379 


— 03O632O3B2 Provides status of augcientabion of emergency public 
notification sys 

KAY.JA Yankee Atomic Electric Co 83/05/20 HAYNES. R C 

Region 1« Office of Director 2pp 13502 006 24X 

Fiche 50-039,02/06/10.6206220379 


J Insurance it Indemnilty information 


B2D6300296 Forwards application for exemption from property damage 
insurance requirtaiints of 1CKFR5D S4 

RJTEHER.J A Ropes V Gray 92/06/20 DENTON, H R Office of 
Nuclear Reactor Regulation-. Director |p 136S2 353 24X 

Ficiie 50-029.82/06/28.8206300256 


— B206300261 Applicekion for exeAptiPn fr-ois property damage insurance 
Teq.ulreoittitf of lOCFftSO 54 

« Yankee Atonic Electric Co 82/06/28 Connies letters 4pp 

13692 354 24X Fich* 50-029.83/06/30/0306300236 


P Operating license stage docunants ti correspondence 


6206040112 Faruards request for add| info re spent fuel po-ol mods 
Response requested eilthin 30 dags of Ur receipt 
CRUTCHFIELD, D Operating Reactore Branch 5 82/05/12 KAY, J. A 

Yanked Atonic Electric Co. 3pp 13348 323 24X 

Fiche 50-027. 92/05/1 2. 8206040 1 IS 


8206240161? Advis^o that util 7^0403 * 10 requests fur an rhhul d i uti 
^N-r;r-79-19, 'Eran of Eiien Nucle.^r Fuel at Viinlef Rc-we, No 
1978. ' apptDved per I0rrf12 7‘'70 

CRUTCHFIELD. D Opel ating Realtors Branch 5 32/06/00 f'Ai.w* A 

Yankee Atomic Electric Co 3pp 11596 032 24X 

richf 50-029 02/06/03,8206240360 


8206090153 Generic Ltr 02- 1 J to all LWR reautor plant licensees it 
applicants re tT-ansni Itta I of NURCG-09J6 rplattve to 
restart- (if RE Oinna Rep* documents findinqs rc cause of 
event W/o enr 1 

E'SENHjt DG Division nr Licensing H2'U6/u9 A 

Loosol i Edison Co of New Vork AtJOuERn, □ ^uei to Rivo Uiiii 
BeftOurrp 5 Aipthonty HGRISI.A Doslfln Edison Co J Ip p -<47 

24V Fie^-p ^0-000. 82/06/09, P2060901 53 


I3336l700o7 Ad..i.?es that draft safety evaluationq submi Ltad fl?020l L O'l 
ro SSP Topics VI- 7 6 3*, Vl-iO A uiiU be considered final 
CARUSO, n Operating Rea'-tors Drgnch 5 02/06/10 i<AV } A Ymi^ ( ( 

Atomic Flecfcnc Co 2pp 13529 299 24;« Ficho 50 -A,'o, 02^06/ K), 

0206170363 


B306170025 Forwards evaluation of SEF Topic I X-3. "Btation Svr 
Cooling Water Sys " Licensee hos not demonstrated that 
adequate procedures exist to ensure sys operability 

CARUSO fi Rperating Reactors Branch 5 92/06/U KA'^.JA YniUri 

Atomic Electric Co 8pp 13*529 329 24X Ficho 50-029,82/06/11. 

8206170035 


0206170343 Forijards response to request for addl info re TMI AchMni 
Plan Items I A 2 1 tc II D 4, upgrading reactor operator * 
senioi reactor operatpr training in traininq to mitigate corp 
damage, -espectively 

hAVrJ A Yankee Atomic Electric Co 82/06/11 CRUTCHFim 1). r* 
Operating Reactors Branch 5 7pp 13531 030 24X 

Fiche 50-039, 32/06/1 1, 0206170343 


0206180191 Forwards safety assessment on SEP Topic Vl-1. "Oraanit 
t- Post-Accident Chemistry," summeriling previously submitted 
info 6 considering only organic matls inside containment 
Post-accident water chemistry not applicable to facility 
KAY.JA Yankee Atomic Electric Co 82/06/14 CRUTCHFIELD, H 
Operating Reactors Orancfi 5 Spp 13552 23? 24X 

Ficho 50-029.02/06/14,8206160191 


0206220397 Foruards final safety evaluation of SEP Topic IX-5, 
"Ventilation Sys " Battery room ventilation sys util be 
evaluated during integrated assessment 

CARUSO, R Operating Reactors Branch 5 82/06/14 KAY, J A Y<iiilri>i> 

Atomic Electric Co l3pp 13580 033 24X Fiche 50-039,62/06/14, 

820632D397 


--82060B03S7 “Review of Design & Operation of Ventilation Sys f or Jji P 
Plants, Yanl ee Rowe Nuclear Plant,” technical evaluation 
rept 

HOFKIN, T • HERRICK. R C Franklin Instltute/Frankl in Research 
Center NRC-O3-79-H0 TER-C5397-4I6 82/06/04 BROWhl. 0 NNC 

No Detailed Affiliation Given SOpp 13900 046 24X 

Fiche 50-039, 82/06/14, 0206220397, 


8306340152 Lists status of listed TMT items scheduled for 
implementation after B20301 

HOODY. D E Yankee Atomic Electric Co 82/06/14 CRUTCHFIELD, 0 
Operating Reactors Branch 5 3pp 13599 267, 24X 

Fiche 50-029, 02/06/14, 8206240192 


0206210130 Poruards final evaluation of SEP Topic IX-4, "Boron 
Addition 8ys “ Vtil method for prevention of baron 
precipitation acceptable Evaluation to be basic input to 
integrated safety assessment 

CARUSO, R Operating Reactors Branch 5 02/06/15 KAY, J A Ya^kot* 

Atomic Electric Co 5pp 13559 224 24X Fiche 30-027,02/06/15, 

8206210130 


0206240156 Discusses NftC assessment of SEP Topic V-5r "RCPD Laakopo 
Detection '* Offers clarification re leakage detection sys 
KAV, J A Yankee Atomic Electric Co 82/06/15 CRUTCHFIELD, U 
Operating Reactors Cranch 5 3pp 13599? 1 50 34X 

FI Che 50-029. 02/06/ 15, 02062401 36. 


0206240357 Forwards rasponse to 820428 request for addl info re bF-P 
Topic ni-4 A, “Tornado Missiles, “ providing c^arif icatlon 
on associate missile pretectlon for selected components 
KAY.JA Yankee Atomic Electric Co 82/06/15 CRUTCHFIELD, D 
Operating Reactiorw Branch S 4pp I3S96 069. 24X 

Fiche 50-029, 82/06/15, 8206240357 


0206250128 Forwards Revision 1 to RC0 vqnk sys operational guldelinre f< 
addl info.describing when tys should ti should not be 
manually vented, per 020225 request Plant^ispecif ic procedures 
f&rthcflning 

KAY.JA Yankee Atomic Electric , Co, 82/06^5. CRUTCHFIELD, D 
Operating Reactors Branch 5 7pp I36li 24i^ 24X 

Fiche 50-029, 02/06/13, B2O625Oi20 
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— 820fi^?50130 Revision 1 to RCS vent sys dperiitionol guidelines 

» Yantcee Atomic Electric Co 02/03/26 1 6pp 13616 249 24X 

Flche 50-02'?« B2/06/l5r B20625012B 


R20625021 1 Fortuards ctar if 1 c^aii on of assumptions used to assess BEF' 
Topic XV-16* "Failurt* of Small lines Carrying Primary 
Coolant Outside Containment," In response to 620323 1 tr 
hAtjJ A VanJiBE Atomic Electric Co 62/06/15 CRliTCHFlELD, 1> 
Uperating Reactors Qranch 5 3pp 13611 237 24/ 

FichP 50 '0?9, 62/06/13* B2062S021 i 


0206290233 Forwards add! info re SEP Topics II 1-3 Ci 11-3 A, II-3 l<p 
n-3 B I & 1 1-3 C,per NRC 620330 f< 31 Itrs Info supports 
util 820203 assessment 8t provides addl in«o on insorvice 
insp programs , prec ip itatlon, runoff UKS 

KAY.J A Yankee Atomic Electric Co 82/06/16 CRUTCHFIELD. I» 
Operating Reactors Drench 3 37pp 13613 093 24X 

Flche 50-029. 82/06/16,8206250233 


3206240147 Approves util 810518 Si 0727 requests to withhold repts 
YAEC-1249P V YAEC-126SP from public d Isclosute* per 
10CFR2 790 

CRUTCHFIELD, D Operating Reactcrs Branch 5 82^06/17 KAY, tJ A 

Yankee Atomlr Electric Co 3pp 13600 011 24X 

Fiche 50-000,82/06/17,8206240147 


8206250291 Forwards addl Info re 8EP Topics U-II A re requirements 
for Isolation of high 6 low pressure sys,VII-3 & Ill-l re 
safe shutdown sys U VII-1 A re isolation of reactor 
protection sy s, c lar if y ing NRC 820201,02 It 22 evaluations 
KAY.J A Vankee Atomic Electric Co 82/06/18 CRUTCHFIELD, D 
Operating Reactors Drench S 3pp 13613 041 24X 

Fiche 50-029, 82/06/18.8206250291 


8206250245 Summary of 820511 meeting W/util re SEP topics on dedicated 
shutdown sys i/ieugraphs end 

CARUSO, R Operating Reactors Branch 5 62/06/21 Operating 

Reactors Branch 5 lOpp 13613 169 SAX Fiche 50-029,82/06/21, 
8206250245 


8206260370 Forwards addl info re degraded grid voltage, per NRG 820526 
telcon request 

KAY.J A Yankee Atomic Electric Co 02/06/24 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 13624 211 P4X 
Fiche 50-029,82/06/24,8206280370 


8206300183 Forwards Revision 11 to YOQAP-I^'A, operational QA program 
jaHNSDN. W P Yankee Atomic Electric Co 82/06/30, HAAS9, W !► 
Quality Assurance Branch Ip 13654 074 24X Ficho 50-000, 

82/06/30, 8206300183 


Q Inspection reports, IE Qulletins S, correspondence 


8206040108 Forwards IE Safeguards Insp Rept 50-029/82-02 on 820222-26 & 
notice of violation Rept ^ notice of violation withheld 
(ref 10CFR73 21) 

MARTIN, T T Division of Engineering 4( Technical Programs 82/05/JS 
KAYi J A Yankee Atomic Electric Co 3pp 13345 361 84X 

Fiche 50-029,02/09/12,0206040108 


8202040147 IE Info Notice 82-15, "Notification of NRC " 8vc list enrl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/20 I07pp 13426*095 24X 

Fiche 50-000,82/09/28,8202040147 


0204210378 IE Info Notice 82-16. "HPCI/RCIC High Steam Flow Setpoints '» 
Bve list end 

JORDAN. E L Division of Engineering t Quality Assurance 02/05/28 
103pp 13440 264 24X Fi che. 50-000. 82/09/28, 8204210378 


0204210380 IE Bulletin 02-02, "Degradation of Threaded Faeteners in 
Reactor Coolant Pressure Boundary of PHR Plants " 

Sve list end 

DEYDUNO, R C, Director's Office, Office of Inspection and 
Enforcement 82/06/02, lO0pp 13527 150 24X 

Fiche 50-000,82/06/02,8204210300 


8206070337 Ack receipt of 020504 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-029/82-04 
8MITH, 0 H Division of Emergency Preparedness S< Operational Support 
82/06/02. KAY, J A Yankee Atomic Electric Co Ip 13363 Ji43 
24X Fiche 90-029,82/06/02,8206070337 


—8206070341 Responds to NRC 820225 Ur n violations noted In IE Insp 
Rept S0-029/B2-04 Corrective actions procedure "Evaluation 
of Radiological Data" expanded to include App E delegating 
responsibility St authority for safety recommendations 
MOODY, DE Yankee Atomic Electric Co 82/09/04 HAVNES.R 
Region 2, Office of Director 2pp 13363,244. 24X 

Fiche 90-029, 82/06/02, 0306070337 


8206220374 Forwards IE Insp Rept 50-029/02-07 on 02050^4-07 Jt nocicu 
of violation 

MARTIN. T T Division of Engineering 6 Technical Programs 82/06/04 
KAY, J A Yankee Atomic Electric Co 2pp (3582 '023 24X 

Fiche 50-029, 82/06/04. 8206320374 


— 8206220380 Notice of violation from insp on 0SO5D4-O7 

MARTIN,T T Division of Engineering ?< Technical Programs 
02/06/04 app 13502 025 24X Fiche 50-029,82/06/04,0206220374 


— 8206220384 IE Insp Rept 50-029/82-07 on 820504-07 Nancamp I ian c e noted 
Ineffective corrective action associated w/llcensee 
identified QA audit findings 

MEYER. 0 M , CAPTKON. D L Division of Engineering 6 Technical 

Programs 82/05/28 9pp 13582 027 24X Fiche 50-029, 82/06/04, 

8206220374 


0204210303 IE Info Notice 82-17, "Overp ressur 1 tat ion of RCB " Bvt list 
enc 1 

JORDAN, E L Division of Engineering t* Quality Assurance 82/06/11 
106pp 13675 258 24X Fiche 50-000, 82/06/ 1 1, 8204210303 


82042(0384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Mat I by Workers " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 (09 24X 

Fiche 50-000,82/06/11,8204210304 


8206290242 Provides response to 020120 request for addl info re IE 
Bulletin 00-04, "Analysis of PWR Main Steam Line Break 
W/Contlnued Feedwater Addition " Questions re dynamics of 
Introducing boron to prevent rccritical ity undoetded 
KAYiU A Yankee Atomic Electric Co 82/06/14, CRUTCHFIELD, D 
Operating Reactors Branch 9 2pp 13617 191 24X 

Fiche 90-029, 82/06/14, 8206290242 


8206290233 Forwards addl Info re BEP Topics 111-3 C, 11-3 A. II-3 0, 
II-3 D 1 Sc n-3. C, per NRC 820330 8, 31 Itrs Info supports 
util 820203 assessment tn provides addl info on Inservico 
insp programs , prec Ipitation, runoff 8< UH8 

KAY. J A Yankee Atomic Electric Co 82/06/16 CRUTCHFIELD, D 
Operating Reactors Branch 5 37pp 13613 093 24X 

Fiche 90-029, 82/06/ 1 6, 8206230233 


8 Reportable occurrences, LERs 6 related correspondence 


8206010044 Forwards LER 02-OO6/O3L-O 

AUTID.H A Yankee Atomic Electric Co 82/09/20 HAYNES. A G 
Region 1, Office of Director ip 13313 219, 24X 

FJche 90-029,82/05/20.8206010044 


—0206010090 LER 02-OO6/O3L-O on 020420, primary vent stack lodinu 
radiation monitor ratemeter failed high Caused by failure 
of air dryer due to moisture, Detector replaced 

MAY, E L Yankee Atomic Electric Co 82/09/20 Region 1, Office 
of Director Ip 13313 220 24X Fiche 50-029,82/09/20, 

0206010044 


8206010003 Forwards LER 82-007 /03L-0, 

AUTIQrH A Yankee Atomic Electric Co 82/05/20 HAYNEG, R. G 
Region 1, Office of Director Ip 13300 0 0 4 24X 

Fiche 90-029,82/09/20,0206010083 


—8206010088 LER 82-007/03L-0. on 820420, check valve HC-V-U9 found 
leaking from Inlet It outlet flanges Caused by relaxation of 
bolting for flanged mating surfaces Bolting replaced & 
torqued 

FRENCH, L D. Yankee Atomic Electric Co 8S/09/&0 Region 1, 
Office of Director Ip 13300.005 24X Flche^ 50-029, 82/05/20, 

8206010083 


0206110317 Forwards LER 02-OO0/O3U-O 

AUTI0,H a Yankee Atomic Electric Co 02/06/03 HAYNES* R C. 
Region I* Office of Director ip 13467 070 24X 

Fiche 50-029,02/06/03,8206110317 


— 8206110320 LER 02-OOa/O3L-O on 820504,3 gpm leak fpund In underground 
fire main between waste disposal primary auxiliary bldgs 
Isolation of leak resulted in loss of yard hydrant 19 Caused 
by an improper gasket to coupling seal 1. 

HAY.E L Yankee Atomic Electric Co. 82/06/03, Region 1, Offitr 
of Director Ip 13467 071 24X Fiche 90-029,82/06/03, 

0206110317 


0206190169 Forwards LER 82-009/03L-0 

AUTIO.H A Yankee Atomic Electric Co. 02/06/07 HAYNES* R C 
Region 1, Office of Director Ip 13477 36i 24X 

Fiche- 90-029, 02/06/07, 9206190169 
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— 820AI50173 LER 32-009 /03L-O on H 20505/ con ta i nmcfit isolation valve 
AS~V-719 to *fl»ergenci| boiler feed pump found Jeaking by 
ie4fc Caused by poor valve seating Valve isolated U lapped 4> 
bonnet gasket replaced 

FRENCH/ L D Yantea Atottiic Electric Co 02/0^/07 Region !• 
Office of Director Ip 13497 362 24X Fich- 50-029, 83/0 ii/07, 

8206150169 


B2062203B5 Foruards LER es-OIO/OaU-O 

AUTID/H A Yankee Atooiic Electric Co S2/D6/li HAYNEB/R C 
Region !• Office af Director tp t35B2 12b 247 

Fiche 50-029. B2/06/11. 9206220305 


— B20b5203'5B LER a2-0lO/O3L-O on B20514, during normal operation in Nocit 
li tone 2 flou) alarm sounded Continuous flau revealed 
through alarm check euiiLiari/ valve Caused by insufficient 
seating Disc seal piece turned over 

KAYiE U Yankee Atomic Electric Co 92/06/11 Region l, Ufliti 

Of Director Ip 13532 127 B4X Fiche 50-029. B2/06/1 1. 

8206220385 


9206280526 Forwards LER 62-01 1/03L-0 

AUTIO. H A Yankee Atomic Electric Co 02/06/18 HAVMESrR C 
Region t« Offl-ce of Director Ip 13626 150 24X 

Fiche 50-029, 62/06/16/ 9206260526 


— 82062BOS31 LER 02-01 1 /03L-0 on 020521/ during norAai operation in modi 
K number 4 steam generator bloudotun radiation monitor failed 
Iqiu Caused by buildup of foreign natl on electrical contacts 
of circuit board Cantacts cleaned 

FRENCH. L D Yankee Atomic Electric Co 82/06/18 Region 1. 
Office of Director Ip 13626 159 247 Fiche 50-029,92/06/19. 

8206280526 


DOCKET 50-72 DHIV OF UTAH RESEARCH REACTOR 


P Operating license stage documents V correspondence 


B20623O157 Foruiards current rosters for univ committees affected by 
state licenses 

HOFFHAN/R J Utah. Univ of 03/05/ 14 WALKER. W J Division of 
Fuel Cycle t Material Safety 4pp I3b92 308 247 

Fiche 50-072/ 02/05/14. B2063301 57 


DOCKET 50-93 UNIV OF FLORIDA TRAINING REACTOR 


F Security, medical, emergency £< fire protection plana 


8206070376 Forurard-^^ Region 2 incident response plan did Mar 190ia Pl,iTi 
issued as Suppl 2 to NUREO-0845. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of MrC response to e.mergency W/o end 

STOHRiJ P Division of Emergency Proparedness ?< Operational liupport 

82/05/12 JACOBS, A M Florida, Univ of, Gainesville ip 

13363 135 24K Ficbe 50-083,02/05/12.0206070378 


P Operating license stage docurnents correspondence 


03O624OO2J SAFETY EVALUATION REPORT RELATED TQ THE RENEWAL OF TML 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY 
OF FLORIDA Docket No SO-83 

» Office Qp Nuclear Reactor Regulation, Director NUREG-0913 
82/05/31 90pp Available at NTI8 00 13612 080 247 

Fiche 50-083. 02/09/31 . 8206240021 


DOCKET 30-54 UNION CARBIDE RESEARCH REACTOR 


P Operating license stage documents tt correspondence 


8206010432 Reciuests rauiardi-ng of Tech Specs Item 3 5 1 C (10) re 7*y(i5l/ 
Amend 14 to License Ft-Si 

RDZICKArW 0 Union Carbide Corp B2/05/07 Operating Reactors 
Branch 4 Spp 13313 236 24 7 Ftche 50-094.82/05/07,8206010432 


0206070200 Forwards Amend 17 to License R-Bli to correct typographical 
error in Section 2 of Amend 16 

BERNARD.H Standerdiiat i on & special Projects Branch 02/05/29 
HCOOVSRN.J. Union Carbide Corp 2pp 13424 344 24X 

F i c tl e 50- 054, 82 /O3/20/ 0 2060702 00 


—83:06070213 Amend 17 to License R-ei, correct ing typographical error iri 
Section 2 of Amend 16 to read Paragraph 2 c 12) instead of 
Paragraph 3 5 2 c(51 if Faragraph 3 5 2 d 

BERNARD, H. Standar dilation L Special Projects Branch 82/05/28 
2pp. 13424 346 24X Fiche 50-054,83/05/28.8206070200 


8206240047 Forwards corrected Page 2 of safety evaluation transmitted 
on 820506. 

BERNARD. H Standardiiation !< Special Projects Branch, 82/06/11 
MCGOVERN. U, Union Carbide Corp 2pp 13610.354 24X 

Fiche 90-054,02/06/11,8206240047 


8 ftepartable occurrences, LERs b related correspondence 


6206010248 RQ. an B20506, stack monitor high level alarm received Caused 
bg release from hot lab cells fc failure of technician to 
re-arerglie vacuuet pump after callbr Reaote stack reset 
button initalltd in control room 

HUZICKA,W 0. Union Carbide Corp 82/05/19. KEiHiO.R Region 1, 
Office of Director. 3pp 153Q7.070 24X Fiche 50-034,92/05/19, 

6206010248 


DOCKET 50-62 UWIV OF VIRGINIA RESEARCH REACTOR 
-- medical, emergency & fire protection plans 


DOCKET 50-89 GENERAL ATOMIC CO 


p Operating license stage documents t, correspondence 


8206010102 Forwards Amend 24 to License R-30 h safety evaluation Amend 
revises Tech Specs to permit neutron radiography program to 
be extended to include new explosive devices 

BERNARD, H Standardisation It Special Projects Branch 08/05/1 J 
MQWRV.WR GA Technologies, Inc, /General Atomic Co 2pp 
J3330 009 24X Fiche 50-089.82/05/11,8206010102 


—8206010100 Amend 24 to License R-39, al lowing neutron radiography 
program to be extended to include certain now explosive 
devices being used or studied by various govt agencies 8< 
conti actors 

BERNARD.H Btardard i ration If Hpecial Projects Branch 02/05/11 

5pp 13330 on 24X Fiche 50-089.82/05/11,02 06010102 


—92060101 13 Safety evaluation supporting Amend 24 to Lirense 

* Office of Nuclaer Reactor Regulation, Director 82/09/1 l App 
13330 016 24 X Fiche 50-089.82/05/11,0206010102 


DOCKET 50-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 
F Security, medical, emergency it fire protection plans 


8206070370 Forward I Region 2 incident response plan dtd Mar 198 2 Plan 
issued as Buppl 2 to NUREO-O04Sr "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
STDHRiJ P Division of Emergency Preparedness t< Operational Bupport 
92/09/lS COCHRELLt R O North Carolina State l/niv ip 
13363 125 24X Fiche 50-111,82/05/12,0206070370 


Q Inspeclion reports, IE Bulletins t< correspondence 


8206220547 Ac Ic receipt of 820518 Itr informing NRC of steps fca k oii tn 
correct violations noted in lE Insp Ropts 50-111/02-02 4 < 
50-297/82-01 Violation A withdrawn 

LONG.F U Division of Project & Resident Programs 82/07/03. 
COCKRELL, R O North Carolina State Univ Ip 13580 319 247 

Fiche 50-1 U, 82/07/03, 8206220547 


-8206220556 Responds to NRC 020421 Ur re violations noted in IF fnsp 
Repts 50-1 1 1 /09'-<>2 it 50-297/B2-01 Corrective actions 820312 
incident reported Sc reactor safeguards advisory group mat 
820331 Disputes Item A re safeguards advisory group 
COCKRELL. R 0 North Carolina State Univ 02/OS/lS LONG, I* J 
Division of Project Resident Programs 6pp, 13580 320 B4X 
Fiche 50-111,82/07/03.8206220547 


— 8206220559 Forwards IE Insp Repts 30-111/82-02 
020315-19 L notice of violation 
LONG, F, J Division of Project it Resident Prog 
COCKRELL, R G North Carolina State UniV,' 2pp 
Fiche 50-111,02/07/03,8206220547. 


50-297/02-01 on 

rams. 02/04/CJ 
13580 32 S. 24 K 
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— 020622056? Notice of violation from inap on B2031S-1? 

» Oiviaion of Project 4( Resident Programs S2/04/21 Ip 
13580 330 24X Fiche 50-111,02/07/03,0206220347 


—0206220578 IE Insp Repts 30-111/02-02 e. 30-297/02-01 on 020315-19 
Noncomp 1 Ian ce noted control room left unattended b reactor 
safeguards advisory group not convened semiannuallg 
s/ULlAN, C i BURGER, C Division of Project & Resident Programs 
02/04/21 7pp 13580 331 24X Fiche 50-111,02/07/03,8206220547 


DOCHET 50-113 UNIV OF ARIZONA RESEARCH REACTOR 


Q Inspection reports, IE Bulletins b correspondence 


B206020553 Forwards IE Insp Rept 50-113/02-01 on 920505-07 
No noncomp 1 lanco noted 

STERNBERG, D M Division of Resident, Reactor Project t* Engineering 
Programs 02/05/17 GALLAGHER. R H Arizona. Univ of 2pp 
13322 350 2 4X Fiche 50-113,02/05/17.0206020553 


— 0206020557 IE Insp fiept S0-U3/82-01 on 020505-07 No noncompliance 
noted Major areas Inspected followup on open Items & items 
of noncompj lane e, organl zatl oni logs b records, revl ew & audit 
requal 1 flea t Ion train ing, procedures b surveillance 
KIRSCH, D F , WILLETT, D J , ZWETZIG, 0 D Division of Resident, 
Reactor Project S< Engineering Programs 02/03/14 6pp 
13322 352 ?4X Fiche 50-113,82/05/17,0206020553 


DOCKET 50-124 VIRGINIA POLYTECH INST TRAINING REACTOR 


F Security, medical, emergency fire protection plans 


@206070303 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
issued as Sup pi 2 to NUREG-0045, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understand ing of NRC response to emergency W/o end 
STOHR, J P Division of Emergency Preparedness Operational Support 

02/05/12 PARKINSON. TT Virginia Tech Ip 13363134 SAX 

Fiche 50-124,82/05/12,0206070303 


DOCKET 50-120 TEXAS A&M UNIV RESEARCH REACTOR 


P, Operating license stage documents Si correspondence 


9206070631 Application for amend to License R-03i changing 
administrative controls to require d Irector > nuc lear science 
ctrito rept to directoriTX engineering experiment station, 
through head of nuclear engineering research 
PQRTERiW A Texas A l< M Univ 02/05/27 BERNARD, H 
Standardization b Special Projects Branch 2pp 13390 352 24X 

Fiche 50-128, 02/05/27, 020607063 1 . 


—6206070635 Proposed Tech Specs to application for amend to License 
R-S3,rB administrative contra 1 s/organi lat ion 
e Texas A 8, M Univ 02/05/27 3pp 13390 354 24X 

Fiche 50-1201 02/05/27, 0206070631 


DOCKET 50-129 WEST VIRGINIA UNIV RESEARCH REACTOR 


F Security, medical, emergency tt fire protection plans 


8206070392 Forwards Region 2 incident Tosponse plan dtd Mar 1902 Plan 
issued as Sup pi 2 to NUREO-0045, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

arOHR, U P Division of Emergency Preparedness it Operational Support 
02/05/12 West Virginia Univ Ip 13363 340 34X 

Fiche 50-129.02/05/12,8206070392 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


O, Adjudicatory correspondence 


8206090159 Forwards util 020528 request for exemption from certain 
Insurance requirements 

YOUNG, M A Hearing Branch 4 82/06/04 LAZO.R.M , LINENBEROER, 0 , 
8CHINK, D Atomic Safety and Licensing Board Panel ip 13439 310 
24X Fiche 50-133.82/06/04,0206090159 


— 0206090163 Forwards request for exemption from certain insurance 
requirement s 

CRANE, P A Pacific Oas & Electric Co 02/05/28 BALTZMAN,vl 
Assistant Director for State & Licensee Relations Xp 13438 311 
24 X Fiche 50-133.02/06/04,0206090159 


—0206090165 Request for exemption from certain insurance requirements. 
Unit is shut down 8« should be considered as plant where fuel 
is onsite but reactor not yet operating 
MANEATIS, 0 A Pacific Oas Electric Co 82/05/28 
Commissioners 3pp 13430 312 24X Fiche S0-I33, 82/06/04 , 

0206090159 


H General correspondence 


8206000349 Expresses concern re deter laratian of facility 
Decommissioning of plant supported 

SIMPBON.L Affiliation Unknown 02/06/04 DENTON. H Office of 
Nuclear Reactor Regulation. Director Ip 13416 236 24X 

Fiche 50-133,82/06/04,0206080349 


J Insurance b Indemnity information 


0206090159 Forwards util 020520 request for exemption from certain 
insurance requirements 

young, M A Hearing Branch 4 82/06/04 LAZO. R M , LINENBEROER, 0 . 
SCHINK. D Atomic Safety and Licensing Board Panel Ip 13438 310 
24X Fiche 50-133,82/06/04,8206090157 


— 8206090163 Forwards request far exemption from certain insurance 
requirements 

CRANE, P A Pacific Oas b Electric Co 82/05/28 SALTZKANi >1 
Assistant Director for State b Licensee Relations Ip 13438 311 
24X Fiche 50-133,02/06/04,0206090139 


—8206090165 Request for exemption from certain insurance requirements 
Unit is shut down t< should be considered as plant where fuel 
Is onsite but reactor not yet operating 
MANEATIS. G A Pacific Oas b Electric Co 62/05/28 
Commissioners 3pp 13439 312 24X FI c he 50-133. 02/06/04 , 

8206090159 


P Operating license stage documents b correspondence 


0206090140 Responds to 020305 Oenene Ltr B2-10, request Ing commitment 
to Implement remaining NUREG-0737 Items Unit currently 
shutdown Implementation schedule for NUREO-0737 items will 
be submitted If decision made to resume operation of unit 
SCHUYLER. J 0 Pacific Oas «, Electric Co 02/06/04 E18ENHUT# D 0 
Division of Licensing ip 13439 316 24X Fiche 50-133,82/06/04, 

8206090140 


0206140231 Submits addendum to 020116 petition for decominls sion ing 
of facility Article from Star Root Newspaper supporting 
petition end 

GUENTHER, R Affiliation Unknown 82/06/08 DENTON, H Office of 
Nuclear Reactor Regulation, Director 4pp 13630' 122 24X 

Fiche 50-133, 82/06/00, 0206140231 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licenoees b 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event W/o end 

EI8ENHUT, D G Division of Licensing. 82/06/09 HAUSPURO, A 
Consolidated Edison Co of New York i3pp 13597 349 S4X 
Fiche 50-000,02/06/09,8206090153 


Q Inspection reports, IE Bulletins t< correspondence 


0202040147 IE Info Notice 02-15, "Notification of NRC " 8vc list end, 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 I07pp 13426 095, 24X 

Fiche 50-000, 82/09/201 8202040147 


0204210370 IE Info Notice 02-16, "HPCI/RCIC High Bteam Flow Setpoints 
6vc list end 

JORDAN. E L Division of Engineering b Quality Aesurance 02/05/28 
lOSpp 13440.264 24X Fiche' 50-000, 82/05/20, 0204210378 


6204210300 IE Bulletin 82-02, "Degradation of Threaded Fasteners Ir 
Reactor Coolant Pressure Boundary of PWR Plants 
8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection a 

Enforcement 02/06/02 lOBoo 13527 150 24X 
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DOCKETED ITEMS 


Periodic operating reports Ir rclatc^d correspondence 


■QZO&OIOSSB foruard? roor'-My operating rtpl -for Apr 19E2 

WEEHS.E D Paci^'ic Oas & Electric Co 82/05/07 OfFice oF 

Management, and Prograji Analysis Ip 13307 QdO 24)( 

Fiche 50-l33i fi2/05/07. a20AOl025a 


02OtOlO26O Honthlij operating rept -For Apr 1982 

DERKB.P S PaciFic Oas ?<eiettric Co 85/05/06 4pp 13307 Ofl I 
24X Fiche 50-133 02/05/07 020ftOl025B 


B306170280 Re<iu«st* leave to respond to portions of applicant 820^04 
objectiDH re release of photograph taken on Insp Response 
constitutes impernisa it I a answer under 10CFR2 730(c) 

HIR5CH> D CoiDini tiee to Bridge the Gap 02/06/14 FRYEf J H j 
PARIS. 0 H , LvyEOKE.E A Atonic Safety and Licensing Board Pant’l 
Ip 1355? 14 1 24)C Fiche 50-142.03/06/14,8206170280 


8206170207 ftequeat for addl info on Interroga tori es 17- IB *« 19 re 
fission Inventory & heat output after shutdown 

HlftSCH, D Con/nittee to Bridge the Gap 02/06/14 WDODHEAD, C P 
Hearing Branch 1 Ip 13529 194 24X Fiche 50-142. 02/06/14 . 

02O617O3S7 


JC/ET 5C 143 If CL A TRAItilMCi REACTOft 
I.. Adjudicatory c orreap ondsne a 


'rz.060 1 0270 Repl.y to applicant requests in 8SO5L0 response to Committee 
♦■0 Bridge the Oap mdtior for deferral Objects to requests 
in 4ivldsi of reaporsive pleading failure to de-noAinate 
requests as notions Declaration of sve end 

HIRSCFLD Committee to Bridge the Oap 62/05/23 Atontic Gofeti} 
and Licensing Board Panel 9pp 13307 132 S4X 
riche 50-142.82/03/25.8206010270 


8306010342 Advises of significant changes it developments relevant to 
proceeding re new regulations on protection of unclassified 
safeguards info 

HtRSCHi 0 Cofflmltteo to Bridge the Gap 02/05/23 FRVE. J H , 

PARIS. 0 H . LUEBKE.E Atomic Safety and Licensing Board Panel 2pp 
13301 148 24X Fiche 50-142.82/05/23.3306010342 


8206010346 i>iscusse5 820517 telcon re failure to receive B20510 
pleading tf photographs Pleading delayed due to incorrect lip 
code Manner of conferring disputes exirenely cumbersome 
HIRSCH.D CoAnittee to Bridge the Oap 02/05/25 CORHIERiW 
California- Unlv of. Los Angeles 2pp 1330] 008 24X 

Fiche 50-142.02/05/2 5.0206010346 


8206040045 Response in oppasition to MRC 820512 motion for 
reconsideration of ASLD 020430 order denying hMC motion for 
lumnarg disposition of Contention XX NRC failed to show 
significant changes in -circumstances H/Cer t if i-cate of Sve 
HIR5CM-D Committee to Bridge the Qap 02/05/28 Atonic Sofety 
and Licensing Board Panel llpp 13347 302 24X 

Fiche 50-142. 82/05/28. 820604004 S 


8206040234 Responses opposing hIRC 620513 motion for revocation of ASLb 
order suspending consi deration of »RC motion for summary 
dlsposltian of Contention XX Relevant discovery should be 
completed Declaration of sve end 

EH1RL0Y.S J Santa Monica- CA 82/05/20 Atomic Safety and 
Licensing Board Panel 7pp J3357 304 24X Fiche 50-142,02/05/28, 

8206040234 


8306090016 Order granting UCLA 4fi-h to comply u/Paragrapli It of ASLfi 
S20416 order UfCLA to preserve photographs which are subj of 
Paragraph 1c until further ASLB order 

FRYE<0 H Atomic Safety and Licensing Board Panel 82/06/04 
California, (Jniv afr Las Angeles Ip 13435 298 24X 

Fiche SO-H 2, 82/06/04. 82060900 1 6 


8206090069 Memorandum |. Order LBP-B2-44 admitting City of Sente Monica, 
CA as interested municipality abjections to City 
participation in future discovery overruled City to outline 
ulthin 10 days. issues on which City intends to participate 
LUEBKEiE a . PARIS, O H . FRYE, J H Atomic Safety and Licensing Board 
Panel 82/06/-04i Santa MontcarCA 3pp 13435 285 24X 

Fiche 50-142,82/06/04,8206090069 


8306140096 Response oppftsing Committee to Bridge the Gap 020518 requesi 
for release of photograph Folitlcal association af certain 
ontv employets irrelevant to proceeding Certificate of 8vc 
end- 

CORMIER. WH California* Univ of. Los Angeles 82/06/04 Atomic 
Safety and Licensing Board Panel lOpp 1348? 347 24x 

Fiche 50-142.82/06/04,8206140096 


6206090094 Lists refs provided by Cort as addition to response tn 
Committee to Bridge the Gap Interrogatory 17 

^^EAO.C P Hearing Branch I 62/06/07 HIRSCH.D, Coamt tleg 

Bridge the Gap ip 13430 348 24X Fich* 50-142*82/06/07, 

8206090094 


8206170297 Requests copies of reg guide dealing u/protoc tion of 
unclassified safeguards info New regulations may be used in 
proceedings re affidavits of nond isc 1 osure, protec t ive orders 
& basis for access tc protected info 

HtRSCH. D Comniltteo to Bridge the Gap 82/06/14 HOODHEAD. C P 
Hearing Branch 1 2pp 13529 195 24X Fiche 50-142,82/06/14* 

8206170297 


0206170291 Forwards integrated list of pages of operating logs tu hr 
copied for review 

HJRSCH. P Committee to Bridge the Oap 82/06/ J6 CORMIER. U 
California* l/niv of. Uos Angeles 3pp 13531 337 24X 

Fiche 50-142,82/06/16,8206170291 


B206210275 Memorandum 6 order denying UCLA objection to release uf 
irrelevant photograph as moot UCLA ordered to retake 20 
photographs to eliminate objectionable subj matter Both sets 
of photographs to be brought to prehearing conference 
FRYE,J H Atomic Safety and Licensing Board Panel 02/06/17 
California, Univ of, Los Angeles 7pp 13559 064 24X 

Fiche 50-142, 02/06/17,8206210275 


6206210277 Order requesting Committee to Bridge the Oap to clariPy 
requests in 020408 motion to compel in light of UCLA 820503 
comments Items tn areas Committee not permitted to inspect to 
be specifically Identified 

FRYE.J H Atomic Safety and Licensing Board Panel 02/06/17 
Committee to Bridge the Oap 2pp 13559 062 24X 

Fiche 50-142, 02/06/17,8206210277 


0206240372 Recommends that implications of 10CFR73 21 & 10CFR2 744 ir) 
on protection of unclassified safeguards info be topic of 
discussion at 820629-30 prehearing conference Protective 
order & affidavit of nondisclosure may not be necessary 
HIR8CH. 0 Committee to Bridge the Oap 82/06/17 FRYE, J K , 

PARIS. 0 H I LUEBKEtE A Atomic Safety and Licensing Board Panul 
2pp 13603 010 24X Ft Che 50-142. 82/06/17,6206240372 


6206230191 Forwards recent IE insp rept on facility Counsel will 
attempt to locate NRC documents re emergency plans for 
research reactors requested in 620614 Itr U/o enc 1 

WOODHEAD.C P- Hearing Branch 1 82/06/22 HIRSCH, D Comml tteo to 

Bridge the Gap ip 13506 153 24X Fiche 50-142.82/06/22, 
6206230191 


6206240412 Identification of subjs upon which City of Santa Monica, CA 
intends to pa rtl clpate, per ASLB 820604 memorandum It order. 
Declaration of sve end 

SHIRLEY, 5 J Santa Monica. CA 62/06/22 Bpp 13601 351 &4X 

Fiche 50-142.82/06/22,8206240412 


P Operating license stage documents tc correspondence 


62062904B7 Forwards amends tr 600229 application for renewal of 
License R-71, changing pages to include recent financial data 
t< improve clarity 

UEG8T,WF California, Univ of. Las Angeles 82/06/23 BERNARD, II 
Standard 1 rat ion << Special Projects Branch 2pp i3632‘'022 L!4X 
Fiche SO-142, 82/06/23, 8206290467 


— 8206290492 Amends to 800229 application for renewal of License R'^Vli 
changing payes to Include recent financial data & improve 
clarity 

O'NEILL, R R, California, Univ of, Los Angeles 82/04/30 4Jpp. 
13632 024 34X Fiche 50-142,82/06/23,0206290487 


—8206290494 Amended Tech Specs for License R-71, 

* California, Univ. of, Las Angeles 02/04/30 46pp J363S:06A 
24X Fiche: 50-142,82/06/23.8206290487 


8206160076 ftcsponie to ASLB 820604 order re release of photoeras 
Prapose* alternative to order wherein univ would retake 
photographs eicjuding objectionable physical securitu «ua 
features Certificate of 9vc end ^ ^ 

CORMIER, W H Califoma, Univ of* Los Angeles 82/06/11 S 
13517 313 24X Fiche 50-142,82/06/11,8206160076 


0 Inspection reports, IF Bulletins b corresp ondatice 


8206200218 Forwards IE Insp Rept 50-142/02-01 on 020405-09 &< notice 
of violation 

SPENCER, 0 8 Region 5, Office of Director 82/06/09 WEOST, W T. 
California, Univ- of, Uoi Angeles 2pp 13624 1/1, 24X 

Fiche: 30-142, 82/06/09, 8206200218 
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9PO620O322 Notice oF violation frooi innp on 020405-09 

WENSLAWBKl-F A Region 5. Office of Director B2/06/09 Jp 
i3A24 172 P4X Fiche 50-142, B2/06/0«7, 0206200210 


— 9206200223 IE Insp Rept 30-142/02-01 on 920405-09 None omp 1 lance noted 
no approved written procedures for control ?< calibr of 
portable radiation sue vey Instruments 

CILLig.n . G4RCIA, E , WENSLAMSKIiF A Region 5, Office of 
Direct-op 02/06/09 20pp 13624 174 24X Fiche 50-142, 8. ‘/06/0V, 

02062^^0210 


OUCKET 50-155 BIO ROCK FOINT NUCUEAR PLANT 


F Security, medical, emergency t fire protection plans 


9506090002 Responds to FQIA request fcjr document^ -p© Commission 
decision bo extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in FDR 

FELTON, J M Division of Rules and Records B2/0S/1! RCYNOLDS,N 
Debevoise h Liberman 3pp 13454 003 24X Fiche 50-000,83/05/11, 

8206090002 


—8206090033 Forwards updated info re prompt notification t< warning syn 
for Region 3 licensees 

PAPERIELUO, C J Emergency Preparedness it Program Support Ornnch 
01/12/01 RAHDS, 5 L Fmergency Preparedness it Program Support 
Branch 4pp 13454 120 24 X Fiche 50-'000, 02/03/ U, 02O6O9OOOS 


—8203110477 Forwards update on prompt notification l< warning sys for 
Region 3 licensees FEMA estimates approx 6S7 of reviews of 
proposed sys now complete 

HIND, J A Division of Emergency Preparedness St Qpeiatlonal 
Support 82/Ol/OS GRIMES, B K Division of Emergency 

Preparedness 4pp 13454 133 34X Fiche 50-000,02/03/11* 

8206090002 


— 8203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 020201 deadline 
Thirteen licensees may not meet deadline 

DIRCR0, U J Office of the Executive Director for Operations 
82/01/26 Commissioners 2pp 13454 164 24X 

Fiche 30-000,82/03/11,0206090002 


”~8203ll049i Submits monthly update of status of Implementation of prompt 
notification sya 

SPENCER, 0 S Division of Technical Inspection 82/01/05 
GRIMES, B K Division of Emergency Preparedness 8pp 13434 176 
24X Fiche 30-000,82/03/11,0206090002 


--8206090073 Forwards monthly status rept re prompt notification sys nt 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 020601 

HIND, J A Division of Emergency Preparedness & Operational 
Support 02/02/17 GRIMES, B Division of Emergency Preparedness 
3pp 13454 190 24X Fiche 30-000,02/05/11,0206090002 


6S06100321 Forwards NRG concerns re physical security deficiencies 
identified by Reyion 3 inspectors Appropriate security plan 
changes S< implementation schedule requested within 43 days 
from receipt of Itr End withheld (ref 10CFR73 SI) 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/07 DEWIT1,R U, 

Consumers Power Co 2pp 13444 065 24X Fiche, SQ-tSS, 02/06/07, 

0206100321 


0 Adjudicatory correspondence 


82D6O1O20O Answer apposing util motion to quash subpoenas Directors of 
emergency planning can present essential info re 
Christa-Maria contention Related correspondence 

O'NEIIL.J a 'Neill, U 82/05/23 Commissioners Ip. 13307 111. 
24X Fiche 30-135,82/05/23,8206010200 


*--0206010203 Supports J O'Neil motion for extension of time to file 
testimony on plant history contention Restaurant duties have 
prevented O'Neill from working on testimony 

O'NEILL, M A Affiliation Unknown 82/05/53 Atomic Eafaty and 
Licensing Board Panel Ip 13307 112 24X Fiche: 80-155, 02/05/23, 

8206010200 


0206010269 Forwards NRC 820521 Itr requesting info which is sub j of 
litigation Utti to file motion to enjoin NRC from seeking 
such info ASL8 should enter temporary restraining order 
barring 14-day deadline in NRC itr from running 

GALLO, J I sham, Lincoln 6 Beale 82/05/23 BLOCH, P B , PAR 10, 0 H , 
SHONi F J Atomic Safety and Licensing Board Panel 2pp 13307 141 
24X Fiche 50-153,02/05/25,0206010269 


0206010320 Supply S20525 Itr re util motion for injunction re 
admlnstrati ve action of NRC in seeking Info under 
10CFR50 54(f) Ref to a'Nelll Contention IIC corrected 
GALLO. 0 Isham, Lincoln Beale 02/05/26 BtOCH. P. B , PARIS, 0 H , 
SHQM, F J Atomic Safety and Licensing Board Panel 2pp 13300 04? 
24X Fiche 50-135,02/05/26,8206010320 


S206040043 Response opposing gtil 020525 motion to restrain NRC from 
seeking relevant lnfo,addl grounds supporting motion for 
continuance until NRC prepared to proceed t, motion to 
restrain ox parte communications Certificate of Sve end 
SEMMEL, H Christa-Maria SEMMEL, H Antioch College of Law 
02/05/26 Atomic Safety and Licensing Board Panel Spp 
13347 313 24X Fiche 50-155,02/05/26,820604004 3 


0206040212 Forwards L Reiter affidavits correcting 6 clarifying 020416 
deposition re spent fuel pool mod 

GODDARD, R J Hearing Branch 2 02/05/27 OALLO, J Isham, Lincoln 

6 Deale ip 13339 243 24X Fiche 30-153,82/03/27, 8206040212 


' — 8206040217 Affidavit of L Reiter correcting 820416 deposition re spent 
fuel pool mod 

REITER, L Geasciences Branch 02/05/19 Spp 13359 244 24X 

Fiche 50-155,02/05/27.0206040212 


— 8206040220 Affidavit of L Reiter clarifying & updating 820416 
deposition re spent fuel pool mod Prof qualifications end 
RElTERrL Geosciences Branch 82/03/25 3pp 13359 246 a4X 
Fiche 80-155,02/05/27,8206040212 


6206040289 Motion to allow law student Intern participation In 
evidentiary hearing Certificate of 8vt end 

SEMMEL, H Christa-Maria SEMMEL, H Antioch College of Law 
82/05/27 Atomic Safety and Licensing Board Panel 4pp 
13354 339 24X Fiche 50-155,82/09/27 , 820604020? 


0206070502 Motion to approve util, NRC b Chris ta-Harla Stipulation re 
scheduling of issues U witnesses Certificate of Sve end 
OALLO, J Consumers Power Co OALLO, J Is ham, Lincoln 5, Beale 

G2/06/0L Atomic Safety and Licensing Board Panel 4pp 
13375 039 24X Fiche 50-155,82/06/01,8206070502 


--8206070506 Stipulation re scheduling of issues it witnesses 

OODDARD, R Hearing Branch 3 SEMMEL, H Christa-Maria. OALLO, J. 
Consumers Power Co 02/06/01 lOpp 13375 043 24X 

Fiche 50-155,62/06/01,0206070502 


8206070128 Notice of appearance in proceeding 

HURST, P H , Hanson. L P Chrlsta-Marla HURST, P H Huret fc Hanson, 
02/06/01 Ip 13439 323 24X Fiche 50-195,82/06/01,0206090120 


0206000119 Forwards IK Sargent ^ OJ Vito prof qual if Icotlons which were 
unavailable when testimony filed on 820614 

MOORE, J E Hearing Branch 1 82/06/04 BLQCH.P D. , SHON, F. U , 

PAR19iQ H Atomic Safety and Licensing Board Panel 4pp 

13423 353 24X Fiche 50-195,82/06/04,8206080115 


8206230137 Forwards response to petition to intervene in startup of 
facility until reactor core can be safely offloaded in 
event of emergency Declines to take action re request 
Decision will be filed w/Secr»tary of Commission for review 
DENTON, H R Office of Nuclear Reactnr Regulation, Director 
02/06/19 BIER, J Affiliation Unknqun. 5pp 13592 2B2 24X 

Fiche 90-199,02/06/13,8206230137 


— B206230I44 Director's Dedsiqn under 10CFR2 206 denying J Bier 9< 

Chr ista 'Mar la 820406 petition requesting Ihterventi an in 
startup of facility until reactor core can be safely 
offloaded in event of emergency 

DENTON, H R Office of Nuclear Reactor Regulation, Director, 
82/06/19 7pp 13592 286 24X Fiche 50-155,82/06/13,0206230137. 


— 8206230150 Forwards response to petition to intervene in startup of 
facility until reactor core can be safely offloaded In event 
of emergency Declines to take action re request Dedsi-OTi 
will be filed w/8ecretary of Commission for revleiij 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/06/19 CHRISTA-MARIA Chr Ista-Mar la 4pp 13592-293 24 X 

Fiche 50-155/82/06/15,0206230137 


— 8206230154 Discusses 2 206 petition to Intervene in facility 
restart Interim response attached explains why no 
immediate actions In response to petition following restart 
were made, 

MURRAY, J.P Deputy Executive Legal Director, 02/04/19 
DENTON, H R Office of Nuclear Reactor Regulation, Director. Ip 
13992-298 24X Fiche* 90-195, 02/06/ 15,0206230137 



B2O6230i5i Pe-tition for trier veot i on in s-taT tup of faciJitij until 

reactor cor^ can ti« safelij of # I oadsid in evert of emeraencij 
such as Apr 1^77 incident 

BIEP<J Af filial I on Unlinoun CHR I'STA-MAHIA C^r Ja 

03/04/07 Commi isioner a 2pp J3592 59*? 24X 

FtchB 50-15 5. 02/06/1 5- 02^06230137 


B2Of>3aoO0O Lietg schedule for filing findings of fact Inter^rnnor* nr*^ t 
file ani# motion to introduce rebottat ultneases on spent 
fuel pool criticality contention bg 920620 NRC intends to 
file motion to reconsider sinul t^noou 5 filing reqvireirerta 
QQDDARD. R J Hearing B’*anch 3 92/06/19 QlOCH.P a • SHON ! J « 

PARIS. □ H Atomic Safety and Licensing Doard Panel 2pp 
13573 098 24 X Fich» 50-155.82/0^/10.92062^20000 


0206390306 Informs th^t date for filing findings of fact ffo»- 
Contentions 9(31 t* 9(3) changod to 920628 Reply date 
changed to &a0?09 

WlKTQtli D L Antioch College of Law 82/06/23 OLOCH^P B > 

PARIS, Q H . SHON*F J Atomic Safety and Licensing Board Panel Ip 
13636 319 24X Fic6« 30-155.92/06/33.0206290306 


93062 S 0145 Confirm* 820624 telccn* >n mh J ch ASLQ per-Tiits NRC to filu* 
testimony r« seismic spectra *ri. 920702 instead of a306'25 
All parties agreed to later data 

BACHMAN. R G Heaping Branch 1 B2/-06/24 BLOCH. P B Atomic bafetu 

and Licensing Board Panel Ip 13634 244 24X 

Flche 50-155.82/06/24,6206260145 


0206300037 Hotitjn for reconsideration of ASL® 920612 ruling requiring 
simultaneous filing* of finding* of fact 6 conclusions of 
law w/slmultaneous filings of reply Commission regulations 
provide For serial filings Certificate of Svc end 
BACHMAN. R 0 Hearing Branch I 93/06/25 Atomic Safety and 
Licensing Board Panel 7tp 13656 018 24X Flche 50-155* 02 /i)6/S5i 

9206300037 


0206300341 Order eitendlng tine until 020812 for Commissidn to act to 
review Director's pectsiofi 00-02-05 

CHiLKrS J Office of the Secretary of the Coflyoiasion 82/0-6/,‘9 
Commisfi oners tp 13639 064 34X Flche 30-155,82/06/29. 

8306300341 


J Insurance tt indemnity information 


820628-0335 Forwards request for seemption from property damage 
Ihiurance requirements of IOCFR50 54fu) until May 1904 
Erpedited handling requested 

SACQN, J L Consumer » Power Co 92/06/22 DENTQN,H Office of 

tiucleer Reactor Regulation. Director ip 13654*001 24X 

Flche 50-155.62/06/22,820630032 5 


— 6206280327 Request for exemption from property damage insurance 
requirements of 10CFR50 54(w> until Hay 1984 
* Consumers Power Co 62/06/22 Cofimissionera Spp 
13624 -003 24X Flche 50-155.02/06/32.8206260325 


—8206380320 Affidavit of AB Bass re other operating 6- mslnt expense base 
adjustments te include added inturahce costs 

BA80.A 6 Consumers Power Co 05/06/21 2pp 13624 007 24X 

Flche 50- 1 55, BS / 06/22. 8206280325. 


—8206200330 Affidavit of JA Parker re tost -of decpnlamlnat len cleanup 
of plant In tvent of worst credible accident 

PARKER. <J A Gcinsiimers Power Co 02/06/22 3pp 13624 OD'/ if4X 
rich* 50-155, 02/06/22, 0506200325 


— 82062B0331 Affidavit of -siD Cooper rc onsite property damage coverage 
in event of worst credible plant accident. 

COOPER, D Consuflters Power Co 05^06/22 7pp 13634 Of.? 

Pic he 50-155,02/06/22.0306500325 


— 0206300333 Affidavit bf RM Warusief) re eitenl: a/ decontaminat Ion 
cleanup required after worst credible accident Review of 
cost estimates l< evaluation of licensee compliance 
w/Catrgari| A items of URC TKI-2 recounnendations end 
«ARUSICH,R. M Consumers Ppwer Co 62/06/23 65 pp 13634 019 
a4X Flche 50-159102/06/22.0206290325. 


• — miOAOSOlO? "CPC Pr ohab I ' I 5 ^^ 1 C Ris^J As sesament. Dip Rock Pcint 
Vol t 

* Consumers Power Co 91/03/31 iSOpp 65181 129 24i 

riche 50-155,61/04/08.8104160590 


— 9104020512 ’CPC Pr obab 1 1 1 st- 1 ^ Aas^ssmenl-. Q ig Rock Pcint I' I nnl 

Vol II App r 

» Consumer^ Power Co ai.' 03 / 3 l JSOop o 5 lP 1 *105 24 X 

Fiche 50-153,91/04/00.0104160590 


— 0104030513 CPC Pratab il l *. 1 1 C Risk As stsamont Die Rick l i 

Vbl lU Apps Ul-V 

e Consufoprs Power Co R 1/03/31 350pp 65102 106 24Y 

Flche 50-155. 81 /04/OS. 8 lOrt 1 60590 


— S104020316 "CPC Probabilistic Risk As sessment . Hig Pock Point IMiint 
Vol V.Apps VI 3X 

w Consumers Power Co 81/03/31 250pp 65103 120 347 

Fiche 50-153. 61/04/09. 01O416O5"O 


— 8104020517 "CPC Probabilistic Risk Assessment. Qi a Rock Point Vi.int 
Vol Vl.Apps X-XIII 

* Consumers Power Co 01/03/31 ?5L'pp 65184 036 24X 

Fiche 50-135,81/04/08.010416^0590 


— 810-4020519 ’’CPC Prnbabi J is tic Risk As sessmuMil, Big Hock Point 
Vol vn.ApPs XIV' XVII 

Consumers Power Co 81/03/31 I50pp 65184 270 24X 

Fiche SO-ISS, 91 /04/0S. 8104160590 


0306020542 Noti float ion of BS0601 meeting w/utii in Dethe^da.MD tu 
discuss overall approach to licensing activities Agenda 
end 

EMCH.R Operating Renctors Branch 5 03/03/26 CRUrCHFlELD , 1» 

Operating Roactors Branch 3 4pp 13339 3i0 24X 

Flche 30-155. 02/03/26. &20&O2OS4 2 


9206080073 Forwards Science App U cations. Inc request for addl IjiTu 
needed to complete revi^ki of NUR£0-0737i Items I A 2 1 re 
upgraded senior reactor i< reactor operator training ?< 1 1 U 4 
re training for mitigating core damage 
CRVTCHFIfLOi D Operating Roactort Branch 5 82/05/20 

VAMDEWALLE. D Consumers Power Co 5pp 13423 290 24X 

Fiche 50-000,82/03/20,0206080073 


8206070247 Submits addl info in response to NRC request rp BEP Ippli 
XV-19. “LOCA Resulting From Spectrum of Postulated Piping 
Breaks ktithln RCPQ (Radiological portion) " Ro-eva 1 uation of 
site boundary daifts eni-I 

VINCENT, R A Consumei d Power Co 92/06/02 CRNTCHFIFLD. D 
Operating Reactors Branch 5 5pp 13369 249 24X 

Fiche 50-155, 83/06/02. 8206070247 


03O6C7O672 Informs of correction that should be made to NRC 911 OJA 
evaluation of SEP Topic XM-3, "Lbss of External Loads “ 

Corrected sentence reflects as-huilt capability of turbine 
bypass sys 

VINCENT.H A Consumere Power Co 82/06/02 CRUTCHFIELD. 0 
Operating Reactors Branch 5 Ip 13390 229 i?4X 
Flche 30-155.03/06/02,0206070672 


02O6O7O6B1 Responds to NRC 020513 Itr ro MIC evaluation of util 
response to SEP Topic IX-l. "Fuel Storage " No comments 
offered on NRC evaJuatJon 

VINCENT, R A Consumers Power Co 02/06/02 CRUTCNriCLD, fi 
Operatirig Reactors Branch 5 Ip 13390 301 24X 

Flche 5O-155.es/O6/O24 02O6O7O6Bl 


0206000306 Informs that cover Itr to 020S04 evaluation of SEP Tnjilt 
fJI-4 C incorrectly stated that recent mod had removed 
plant dependency on instrument It sve air oys for remote 
makeup to shell side of emergency condenser 
VINCENT, R A Consumers Power Co B2/06/03 CRUTCHFIELD. D 
Cperatiny Reactors Branch 5, Ip 13420 016 a4X 
Flche 30-155. ea/O6/03. 0206080306 


02O6OBO24B Acb receipt of NRC 820521 Ifcr lequesting addl inpn ro 
adequacy of spent fuel pool Requests addl time to provide 
info Ihfo being prepared for spent fuel pool oxb.snslen 
hearing should satisfy request 

VANOEWALLE. D J Coneumurs Power Co 82/06/04 LAINAS. 0 C 
Assistant Director for Safety Assessment 4pp 13430 160 
Flche 50- 1 S5. 82/06/04, 8206 00024 B 


8206140017 Ferwards util comments re SEP Topic VI-7 A 3. "ECCB 
Actuation Sys.” safety avaluation 

VINCENT, R A Consumer* Power Co B2/06/04 (CRUTCHFIELD, D 
Operating Reactors Branch 5 22pp 13407 030 a4X 
FUhe 50-153,82/06/04.8206140017 
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02OdilOO1^4 Submits addl infa re I09 ical efflupnt Tech Specs* 

supplementing util S30203 Itr responding to requests made at 
S20104'07 meeting w/NPC Draft offsite dose calculation 
manual uiill be submitted bg Oct 1983 

VANDEWALLE, 0 J Consumers Power Co 82/0&/07 CRUTCHFIELD, D 
Operating Reactors Branch a 3pp 13491 167 24X 

Flche 90-000,03/06/07,0306100164 


3306090193 Generic Ltr 02-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE GJnna Rept documents findings re cause of 
event W/o one 1 

EISENHvTiDG Division of Licensing 82/06/09 HAUSPURG, A 
Consolidated Edison Co of Neui Vork J3pp 13957 349 24X 

Fiche SO-000; 82/06/09, 0306090153 


9206140015 Forwards responses to NRC questions raised per 630316 
evaluation of SEP Topic Vl-l re organic matls & post- 
accident chomistry 

VINCENT, R A Consumers Power Co 82/06/09 CHUTCKFIELD, D 
Operating Reactors Branch 5 4pp 13484 353 24X 

Fiche 50-155,82/06/09,8206140015 


Q206170255 Forwards evaluation of SEP Topic i H-4 D re turbine 
missiles Probability of turbine missile being produced 
w/facillfcy design noncrcdiblo OE hypothetical turbine 
missile data end 

VINCENT, R A Consumers Power Co 82/06/09 CRUTCHFIELD, D 
Operating Reactors Branch 5 23pp 13532 343 24X 

Flche 50-155,02/06/09,8306170255 


8206150207 Submits add! info in response to NRC concerns re SEP Tppje 
XV-1, "Decrease in Feedwater Tomp, Increase in Fpedwater 
Flow Increase m Steam Flow " 

VINCENT, R A Consumers Power Co 02/06/10 CRUTCHFIELD, D 
Operating Reactors Branch 5 4pp 13505 003 24X 

Fiche 30-165,82/06/10.8206190207 


9S061S0356 Forwards util 9AR of SEP Topic 1X**5, 
Spent fuel pool , radwaste area & turbine 8» avc 
ventilation sys require no mods 
VINCENT, R A Consumers Power Co 82/06/11 
Operating Reactors Branch 9 9pp 13505 272 
Fiche 50-155,02/06/11.9206130356 


"Ventilation Sys '* 
bUg 

CRUTCHFIELD, D 
24X 


6206170059 Forwards draft ©valuation rept of SEP Topic VI-4, 
•'Containment Isolation Sys " Response requested within 30 
dags 

CRUrCKFIELO, D Operating Reactors Branch 9 02/06/11 

VANDEWALLEi D J Consumers Power Co 39pp 13530 001 24X 

Flche 50-195,02/06/11,0206170099 


ea062i0326 Forwards addl info requested to complete review of BEP Topic 
riI-4 A, "Tornado Missiles " End contains floor plans for 
applicable structures & related equipment Complete set of 
drawings will be transmitted later 

VANDEWALLErD J Consumers Power Co 02/06/16 CRUTCHFIELD, D 
Operating Reactors Branch 5 6pp 13559 147 24X 

Flche 50-159,02/06/16,0206210326 


—8206300334 "SEP Topic Vni-2, Diesel Generator, Big Rock Paint," inforaial 
rept 

FARMER. F 0 E0«<Q. Inc FIN A-6429 EOO-EA-SBBa 02/05/31 

SCHOLL, R F Division of Licensing 12pp 13658 092 24X 

Fiche 90-155,82/06/22,0206300330 


8206300032 Forwards danfication of SEP consideration of inelastic 
response using NUREO/CR-0098 ductility factor approach as 
part of seismic reanalysis programs 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/23 

VANDENALLE, D J Consumers Power Co 7pp 13656 003 24X 

Fiche 50-159,02/06/23,0206300052 


B20630D178 Forwards corrections to 020430 electrical equipment 
qual If Icatlon status rept Sys component evaluation 
worksheets inadvertently omitted from rept and 
I]ORDINE,T C Consumers Power Co 02/06/23 CRUTCHFIELD, D 
Operating Reactors Branch 3 19pp 13653 ^^41 24X 

Fiche 50-199,02/06/23,0206300170 


02O63OD2O9 Forwards Div of Licensing evaluation of 8EP Topic II-2 C, 
"Atmospheric Transport & Diffusion Characteristic* for 
Accident Analysis, " per Reg Guide 1 3 Values appropriate, 
CRUTCHFIELD. D Operating Reactors Branch 9 02/06/23 

VANDEWALLC, D J Consumers Power Co 6pp 13654 335 24X 

Flche 50-195, 02/06/23, B206300209 


8206300214 Forwards final evaluation of SEP Topic Ill—Q C re 
irradiation damage, use of sensitiied stainless steel 8c 
fatigue Integrity of internal structures will be assured by 
Inservlce Insp program per 10CFR90 55a 
CRUTCHFIELD, D Operating Reactors Branch 5. 02/06/23 

VANDENALLE, D J Consumers Power Co 6pp 13654:317 24X 

Flche 50-193, 02/06/23, 820630021 4 


0206250269 Notification of 820620 meeting w/util In Bethe*da,MD to 
discuss approach to min shift staffing at facility 8^ 
licensing phi losophy 

EKCH, R Operating Reactors Branch 5 82/06/24 CRUTCHFIELD, D 

Operating Reactors Branch 5 4pp 13613 191 34X 

Fiche 50-155, 02/06/24, 8306290269 


8206290496 Forwards application to amend License DPR-6, chang Ing Tech 
Specs to change technical advisor from shift 24-h 
on-call schedule 

VANDEWALLEiD U Consumers Power Go 02/06/25 CRUTCHFIELD, 0 
Operating Reactors Branch 5 Ip 13631 Hi 24X 
Flche 50-153,02/06/25,8206290496 


'■-0206290902 Application to amend License DPR -6, chang Ing Tech Specs to 
change technical advisor from shift to 24-h on-call 
schedule 

DtUITT, R B Consumers Power Co 02/06/25 3pp 13631 112 24 X 

Flche 90-199,62/06/25,0206290496 


— 0206290507 Tech Spec Table 6 2-1 re min shift crew composition 
» Consumers power Co 02/06/29 2pp 13631- i 15 S4X 
Flche 50-159,82/06/25,0206290496 


B2062205B6 Forwards final evaluation of SEP Topic XV-3 re loss of 
oKternal load, turbine trip, loss of condenser vacuum, close of 
fiSIV ti steam pressure regulator failure Facility meets 
current licensing criteria 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/06/18 

VANOEHALLEi 0 J Consumers Power Co 9pp 13502 161 24X 

Fiche 30- 195, 02/06/18, 0206220506 


0206300347 Forwards final safety evaluation cif SEP Topic XV-i re 
decrease In feedwater temp, increase in feedwater flow S( 
Increase in steam flow Results of util 82D610 reanalyeis of 
increase in feedwater flow comply w/current criteria 
CRUTCHFIELD, 0 Operating Reactors Branch 5 02/06/25 

VANDEWALDE, D J Consumers Power Co I5pp 13658 068 24X 

Fiche 50-155, 02/06/23, 0206300347 


6206240160 Forwards draft technical Sc safety evaluation repts re 
SEP Topic VI- 10 A, "Testing of Roactor Trip Sys 6 ESFs '• 

Mods to Tech Spec 8< equipment to test response time testing 
program suggested 

CRUTCHFIFLD, D Operating Reactor* Branch 9 82/06/22 

VANDEWALLEiD J, Consumers Power Co 3Spp 13999 206 24X 

Fiche 90-1 55, 02/06/22, 8206240168 


8206280400 Forwards review of NRC 820305 safety evaluation of 3EP Topic 
VII-l A, "Isolfltion of Reactor Protection Sys From Nonsafety 
Sys, Inc i ud Ing Qualification of Isolation Devices " Existing 
motor generation set design adequate No mods warranted 
VAMDEWALLE, D. U Consumers Power Co 82/06/22 CRUTCHFIELD, D 
Operating Reactors Branch 5 73pp 13626 029 24X 

Fiche 50- 1 SSi 82/06 /22, 8206200400 


S206300330 Forwards revised safety evaluation of SEP Topic VIII-Pi 
"Onsite Emergency Power Sys - Diesel Generator, " based on 
EO^O final technical evaluation rept Diesel generator output 
may be too low under accident loading conditions 
CRUTCHFIELD, 0 Operating Reactors Branch 3 82/06/22 

VANDEUALLE, 0 J Consumers Power Co 6pp 13698 086 24X 

Flche 50“ 1 59, 82/06 /22i 8206300330 


G Inspection reports, IE Bulletins b correspondence 


8206020531 Forward* IE Insp Rept 50-155/02-06 on 820307-0423 No 
noncomp 1 iancG noted 

KNOPfR C Division of Project 1, Resident Programs 82/03/lQ 
DEUITT, R B Consumers Power Co 2pp 13325 007 24X 

Flche 50-159. 02/05/10, 020602053 1 . 


— 0206020535 IE Insp Rept 90-155/82-06 on 820307-0433 Mo noncomp 1 1 ance 
noted Major areas Inspected operational safety verl f icattoTti 
IE clrculai fol iDWup, ref uel Ing actlvltlesf containment 
integrated leak rate teat review 6 NUREO-0737 review 
WRIGHT, 0 C , pARKER,M E , BOVD, D C Division of Project & Resilient 
Programs 02/09/18 Bpp 13325' 009 SAX Flche, 50-1 55, 83/05/ 10, 
8206020531 


8206070689 Forwards IE Insp Rept 5O-159/02-O7 on 820427-29 & 0505-11 
No noncompliance noted 

PAPERIELLO, C J Division of Emergency Preparednevs U Oparatlonal 
Support 02/05/20 DEWITT, R B Consumers Power Co 3pp 
13390 218 24X Flche 50-195,82/05/20,0206070603 
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— aSO 6070^96 IE Insp flept 50-153/^92-07 on 620^27-59 t 0305- U No 
■nOTicamp 1 laote noted Major areas inspected radiolooical 
en/lTon nonltoi'lng Jt ■conf irdkatorij (roastarenients program 
ftD2AK. S , NICHOLSQN>N A . SCHUMACHER. f1 C Division otf Ertierqency 
Preparedness Jli Operational Support 02/03/10 7pp 13390 2,i0 
adX Fiche 50-153 j B2/09/20iB2060706QS 


B2020A0147 JE Info Notice Qa-19> "Notification of KRC " Svc list ern 1 
DEVOIFNQ.R C Director's Office. Office of Inspection and 

Enforcecnarvt 93/03/23 107pp 13^2^ 095 24)( 

Fiche 30-000, 05/09/aB, 0202040147 


E?06100171 Forwards LE» a2-0l&/O3L~0 

DORDINE.T C Consumers Power Co B2/06/03 KEPPLER, J 0 Refliun j, 
Office OF Oirrctor Ip 19451 life 24X Picho 50-155 82/06/O9> 
tl20fel00l7l 


— 920fel00l7fe LER P2-01fe/03L-0 on 320503, p tlot cell of regctar 
depressur 1 7 sng sifS bettorij for channel C had specifii 
gravity reading belou spec Cause unknown Specific grpvitij 
returned to noriral following equaluing chaf'gr 

♦ Canauiners Power Co 02/06/03 Region 3, OfflLP of Dirtctcr 
Ip 24> Fiche 50-155 02/06/03. 02061001 M 


8204210378 IE Info Notice 92-16. "HPCl/RCK High Steam Flow Sctpmnts 
Gvc list end 

JORDAN. E U Division of Engineering Qoalltg Assurance 92/05/. '8 
103pp 13440 264 24)C Fiche 50-OQO. 62/05/23. B204210378 


8206040310 Submits response to Generic Utr 61-03 re implementation 
recommandations of NURE0-03ia to minimlie safe-end 
intergranular stress corrosion crading Plant poses no 
safety harard to public 

VANDEtJALLE, D J Consumers Power Co 62/05/28 CRUTCHFIELD. D 
Operating Reactors Qranch 5 aoOpp 13355 073 247 

Fiche 50- 135. 62/0 5/28. 62060403 1 9 


B2042103B0 IE Dgiletln 62-02. "Degradation of Threaded Fastenvr<i s»» 
Reactor Coolant Pressure Boundary of PHR Plants “ 

Svc list <ncl 

DEYOUNO^R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOSpp 13527 150 24X 

Fiche 50-000. 82/06/02. 8204210390 


9206150140 Fprwards LER 82-010/017-0 

BDRDINE. T C tensumers Power Co 0?/0fe/08 KEPPLER, J G R mi > 1 

Office of Director Ip 1J305 096 24X Pi. he 135 02 'O'-/ OH. 

0206150140 


—6206150143 LER SS-Oia/OlT-O on 020523, fol 1 owing water loss in open tHJ 
for reactor bldg heating S- cooling sgs. testing revealed tubo 
leakage In D floating cooling sgs heat oichanger (aused by 
corrosion Evaluation of fluid character is tics planned 
* CoasufflCTS Power Co 82/0u/09 Region □, Office of Dliiclur 
2pp 13503 097 24X Ficlie 30-155, 92/06/ 08. D2061 50 1 40 


8206170342 PNO ' H I-&2-055 on 0206 1 1 . rea c tar tripped when fire 
tfiscovered in main generator etcitor housing Smoke released 
to environ via turbine bldg Cause of fire unknown Reactor 
will remain shut down longer than 40-h 

BQYD.D , KHOP.R Reqion 3, Office of Director SPESSARD, R L 
Otvlslon of Project & Resident Programs 82/06/11 ip l35"Ji Ot'7 
24X Fiche 50-155.02/06/11,8206170342 


92042102B3 IE Info Notice 82-17. "Qverpressur itation of RC8 Svc list 
end 

JORDAN. E L Division of Engineering & Ouality Assurance e2/0-6/U 
iOfepp 13679,258 24X Fiche 50-000. 62/06/ 11*8204210383 


8204210304 IE Info Notice 92-18. ’’Assessment of Intakes of Radiocictive 
Matl by Horkeri, " Svc list end 

DEYOUNG, R C Director's Office, apfice of Inspection and 

Enforcement 82/06/11 I20pp 13675 169 Z4X 

Fiche 50-000^ 62/06/ 1 1. 6204210384 


9S0617030S Telecopy message of RQ on 820611 . e lectrl cal fire in turblnr 
generator exciter forced shutdown of reactor No radiological 
release or injuries to employees Fire controlled in l/2~h 
Eitensive damage to exciter brushers 

HOSCHIK. M 0 Consumera Power Co 01/06/15 8TRA0MA, 1 Ragiuii i> 
Office of Director 2pp 13S31 2B8 24X Fiche 90-195. 02/06 /!*». 

8206170305 


T Hearing transcripts on non-ant i trust matters 


R Periodic operating reports 6 related correspondence 


G206010224 Transcript of 820507 hearing in Wash ing ton. DC Pp 457 Si’ll 
* Atomilc Safety and Licensing Board Panel 02/05/07 lOOpp 
13301 184 a4X Fiche 50-155.82/05/07.0206010324 


8206010181 Forwards nonthly operating rept for Apr 1902 

HARTHANi C J. Consuaers Power Co 02/05/07 Office of HanaoBment 
and Program Analysis Ip 13307 190 S4K Fiche 30-195,82/05/07. 
6206010181 


—8206010186 Honthly operating rept for Apr 19B2 

AM8TUTZ. 8 Consumers Power Co 02/03/07 Spp 13307 199, 24X 

Fiche 30-155. 92/05/07. S20&01 01 B1 


S Reportable occurrencisr LERs Si related correspondence 


8206070737 Forwards LER 82-01 5/03L-0 

SORDINE. T C Oonsumers Power Co. 82/05/27 KEPPLER.O 0 Reqloi. a, 
Office of Director. Ip 13389 171 24X Flch* 50-135,82/05/2/* 

G206070757 


—8206070763 UER B2-0'15/03L— 0 on 820427* fallowing hydrostatic testing, 
reactor mode switch was left in refuel position when control 
red withdrawal started Causid by bypass of four reactor 
scran parameters Startup checklist revised, 

a Consumers Power Co 02/05/27 Region 3, Office of Director 
tp a4X FI chi 30-135.82/03/27,8206070737 


8206070430 RO retracting LER 02.-ia before fnrmal subnmttal Based on 
review of reactor crane analysis. utl I determined concerns 
identified by analysis not reportable per Tech Specs 
BORDINE.T C Coneumers Pa-»tr Co 02/05/28 KEPPLER, J Q Reel an 3. 
Office of Director ip 13374 200 a4X Fiche 50-155.82/05/28, 
8206070430. 


8306100130 Forwards LER 82-017/03L-0 
BORDINE.T C Goniuaers Power Co 
Office of Director, ip^ 13449,104 


03/06/03 KEPPLER, 0 Region 
24X Fiche, 50-155, 02/06/03, 




8206010297 Forwards two pages inadvertently omitted from Chris ta-Hai in 
testimony on> Chr ista-Maria Contention 9 6 Q 'Neill Contantion 
IID Certifies svc of document 

SENHEL. H Antioch College of Law 82/05/24 QLOCH, P B . 

PARIS. 0 H . 8HDN. F J Atomic 9afety and Licensing Board Panel ip 

i330l 067 24X Flcho 50-155.02/05/24.0206010297 


— 8206010312 Two pages 1 nadvertently omitted from Chr ista-Har l.i 
testimony on Chri sta-ttaria Contention 9 L O'Neill Contention 
tlD Svc list end 

CHRISTA-MARIA Ch r Is ta-Mari a 82/03/24 3pp 13301 069 IM X 
Plche 50-155,82/05/24.8206010297 


8206040236 Forwards E Lanti 6 RL Emch testimony per A81D 020513 
memorandum 

DACUNANrR Q Hearing Branch I 02/06/01 DLOCK, P B . 8HDN, I xl , 
PARIS, O H Atomic Safety and Licensing Board Panel ip 13'3’17 .7Vr< 
24X Fiche 50-155,02/06/01,8206040236 


--8206040240 Testtmong of E Lanti U RL Emch re spent fuel pool fAnd 
LANTZ. E Reactor Systems Branch EMCH. R L Division of 
Licensing 82/06/01 3pp 13357 294 SAX Fxche 50-153. 02/06/01 . 
B2O6040236 


8206070947 Forwards DP Blanchard testimony re natural water convection 
currents 

GALLO, J Isham. Lincoln 6 Beale GALLO, J Consumers Power Co 
83/06/01 BLOCH, P B, r PARIS, Q H , SHQN.F J Atomic 8afety anU 

8206070547^*'^’'**^*''*^ * 13373 072 24X FI r h e 30-1 35. OS/ 06/0 1 . 


lesuimotiy of UP Blanchard rt ASLD qweBtio,., vn 
water convection currents Nothing exists In design of spent 
fuel pool* spent fuel racks qr fuel assemblies to alter 
natural water cnnvactiDn currents substantially 

BLANCHARDi D P Consumers Poiper Co 82/06/01 12pp I337n DVn 
34X Fiche: 50-155. 02/06/01,8206070547 


-^11 7 L 7 T iii)f *n aoyne rails. 

* Atomic Safety and Licensing Board' Panel. 02/06/07 
13516 087 a4X Fl che. SO'- 153 , 88/06/07, 02061 60062 


Pp 553-910 
36Bpp 
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G-:?06 1 ii0043 Transcript of 820608 hearing in Ootjne FalJ&>Mt 
Pp '?19’1-33S Supporting documentation entl 

* Atomir Safety and Licensing Board Panel 0S/06/0Q 490pp 

13513 OOP 24X Fiche 50-133,82/06/08,8206160043 


02O616QO37 Transcript of 8S0609 e vJ dent lary hearing in Boyne FalloiUI 
Pp 1.337-1,674 

« Atomic Safety and Licensing Board Panel Ga/06/09 36lpp 
13311 001 24X Fiche 30- 155, 02/06/09, 82061 60037 


3206160224 Transcript of B20610 hearing m Hoyne Falls, Ml Pp 1,693 
2,070 Supporting dacumentation oncl 

^ Atomic Safety and licensing Boai d Panel 82/06/10 373pp 

13519 025 24X Ficho 50-155,82/06/10.8206160224 


^206160226 Transcript of 820611 hearing In Boyne Falls, MI Pp 2,079 - 
2,359 Supporting documentation end 

'» Atomic Safety and Licensing Board Panel 02/06/11 250pp 

IG520 103 24X Tithe 50-155.02/06/11,0206160226 


0206160066 Transcript of 820612 hearing in Boyne Falls, Ml Pp 2,360- 
2,624 Supporting documentation end 

e Atomic Safety and Licensing Board Panel 02/06/12 363pp 

13515 001 24X Ficho 50-133,82/06/12,8206160066 


0206300072 Transcript of 820628 tdcon In Wash ington, DC re OL amend 
Pp 2,625-2,643 

^ Atomic Safety and Licensing Board Panel 62/06/20 23pp 
13655 311 24 X Ficho 50-155,03/06/20,8206300072 


DOCKET 50-160 GCOROlA INSI OF TCCH RESEARCH REACTOR 


F Security, medical, emergency fire piptection plans 


8306070362 Forwards Region 2 incident response plan did Mar 1902 Plan 
issued as Sup pi S to NUREQ-0S45i "Agency Procedures for NRC 
Incident Responso Plan *’ Plan should bo of benefit to 
understand ing of MRC response to emergency W/o encl 

STOHR.J P Division of Emergency Preparodness & Operational Bupport 
S2/05/1? WEAVER, L E Georgia Institute of Technology Ip 
13363 119 24X Fiche 50-160,82/05/13,0206070362 


DOC RET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F Security, medical, emergency b fire protection plans 


62061Q013Q Forwards Revision 1 to physical security plan Revision 
witJihoId Cref 10CFR3 790) 

rVLERxP E Defense, Dept of. Defense Nuclear Agency 82/06/09 
MILLER, V Office of Nuclear Reactor Regulatiani Director Ip 
13449 096 24X Fiche 50-170,82/06/09,0306100130 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


F Security, medical, emorgeocy & fire protection plans 


0206150016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in UB Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records 02/04/21 WADE, U 
Public Interest Research Group, New Yort 7pp 13524 010 P4X 
Fiche 50-000,82/04/21,8206130016 


— 8206150023 Updates delivery schedule for siren shipments to facilities 
ANOERSOHiM E Federal Signal Corp 82/01/28 CANNON, P 
Affiliation Unknouin 5pp 13324,834 24X Fiche 50-000,02/04/21, 

B206150016 


— B206150070 Provides status rept re implementation of prompt 
notification sys. Blren tests scheduled for 620120-0220 
QOYERrV S Philadelphia Electric Co 02/01/22 Region 1, 
Philadelphia, Office of the Director (81/03/01) lop 13524 165 
24X Fiche, 50-000, 82/04/21.8306150016 


8206030014 Addl response to FQIA reiiuest for six categories of 
documents r» emergency preparedness Documents listed in 
App A available in PDR 

FELTON, J M Division of Rules and Records 02/04/26 BHQLLY, 9, C 
Union of Concerned Scientists 2pp 13342 255. 24X 

Fiche 50-000,82/04/36,8206020014 


BP06090002 Responds to FOIA ret^ucst for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J M Division of Rules and Records B2/05/11 0EYNOLDS, N 3 
Oebevolso Liborman 3pp 13454 003 24X Fiche 50-000,82/05/11, 

0206090002 


— 9203110473 Submits update of current assessment of licenBees abikiby 
to implement prompt notification sys by 8S020J deadline 
Thliteen licensees may not meet deadline 

DIRCKS.W J Office of the Executive Director For Operatians 
02/01/36 Commissioners 2pp 134*54 164 24X 

Fiche 50-000,02/05/11,0206090002 


—8203110401 Submits monthly update of status of Implementation of prompt 
notification sys 

SPENCER, 0 5 Division of Technical Inspection 02/01/05 
grimes, D H Division of Emergency Preparedness 8pp 13454 1/6 
24X Fiche 50-000, 82/05/ U, 0206090002 


— 02O6O9OOG8 Provides implementation status of prompt notification sys 
for facilities Eight liconsoes failed to meet 020201 
deadline 

DIRCK3,W J Office of the Executive Director for Oporations 
02/03/04 PAULADlNa, N Commissioners Ip 13454 196 24X 

Fiche SO-000, 03/05/ 1 1 . 8206090002 


—0205060494 ForuiarOs monthly status rept of licensee implementation of 
prompt notification sys 

DIRCKS.W j Office of the Executive Director for Oparations 
03/03/30 PALLADINO.N J , GIUINSKY.V, AHEARNE, J Com.ni s s loners 
3pp 13454 252 24X Ficho 50-000,82/05/11,8206090002 


0206080100 Informs that fees not applicable to B20209 amend req.uest 
re emergency response facility since no approval under 
License Dpr- 12 ret^uirod Class III foe will be refunded 
MILLER, WO License Tao Monagoment Branch 02/06/02 BAUER, b 0 
Philadelphia Electric Co tp 13441 206 24X Fiche 50-171, 

02/06/02, 0206000100 


0 Inspection reports, IE Bulletins t correspondence 


0202040147 IE Info Notice 03-13, “Notification of NRC '• Bve list oncl 
DEYOUNOiR C. Director's Qfflco, Office of Inspection and 
Enforcement 02/03/28 I07pp 13426 095 24X 

Fiche 50-000,82/09/28,0203040147 


0204210370 IE Info Notice 83-16, “HPCI/RCIC High 9team Flow Gotpointo »' 
Sve list encl 

JORDAN, E L Division of EngioeoTing It Quality Assurance 82/05/20 
103PP 13440 264 24X Fiche 30-000,02/05/20,8204210370 


0204210300 IE Dolietln 02-02, ‘'Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants •' 

Sve list oncl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lO0pp 13527 130 24X 

Fiche* 30-000, 02/06/02,0204210300 


0204210303 IE Info Notice 02-17, "Qvirpressur liatl on of RC0 8vc list 
one 1 

JORDAN, E L Division of Engineering it Quality Assurance 02/06/11, 
I06pp 13675 258. 34X Fiche 50-000,02/06/11,0204210383 


0304210304 IE Info Notice 02-10, ’'Assessment of Intakes of Radioactive 
Matl by Workers " Bve list encl 

DEYOUNG, n C Director's Offico, Office of Inspection and 

Enforcement 08/06/11 IBOpp 13673 189 24X 

Fiche 50-000,02/06/11,0204210304 


DOCKET 90-106 UNIV OF MiaSOURl RESEARCH REACTOR 


0 Reportable occurrences# LERs !< related correspondence 


8206170229 RQ advises of mod to corrective action noted in 810320 Itr 
Informing NRC of valve left open in line that penetrates 
containment wall Red danger tags on valves outside 
containment removed, as pipe cop insures flow path isolated 
MCKIBDEN, J C Missouri, Univ of, Columbia 02/09/25 Dlvisigti 
of Licensing. Ip 13534 316 24X Fiche 90-106, Q2/OS/85, 820 6170829. 
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DOCKETED ITEMS 


DQCKET 50-173 RHODE ISLAND PROVIDENCE PLANTATIONS AEC 


Q li^ipection reports. IE Bulletins Ic torrtsp ondenc fr 


9306170227 Forwards IE Insp Sept 50-193/D2-01 on 620513 No 
noncomp 1 iance rioted 

KARTIN.T T Division of Engineering Technical Programs 02/06/00 
□IhEOLlOrA F Rhode Island h Providence Plantation 2pp 
13535 197 24X Fiche 50-193.02/06/0610206170227 


— 9206170230 IE Insp Rspt 50-193/02-01 on 620513 No nontoimp liancc noted 
Hajor areas Inspected orgaal tationr operations, storage U 
internal control, records repts Details withheld iref 
lOCFRS 770) 

COHEN. I . CODY. A T Region 1. Office of Director 02/06/03 Jp 
13S33 iB7> 2A5t Fiche 50-193.92/06/08,0206170327 


6306040520 Responds to NRC 920427 Itr requefiting consents on Sierra 
Club 020-326 petition for show cause proceeding to rescind 
Change 32 to License CSF-i Sierra Club has failed to advance 
ang facts required by 10CFR2 206 

HiesTAND.OS Morgan, Lewis*. Dockius HIE8TAND.0S Nuclear Fuel 
Services, Inc (sub« of Qetty Oil Co ) 92/05/24 CUNNINGHAM. R E 

Division of Fuel Cycle ^ Material Safety 14pp 13391 254 34X 

Fiche 50-201 , 92/09/24. 0206040520 


6206230167 Responds to request for NV State Energy R*cD Authority views 
on Sierra Club show cause petition Petition provide! no 
legitimate reason for reconsidering or rescinding Change 32 
to Utconae CaF-1 

JACK. H A New York. State of. Energy Research & Development 
Administration 02/05/27 CUNNINGHAM, R £ Division of Fuel Cycle t. 
Material Safety 5pp 13592 315 24J( Fiche 30-201.82/03/27. 

9206230167 


oacKET so-^oo e&i] test reactor 


P Operating license stage documents tx correspondence 


6206250071 Addl response to FOIA request for eight categorlei of 
documents Forward* documents listed In App A Documents 
listed in App B available in PDR Confidential financial 
).nfn deleted 

FELTON. J M Division of Rules and Records 82/05/15 MCMURRAVtC M 
Kirkpetrlck, Loclhartf Hill, Christ optier I. Phi 1 1 lp« 29pp 
13630 055 24X Ft c he: 50-000. 82/05/12. 9206200071 


— 9103020313 Updates 601222 meino re decisiQui for degraded coo-Ling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Eiamples of valve misoperation provided 
MEDEIROS. M 8 Reactor Systems Standards Branch 0i/C2/O5 
ARLQTTO.O a Division of Engineering Standards. 20pp 13638 102 
a4X Fitho 50-000.82/05/12,0206260071 


8206070479 Brief opposing IDJ Dross appeal of A5L0 820430 memar andym &i 
order denying Gross request for hearing on Changes 31 &< 32 
to License CEF-l ASLB decision that NRC has no jurisdiction 
Is correct Certificate of 8vc end 

BEROHOLZ, W E Energy. Dept of 82/06/03 Atomic Safety and 
Licensing Appeal Panel lOpp 13374 266 24X Fiche. 50-201. 

82/06/03. 6206070499 


8206100094 Request for reconsideration of decision granting DDE motion, 
for amicus curiae statu* on Change 32 DOE Is already party 
to case Neiu status deprive* petitioner of symmetric 
opportunities of adversary sys Certificate of Svc encl 
DROSS. 1 D Affiliation Unknown 62/06/03 Atomic Safety and 
Licensing Appeal Panel 6pp 13448 867 24X Fiche 50-201.82/06/03, 

8206100094 


8206090025 Forwards corrected Page 7 to DDE brief opposing IDJ Bros* 
appeal of ASLB 620430 memorandum ii order 
BERGHOlZ.W E Energy. Dept of 02/06/04 KDDRE. T 8 . 
JOHNSQNiUR.. EDLES. 0 J Atomic Safety and Licensing Appeal Panel 
Ip 13434 093 24X Fiche 50-201.02/06/04. 6206090025 


DOCKET 50-201 WEST VALLEY R6PRQCE851NO PLANT 
0 Adjudicatory correspondence 


0204300297 Forwards Hr s from NRC to Sierra Club co-Hcansees re 
License CSF-1. Change 32. per ASLB 811231 memOTandurn Sc order. 

Note 2 

HQLFE, J Regulations Division 02/04/29 BRENNER, L . HORRIS.P A , 
HAROQUR.O Atomic Safety and Licensing Board Panel Ip. 12089 165 
247 Fiche 50-201,83/04/29.9204300297 


—6204300306 Ac k receipt of 020326 ttr Ltr constitutes request for 
reconsideration of issuance of Change No 32 
DAVIS.J O Office of Nuclear Material Safety k 
Safeguard*. Director 62/04/26, RESNiKOFFrM Sierra Club Ip. 
12809 166 24X Fiche 50-201.82/04/29,8204300297. 


— Q20'430030a Advises that Sierra Club 620326 show cause petition 
constitutes request for recansidsratlon of issuance af 
Change 32 6 requests views by 02OS17 

CUNNINGHAM. R E Division of Fuel Cycle k Material Safety 
82/04/27 DEUSfER.R, W Nuclear Fuel Services, Inc Isubs of 
Getty Oil Co ) Ip 12BB9 167 24X Fiche 50-201.62/04/29, 

8204300297 


--S2D4300315 Advises that Sierra Club B20326 ehoui cause petition 
constitutes request far reconsideration of issirance of 
Change 32 6 requests views ty 020517 Certificate of Svc 
end. 

CUNNINGHAM, R E. Divisio-n of Fuel Cycle h Material Safety 
02/04/27 LARDCCAj J Mew York. State ofr Energy Research tc 
Devslopoient Administrat 1 on 3pp 12099 160 S4X 
Fiche 50-201,02/04/29.6204300297 


8206010440 Brief opposing IDJ Bros* appeal of ASLB 020430 memorandum 
order denying request far hearing on Change 33 to License 
CSF-l Change 32 immaterial to Bros* basis for request 

does not have /tfrUrfictitfiT W/C*r ti f icate of Svc 
CLEMENTE. G J . CLEMENTE. G J New York, State of. Energy Research 5 
Develagment AdmlnlstratiPn 02/05/24 Atomic Safety and LltensJ 
^06010440*^ 13314 279 24X Fiche . 50-201 . B2/OS/24, 


B206040078 Brief in opposition to ID Bros* appeal ef aSLB decision 
that Commission lacks jurisdiction to considar Bros* 
htaring request Party may not take appeal as to any issue 
nut raised below Certificate of Bve encl 

WOLF, J R Regulations Division 02/05/24 Atomic Safety and 
Licensing Appeal Panel I4pp 13345 324 SAX Fiche 50-201, 


--8206090027 Corrected Page 7 to DOE brief opposing IDJ Dross appeal of 
ABUB 820430 memorandum k order Certificate of 9vc end. 

» Energy. Dept of 02/06/04 Atomic Safety and Licensing 
Appeal Panel 3pp 13434 094 24 X Fiche 50-201. 02/06/04. 

9206090025 


6206140346 Forwards response received from NY 8tate ERDA re statements 
h arguments of Sierra Club on Change 32 to Provisional 
License C8F-1 Ltr to Sierra Club containing Views of both 
co-lic enstes also encl 

CUNNINGHAM. R E Division of Fuel Cycle «< Materiel Safety. 62/06/07, 
OEUSTER.R W Nuclear Fuel Services. Inc tsubs of Getty Oil Co 
2bp 13S09 101 24X Fiche 50-201.92/06/07.0206140346. 


— 0206140352 Responds to request for views on Gierra Club show cause 
petition for reconsideration of Change 32 to License CSF-l. 

Change would terminate authority 8t responsibility of NF8 
upon concurrence of certain events. Urges petition be denied. 

JACKiH A New Yorle. State of. Energy Research t( Development 
Administration B5/05/27 CUNNINGHAM, R E Division of Foul Cycle 
k Material Safety 5pp 13509 103 24X Fiche 50-201,02/06/07. 

0206140346 


‘8206140359 Forwards responses of co-licensees re issuance of Change 
to License CSF-l Addl info requested within IS days of ltr 
receipt 

DAV/IB. J G Office of Nuclear Material Safety 4. 

Safeguards. DlTBctOT 82/06/04 REBNIKDFF, M, Sierra Club, If 
13509 lOB a4X Fiche 50-201.92/06/07.0206140346, 


6206150029 Forward* co-liCensees responses re Issuance of Change 32 
to Provisional License CSF-i, 

DAVIS, J Q Office of Nuclear Material 8afety L Safeguards. Dir ec tor 
62/06/07 RE8NIK0FF,M Sierra Club Ip 13510 319. 24X 

Fiche 50-201,82/06/07.9206150029 


— 9206150032 Responds to request for comment* re Qlerra Club ahnui ciiua« 
petition on Change 32 to License caF-l Petition does not 
provide Uglttmate reason to reconsider or rescind Chanae 
32 

JACK.H A New York, State of. Energy Research 6 Development 
Administration 82/06/04 CUNNINGHAM. R, E Office of NudoflT 
Material Safety k Safeguards. Director 5pp, 13510 334 24X 

Fiche 50-201.82/06/07,6206150028 


82061S0451 Forwards response received from NFS ry statements 4< 
arguments of Sierra Club on Change 32 to Provisional 
Facility OL CSF-l Ltr to Sierra Club w/viewi of 
co-licensee* also encl 

CUNN1NGHAM,R E Division of Fuel Cycle L Material Safety 82/O6/0V 
LAROCCA. J hiew York, 8tate of. Energy Research L Developnant 
AdministTattoix 2pp 13593 074. 24)( Fiche 50-201,82/06/07, 

6206150451 
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Foru^rds "S^atu? Rept on West Valleij Commercial Low l-pvel 
W^ste Dur^al Oraund " 

wolf. J H Regulations Division 82/06/10 BRENNER, L , MDRRI 81 F’ A * 
harbour F il Atomic Safety and Licensing Board Panel Ip Ofl'J 

^4X Flc^e S0'201. 03/06/10, 82061 10079 


- -92061 10003 Forwards "Status Rept on West Valley Commercial Low Level 
Waste Burial Ground, " per B20S21 memo request Copies to he 
sent to AELB ^ aJ 1 parties 

DIRCKS, W J Office of the Exectitivi> Director for Operations 
82/06/08 PALLADINO, N U Commissioners Ip 13465 344 24X 

Fiche 50-20 1,82/06/10,8206110079 


— 0206020439 ''Acoustical Test of Prompt Alerting Sys for San Onofra 
Nuclear Generating Station " 

* WyU Laboratories 02/05/31 29pp 13326 164 24X 

Fiche 50--20 6, 82/05/20. 0206020433 


8206070007 Informs that proposed temporary changes to physical 
security plan are acceptable Period of time mods will be in 
effect must be identified Response requested uiithin 45 days 
of Itr receipt 

CRUTCHFIELD. D Operating Reactors Branch 5 02/06/03 DIETCH. R 

Southern California Edison Co 2pp 13435 305 24X 

Ftche 50-206.82/06/03,8206090007 


--0206110006 ’Status Rept on West Valley Commercial Low Level Waste 
Burial Ground " Certificate of Sve entl 

* Of flee of State Programs, Director 02/06/30 7p p 13465 34'b 
24/ riche 50-201.82/06/10.0206110079 


P Operating license stage documents & correspondence 


32061S0394 Summary of 020510 meeting in Bethesda.MD re waste bu"ial 
ground at facility 

REHFELDT.M R High Level Waste Licensing Management Branch 
02/05/17 DOvle, R R High Level Waste Licensing Management Branch 
3pp 13525 226 24X FlChe 50-201,82/05/17,8206150394 


0206090020 Informs that changes to facility guard ti training 
qualification plan submitted u/uiil 811215 Itr consistent 
w/provisions of 10CFR50 54fpj 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/03 OIETCH, R 

Southern California Edison Co Spp 13435 296 24X 

Fiche 50-206,02/06/03.0206090020 


0206090050 Informs that physical security plan changes described in 
Attachment A to util 011215 Itr are consistent w/provlsions 
of 10CFR5D 54<p) Revised pages incorporating changes should 
be submitted within 45 days 

CRUTCHFIELD, 0 Operating Reactors Branch 5 02/06/03 DiETCH. R 

Southern California Edison Co 5pp 13436 279 24X 

Fiche 50-206,02/06/03,0206090050 


S£061BO<}05 f/oti f icati on of contract e ic e c ut inn , Mod 3 to "West Valley 
Waste Burial " Contractor State Unlv of NY at Storybroolc 
JACOBS. A Research Contracts Branch FIN B-6350 02/06/03 

DAT50N.M , NlCHDLSQN. T Office of Nuclear Regulatory Research, 
Director Ip 13570 037 24X Fiche 50-201,02/06/03,8206100005 


-’82061B0008 Mad 3. extending period of performance to 021231, to ’’Wort 
Valley Waste Burial " 

MAURER, R J New Yort, State Univ of, (Albany 1 MORTON, K V 
Research Contracts Branch PIN B-6350 82/06/03 Ip 135/0 038 

24X Fiche 50-201,02/06/03,0206180005 


X Qnsite Storage of Low Level Waste 


0206110135 Advises that revisions to security plan arc consistent w/ 
provisions of lOCFRSO 54{p)iin response to util 011130-1230, 
tr 020125 Itrs, Plans & amend Identified in util 820401 Itr 
are currently in effect 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/03 DlETCHi R 

Southern California Edison Co 2pp 13465,214 24X 

Fiche 50-206,82/06/03,8206110135 


8206000210 Advises that problems w/five public alert sys sirens have 
been corrected {4 siren operability was confirmed by growl 
testing from control ctrs by 020528 

BASKIN, J P Southern California Edison Go 02/06/04 MlRAOLtA. F 
Licensing Branch 3 Ip 13420 343 24X Fiche 50-206,02/06/04, 

8206080210 


0S:O61 10079 Forwards “Status Rept on West Valley Commercial Low Level 
Waste Burial 'Ground “ 

WOLF, J R Regulations Division 82/06/10 BRENNER, U , MORRIS, P A , 
HARDDUR, j Atomic Safety and Licensing Board Panel ip 13465 343 
24X Fiche 50-201,02/06/10,8206110079 


■8206110062 Forwards "Status Rept on West Valley Commercial Low Level 
Waste Burial Ground," per 020521 memo request Copies to be 
sent to AQLB all parties 

DJ^CKS, W J, Office of the Executive Director for OpBratlono 
02/(36/08 PALLADINO, N J Commissioners Ip 13465 344 24X 

Fiche 50-201,02/06/10,0206110079 


— 0206110006 "Status Rept on West Valley Commercial Low Level Waste 
Burial Ground " Certificate of Sve end 

■* Office of State Programs, Director 02/06/30 7pp 13465,345 
24X Fiche 50-201 , 02/06/10, 02061 10079 


0206170061 EN-82-019 an 020617, natlee of violation notice of proposed 
imposition of civil penally will be issued based on 
violations re positive access control to vital areas 
associated w/ implementati on of physical security plan 
R06AN0, D , LIEBERHAN, J Director's Office, Office of Inspection and 
Enforcement 02/06/14 Ip 13529 290 24X Fiche 50-206,82/06/14, 

0206170061 


0206250120 Forwards notices of violation it proposed imposition of 
civil penalty based on violations Identified in 820110-13 1< 

0208-12 Insp Noncompliance noted in Implementation of 
physical security plan End withheld (ref 10CFR73 21) 

ENGELKEN, R H Region 5, Office of Director 82/06/17. PAPAY,L.T 
Southern California Edison Co 2pp 1362S 324 24X 

Fiche. 50-206, 02/06/17,8206250120 


0 Adjudicatory correspondence 


DOCKET 50-206 SAN ONPFRE NUCLEAR STATION, UNIT 1 
F Security, aiedical, emergency A fire protection plans 


0206090002 Responds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available In PDR 

FELTON, J « Division of Rules and Records 02/05/11 REYNOLDS, N & 
Debevolse I* Liberman 3pp 13454 003 34X Fiche, 50-000, 83/05/1 1, 

0206090002 


8206160096 Order extending time until 030715 for Commission to act to 
review Director's Decision 81-20 

CHtLK, 8 J Office of the Secretary of the Commisiion 02/06/11 
Commissioners Ip 13517 331 24X Fiche 50-206,02/06/11, 

8206160096 


8206160101 Order extending time until 920715 for Commission to act to 
review Director's Decision 81-19 

CHILK, B J Office of the Becretary of the Commission 82/06/11. 
Commissioners Ip 13317 301 Fictf a ' 50-306, 82/06/ lit 

8206160101 


■8206090011 List of facilities completing emergency preparedness 
activities by 810701 

* NRC - Ng Detailed Affiliation Given 02/05/11 9pp 
13454 006 24 X Fiche 50-000, 82/05/11,020 6090002 


--8203110481 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER, O S Division of Technical Inspection 02/01/05 
GRIMES, 0 K Division of Emergency Preparedness Bpp 13454 176 
24X Fiche, 50-000, 82/05/ 1 1 , 0306090002 


8306020433 Forwards "Acoustical Test of Prompt Atertinp Sys for 
San Onofra Nuclear Generating station " 

BASKIN, K P Southern California Edison Co 82/05/28 HlRAQLlA, T 
Licensing Branch 3 2pp 13326 163 24X Fiche, 50-206, 02/05/20, 

8206050433 


P Operating license stage documents & correspondence 


B20604027S Informs that Proposed Change 103, submitted 810505 requesting 
revision to Tech Speesrhas been withdrawn Proposed Change 
105, submitted 81 1234, mod 1 f ies Tech Specs re omitted snubber 
CRUTCHFIELD, D Operating Reactors Branch 5, 02/05/12 DIETCH, H 

Southern California Edison Co 2pp 13354 221 34X 

Fiche 50-206, 02/05/12, 8206040272 


0206200071 Add! response to FOIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App b available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/05/lS MChURRAV, C,. H. 
Kirkpatrick, Lockhart, Hill, Christopher it Phillips 2Bpp 
13630 055 24X Fiche 50-000,02/05/12,0206200071 
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0SO£kO4OllO Foruiard'fi rcspcn&e lo ulll 020224 qu^sticins on dete-rmiTia t> no 
of sampling line losses per regoj remen ts of HUREO-OTS?, 

Item II F 1 re sampling analysis of effluents Empirical 
data on sampling line losses acceptable 

CflUTCHFIELO* 0 Operating Reactors Branch 5 82/0&/-iq DlETrif fl 

Southern California Edison -Co I4?p 13348 309 24X 

Flche a0-2&i., B2/05/13. 8206040110 


02O6O2O36li ForuardS evaluati&n of SEP Topic VHl-4 re adequacy of 
electrical pe-netrat ionsi p er 81D630 request Penetrations do 
not comply w/lEEE Std 317-1976 

KRIEGER'R W SautJtarn California Edison Co S3/05/26 
CfiliTCHFlELO. L Operating Reactors Branch S ISpp 11320 28V * 4 y' 

Flche 50-206 02/05/26.8206020361 


1206100092 Informs of results of evaluation performed on GE. GF/ Vul Vr in 
f Rockbestos cables reporied to have potential pruhlflm<=^ 
per NRC 791119 1 tr fieuforked sertions found satisfactory 
BASitlN K P Southern California Edison Co 62/06/07 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 13552 231 
Fiche 30-306.02/06/07,8206160092 


r1t36090l53 Generic Ltr 82-11 to all LWR reactor plant licensees ^ 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event U/o end 

ElSEhHUT, D 0 Divisi n of Licensing Q2/06/09 HAU5PURQ. A 
Consolidated Edison to of Uew York 13pp 13537 349 P4y 
Ficne 50-000.02/06/09.8206090153 


6206030012 Informs that 620112 draft evaluation of SEP Topics VI 2 Ji-. 
'Mass l< Energy Release for Possible Break Inside 
Containment" & VI-3. "Containment Pressure t Heat Removal 
Capability'* considered final 

PAULSaM^W Operating Reactors Branch 5 03/05/27 DIETCH. 9 

Southern California Edison Co 2pp 13336 347 24!f 

Fiche 30-206.82/05/27,0206030012 


8206240135 Summary of 030514 meeting w/liconsee 6 tjest inq hogsr ri sufe 
shutdaun follpumq postulated steam line break Attendance 
list, agenda li info r* loss of secondary coolant actions 
enc 1 

PAULSON j M A Operating Reactors Branch 5 82/06/09 Op f»r a i H>ii 

Reactors Branch 5 93pp 13599 153 24X Fiche 50-206, 82/06 /<•?. 

0206240132 


9206030194 Informs of results of effort to examine design alternative!, 
which would reduce particulate l< iodine plate-out in gy® Sc 
enable high radiation grab sample to be taken per THl Action 
Item II F I 

BASKIN, K P Southern California Edison Co 83/05/20 
■CRUTCHPIELDj 0 Operating Reactors Branch 5 2pp 13337 291 L/AY 
Fiche 3 0-206 . 82/05 / 23. 0206030 J9 4 


8206030069 Informs that audit on pressuriied thermal shock will be 
conducted during uilc of 820614. per 820422 ltr Audit will 
review completion of revised operator training procedures 
BASKIN. K P Southern California Edison Co 82/06/01 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 13336 333 
Fiche 50-506. 82/06/0 1 . Q206030Q69 


62u6l801Q4 Infoimg that application for Amend 102 to DPrt-13 re 
rechanical snubber surveillance testing criteria based on IE 
Oulletln 01-01 will be modified to reflect use of Crmne) in 
situ testor as discussed in DO Eisenhut 010323 ltr 
BASKIN. K P Southern California Edison Co 82/06/10 
CROTCHriELD, D Operating Reactors Branch 5 Spp 13552 173 » 4X 

Fiche 50-206.82/06/10.0206100104 


6506210498 Discusses fee determination for Amend llO to Hcenufi 
DPR-t3 re Qrganiistion changes Proposed change should be 
considered Class I fee category Refund owed to util 
BASKIN, K P Southern California Edison Co 03/06/10 MlLl E«. H 
License Fee Management Branch 2pp 13568 351 24X 

Fiche SO-1'06. 82/06/10, 8206210498 


8206030085 Confirms telcon coirmitmervt bo modify Tech Spec Section 4 5-1 
re safety injection sys hydraulic valve testing surveillance 
requirement to permit performance of test during plant 
startup Proposed change will be submitted by 820623 
BASKIN, K, P Southern California Edison Co 82/06/01 
CRUTCHFIELD. D Operabing Reactors Branch 5 Ip 13336 330 24X 

Fiche SO-206. 83/06 / 0 1 . 820 603008 5 


8206240177 Fdruards safety evaluation opposing 820405 Proposod Icili 
Spec Change 109 to modify min allowable pH acceptance 
criteria fur performance verification testing of containment 
sumo post-accident pH control sys 

CRUTCHFIELD^ 0 Operating Reactors Branch 5 82/06/10 DIETIM.H 

Southern California Edison Co 2pp 13599 337 24X 

Fiche 50-206.82/06/10,8206240177 


0206030179 Subrsiti addl info re NURGO-0737, Item II S 1, “RCS Veuis, " 
in response to NRC 020316 ltr 

BASKlNiK P Southern California Edison Co 02/06/01 
CRUTCHFIELD. D Dperating Reactors Branch 5 6pp 13337 336 24X 

Fiche 50-206. 82/06/0 1 . 0206030 i 79 


6206080181 Notification of 820603-04 meetings w/utit 6 ONL in Sait biequ 
County.CA to review In-plant training programs operating 
procedures for pressurised thermal shock 

PAULSON. M A Operating Reactors Branch 5 82/06/01 CilUTCHFIfcLD* Ij 

Operating Re a c tars Branch 5 2pp 13442 048 S4X 
Fiche 50-206. 02/06/01.8206000101- 


6206040307 Provides updated schedule for imp Lenenta tion of mods re 
cPBpenents of auitllary feedwater sys installed as control 
grade equipment as part of TMI requirements for automatic 
initiation (itim II E I 2) 

BABKlNiK P Southern California Edison Co 82/06/02 
CRUTCHFIELD. 0 Operating Reactors Branch 5 3pp 10330 3S3 S4X 
Fiche 30-206.82/06/ 02 *820604030 7- 


0206090166 Forwards "Bteais Genera ter Integrity Conslderat Ions for Ban 
Onofre Unit l Following Poituiated Steam 6 Feurtine Breaks." 
in response to HRC 820420 Hr. 

BASKIN. J P Southern California Edison Co- 82/06/D3 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 13435 319 LMX 
Fiche 30-206. 82/06/03. B2Q6090 166 


— 0SO4O9O169 *St.« Integrity Con..(),r.tl>n. for S.n Uno.ro 

Unit I Fon owing Postulated Steam li FaedHne Breals. " 

BAHFORDiN-H Nest Inghoust Electric Corp 02/03/31 16pp 
13435,321 24X Fiche, 50-206. 82/06/03, 8206090166 


02060^78 Forwardi Mnal safety evaluation re SEP TopU VI 1-03, "Syi. 
Required for Safe Shutdown Conclusions hove been modified 
BaiU for revision is discovery that component coolino water 
jAULeoH*!* '‘"•i .rlUrloS 

I?'.*' ?*"?,?•***;'■* ®- ea/0*/0. 01ETCH,R. 

Southern Gallfoenii Edtpon Co 4pe. 13420,146 24X 

n c h e ; 00 -206. B3/06/O4 i 0206000270. 


e2OW0lJI Submit, status of bM4E0-0737* tteipi l.A i 3 I, 

1 ?* S' 1.5" 0. 1,3. tl K a, 30, IL K 3 31, 

A a 8 a< til D.3 4. 

Cali forma Edison Co e2/06/04, 
CWl^W^E^iO Operating Reactors Branch 5, 4pp 13438 321 
Fiche. 50 - 206 rS 2 / 06 / 04 . 0206090161 , 


— Q2062401B1 Safety evaluation opposing 820405 Proposed Tech Bp n 
Change 109 to modify min allowable pH acceptance criteria 
for performance verification testing of containment sump 
post-accident pH control sys 

« aouthern California Edison Co 82/06/10 3pp 13599 339 ?4< 

Fiche 30-206,82/06/10.8206240177 


8206240239 Discusses proposed change to Tech Spec 4 2 3 to perml* 
safety Injection sys hydraulic valve testing during plant 
startup when plant shut down at time testing required 
Concurs w/proposed change to place unit in Modes 3 or 4 
CRUTCHFIELD. D Operating Reactors Branch S 82/06/11 DinTiTL K 
Southern California Edison Co 2pp 1339/ 306 24X 

Fiche 50-206, 82/06/ 1 1.8206240230 


8206240V93 Summary of 820511-13 meetings u/ut 11. Bechtel 8« CnmputP^^ ijt 
site re masonry wall audit Limited dynamic tests conducted 
to verify masonry quality Results indicate walls not 
adequate Hall mods scheduled 

PAULSON, N A Operating Reactors Branch 5 82/06/14 Operai Inp 

Reactors Branch 5 4pp 13599 094 24X Fiche 90-206.02/06/14. 

8206240193 


8206290604 Requests that only sditorlal errors to transcript of 
ffleeting.as discussed in util 020607 ltr. Pages 2-4. he 
correc ted 

CRUTCHFIELD. D Operating Reactors Branch 5 92/06/14. NAHDi /S H 

Alderson Raporting Ip 13658 122 24X Fiche 50-206.02/06/14. 

8206290604 


02O617OO76 Agrees to provide matl necessary to comply u/08O5lO rrqurst 
re implementetlon of NOREO-0737. Items I A 2 1 on operator 
training & TI B 4 on training to mitigate core damage by 
820620 

KRIEOERfR V flouthern California Edison Co 82/06/15. 

CRUTCHFIELOx D, M Operating Reactors Branch 5 ip 13529 362 iift* 
n Che 50-306, 62/06/1 3. 6206 1 TOO 76 


0206170129 Confirms telcons held during wk of 920607 re plans to 
acceierats enhancement of facility earthquakf resistance 
Implementation plan, including scops of work <« schedule for 
compUtlon of upgrade will bq submitted during wk of 020621 
BA8KIN, K D Southern CaJ if ornla ' Ed ispn Co, 02/06/15 
CRUTCHFIELD, D Operating React97S Branch 5 2pp 13530 233 
Fiche- 50-^206. 82/06/13, 0806170129. 
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520*21000* notification of 820*22 meeting lu/util in □ethesda. MD to 
discus? confirmatory info ro appropriate free motion for 
seismic reanalysttt 

PiAULSan.W Operating Reactors Dranch 5 82/0*/J5 CRUTCHFI a D. tl 

Operating Reactora Branch 5 2pp 135B3 012 24X 

F 1 c he 50 -20*< 82/0*/ 1 5. 820*21000* 


8206250l’?B Summary of a20t??0 meeting u/util, c onsul tant% V media rc 
original seismic design basis capability Concerns remain on 
large stress values repoi ted in 800423 Itr Viewgraphs end 
rAULSQljjU Operating Reactors Dranrh 5 02/0*/2i Operating 

Reactors D^-anch 5 *7pp 13*1* 322 34X Fiche bO-506, e2/0*/,'i, 

020*250170 


820*3001*5 Notifies that proposed electrical design mods * draft loth 
Spec changes re degraded grid protection for Class IE power 
sgs are acceptable Proposed Tech Spec changes should be 
submitted *0 days prior to completion of mods 

CRUTCHFIELD. D Operating Reactors Branch 5 82/06/23 Dl ETCH, II 

Southern California Edison Co 2pp 13*94 23B 24X 

Fiche 30-206, 32/06/23, 0206300169 


^-020*3001*7 Safety evaluation supporting proposed electrical denign mods 
V draft Toch Spec changes re degraded grid protection for 
Class IC power sys 

< Office of Nuclear Reactor Regulation* Director 32/06/23 *pti 
13634 240 24X Fiche 30-206,83/06/23,8206300163 


-8206300167 "Technical Evaluation Rept on Proposed Design Mods Ik lech 
Spec Changes on Grid Voltage Degradation for San OnoFre 
Muclear Generating Stat i dti. Uni t 1 

SELAN* J C Lawrence Livermore Laboratory FIN A-0250 
UC[D-!9i30 83/05/26 NRC - No Detailed Affiliation Oivon 

l*pp 13*94 24* S4X Fiche 50-20*. 62/06/23* 6206300165 


820*3002*2 Forwards SEP position re consideration of inelastic retponsr 
using NUREO/CR-009B ductility factor approach as part of 
seismic reanalysiQ programs, 

PAULSON* U Operating Reactors Branch S 82/06/23 DIETCH* R 
Southern California Edison Co *pp 13*32 329 24X 

Fiche 30-20*. 62/06/23. S2D63D0262 


020*260505 Forwards proposed Implementation plan for acceleratinp 
structural upgrade to withstand 0 *7 g ground motion* 
consisting of scope of ac tiviti es. schedul o for analysis t( 
mods Ic licensing mi lestones* per 620*15 Itr 
BASKIN* K P Southern California Edison Co 62/06/24 
CRUTCHFIELD* D Operating Reactors Branch 9 Ip 13*26 102 24X 

Fiche 30-206*02/06/24*620*200903 


— 620*230511 Implementation plan for accelerating structural upgrode to 
withstand 0 67 g ground motion 

a Southern California Edison Co 62/06/24 23pp 13636 103 
24X Fiche 50-206*82^06/24*8206280503 


6306300172 Requests comments within 30 days of Itr date on end draft 
evaluation of SEP Topic 1 1 1-4 Q* "Turbine Missiles " 

PAULSON, W Operating Reactors Branch 3 82/06/24 DIETCH* R 

Southern California Edison Co 7pp 13653 356 24X 

Fiche S0-S06* 82/0A/24i 8206300172 


920*290414 Forwards application for Amend 106 to License DPR'13 rr 
proposed change to Tech Spec 423* "Safety Injection Sys 
Hydraulic Valve Testing (Surveillance Requirement) " 

PAPAY, L T Southern California Edison Co 82/06/29 DENTON* H R 
Office of Nuclear Reactor Regulation* Director ip 13*34 271 24X 

Fiche 90-206*82/06/29.8206290414 


— 8306290416 Application for Amend 106 to License DPR-i3 re proposed 
change to Tech Spec 423* “Safety Injection Sys Hydraulic 
Valve Testing (Surveillance Requirement) " Certificate of 
Sve enc 1 

PAPAY*L T Southern California Edison Co 82/06/25 lOpp 
13*34 292 24X Fiche 50-206*62/06/25,6206290414 


3206300139 Informs that eiiotmg anchorages of safety-related 
electrical equipment in control room adequate* based on 
review of calculations 6 design margins using actual floor 
response spectra* as discussed in 820412 Itr to NRC 
BASKIN. K P Southern California Edison Co 62/06/26 
CflUTCHFlFLD* D Operating Reactors Branch 5 Ip 13659 296 24X 

Fiche 50-206* B2/06/2B, 8206300139 


O Inspection reports* IE Bulletins 6 correspondence 


0206020479 Forwards IE Insp Rept 50-206/82-14 on 820419-22 No 
none amp 1 lance noted 

BISHOP* T Vi Division of Resident* Reactor Project 8^ Engineering 
Programs 02/09/11 PAPAy,u T Southern California Edison Co 
2pp 13325 207 24X Fiche 90-206*03/09/11*8206020479 


—8204020486 IE Insp Rept 50-206/82-14 on 820419-22 No noncomp 1 lanco 
noted Major areas inspected const activities associated w/ 
setstnic upgrading of tuibine bldg, eddy current testing of 
steam generator tubes S. inservice insp 

WAGNER* U J * ECKHARDT, J H Division of Resident* Reactor Prpjact I* 
Engineering Programs 82/05/10 5pp 13325 209 24X 

Fiche 50- 20 6*82/05/11. 0206020479 


620604016* Discusses NRL 820512 meeting w/util re steam generator insp 
program Resolution of foreign objects 8* program for 
inspecting steam generator tubes in region of flow slots in 
generators A C required 2 wits prior to scheduled restart 
CRUTCHFIELD, D Operating Reactors Branch 9 B3/09/14 DIETCH. R 

Southern California Edison Co 2pp 13360 112 24X 

Fiche 90-206.82/05/14*0206040186 


820*000197 Forwards IE Insp Rept 50-206/82-15 on 020401-30 (< notice 
of violation 

STERNBERG. D M Division of Resident* Reactor Project it Engineering 
Programs 02/09/20 PAPAY.L T Southern California Edison Co 
2pp 13420 229 24X Fiche 90-206.62/09/20,020*000197 


— 0206080200 Notice of violation from insp on 820401-30 

ZWETZIGiG Q Division of Resident* Reactor Project h Engineering 
Programs 02/05/20 2pp 13420 231 24X Fiche 50-206* S2/0S/P0* 
8206080197 


— 0206000204 IE Insp Rept 50-206/02-15 on 020401-30 Noncompl iance noted 
failure to perform sprinkler/spray sys surveillance tc 
inadequate core power distribution limits surveillance 
procedures 

MILLER. L * ZWET2IG.G B DlvlsiDn of Resident* Reactor Project & 
Engineering Programs 62/05/19 lOpp 13420 S33 24X 

Fiche SO-206, 02/05/20, 0206000 1 97 


0206040171 Forwards IE Safeguards Insp Rept 50-206/88-01 on 02O11 Oj 12 fit 
0208-12 

SPENCER.Q S Division of Radiological Safety it Safeguards Program 
82/05/25 PAPAYrL T aouthern California Edison Co 2pp 
13359 001 24X Fiche 50-206.62/09/25*0206040171 


—6206040179 IE Insp Rept 50-206/02-01 on 620UO, 12 b 0209-*12 
Noncompl lance noted watchmen did not have written security 
procedures it failure to respond to all intrusion alarme. 

Details t* notice of violation withheld (ref 10CFR73 21), 
M0RTEN6EN.W P * SCHUSTER* M D Division of Radiological Safety tt 
Safeguards Program B2/03/2* 2pp 13359 003 24X 

Fiche 30-206*82/09/29,8206040171 


8202040147 IE Info Notice 02-19. "Notification of NRC " Bve U»t end 
DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 82/09/20 107pp 1342* 075 24X 

Fiche 50-000,02/05/28*8202040147 


8204210370 IE Info Notice 02-16* "HPCI/RCIC High Steam Flow Sotpolnts " 
Sve list end. 

JORDAN* E L Division of Engineering it Ouality Assurance, 02/05/28, 
t03pp 13440,2*4 24X Fiche 90-000.62/05/28*0204210376 


8206030149 Advises that lE Insp Rept 50-206/82-06 dfcd 820300 has barn 
cancel ed 

QEIERLE«C Region 5, Office of Director 62/05/28 NRC - No 
Detailed Affiliation Given Ip 13337006 24X 

Fiche 90-206.82/05/20*0206030147 


82042103GO IE Bulletin 62-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants ” 

6vc list end 

DEYOUNG.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 190 24X 

Fiche 90-000* 82/06/02, B2O421D30O 


020*250239 Forwards documentation presently on file re possible 
overexposure to util employee IE Insp Rept 50-206/62-03 
util 820324 response to violation end W/o end 

HOOK* H E Division of Radiological Safety Safeguards Program 
82/06/0B STUHFF.M Industrial Claims Service 2pp I'lAi n7' 
24X Fiche 50-206.62/06/00.820*290239 


8206280376 Forwards IE Insp Rept 90-206/82-16 o” 
noncomp liance noted 

STERNBERG, D M Region 9. Office of Directo 
Southern California Edison Co 2pp 
Fiche 50-206.02/06/00*8206280376 


—8206200306 IE Insp Rept bO-«iU*/Uc;-ia on « >- r - 

noted Major areas inspected c irculars* procurement program* 
race 1 pt* storage it handling of equipment 6 matle program 
HORNOR.JW , ZWET"-"* " " *? oP Director 62/06/0? 

8pp 136*"'' 
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e2CA3i03B3 l£ Inf O' Notice 
end 

.GRDAN. E L Division Of 
iOipP 13675 3^9 2« 


B2'17« “OverpTfissur liat J on of RC9 
Englneeritig *■ QuaUti; Assurance 

F i f he 30-000. 92/06/ 1 1 . 6 2.042 1 0303 


" Svt lUt 
82/06/11 


3c 3042J05B'^ Info Nnikce 82-10, ''Ascessnent 
Matl Workers " Svc list end 
OEvouNC.P C Director s Office, 

EnforCErtent 02/06/11 I20pp 13675 109 

Fiche 50 - 000 , 92 / 06 / 11.9204210304 


of Intakes of Radiopctlvo 

Inspection and 
34 K 


8206090103 Forwards LER 02-'Ol3/OlT-O Detailed event anal^eli tuto-xH 
RAV, H 0 Southern California Edison Co 02/06/01 EK9ELK.Eh„F H 
Rejjlon 9, Office of Director 2pp 13438 341 24K 

Ficho 50-206.82/06/01,0206090103 


■0206090109 LER 02-Ol3/OlT~O an 81 1002, rehea ter sump dtic^ar^id ie 
circulating water outfall Midpoint & endpoint eample# not 
collected Caused bg rapid tote of discharge 6 tn«ip«rl«nc« 
of temporary chemistry f or eman 

RAV.H 0 Southern California Edison Ca 02'/O6/Ol Region ! 
Office Df Director Ip 13438 343 24X Flcho 90',j()6h fl-J/Ob/Ol 

6S06090103 


a;ot230120 FOT»a^d, n»t.c« ''>“‘«‘>“\VlS‘’;rS50uS‘ll‘r 
rivji penalty based on violations identified in 03OUO 12 

0208 -i 2 imp rJoneompUance noted in 
physical security plan End withheld (re * 0 CFR 73 2 
E( 1 GELKE! 1 .R H Region S, Office IJi 

Southern California Edison Co 2 pp 13630 3 24 a 4 X 
FiCbE 90 - 206 . 62 / 06 / 17,8206250120 


B206090111 Provides addl Info for LER 03'004 rw injectlnti of lodi'L 
hypochlorite into cooling water sgs above allouablo Unit, 
initially reported 020204 Qys components found to function 
correctly By« will be continuously monitored 

RAY, H n Southern California Edison Co 02/06/01 f r<iJL I f rf4i K 
Region 5, Office of Director app 13439 342 24)( 

riche 90-206,02/06/01,8206090111 


S? Perlolic apErating i eports 1. related 


0306010368 Foruards ffionthly operating 
RA/, H B Southern Callfotnie Edison 
rtanagenert and Program Analysis Ip 
Fiche 50 -,i06> 02/ 09/ IS. 82060 10363 


rept foT Apr 1902 
Ce ea/09/l2 
1330 J 32 9 24 X 


Office of 


920610007Q RO 02-007 re failure of four feudwatnT oys pipe supp-crl 
Pinal rept cannot bo completed by 020601 due date 
Metallurgical analysis revealed excessive sldegin* movojtiarii 
of 10"lnch feedwater line resulted in fntigue cracking 
RAY.H U Boutbern California CdlBOn Co OS/06/01 I fign W. ft 
Region 9, Office of Director Spp 13448 3Hi 24K 
riche 90-206,03/06/01,0206100070 


-8206010369 Hontbly operating rept for Apr J9B2 

raID^.T Southern California Edison Co 92/09/06 3pp 
13301 329 24K Flche 50-206, 92/05/12,8206010369 


5 Reportable uccurrervces. LERs V related correspondence 


&2ObOlO420 RQ 82-013 on 811002, liquid waste release uas made from 
reheater pit sump u/o passing through radwaste monitor 
Channel R-1218 Discharge tnaintelned below limits set by 
lOCFflSO Written rept wiJi be submitted by QSOiOt 
RAV.H 0 Southern California Edison Co 02/09/19 ERGELKEN, R II 
Ragiari 5< Office of Director 2pp 13313 230 24X 

Flche 50-206.82/05/19,8206010420 


0206010565 Forwards LER 81--055/01 X-l Detailed event analysis submitted, 
FiaYiH B Southern Californii Edlscn Co 82/05/19 ENGELKENiR II 
Region 5, Off ice of Director 2pp 13315 242 a4X 
Fiche 50-206.02/05/19,8206010565 


— B2060I0576 LER 81-025/OlX-l on SI 1025, during cold shutdown valve 
testing, ball valve CU-534 did not close autcmatically on 
inittatien on 011101. valve CV'^lO? did not close Caused bg 
sticking re lags in closing circuit Relays replaced. 

RAY. K B Southern California Edison Co 02/03/24 Region 5, 
Office of Director Ip 13315 244 24X Fiche 50-S06, e3/09/l9« 

0206010565 


0206010545 HO 02-012 on 020513, two of three boric add flowpaths 
discovered inadvertently isolated at same time during maint 
for 3-dag period, from 820510-13 Prompt notification occurred 
on 8205t4i not 020513 as originally reported 

RAV.H B Southern California Edison Co 02/09/24 ENOELKEN.R. II 
Region 5. Office of Director 2pp 13311 393 24X 

Fictie 50-206.02/05/24.0206010349 


B2062l063t RO 08-016 on 020609, ml xod-bed demi nera 1 1 tni ihargsdi sdi 
rosin placed in avc w/o following required prncetlur-e, 
resulting in dilution of baron concenlrnt ion No nilvurse 
impact on public safety LER will be sent within 14 days 
RAY.H D Southern California Edison Co 02/06/10 iMDnrtn.i 
Region 5, Office of Director Ip 13361 12D IMY 
Flche 90-206, 88/06/10,0206210631 


T Hearing transcripts on non-ant I trust maitero 


0206140090 Forwards corrections to transcript of IWD’JJO nealinf 
DsthesdarMD re seismic reanaigsis 

DABKiMiK P Southern California Edison Co OJ/<)6/0/ vtAMD. ^ 
Alderson Reporting Ip 13403 046 84H Fiche *>0 ,.*^16 

0206140090 


—0206140091 Corrections to transcript of 020380 meellnp in 
re sDlsmic reanalysis 

» Bfluthsrn California Edison Co 02/06/0/ 4pp rieil k 0 
Flche 90-806,08/06/07,0206140090 


02O6S4Q3OQ Informs that some proposed changes it> etsekhr'l 

transcript are considered substantive in nature 6 ahn,,|if eg 
addressed in clarification itr Alderson Repovtmy Uvm wlli 
be asked to correct only editorial errors 

CRUrCKFIEUO, D Operating Reactors Branch 9 U8/0A/M mu 

aouthern Cellfornia CilUon Co 2pp 1399/ Oin J4t 
Flche 50-206,02/06/14,8206840300 


DOCKET 50-213 HADDAM KECK PLANT 


F Security, medical, emergency I, fire protection p 1 ai'» 


0206070848 Forwards LER 82-0l2/01T''0 Detailed event analysis submitted 
RAV.H 0 Southern. California Edison Co 83/09/20 ENOELKENiR H 
Region 5, Office of Director Spp 13397 360 24X 

Fiche 50-a0fa, 83/05/39,0206070040. 


•^“0206070050 LEr 08-O12/O1T-O on B20510, charfi Ing pump suction cross-tie 
valve 237-4^048 closed to repair flange leak on valve 
CV-406B Deficiency identified & corrected 820513 Caused by 
closing of valve in charging pump suction 

RAY.H B, Southern CalifoTnla Edison Co 02/05/20 Region 5, 
Office of Director ip 13387 362 24X Fiche 50-206.08/05/80, 

8206070849 


8206070053 Forwards LER 82-01 4/03L-0 D» talked event analysis 
submitted 

RAY.H 0 Southern California Edison Co 02/06/01 ENOELKEM,{| II 
Region 5, Office of Director 3pp 13368 200 24K 

Flche 50-806,82/06/01,8206070053 


— 8206070057 LER &2-014/03L-0 on 820429 • four snubbers Identified as 
having empty reservoirs Upon further testing. one snubber 
failed to pass stroke test Caused by eicassive hydraulic 
fluid leakage Snubbers rebuilt 

RAV.H 0 Southern California Edison Co B2/06/QL Regloi, b, 
Office of Director Ip 13368 811 S4X Fiche 50-206,82/06/01, 
B20607Q053 


8206190016 Respond « to FDIA request for documente re atren « 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites In UU lorvarae 
documents listed in App A 

FELTON, JM. Division of Rules and Records (ja/04/*|i -WA,^. 

Public Interest Research Oroup, New York 7pp I OID 
PUhe. 80-000, 08/04/21,030619001 6 


—0201200541 Petitions for limited exemption from llei kirn Sv 
to iOCFRSO, requiring Installation of prompt tint l f a l « on 
by 020201 6ys will be installed by 02OBO1 
CQUHBIL,H. 0 Connecticut Yankee Atomic Pouier Ln 
DlRCKSiH J Office of the Executive Director for 
Upp i3924‘O0B. 84X Fiche. 90-000, 02/04 /J2 1, O./rtAlIHr'ikfe 


—8203040500 Bubmits lift Of facilities that have fillea #e« 
requests from 02OSO1 prompt notification deadlihe 
Exemption requests will be denied 
EIBENHUT,D 0 Division of Licensing 0a/OS/O3 

Office of Nuclear Reactor Regulation, Director 3p» I 
24X Fiche. 90-000, 02/04/21,0206190016 


•82061 3006Q Forwards draft Hrs to Ucanseof in rvs»(.^«a 
extthption from 830301 deadline for Instollallun af 
notification sys^ 

ECHWART^iiE. A. Emergency Freparedness Davalnpmeit | 6r.a.Aizi 
020801) 02/01/31 CRDTCHriELD. D aparating fleaca^rl 

4 pp 13524 161. 24 )f Fiche. 50 - 000 , 02 / 04 /a I ^ 
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C?06l50075 Forwards draft I fcr to licensee 4n response to request for 
etemption f 1 om D20^01 doadlino from prompt notifitatlon sy? 
tnsta Hati on 

SCHWARTZ. S A Emergency Preparedness Development Branch (Pre 
920?01> Q?/0I/37 CPUTCHFrELD. D Dpereting Reactors Branrh h 

3pp 135?4 223 24X Fiche ^0-000.62/04/21,8206130016 


‘-020^150080 Requests reconsideration of util request for exemption from 
620201 deadline re implementation of prompt notification 
ays Current state of emeigenty preparedness adequate 
Related info end 

CQUNSIL.W G Connecticut Yankee Atomic Power Co COUNBll . W G 
f^ortheast Nuclear Energy Co (subs of Northeast Utilities) 

93/02/09 PAULADINOiN Commissioners 3pp 13324 335 24X 

Fiche 50-000. 82/04/21 8206150016 


-■9206150079 Status of prompt notification sys 

^ NRC - No Detailed Affiliation Given 82/03/09 Ip 1352S 154 
24X Fiche 50-000,82/04/21,8206150016 


0^06090002 Responds to FQIA request for documonts re CommlBsion 
decision to extend deadline for Hcenseea to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J (1 Division of Rules and Records 02/03/11 REYNOLDS, N U 
Debevoise & Liberman 3pp 13434 003 □4X Fiche 30-000, 82 /OD/1 1, 

8206090002 


- 0203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DlRCi<S,W J Office of the Executive Director for Operations 
82/01/26 Commissioners 2pp 13454 164 SAX 
Fiehe 50-000,82/05/11,8206090002 


8206020036 Requests confirmation of end 820322-30 tclcon records re 
NUREO-0737 Items II F I 4, '’Containment Pressure Monitar", 

II F 1 3, ’‘Containment Water Level Monitor" 8c II F 1 6, 

“Containment Hydrogen Monitor" 

CONNER, E L Operating Reactors Branch 3 8S/05/14 CDUNSIL.W, 0 

Connecticut Yankee Atomic Power Co I8pp 13333 301 24X 

Fiche 30-000,82/03/14,8206020038 


8206040373 Comments on NRC evaluation of BEP Topic Ill-iO D, "Pump 
Flywheel Integrity " Util intends to remove paint from 
flywheels in order to permit magnetic particle exam on 
accessible surfaces of flywheels during future insps 
COUNSlL, W G , CAGNETTA, J P Connecticut Yankee Atomic Pawer Co 
82/05/25 CRUTCHFIELD, D Operating Reactors Branch 5 Spp 
13354 320 24X Fiche 50-213,82/05/25,8206040373 


0206040136 Forwards amended "Pump Testing Program," as part of 
inservice Insp (t testing program 

COUNSlL, g O , CAGNETTA, J P Connecticut Yankee Atomic Power Co 
82/05/26 CRUTCHFIELD, D Operating Reactors Branch 5 2pp 
13344 269 24X Fiche 50-213,82/05/26,8206040136 


— 820o040l46 "Pump Testing Program " 

» Connecticut Yankee Atomic Power Co 82/05/31 lOpp 
13344 271 24X Fiche 50-213,82/03/26,8206040136 


0206100293 Forwards oddl info requested by NRC 8203L6 & 19 Itrs re TMI 
Action Item JI 0 1, "RCS Vents " 

CDUN3IL, W G Connecticut Yankee Atomic Power Co COUNSlL, W 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

82/06/02 CRUTCHFIELD, D Operating Reactors Branch 5 CLARKtfl A 
Operating Reactors Branch 3 l6pp 13451 343 24X 

Fiche 30-000, 82/06/02, 0206100293 


- 3203110481 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER, G S Division of Technical Inspection 02/01/05 
GRIMES. D K Division of Emergency Preparedness 0pp 13454 176 
24X Fiche 50-000.02/05/11,8206090002 


--820609008Q Provides i mp 1 emente 1 1 on status of prompt notification ays 
for facilities Eight licensees failed to meet 820201 
deadline 

DlRCKSi M J Office of the Executive Director for OperatiDno 
82/03/04 PALLADINO, N Commissioners Ip 13454 196 24X 

Fiche 50-000,82/05/11,0206090002 


—8205060494 Forwards monthly status rept of licensee Implementation of 
prompt notification sys 

DiRCKS, W J Office of the Executive Director for Operations 
02/03/30 PALLADINO, N J Commissioners 2pp 13454 232 24X 

Fiche 50-000, 05/03/11, B206090002 


6206170339 Advises that Amends 30 46 to License DPR-6i issued nn 

790220 1. 020129 incorporating security plan & guard training 
t qual 1 f i cat! on plan into license satisfy SEP Topic XIlI-D, 
''Safeguards/l ndustr ial Security " Topic complete 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/10 COUNOILiHG 

Connecticut Yankee Atomic Power Co 2pp 13531 136 24X 

Fiche 50-213, 02/06/10.0206170339 


82G62S0272 Responds to 620212 Itr re changes to plant physical 
security plan Changes acceptable 

CRUTCHFIELD, D Operating Reactors Branch 3 82/06/10 CDUNOlLiWC 

Connecticut Yankee Atomic Power Co 2pp 13617 189 24X 

Fiche 50-213, 82/06/ 1 8> 0206250572 


D206240242 Discusses NRC review of fire protection capabilities of all 
operating reactors for compliance w/lOCFRSO 40 & App R as 
Multi-Plant Action Item B-41 SEP Topic IX-6, "Fire 
Protertion. " encompassed by 0-41 h considered complete 
CRUTCHFIELD, 0 Operating Reactors Branch 5 92/06/22 COUNajL»W G 

Connecticut Yankee Atomic Power Co 2pp 13597 292 24)^ 

Fiche 50-213, 82/06/22,0206240242 


F Operating license stage documents ^ correspondence 


0206160368 Forwards response to Generic Ltr 02-10 requesting info re 
implementation dates for selected Till action plan items in 
NUREO-0737 

COUNSlL, W Q Connecticut Yankee Atomic Power Co COUNSlL, H Q 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

02/06/04 EISENHUT, D G Division of Licensing 102pp 13512 073 

24X Fiche 50-000.82/06/04,9206160360 


8206170074 Forwards evaluation of BEP Topics 11-4 it 11-4 B No capable 
faults or unique geologic features that would indicate that 
spectrum proposed for site inadequate or needs special mods 
CRUTCHFIELD, D Operating Reactors Branch 5 02/06/04. CGUNOJL, W G 

Connecticut Yankee Atomic Power Co 22pp 13530 037. 24X 

Fiche 50-213,02/06/04,8206170074 


0206170179 Forwards evaluation rept of SEP Topic IX-3, "Station Sve 
it Cooling Hater 6ys " Licensee should verify that 
motor-operated valves relied on for sys Isolation have fail 
close design 

CRUTCHFIELD, D Operating Reactors Branch 3 02/06/07 caUNaiL,W O 

Connecticut Yankee Atomic Power Co ISpp 13334 143 24X 

Fiche 50-213,82/06/07,8206170179 


8206090153 Generic Ltr 82-11 to all LWR reactor plant licensees U 
applicants re transmittal of NUnEG-0916 relative to 
restart of RE Glnna Rept documents findinps re cause of 
event W/o end 

EISENHUT, DO Division of Licensing 02/06/09 HAU8PUR0, A 
Consolidated Edison Co of New York 0PREA,J Northeast Utilltiefl 
Service Co DI8E, D P Niagara Mohawk Power Corp i3pp 13057' 349 
24X Fiche 50-000,02/06/09,8206090153 


8206300303 Forwards "Natural Circulation Test at CT Yankee Nuclear 
Power Plant," demonstrating ability of facility to undergo 
sustained natural circulation cooldown w/o formation of 
steam bubble In reactor vessel upper head region 
CPUNSIL, W 0 Connecticut Yankee Atomic Power Co. 02/06/09. 
EI8ENKUT. D 0 Division of Licensing 2pp 13650 005 24X 

Fiche 30-213,92/06/09.8206300303 


--B20630030B "Natural Circulation Test at CT Yankee Nuclear Po' 
a Connecticut Yankee Atomic Power Co 82/03/31 40pp 
13630 007 24X Fiche 50-213,02/06/09,8206300303 


8206580071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App D available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rule* and Records 82/05/12 MCMURRAV, C M 
Kirkpatrick, Lockhart, Hill, Christopher & Phillips 28pp 
13638 055 24X Fiche 50-000.02/05/12,8206280071 


8206170234 Forwards supplemental info in response to Generic 
re status of NUREO-0737, J terns 11 B 2, "Plant Shielding* *' 

11 B 3, ’’Post-Accident BampHng," II F 1 1, II F 1 2 S( 

11 F 1 6, "Effluent 6 Hudrogen Monitoring " 

CQUNSIL, H 0 , FEE, H F Connecticut Yankee Atomic Power Cc 
COUNSlL, W G Northeast Nuclear Energy Co (subs of North 
Utilities) 82/06/10 EIEENHUT.DO Dlvl Sion of Licensl 
13533 013 24X Fiche 50-000,82/06/10,8206170234 


--8103020313 Updates 001222 memo re decisions for degraded coaling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misop oration provided 
MEDEIRO81 M 8 Reactor Systems Standards Branch 01/02/02 
ARLOTTO, O A Division of Engineering Standards. 20pp 13630* 102 
24/ Fiche 50-000,02/05/12,0206280071 



B206210633 Applicatnjrv to dAvend License-s DPR-AS* DPR'6 1 OPR-21 . 
r»viiing ETS to r«Flect organl zat iana 1 title changes tt 
revising upper range of Intatce Udter fctfmp for Hadiam Neck 
COUNSJL'N O Connecticut Vankee Atomic Pouer Co COUNSIL>U G 
Northeast Nuclear E'nargy Co Isubs of Northeast UtiHties) 
82/04/11 CRUTCHFIELD. D OpHratlng Reactors Branch 3 CLARK, f I A 

Operating Reactors Branch 3 3pp 133A1 074 24X 

FUhe 30-000,02/06/11.8206210633 


--8206210638 Proposed revision to GTS Section 5 1, re t- lect mg 
orgeniiati ona] title changes 

a Northeast Nuclear Energy Co (aube of Northeast UtilitiD&> 
B2/06/30 4pp 13S61 077 24X Fit h k 50-000, 82/06/ 1 1 . 02062106 J3 


— 8206210644 Ppppqsed revisjoni to ET3 Sections 2 1 & 5 1. revising uppi i 
range oi Intate water tenp 6 reflecting organi lafciona 1 
title changes respectively 

* Connecticut Yankee Atonic Power Co 82/06/30 *?pp 13D61 001 
24X Flche 50-000,82/06/11.8206210633 


8206220213 Forward* evaluation of util ajseasment of SEP Topic XV 1, 
■'fncrrase tn Feedwater FI aw, Deer ease in Feedwater temp. 

Increase in Steam Flaw " Time for operator to diagnose t< 
mitigate transient must he demonstrated 

CRUTCHFIELD, □ Operating Reactors Drench 5 82/06/18 COUNCIL. UL 

Connecticut Yankee Atomic Pou/er Co i3pp 13372 307 24X 

F i c h e SO-2 1 3. 02/06 / 10, 020622021 G 


8206240233 Forwards NRC evaluation of SEP Topic 111-8 A, "Loose (‘arts 
Honitoring tc Core Barrel Vibration Program Need for loose 
parts monltarlng sys will be determined at Cnieetrated 
atsissnent Core barrel vibration issue deleted 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/21 COUNSlLiW 0 

Connecticut Yankee Atomic Pauier Co 4pp. 13S97 319 24X 

F i c h a 50-S 13. 02/06 /SI . BSO 624023 3 


8S0624034I Forwards evaluation of SEP Topic V-7. "Reactor Coolant Pump 
Dverspeed, " Topic considered complete 

CRUTCHFIELD. D Operating Reactors Branch 5 02/06/21 C0UN8fLjWG 

Connecticut Yantee Atonic Power Co 4pp 13603 1 66 24X 

riche 50-2 13.02/06/21. 02062403 4 1 


0206300127 Submits CT Yankee Atonic Power Co comments on draft SLP 
operating eiperlence rep t. Sect 1 ons 4 2 Ic 4 5 I 1. 

COUNSILiU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/22 CRUTCHFIELD, D Operating Reactors Branch b 
2pp 13696 041. 24X Firhe 90-213.82/06/22.9206300127 


6206300060 Forwards addl clarification re SEP application of 
NURE0/CR-O09B ductility factor approach to evaluate 
Inelaitie response of s true tures. sgs (c components 

CRUTCHFIELD. 0* Operating Reactors Branch 5 82/06/23 COUNGJL.M 0 

Connecticut Yankee Atomic Power Co 6pp, t36SS'3Sl 24X 
riche 90-213.03/06/23,8206300060 


D Inspection reports. IE Bulletins 6 correspondence 


0206100100 Forwards IE Insp Rept SO-213/82-lO on B20329-0509 No 
nonconp 1 iance noted 

STAROBTECKlf R Divlsian of Project It Resident Prograns B2/0&/.^'4 
CQUNSIL.N Q Connecticut Yankee Atomic Power Co. 2pp 13490 2V6 
24X Fi Che: 50-213. a2/09/24« 02061 OOldO 


820622019? Advises that inservlce date for centamm^nt level detrctjcii 
sys is postponed until 830101. in response to IL Uullekin 
80-24. “Prevention of Damage Due to Water Leakage Inside 
Containment “ 

caUNSIt.WG Connecticut Yankee Atomic Power Co 02/06/01 
HAYNFS. R C Region 1. Office of Director 2pp 13572 33J «'4^ 

Fiche 9n-2l3, 82/06/01.0206220199 


8204210300 IE Sulletin 02-02. “Degradation of Threaded Fastener*! m 
Reactor Coolant Pressure QounUarg of PWR Plants '* 

Sve list encl 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13327 150 24X 

Fiche 30-000. □2/06/02,0204210300 


0206290493 Forwards IE Insp Rept 50-?l 3/82-09 on 020303-07 No 
noncompliance noted 

SMITH. 0 H Division of Emergency Preparedness t< Operational Duppurt 
62/06/08 C0UN51L. W G Connecticut Yankee Atomic Power Co i’pr 
13632 005 24X Fiche 50-SI3 82/06/08. a?06290493 


— 0206290498 IE Insp Rept 50-213/02-09 on 820303-07 No nont omp I i 
noted Major areas inspected program for GC of analytical 
measurements, audi t resul ts. performance on radiological 
analyses of split actual effluent samples 6 procedures 
JANG. J C . BORES.R J Division of Emergency Preparedness tr 
Operational Support 82/06/09 7pp 13632 007 24X 

Fiche 50-213,02/06/00.9206290493 


8204210383 IE Info Notice 82-17, “Qverpressur 1 zati on of RCS " SVi lift 
end 

JOROAN.E L Division of Engineering 6 Quality Assurance 92/06/11 
I06pp 13675 258 24X Fi che 50-000. 92/06/ 11 . 820421 0383 


6204210384 lE Info Notice 82-10. “Assessment of Intakes of Rad i one. bi vr 
Mafcl by Workers “ Sve list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 I20pp 13675 189 24X 

Fiche 90-000.02/06/11.8204210384 


B206170361 Ack receipt of 920315 Itr informing NRC of steps tokoir tu 
correct violations noted in IE Insp Rept 50-213/82-07 
MARTIN.T T Division of Engineering It Technical Programs 02/06/11 
COIINSIL. W 0 Connecticut Yankee Atomic Power Co Ip 13531 090 
24X Fiche 50-213,82/06/11.9206170361 


—8206170369 Responds to NRC 820415 Itr re violations noted in H Iiis^i 
Rept 50-213/82-07 Corrective actions monthly check of power 
operated relief valve It safety valve position indication 
being performed Test Procedure SUR 5 1-15 will be revised 
COUNSIL. W 0 Connecticut Yankee Atomic Power Co 82/05/14 
MARTIN.T T Division of Engineering It Technical Programs '•I'P 
13931 091 24X Fiche 90-213,82/06/11.8206170361 


R Periodic operating reports St related correspondence 


6206210194 Forwards monthly operating rept for May 1982 
GRAVES, R H Connecticut Yankee Atomic Power Co 02/06/14 Of fl< i» 
of Resource Management. Director Ip 13560 094 24X 

Fiche 50-213.82/06/14.8206210194 


—8206210197 Monthly operating rept for May 1982 

ANDERSON, D Connecticut Yankee Atomic Power Co 02/06/14 
13560 099 24X Fiche 50-213.02/06/14,0206210194 


S Reportable occurrences. LERs tc related correspondence 


0206220216 LER 82-004/01P on 820606, during maint insp.maint steam trifi 
isolation valve i disc showed physical evidence of having 
bean wedged against body of valve Condition will be 
corrected prior to startup 

GRAVE8/R H Connecticut Yankee Atomic Power Co 02/06/06. 

HAYNES, R C Region 1, Office of Director Ip 13572 301 
rich* 30-213,82/06/06,8206220216 


8206240410 Forwards LER e2-005/03L-0 

ORAVEB, R H Connecticut Yankee Atomic Power Cg 
HAYNEB.R c Region 1, Office of Director Ip 
FIChf 50-213.82/06/09,0206240410 


82/06/09 
13601 359 


r,'4 \ 


—8206240413 LER 82-005/03L-0' on 820603 . d ur i n g test of contsinm^if t 
recirculation fan dampers, some louvers of bypass damper on 
one fan would not respond to control signals Caused by 
^iconnccted control linkage Linkage reconnected 

1 ^ Connecticut Yankee Atomic Power Co 02/06/09 Hrijt|*tii 

8a062404to”^ Director ip, ' 13601 360 24X Fiche- 50-213. sri/OA/OV, 



DOCKETED ITEMS 


29 


5)^06240325 ForuJards LER 02-004/011-0 

GUAOES- R H Connecticut Vankes Atomic Pouer Co 02/06/18 
hAVNES* R C Region t. Office of Director Ip 13603 106 
Fiche 50-213,02/06/10,8206240325 


*-0206240327 LER G2-004/01T-0 on 820606, during shutdoun, main stoam trip 
isolation valve 1 disassembled lo determine why valve uould 
not cycle when cooled dQt,jn Caused by misaligned valve disc 
due to uarped tail link 

TEST. R Z Connecticut Yankee Atomic Poiuer Co 82/06/10 Rej^ion 

J. Office of Oirectot 2 pp 13603 187 24K Fiche 50-213, 

92 06/10,0206240325 


Operator Ox r.minat i nns 


*5206300219 Clarifies training ?» experience of shift technical advisors, 
per NRC 920331 1 tr re util 301231 & 020219 responses to 
h'URE^Q- 0737 ( j t p,jj I A 1 1 One advisor does not hold current 
senior reactor operator license NUREO requirements met 
COUNSIL.W 0 i CAONFfTAr J P Connecticut Yankee Atomic Power Co 
82/06/23 rpuTCHFlELDi D Operating Reactors Branch 5 2pp 
13654 292 24X Fllhe 50-213.82/06/23,0206300219 


DOCKET 50-219 OYSTER CREEK fJOCUEAR POWER PLANT 


F Security, medical, emergency S< fire protection plans 


8206150016 Responds to rCllA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in UB Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records 02/04/21 WADC. J 
Public Interest Research Oroup, New Yoi k 7pp 13524 010 24X 

Fithe 50-000.02/04/21,8206150016 


— 0203040506 Submits list of facilities that have filled exemption 
requests from 020201 prompt notification deadline 
Exemption requests will be denied 

EISENHUT. D 0 Division of Licensing 82/02/03 DENTONi H K 
Office of Nuclear Reactor Regulation. Director 2pp 13524 200 
24X Fiche 50-000,02/04/21.8206180016 


— 8203090690 Requests end response be forwarded to licensee denying 
620201 request for exemption from prompt notification sys 
820201 implementation deadline 

ORIHESfD K Division of Emergency Preparedness 02/02/22 
EISENHUT. D 0 Division of Licensing 0pp 13525 084 24X 

Fiche 30-000. 02/04/21, 8B061 50016 


—0206150079 Btatus of prompt notification sys 

* NRC - No Detailed Affiliation Given 82/03/09 Ip 135J2D 104 
24X Fiche 50-000,82/04/21,0206150016 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in FOR 

FELTON.J M Division of Rules and Records 82/05/11 REYNOLDD, N U 
OebevoiSB P Liberman 3pp 13454 003 S4X Fiche 50-000.82/00/11, 
0206090002 


— 8203110473 Submits update of current assessment of licensees ability 
tfi implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

0IRCK<?,W J Office of the Executive Director for Operations 
92/01/26 Crmmlssi oners 2pp 13454 164 24X 

Fiche 50-000,02/03/11,0206090002 


— 0203110401 Submits monthly update of status of implementation of prompt 

notification sys 

SPENCER. O S Division of Technical Inspection 02/01/05 
GRIMES, B K Division of Emergency Preparedness 8pp 13494 1/6 
a4X Fiche 50-000.02/05/11,8206090002 


—9206090008 Provides implementation status of prompt notificatinn sys 
for facilities Eight licensees failed to meet B202O1 
deadline 

DIRCKS, W J Office of the Executive Director for Operations 
02/03/04 PALLADINO, N Commissioners Ip 13454 196 24X 

Fiche 50-000,82/05/11,8206090002 


--8205060494 Forwards monthly status rept of licensee implementation of 
prompt notification sys 

DIRCKS, W U Office of the Executive Director for Operations 
82/03/30 PALLADINO, N J Commissioners 2pp 13434232 24X 

Fiche 30-000,82/05/11,8206090002 


8206020321 Forwards drawing showing present location of protected area 
fence following 020326 completion of const activities for 
fire protection alternate water supply tank Drawing withheld 
{ref 10CFR2 790) 

FIEDLER, P B General Public Utilities - GPU Service Corp 02/05/26 
Office of Nuclear Reactor Regulation. Director 2pp 13320 202 
24X Firhe 50-219.82/03/26,0206020321 


8206240477 Responds to FOIA request for documents re exemption from 
10CFR50 App E emergency planning !< preparedness 
requirements OG Eisanhut 820152 & 0203 Itrs end 
TOttS, N L Division of Rules and Records 02/06/10 WATKINS, M 
Debevoise & Liberman ip 13620 OlO 24X Fiche 50-919,82/06/10, 
□206240477 


— -B2O624O40O Denies 820105 P 0201 10CFR50 App C exemption requests re 
Installation of prompt notification sys by B20201 All 
licensees should have been able to meet deadline if 
sufficient resources were applied to task w/o delay 
EISENHUT. D Q Division of Licensing 02/02/03 FIEDLER. P R 
Jersey Central Power P Light Co 7pp 13620 019 24X 

Fiche 50-219,02/06/10.0206240477 


6206220376 Ack receipt bf B20602 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/02-02 
8TAR08TECK1, R Division of Project 8, Resident Programs 02/06/11 
FIEDLER, P D General Public Utilities - GPU Service Corp 2pp 
13501 206 24X Fiche 50-219. 02 /06/i 1 , 8206220376 


— 6206220306 Responds to NRC 020503 Itr re violations noted in IF Insp 
Rept 50-219/92-02 Corrective actions Revisions 1 5 8< 9 issued 
to Procedures 105 P 1 16, r espec tively Attachment D 
containing safeguards info withheld (ref 10CFR73 21) 

FIEDLER. P D General Public Utilities - GPU Bervlce Corp 
02/06/02 8TARQSTECKI, R Division of Project it Resident Progratne 
□pp, 13501 200 24X Fiche 50-219.82/06/11,0206220376 


8206240309 Forwards IE Emergency Preparedness Appraisal Rept 
50-219/82-01 on 020104-13 tt emergency preparedness findings. 
Improvement items P evaluation 

SMITH, 0 H Division of Emergency Preparedness P Operational Support 
82/06/11 FIEDLER, P D General Public Utilities - GPU Service 

Corp 37pp 13602 001 24X Fiche 50-219, 02/06/1 1, B2O6S4O309, 


— 0206240394 IE Emergency Preparedness Appraisal Rept 50-219/02-01 on 
620104-13 Areas inspected emergency train ing, fac i 1 ities 
6 equipment P emergency implementing proc edures, revisi ons Sc 
corrective actions 

KINNEY. W N . CROCKER, H W Division of Emergency Preparedness t< 
Operational Support 02/06/10 70pp 13602.030 24X 

Fiche 30-219,02/06/11,8206240309 


0206210299 Advises that SEP Topic IX-6 re fire protection considered 
complete for integrated assessment of facility Aspects of 
implementation of Multi-plant Item 14 will be considered 
to extent practicable 

CRUTCHFIELD, 0 Operating Reactors Branch S 02/06/13 FIEDLER. P D 
Jersey Central Power P Light Co 2pp 13350 128 24K 

Fiche 50-219,82/06/15,0206210298 


P Operating license stage documents 6 correspondence 


8206040237 Notifies of 020510-19 site visit to review BEP Topics 
ni-4 A re tornado missiles 6 111-4 C re internally 
generated missiles 

CRUTCHFIELD, D Operating Reactors Branch 3 02/05/12 FIEDLER, P R. 

Jersey Central Power P Light Co 2pp 13357 291, 24X 

Fiche! 50-219. 02/03/12,8206040237 


0206220504 Forwards revised ’’SEP Taplt III-5A,High Energy Piping By 6 
Inside Containment," providing info per B10610 request 
SCHMIDT, W R MPR Associates, Inc 02/05/12 FELL. R NRC - No 
Detailed Affiliation Given Ip 13501'O43, 24X 

Fiche 30-219,92/05/12,8206220304 


— B206230514 Revised “BEP Topic III“5A.Hlgh Energy Piping Sys Insldi? 
Containment " 

e hPR Associates, Inc 82/03/16 43pp 13301*046 24X 

Fiche 30-219,02/03/12,8206020304 


0206040192 Forwards draft TER-C5257“52a, "Control of Heavy Loads," 
technical evaluation rept, based on util 810922 rasponso to 
NRC 801222 generic itr Conference call requested 

CRUTCHFIELD, D Operating Reactors Branch 5 02/03/13 FIEDLER, P J) 

Jersey Central Power P Light Co 2pp 13360030 24X 

Fiche. 50-219, 02/03/13, 0206040182 


— 0206040190 "Control of Heavy Loads." draft technical evaluation rept. 
UITQ, 0 J Franklin Instl tuta/Frftnk 1 in Research Center 
NRC-03-79-1 18 TER-C5257-528 DRFT 92/04/27 CLEMENSONiF. NRC - 

Ho Detailed Affiliation Given OBpp 13360 060 24X 

Fiche 30-219,02/03/13,8206040182 



'2060300Q6 Pro/idps arfdl rB&poii^e to fiUREG-0737j I tcm II K 33 ru 
reportiTig of relief safety valve failures » chal lengaSp per 
£20303 T**(lue-6 t 

FIEDLEPpP B General Putlic l/tilities - GPU Service Corp 9J?/05/2i 
CHUTCHP I ELB p D Gporpating Reattors I3^anc^ 5 Ip 1333& 329 L'4X 
F xz*>e 50-219p 02^03 / 26 p 6206030030 


’^06033276 Notification of B20A03 neeting u^util in BethesdaiMD to 
discuss 0EP Topic iri 5 a le pipe trealt outsiJe containment 
for plant intaqrated ass-e^sirent progratn. 

LOfiBf'nDO- 3 -J Op?ratin(> Reactors Branch Ip B2/G5/27 
CftL/TChF J ELDp D Operating Reactors Branch 5 2p p 13361 326 
Tjche &0“2T^- 62/05/27-030*030276 


^e.06030060 PoruJardi draft evaluation of SEP Topics XV-I3 6 XV-IU 
Recannends that plant Tecli Specs for tontrollmg & limiting 
reactor coolant iodine concentratione be changed to conform 
u/limito in GF STS for RWR«i 

CPUTCHFIELB. D Operating Reactors Branch 5 B3/05/28 FIEDLER. P Ij 

Genera! Public Otilitiea - GPU Ser vi c e Cor p lOpp 13336 335 
Fiehe 30-219, 62/05/20 0206030060 


206040'T13 fipplicaticn to a-^end DPP-l 6- < onsis ting of Tech Spec Lhaiipe 
PetlUBst 10b, request irg one-time annntatiun tp definition of 
refueling outage to eitenri time betueen successive tests or 
surveillances not to eiceed 20 months Related info end 
FIEDLER. p D General Public Utilities - GPU Service Corp 02/05/26 
Offitr of Nuclear Reactor Regulation* Director 7pp 13353 316 
2*1X Fiche 50-219,02/03/25.8206040413 


-8206040417 Proposed Tech Spec chang e- • « tend mg tune between surce&ivr 
tests or surveillances rot to eiceed TO months on one-time 
only 

a General Public Utilities - GPU Service Corp B2/05/2S Ip 
13355 349 24X Fiche 50-219,62/05/29.8206040413 


1506040296 Forwards evaluation of SEP Topic iX-i. “Fuel Storage “ 
Evaluation will be basic input to integrated safetij 
assessment Plant sgs meet criteria Topic closed 

CRUTCHF l£LD* D Operating Reactors Branch 5 82/06/0J FIEDLER, P ]| 

Jersey ■Central Power ti Light Co 4pp 13334 166 24X 

Fiche 50-219.83/06/01.6206040 296 


-3206090134 Responds to util 820403 Itr re flou rate of domestic ft 
sanitarg waste from plant in excess of figure evaluated in 
FES- Evaluation of impacts in FES adequate I* need not be 
r«vi sed 

CRUTCHFIELD, D Operating Reactors Branch 5 BS/06/03 FIEDLFR,P h 

Jersey Central Power 6 Light Co 2pp 13438 349 24X 

Fiehe 50-219,82/06/03.3206090134 


0776O9O1S3 Generic Ltr 02-11 to all LUR reactor plant licensees t* 
applicants re tramsftii ttal of NUREG-091 6 relative to 
restart of RE Ginna Rept documents findings re cause of 
event W/o encl 

EISENHUT^D Q Division ot Licensing B2/06/D9 KAUSPURG.A 
Consolidated Edison Co of Hew YorJr FINFRQCK. I R Jersey Centio) 
Power 8f Light Co JURGENSEN. R H Arsencan Electric Power Seivicr 
Corp i3pp 13557 349 24X Flche 50-000.82/06/09.6206090153 


S206240234 Advises that util BlOSlO L 820539 responses to THt Action 
Plan Item fl H 3 3 reporting relief valve St safety valve 
failures 4- chal lengas. have been reviesred & are acceptable 
CRUTCHFIELD. D Operating Reactors Sranch 5 63/06/10 FIEDLER. P B 

Jersey Central Power It Light Co 2pp 13597 317 24X 

Ficho 50-219. 82/06/ lO. 8206240334 


6206240131 Forward-s Amend 61 to License DPR-16. safety evaluation tc 
notice of issuance it availability Amend attends interval 
tfetween succesivO tests prior to Cycle lt> to 30 months 
CRUTCHFIELD. D Operating Reactors Branch 5 82/06/11 FIEDLER, Ph 

Jersey Central Power 6 Light Co 3pp 13599 321 24X 

6240131 


B206240276 Forwards choci for Tech Spec Change Request 106, per 
620528 application 

KHUQEL.J General Public Utilities - GPU Service Corp 02/06/11 
Division of Accounting ^ Finance 2pp 13597 001 SAX 
F 1 c h e 50-2 1 9. 82/06/ 11 . 8206240276 


0206210177 Forwards evaluation of SEP Topic 1 1-4 F. "Settlement of 
Foundations *< Buried Equipment “ Settlement A Category I 
structures complete A liquefaction highly unlikely Review 
complete 6 will be input into integrated safety assessment 
CRUTCHFIELD. D Operating Reactors Branch 5 B2/06/15 FIEDLER. P 0 

Genera] Public Utilities - GPU Service Corp Spp 13560 2 9 2 24X 

Flche 50-219, 02/06/15. B2062101 77 


B206220429 Forwards NRC final evaluation of SEP Topic Vr-4. 

■'Containment Isolation Sys " 

CRUTCHFIELD* 0 Operating Reactors Branch 3 82/06/15 FIEDLER. P If 

Jersey Central Power 6 Light Co 49pp 13576 052 24X 

Fiche 50-219.82/06/15.3206220429 


8206220460 Forwards updated status of NUREO-0737 i terns, c Ur i fy i ng util 
B20420 Itr responding to Generic Ltr 03-05 Items Include 

I A 3 i, tl D 2, If a 3. II 0 4. II E 4 5. IIP i. II K 2 10* 

II K 3 15. II K 3 19. II K 3 22. II K 3 24 6 1 1 K 3 27 

FIEDLER. P B General Public Utilities - GPU Service Corp 02/06/15 
ElSENHitT, 0 G Division of Licensing 4pp 13576 171 24X 

Ficha 50-21 9. 82/06/15. S206220460 


8206220516 Forward^ technical evaluation rept. "Wind A Tornado Loodinfli. 
(SEP 111-21." tt safety evaluation as basis for comparison w/ 

820507 safety analysis Either plant mods or justifying 
analyses must be performed 

CRUTCHFIELD. D Operating Reactors Branch 5 NRC-03-79-1 18 

82/06/15 FIEDLER. P B Jersey Central Power A Light Co iDpp 
13579 060 24X Fiche 50-219,02/06/15.8206220516 


—8206110193 '’Hind A Tornado Loadings (SEP riI-2>." technical evaluatlpn 
rept 

BARRETT.D J Franklin Institute/Franklin Research Center 
NRC-03-79-Ua TER-CS257-402 82/06/00 PERSIKKO, D NRC - No 

Detailed Affiliation Given 49pp 13579 070 a4X 
Fiche 50-219.82/06/15.8206220516 


8206240261 Forwards final evaluation of SEP Topic 1II-4 C. "Internally 
Generated Missiles " Facility meets criteria for protection 
against Internally generated missiles 

CRUTCHFIELD. D Operating Reactors Branch 5 02/06/15 FIEDLERv P □ 

Jersey Central Power 6 Light Co 23pp 13597 160 24X 

Fiche 90-219.02/06/15.8206240261 


8206300202 Forwards application for amend to License DPR-16r con s i s ting 
of Tech Spec Change Request 107 to revise App A. Section 6 6 
App B. Figure S-1 re admlnistrat Ive organiiation Class 11 fee 
end 

FIEDLER.P B General Public Utilities - GPU Service Corp 02/06/15 
Office of Nuclear ReactUr Regulation. Director tp 13654 343 
24X Flche 30-219.82/06/15.8206300202 


— 8S06300207 Application for amend to License DPR-16. cons Isting of Tech 
Spec Change Request 107. revising App A. Section 6 A App D. 

Figure 3-1 re administrative organliatlon Certificate of Bvc 
end 

FIEDLER.P B General Public Utilities - GPU Service Corp 
82/06/15 Spp 13654 343 24X Fi che 30-219. 02/06/ 1 5. 0206300202 


— 6206300208 Proposed changes to Tech Specs revising App A* Section 6 
App 0. Figure 5-1 re administrative organization 
« General Public Utilities - GPU Service Corp 82/06/15 I4pp 
136S4 340 24X Fiche 50-219.02/06/15.8206300202 


02O622O31B Forwards safety evaluation of bEP Topics rV-2, "Reactivity 
Control Sys Design A Protection Against Single Failures" 5f 
XV-8, “Control Rod ttisoperation " Evaluation of Topic IU-2 
Incomplete A Topic XV-8 invalid until listed criteria met 
CRUTCHFIELD, D Operating Reactors Branch 5 02/06/IB FIEDLER.P H 

Jersey Central Power A Light co 6pp 13371 023 24X 

Fiche 30-219, 82/06/10,8206220310 


0206200215 Advises that NUREG-0737. Item II. K 3 44, "Evaluation of 
Anticipated Transients U/SingU Failure. " complete for 
facll ity. based on 820223 response assuring that BWR owners 
group response to item representative of plant 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/18 FIEDLER, P.B 

Jersey Central Power & Light Co Spp 13624 216 24X 

Fiche 50-219,02/06/10,0206280215 


0206240189 Forwards final evaluation of SEP Topic III-4 D. "Site 
Proximity Mistlits, ** baeed on vafitg analysle submitted in 
610507 ltr Plant do*» not meet acceptance criteria for 
topic Items will be included in integrated assessment 
CRUTCHFIELD, D Operating Reactors Branch 5 02/06/21 FIEOLER* P, If 

Jersey Central Power A Light Co 7pp 13399 121 24X 

Flche 90-219,82/06/21.0206240109 
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6206240366 Toruards draft evaluation of SEP Topic III— 4 Aj “Torn.idci 
per NRC 820518-19 site visit Some ays at site not 
atJeqiiately protected from fcprnado generated missiles Exam of 
facts upon uhich NHC based evaluation requested 

CRUTCHFIELD, 0 Operating Reactors Oranch 5 82/06/21 FIEDLFH, f» JJ 

Jersey Central Pouer 6 Light Co 2lpp 13596 001 24X 

rich? 90-'2 19, 02/06/21, 8206240366 


0206240311 Forwards final evaluation of SEP Topic 111-5 D, "Pipe Droak 
Outside Containment " Plant adequately protected from 
dynamic effects of pipe break outside c onta inment, sub j to 
resolution of identified items 

CRUTCHFIELD, D Operating Reactors Qranch 5 82/06/22 FIEDLER, P ]/ 

Jersey Central Power 6 Light Co 13pp i3‘i97 004 24X 

Fsche 50-219,93/06/22,8206240311 


C Inspection reports, IC Qulleiins correspondence 


0206030232 Forwards IF Insp Rept 50-219/82-03 on 820302-0405 No 
none omp 1 1 ance noted 

5TAR0STECKI, R Division of Project ^ Resident Programs 82/05/17 
FIEDLER, P D General Public Utilities - GPU Service Corp Ip 
13337 205 24X Flcho 30-217,82/05/17.8206030232 


--8206030235 lE Insp Rept 50-219/82-03 on 820302-0403 No noncomp 1 laiir e 
noted Major areas Inspected plant operat i ons, 1 ugs & records, 
surveillance observation t periodic ^ special repts 
THOMAS, J fit Division of Project h Resident Programs TRIPP, L I 
Region 1, Office of Director B2/05/17 7pp 13337 206 24X 

Ficbie 50-219,92/03/17,8206030232 


8206070690 Forwards IE Insp Rept S0-219/B2-06 on 820317-0406 & notice 
af violation 

MARTIN, T T Division of Engineering & Technical Programs 82/03/20 
FIEDLER, P B General Public Utilities - GPU Service Corp 2pp 
13390 302 24X Flche 50-219,82/05/20,0206070680 


— 0206070684 Notice of violation from insp on 820317-0406 

MARTIN, T T Division of En-jineoring it Technical Programs 
82/05/20 3pp 13390 304 24X Fiche 50-219,82/03/20,8206070680 


—8206070688 IF Insp Rept 50-219/82-06 on 820317-0406 Noncompl lance 
noted failure to submit required LER «< failure to implement 
approved procedures properly 

REKITO, N A , PULLANI,5 V , BETTENHAUSEN, L Region 1, Office of 
Director 02/03/11 I2pp 13390 307 24X Fiche 50-219,02/05/20, 

8206070600 


8206070734 Forwards IE Insp Rept 50-219/82-07 on 820329-0402 No 
none omp I ianc e noted 

MARTIN, T T Division of Engineering & Technical Programs 82/05/20 
FIEDLER, P Q General Public Utilities - GPU Service Corp l-'pp 
13369 159 24X Flche 50-219,02/05/20,8206070734 


—8206070759 IE Insp Rept 50-219/82-07 on 820529-0402 No noncomp 1 lance 
noted Major areas Inspected implementation of 
administrative procedures & fire brigade training 
FIIfKEL,A E , EHNETER. S D Division of Engineering 4, Technical 
Programs 82/03/13 2pp 13389 161 24X Fiche 50-217,02/05/20, 

8206070734 


Q206040210 Reguasts IR Finfrocli 810603 Itr re use of later code 
publications L JT Carroll 810005 Itr on relief rctiuest re 
reactor vessel welds, be included in NRC review of Insarvlce 
Insp relief requests 

FIEDLER- P B OeneraJ Public Utilities - GPU Service Corp 82/03/21 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 13360 012 24X 

Fiche 30-219,02/03/21,0206040210 


8202040147 IE Info Notice 82-15, "Notification of NRC •» Sve list enrl 
DEVOilNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/20 107pp 13426 095 24X 

Fiche 50-000, 82/03/20, 8202040147 


6204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints ■■ 
Sve list end 

JORDAN, E L Division of Engineering it Duality Assurance 82/05/20 
I03pp 13440 264 24X Fiche 50-000.82/05/20,0204210370 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEYOtJNOj R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 150 24X 

Fiche 30-000, 82/06/02, 0204210300 


6206290385 Forwards IE Insp Rept 50-219/02-09 on 820406-0503 Nd 
noncompl lance noted 

STAROBTECKI, R Division of Project it Resident Programs S2/06/0P 
FIEDLERiP B General Public Utilities - GPU Service Corp 2pp 
13634 127 24X Piche 50-219,82/06/02,0206290305 


—0206290397 IE Insp Rept SO-21 9/02-09 on 820406-0503 No noncompl i anc c 
noted Major areas Inspected review of previous insp 
find mgs, control room operati ons, p lant instrumentation, 
monitoring it change areas & safety-related sys 
C0W0ILL,C J . THOMAS, J A . TRIPP. L E Division of Project «< 
Resident Programs 02/05/27 llpp 13634 129 24X 

Fiche 50-219, 82/06/02, 8206290385 


8204210383 IE Info Notice 82-17. "Overpressur I zation of RC8 " Sve list 
enc I 

JORDAN, E L Division of Engineering it Quality Assurance 62/06/11. 
I06pp 13675 230 24/ Fiche 50-000,82/06/11,8204210303 


8204210384 IE Info Notice 02-10. "Assessment of Intakes of Radioactive 
Matl by Uorkers " 5vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/U t20pp 13675 189 24X 

Fiche 30-000,02/06/11,8204210304 


0206220376 Ack receipt of 020602 Itr informing NRC of steps taken tc 
correct violations noted In IE Insp Rept 50-219/02-02 
5TAR0STECK1, R Division of Project 8c Resident Programs 82/06/11. 
FIEDLER, P 8 General Public Utilities - GPU Service Corp 2pp 
13581 206 24X Fiche 30-219,02/06/11,8206220376 


— 8206220306 Responds to NRC 820503 Itr re violations noted in IE Insp 
Rept 30-219/02-02 Corrective actions Revisions 15 ^ 9 issued 
to Procedures 105 & 116, respective! y Attachment Q 
containing safeguards info withheld (ref 10CFR73 21) 

FIEDLER, P a General Public Utilities - GPU Service Corp- 
02/06/02 8TAR0STECK!. R Division of Project Sc Resident programs 
3pp 13501 208 24X Fiche 50-219,02/06/11,0206220376 


0206240387 Forwards IE Emergency Preparedness Appraisal Rept 
50-219/02-01 on 820104-13 it emergency preparedness findings, 
improvement Items & evaluation 

SMITH, 0 H Division of Emergency Preparedness it Operational Support 

02/06/il FIEDLER. P B General Public Utilities - GPU Service 

Corp 37pp 13602 001 24X Fiche 50-219. 02/06/11, 8206240309, 


— 8206240394 IE Emergency Preparedness Appraisal Rept 50-219/82-01 on 
020104-13 Areas inspected emergency train ing, fac 1 1 1 ti es 
it equipment & emergency implementing proc edures, revl alone it 
corrective actions 

KINNEY, W W , CROCKCn.H W Division of Emergency Pr eparadnest t( 
Operational Support 02/06/10 70pp 13602 030 24X 

Fiche 30-219,62/06/11,0206240309 


8206220188 Forwards IE Kgt Meeting Rept 50-219/82-12 on 820416 
Performance In areas of malnfc surveillance requires 
Increased mgt attention 

HAYNES, R C Region 1, Office of Director 82/06/16 CLARK. P R 
General Public Utilities - GPU Service Carp 2pp 13372 001 RAX 
Fiche 30-219, 82/06/16, e206S?0l 08 


—0206220192 IE Mgt Meeting Rept 50-219/82-12 on 020416 No noncompliance 
noted Major areas discussed systematic assessment of 
licensee porfortnanco for Nov 1900-Oct 1981, plant operations 
it radiological control 

THOMAS, J A , TRIPP, L E Region 1, Office of Director B2/05/S3 
S7pp 13372 003 24X Fiche 30-219,02/06/16,8206220100 


8206290140 Ack receipt of 020318 Itr informing NWC of steps taken tn 
correct violations noted in IE Insp Rept 50-219/82-05 
MARTIN, T T Division of Engineering it Technical Programs B2/06/23 
FIEDLER, P fl General Public Utilities - GPU Service Corp Ip 
13633 302 24X Ticho 50-219,02/06/23.8206290148 


— 8206290152 Responds to NRC B20412 Itr re violations noted in IE Itisp 
Rept 50-219/G2-05 Corrective actions maint it const div in 
process of deve Lop ing, drafting tc revising administrative 
instructions Annual rept prepared 

FIEDLER, P 0 General Public Utilities - GPU Service Corp 
02/05/ia MARTIN, T T Division of Engineering it Technical 
Programs 8pp 13635 303 24X Fiche 30-219,82/06/23,8206290143. 


R Periodic operating reports 6 related correspondence 


8206010249 Forwards monthly operating rept for Apr 1982 

FIEDLER, P B General Public Utilities - GPU Service Corp 02/05/18 
Office of Management and Program Analysis ip 13307 030 24X 

Fiche, 50-219, 02/05/10, 8206010249 


— 8206010232 Monthly operating rept for Apr 1982 

SKLAR.J 0 General Public Utilities - OPU Service Corp, 02/05/12 
llpp 13307 039 24X Fiche 30-219, 02/05/10, 8206010249. 


8206250012 Forwards monthly operating rept for Mag 1982 

FIEDLER, P D General Public Utilities - GPU Service Corp, 82/06/16 
Office of Management and Program Analysis 2pp 13617:160. 24^ 

Fiche 50-219, 02/06/16,8206250018 
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-■-eS062500l4 Nonthlg 
BARAW»R General 
13617 170 


dperattns rep-t ^or May i 9Q2 
rubitc Utilities - GPU Service Corp 
a4X Fii-he ao-21'?. 03/06/ J 6, 8206250012 


02 / 06/10 


S Reportable occurrencosj URs U related (Correspondence 


--B306170101 LER 02 026/03L-0 on 020507, therm ocoup 1 e for safeftw valve 
NRSej found open during surveillance testing Caused bi^ 
brolfen lead wire at thermocouple One of adjacent valve 
acoustic monitor setpoints reduced Thermoroup Ic replaced 
FITZGERALD* M J General Public Utilities - GF’U Service Corp 
83/06/07 Region 1. Office of Director Ip 13930 111 
Flche 90-219 93/06/07,0206170099 


9206030162 Forwards Uonroutlne Environ Operating Repts Q2-l-02-r^ ^ 

nEDUfiR.P B General Public Utilities - GPU Service Corp 92/05/2fi 
JfAVNES. R C Region i. Office of Director Ip 13337 350 
Fiche 50-21«7, 92/05/20,9206030163 


0206210297 Forutards LER 02-OJO/OlP 

FIEDLER P 0 Jersey Central Power ^ Light Cd 92/06/06 
HAYNES. R C Region 1, Office of Director Ip f3559 168 
Fiche 50 21R' 02/06/03.8206210297 


■B206030li65 RO 62-1 on B204l7i an ly one dilution pump placed in svt 
during reactor startup w/ambient mater temp less than 60 F 
Caused by procedural inadequacy Procedure revised to require 
two pumps to be in operation during startup 

a General Publi< Utilities - GPU Service Corp 09/05/20 ,’pp 
13337 351 a4X Fiche 50-21V, 02/05/20,8206030163 


”8206910301 LER 03~030/0lP on S2052Q. stack gas was not c ontl nu i»i»b I ij 
monitored as required by Tech Specs Caused by electrical 
trip of stack gas sample sys Stack gas sample flow 
immediately reinitiated py closing respective breaker 
♦ Jersey Central Power 6 Light Co 02/06/08 Region 1/ llfficP 
of Director Ip 13559 169 247 Ficbo 50-2 V^. 62/06/08, 

8206310297 


8206030167 RD B2-2 on 820429, d 1 1 wt ion pump 1-^2 tripped off leavinn 

only pump 1-3 in operation Caused by low oil pressure Pump 
restarted Total dUukton pump improvement program submitted 
on B10701 

♦ General Public Utilities - GPU Service Corp 09/05/20 Jpp 
13337 353 24X Fichf 30-219, S2/Q5/20»B306030163 


— 0206030171 RO B2-3 on 930430, di lut ion pumps 1-2 8< 1-3 taken out of tvi 
pump 1-2 tripped off leaving only one pump in operation 
Caused by low oil flow, seal water flow 6 calibr flow switch 
pyoblents Pu«p improvement program designed 

e General Public Utilities - CPU Service Corp 09/05/20 3pp 
I3i337 355 a4X Ficbt 50-21 9» 32/05/ 20. 0206030163 


0206030214 Forward* LER 02-014/OlT-O Detailed event analysis end 

FIEW-ER'P 0 General Public Utilities - GPU Service Corp BP/05/L’D 
HAYNES, R C Region 1. Office of Director 4pp 13337 230 24K 

Flch«* 50-219. 82/05/20. B206030214 


0206200393 Forwards LHR 02-027/03L-0 Detailed event analysis cnti 

FIEDLER p B General Public Utilities - GPU Bervice Corp 8 J/06/ 10 

HAVNES. R C Region 1. Office of Director 3pp 13621 13D, IMV 
Flche 50-219.92/06/10.0206200392 


--02O628O421 LER 02-027 /03L-0 on 820512. during routine visual iiiF.p.i'il 
puddle discovered below liquid poison pump Q Caused by 
plugged stuffing box l~inch drain Pump tagged out, oil 
changed 6 drain cleared .i, 

FANQK.DH General Public Utilities - GPU Service Corp 0,./06/IC 

Region 1, Office of Director Ip 13621 Hi 20 X 
Fiche 50-219.02/06/10.9206200392 


8206230121 Forwards LER 02-029/017-0 Detailed event analysis e^icl 

FIEDLER. P B General Public Utilities - GPU Service Corp 63/06/14 
HAYNES, R C Region 1. Office of Director 3pp 13391 045 24X 

Fiche 50-219.02/06/14,6206230121 


— 0206030218 LER 82-014/OIT-0 on 020410, local leak rate testing found 
that five containment isolation valves L one gasket did not 
«t«t It 9 SCFH acceptance criteria Caused by 1-0 sump 
discharge stats degrading Valves repaired U gasket replaced 
HUTKO. H General Public Utilities - CPU Service Corp 02/05/20 

Region !• Q-ffice Qf Director Ip 1333 7 234 24X 
Fiche 50-219,02/05/20,8206030214 


—0206230129 LER 82-029/01 T-0 on 020601, all four reactor high prissLiir 
scram switches found fo trip at values greater than limitinjl 
safety sys settings in Tech Specs Caused by instrument 
drift Switches reset it scheduled to be replaced 
FITZGERALD. M J General Public Utilities - GPU Service Corp 
82/06/14 Region 1. Office of Director tp 13591 04D »'4X 

Fiche 50-219,02/06/14,8206230121 


0206030259 Forward* LER 62-023/03L-0 Detailed event analysis end 
FIEDLER. P B General Public Utilities - OPU Service Corp aP/05/2fl 
HAVNES, R C Region S, Office of Director 3pp 13337 213 24X 

Ficha 50-219.92/05/20,8206030259 


0206280427 Forwards LER 82“02B/03L-0 Detailed event analysis end 

FIEDLER. P B General Public Utilities - GPU Service Corp a!2/(lA/l4 
HAVHES. R C Region 1, Office of Director 3pp 13621 327 t‘4/ 

Fiche 5C 219,62/06/14,0206280427 


— 8206030264 LER 62-023/031-0 on 820418. during normal operation, fontrol 
rod drive pump A fai led, reaul ting in operation in degraded 
mod* Cause und-iterntlned Rotating assembly replaced 
BIHZ. B Oeniral Public Utilities - GPU Service Corp 82/05/20 

ft«glon 1, Office of Director Ip 13337 216 24X 

Fiche 5D-219, 62/05/20, 0206030259 


B20604009B Forwards updated LER B1-061/03X-I Detailed event analysis 
cne 1 

FIEDLER, P B Cintral Public UtiUtiee - GPU Service Corp 82/05/25 

KAYNE8*A C Refiion I, Dffic* of Director 5pp 13354 197 94X 

Fi<h* 50-219, B2/03/2 5. 0206040090 


—8206040102 Updated LER 01-O61/O3X-! on Bll223iOf U deficient hydraulic 
snubber*. rii n* found to be inoperable during functional 
betting Cat/itd by **el degradation t/or worn poppet valves 
Snubbers replaced w/oftrabi* spare* 

BAS6>,A General Public iitiUtles - OPU aervlcf Cerp 82/05/25 

Reglen 1. Qfftee of Director. Ip 13354 202 24X 

Fiche 50-319.02/05/25.8206040090 


—0206260431 LER B2-02a/03L-0 on 020513, pump breakPf pertrlselv* nwitlN 
placed in off position in response to vibration reading* in 
required action range, render ing core spray pump NZOlA 
Inoperable Cause not determined, Sys retested 

FERRET.R General Public Utilities - GPU Service Corii e2/<)/i/S4 

Region i. Office of Director ip 13621 330 24X 

Fiche 50-219.02/06/14,8206200427 


8206290248 Forwards LER 02-031/01 P 

FIEOUER.P B General Public Utilities - GPU Service Corp QLV06/I'. 
HAYNES. R C Region 1, Office of Director Ip 13636 097 1'4X 

Fiche 50-219,82/06/15,0206290248 


— ^0206290252 LER 02-031 /OIP on B20614, w/control rod drive pump A ciiiL nl 
SVC. diesel generator for pump B removed from sve for maint 
Caused by personnel error Diesel generator 2 returned to 
svC levnediately 

* General Public Utilities - OPU Service Carp 82/06/15 
Region 1. Office of Director 2pp 13636 088 24X 

Fiche 50-21 9. 82/06/13, 0206290248 


6206210443 LEIt 03-O25/OtP-O on 620506, during routine ffurvtillancr 
teitingi, reactor triple lew senior RE10D output circuit 
failed to provide proper indication Caused by corroded wire 
*% inline splice Hire replaced 6 circuit adjusted 
FIEDLER. P B Jersey Central Fewer !■ Light Co 82/06/02 
HAYNES, ft C Region J. Office «f Director 3pp 13568 316 24X 

Fiche 50-219, 82/06/02,0206210443 


8206200068 PNO-l-82-046 on 02061 1 , plugged vent filter caused back Flow 
of condensate water 6 resin beads into sve air ays in nem 
radwaste facility 

THOMAS. J < TRIPP, L , MCCABE, £ Region I, Office of Dls'ectnr 

02/06/22 IP 13624,252 24X Fiche 50-21 9, 02/O6/P2, 02062800619 


62062:10284 LER 62'029/OlP-O en B<20601 L 02,all four reactor high 
jpfffliiee scram Siwltcbei tripped at value* greater than 
Tech Spec limiting safety «y« setting. Caused by instrument 
4r tft.Ewltcbie* resets 

FlEQLeft,P, 9, ‘ Jersey Central Fewer 6 Light Co 82/06/03 
hAYHES, ft C ftdgien l. Office el Director 3pp 13350 123 ?4x 

Fichf »0^2t9,Ba/06/<ia. 8206310204 


B206I70<P99 Feneards 14«.-Kl^k6/031.-<1 Detailed event analysis end 

FIEOI^.F 1, Oeniral PbbUc litiUtid* - GPU ServUe Core 82/06/0/ 
MAYlCa.R 0 J^*^*®** Of He* ef DUeCter app 13530 V\0 2AX 

Ftebe 50-21 9t 62/06/07. 82061 70099. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT I 
F aeeurity, medical, emergency 6 fire prutection plans 


0206100271 Forwards •'Poe t-Exerc Ue Assessment, Exerc ise of NY Bfcnti* & 
Osvigo County Radiological Emergency Plan* for Nine Mile 
Peint " Internal memos re corrective actions work plan «< 
field monitors training end 

Kftlffl, R H Federal Emsrgency Management Agency 92/05/a7 

ORIf^S. B Emergency Preparedness Development Br iaftar 00111^7 sor 

16E» I4pp 13551 106 24X Flch* 50-220,82/05/27,0206180^71 
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— 8206.180282 "Post-Exercise Assessment Exercise of NY State 8e Osucqn 
County Radiological Emergency Plans for Nine Mile Point " 

4 Federal Emergency Kanegement Agency 91/09/30 □Ipp 
13531 120 a4X Fiche 50-220.92/03/27.8206100271 


9206210030 Foruards Amend 49 to License DPft-63 & notice of issuance 
a v'ai labi 1 i ty Amend adds Paragraph 3 C (5> to license rp 
guard training S( qualification plan 

VAaSALLD, D 0 Operating Reactors Branch 2 82/06/09 UlSE. D P 

Niagara Mohauk Pouor Corp 3pp 13502 335 24X 

Ficha 30 -?20. 02/06/09. 8206210030 


— 0206210033 Amend 40 to License DPR-63 adding Paragraph 2 C (3) re guard 
training f. qual i f Lcatian plan 

VASSALLD.D B Operating Reactors Uranrh 2 02/06/09 2pp 

13382 338 24X Fiche 50-220,02/06/09.8206210030 


8206210035 Notice of issuance Ik availability of Amend 48 to LiiPiisp 
DPR-63 

VAS8ALL0. D D Operating Reactors Branch 2 02/06/09 2pp 

13502 340 24X FlChe 50-220.02/06/09.8206210030 


P Operating license stage dpcuments It correspondence 


0206010315 "ALARA Program Description for Replacement of Recirculation 
Safe-Ends at Nine Kile Point 1 Nuclear Generating Plant. ” 
preliminary instruction rept 

OUASTAFERRQ, C Npuiport Neuis Industrial Corp (subs of Meuport Haus 
Shipbuilding & DrgDock Co 1 02/05/05 7p p 13300 176 24X 

Fiche 50-220,02/05/24, 02060 10310 


0206010310 Forwards plans for mitigation of worker radiotian doses 
during safe-end replacement outage 

LEKPOES. T E Niagara Mohawk Power Corp 02/05/24 EISENHUT.D G 
Division of Licensing 4pp 13300 172 24X Fiche 50-220.82/05/24. 

9206010315 


0206070363 Submits addl info on ALARA program re mitigation of worker 
radiation doses during safe-end replacement outage 
LEMPGES.T C Niagara Mohawk Power Corp 02/06/01 EISENHUT. U 0 
Division of Licensing 22pp 13363 091 24X Fiche 50-220. B2/O6/0i . 

B206070363 


0206250122 Responds to B20518 Itr re changes to security plan Changes 
consistent u/pTovisions of 10CFR50 54(p> 

VASSALLO, D 0 Licensing Branch 2 82/06/15 SUNSER, J J Nioguta 

rtohawk Power Cot p 2pp 13620 326 24X Fiche 50-220,02/06/11*. 

8206230122 


0206110293 Submits details of cutting welding operations for safe 
end replacement pro ject. initial ly identified In 820511 Itr 
Heat sink welding procedure currently being qualified 
Replacement mail will be 316 nuc lear-grade Stainleos steel 
LEMPGES.T E Niagara Mohawk Power Corp 82/06/07 EIBENHUT.D. O 

Division nf Licensing 2pp 13466 199 24X Fiche 50-220.02/06/07. 

0206110293 


8206240018 Releases public version of revision to station emergency 
procedure 

FELTON. 0 M Division of Rules and Records 82/06/18 Document 
Management Branch Ip 13612 30/ ?4X Fiche 50-220.82/06/10. 

8206240018 


— G2D624D022 Forwards public varsion of Revision 9 to Station Emergency 
Procedure EPP-ll, "Review & Revisions of Site Emergency 
Plan 8( Procedures ” 

LEMPGES.T E Niagara Mohawk Power Corp 82/06/00 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 13612 310 
S4X Fiche 50-220.02/06/10.0206240018 


—8206240026 Public version of Revision 9 to Station Emergency Pvocedui e 
EPP-ll. "Review it Revisions of Site Emergency Plan L 
Procedures " 

e Niagara Mohawk Power Corp 02/O5/P9 43pp 13612 311 24X 

Fiche 50-220. 82/06/10, 0206240010 


M General correspondence 


0206170390 Responds to 020520 Itr requesting info re operability of 
radfwaste incinerator No Incinerator installed at facility 
NRC has ceased review of proposed incinerator 

EFSENHUT. 0 G Division of Licensing 02/06/il WASSERDACH. A E 
Affiliation Unknown Ip 13595 239 24X Flcho 50-220.02/06/11. 

8306170390 


0206140076 Forwards requested completion dates it schedules for 
Implementation of various TMI action items. In response to 
Generic Ltr 82-10 

LEMPGES.T E Niagara Mohawk Power Corp 82/06/07 EI6ENHUT. D O 

Division of Licensing 15pp 13403 13? 24X Fiche 50 -SSO. 82/06/07. 

0206140076 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licensees it 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o end 

eiSENHUT. 0 G Division of Licensing 02/06/09 HAUaPUROfA 
Consolidated Edison Co of New York DPREA. J Northeast Utilities 
Service Co OISE* D P Niagara Mohawk Power Corp iUpp 13557 34*? 

a4X Fiche 90-000.82/06/09,8206090193 


0206210030 Forwards Amend 40 to License DPR-63 h notice of issuance 
6 availability Amend adds Paragraph 2 C (9) to license re 
guard training It qual if Ication plan 

VASSALLO. 0 B Operating Reactors Branch 2 82/06/09 DISE» D P 

Niagara Mohawk Power Corp 3pp 13902 339 S4X 
Fiche 00-220.02/06/09.0206310030 


— 0206810033 Amend 40 to License DPR-63 adding Paragraph SC (9) re guard 
training 6 qualification plan 

VASSALLO, D B Operating Reactors Branch 2 0K/O6/O9. 2fp, 

13508 33R 24X Fiche 50-280.08/06/09.9206210030 


I Financial information 


D206020312 Forwards Annual Financial Repts 1901 for Niagara Mohawk 
Power Corp. NY State Electric fc Gas Corp, LILCO, Rochester Gas 
it Electric Corp t> Central Hudson Gas 6 Electric Corp 
TRDSTEN, L M LeBoeuf. Lamb. Leiby & MacRae TROSTEN. L M Niagarn 
Mohawk power Corp 82/05/27 DENTON. H R Office of Nuclear Reoctgi 
Regulation. Director Ip 13324 022 24X Fiche 90-000.82/00/87. 

8206020312 


— B206O20361 Annual Financial Rept 1981 

e New York State Electric 5* Gas 02/03/Oi 39pp 13324 063 
24X Fiche 50-220.08/09/2710206020318 


—6206020309 Annual Financial Rept 1981 

e Long Island Lighting Co 92/05/27 37pp 13324 103 24X 

Fiche 90-000.88/05/87.8206020312 


—8206020438 Annual Financial Rept 1901 

* Central Hudson Gas A Electric Corp 88/03/01 72pp 
13324 103 24X Fiche 50-000.82/05/27.8306020312 


82'06020322 Forwards Annual Financial Rapt 1901 

TROSTEN; L M LeBoeuf. Lamb. Leiby 6 MacRae TROSTEN. L M Niagara 
Mohawk Power Corp 02/05/27 DENTON, H R Office of Nuclear Reartoi 
Regulation. Director tp 13386 104 24X Fiche 90-220, 02/0 5/f»7, 

8206080322 


— 02(76020324 Annual Financial Rept 1961 

HAEHL.UG, I OONLON. N, J Niagara Mohawk Power Corp 02/02/18 
39 pp 13326 105 a4X Fiche 90-220,02/09/87,0206020322 


— 0206210039 Notice of Issuance St availability of Amend 48 to License 
DPR-63 

VASSALLO, D D Operating Reactors Branch 2 0S/O6/O9 2pp 

139B2 340 24X Fiche 50-220,82/06/09.8206210030 


0 Inspection reports. IC Bulletins ti correspondence 


0206030219 Forwards lE Insp Rept 90-220/82-05 on 820404-0502 & notice 
of violation 

STAROBTECKf. R Division of Project it Resident Pragranie 03/05/17. 
LEMPGES.T E Niagara Mohawk Power Corp 2pp 13337 260 24X 

Fiche’ 90-220, 02/05/17.0506030219, 


— 8206030222 Notice of violation from insp on B2D40A-0902 

STAROBTECKI.R Division of Project L Resident Programs 02/00/17 
Ip 13337 270 84X FUhe 90-220.02/05/17.8206030219 


—0206030287 IE Insp Rept 50-880/82-05 on 820404-0302 Noncomp 1 i ance 
noted failure to follow admin istrat 1 ve procedures far 
tagging 

HUDBON.B D , DQERFLEIN. L T. . KIBTER. H B Division of Project it 
Resident Programs 02/09/14 9pp 13337 271 24X 

Fiche 50-220.02/09/17,0206030819 


8206070364 Forwards IE Insp Rept 90-220/81-04 on 310303-06 %t 84-27 I, 
notice of violation 

MARTIN. T T Division of Engineering it Technical Programs 02/09/81, 
LEMPGES.T, E Niagara Mohawk Power Corp, 2pp, 13363’ 318 84X 

Fiche 50-220.82/09/21.0206070364 


— 8206070368 Notice of violation from insp on 010303-06 fc 24-27, 
MARTIN,! T Division of Engineering & Technical Program*. 

02/09/21 2pp 13363 320. S4X FI Che 90-820; 08/09/81. 08O6f>7Op64. 
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— G2£)fc070*l7l IE Irsp Repfc 5O-22O/8J-04 
ncfteij failure to foHou priocei]ui''e9 
5 uT vay 5 

DAER.R e . GnE€fJIMAN.E G Division 
PTOflran^ fl2/0&/20 iOpp 13J63 


on G20303-0& & 24^-27 Naoconp J latu i, 
!r Adr<tuatali/ parfarm 

of Eno ineerinj 4 Technical 
332 '24X Fiche 30-220*63/05/21, 


R Perlodjc operating reports L related correspond ence 


B206I4'0074 Foru^rdls month] g operating rept for Mog 1^82 

LEMPCES, T £ ^rla9a^a Mohauik Pouer Corp 02/OS/OS a ^ * 

Offlcei Office of Inspection and Enforcement IP 150 Xil 

Fiche 50-220.82/06/08*8306140074 


0206030339 Act receipt of 03051'’' Itr Informing tiRC of steps taken to 
correct vjolatlonj noted m IE Insp Pept 5O-22Q/02-Q4 
SrAROSTECiAl^ fl Division of Frojoct 2. Resident Programs 82/05/26 
LEHPOES. T E rjia^ara Mofieuli PoLfer Corg ig 13337 241 24^ 

riche 50-320,03/05/36.830/030330 


— '02O6I4OO75 Monthly operating rept for May 190*? 

ROMAN, r 1/ Niagara Mohawk power Corp 82/06/01 6pp 134U/ J^.9 
34X Ficne 50-220-02/06/08,0306140074 


— 8306030241 Responds to hRC 8P0420 ttr re violations noted in It. 

Rept SO-'SSO /a3-04 Correct*.ve actions procedure IV A 20 
reflecting resistor sues, currently used been revised ^ 

peraormel normally performing procedure retained 

LEMPGES, T e Miagdra Mohawk Pouer Corp 82/05/17 STAflOSThCP I < R 
Division Of Project & Resident Programs 2pp 13337 242 fiAK 
Fiche SO-SSO- 82/05/26* 8206030233 


92G2040147 IE Info Notice BB-15, ''Not if sc^t lofi of NRC " Sve list ercl 
DE^OUNOjR C Director s Office* Office of Inspection and 

Enforcenent 02/05/^0 I07pp 13426 095 24> 

Flchg 50-000,82/05/30.0202040147 


0204210378 IE Infa Notice 82-16. ’'HFCI/RCK High Steam FJpu Setjiointi. '• 
5vc list end 

JORDAN. E t. Division of Engine gring U OuaJlty Assurance 82/05/28 
lODpp 13440 2*4 g4X Fict* 50-000,82/05/28.8204210378 


DOCKET 90-524 UNIV OF CALIFORNIA RESEARCH REACTOR 
0 Inspection reports* lE bulletins 6 correspondent® 


6206080408 Foru/ards If Itisp Rept 50-224/82-03 on 920511-13 Nfl 
nonconpliance noted 

BOOK.H E Region S* Office of Director 82/09/25 FISTER/C 
California, Univ of. Berkeley Ip 13416 263 24X 

Fiche 50-224* 82/05/35* 8206080408 


— 02O6OBD416 JE Insp Rept 50-224/82-03 on S205ll~l» No noncompl Intice 
noted Major areas inspected radiation pro tection* of f luf nfc 
releases, trainingi instrument calibr, records 6 repts* 
emergency planning program & mail transpnrtati on activities 
CILL|S*M , MENSLAWSKI.F A Region 5* Office of Director 
82/05/24 8pp 13416 266 24X Fi ch e 90-224* 03/05/23. 02Q60RD4tQ 


8206070293 Ack receipt of 620512 I tr iJiforning flRC of steps taken tn 
correct violations noted in IE |nsp Rept 50-220/82-03 
MARTIN, T T Division of Engine rrlng L Technical Programs 82/06/01 
LEKPCE^. T E Niagara Mdhawk Pouer Corp Ip 13368 273 24/ 

Fiche 50-220*82/06/01*0206070293 


— ^8206070298 Respond* to NRC 620416 ttr re violatlcns noted in IF Incp 
Rept 50-220/82-03 Corrsctive actions APH-13 will be revised 
to include establishment of independent tnsp group Personnel 
will b® retrained in revised procedure 

DISE.D P Mkagara Mohawt Power Corp 82/05/1? MARTIN*! T 
Division of Engineering 6 Technical Programs 3pg l3368,l*/4 
24X Fiche 5 0-220. 02/06/0 1 . 0SO6O7D293 


S2042L03aO' IE Bulletin 02-02* “Oegfaslation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DE7GUN0, R C Director's Office* Office of Inspection and 

Enforcement 82/06/02 lOEpp 13527 ISO 24X 

Fiche 50-000, 02/06/02. 8204210390 


9204210383 lE Info Notice 02-17* "Overp ressur i latlpn of BC8 “ Sve list 
enc 1 

uDR&AN. E U ti vision of Engineering 6 Quatity Assurance 82/06/ ]1 

I06PP 13675 S50 34X Fiche SD-OOO* 82/06/1 1*82042 10303 


0204210384 lE Info Notice S2-IB, '‘Assessment of Iniakei of Radioactive 
Mail by Workers *■ gve list and 

DEYDUNO, R C Director's Office. Office of Inspection and 

rnforcemofit 82/06/11 123|ip 13675 189 24X 

Fiche 30-D0D* 02/06/11,8204210304 


POCKET 50-237 DprSDEN NUCLEAR POWER STATION* UNIT 2 
f. Security, medicali emergency fire protection plans 


0206150016 Reeponds to FOIA req.uest for documents re airon sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in U8 Foru/arcis 
documents listed iti Afp A 

FELTON. J M Division of Rules and Records 82/04/21 WADE* J 
Pcblic Interest Research Oroup, New York 7pp 13S24 010 LMX 
Fiche 50-000.02/04/21*0206150016 


--8206I50023 Updates deliverij tthedule for siren shipments to facillUft 
ANDERSON' M E Federal Signal Corp 02/Oi/2Q CANNON* P 
Affiliation Unknown 5pp 13324 234 24X Fiche 50-000* 

82061500(6 


G206090003 Responds to FOIA renuest for documents re Commitsion 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR . 

FELTON, u « Division of Rules and Records 02/05/11, REYNDlOOiHO 
Debevoise & Liberman 3pp 13454 003 24X Fiche 50-000* S2/0S/Jli 

8206090002 


—8206090033 Forwards updated info re prompt notlf icat idii & warning dyi 
for Region 3 ticeniees 

PAPERIrLLO, c J Emergency Preparedness Pragram Support flrohfh 
01/12/01 RAMOS* 5 L Emergency Preparedness & Program Support 
Branch 4pp 13454 128 24X Fiche 50-000*02/05/11*8206070002 


€■206210453 Forwards riipons* to 020422 request for addl info re util 
Tsipmnse to lE Bulletin QO-n, “Kasotiry Well Design ^ 

LEMPflEB*! E Niagara Mohawk Pdwer Corp 82/06/14 VABSALtO, D D 
eperaUng Reactors Branch 2 95pp 13564 007 24x 

Fiche 50-220. 92/06/ 1 4 , 02062 10493 


©206210404 Advises that util unable to provide respenie ta 020414 
request fpr mfo rp in<ervic« insp program until 02OBO1. 
due to safe-end replacement project 

LEMP0e6*T E Niagara Hohaut Paver Corp 82/06/14, VASSALLO*D 0 
Operstit>g Reactors Braneh 2 ip 13570 360 24X 

Fiche 90-220.82/06/14.0206210404 


a2'a6270258 Forward* lE Imp Rept 50-220/B2-07 an 820503-31 Ha 

n^ncumpliancc rated 

STaRQSTECIM * R D I vis Inn 0f Project L Resident Programs 82/06/14 

LEMPOEB. T E Niagara Muhauk Powar Corp 2pp 33636 140 34X 

Fi«,M 90-220.02/06/14*8206290250 


e£J06^0265 lE insp Rept 50-220/82-07 an 020503-31 He nencempl Umce 

noted Major areji inspeckei apirational eafaty verifUetlen. 

physical Mcvrity * lurveil laace test ing,^pl4nt maint t 

licensee action en IE bulletins u circulars 

HUDSON. B 0 * DOERFLEEM.u T . Hl8TEP*Ka Aesion i. Office dI 

BMmJoSSB "" P*'** W-SW,* 8 * 0 */I 


—0203110477 Forwards update cn prompt notificatian & ufa.rniTig sif® 
Region 3 licensees FEMA estimates approx 69K of reviews of 
proposed «y s now cetirplete 

HIND* if A Division of Emergency Preparedness 8* Dperetional 
Support 82/01/05 ORIMES, 0 K. Division of Ewananty 
Preparedness 4pp 13454 133 24X Fi«h e' 50-000, 82/09/ 1 1* 

8206090002 


8206090073 Forwards monthly status rept re prompt notification eye 
facilities CoAmltments made by licensees ta ensure 
deficiencies are corrected by 020601 

KIND.J A DWisioti of Emergency Preparedness it Operational 
Support 82/02/17 ORIMBSifl Division of Emergaricy Preparedness 
Opp 13454 170 24X Fiche 50-000.02/05/11*0206090002 


8206000293 Advises that annex changes for all App C items should be 
submitted ty B2073I Aespanse to Oenerlc Lfcr 82-03 provided 
status ef App d items Response tP Oeneric Ltr 92-10 uiH I 
discuss NURBO-0737 status re emergency response facilities 
RAUSCH* T J Commonwealth Edison Co 02/09/26 KEPPLEfi* J 0. Reflip^ 
13420 166 3 4X Fiche' 50-D00» 82/05/^6* 


by 


^810930. *• final refit Deficiencies will be corrected* 

820629 re offsite emergency preparedneii 
SJSi,***.” P*dfral Emergency Management Agency 02/09/26 
OBlME8*9 Dlviskon of Enerjeney Preparedness 3pp 13S49 340 24X 

PI cb e 50-0 1 0. 83/09/26X 02061 80297. 
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— «2{)feiaO300 Final I'ept of "Small Scale Exercise on Bi0930 " 
♦ F-etleral Emergency Management Agency 6P/03/31 21pp 
13345 343 24X Fiche 50-010*02/03/26,8206180297 


S206070809 Informs that deficiencies identified during Initial testing 
of prompt public notification sys for facilities documented 
in util 820216 Itr have been corrected prior to 6206Q1 
DELGE0RGE*L D Commonwaa! th Edison Co 82/03/20 KEPPLER. 0 G 
tJegion 3* Office of Director 2pp 133B9 li5 a4X 
Fiche SO 000 82/05/28,8206070009 


8206230DP1 Releases public version of generating stations emergency 
plan telephone directory 

FEL.TONp J ri Division of Rules and Records 82/06/17 Document 
Managament Branch Ip 13594 073 24X Fiche SO-OOOi 02/06/17, 

8206230021 


— 0206230032 Forujards public version of generating stations emergency 
plan telephone directory 

MOORE, R D Commonwealth Edison Co 02/06/04 DENTON, H fi mc ■ 
No Detailed Affiliation Oiven Ip 13594 074 S4X 
Fiche 30-000, 82/06/17, 820623002 1 


OJO6O0O449 Releases public version of emergency plan Implementinp 
P raced ure 

FELTtM J M Division of Rules and Records 02/05/20 Document 
Managament Branch ip 13439 34^ 24V Fiche 50-010, 82/05/20, 

8204000449 


— 8206230037 Public version of generating stations emergency plan 
telephone directory 

a Commonwealth Edison Co 82/05/28 40pp 13394 076 24X 

Fiche 30-000. 82/06/17, 820623002 1 


-*8206090459 Forwards public version of Emergency Plan Implementing 
rro-cBdurea EPIP 500-8, "Quarterly Emergency Operations 
Facility Inventory (Primary Respona tb i 1 1 ty - Generating 
Station Emergency Plan Coordinator) " 

SCOTT, D J Commonuealth Edison Co 82/03/21 DENTON, H R Qffirr 
of Nuclear Reactor Regulation, Director 4pp 13439 348 24X 

Fiche 30-010,82/03/28,8206080449 


0206240423 Application for amend to Licenses DPR-19, DPfl-23, DPR-29 8< 
DPR-30 changing Tech Specs to clarify licensee 
responsibilities & actions necessary to protect public 
health tc safety during emergency 

RAUSCK, T J Commonwealth Edison Co 82/06/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 13600 313 24X 

Flcho 50-000.82/06/17,0206240425 


— 9206080466 Public version of Emergency Plan Implementing Procedure 
EPIP 50O“8i '‘Quarterly Emergency Operations Facility 
Inventory (Primary Responsibility - Generating Station 
Emergency Plan Coordinator) " 

* Commonwealth Edison Co 82/03/20 4pp 13439 352 24X 

Fiche 50-010,02/05/28,8206080449 


8206080493 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/05/28 Document 
Management Branch Ip 13440 074 24X Fiche 50-010,02/05/20, 

B2O6OB0493 


— 8206080496 Forwards public version of revised emergency plan 
implementing procedures, includ Ing Procedures CPIP 200-3 re 
criticality accident in SM4 area t< BPJP 300-5 re emergency 
treatment of injured personnel Receipt forms and 

SCOTT, D J Commonwealth Edison Co 02/03/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 0pp 13440 075 ?4X 

Fiche 50-010,82/05/28,0206080493 


— 8206080499 Public version of revised emergency plan implementing 
procedures, including Procedures EPIP 200-0 re criticality 
accident In SNM area EPIP 300-3 r» emergency treatment 
of injured personnel 

a Commonwealth Edison Co 82/05/13 I5pp 13440 083 24X 

Fiche 50-010,82/05/28,0206080493 


8206140321 Advises that Revision 10 to Quad Cities Gtatlon security 
plan 6 Revision 11 to Dresden Nuclear Power Station security 
plan traniifilt ted by util 010610 1DS7 Itrs, respective! y, 
consistent w/prgvisions of 10CFR5D 54(pl approved 
VA0SALLO, D 0 Operating Reactors Branch 2 82/06/01 DELQEOKOE, L 

Commonwealth Edison Co 3pp 13509 042 24X FUhe 50-000,82/06/01, 

8206140321 


8206110074 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 02/06/08 Document 
Mahagement Branch Ip 13493 246 24X Fiche 30-010, 82/06/08, 

8206110074 


— 8206110090 Forwards public version of Revision 0 to Emergency Plan 
Implementing Procedure 300-Tl/ "Table of Conditions 
Requiring Post-Accident Lineup of High Radiation Sampling 
Sys !« Use of Post-Accident Sampling Procedures " 

SCOTT, 0 J Commonwealth Edison Go 02/05/20 DENTON, K R Office 
of Nuclear Reactor Regulation, Director 3pp 13493 947 IMX 
Fiche 50-010,82/06/00,8206110074 


— 8206110104 Public version of Revision 0 to Emergency Plan Implementing 
Procedure 300-Ti» "Table of Conditions Requiring Post- 
Accident Lineup of High Radiation Sampling Bys & Use of 
Post ’Accident Sampling Procedures," Revised index end 
a Commonwealth Edison Co 82/05/27 3pp 13493 950 94X 

Fiche 50-010,02/06/0010206110074 


8206240332 Forward* Revision 3 to Procedure 0291A, "Meteorological 
Moni tor ing, Of fsite Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" & Revision 4 
to GA program for meteorological monitoring programs 
SCHRGEDER.C N Commonwealth Edison Co 02/06/16 DENTON, K R 
Office of Nuclear Reactor Regulation, Director ip 13600 315, 24X 

Fiche 50-000, 82 /06/ i 6, 8206240332. 


8206240032 Release* public version of generating stations emergency 
plan telephone directory 

FELTON, J H Division qf Rules and Records 62/06/10 Docunten-t 
Management Branch Ip 13617 336 24X Fiche 30-000,02/06/18, 

0206240032 


— 8206240049 Public version of generating stations emergency plan 
telephone directory 

* Commonwealth Edison Co 82/05/20 41 pp 13617 337 24X 

Fiche 50-000, 82/06/18, BP06940032 


8206300112 Releases public version of revised generating station 
emergency plan environ director emergency plan implementing 
procedures 

FELTON, J M Division of Rules and Records 0S/O6/23 Document 
Management Branch Ip 13695 001 24X Fiche 50-000,82/06/23# 

8206300112 


— 8206300121 forwards public version of revised generating station 
emergency plan environ director emergency plan imp lementing 
procedures, Including Revision 2 to Procedure ED-3 re demand 
polling of meteorological data 

CICHV, 0 Commonwealth Edison Go 83/06/08 Director's Office, 
Office of Inspection and Enforcement DENTON, H. R NRC - No 
Detailed Affiliation Given 2pp 13695 0D2 24X 

Flcho 50-000,02/06/23,0306300112 


— 8206300125 Public version of revised generating station emergency plan 
environ director emergency plan implementing procedures, 
including Revision 5 to Procedure ED-3 re demand polling of 
meteorological data 

LITER8KI1L A , FLE86NER,P A Commonwealth Edison Co 82/0 6/02 

llpp 13695 004 24X Fiche. 50-000,62/06/33, 82063001 12 


0206300197 Advises that 6EP Topic IX-6 re firs protec tlon# cons 1 dared 
completed for conducting Integrated assessment 

O^CQNNOR.P Operating Reactors Branch 5 82/06/23 DELGEOROE. L. 

Commonwealth Edison Co 2pp. 13685 338 24X Fiche 50-237,82/06/23, 

0206300197. 


0 Adjudicatory correspondence 


0306010336 Notice of appearance in proceeding Notice of change of 
business address ft Certificate pF Sve end 

FI TZGJ BOONS, R. Commonwealth Edison Co FITZGtQDONS, R. Ishant, 
Lincoln It Beale 83/05/34 3pp 13301 281 24X 

Fiche 50-000.82/05/24,0206010336 


8206170083 Notice of 020713 hearing in Bethesda, MD, to continue to 0714 
If necessary Evidence relevant to issue of whether spent 
fuel pool floors can withstand loads which could be imposed 
by new fuel racks during seismic event will be taken 
UQLF, J F Atomic Safety and Licensing Board Panel 82/06/09 Epp. 

13529 208 24X Flcho 50-237,82/06/09,8906170083 


8206180330 Motion for reconsideration or clarification of hearing 
scheduled for 820713 by ABLE 830609 notice of hearing 
Further evidentiary sessions unnecessary 6 improper Final 
decision proper Certificate of Sve end 

FITZOlBDONBiR Commonwealth Edison Co FITZQIBDONB, R Jshatrii 
Lincoln & Deale. 82/06/16 Atomic Safety and Licensing Board 
Panel 7pp 13545 177 24X Fiche, 50”237i 82/06/ i 6, 0306100330 
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Q206J301B4 Toruiards Har^tead Eng ine^rin-g Asso c lates, Inc- NRC cod su) t-ant. 

fuel pool & rack s'j s r-6lL supplo/rtpntar-y 
5ER partially dated oh rept 

OCDDARO.R J Hearing Branch 3 63/06/21 WOLF, J r . LITTUE-L W , 

REHICAiF J Atomic Sa^t^ty and Licansjng Board Panel Ip 
13506 1*3 Ficn* 30-237,83/06/31.6206230184 


—820633018* "Tr,pact Effects on Spent Fuel Fool Slab " 

HABSTEAD, O A Harstead Engineering Assoc ta te«» Inc 83/03/1^^ 
&PP 13SB6 i*3 34X FtPAe 50-337- 83/06/21 . 8^06330184 


P Operating license stage docurents tr correspondence 


8306200071 Add 1 reiponie to FOIA request for eight categnrtes of 
documents Foruards documents listed in App A Documents 
listEcI In App B available in FOR Confidential financial 
info deleted 

FELTON- J M Division of Rules and Ra cords 82/05/12 MCHW InW, (. rl 
Klrtpatncki Lockhart- Mill. Christopher l( Phillips 2Qpp 
13620 053 2 AX Flche 50-000-92/05/12.0206380071 


0206040156 Foruards Aiaend 71 to License DPR-J'9. safety cvaluatloii 6 
notice -of issuance i availability Amend authariies increase 
In setpoint of math steam line radtatiari trip level dvnng 
hydrogen addition test 

CiRurCHFIELD- 0 Operating Reactors Branch 5 82/05/13 OELCEORGL.L 

Cohfflonwaatfth Edison Co 3pp 13344 251 24)C Flche 50-337. 

B2/0S/13; 8206040156 


— 620*040159 Amer.d 71 to License DFR- 19- author! i ing increase in setpomt 
of main steam line radiation monitor trip level during 
hydrogen addition test scheduled during Hay 6 June 1982 
CRUTCHFIELD. D Operating Reactors Branch 3 82/05/13 ilpp 

13344 253 24X Fiche 50-237. 82/05/! 3. 83060401 56 


— 920&04016J Safety evaluation supporting Amend 7t to License DFFi-J9 
» Office of Nuclear Reactor Regulation. Director 62/05/13 3pp 
1^44 264 SAX Flihs 50-237. 92/05/ 13, 82060401 56 


— 820*040166 Motict of issuance if availability of Asend 71, to License 
DPR- 19 

CRUTCHFIELD, D Oparatinj Reactors Branch S 82/05/13 2pp 
1334 4 367 24X fiche 30-337,62/05/13.8206040136 


8206040392 Forward* Abends 72-64,77 Ir 71 to Licenses DFR-19, CFR 36, 

\e DPR-30i respectively, safety evaluation ^ notice of 
issuance b ava llab J i i ty Amends change App A Tech Specs re 
irndervol tage protection 

CRUTCHFIELD, D Op era ting Reactor* Branch 5 B2/05/19 D£tGEUR&E,L 

CoflAonuealth Edison Co 4pp 13355 001 34X Ftche 50-OQQi 

82/05/19- 8206040392 


—8206040396 Amends 72,64,77 & 71 to Licenses 0FR--t9,DPR-25, QPR-?9 U 
I>FR-30j respectively, Chang mg App A Tech Bpecs rr 
vndSTvoltage protection 

CRUTCHFIELD, D Operating Reactor* Branch 5 82/05/19 41 pp 

13335 005 24X Ficli* 50-000,82/05/19,8206040392 


— 8206040402 Safety evaluatlan supporting Amends 72«64i7? t 7t to 
(Licenses DPR-i9. DPR'-25. DFR'29 L DPR-30- re spectivsly 
♦ Office of Nuclear Reactor Regulation- Director 82/05/19 Dpt, 
13335 (047 24X Flche 50^000,82/05/19.8206040392 


— B206040403 NetUe of Issuance 6 avallatiliey ep Aaendi 72,64,77 (. /i to 
License* J>F R~19, 8PR-25, DF«-'29 it DPR-30, respectively 
CRUTCHFIELD, D Operating Reactors Branch 5 82/05/19 Son 

13355 073. 24X Flche 30-000,82/05/19,8206040392 


6206010400 Forwards draft evaluatlari of SEP Topic 111-7, B, "pesion 
Codes* Design Criteria 6 Leading Cowttnetioivs " Rsseonss 
requested within 30 days 

O'CONNOR, F Operating Reactors Branch 5 82/05/20 QELOGOPOEiL 

Edison Ce 210 24X Ficht 50-237,82/03/20. 


ae06020342 Foruards SAR for SEP Topic VJ-1, ‘'Organic f^atJs * Post 
Accident Chemistry " 

RAUSCH- T J Comnonujealth Edison Co 82/03/21 CRUTCHF I ELD, U 
Operating Reactors Branch 5 9pp 1J321 289 24X 

Flche 50-237 02/05/21,8206020342 


0206020441 Responds to NRC Si (2lS Ur re SEP Topic VI'4. ^'Contd inmai.t 
Isolation Sys " Requested data on primary containment 
isolation valves end 

RAUSCH, r J Communiuealth Edison Co 82/05/21 CRUTCHFIELD. U 

Operating Reactors Branch 5 llpP 13326 147 24h 

Fl c h e 50-237, B3/05/2 i , 820602044 1 


0206030244 Forwards draft evaluation of SEP Topic 111-4 C, “lurblTie 
ffissile's ‘ Turbine missile risk acceptably low ui/additior> of 
tnservice Insps described in SER Comments requested within 
30 daya nf receipt af Hr 

□ 'CONUOR-P W Operating Reactors Branch 5 02/09/26 DELREURGl 1 1 

Commofnaealth Edison Co 34pp 13337 17i 247 Fiche 50-23/, 

02/05/26- 02Ot 030244 


3306040122 Responds to NRC 820426 Itr re SEP Topic V-4, "PipinQ f- 
Safe-Erd Integrity “ Fourteen furnace sensi tiled safe-ends 
still remain 6 are inspected during every refueling outage 
Intent of NU9EO'-03l3 has been met 

RAUSCH. T J Cocnmonufoalth Edison Co 02/05/2/ EISENHUT.D 0 
Division of Licct'sing 2pp V3345 355 24y Fiche 50-337, 02 /U5/P/i 

6206040122 


0206070326 Responds to f/RC 820224 Ur re detection of leaVage fium 
RCFB Several sys ujould meat acceptance criteria of Reg Guide 
I 45 Leak detection for RCS is accomplished using soveral 
Tiethods of continuous monitoring of dryuell 

RAUSCH. T J Commonwealth Edison Co B2/OS/27 O'roWWDR.F 

Operating Reactors Branch 9 lOpp 13363 027 24X 

Fiche 90-237, 82/05/27, 8206O7O326 


0206070330 Submits correction factors modifying instrument readlivgs 
to correspond w/actual radiation levels Inside containment 
re TMI Action Item II F 1 3 Procedure* (uill not he aubnittetf 
at this time, but are available for onsite review 
SWARTZ. £• D .Zommonwealth Edison Co 82/06/01 eiSEKHUT,D & 
Division of Licensing 9pp 13363 037 g4X Fiche 50 - 000 . 82 / 06 / 01 . 
6206070330 


820609DD32 Infornts that facility training program outline submitted Iri 
utit 820405 Itr meets requirements of NWREO -0737, Item 
If B 4 re training for mitigating core damage Program 
covers subjs specified tn IHPO Rept 8T0-^l, Hevlsiori I 
CRUTCHFIELD- D Operating Reactors Branch 3 82/06/03 DELfl COIIGL. f 

Commontueatth Edison Ce 2pp 13435 031 24X Fiche 50-237, 

82/06/03, 8206090032 


9206000238 *^orward5 final evaluation of SEP Topic III-3 A, "Effotts of 
High Water Level cn Structures ’* Structures can adequately 
witlistand Joads imparted by high water levels 

O'CONNOR, P U Operating Reactors Branch 5 82/06/04 DELGEUUlCL , L 

Conmonwealth Edlspn Co 4pp 13421 343 24X Fiche 50-237, B I// 06/04. 

6206080228, 


8206100214 Forwards requested info re implementation status of 
HUREG~0737 items per Generic Utr 82-10 

SWARTZ, E D Commonwealth Edison Co 02/06/04 EISENHUT. D 0 
Division of Licensing 20pp 13453 214 24X Fiche SO-ODOi 

8206100214 


B20614DO99 Forwards. “Dresden 2 Nuclear Power Station SEP Topic 
Ill-S A, High Energy Pip# Breat Inside Containment," interim 
progress rept 

RAUSCH, T J Commonwealth Edison Co 82/06/04 CRUTCHFIELP. P 
Operating Reactors Branch 5 2pp 1348? 272 24X 

Fiche 50-237,82/06/04-8306140099 


— B306140102 ^Dresden 2 Nuclear Power Btatinn SEP Topic 111-5 A.Hiph 
Energy Pipe Break Inside Containment," interim progress 
rept. 

DAINDRA, J. Target Technology Ltd I lOS-CECO-PR-1 ROO 02/O!5/fe 
36pp 13489 274 24X Fich *. 50-237, 02/06/04, 8206140099 


8206170108 Forwards draft suppl tO evaluation of SEP Topic UI“7 U, 
"Design Codes, Design Crt terla, Load Combinations *' Facility 
drgwelt will fwnctlon as intended under combined seismic - 
LOCA loads Confirmation/correction riqufited 

O'CONNOfl.P W Operating Reactors Branch 5 82/06/04 DELGEDRGe.U 

Commonweatth Edison Co 9pp, , 13530; 007, 24X Fiche 50-237. 82/06/04- 

6206170106 


8206160222 Forwards Revision 2i to qA Program, Topical Rept LF-I-A 
BNARlZ.e D. Coemonvealth Edison Co 02/06/07 HAABS, W P Quolliy 
Assurance Branch Ip 13522 027 24X Fiche 50-000,02/06/07, 

B206 160222 
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--f3206lA023fc Revised pages to CE- 1-A* Re vi sion 31> “QA Topical Rept " 
* Com.TDTiujcal th Edison Co CE-l-^A R21 ERR 82/06/06 20p p 

13322 OSa 24X riche 50-000,82/06/07,0206160222 


'32061703^5 Responds to request for submittal of mod o# proposed loch 
3pec changes reflecting current organ i zational structure 
^ titles at facilities Revised submittal expected by Jul 
1792 

RAU5CH, T J Commonuioalth Edison Co 02/06/09 VASSALLO, D B 
Operating Reactors Branch 2 Ip 13531 013 a4X 
Fiche 30-000,02/06/09,0206170335 


3206170320 Foruards suppl to B2041S Itr in response to Generic Ltr 
02-03 Te implementation status of listed NUREO-0737 items 
OQUGLAS.E Commonuealth Edison Co 02/06/11 CI6ENHUT, D 0 
Division of Licensing 4pp 13331 299 24X Fiche 50-237i 02/06/ U. 

8206170320 


3206180197 Submits info re SEP Topic in**2i "Wind ^ Tornado Loadinns " 
Vendor drawings for ventilation chimney foundation listed 
RAUSCH, T vl Commonwealth Edison Co B2/06/11 0 'CONNOR, P 

□perating Reactors Branch 5 2pp 13534 279 24X 

Fiche 50-237,02/06/11,0206100197 


0206210406 Advises that BEP Topic VIIl-l A, "Potential Equipment 
Failures Assoclatod W/Degraded Grid Voltage," has been 
completed satisfactorily based on Amend 72 to License DPR-19 
& NRC 011007 safety evaluation 

□ 'CONNOR, P W Operating Reactors Branch 3 02/06/13 DELGEQROE, L 

Commonwealth Edison Co 2pp 13569 329 24X Fiche 50-237,82/06/15, 

6206210406 


B2G6240154 Forwards evaluation approving util 001215 It 820415 responses 
re TMl Item I I K 3 S4 on adequacy of space cooling for HPCI 
It reactor core isolation cooling ays Action on item 
complete 

CRUTCHFIELD, 0 Operating Reactors Branch 5 02/06/13 DELGCORGE,L 

Commonwealth Edison Co 3pp 13599 272 24X Fiche 50-237, 

82/06/15,8206240154 


0306240356 Forwards safety evaluation approving 010701 I, 1307 proposed 
method for implementing guidance of NUREO-0 737, Item 
II K 3 IS, "Isolation of HPCJ it Reactor Core Isolation 
Cooling " Proposed method acceptable 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/15, DELOEORGE,L 

Commonwealth Edison Co 4pp 13596 066 34X Fiche 50-000, 

83/06/13,8206240356 


B206240425 Application for amend to Llcenseo DPR-19, DPR-23, DPR-29 8< 
DPR-30 changing Toch Specs to clarify licensee 
reipensibil i t ies l< actions necessary to protect public 
health It safety during emergency 

RAUSCH, T J Commonwealth Edison Co 02/06/17. DENTON, H R tlffice 
of Nuclear Reactor Regulation, Director. 2pp 13600 313 24X 

Fiche 50-000,02/06/17.020624042 3. 


8206250335 Forwards final draft safety assessment rept, "SEP Topic 
MIC Potential Hazards Due to Nearby Industrial, 

Trunsportatlnn It Military Facilities " 

RAU3CM, T J Commonwealth Edison Co 02/06/17 O'CONNOR, P 

Operating Reactors Branch 5 32pp 13613 195 24X 

Fiche 50-237,82/06/17,0206350255 


0206220315 Forwards proposed schedule of events listing course of 
action to complete draft Integrated assessment for facility 
Assessment scheduled to be performed in parallel u/Oyster 
Creel 6 Hilistone i 

O'CONNOR, P Operating Reactors Branch 5 02/06/ IB DELGEORGE, L 

Commonwealth Edison Co 4pp 13571*014 24X Flcho 50-237,02/06/10, 

8206220315, 


0206230104 Forwards Haretead Engineering Associates, Inc, NRC consultant, 
analysis r>f spent fuel pool |« rack sys NRC supplementary 
SER partially based on rept 

GODDARD, R J Hearing Branch 3 02/06/21 HQLF.J F , LITTLE, L M , 

REMICK, F J Atomic Safety and Licensing Board Panel Ip 
13506 162 24X Fiche 50 '237, 02/06/21 , 0206230104 


— 02O6S3O166 "Impact Effects on 9p«nt Fuel Pool Blab " 

HARSTEAD, 0 A Karstead Engineering Assoc iates, Inc 02/05/1? 
6pp 13506 163 24X Fiche 50-237102/06/21.8206230184 


8206200083 Forwards revised Section 10 1 of FSAR, amending certain 
commitments re installation of high density fuel storage 
racks Revision will be included in first update to entire 
FSAR expected by Jul 1982 

RAUSCH, T J Commonwealth Edison Co 82/06/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director lOpp 13624 232 24X 

Fiche 50-237.83/06/22,0206200003 


0206300015 Notifies that scope of review It evaluation performed for 
Multi-Plant Generic Activity 0-24 includes electrical 
aspects of SEP Topic Vl~*4 re containment isolation sys 
(electrical) eliminating addl review Topic completed 
a'CGNNDR,P H Operating Reactors Branch 5 02/06/23 DELGEORGE. L 

Commonwealth Edison Co 5pp 13656 036 24X Ficha ' 50-237, 02/06/23, 

8206300015 


8206300276 Forwards final evaluation of SEP Topic V-5 re RCFB leakage 
detection Sys sensi tivi (:y, seismic qualification It 
testability do not meet min recommendations 

O'CDNNQR.P Operating Reactors Branch 5 02/06/23 DELOEDROE.L, 

Commonwealth Edison Co 6pp 13653 311 24X Fiche 50-237,02/06/23, 

0206300276 


0 Inspection reports, IE Bulletins & correspondence 


0206070701 Forwards IE Insp Repts 50-010/82-04,50-237/02-06 I, 
50-249/92-06 on 820130-0402 It notice of violation 
&PE8SARD, R L Division of Project U Resident Programs 82/05/21 
REED. C Commonwealth Edison Co 2pp 13309 199 24X 

Fiche 50-010. 02/05/21 , 020607078 1 


— 8206070705 Notice of violation from insp on 820130-0402 

SPESSAROi R L Division of Project It Resident Programs. 02/05/21 
2pp 13309 201 24X Fiche 50-010,82/05/21,0206070781 


—0206070795 IE Insp Repts 50-010/82-04,50-237/82-06 St 50-249/02-06 on 
820130-0402 Noncompliance noted failure to cailbr 
safety-related instruments It failure to meet requirement 
of NRC order 

TONGUE, T K , JORDAN, K J , WALKER, R D Oi /ision of Project St 
Resident Programs 02/05/12 15pp 13309 203 24X 

Fiche 50-010,82/05/21.8206070701 


0206020493 Forwards Info re IE Bulletin 79-14, "aelsmlc Analysis for 
As-Built Safety-Related Piping Bys" It IE Insp Repts 
50-237/02-01.50-249/02-01,50-234/02-01 It 50-265/82-01, 
discussed during 020520 meeting 

STIEDE.g L Commonwealth Edison Co 82/05/24. KEPPLER, J 0 Raplon 
3, Office of Director 14pp 13325 001. 24X Fiche 50-000,92/09/24, 

0206020493 


— 0206020502 "Beismic Ground Motion Hatard at Zion Nuclear Power Plant 
Site for Pickard, Lowe It Garrick, Inc " 

MCGUIRE, R K Damss 6 Moore 82/07/02 37pp. 13325015 PAX 

Fiche 50-000, 02/05/24, 0206020493 


— 0112020951 "Conditional Probabilities of Seismic Induced Failures for 
Structures It Components for Zion Nuclear Generating 
Station " 

HESLEYiO. A Structural Mechanics Asiocietea BHA 12901 OS. 
00/10/31 35pp 13325 052 24X Flche 50-000, 02/O5/S4i 0206020493. 


8206070407 Bubmits monthly status rept of evaluations performed in 
response to IE Bulletin 79-14, "Solsmlc Analysis for 
As-Built 8af e tg-Retated Piping Sgs " No changes since last 
status rept 

RAUSCH, TJ. Commonwealth Edison Co 02/05/26 KEPPLERrUO Region 
3, Office of Director Ip 13374 326 24X Flcho . 50-000, 02/05/26, 

02O6O7O4B7 


0202040147 IE Info Notice B2-15, "Notification of NRC " 8vc list and 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/05/20 107pp 13426 095 24X 

Fiche 50-000. 02/05/20, 0202040147 


0204210370 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints *■' 
Bve list end 

JORDAN, E L Division of Engineering li Duality Assurance B2/05/28 
I03pp 13440 864 24X Fiche 50-000,02/05/20,0204210379 


8204210300 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lORpp 13527 150 24X 

Fiche; 50-000, 02/06/02, 8204210300 


0206220550 Forwards IE Insp Repts 50-237/02-07 50-849/92-07 Oh 

020412-16 If 19-23 It notice of violation. 

SPE80ARO, R L Division of Project It Resident Programs B2/06/07 
REED, C Commonwealth Edison Co, 2pp M3SB0 066 24X 

Fiche 50-237,02/06/07,0206220550 


—8806220555 Notice of violation from insp on 820412-16 U 19-23 

BPEB8ARD,R. L Division of Project l< Resident Programs 82/06/07. 
3pp. 13500 060 34X Fiche 50-237, 02/06/07, 0206220590 
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--e20iiS205i>3 IE Insp fifrpts S-O'Sa? /02-O7 f< 50-247/02-07 on 02041 li-li ♦ 
19-23 Mo-ncomp lianc e not^rf Failure to retrain maint 
persoorie^l «verij 2 i^r?, f ^ 1 lure to train maint personnel in 
station plans It procadures & Failure to document training 
SHAFER, W D . HELLER. J K < MADISON. A U Division oF Project U 
Resident Pro grains 82/05/24 26pp 13SB0 07l 24X 

Fiche 30-337, 02/OA/Q7. 6206230 530 


0204210383 IE Info Notice 82-17, ‘^Overp re^-sur i lat ion oF RC6 ” Svc Ijit 
enc 1 

JD/lpANpE L Division of Engineering 8, O-ualitg Assurance 02/06/1 1 
106pp 13675 258 a4K Fiche 30-000.02/06/11.8204210303 


02O42JO3S4 IE Info Notice 02-1&, ''Assessment of Intakes of Padioackiv,> 
Hatl by Workers ” Svc list end 

DETQUNO.il C Otrector's Office, Office of Inspection and 

Enforcement 82/06/ U I20pp 13675 1B9 24X 

Fiche 50-000.82/06/11.0204210384 


8206220377 Responds to IE Bvilletln Bl-Oj, Re vi a Jon 1. “SiirveiUaiit e of 
Mechanical Snubbers " Mechanical Snubber 23 in Dresden 
reactor cleanup sys found inoperable & replaced Quad Cities 
snubbers uill be tested per n«i,r Tech Spec requirements 
SWARTZ, e D Commonwealth Edison Co 02/06/15 KEPPLER, J 0 RcuJnn 
3, Office of Director 4pp 13Sal 316 24X fiche 50-000.02/06/15, 

0206220377 


R Periodic operating reports t related correspondence 


&a06030l5l) Forwards ’‘Annual Operating Rept. 1701 " 

aCQTT.D J C ommo-nuealth Edison Co 02/03/10 Director's Officr, 
Office of Inspection and Enforcement ip I3GJ9 012 24X 

Fiche SO-OlO, 02/03/10. 0206030130 


— 82060301 Si “Annual Operating Rept.I93E " 

a Coremonue alth Edison Co G2/03/10 25pp 13336 013 24X 

Ft Che 50-010.02/03/10,9206030150 


8206150310 Feri/ards oiantMy operating repts for Hay 1962 

SCOTT, 0 J Corambnuealth Edison Co 03/06/01 Director's Officr, 
Office of Inspeciian and Enforcement jp 13506 137 24X 

Flch* 30-010.32/06/01*0206150310 


— 8206130313 HontMy operating repts for May 1902 

SCHRQEDER.E A Commenu ealth Edison Co 92/06/01 32pp 
13S06 130 24X Fiche 30-010*82/06/01,0506150310 


S Reportable occurrences, UERs !< related cor respoti dene e 


02062 10 S74 For u arils LER 82-01 3/03 X-1 

SCOTT. 0 J Commonwealth Edison Co S2/0S/14 KEPPueR,J 0 Koqioii 
3 j Office of Director Ip 13563 S04 24X Fiche 50-237, 0a/Of»/ 14, 

0206210574 


— “32062I05B7 LER 82-013/03X— 1 on 820402, LPCl differential pressure Bwitch 
S-26i-35S failed to operate on increasing pressure Caused by 
wear df contact point In mechanical linkage operating 
switch Internal xero screw ad |ust«d 

SCHRQEDERjB a Commonwealth Edison Co 02/06/04 Region 3, 
Office of Director 2pf 13563 205 24< Fiche 50-237,88/09/14, 

0206210574 


8206070716 ForwarifS LER 02-019/03^-0 

SCOTT, D J Commonwealth Edison Co 02/05/19 KEPFUER, j Q Region 

3, Office of Director Ig 13389 136 24X Fiche 50-237,02/05/19, 

8206070716 


-—0206070723 LER SS— 013/03L— 0 on 82051 !• -dur Lng quarterly surveillance of 
HSiVf, valve 203-10 had 2 9-i closure time Caused by timing 
mechanism drift Valve readjjueted & tested satisfactorily 
HOLLAND* P Commofiuea i t h Edison Co 62/05/19 Region 3, Officp 
of Director 2pp 13389 157 24X Fiche 50-237,02/05/19, 

82060707 16 


03^6170337 RO 3^-037 on 02051 1. ex cess ive ladioactive conlamina+ i nn 
identified in tuo areas af offsite dump Caused by inadeaua^'O 
control of dump access failure to sui /ey large loads of 
fliafl thoroughly Area cleaned up ^ Procedure 12 5 revised 
SCOTf, D J Commanweal th Edison Co 82/06/07 KEPPLER. J 0 hiuioi* 
3, Office of Director 3 dp 13531 153 24X Fithe 50 010. 02 /06/(i9, 

0206170337 


ODCHET 50-241 MISSISSIPPI STATE UNIV RESEARCH REACTOR 


r Security, medical energency t fire pretection plans 


^236070339 Forwards Region 2 incidonfc response plan dtd Mar 198,2 (M ..n 
issued as Suppl 2 to NUREG-0S45, "Agency Procedures for NRC 
incident Response Plan " Plan should be of benefit to 
unders^'and mg of NRC response to emergency M/o end 

STOHR.J P Division of Emergency Preparedness ?< Operational t^uppurt 

02/05/12 PAULK, J J Mississippi State LIniv Ip 13163 066 

Pi Che 50-241.92/05/13.8206070339 


DOCKET 50-243 OREGON STATE UNIV RESEARCH REACTOR 


P Operating license stage documents f< correspondence 


6206080417 Responds to G20412 Itr re NRC licensing requirements 
applicable to planned transfer of irradiated TRIOA fuel 
elements from Hestinghouse Hanford to DOE contractor DOE 
will assume full responsibility for transfer 

MACDONALD, C E Transportation Branch 02/05/26 WANO, C H tlh-ii. 
Sta^e Unlv tp 13442 1 70 24X Fiche 50-243,83/05/36,0206000-^1/ 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


8206040416 SurPTiary of 820427 meetii^g w/util S' consultants in 
Churchill. PA to aichange metal lurg J ca 1 data on facility 
List of attendees, agenda, supportive info !< vieugraphs 
ei>c 1 

LVONS. J E OparAting Reactors Branch 5 62/05/22 Dperatinp 

Reactors Branch 9 77pp 13356 277 24X Fiche 50-244, 02/05 /2i*. 

0206040418 


F Security, medical, emergency 6 fire protection plans 


9206100192 Forwards IE Emergency Preparedness Appraisal Rept 
50-244/B1-22 on 0t 1102-13, signi f leant preparedness findings, 
improvement items 6 evaluation rept No noncompliance noted 
Corrective actions required 

SMITH,© H Division of Emergency Preparedness & Operational LiUpport 

82/05/30 MA1ER,J E Rochestsr Gas h Electric Corp Slpp 

13452 015 24X Fiche 50-244.82/05/20.8206100192 


—8206100199 IE Emergency Preparedness Appraisal Rept 50-244/01 nn 
811103-13 No noncomp 1 lance noted Major areas Inepectad 
administration of emergency preparedness 6 organl latlon, 
trainlng/retralrilng 6 emergency facUttlos << equipment 
TERCfM ff i CROCKER, H W Division of Ejmergency Preparedness U 
Operational Support 82/05/04 56pp 13452 066 24X 

Fiche 50-244,82/05/20,9206100192 


6206020191 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J « Division of Rules and Records 02/09/25 Document 
Management Branch Ip 13340 177 24X Fiche 30*'244, 03/05/20, 

8206020191 


—8206020196 Forwards public version of Revision 1 to Emergency FO.in 
Implementing Procedure SC~322, "Manning Emergency Survey 
Ctr •' Procedure SC-1 16 has been deleted 
MAiER, 0 E Rochester Gas 6 Electric Corp 82/05/05 
CRUTCHFIELD. D Operating Reactors Branch 3 Ip 13340 J7Q IMX 
Fiche 50-24 4,62/03/23,0206020191 


02O6O7D771 Forward* LER 02-CI4/O3L-O NPDES deviation notification 
SCOTTiD J OoMinen wealth Edison Co 02/05/28 KEPPLER.JO Regjoi* 
a, Office of Director Ip 13389 275 24 X Fiche 50-337.02/03/20, 

8206070771. 


'6206020202 Public version of Revision 1 to Emergency Plan Irnp l pfhOTi ti uq 
Procedure SC-322i "Manning Emergency Survey Ctr " 

BODINE, J C Rochester Oas 6 Electric Corp 82/04/30 5pp 
13340 179 24X Fiche 30-244, 62/05/25, B206020J 91 


erring contents of 
floor draio 
rrosion- 

cglen 3, QFface 
7 / 05 / 28 , 


8306040127 Forwards safety evaluation re proposed mods to 
fir# suppression sys 

CRUTCHFIELD, D Operating Reactors Branch 5 82/Q9/26 

Rochester Oas tc Electric Corp 2pp 13347 083 24X 

Fiche 90-244.82/05/26,8206040127 


selrc t 
HAIEH, J 


'-8206040130 Safety evaluation supporting proposed mods 
suppression sys 

• Office of Nuclear Reactor Regulation, Director 
13347 085 a4X Fiche 50-244,82/09/26,8206040127 


to select 
82/05/26 


f > rr 
I'pp 
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a20£)ia0a90 Forwards "Post-Exorc i se Assessment Exercise of NY State 
J. Uai;r>e 5t Monroe Coonfcips RarfxaJogical Emergency Plans for 
Stnra t^uclear Potuer Station " 

KRlMMif? W Federal Emergency Management Agency B2/09/26 

GRIMESi B Division of Emergency Preparedness Ip 13547 076 24X 

Ftche 30-244< 02/05/26, 0206180270 


— 8206160293 ‘'Post-Exercise Assessment Exercise of NY State 6 Wayno 
5« Monroe Counties Radiological Emergency Plans for Ginna 
Nuclear Power Station " 

* Federal Emergency Management Agency 82/02/12 42pp 
13S47 077 24X Firhe 50-244.82/05/26.0206180290 


S206t40001 Releases public veision of Revision IB to emergency plan 
revised inp 1 ement mg procedures 

FELTGN. J M Division of Rules and Records 82/06/08 Document 

Management Dranch Ip 13506 229 24X Flche 50-244.62/06/08. 

6206140001 


— 8206140002 Forwards public version of Revision 18 bo emergency plan tc 
revised implementing procedures. inc 1 udlng Procedures 8C-606 
re speciallied notification liet.SC-4iO re inep of emergency 
equipment h 3C-701 re initial notification status rept 
MAIER.J £ Rochester Gas & Electric Carp 02/05/27 
GRUTCHFIELDi D Operating Reactors Branch 5 Ip 13506 230 t'4X 
Fiche 50-244.82/06/08.8206140001 


--8206140003 Public version of revised emergency plan imp lomont ing 
procedures including Procedures SC-606 re specialized 
notification list. SC-410 re insp of emergency equipment U 
SC-701 re initial notification status rept 

» .RacheBter Oas Zt Electric Corp 02/05/22 D2pp 13506 231 
24X Fiche 50-244,82/06/08.8206140001 


—0206140004 Public version of Rovision 18 to emergency plan 

« Rochester Gas ^ Electric Corp 02/05/22 Blpp 13506 263 
24X Fiche 50-244.82/06/08.8206140001 


8206300087 Releases public version of revised emergency plan 
inp 1 ementing proredure 

FELTON. J K Division of Rules and Records 02/06/23 Document 
Management Branch Ip 13604 006 24X Fiche 50-244.82/06/23. 

3206300087 


--8206300091 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure SC-200. "Emergency Response 
Organl zatlon/Responsib i I itlesi " per App E to iOCFRSO 
MAIER.J E Rochester Gas S< Electric Corp 62/06/15 
CRUTCHFIELD. D Qporating Reactors Branch 9 Ip 13604 089 IMX 
Fiche 90-24 4 . 82/06/23 . 8206300087 


— 3206300097 Public version of Revision 1 to Emergency Plan Implementing 
Procedure SC-800r "Emergency Response Organization/ 

Responsib i 1 it! es " 

* Rochester Gas U Electric Corp 82/05/28 44pp 13684 090 
24X Fiche 50-244. 82/06/23. 8206300087 


G Adjudicatory correspondence 


8206140349 Forwards Director's Decision 82-3 in response to Sierra 
Club 620311 p eti tion. revi sed 620325. request Ing consideration 
V resolution of issues prior to resumption of operation FR 
notice of issuance end 

DENTCN. H R Office of Nuclear Reactor Requlatlon. Director 
B2/05/22 CAPLAN, R Sierra Club 2pp 13309 121 24X 

Fiche 50-244.82/03/22,0206140349 


--3206140391 Director's Decision 62-3 denying 820311 request for 
suspension of OL or issuance of show causa order 
DEWTQN. H R Office of Nuclear Reactor Regulation. Director 
82/05/22 I4pp 13509 123 a4X Fiche 50-244.82/05/22.8206140347 


— 8206140356 Notice of issuance of Director's Decision 82-3 responding 
to Sierra Club 620311 & 24 petitions 

DENTQN. K R Office of Nuclear Reactor Regulation. Director 
02/05/22 2pp 13509 137 24X FI che 50-244. 82/05/22, 8206140049 


8206140-036 Order extending time until 820702 for Commission to act to 
review 820522 Director's decision 

CHii-Ki 9 J Office of the Secretary of the Commission. 82/06/09 
Commissioners ip 13484' 313 24X Fiche 50-244,82/06/09, 

6206140036 


P Operating license stage documents it correspondence 


e20604-0-306 Forwards Amend 51 to License DPR-IB Ic notice of issuance 
Amend revises Tech Spec requirements for RC9 1-131 activity 
V coolant activity sampling 

CRUTCHFIELD. D Operating Reactors Branch 5 82/05/22 MAIER. J E 

Rochester Gas it Electric Corp 4pp 13357 344 34X 

FIcJie 50-244. 02/09/22. 8206040306 


— 0206040309 Amend 51 to License DPR-18. revi s ing Tech Specs re RCS 
iodine activity 

CRUTCHFIELD. D Operating Reactors Branch 5 82/05/22 lapp 

13357 348 24X Fiche 90-244.32/05/22.820 6040306 


— 8206040313 Notice of issuance ^ availability of Amend 51 to License 
DPR- 18 

CRUTCHFIELD, D Operating Reactors Branch 5 82/05/22 epp 

13357 360 24X Fiche 50-244.82/05/22.8206040306 


8206040418 Summary of 820427 meeting w/util it consultants in 
Churchill.PA to exchange metal I urgica 1 data on facility 
List of attendees. agenda, suppor tive info & vlewgraphs 
enc I 

LYONS, J E Operating Reactors Branch 5 82/05/22 Operating 

Reactors Branch 5 77pp 13356 277 24X Fiche 50-244182/05/22. 

8206040418 


B206140349 Forwards Director's Decision 02-3 in response to Sierra 
Club 320311 p etition. revi sed 820325. request ing consideration 
^ resolution of Issues prior to resumption of operation FR 
notice of issuance end 

DENTON, H R Office of Nuclear Reactor Requlation# Director 
82/05/22 CAPLAN.R Sierra Club 2pp 13509121 24X 

Fiche 50-244. 82/05/22. 02061 40349 


0206140351 Director's Decision 82-3 denying 820311 request for 
suspension of OL or issuance of show cause order 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
82/05/22 lApp 13S09 123 24X Fiche 90-244.82/05/22.0206140349 


— 8206140356 Notice of issuance of Director's Decision 82-3 responding 
to Sierra Club 620311 St 24 petitions 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
02/05/22 2 pp 13509 137 24X Fl che 50-244. 09/05/22. 0206 140349 


9206100392 Forwards Pages 4 ^ 39-61 to Director's Decision DD“B9~3 
Attachment 1. which were missing 

SMITH, H I Operating Reactors Branch 5 09/05/24 Operating 

Reactors Branch 5 Ip 13469 268 24X Fiche 50-244.82/05/24. 

8206100392 


—0206100394 Pages 4 & 36-61 to Director's Decision DD-B2-3. Attachment 1 
a Office of Nuclear Reactor Regulation, Director 62/05/22 
24pp 13469 269 24X Fiche 50-244.62/05/24.8206100392 


8206010610 Forwards repts of addl confirmatory testing. as Addendums 1 '4 
to "Steam Generator Evaluation. Oinna Steam Tube Failure 
Incident. 8201 25. RE Ginna Nuclear Power Plant." submitted 
820426 

MAIER.J E Rochester Gas it Electric Corp 82/05/25 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 13315 154 24X 

Fiche 50-244.82/05/25.3206010610 


— 8206010628 Addendum 1, "Lab Collapse Tests." Revision 0,to "Btoam 
Generator Evaluation. Ginna Steam Tube Failure Incident, 

820125. RE Ginna Nuclear Power Plant " 

a Rochester Gas it Electric Corp 32/05/18 S2pp 13315’ 156 
24X Fiche 50-244.82/05/25.0206010610 


—0206010640 Addendum 2, "Cab Fatigue Testing," Revision 0, to "Stenm 
Generator Evaluation. Ginna Steam Generator Tube Failure 
Incl dent. 6201SS, RE Ginna Nuclear Power Plant " 

* Rochester Gas it Electric Corp 02/05/16 iSpp I33t5. 170. 
24X Fiche 50-244,82/05/25.0206010610 


— 0206010653 Addendum 3. "Phase II Metallurgical Exams." Revlfiiun 0. to 
"8team Generator Evalua tion, Ginna Steam Generator 
Tube Failure Inc Idcnt. 820125. RE Ginna Nuclear Power Plant " 
a Rochester Gas 8< Electric Corp 82/05/18 I5pp 13315 193 
24X Fiche 50-244,39/05/25.0206010610 


— 6206010663 Addendum 4i "External Tubs Loading Test. " Revision 1 tp 
"Steam Generator Evaluation. Ginna Steam Generator Tube 
Failure Inc ident. 620125. RE Gi nna Nuclear Power Plant " 
s Rochester Oas t Electric Corp 39/05/10 34pp 13315 SOB. 
24X Fiche 50-244,32/05/25.0206010610 


8206040149 Authorizes resumption of full power operations 

CRUTCHFIELD. D Operating Reactors Branch S 39/05/25 MAlERj J 
Rochester Gas it Electric Corp 2pp 13344 317 34X 

Fiche 50-244.82/05/25,8906040149 


6906110102 8AFETY EVALUATION REPORT RELATED TO THE RESTART OF R E 
GINNA NUCLEAR POWER PLANT Docket No 50-244 IRochester Gas 
And Electric Corporation) 

# Office of Nuclear Reactor Regulation. Director, NUREO-09IA ERR. 
62/05/26 2pp Available at NTI8. 13493 268 24X 

Fiche 50-244.82/05/26.8306110182 
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8206030120 Forcjartfs tethnical evaluat»ofi rept. "Ktjdrol agtca 1 
Conf^l dera t i OTi s " Pot B£P Topici II-3 I f-O 0i 1 J-3 0 li 11-3 C 
it ir-4 D Evaluations wtH serve as input to integrated 
safetg assessment 

CRUTCHFlELOi D Operating Raact-ors Dranch 3 Vi?c-. 03 _ 7 c}- i jq 

83/'03/27 MAIER< J F Rochester Gas it Electric Corp 7pp 
13337 030 24X Fiche 30-24 4,62/05/27.3206030120 


— 8206030127 Hij dirg l^g ical Constdei ations> ‘ technical evaluation rept ! nv 
SEP Topics I 1-3 A, 11-3 B, 11-3 G 1. 1 1-3 C Jc 11—1 D 
SCHERREfl, J , TURNER, 3 , ERIKSON, W Franklin Ins ti tute/Frar It 1 1 ii 
Research Center NHC-03-79-1 18 TER-C5a57-419 82/04/27 

STALE y. 0 WRC - No Qe tailed AFFiliation Given 46pp 13337 <J'<V 

24X FiChe 30'-a44. 92/05/27, 3206030120 


5?ti6l60l61 Discusses commitment to install environmentally qualified 
item by 820630 Several solenoid valves ^ resistance temp 
detectors could not be completed during current outage but 
u/ill be installed during Spring 1983 

MAIER. JE Rochester Gas 8, Electric Corp 03/06/10 CRUTCHf ILHn I? 

Operating Reactori Granch 5 2pp 13521 363 24X 

Ficbe 50-244,82/06/10,8206160161 


32061001Q0 Fofuards respons'* to Generic Ltr 83-10 requesting 
confirmation for completion of certain TNI items addl 
schedular info 

HAI6H. J E Rochester Gas 6 Electric Corp 03/06/11 CRUTCNf llLUrli 
Operating Reactors Branch 5 6pp 13533 23J 24X 

FiChe 50-144 &a/06M 1.8206180130 


0206250099 Forwards draft IJUREG-0021. "Integrated Plant Safety 
Assessment Rept>'‘ documenting revieu completed under SEP & 
notice of availability Equipment it procedural changes 
identified W/o h[l/RE0-oe2t 

CRUTCHFIELD. D Operating Reactors Branch 5 82/03/27 NAIEN, J 

Rochester Gas 8t Electric Corp 3pp 13626 351 34X 

Fiche 30-344. 82/05/27. 6 206250 0 99 


B206250103 Notice of availability of draft Integrated plant safetu 
assessment rept Rept util be one of bases in considering 
conversion of provisional OL to f ul l-terii OU 
CRUTCHFIELD. D Operating Reactors Branch 3 92/05/27 2pp 

13626 355 B4)( Fiche 30-244.02/05/27.8396250099 


3306240531 Forjarda proposed FR notice for ACR3 Subcommittee on ‘JJ 
830630 mp(j ting uj/rtit in Wash Ington, DC to review integrated 
plant safety assess<nent Si SEP 

CRUTCHFIELD, £> Operating Reactors Dranch 5 02/06/11 HAIEK, J 

Oaltlmore Cas V Electric Co 4pp 13596 189 24X 

Fiche 50-244. 32/06/11.0206240321 


9206230237 Discusses review of integrated plant safety assessmont 
iWfiEO-O02l> Completion of integrated !. balanced evaluation 
of all safety -related topics identified in SEP awaits 
inclusion of unresolved safety issues & THI-related items 
ISBIN.H a Ishin.H 92/06/13 RUSSELL. W T Sy s temat i c Eva I u/i 1 1 m. 
Program Branch Ip 13536 013 24X Fiche 90-244,02/06/13, 

8206330227 


3206100045 SAFETY EVALUATION REPORT RELATED TO RESTART OF R E OIHNA 
NUCLEAR POWER PLANT Docket No 50-244 (Rochester Gas And 
Electric Corporation] 

* Office of Nuclear Reactor Regolationj Director NUREG-0916 
32/05/31 350pp 13478 034 24X Fiche 30-244. 92/05/31. 0206 10004 5 


0206110322 INTEGRATED PLANT SAFETY ASSESS^CNT SYSTEHATJC EVALUATION 
PROGRAM for R E OINNA NUCLEAR POWER PLANT Docket No 
50-244 (Rochester Gas it Electric Corporation) 

* Division of Licensing l«/RE0-092l DRFF 33/05/31 400pp, 

Available at NTI8 13481 302 24X Fiche 50-244. BP/05/31. 02061 10322 


8206080163 Notl ficaticn of 630603 electing ur/util A ORNL it* Bethesda.MU 
to discuss recent leose parts monitor alarms 

LY0N8. J E Operating Reactors Branch 9 82/06/01 CflUTCHFI U D. l> 

Operating Reactors Branch 5 2pp 13441 343 24X 

Fiche 50-544. 92/06/01. B2060S0163 


8206170319 Forwards Amend 52 to License OPft-lB. consist ing of comraltment 
inadvertently omitted from Llcanie Cpndition 2 C(9) re 
procedures for steam generator tube rupture events Notice 
of issuance of anend end 

CRUTGHFlELDr 0 Operating Reactors Branch 5 02/06/02 KAJffl, J f 

Rochester Oas li Electric Cerp 3pp 13931 390 24X 

Fiche 90-244. 92/06/02, 82061703 1 9 


--02O617O324 Amend 52 to License DPR-J9 adding cammitment to License 
Condition 2 c(9)- re procedures for steam generator tube 
rupture events 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/D2 3pp 

13331 293 34X Fiche 50-244,92/06/02.0206170319 


— 0206170327 Notice of issuance of Amend 52 to License DPB-18. re 
procedures for steam generator tube rupture events 
Crutchfield, D operating Reactors Branch 9 62/06/02 2pp 

1353r295 24X Fiche 50-244.82/06/02.0206170319 


8206070270 Foruards safety evaluations of 8EP Tuples. Vois I-HI.pur 
App E of NUREO- 0021 , 1 ntegra t e d Plant Safety Assessment 

Rfpt for RE Ginna Nuclear Power Plant " 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/04 SHEWRQHi,l* U 

ACR9 - Advisory Committee on Reactor Safeguards 1. 90(Jpp. 

13381 153 24X rich* 50-244.82/06/04.9206070270 


8206300419 Requests remittance .of Class lU fee fur review of 
application to amend License DPR-18 

MILLER. W 0 License Fer Kanagetimt Branch 92/06/04 HAlER.vi E 
Rochester Oas 6 Electric Corp. in 13661.359 24X 

Fiche 50-244. 82/06/04 , 02063004 1 5 


8206090193 Generic Hr 82-11 te all tWR reactor plant Uernsees t, 
applicants rt transmittal of NUREO-0916 relative tg 
restart gf FE Ginna R«pt documents findings rs cause of 
event W/o enc I 

EIBENHUT.DO Division gf Licensing 82/06/09 HAUSPURO.A 
Consolidated Edifoo Co of N#er York. ffALER.U Rochester Oas U 
Electric Corp ARNOLOiR C. General Public Utilities - GPU firivUe 
Corp I3pp 13557 34? 24X Fiche 39-000.82/06/09,9206090153 


8706240264 Forwards supplemental safety evaluation re NUREG *073/. ! tiJe 
TI E 1 1. "Auxiliary Feedwater Sys “ Resolution of six 
open items provided 

CRUTCHFIELD S Operating Reactors Branch 5 92/06/16 NAIEM, J i 

Rochester Gas t Electric Corp lOpp 13597 149 24X 

Fiche 50-244, 83/06/ i 6. 0206240264 


8206230119 Advises that installation of post-accident sampling syo ilur 
for completion on B20901 in response to TKI Action Item 
II B 3 cuill be daiayad due to labor strike by contractor 
eenplogees Interim sampling provisions remain in effect 
MAIER. J E Rochester Gas & Electric Corp 92/06/17 CRUTCHI in D. D 
Operating Reactors Branch 5 Ip 13591 051 24X 

Fiche 50-244.82/06/17.0206230119 


8206240231 Forwards request for addl info re status of upresolvud 
safety issues for OL review Interim measures pending full 
resolution required 

LAtNAS, GC Operating Reactors Assessment Branch 02/06/17 
ilAlER.J E Rochester Gas it Electric Corp 3lpp 13597 194 
Fiche 50-244. 82/06/ I 7. 8206240231 


0206280424 Summary uf 820603 meeting w/util,ORNL A Westinghouse 
re loose parts monitor alarms at facility Nesting agenda 
6 handouts end 

LYONS, J E Operating Reactors Branch 5 02/06/10 Dperatiiifl 

Reactors Branch 5 29p p 13621 199 24X Flcho 50-244, 82/06/ J H* 

0206280424 


8206300157 Forward* balance of fee for review of submittals re rnrllKy 
restart 

MAIER. JE Rochester Gas Electric Corp 82/06/23 NJLLER.U IJ 
License Fee Management Branch Ip 13655 302 24X 

Fiche 50-244. 83/06/23.8206300157 


8206200407 Forwards 8AI-186-029-1 IR It BAl-106-O29-31i •' Imp rove jnenit t In 
Training St Re qualification Programs as Required by TMI I terns 
I A 2, 1 S' II 8 4t technical evaluation repts 

JOHNSON, B W Science Applications, Inc NRC-03-02-096 02/06/JM 

KRC - No Detailed Affiliation Given Ip 13621 168 a4X 
Fiche 50-000,82/06/24.8206290407 


— 8206200425 mprovements in Training it Requal if icabion Programr, ni 

Required by TNI Action Items 1 A 2 t II D 4 " 

* Science Applications. Inc NRC-03-B2-076 8A1“106’-O2V'' J JFf 

02/06/24 NRC - No Detailed Affiliation Given l4pp 
13621 169 24X Fiche 50-000,82/06/24.820 6200407 


-8206280436 "Improvements in Training 8( Requalif ication Programs ne 
Required by TNI Action Items I A 2 1 ft 11 B 4 " 

* Science Appl ications. Inc NRC- 03-82- 096 8AI-ie6-029-yJ 

92/06/14 NRC - No Detailed Affiliation Given 16pp 
13621 103 K4X Fiche 50-000.82/06/24,9206280407 


8206290109 Forwards "Olnna Nuclear Station ECCB Switchover to 
Recirculation." in response to NRC 520309 ltr re SEP 
Topic VI-7 0. "E8F Switchover '< 

MAIER. J E Rochester Gas ft Electric Corp 02/06/25 CflUTCHr II I U li 
Operating Reactors Branch 5 3pp 13636 272 24X 

Fiche 50-244. 82/06/25.0206290188 
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- “ = 2Q&2'?0| (77 “Ojnna Nuclear Station ECCS Swt tchtjvt*r to Recirculation '* 
FLEMING R W Wes t mg h t' us e Electric Corp rso/S6“M-2083 RO I 

aS'Oib-'iO I9pp 136J6 375 a4X Fiche 50-344. 32/06/25* 03063701 BO 


8^^6270370 Repts under Purcliase Oi'Cor t}P“32-096l re review of tuir 
draft SEP integrated assessments for fanlitioa Ltr 
comprises rep t on Ginna SEP (draft NUREQ-0B21 ) 
lUDNITZ.R J Future Resources Associates. Int G2/06/2G 
R<j 5SELL,W T NRC ~ No Detailed Affiliation Given 0pp t36J6 341 
34^ Fl Che 50-000.32/06/38.0206390270 


Cj Insp ec ficTi reports. IE Dulleims 5 correspondence 


9206040363 Fo* wards It In^p Rept 50-244/82 07 on 820410-30 No 
none ofnp I I anc c noted 

^TAROSTECKI, n Di,isii)n of Project t< Resident Programs 02/05/ l.J 

f^AIFR. J E Rochester Gas 6 Electric Corp 2pn 13358 001 l*4X 
Fithe 50-244. 82/05/ 13. R306040263 


' '0206040268 IE Insp Rppt 50-244/ 82-07 on 020410-30 No noncompl lanr t 
notud Major areas inspected plant operating records* 
surveillance test ing. ma Int. mat 1 acc ountab 1 1 ity for steam 
generator mods Z< action on previous insp findings 
ZIMMERMAN. R P . KlSTER. M U Division Of Project ti Resident 
Programs 02/05/12 6pp 13358 003 24X Fiche 50-244.02/05/13. 

8206040263 


0206100195 Forwards IC Emergencij Preparedness Appraisal Wept 
50-244/81-22 on 01 1 102-13, s ign i f leant preparedness findings, 
improvement items t> evaluation rept No none ompl lancc noted 
Corrective actions regtnred 

bMlTH*Q H Division of Emergency Preparedness ♦< Oporational Support 

82/05/20 MAIER. J E Rochester Gas & Electric Corp 51pp 

13452 OlD 24/ Fiche 50-244*82/05/20,0206100192 


— B206t00l79 IE Emergency Preparedness Appraisal Rept 50-244/01 -22 on 
all 102-13 No noncomp 1 lanco noted Major areas inspected 
administration of emergency preparedness S< organ! latian. 
tra in ing/re training ii emergency facilities & equipment 
TERC.N n / CROCKER, H W Division of Emergency Preparedness 
Opeiational Support 02/05/04 56pp 13452 066 S4X 
Fiche 50-244.82/05/20.0206100192 


820603D005 Informs that 820222 draft safety evaluation for BEP Topic 
11 1-3 C. '^Inservicfl Insp of Water Control Structures. " 
considered final No adequate basis for change contained in 
■util fla0405 ltr to eliminate Doer Creek 

CRUTCHFIELD. D Operating Reactors Branch 5 82/05/27 MAIER, J t 

Rochester Gas Si Elcrtric Corp 2pp 13336 351 24X 

Fi Che SO-244. 82/05/27. 8206030005 


B202040L47 IE Info Notice 62-15, ’‘Notification of NRC " Sve list pm 1 
DEVOUNg.R C Director's OfficB. Office of Ihspertion and 

Enforcameni 82/05/28 107pp I34P6 075 24X 

Fiche 50-000. 92/05/28. 8202040147 


P204210378 TE Info Notice 82-16. “HPCI/RCIC High Steam Flow Setpoints 
Sve list end 

JORDAN, E L Division of Engineering $< Quality Assurance B2/05/2B 
I03pp 13440 264 24XFieho 50-000. 82/05/20, 8204210378 


0204210380 IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Planks " 

8vc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcemont 82/06/02 lODpp 13527 150 24X 

Fiche 50-000.82/06/02.8204210380 


0204210383 IE Info Notice 82-17, ‘'Overpressur i ration of RCS " Bve list 
one I 

JORDAN. E L Division of Engineering 8< Quality Assurance 82/06/11 
106pp 13675 250 24X Fiche 50-000.82/06/11,8204210383 


0204210384 IE Info Notice 82-18. ^'Assessment of Intakes of Radioactive 
Matl by Workers ’’ Sve list end 

DEYOUNG, R G Director's □ffice. Office of Inspection and 

Enforcement 02/06/1 i 120pp 13675 109 24X 

Fiche 50-000.82/06/11.8204210384 


0206290187 Ack receipt of 820527 ltr informing NRC of steps taken to 
correct violations noted in IE Health Physics Appraisal Insp 
Rept 90-244/00-16 

MARTIN.! T Division of Engineering 6 Technical Programs 82/06/23 

riAlER.J E Rochester Gas & Electric Corp Ip 1363S 001 24X 

Fiche 90-244.02/06/23.8206290107 


— 0206290569 Advises that response to Item 1 Df App A to IE Health 
Physics Appraisal Insp Rept 50-244/80-16 will be delayed 
until G2O90 1 due to increased work eiperienced during period 
since 820125 tube rupture 

MAlER, J E Rochester Gas 6 Electric Corp B2/OS/27 HAYNEi.. fl C 
Region 1. Office of Director Ip 13632 002 24X 

Fiche 50-244. 02/06/23, 8206290 1B7 


R Periodic operating reports & related correspondence 


0206010696 Forwards monthly operating ropt for Apr 1982 

SNOW. 0 A Rocheatar Gas 6 Electric Corp 02/03/06 Offica of 
Management and Program Analysis Ip 13313 305 24X 

Fiche 50-244.02/05/06.8206010696 


— 0206010690 Monthly operating rept for Apr 1902 

MCNAMARA, A E Rochester Gas & Electric Corp 02/05/06 5pp 
13313 306 24X Fiche 50-244.82/05/06,8206010696 


S Reportable occurrences. LERs S< related correspondence 


02O6OIO379 LEft 82-013/OlT-O on 820518 while performing safety injoction 
functional test, satdite station A for fire detection sys 
lost ac power Condition existed for more than 1-h u/o fire 
watch patrols in inoperable fire dotectlon lone areas 
SNOW. D A Rochester Gas f* Electric Corp 02/05/19 HAYNES, R C 
Region 1. Office of Director Ip 13301 308 S4)C 
Fiche 50-244,82/03/10,8206010370 


8206010415 Forwards LER 02-O11/O3L-O 

MAIER. J E Rochester Gas A Electric Corp 82/05/21 HAYNES. R C 
Region 1. Office of Director Ip 13313 231 24X 

Fiche 50-244,82/03/21.8206010415 


— 9206010422 t-Eft 82-01 1/03L-0 on B20423. while perforirlng local leak rate 
testing on containment penetration Isolation valves, 
containment gas radiation monitor return line chack valve 
was leaking excessively Possibly caused by dirt 

8PECT0R.S M Rochester Gas Electric Corp 82/05/23 Region 
1. Office of Director Ip 13313 252 24X Fiche 50-244.02/03/21, 

8206010415 


8206110284 Forwards LER 82-013/011-0 

MAIER. J E Rochester Gas 6 Electric Corp 02/06/02 HAYNCS. H 0 
Region 1. Office of Director Ip 14691 254 24X 

Fiche 50-244, 82/06/02. 82061 10204 


—0206110288 LER 02-O13/O1T-O on 020519. during safety injection 
functional test, satell i te station A for fire detoction sys 
lost ac power Caused by Indequate procodurest Procedur ns 
revised to correct deficiency 

DODINE, J C Rochester Gas t« Electric Corp 02/06/02 Region 1, 
Office of Director 2pp 13466 139 24X Fiche 50-244.82/06/02. 

8306110284 


8306170053 Forwards LER G2-Ot2/03U-0 

MAIER. J E Rochester Gas 8« Electric Corp 82/06/09 HAYNES, ft C 
Region 1. Office of Director Ip 13329 339 24X 

Fiche 50-244.82/06/09.8206170053 


—8206170056 LER eS-012/D3L-0 on 020510, Hal on sys for relay room 
declared Inoperable On 820426. rosiil ts received of Halon 
concentration test Indicating that min concentration was not 
maintained for 5 minutes at iS-ft elevation 

STRAIGHT, J E Rochester Gas ?t Electric Corp, 02/06/09 Rogloii 
1. Office of Director 2pp 13529 340 24X Fiche 50-244, 

82/06/09. 0206170053 


T Hearing transcripts on non-ant I trust matters 


8206220160 Transcript of 820618 special investigative proceeding in 
White Plains, NY Pp 1,126-1.253 

e Atomic Safety and Licensing Board Panel 82/06/18 129pp 

13573 282 24X Fiche 50-244.82/06/10.8206820160 


DOCKET 50-243 MILLSTONE NUCLEAR POWER STATION, UNIT I 


F Security, medical, emergency t< fire protection plans 


0206130016 Responds to FOIA request for documents re siren sy« 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON, JM Division of Rules and Records 82/04/21 WADE. J. 
Public Interest Research Group, New York 7pp 13524' 010. 24X 

Fiche 50-000,82/04/21.8206150016 
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— 820120^341 petitions for United e<ernptiqn from Section |V 0 J of App I 
to i<lCFR50» T«<\uiT Irkg jnstet la ti ori oF prompt notiFicdtlgn By»' 
tv 820201 Stja uilt be installed bg 8S0B01 

CDUNSlLiW G Connecticut Yankee Atomic P ouer Co 82/01/16 
t)lPCUS( W 0 Office of the Executive Director For Dperatlons 
llpp t3S2 4 088 24X Fiche 30-000. 82/0-4 /2U 62061 5001 & 


--82O6O0O224 Responds further to Item 4 of NRC 020204 1 tr t*e eflUiroencii 
preparedness appraisal Addl training of station emergency 
orgahiiation members completed 

COUIISIL.W G hrortheast Nuclear Eiergg Co (subs of Nf)rthe<i't 
UtllUiBS) 82/04/30 HAVneSxR C Region lx Offico of DUiiln 
2pp 13420 341 24X Fiche *}0“245. 82^06/02. 82O6O0O2OB 


— 0203040500 Submits List of facilities that have filled exemption 
requests from 820201 prompt notification deadline 
Exemption requests will be denied 

ElSE^i^'UT. 0 G division of Licensing 62/02/03 DEMTON- H « 
Office of Nuclear Reactor Regulation. Director 2pp 13524 280 
24X Fiche 50-000,62/04/21,8206150016 


8206140104 Forwards Revision 2 to safeguards contingency plan I'lcvistt.ii 
withheld tref lOCFRa 

roUN&lL. N G Northeast Nuclear Eneigy Co (subs of Northeast 
Utilities) 62/06/OS CLARKtR A Operating Reactors Branch '1 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 134B4 , dX 

Fiche 50-245,82/06/02,0206140104 


’ — 6206150066 Forwards draft llrs to licensees »n response to requests ft, 
exemption from 820201 deadljmr for installation oF proript 
not vf scat lar. 

ECHWARTZiS A Emergency Frep aredn ess Development Branch IPre 
eaoaOl) 62/01/21 CRUtCHFlELOxD Operating Reactors Draiirh 'i 
4pp 13921 161 24X Fiche 50-000.82/04/21x8206150016 


— B2061S0075 Forwards draft Hr to licensee in response to request fPi 
exemption from 020201 deadline from prompt notification sys 
InstaVlation 

SCHWARTZ. S A Emergency Preparedness Development Branch (Prp 
J2020n 82/01/27 CRUTCHFjeLD, D Opet at mg Reac tors Bram h 1» 

Jpp 13524 222 24X Flcbe 50-000. 02/04 /2U BB 06 1500 1 6 


161500BO Requests reconsideration of util request for exemstion fii6 
J20S01 deadline re imp 1 emcnta 1 1 on of prompt notification 
lys Current state of emergency preparedness adequate 
leJatexi mfic cncj 

:0UNSIL.W 0 Connecticut Yankee Atomic Power Co CaUN5li.,W C 
Northeast Nuclear Energy Co Hubs of Northeast UtiUties) 

32/03/09 PALLADIHO. N Commissioners 3pp 13524 335 24X 

'Iche 50-000.82/04/21x6306150016 


er06170i93 Forwards Revision 9 to modified amended security plan 
Revision withheld Iref 10CFR73 21; 

CO'JNSIL.W 0 Northeast Nuclear Energy Co (siibs of Northeast 
Utilities) 02/06/03 EfSENHUTxD 0 Division of Licensing );»(. 
13534 27a sqx Fiche 50-245. 82 / 06/03, P2061 70173 


8306170174 rtdvises that Amends 59 *< 8S to License UPR-21 re modifiaie 
security plan *t training b qual i f ivat ion plan satisfies SEP 
Topic XIII-2 Topic complete 

SHEA.v) flperetinq Reactors Branch 5 62/06/07 COUNSIL. M G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) I’hp 
13535 042 Q4X Fiche 50-245, 02/06/09, 02061 70194 


0206240370 Forwards IE Emergency Preparedness Appraisal Repfco 
50-245/62-01 5f 5O-J36/02-O1 on S20l04-14i si gni f iCant 
emergency preparedness findings & emergency preparedness 
improvement i terns 

ENfTHxO H Division of Emergency Preparedness 6 Operational tjupp/..i i 
82/06/11 COUNSIL. W 0 Northeast Nuclear Energy Co tsubs fl 
Northeast Utilities) 9pp 13602 281 24X Fiche 50-245x02/06/1). 

8206240370 


36150079 Status of prompt notification sys 

» NSC - No. Detailed AfflHatUn Oiven 82/03/09 ip 13525 154 
24X Fiche 50-D00x 82/04/21. 62(76150-016 


090002 Responds to FOIA request for documents re Commission 
clsion to extend deadline for licensees to inpltment 
ompt notification sys Forwards documents listed in App A 
cunents also available in PDB 

LTOMxJW Division of Rules and Records 62/09/(1 REYNQLIJ5.NL 
ebtvdlse -b Liberman Sspp 13454 003 24X Fiche 50-000.82/05/11, 

S609C00S 


03110473 Submits update of current 3s-»essm«nt of licensees ability 
to. implement prompt notification sy« by 8SOS01 deadline 
Thirteen licenseas nay not meet deadline 

OIRCI^S.W J Office of the Executive D-irector for Operations 
ed/01/26 Coromissi oners Spp 13454 164 24X 

FUhe 50-000.62/05/11x9206070002 


103110481 Submits monthly update of status of implementation of prompt 
notification syt 

SPENCERiO 8 Division of Technical Inspection 62/01/05 
GRIMES, B A Division of Emergency Preparedness 8pp 13494 r/6 
24X Fiche SO- DOO. 82/05/1 1 , 6206090002 


206090088 Provides inplementat inn eUtirs of prompt notification syf 
for facilities Eight licensees failed to meet 620201 
daadUna, 

OiRCKSrW, J Office of the Executive Director for Operations 
82/03/04, PALLAOINGjN Commi ssioners Ip 13454 196 24X 

FI cJi « 50-00 Ox 82/0 5/ 1 1 . 6206070002 


209060494 Forward* monthly status rept of licensee imp lemeniation of 
prompt natifiemtion sys 

D1RCK5, g J Office pf the Executive Director for Operations 
02/03/30 PALLaDINOxN J Commi seiPners, 2pp 13454 252 24X 

Fiche 50-000x82/05/11.6206090002 ..4X 


■0206240375 IE Emergency Preparedness Appraisal Rcpta 50-245/0?.' 0) h 
50-336/02-01 on 620104-14 Areas inspected emergency 
organl zatiorir training, facll 1 1 les & equipment, procedures for 
implementation coordination of offsite agencies 
KANTOR, F . CR0CHER. H W Division of Emergency Preparedness T< 
Operational Suppoi t 82/06/10 76pp 13602 291 24X 

Fiche 50-24 5x62/06/1 1, 8206240370 


Q20624O34B Forwards response to util 020503 1 tr re proposed chnfifiot, tn 
physical security plan Changes consistent u/provtsions Of 
lOCFRSO 54 6 acceptable 

CRUTCHFIELD, 0 Operating Reactors Branch 9 02/06/14 CDUNUIL.U G 

Northeast Nudear Energy Co (subs of Northeast UtiUtiesi I’pp 
13603 154 a4X Fiche 50-245x 82/06/l4x 0206240348 


0206210527 Advises that SEP Topic IX-6 re fire protection is coiiMdern) 
complete for purpose of conducting integrated assessmant 
SHEA. J Operating Reactors Dranch 5 82/06/15 CDUNSlL.W G 

Northeast Nuclear Energy Co (subs of Northeast (JtllJtlea) 

13566 146 24K Fiche 50-245, 02/06/ 1 9. 0206210527 


P Operating license stage documents ^ correspondence 


documents Forwards documents listed in app Financial info in 
Documents 3-54,3-35 It 5-11 deleted 

FELTCN. J M Division of Rules and Records 02/04/29 MCMURf>AYU 
Christopher 9* Phillips aipp 
13604 044 24X Fiche 50-000. 82/04/27. 8206230007 


8111170117 Summary of 811023 meeting to assess in-house avallabil«ty 
compieteness of control sys info on operating plant for 
A-47 reviews Meeting sclieduled for 8UI09 to discuss 
findings of nonsafety control info 

SZUKIEMICZ, A J Generic Issues Branch 81/10/20 KNjgL. K 
Branch app 13605 347 24X Fiche 50-000. 

82/04/29x8206230007 


6060200 Requests addl info re Hens I Sr 3 of util 850301 Hr 
nfermlng NRC of actions taken to improve emergency 
reparedneis 

yilTH,0 H Diviiion of Entrgencu Preparedness & Od«x<a«: 1 miMi 
02/06/02 COONSIL.H 0 NoJth.Jst NSu.SrEneJgST fs:!, 7 ' 

^*^***^ 13420 310. 24X Fiche 50-245,82/06/0?. 




It F I 4x *'Cpntalnrent Prestu;* Monltar'' 


l< II F 1 61 


n F 1 5, ''Containment Uater Level Monitor" 

"Containment Hydrogen Monitor" 

CONNER. E L Operating Reactors Branch 3 82/03/14 CoUNSIL.t) (3 

Connecticut Yantee Atomic Power Co, 18pp 13333 301 24X 

Fiche 50-0QQ» 82/03/14,8206020038 


icips listed In NRC 020204 |H ri 
Normal Ic emergency 

Tnergy Co (subs of ffortheast 
C Region j. Office qf Director 

?43x 82/06/02. 8206000208, 


I *i.ro re r<unt.u-o/37, Item 11 0 1. "RC8 Ventn ■' 

. oifgxn rollouing LOCA to .otermlin l„irabil£tu of mods to 
isolation condenser vent sys y or m os v 

CG^/LxW Northeast Nuclear Energy Co, (subs of Nopthemsb 

3PP^*M33S0 35V^%ii ® Qporatinq Reactors Drai.ch 

3pp 13350 359 24X Fiche 50-245, 02/05/24.8206040352 
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53Ci.040276 Forwards draft evaluation of SEP Topic IX-3* ''Station &vt & 
Cooling Water St^s ' Licensee must demonstrate that cooling 
sys function is nonessent lal by ahotuing that aya it serves 
can function ui^o being cooled 

J Operating Reactors nranch 5 sa/oa/aT COUNSIL*W (' 
northeast Nuclear Energy Co {subs of Northeast Utilities) llpp 
13354 iBt 24X Fiche 50-24 5, 82/05/55, B20604O27i 


8206070576 Forwards response to NRC 820125 request for adcJl info 
required to complete evaluation of SEP Topic I1I-3 C, 

"Inservice Insp of Water Control Structures " 

CdUNSTLiW G Northeast Nuclear Energy Co (subs bf Northeast 
Utilities) 82/05/28 CRUTCHFIELD, D Operating Reactors Draiich b 
4pp 13373 317 24X Fiche 50-245,82/03/28,0206070576 


8206140101 Forwards Amends S4 77 to Licenses DPR-ai DPB-65, 
resp ect wely . EIA & notice of issuance & availability Amends 
add moniforirg ^ sampling requirements for distillate 
discharge from condensate polishing radwaste evaporator 
CONNER, E L Operating Reactors Branch 3 02/O5/2B COUNSIL.W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
13507 276 247 Tiche SO-245, 02/05/20, 82061 40101 


--9306140107 Amends 84 2, 77 to Licenses DPR-2 1 «. DPR-63, respect ively, 
adding monitoring sampling requirements for distillate 
discharge from condensate polishing radwaste evaporator & 
revising liquid radioactive effluent limits 

CRUTCHFIELD, D Operating Reactors Branch S 82/03/20 ISlM' 
13507 2S0 24X Fiche 50-245,02/05/28,0206140101 


—B206140110 EIA supporting Amends 84 t 77 to Licenseo DPR-21 I, l)PH-65,, 
respective! y 

* Office of Nuclear Reactor Regulation, Director 02/05/20 Upp 
13507 290 24X Fiche 50-245,02/05/20,0206140101 


--8206140113 Notice oF Issuance 8< availability of Amends 04 S, 77 to 
Licenses D“R-21 DPn-65, rosp ec ti ve 1 y 

CONNER. E L Operating Reactors Branch 3 02/05/20 2pp 

13507 301 24X Fiche 50-243,82/05/20,8206140101 


0206000142 Forwards draft evaluation of BEP Topic IV--2, "Reactiviiu 
Control Sys " Confirmation of similarity between Millstone, 

Unit 1 f/ Dresden, Un i t 2 V single Failure analysis or Topic 
XV-8 revision requested 

CRUTCHFIELD, D Operating Reactors Branch 3 02/06/03 COUNSIL.W « 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 0pp 
13423 322 24X Fiche 50-245,02/06/02,0206080142 


0206100190 Forwards draft safety evaluation For SEP Topics Vl-2 D» 
"Hass Energy Release for Possible Pipe Break Inside 
(lontainment, " V Vi-3, "Containment Pressure & Heat Removal 
Capability " Comments requested within 30 days 
SHEA, J Operating Reactors Branch 5 82/06/03 CQUNSILiW 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 61pp. 
1345S 126 24X Fiche 50-245,82/06/03,0206100198 


0206160368 Forwards response to Generic Ltr 82-10 requesting info rr 
Implementation dates For selected TMl action plan items in 
NUREG-0737 

COUNSiLi W G Connecticut Vankoe Atomic Power Co COUNBIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

82/06/04 ElSENHUFiO 0 Division of Licensing 102pp 13512.073 

24 X Fiche 50-000,82/06/04,8206160360 


0206170340 Submits addl info re SEP Topic Vll-2, "tSF Sys Control 
Logic 6 Design " Addl elorirical isolation determined 
unnecessary 

COUNSIL, W <j Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/08 CRUTCHFIELD, D Operating Reactors Branch 5 
2pp 13531 320 24X Fiche 50-245,82/06/08,0206170348 


8206170090 Forw'ards final evaluation of SEP Topic II1-4 C, ^'InteTnally 
Generated Missiles," per 020413 BAR Facility meets Intent 
of internally generated missile criteria 

SHEA^J J Operating Reactors Branch 5 02/06/09 COUNSIUW 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 23pp 
13530 133 24X Fiche 30-245,02/06/09,0206170090 


8206170234 Forwards supplemental info in response to Generic Utr BR-Oh 
re status of NUnEG~0737, 1 terns II D 2, "Plant Shielding." 

I£ S 3, "Post-Accident Sampling-" II F 1 1, II F 1 2 
1 1 F 1 6, "Effluent S' Hydrogen Monitoring " 

COUNSlLfW G * FEE, W F Connecticut Yankee Atomic Power Co 
COUNBILiW 0 Northeast Nuclear Energy Co (sobs of Northeast 
Utilities) 82/06/10 EISENHUT, D O Division oF Licensing I6pp 
13533 013 24X Fiche 50-000, 02/06/ 10. 0206 1 70234 


e?O62iO20l Informs of merger of Hartford Electric Light Co into H 
Light ?, Power Co Amend to existing list of companies which 
hold facility licenses required 

COUNSIL.W G Northeast Nuclear Energy Co (subs oF Northeast 
Utilities) 02/06/11 EI«3FNHUT,D G Division of Licensing Ppp 
13537 043 247 Fichr 50-245, 02 ^06/1 1 . 82062 10281 


8206310633 Application to amend Licenses DPR-65 j DPR-61 It DPR-21. 
revising ETS to reflect organl lationa 1 title changes 8« 
revising upper range of intake water temp for Haddam Neck 
CaUNEIL, W Q Connecticut Yankee Atomic Power Co C0UN8IL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

02/06/il CRUTCHFIELD, D Operating Reactors Branch 3 CLARK, R A 
Operating Reactors Branch 3 3pp 13561 074 24X 

Fiche 30-000,02/06/11.8206210633 


—0206210638 Proposed revision to ETS Section 5 1, re fleeting 
organizational title changes 

* Northeast Nuclear Energy Co (subs of Northeast Utllltiae) 
02/06/30 4pp 13561 077 34X Fiche 30-000,02/06/11, 0206210633 


0206220454 Application for amend to Licenses DPR-21 ti DPR-65i ch ang ing 
CT5 3 I 3 t 2,3 t 2 i 3.3 t 2 1 5, 3 1 2 1 6 6 3 1 a I 9 to 
revise ecological monitoring studies 

CCUN51L, M G Northeast Nuclear Energy Co (subs o# Northeast 
Utilities) 82/06/11 CLARK, R A Operating Reactors Branch 3 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 13570 108 24X 

Fiche 50-245.82/06/11,8206220454 


—0206220472 Proposed changes to ETS 3 1 2 1 2, 3 1 2 1 3, 3 1 2 1 3. 
31216(3121 9, revising ficological monitoring 
stud ies 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
02/06/30 S9pp 13570 110 24X Fiche 50-243,02/06/11*8206220454 


0206210115 Forwards safety evaluation of SEP Topic 11-4 F, "Settlement 
of Foundations (t Burled Equipment " Corrective actions 
required to ensure adequate protection of saf ety-ro lated 
struc tures. sy s i< components against excessive settlement 
SHEA, J Operating Reactors Branch 5 62/06/13 COUNSILiN 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 30pp 
13559 194 S4X Fiche 50-245.82/06/13,8206210113 


8206240294 Forwards request for addl Info re adequacy of station 
electric distribution sys voltages Response requested 
within 60 days of receipt of ltr 

CRUTCHFIELD, D Operating Reactors Branch 3 82/06/13 CDUNSIL* (J Q 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
13597 031 24X Fiche 30-243,82/06/15.0206240294 


0206250204 Forwards safety evaluation documenting review of response 
to NURGG-0737, Item II K 3 2i, "Restart of Core Spray 8f LPCI 
Sgs " Agrees w/BWR owners group that logic mods for LPCI & 
core spray sys unwarranted 

CRUTCHFIELD, D Operating Reactors Branch S 02/06/21 CDUNSIL, N 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 5pp 
13613 207 24X Fiche 50-245,82/06/21,02062 50204 


8206300048 Responds to 610924 request For addl info re insorvico 
testing program Diagrams end 

CDUNSILrW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/22 CRUTCHFIELD. D Operating Reactors Branch 3 
3pp 13656 on 24X Fiche 50-245.02/06/22,020630 0040 


0206300351 Forwards safety evaluation (< technical svaluation ra 
degraded grid protection for Class IE power sys Procedures 
re First level loss of voltage relaying will be considered 
unresolved Issue in integrated assessment for plant 

CRUTCHFIELD, D Operating Reactors Branch 5 82/06/23 COUNSiLiW O. 

Northeast Nuclear Energy Co (subs of Northeast Utilities). Gpp 
13656 306 24X Fiche 50-245. 02/06/23, 62Q630D351 


--Q206300357 Safety evaluation of degraded grid protection far Class IF 
sys Addl Info required 

* Office of Nuclear Reactor Regulation, Director 82/06/33 6pp 
13656 309 H4X Fiche 50-245,82/06/23.0206300351 


— 0206300359 “Technical Evaluation Rept on Proposed Design Mods Tech 
Spec Changes on Grid Voltage Degradation for Millstone 
Nuclear Power Station, Unit 1 " 

8ELAN, U C Lawrence Livermore Laboratory FIN A-025O 
UClD-19139 02/03/13 NRC - No Detailed Affiliation Given, 

ilpp 13656 315 24X Fiche 30-245.02/06/23,0 2063003 51 


8206300210 Forwards revised safety evaluation of Generic Issue D-S4 8e 
SEP Topic VI-4 re override of containment purge isolation it 
other ESF actuation signals SEP topic complete for purpose 
of Integrated assessment 

SHEA, J Operating Reactors Branch 5 62/06/24 C0UN8IL,H O 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
13654 331 24x Ficho 50-245,02/06/24,8206300210 


8206300305 Forwards proposed schedule of events listing coursa of 
action to support timely completion of 6£P draft integrated 
assessmd'nt, per 020616 discussion 

SHEA, J Operating Reactors Branch 5 82/06/24 C0UN81L*N 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities), 4pp 
13656 360 24X Flche 50-245,02/06/24,8206300303. 
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820i53003i5 Foru/ar^s gafotyi evaluation of EGH Topic in~S A "Effftt*. ol 
Pipe Brpafc on structure t. Sys *•< Cenponents Inside 
Cantaxnneriti p pr utl' 030413 subnittal Plant adequately 
protflctsd from effects s.ob> to resolution of listed itens 
SHEA I J Gperotma Peaetdrs Oranch 3 e3/06i/24 COL/NSIL. W G 

Nart^ieast tluclean Lnergy Co (.subs of tJortherfSt Utilities^ J /|>J* 
I365i 330 24X FLcho SO-Sab, B2/06/24 - erO(<>3O0Jl5 


G2G630002S Forwards revised safety evaluation re SEP Topic VIl^Pi '1 L'l 
Sys Control Logic f Desiijn ' Plant satisfies acceptance 
criteria f-or topic Topic co/rpleted 

SHEA/ J J OpGTatinq Reat^ors Branih 3 02/0£>/25 CQUN5IL' W (, 

Northeast Nurl^ar' Energi# Co fsujjs o N(»r»nea5t Utilities) ‘'pp 
13656 020 24X Fiche 50'245 82/06/25. 320^3 03020 


•~i CJO^x’dCOTS lE E'^ergercy r»ep4rr-fr‘ a ^'pfu ii^ial Rrpt: Fr* OJ 6 

50 - 31* y I on f??0l04 l , Are-i*' inipc t'>fJ erin (i L*n " ij 
orgaruiatlon,trainir9rratiJitie‘" “ equip frentjprorfdi,''es for 
irp lemertat ion 6 '-oord i nat l ori of offsite agrncipfi 
KnNTdn.r CROCf ERf M W t/i vision of Em*'rgepicy Pr ►aparednes s. 
Operational Si.pp*rt 02/oi/io 7ipp 13602 S'?! 34V 

Fiche 3r-245. f<2/06. 1 1 '"?Cn.240J70 


CZr*3^0065 Foruari^s IE Insp 5'U-2n'5>'P-J^O ' *'0-3‘J6/*32"0^ 4'i« 

P2042A-29 NO nortomp M an ' e noted 

SniTHjG H Division of Cnergenry P r e prj t t d n f 5 £ ♦ npetarional Itijppui ' 

32 Oo 14 C0''f5TL(W 0 Northeast Nuclear FriPi gy uo (subs -('r 

“orthcait ?p{- 11*34 3!J ^’4 a Tithe ''0 -2 15. 33 -r ON-' 1 '' 

*:a062'7006'‘ 


0 Inspection reports. 18 Pulletms * c orre vp 


320603QU6 Foruarda IE Insfi Repfcs ^O-aAB/Ba-Oa * 50-336/02-10 on 
02O41‘?-23 No noncompl lanc e noted 

HART1N» T T Division of Engitieering h Technical Prograns 62/03/1^; 
COUIJSIL. W 0 Nartheait Nuclear Energy Co (s^ubs of Northeast 
UtllitUnJ 2flp 13337 CQ*? 24X Fiche SO-245. 02/05/12. 0306010116 


— 520r2'’006^* IE Insp R^pt": Ho ^‘45 ’ '^0 06 '8?-/'^ on 3204^6 M 

n3r cr-ffip 1 idnce noted Naior areas inspect.-'d chPi'-iCril '< 
radiochpmjcal .'nposurenenta program 

POTTAN J I , nORES, R J Region I. tfffiLS of Dime tor 0?^OAMf 
0PP 1“63- 344 24if riche SO-2 15, QS/Ou M-i a20*290jt,5 


P Periodic operating roporr, \ related c on o cpondence 


— eaot&aOllB IE Insp Repts 50 245/63-00 K 50-336/62-10 on 02041 9-PJ No 
noncomp 1 lance noted Major areas inspected fire protection/ 
preventlOfi prog-ran Jr corpJetior of fire haiard analysis 
coflimltmEntS 6 SER comni tnents 

PAOLINO.R J J QEChWAN. C A Division of Erjf.neering 6 Technical 

Programs 02/05/03 7pp 1333’» 007 247 Ficha 30-2)5* fl2/05y 12, 

6306030116 


eaoaO^OM? 1E info Notice &2-15. "Notification of N9C '' Svt list ent 1 
DEVOirPiO- R C Director's Office* Office of Inspection and 

Enforcedient B2/05/S0 107pp 13426 095 24X 

Fiche SQ-OOD. 82/05/26* S202040 147 


^206010411 foruards tron^hiy opeiating tepi for >^pT 19^2 
!RDC2KA*.E J Northeast Nuclear Energy Co (subs of NurthP.iHt 
Jtilitiefl) 02/05/14 Office of hfanagement and Progi am Ari*jliJ‘»i' 
Ip 13313 331 24V Fiche 50-345*02/05/14. 0206010)11 


0200010414 Munthlg .pe-a^^ing rept fat Apr J 9D2 

HARR AN* P N3r*'he3>*t Nuclear ‘^norgu Co ( ^ubs of Nor fh east 
Utilities) 02/05/03 5pp 1J1»3 J)y Tithe 50-245. 

02/05/14 0206010411 


5 Reportable occurrences. LERg f related c orrespondet'; e 


8204210378 I£ Itifo Notice 82-16* "HPCI/flClC High Steam Flou Setpoints " 
Sve list end 

JORDAN. £ L Division of Engineering t Quality Assurance 02/06/20 
103PP 13440 264 24)C Fiche 50-000*82/05/20*0204210370 


8204210300 IE Bulletin 68-02. "Degradation -of Threaded Fafteners nt 
Reactor Coolant Pressure Boundary of PMR plants " 

Sve list end 

DEYCLPNO.R C Director's Office* Office of Inspection and 

Enforcement 82/06/02 IQBpp 13537 ISO 34X 

Fiche 50-000-83/06/02*6204210230 


6206000208 Requests addl Info re Items 1 & 3 of util 620301 Itr 
inforalng NBC of actions taken to improve emergency 
preparedness 

SMITH. 0 H Division of Emergency Preparedness J- Operational Support 
82/06/02 C0UN9IL»W C Northeast fluclear Energy Co (subg of 
Northeast Utilities) 2pp 13420 310 24X Fiche 50-245*02/06/02* 

8206030208 


—0206000218 nesponds to 13 deficiencies listed in NRC 820204 Itr re 
eirerjency preparedness appraisal Normal & emergency 
organiiation charts and 

COUNSIL, W 0 Northeast Nudear Energy Ca Csi/hs of Northeast 
UtiUtiei) 83/03/01 HAYNES* R C, Region %, Office of Director 
I8pp 13420 313 24X Fiche 50-245*62/06/02*8206060208 


9206110056 RD 02-03 on 020504. anomalous of t ad i oac tlvity 

observed in sample oysters from within 500 ft of 
discharge Caused by increase in activity tfiBcharped from 
Unit 2 steam generator blouidouin due to leakage 

F90C2KA, E J Northeast Utilities 02/06/03 HAYNES. R C Rerion 1* 
Office of Diiectof 3pp 1346? 109 34X Ficho 50-245* 03/06/0^. 

8206 11 0056 


620o220335 Fori*»ards LER 02-01 1/03L-0 Oetaitrd GVent analysis en( 1 
NROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/00/07 HAYNES* R C Region 1. Office of Dirprlor 
3pp 11501 306 24X Fiche 50-345. 82/06/07. 8206320325 


—6206230331 LEft 82-011/03L-0 on 020508, gas turbine ti cubic atin uiic t*3 tui 
alarmed on Panel 900 in control room Caused by shortud 
undervp 1 tag e relay for ac lube oil pump Undervoltage relay 
replaced One amp fuse will be added 

THULL.T S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/06/07 Region 1* Office of Director Ip 
J3S81 30a 34/ Fiche 50-P45* 82/06/07*8206220323 


DOCKET 50-247 INDIAN POINT STATION. UNIT 3 
F Security, medical, emergency f< fire protection plans 


—0206080224 Responds further to Item 4 of NRC 820204 Ur re emergency 
preperedneis appraisal Addl training of «t«tiQh sMrssncy 
organiiation mcMbers computed 

CDUNSILiN 0 Northeast Nwdear Energy Co (subs of Northeast 
Utilities) 82/04/30 KAYNES*RC 8<rgi on 1, Office Of Director 
2pp 13420 341 24X Fiche 50-243*62/06/02,9206000208. 


3206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathuiay around nuclear reactor sites in US Toruiards 
documents listed m App A 

FELTON* JM Division of Rules and Records B2/04/21 WADF. J 
Public Interest Research Group* Netu York 7pp 13524 OlO **4 a 
F iche 50-{>00, 02/04/21,0206150016 


"Overpressurliation of R( 


G204210330 IE Info Notice 62-17* 
end. 

JORDAN* £ L. Division of Engineering Dualitu Assutstic 
I 06pp 13675 250 24X Ftche 50-000*82/06/11*820421030 


" SVC list 

B2/06/n 


8204210304 IE Info Hat icc 82-18* " 
Natl *y Workers " Sve list tncl. 
DEYOWO.R 0 Directflr's Office. 

Enforciment 82/06/11 l 20 flD 


Assessmenl of Intakes of Radioactive 
Office of Inspection and 


-0203040508 Submits list of facilities that have filled eiemptU'M 
request* from 820201 prompt notification deadline 
Eiemptlpn requests uill be denied 

EISENHUT* D 0 Division of Licensing 02/02/03 DENTON. H R 
Office of Nuclear Reactor Regulatian* Du actor 2pp 13524 i*Ul* 
24X Fiche 50-000*82/04/21*0306150016 


—0206150079 Status qf prompt notification ays 

* NRC No Detailed Affiliation Given 83/03/07 ip 13‘iC*> J 
24X Fiche 50-000*82/04/21,0306150016 


Rsptt 


il Buppurt 

IS qf 
12/06/11, 


0206090002 Responds to FOIA request for documents re Co(J>mis 5 ion 
decision to eitend deadline for licensees to Implement 
prompt notlficAtlon sys Foriiwrds documents listed in Add A 
Documents also available In FDR 

FELTON. J H Division pf Rules and Records 82/05/11 REVNDI 1'8* '« 

8206090002 ^ 50-000.02/01-/1 1. 
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-i^- JOfj Prcvides imp 1 i on feirit-us o prompt not i f iCc3t ifin 'y 

f-or biijhf Mi.t?n3eps f;iiled to meet HSD^Ql 

r] e^'Ki I me 

N J Qffici’ Of t^e ETxecutivt Diiector for Operations 
UcJ 1)^04 -ALIADMJU O - ■ilLIUSH'r V . BRADI-'ORD, P Commi 5S I Oner ^ 

U J'J4^. I 'Pt, Ficim *50-000. n? '05/ 1 J 0206090000 


I ■'03060'^^4 F'lrwa'^rfs status lept of Itcensae implementation) of* 

pronpt npf I f 1 ca fc ' on S'j*’ 

I Dffme of the Eiocutive Director for Operations 
aj'0'>'3n paLIADINOM J Commissioners 2pp 1345^ 252 24^ 

Firh«> ‘jO .V)' i^’/AL'lJ nrfA 'J'JOOOJ 

V 

-‘16170123 Foru.^ids IE Insp Pept 50“24/'02-0Q on 020503-07 No 
none omp I larce noted 

tlAf?TIN, T T Division Of Engineer inij f Technical Piograms 02/05/24 
0 TOULEi J D Conso 1 id^ ted Edison Co of NeuJ Vork 2pp 135JO 171' 
SAX. Fir he '50 24’^, 02. 00. 24. 0206170123 


6206170124 It Insp flept 5tr 247/02~<'0 on 020503-07 No noncomp I 
noted Hajor ar«os In'-pected fire pr utec ii on/prevention 
program. comp 1 et 1 on of fire haiarJs ^ndlgois commitments h 
SCR c ommi f-oients 

PaOLINO.P j Region I, Office of Director 02/05/20 6pp 
13530 1-^4 24/ Fichr 59 24 7i 82/05/24. 02061 70123 


O2OrOBOO20 Reles«o5 piblJC orsion of page changes to emergencij plan 
FELTON. J M Division of Pules and Records 02/05/2/ Oocumonf 

Management llranch Ip 13440 217 24X Fiche 50-003,02/05/2/. 

02O6ODOO20 


“*0206060032 Forwards public version of page changes to emergency plan, 
consisting of new App I re county evacuation planning 
m'l 1 1 

G'TCOLC.J D Consolidated Edison Co of New York 82/05/1/ 
HAVNES.R C Region 1. Office of Director 2pp 13440 220 P4X 
Fit he 50-003. 02/05/27. 8206000020 


0206030036 Public version of page changes to emergency plan 
consisting of new App 1 te county evacuation planning mail 
FI /e overside diawing» end Aperture cards available in PUR 
4 Consolidated Edison Co of New York 82/04/16 46pp 
13440 222 24X Tiche 50 003. 02/05/27. B2O6OBOO20 


O2O6I50299 Forwards addl info re staffing capabilities during omnrflenry 
f unet 1 ons. per 800211 confirmatory order Thirty-minute 
addition staffing not feosiblo 

O'TOOLE. J D Consolidated Edison Co of New York 02/06/07 
EISENHLIT, D 0 Division of Licensing 3pp 13505 351 24X 
riche 90-247, 82/06/07. 0206150297 


P206160160 Releases public version of revised emergency plan 
impiementang procedures 

FELTON. J M Division of Rules and Records 02/06/14 Document 
Management Branch Ip 13530 248 ?4X Fichfl 90-003.02/06/14. 

8206160160 


--8206160165 Forwards public version of revised emergency plan 
Implementing procedures. i nc lud ing Procedures IP-1010 re 
peiiodic check of stored equipment It lP-1039re technlral 
support ctr Privacy Info deleted per Oensric Ltr Sl-27 
O'TOQLE. J D Consolidated Edison Co of New York 62/05/20 
HAVNE8, fl C Region 1. Office of Director 3pp 13530 249 24X 

FUhe 50-003. 02/06/ H. 0206160 i60 


--B206160172 Pub I ic version of revised emergency plan implementing 
procedures including Procedures lP-1010. "Periodic Check of 
Stored Equipment" IP-1039, "Technlral Support Ctr " 

♦ Consolidated Edison Co of New York 02/04/20 96pp 
1353B 232 24X Firhe 50-003.03/06/14.8206160160 


S206220141 Ack receipt of 830524 ltr informing NRC of steps taken tn 
correct violations noted in IE Safeguards Insp Rept 
50 *347/62-04 

STAR03TECKI, R Division of Project & Resident Programs 82/06/16 

□ 'TOOLCjJ 0 Consolidated Edison Co of New York 3pp 13580 339 

24X riche 50-347.03/06/16 0306230141 


02O632OIS7 Confirmatory Action Ltr 03-14 ack util 020609 ltr re olrvt 
it notification sys Corrective 6 preventive actions to be 
examined in fvture insp 

SMITH. O H Division of Emergency Preparedness 6 Operational Buppnrt 

62/06/16 O'TOOLE. J D Conso 1 1 date d Edison Co of New York Ip 

13371 350 24X Flcbo 50-247 02/06/16.0306220157 


- -330633016 1 Verifies that planned actions discussed w/NRC on 02043/ 
remain unchanged re alert it notification sys deficiencies 
DAYNEf -J P Power Authority of the State Of Now York O'TDOib. J D 
Consolidated Edison Co of New York 82/06/09 8MITH.0 H 
Division of Emergency Preparedness ?< Operational Support 3pp 
13571 351 24X Ficha 60-247.82/06/16.8206220157 


8206240347 Forwards RS Jurkowski.AD DelSello.FC DohlanderiAS CurTan. 

WG Borghard.M Kaminski 6 AR Marasco testimony re emergency 
evacuation plan F Bohlander t AD DelBetlo should be added to 
witness list Certificate of Sve enc 1 Rolated corraap ond e nc b 
VETERE. U A Ueatchester County - NY 02/06/16 CARTER. L J . 

PARIS, O H . SHOW, r J Atomic Safety end Licensing Board Panel App 
13603 019 347 Firhe 50-347.03/06/16.0206340347 


— 0206240350 Testimony of RS Jurkowski re emergency evacuation plan 
JURKOOSKI.R 8 Westchester County. NY 82/06/16 I4pp 
13603 023 24X Fl che 50-247.82/06/16.0206240347 


— 0206240351 Testimony of AO DelDello re emergency evacuation plan 

DELBEULO. A U Westchester County. NY S2/06/16 4pp 13603 037 
24X Fiche 90-247.02/06/16.0206340347 


— S206240354 Testimony of FC Bohlander re emergency evacuation plan 

BGHLANDER.F C Westchester County. NY 03/06/16 2pp 13603 041 
24X Fiche 90-247.02/06/16.8206240347 


— 0206340350 Testimony of A8 Curran re emergency evacuation plan 

CURRAN. A S Westchester County. NY B2/06/16 5pp 13603 U43 
34X Fiche 50 -247. 82/06/16. 0206240347 


■ — 0206240359 Testimony of WG Dorgbard re emergency evacuation p Inn 

DORGHARD.W 0 Westchester County. NY 03/00/16 3pp 13603 040 
24X Fiche 50-247.02/06/16,8206240347 


--0306240362 Testimony of M Kaminski re emergency evacuation plan 
KAMINSKI. M Westchester County.NY 02/06/16 9pp 13603 050 
24X Fiche 50-247. 02/06/16. S206240347 


— 0206240367 Testimony of AR Marasco re emergency evacuation pla.n 
NY State critique of 620303 simulated evacuation of 
surrounding lO-mllo area one I 

MARASCO. A R Westchester County.NY 82/06/16 16pp 13603 055 
24X Fiche 30-247i 82/06/16. 8206240347 


0 Adjudicatory correspondence 


0206010272 Answers to NRC interrogatories Certificate of Sve enc I 
Related correspondence 

POTTERFfELD, A . HOLT. J Public Interest Rosoarch Group. Now YurSi 
DLUKi J M Union of Concerned Scientists 82/09/21 Office of the 
Etecutive Legal Director 9pp 13307 123 24X 

Fiche 50-247.02/05/21.0206010272 


8206010307 Responses to interrogatories Certificate of Sve one I > Relidted 
correspondenc e 

REMSHAW. R P . DRANDENDUROi B Consolidated Edison Co of New York 
SPECTER. H Power Authority of tho State of New York 92/09/B4 
Friends of the Earth 3lpp 13300 103 84X Fiche 90-247.02/05/24. 

B20u010307 


0206010330 Responses to first set of requests for production of 
documents & Interrogatories certificate of Sve end Related 
correspondenc e 

QRANDENBURO. D Consolidated Edison Co of New York MORGAN. C. 

Power Authority of the State of New York MOROAN. C Morgan 

Associates 92/09/24 Parents Concetned About Indian Point 
34pp 13300 214 24X Fiche 90-247.02/09/24.0206010330 


— 8206010344 Responds to Interrogatories Certificate of Bve enc 1 Relatrri 
correspondence 

DRANDENQURO, B Consolidated Edison Co of New York MOROAN. C 

Power Authority of the State of New York MORGAN. C Morgan 

Associates 92/<)3/24 Rockland Citiiens far Safe Energy 41pp 
13300 240 24X Fichs 50-247.82/05/24.0206010330 


—0206010347 Responds to interrogatories Certificate of 9vc end Related 
correspondence 

BRANDENBURG. B Consolidated Edison Co of New York HDRGANr C 

Power Authority of the State of New York MORGAN. C Morgan 

Associates 02/09/24 Westchester Peoples Action Coal it ion. Inc 
50pn 13300 288 24X Fiche 90-247. 02/03/84. B20601 0338 


8206010398 Notice of change of address 

POTTERFIELD, A Public Interest Research Group, Neui York 02/09/25 
ip 13311 156 24X Fiche 50-247,82/09/25. 0206010398 


— 8206010405 Answer opposing licensee petition for directed ceP t i f Icati on 
of Issues arising from ABLE 020423 order NRC does not ravieoi 
interlocutory orders of ASLD Directed cer ti f i c»ti on of 
issues arising from ASLB orders impermissible 

BLUM. J M Union of Concerned Scientists POTTERFIELD. A Public 
Interest Research Group. New York DUUM. J M New York Unlv. 

62/05/25 Commissioners 12pp 10311 157 S4X 
Fiche 90-247,02/09/29,8206010398 
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“-G2060104JO Re-sptiTtse flpposirig PASNY appeal of ASLO 820423 order qraTit)ni 
Oreater fir Council on Emergg intervenor s tat-u? Group cannot 
be denied mtervenor %tatu« because of previouslq nade 
itatenenta Certificate o? SVC cnc 

CQRREfJi D Greater Hb'ij /ork Council on Energy 02/05/24 
C Ofnni a s i one T 5 7pp lISll 2/>3 24)( Ficfie 30— 247 j 02/05/35 j 

0204010390 


aC0t040095 Objects to West Branch Conservation Assoc 820515 
interroga tori ee. as untireJij Interrogatories Failed to neet 
ASLQ 820423 order deadline by nearly 2 u»ks Response to late 
1 nterro tagor i € s declined 

C ZAJAi R F Shea *< Gould CZAJAi R F Pause r AuthoritiJ of the St<Jtr 
of rJeuJ /ark 02^05^35 FLEISHER. 2 8 West Dtancb Conservation 
Association 3pp 13350 040 34> Fiche 50-347. 02/05/25. 020 604 00 ‘?5 


ai04040l26 FoTUartJs outstanding anauers h ofatecti-ons to 620503 
1 nter rOjitor I es document requests W/c> corrected Question 
03 & corrected State of MV answers h objections Related 
corra spondenc e 

FEIKBERS. J & Hew Voric, State of 93/05/25 HCJLT. J . 

POTTERFSELDf A Public Interest Research Group* New Vorfc 0L4JM. J M 
Union of CDncerned Scientists Ip 13347 OB7 24X 
FicAe 30-247.02/05/25*0206040126 


- 8206040134 Answers t objections to 620500 interrogatories fc darumtnt 
Te(iuests Affidavits t< Certificate of Evt end Related 
c orrespondencd 

FEINBERG.J D Nej /orli> State of 82/05/37 Union of Concerned 
Scientists 90pp 13347 067 24X Fiche 50-247.82/05/23* 

6206040120 


6206040123 '^upp l«ri.Fntal i nf errogator tes & requests for production of 
documents Certificate of Sue end 

BLUrt. J H Union of Concerned Scientists POTTCftFIELD. A Public 
Interest Research Group. New Vcirk BLUM. 3 H Wew York Univ 
62/05/26 Ccnsoli dated Edison Ca of Meuj York 13347 276 

24X Fiche 50-347'. 82/05/26*8206040123 


8306040142 Notifies that all requested docuflients not objected to uiiJl 
-be produced for insp t* capijirvg by ^11 parties on 820601 at 
ofes of Shea t*. Gould in r^eu YorktNV For^nal response 
f orthcc ni ng 

SQHINXI.S Power Authority of the State of New Yorl PIKUS. 0 H 
Consolidated Edison Co of Neu York 82/03/26 Office of the 
Eiequtive Legal Director ip 13347 277 34X Fiche 90-247* 

62/05/26 8206040142 


8206100093 Interrogatories to t* requests for documents re Question 6 
content i ons 

KCOURREM.il J Hearing Branch 1 83/05/26 Parents Concerui<l 
About Indian Point 4pp 13448 273 24X Fiche 50-247.82/03/26* 
8206100093 


— 820610-0D96 Interrogatories to & request for documents re Question 6 
contentions 

MCGURREN* H J Hearing Branch 1 62/05/26 Greater New York 
Council on Enorgy 3PP 13448 277 24X Fiche 50-247*82/03/86. 
8206100093 


— 8206100100 In terTogatones to & request f»r documents re Question 6 
contentions 

HCCGURREH.H J Hearing Branch 1 62/05/26 West Branch 

Conservation Association 4pp 13440 202 24X 

Fiche SO-247, 92/05/26. 02O6IOOO93 


■*-8206100103 Interrogatories to request for production of documents 
MCffURREN. H J Hearing Branch I e2/-05/a6 Power Authority nf 
the State of New Vort Spp 13440 206 24/ Fiche 50-247, 

62/05/26. 82061-00093 


— 8206100107 Intetrogatories 6 request for dacuraents Certificate of 
Sve end 

HCOURREN.H J Hearing Branch I 82/05/26 Consolidated tdiion 
Co of New VdTk lipp 13446 274 24X Fiche 50-247,02/05/26, 

8206100093 


— 8206040071 Affidavit of JM Blum supporting UCS 820527 motion for order 
compelling util to produce RR Dynes. 5 Lscker.PL Rosenblatt. 

MD Rocca ti 0 Podwal for depositions Certificate of Bve end 
BLlfM. J M Union of Concerned Scientists 82/05/27 6pp 
13344 343 24X Fiche 50-247.82/05/27,8206040070 


0206040073 Memorandum supporting 820527 motion to compel Util to 
produce RR Dynes*S Lecker.PL Rosenb la tt. MD Rocca & B Podwal 
for depositions Util presented no reasons for ignoring 
10CFR2 requirements Certificate of Sve end 

BLUH.O M Union nf Concerned Scientists POTTERFIELD* A Public 
Interest Research Group* New York 82/05/27 Atomic Safety and 
Licensing Board Panel Bpp 13344 334 24)C Fiche 50-247,82/05/27, 

8206040073 


B206040160 Maintains that US Court of Appeals for DC Circuit G205H 
opinion under NEPA applies only to TMI site Licensee 8112Q1 
motion to exclude fear as issue in proceeding unaffected 
MORGAN, C Morgan Associates 02/05/27 CARTER* L * SHON. F J , 
PARI0*a H Atomic Gafety and Licensing Board Panel 2pp 
13360 056 24X Fiche 50-247*02/05/27,0206040180 


6206040184 Discusses status of matters raised In 020510 & 12 Itrs to 
Rockland Cititpns for Safe Energy h Parents Concerned About 
Indian Point, m response to 020525, request 

CZAJA, R F Shea S, Oould 82/05/27 CARTER, L J Atomic Safotij and 
Licensing Board Panel 4pp 13360 104 24X Fiche 50-247,82/05/8/, 

8206040184 


820604Q200 Motion for leave to file reply & reply to UCS/NY PFRO 
response to licensee motion for directed certification of 
motion for stay of Commission 61010S t* 0918 orders 
Certificate of Sve end 

MORGAN/C Power Authority of the State of New York MORGAN. C 
Morgan Associates 02/05/27 Commissioners 6pp 13344 320 
24X Fiche 50-247,02/05/27,0206040200 


8206040060 Follouon response to interrogatories listing addl witoessss 
Certificate of Sve end Related correspondence 

KESSLER. J Rockland Citliens for Safe Energy 82/05/28 Office 
of the Executive Legal Director 3pp 13350 027 24X 

Fiche 90-247, 02/05/26* 8206040080 


6206040082 Supplemental response to request for production of 
documents Certificate of Svq end 

HARTZMAN.R M Friends of the Earth HARTZMAN, R M Awdubon Society 
82/05/28 Consolidated Edison Co of New York 7pp 133QO Ol’O 
24X Fiche 50-247*62/05/20*0206040082 


6206040137 Requests for admissions Matrix for responses Sc CertiflcAtf 
of 8vc end 

JORDAN. H S Union of Concerned Scientists JORDAN, Ul 8 Harmon lx 
Weiss 62/05/20 Consolidated Edison Co Of New York Upp 
13347 259 24X Fiche 90-247,82/05/28.8206040137 


8206040226 Motion to impose sanctions for default t< to strike 
contentions Westchester Peoples Action Coal 1 tion, Rock land 
Citlxens for Safe Energy tt West Branch Conservation Assoc 
failure to respond warrants dismissal W/Cer tif icate of Sve 
BRANDENBURG. B Consolidated Edison Co of New York LEVIN, J J 

Power Authority of the State of New York LEVIN, J J Morgan 

Associates 62/09/28 Atomic Safety and Licensing Board Panel 
I3pp 13359 274 24X Fiche 50-247,02/05/28,8206040228 


0206040236 Response to request for production of documents by all 
parlies Certificate qf Sve end 

BRANDENBURG, B Consolidated Edison Co of New York KOROAN, C 

Power Authority of the State of New York MORGAN, C, Morgan 

Associates 02/05/26 Affiliation Unknown lOpp 13357' 20 J 
24X Fiche 50- 247< 62/05/28, 8206040239 


6206070122 Response to first set of interrogatories Certificate of Sve 
end Related correspondence 

SCHWARTZ, R Metropolitan Transportation Authority New York, NV 
SCHWARTZ, R Botein, Hays, SkUr it Heriberg 02/05/28 
Westchester Peoples Action Coalition, Inc I0pp 13369 329 a4X 
Fiche 50-247,62/05/26,6206070122 


6206040010 Second Interrogatory for onsite Insp Certificate of Bve 
end Related correspondence 

FLEISHER, Z 8 West Branch Conservation Association 82/05/2-9 
Consolidated Edison Co of New York 2pp 13390 010 ?4X 

Fiche' 50-247, 02/05/29, 8206040010 


8206040064 Interrogatory re probability of meltdown accident 
propounded pursuant to ASLB 820423 order Certificate of 6vc 
end Related correspondence 

FLEISHER, Z 8 West Branch Conservation Association. 02/05/2? 
Consolidated Edison Co of New York 2pp 13347 257 24X 

Fiche. 50-247, 02/05/89, 0206040084 
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'■^J:060402-A'’ ftequp&t that M Holland he schadulad to appeal during wM <if 
6 £."0622 Scheduled date conflicts lu/ujltnese vacatmn •< prof 
c r.nf erenres (. »’r t ifi cate of Svc enc I 

FLEISHEFI, 2 S West Branch Conservation Association B2/05/3V 
atomic Safetg and Licensing Board Panel 3pp 13354 346 24X 

FichP 50-247.02/05/27,6206040367 


P206040290 List of addl uttnesses Certificate of Bvc end 

FLEISHER. Z S West Branch Conservation Association 82/05/27 3pp 
13354 132 24X Fiche 50-247, 83/05/29. 8206040270 


9206070533 Ansmer opposing WCS/NV PIRG 820528 motion to compel 
PR Dynes S Lecker ^ three empiaijees oe Pars ons, Ur inckeraf f . 

Ovad it Poutjlas, Inc depositions Request fails to complg 
L>/Con\r>i asion rules A8LU orde? Certificate of 8vl enc I 
BRArJDEMDUPQ, P Consolidated Edison Co of Neui Vurk MORGAN, f 

Power Authority of the State of Neu »orf MORGAN, C llorgaf* 

Associates 02/O5/3i Atomic Safety and Licensing Board Pam 1 

I3pp 13374 071 24X Tiche 50-24'’. 83/05/3 1 . 8206070532 


8206040076 Response supporting util 820510 request for certification 
for waiver of 10CFR9 103 Questions re formulation t 
admission of contentions hy ASLD nerd to bp decided by 
Commission Certificate of Svc encl 

iraORE. J E Hearing Branch 1 02/06/01 Cummissioners 3Ppp 

13345 272 24X Fiche 50-24/, B2/06/01 , 8206040076 


GL'06040143 Response to 020503 requests for documents re Interrogatont i 
2-5 

HASSELL D F Hearing Branch 1 02/06/01 Westchester Peoples 

Action Coal 1 1 1 on. Inc 3pp 13344 287 24X Fiche 50-247,82/06/01, 

8206040143 


’-8206040140 Response to 826503 requests for documents re Infcerrnqator irs 

10 ^ 11 

HASSELL. D F Hearing Branch 1 0P/O6/OI Rockland Citliens fpi 

Safe Fncrgy 2pp 13314 270 247 Fiche 50-247,02/06/01. 

8206040143 


'8206040151 Response to G20503 first set of document requests, pursuant 
to ASLEJ 020423 order 

HASSEIL,!) F Hearing Branch 1 02/06/01 Friends of the Eai th 

2pp 13344 292 24X Fiche 50-247,82/06/01,0206040143 


8206040154 Response to 820515 second set of interrogatories pursuant to 
ASLD 820123 order Affidavit end 

HAS&ELL.B F Hearing Branch 1 02/06/01 West Branch 

Conservation Association 5pp 13344 S74 24X 

Fit he 50-247.82/06/01.0206040143 


— 8206040157 Response to Interrogatory 1 listing individuals to be 
piesented as uiitness^s in proceeding re Commission Ouestlone 
1,2, 5 f. 6 

MDURE.vi C Hearing Branch 1 82/06/01 Union of Concerned 

Scientists 13pp 13344279 ?4X Fiche 50-247.02/06/01. 

8206040143 


-8206040160 Responao to 820503 first request for documents Certlfirati 
of Svc encl 

HASSELL, D F Hearing Branch 1 82/06/01 Union of Concerned 

Scientists 5pp 13344 312 24X Fiche 50-247.02/06/01. 

0206040143 


6206090017 Requests extension of time to file formal testimony Council 
unable to find pro bono hearing counsel Certificate of Svc 
one l 

MESaiNGCR.R W New York. NY 02/06/02 CARTER, L U Atomic Onfoty 
and Licensing Board Panel 6pp 13435 299 24X 

f iche 50-247. 82/06/02, 8206090017 


6206090028 Answers objections to 020501 interrogatories Related 
correspondenc e 

FEINDERO.UD New Vurk. State nf. Energy Office 02/06/02 
Friends of the Carth I2pp 13440 001 24X Fiche 50-247,02/06/02, 

B2O6O9OO20 


-0206090031 Answers objections to interrogatories 6 document requents 
Certificate of Svc encl 

FEINBERG, J 0 New York. State of. Fnprgy Office 82/06/02 
Rockland Citiiens for Safe Energy I9pp 13440 013 24X 

Fiche 50-24'’, 02/06/02. 8206090028 


0206000092 Memorandum ^ order qranting discovery by deposition by 
UCS/MY PIRG licenaeo* All parties entitled to right of 
discovery by deposition 

CARTER, L J . PARIS, 0 H , SHDN, F J Atomic Safety and Licensing Uiiot d 
Panel 82/06/03 Urilpn of Concerned Scientists 4pp 13423 272 
24X Fiche 30-247, 82/0O/03. 0206000092 


8206100106 Motion for order compelling responses to interrogatories 
from UCS/NY PIRG, Parents Concerned About Indian Point S< 

Friends of the Earth/NY City Audubon Soc or . al terna Lively * 
to impose sanctions Certificate of Svc encl 

BRANDENBURG, B Commonwealth Edison Co MORGAN, C Power Authority 
of the State of New York MORGAN, C Morgan Associates 82/06/03 
Atomic Safety and Licensing Board Panel 3ipp 13449 166 24X 

Fiche 30-247, 82/06/03, 02061 (X) 106 


8206080110 Response to licensee 820528 motion for sanction & to compel 
answers to interrogatories Opposes request for sanctions but 
supports request for order compelling answers Sanction of 
striking contentions too severe Certificate of Svc end 
MOORE. U E Hearing Branch 1 82/06/04 Atomic Safety and 

Licensing Board Panel 8pp 13423 081 24X Fiche 50“247i 02/06/04, 

B2060S0! 10 


8206070034 Changes to witness list Related correspondence 

FLEISHER, Z 8 West Branch Conservation Association 02/06/04 Ip 
13435 274 24X Fiche 50-247.82/06/04,02060 90034 


--03O6O9OO37 Reply opposing licensee 020520 motion to impose sanctinriG t< 
strike contentions Answers to interrogatories depend on infa 
which only licensees can supply 

FLEISHER, 2 3 West Branch Conservation Association 82/06/04 
Atomic Safety and Licensing Board Panel 2pp 13435 275 24X 

Fiche 50-247,02/06/04,8206090034 


— 02O6O9OO41 Request for loan of Vol I of Indian Point probabilistic 
safety study Certificate of Svc encl 

FLEISHER, Z 9 West Branch Conservation Association 82/06/04 
Consolidated Edison Co of New York 3pp 13435 277 24X 

Fiche 50-24 7. 02/06/04, 8206070034 


8206070068 Motion to dismiss licensee motion to impose sanctions for 
default & to strike contentions Intervenor has acted in 
good faith Zi should not be subj to sanctions Certificate of 
Bvc encl 

SCHEINER.C A Westchester Peoples Action Goal Ition. Inc 02/06/04 
Atomic Safety and Licensing Board Panel 6pp 13435 290 S4X 
Fiche 30-247. 82/06/04, 8206090060 


6206090143 Motion for order to amend svc list to add O Davidoff. 
director of radiological emergency preparedness group 
Time to reproduce documents reduces time to review ^ respond 
to papers 

FRaMER, H A New York. State of, Energy Office 02/06/04 Atomic 
Safety and Licensing Board Panel 5pp 1343? 266 24X 

Fiche 50-247, 82/06/04. 8206090143 


8206090152 Motion for reconsideration of Commission ruling allowing 
Interim operation t. for issuance of show cause ordor- 
Neu Info presented Certificate of 8vc end 

HOl.T, U . POTTERFIELD. A Public Interest Research Group. New York 
WEISS. £ R Union of Concerned Scientists 02/06/04 Atomic 
Safety and Licensing Board Panel 40pp 13439 014 24X 

Fiche 50-247.02/06/04.8206090152 


0206170162 Lists events associated w/aborted highway projects Involving 
county Related correspontfoncs 

CHASE. W M Rockland County. NY 82/06/04 ORANIRER. M Affiliation 
Unknown Ip 13531 329 24X Fiche 50-247.02/06/04,8206170162 


— 0206170272 Testimony of 0 O'Lear. provtd mg demographic data 

Q'LEAR.O Rockland County. NY BS/05/15 5pp 10531 330 24X 

Fiche 50-247.82/06/04,8206170162 


8206100110 Response opposing request to inspect plant Heat Branch 
Conservation Assoc fails to specify items to be inspected, to 
justify necessity, to show other discovery methods 
insufficient tc to show relevance W/Cortif icate of Svc 
BRANDENBURG. D Consolidated Edison Co of New York MORGAN. C. 

Power Authority of the State of New York MOROANi C Morgan 

Associates 02/06/07 West Branch Conservation Association Dpp 
13449 157 24X Fiche 50-247,02/06/07,0206 100110 


8206110054 Bupplemental answer to Interrogatories Certificate of Bvc 
encl 

POTTERFIELD. A Union of Concerned Scientists POTTERFIELD. A. 

Public Interest Research Group. New York POTTERFIELD, A Rockland 
Cltliens for Safe Energy 02/06/07 Office of the Executive Legal 
Director 350pp 13461 lOl 24X FI che 50-247. 02/06/07. 0206 1 10004 


— 8206110064 Request for extension of time until 820621 to file testimony 
tt for ABLE to set date by whith UCS/NY PIRG requests for 
admissions must be answered Good cause exists due to 
unusually rapid hearing schedule 

BLUM, J M Union of Concerned Scientists POTTERFIELD. HOLT. U 

Public Interest Research Group. New York 02/06/07 Atomic 

Safety and Licensing Board Panel SOpp 13463 065 24X 

Fiche 50-247,93/06/07,8206110054 
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02O&14OO3J Objects to i nterfogiJtor les dtd 020426 ?e 0526 but porcivfd i,ti 
820520 Dflpoaltjon of Parsons. Dr J nckflrfiaff. Ouad^ ?« Douglas* 

Inc adequate flemalnlng interrogatories not proper Related 
CQTTfrSp^JTMSei.te 

DRA^fDErJflUilOF n Pouer Authority of the State of lipo Vorlc C?AJA,^^ | 
Consolidated Edison Co of Neu /orJt 83/06/07 BLUM. J H Utu<;» nl 

Concerned Scientists BLUM. J N PuM ic Interest Research Group. fJrn 
Vork 2pp 13404 325 24X Fithe 50-247. 82/06/07. 8206140031 


02O6J7OOS5 notice of appearance in protredirg Certificate of Svc eni 1 
VETERE. U A Westchester County. M/ 02/06/0/ 4pp 13529 284 
Fiche 30-247,82/06/07.8206170085 


0206170167 Third r*spon.se to interrogatories supplertenting B205.fl 
resgQAie.ger ASLB 020604 order Certificate of Sw'-c encl 
Related correspondence 

KESSLER* J Rockland Cltwens for Safe Energy B2/06/07 
Consolidated Edison Co of Meu York 6pp 13334 033 24X 

Flche 50-247, 83/06/07. 820617016 7 


8306170341 List of witnesses on Contentions 3 6-4 

L'ETERE. L A Westchester County- WY 82/06/07 2pp 13531 02/ 24 X 

F i r IV 8 30-24 7, 02 /06 /07 , 0206 1 7034 1 


0206280203 Req,ursts to Ujitlted appearance Etatement at .public 

hearing 

3REMMAH. M Affiliation Unknown 82/Q6/07 CARTER. L A^dmlc Lafetq 

and Licensing Board Fane] 2pp 13624 223 24X 

Fiche 50-247.02/06/07,0306200203 


&206I40103 Response supporting UCS/NV FIRG B20604 motion for 
recons I depati on of Coruftission ruling permitting interim 
operation of plants pending investigation 6 for shpu caus** 
order Certificate of Svc end 

MARTZMAWiR.M Friends of th« Earth HARTZMAN. R M New York City 
Audubon So-ciety SCHElNERiC A Westchester Peoples Action 
coal it ion* Inc 02/O6/OB Cgmntiss i oners 20pp 13487 192 L'4X 
Fiche 50-247.82/06/08.82(16140103 


G206170236 Forwards D Davidcff it L Ciech testidionv h exhibit State 
radiological emergency plan uill b« mailed separately 
FEINBEROiJ D New York. State of 82/06/0 8 CARTER, L J . 

PARIS. 0 H * SHON.F J Atomic Safety and Licensing Board Panel Jp 
13331 048 24X Fiche SO-247* 92/06/00. 62061 70236 


— 8206170240 Kotton for waiver of filing rules for exhibits re NY state 
rad lol Dgical emergency preperedne«s plan for plants Pocunent 
volualnoue. expensive tr limited nunt»er of copias available 
Proposed order end 

FEINBERO. J p New York. State of 02/06/03 Atomic Safety and 
Licensing Board Panel 4pp 13531 049 24)( Fiche S0-247i 

82/06 /OB* 8206170236 


— 02O6l7O2ti2 Stipulation t* agreement that action is discontinued w/ 
prejudice C- each part bear ourn coats re imposition of civil 
penalties 

CAMPBELL, S M US District Court. Southern District of N'=>w Ytii k 
DRAirDLNBl/RG. D L Consolidated Edison Co of New fork a2/0f>/0V 
Ip 13533 011 24/ Fiche 50-247, Qa/06/0<’, 02061 70250 


0206160095 Cross-examination plans re Contentions 3 *- 4 on lireii»ei* 
B?0607 testinemy concerniny road cond i fcions . capac i ty flow 
ra tes. popul at 1 on ^ equipment estimates Certificate of Svc 
eoct 

FLEISHER, Z S West Branch Conservation Association 82/06/11 
13517 310 24X Fiche 50-247,82/06/11,0206160095 


02O616OI2I Response opposing licensee motion for order cempellino 
responses to interrogator 1 or al ternatlve ly. for impoelnQ 
sanctions fur failure to respond Responses adequate 
Certificate of Svc encl Related correspondence 

WEISS. E P Onion of Concerned Scientists WEISS. E R Harmon h 
Weiss 62/06/11 Atomic Safety and Licensing Board Panel f^PP 
13514 334 24X Fiche 5C-247, 63/06/1 1, 82061 60121 


B2061703B1 Order directing responses to licensee 820603 motion for 
order compelling responses ar, a 1 ternati vely . f or imposition 
of sarbctxons. f>e delivered to licensees by 02061b Copies to 
Washington parties ft ASLD to be mailed by 020614 
CARTER. L J Atomic Safety and Licensing Board Panel 02/06/ il 
4pp 13531 147 24X Fiche SO-247. 82/06/ U . 82061 703BI 


9206180214 List of documents licensees have no objection to producing 
Documents absent at 020526 document production requested 
Various documents have been copied 6 await receipt 

PIKUS. D H Power Authority of the State of New York BRANDENIIlPBO. It 
Consol Idatcd Edison Co of New York 02/06/11 POTTERFIEI D* A 
Public Interest Research Group. New York 3pp 13954 2S9 
Fiche 50-347.82/06/11,8206160214 


8206180328 Amend to request for extension of time to file teat l/niirr(j h 
Pot A5LB to set date by which l/CS/NY PlRO admiastan requests 
must be ansteered Ref to P Albert should be deleted 
Certificate of favc encl 

BLUM, J M Union of Concerned Scientists POTTERFJELO. A PuUllii: 
Interest Research Group, New York BLUM. J M New York t/niv 
B2/06/11 Atomic Safety and Licensing Board Panel 0pp 
13545 159 24)C Fiche 50-247.82/06/11.8206190328 


8206160110 Response to licensee rnotion to compel interrogatory 
responses or. a I ternatively. f or imposition of sanctions NRC 
will take no position on motion to compel If discovery order 
not obeyed. ASLB should consider imposing sanctions 
MOORE, J E Hearing Branch I 82/06/14 Atomic Safety and 
Licensing Board Panel 3pp 13917 349 24X Fiche 90-247.02/06/14, 

B206160110 


— S206I70243 Tejtiniorvv of DB Davidoff it LB Cxech on Conmissxon (iuestini.s 
3 It 4 NY State radiological enirgency preparedness plan 
discussed Certificate of Svc encl 

DAV1D3FF. D El . CZECH. L B New Vort, State Of 82/06/07 34op 
13531 053 24 K Fiche 50-247. 82/06/08. B20 6 170236 


8206170267 Response supporting UCH/NY PlR-0 820604 motion for 
recoGBideration of Coiwnission ruling allowing interim 
operation Ehnw cause order should be issued Certificate of 
eve encl 

HARtZMAN.H M Friends of the Earth H^TZMAN.R M New Vorl City 

Audubon Society SCHEINER.C a Westchestrr Peoples Action 

Coal It ion, Inc 82/06/OS Atomic Safety and Licenstnc Board Panel 

23pp 13533 145 a4X Fiche 30-247. 02/06/08,8206170267 


— 62(16160115 Crosf-Bxatnlnat ion plan for emergency planning Cer 1 1 f 1 Cfite o 
Svc end. 

HOORE.J E , HASSELL, DF Hearing Branch 1 02/06/14 5pp 

J3517 348 24X Fiche 30-247.02/06/14,0206160110 


S206170I57 Motion for order striking UC0/NY PIRO direct testimony fr Pm 
denial of UCS/NV PIRG request for extension of time to file 
tcstioiDXiy Filing entirely Inconsistent u/direction & 
schedule of proceeding Certificate of five encl 
BRANDENBUfiO, B Consolidated Edison Co of New York MORGAN. C 

PoweT Authority of the Stats of New York MORGAN. C Morgan 

Associates 82/06/14 Atomic Safety and Licensing Board Pannl 
I6pp 1 3534 043 24X Fiche 50-247. 82/06/ i 4* 0206170157 


82061T016Q First set of interrogatories & document Teowest rs 
CosuBlsston Oueitlon 6 CertifUate of Svc enej Related 
correspondence 

LEVIN. Powir Authority of the State of New York BRANDENBURG. 1? 

ConSQlldated Edison Co gf New York, LEVIN, J J Morgan Associates 
02/06/09 Greater ffew York Council on Energy 35o& 13534 23(1 

24X Fiche 90-247102/06/09. 0206170160, ^ 


8206170250 Forwards paynsnV of penalties r» 001211 notice of 
violafelon If proposed impesitian of civil penaltl es. Payaent 
due to celts to carry maftir to conclusion requiring 
estensiv* litijatien Liability remains disputad 
SRAfil^NBURG. B Consolidatef Edison Ce of New Yorl 02/06/09 
BICKiflTiL Office of thx General Cgunsel 3pp 13533 007 24X 

Fiche 50-247,62/06/09.8206170290 Mr. 


-8206170257 Ack receipt of certified cheei in settlement of civil 
penattv proposed by NRC otr 801211 Commisifan notes Uat met 
sys inpreved suffictently ta assure that reactor rould 
rasuaie operatfar by 1901 

BICKMITiL, Office of the General Counsel 82/06/09 

^ Consolidated Edison Co af Hei Yorl ip 
13533 010, 24X Fiche 50-247,82/06/09.0206170250 ^ 


0206170166 Answers 8< objectinns te interrogatories tt document requests 
Certificate of Svc end 

FEINBERG.J D Nbw York, State of 02/(Ja/I4. Meet Branch 
Conservation Association 13pp 13534 130 24X 

Fiche 50-247,82/06/14.8206170166 


02O'617O265 Cross-examination plan for intervenor. NRC, FHMA. 1 icenscp. NY 
State 1 . County witnesses Certificate of 8vc encl 
DVBOFF.O Westchester PeopJas Action Coalition. Inc 02/06/14 
13531 340 3AX Fiche 90-247 . 02/06/14,0206170265 


8206170260 Crus s-eiamlnation plans for 8tate of NY. Rockland County. 
FEMA 6 NRC under Commission Questions 3 6 4 Certificate of 
five and 

MORGAN.C Power Authority of the State of New York MORGAN, C 
Morgan Associates 82/06/14 I2pp 13531 352 24X 

Fiche 50-247. 82/06/14.8206170268, 


82(^6100134 Motion for order striking intervenor witnesses B PaJenxh 
J Degea testirtony \>t»l Has npfc been served w/testlmony 
despite ABLfi 820423 order to do eo Certificate of 8vc end 
Related coma spQndmce 

BRANDENBURG. B Consolidated Edison Co of New York 02/06/14 
Atonic Safety and Licensing Board Panel 7pp. 13552 220 24X 

Fiche 50-247. 82/06/14. 0206180154 
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:3^C6lB021l Forwards DP Ouido CU Dates test^monv tt amended list of 
LjvtnesB-es RpJated correspondence 

^ETFRE.L a ^gestchester County. N/ 82/0^/14 CARTCfl. L J . 

PARIS. □ H , SHOW F J Atomic Safety and tjcensing Board Panel Ip 
13354 2fa2 24X Fiche 30- 24 7. B2 /06/ 1 4 8206 J 00211 

-6206180221 Amended list of witnesses Certificate of Svc end Ni laietl 
correspondence 

VET£ftE*L A Westchester County, NV 82/06/14 5pp 13554 263 
24X Fjche 50-247,82/06/14,8206180211 


-Q2O6J0O23O Testimony of DP Ouido Emergency planning drill demonoti ntid 
that directions Issued from emergency operating ctr could 
not be Impi emented in field due to variety of deficiencies 
GUIDO. r P Westchester County, NV G2/06/14 App 13554 268 
24X Fiche 50-247,82/06/14.0206180211 


&aOil&0243 Testimony of CW Dates that Westchester County Dept of Bin la) 
Sve s IS not prepared to implement total responsibility in 
real crisis due to significant problems in staffing, 
cornmun I cat! on. equipment training 

DATESrC W Westchester County, N/ 62/06/14 4pp 13554 272 
34X Fiche 50-247,03/06/14,6206160211 


0206160237 Cros s-e Kami nat i o n plans for proposed Rockland County. NHC, 
FEliA <e State of NY witnesses on issues re Commission 
Questions 3 t 4 Certificate of Sve enc I 

n RAND END U RG. D Consolidated Edison Co of Neu York 02/06/14 Opp 

13551 277 24X Fiche 30-247,82/06/14,0206180237 


B206180316 tlotion for order compelling U5C/NY PIRQ to produce uitnesse*^ 
J DeyeorD Palenik ** K Erickson for deposits on. pursuant to 
A5LD 020603 memorandum 6 order Certificate of Sve cncl 
Related correspondence 

BRANDENBURG, 0 Consolidated Fdison Co of New Vork MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 02/06/14 Atomic Safety and Licensing Doard Panel, 

iGpp 13548 008 24X Fiche 50-247, 02/06/1 4, 8206100316 


8206210390 Forwards emergency petition for directed certi f icati on of 
Village of Buchanan request for order directing A8LD tg 
schedule upcoming safety hearings at location within 10-mile 
emergency planning zone 

PIERCE, F W Duchanan, N'" 02/06/14 PAflADlNO.NJ Commi s sionorp 

Ip 13564 077 24X Ficho 30-247,02/06/14,8206210500 


--9206210594 Emergency petition for directed certification of Village of 
Buchanan request for order directing ASLU to schedule 
upcoming safety hearings at location within lO-mllc 
emergency planning zone Certificate of 0vc end 
BLAFL.W H Buchanan, NY 02/06/15 Commissioners 6pp 
13564 070 24X Fiche 30-247,02/06/14,020 6210388 


B20617OI3O Urges granting of licensee 820510 petition for directed 
certification immediately to prevent inquiry from 
exceeding intended scope Comimission never intended soma 
admitted contentions to be board by ASLD 

BRANDENBURG, D Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York 82/06/15 PALUADJNO, W J , 

AHEARNE, U F , OlLINSKYi V Commissioners 3pp 13530230 SAX 
Fiche SO-247, 02/06/13, 02O6i7Oi3O 


6206100163 Forwards corrected 8220614 motion for order striking 
intervener witnesses B PaleniV $, J Deyea testimony Notice 
of appearance end 

JOHNSON, P W Consolidated Edison Co of New York 02/06/13 
CARTER, L J , SHDNrF J , PAR 18, 0 H Atomic Safety and Licensing Doard 
Panel 2pp 13332 200 24X Flchc 30-247,02/06/15,0206100163 


-‘-8206180171 Corrected motion for order striking Inervenor witnesses 
0 Palenlk J Deyea testimony Util has not been served 
W/testimony despite ASLD 820423 order to do so Certificate 
of Sve encl 

BRANDENDURO, fl Consolidated Edison Co of New York 02/06/14 
Atomic Safety and Licensing Board Panel 7pp 13552 202 PAX 
Fiche 50-24 7, 82/06/1 S, 8206180 163 


G2061B0262 Response supporting UC8/NY PIRG 8, Friends of the Earth/ 
Audubon 3oc 020604 i< 00 motions for reconsideration of 
Commission ruling allowing interim operation & for issuance 
of show cause order against licensees 

FLElGHERfZ 8 West Branch Conservation Association 82/06/15 
Atomic Safety and Licensing Board Panel 3pp 13551 lOl 24X 
Fiche 50-247.02/06/15,0206100262 


--82061B026*? Added list of witnesses for cross-examination on Conientinns 
3 4 on status of evacuation plans Certificate of five 

encl 

FLElQHERfZ S West Branch Conservation Association 82/06/15 
3pp 13531 103 247 Fiche 50-247,02/06/13,0206100262 


0206240405 Confirms that Friends of the Earth, NY City Audubon Boc ?t 
Parents Concerned About Indian Point subscribe to UCS/NY 
PIRO 020611 responso to licensee motion for order compelling 
rosponsEfl to interrogatories 

HARTZftAN, R M Friends of the Earth HART Z MAN, R M New York City 

Audubon Society 02/06/15 CARTER, L J , BHDN, F J , PARIS, □ U 
Atomic Safety and Licensing Board Panel Ip 13603 000 24X 

Fiche 30-247, 02/06/ 1 5, B206240405 


0206170169 MemOTandum A order amending sve list by adding Director, 
Radiological Emergency Planning Group of State of NY 
CARTER, L J Atomic Safety and Licensing Board Panel 02/06/16 
2pp 13334 143 24X Fiche 50-247.82/06/16,0206170169 


0206180296 First set of interrogator! es U document requests re ASLD 
Contention i Certificate of Sve end Related correspondenco 
BRANDENBURG, B Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 02/06/16 Union Of Concerned Scientists 33pp 

13547 037 24X Fiche SO-247, 02/06/16, 02061 00296 


8206240221 Response to West Branch Conservation Assoc supplementary 
interrogatories Related correspondence 

BRANDENDURO. B Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 02/06/16 West Branch Conservation Association 
lOpp 13597 343 24X Fiche 50-247,82/06/16,0206240221 


— 8206240235 Response to UCS/NY PIR<5 supplementary in terrogAtor lus 
Certificate of Sve encl Related correspondence 
ORANDENQURO, D Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 02/06/16 Union of Concerned Scientists Itlpp 
13397 353 24X Fiche 50-247, 82/06/ 16, 0206240221 


0206240239 Prehearing motion on procedural matters Free daily 
transcript should be provided to Intervonors Opening 
statement should be allowed Intervonor direct case on 
emergency planning should be after NRC case 

POTTERFIELD, A Public Interest Research Group, New York DLUMc J M 
Union of Concerned Scientists POTTERFIELD, A Pot tarf ield, A 
02/06/16 Atomic Safety and Licensing Board Panel 6pp 
13597 300 24X Fiche 50-247,02/06/16,0206240239 


0206240257 First set of interrogatories re Commission Question 6 
CQRREN. D R Greater New York Council on Energy 8S/06/16 
Consolidated Edison Co of New York. 0pp 13599 067 24X 

Ficho 30-247,82/06/16,0206240257 


0206200066 Submittal per ASLB 020616 oral order re intorvenor wltneosns 
on emergency planning issues 

POTTERFIELD, A Union of Concerned Scientists POTTERFIELD, A 
Public Interest Research Group, New York POTTERFIELD, A Rockland 
Cltiirns for Safe Energy 02/06/16 83pp 13683 073 24X 

Fiche 50-247,82/06/16,0206280066 


— 8206200094 Testimony of L Kaagen re public opinion climate in which 
nuclear facilities built Public responses to plane & 
procedures for evacuation during serious accident will be 
highly volatile, unpredictable 6 possibly unmanageable 
KAAOAN, L Union of Concerned Gclentlats KAAOAN,-L Public 
Interest Research Group, New York KAAOAN, L Rockland Cltlsens 

for Safe Energy 82/06/16 I6pp 13625 103 247 

Fiche 30-247, 02/06/16, 8206280066 


—8206200104 Testimony of M Melbln re emergency plans Any sot of plnns 
will be carried out less effectively at night Addl 
precautions must be taken to compensate for risks uf errors 
in judgment behavior 

MELOIN, M Union of Concerned Scientists MEUBIN»M Public 
Interest Research Omop, New York MELBIN, M Rockland Citiienc 

for 8afe Energy. 02/06/16. 5pp 13625 119 24X 

Fiche 30-247,02/06/16,8206280066 


— 0206280115 Testimony of J Kagan re emergency evacuation of children in 
10-mlle emergency planning lone Evacuating children 
separately from parents places children at sarlouS levels of 
psychological risk 

KAGAN, J Union of Concerned Scientists KAOAN,J Public Interest 
Research Group, New York KAGAN, J Rockland Cl titans for Bafe 
Energy 02/06/13 2pp 13623 124 24X Fiche 30-247,82/06/16, 

8206200066 


— 8206280123 Testimony of TB Braielton that emergency plans should take 
account that parents would not be evacuated separately from 
children Proposed stipulation of facts encl 

BRAZELTON, T 0 Union of Concerned Bcientlsts DRAZCLTON, T, 0, 
Public interest Research Graup> New York DRAZELTDN, T B, Parantp 
Concerned About Indian Point 02/06/15, 22pp 13628 1&5 24X 

Ficho 50-24 7, 82/06/16, 0206200066 



uuukeTED items 


-*'&2 06200126 T?«itiinonij af C Hanjflll rs organ! i anal response of foUr 
ho<sps closest to plant Recatrmends future planning efforts 
MAXWELL- C Union of Concern-ed Bcientlsta If AX WELL, C Public 

Interest Research Groupi Netu York MAXWELL# C Roctlantl Cltltenc 

for Safe Energy 92/06/15 Opp 13625 1A7 24X 

Fiche S0'247r 82/06/16.8206200066 


--82062B0133 Tejtlworiv RL Morris re eetergency evacuation planning - 
ASLO Qijestions 3 l<3 3 6 3 6 l/tiS consultant evacuation 
repts not based on uorst case condition ti thus are jrhv*a]id 
morris, R L Union of Concerned Scientists M0RRIS#R L Pobltc 
Interest Research Group, Mew Yort 82/06/21 J2pp 13625 155 
SAX Fithe 50-247,82/06/16. 8206SB0066 


--82062G0 135 Motion for order compelling licensees to produce certain 
documents re<iufcstod in forjnal €. infocrnaJ discovery & to 
respond to UCS/MY PIRff Interrogatory 67 No agreement could 
be reached List of uitnesses end 

BLUM, J M Union of Concerned Sctontists POTJeRFIELD, A Public 
Interest Research Group, New York BLUM, J M Neu YorJt Univ 
02/06/21 Atomic Safety and Licensing Board Pane* I7pp 
13625 167 24X Fiche 50-247, 82/06/ 16, 8206300066 


— 0206280137 List of witnesses on ASLB Contention 4 3 

HARTXHAN.R M Friends of the Earth HART2MAM< R H New Yorl City 
Audubon Soc iety 02/06/32 2pp 13635 164 24X 

Fiche 3C-247. ea/06/i6, 8206380066 


— 0206280142 Testlnong of RJ Llfton Disasters involving loniting 
radiation strongly Zt decistvelij different from natural 
catastrophes used in most disaster research Certificate of 
E^c encl 

LlFTDN, R J Union of Concerned Scientists L1FTDN,R J Public 
Interest Research Group, New York LIFTDN. R J Rockland Citiipns 

for Safe Cnargg 02/06/22 I9pp 13625 186 24X 

Fsche 50-24 7, 83/06/16, B206280066 


8306230166 Reply to NRC 820526 interrogatories 

FLEISMEA, Z $ West Branch Conservation Association 02/06/17 
Office of the Esecutiv* Legal Director 3pp 13566 347 2AX 
Fiche. 50-247, 02/06/17, 8206230166 


--82D6230169 Reply to licensee first set of i nterr ogatori as, Que stlon 6 
Certificate of Sve end 

ruEISHER, Z S West Branch Conservation Association Q2/C6/I6 
Consolidated EcTifon Co of Neur York 4pp 13586 390, 24X 

Fiche 50-347.03/06/17,9206230166 


03OA24O16R Responses to NRC tntsrregatoriss h requests for docuoients 
Certificate of Sve end Related correspondence 
REMSHAW.R P Consolidated Edison Co of New York 82/06/17 
Office of the Executive Legal Director 66pp 13601 083. 24X 

Flchs 50-247,82/06/17,8206240163 


8206280200 Interrogatories on Contention 6 2 Related c orrespond enta 
* Parents Concerned About Indian Point 02/06/31 Cons 0 1 l<ia tN 
Edison Co of New York 2pp 13654 225 24X Fiche 50-247, 82/06/2 1 1 

6306280200 


6206280473 Rear gam tation of witnesses necessary to prove Contention! 

3 7 ?< 4 7 on emergency evacuation 6 notification Sve list 
encl 

* parents Concerned About Indian Point 02/06/21 9pp J3625 352 
24X Fiche 50-247, 05/06/2 1 , 8306280473 


8206260532 Response opposing (JCS/NY PIRG 020604 motion for 
reconsideration of Commission ruling allowing interim 
operation 6 for issuance of show cause order New evidence 
more than 6 months old Exhibits «* Certificate of Sve encl 
DRANDENBUROi B Consol Idated Edison Co of New York 02/06/21 
Comnissloners 23pp 13625 304 24 X Flch e 50-247, 02/06/21/ 

8206280532 


6206230190 Response apposing NY City Council 820602 request for 
extension of time to file testimony No good cause shown 
Sufficient time given to obtain counsel Testimony can be 
filed w/o counsel Certificate of Sve end 

ttCGURREN. H J Nearing Branch I 02/06/22 Atomic Safety and 
Licensing Board Panel 6pp 13566 154 24 X Fiche 50-247. 82/06/22, 

0206530190 


8206380149 Response to UCS/NY PIRO requests for adml ssiona. Beta il« 
surrounding TMl-2 accident would ragutre burdensome 6 
oppressive research Affidavits It Certificate of Sve encl 
0RANDENBURO, B Consolidated Edison Co of New York MPROAN, C 

Power Authority of the State of New York MORGAN, C Worgan 

Associates 92/06/22 Union of Concerned Scientists 22-pp 
13624 356 24X Ficho 50-247,82/06/22,0206280149 


8206250144 Second set of interrogatories re Commission Questions J<2 L 
5 

MCCURREN.H J Hearing Branch I 92/06/24 Consolidate!# Edison 

Co of Hew York 5pp 13616 285 24X Fiche 50-247, 85/06/24 , 

8206230144 


— 820a550147 Second set of interrogatories re Commission Questions liP fc 
5 Certificate of Sve encl 

MCCl/RR£N,H J Hearing Branch 1 02/06/24 Power Authority of 

the Stats of Hew York Spp 13616 290 a4X Fich* 50-247 1 
62/06/24,8206250144 


8506250153 Response opposing UCS/NY PIRO motion for recona i (#pra t loA f*f 
Commission ruling allowing Interim operation for show 
cause order Ho new evidence presented Request for order to 
change proceeding inappropriate M/Cer tif icate of Sve 
HCGUBREN, H J Hearing Branch 1 62/06/24 Commissioner* l"PP 

13613 307 24X Flcha 50-247, 82/06/24, 0206250153 


8706240185 Responses to NRC interrogatories L docunent request! 
Cartificate of Sve encl Related correspondencr 
PHATT,C M Power Authority of the State of New York 82/06/17 
Office of the Eistvtive Legal Dlrsitor 45pp. 13600 t>l4 24X 

Fiche 5 0-247, 82/06/17, 8206240185 


0206240209 Responses to NRC interrogatories *r docunent requests 
Certificate of 8vc encl 

HOROAN/C Cflnsolidated Edison Co of New Yo-rk HOflCAN.C Power 
Authority of the State of New York MORGAN, C Morgan Associates 
92/06/1? Office of the Esecutive Legal Director 37pp 
13599 OBI SAX Fiche 50 -247, 02/06/1 7, B206 2 4 0200 


8206290301 Responses to first set of interrogatories re Question* i 
2 Cartifitaie of 8vc end Related correspondence 

BRANDENBURG, B Consolidated Edison Co of New York COLARW-l-J^ P ' 
Power Authority of the State of New York CDLARULLI, P F HoFflan 

Associates 02/06/25 Office of the Executive Legal Dlrectpr 
65pp 13637 099 24X Fiche, 50-247, 82/06/29. 8206290301 


0206300215 Final response to util interrogatories Certiflcafr# of Bve 
encl Related correspondence 

AESSLERfv) Rockland Citlxdns for Safe Energy B2/06/S9 
Consolidated Edison Co of Hew York IBpo 13654 S97 24A 

riche, 50-247, 62/06/25, 0206300215 


9206240260 Notice of appearance in proceeding Certificate of Sve encl 
DUBOFF, D B Nestchester Peoples Action Coal J t Ion, Inc B2/Q6/I? 
5pp 13597 1 03 24X Fiche 50-247, 02/C6/J 7*0206240260 


B206240263 CeTfrifie* sve on 620617 of Greater KV Council on Enargy 
first set of Interrogatories to licensee* on CoewsUiion 
Ouestion 6 & UCS/NY PJRG prehearing motion on groctdural 
eii tter s 

HOLT,0 Public Interest Reiearch Group. New Yori 02/06/17 Ip 
13597 159 24)( Fiche 50-247, 92/06/ 1 7, 9206240263 


H General correspondence 


8206010049 Ack receipt of 820331 Itr to President Reagan opposing 
continued operation of unit* IE has increased NRC onsite 
staff to provide added surveillance 6 insp 

VARGA, B A Operating Jleactors Branch 1 82/05/12 CURRAN, H 

Owrran Oil Co gpp 13332 003 24X Fiche 50-247, 82/05/ IZ, 

B20601004B 


3206230174 Joins utM protest of A6L0 expansion of scope of 
inclusion of addt witnesses beyond Coeusission order 
TODORDVlCH, H |L Scientists k Engineers for Secure energy 
PiU-LAD IKCli N J Commissioners Ip 13586 DOS 24X 
Fiche, 90-247. 92/06/18,8206230174 


It 

82/06/10 


6206010050 Forwards corr# spondtnce directed at DOE re facility 
safety Requests reply 

ROHH/H H Energy. Dept of 82/04/27 DIRCKS, W Office pf the 
Executive Director For Operations Bpp 13332 OOS 24X 
Fiche 50-247.02/05/12,8206010048 


0206240379 Response opposing UCS/NY F IRQ Mtion for reconsideration 
of ConAisston ruling allawing interiis ogaratCon k. for 
Issuance of show cause order r* plant tafaty, Al le ged new 
evidence oyer 6 monthi aid Certificate of Rve end 
MpN<JAM.C Power Authority of the State of New York HORGANtC, 
Morgan Associates 82/06/21 Atonic Safety and Licensing Board 
Panel 75pp 13602 199 24 X Fich* 50-247.82/06/21,0206240379 


82060B0175 Responds to R Johnson 820317 Itr to B Bradley opposing 
continued operatlan of fac 1 lltlts. Forwards Director's 
Decision tnphesixing serfei of measures imposed on 
operation of planti to assure public safety 
DlRCHSf N J Office of th# Executive Director for Operaiipnd 
B2/09/20 BRADLEY. B Senate 4pp 13442 034 84X 

Flcha 50-003,82/05/20,8206080179 



DOCKETED ITEMS 


51 


8^06080177 Requests response to enc 1 1 tr from constituent R Johnson 
opposing operation of facilities 

DR+^D-LEYj 0 Senate €32/05/04 Off ice of Congressional AFfant 

2pp 13442 05B 34X Fiche 50-003, 02/09/20, B2060SOI 75 


P Opefatinj license stage documents 1/ correspondence 


Js;a6020062 Addl response to FOtA request for all documents re 
probabilistic risk assessment for facilities Formal ds 
CS Woodhead 800530 memo to ES Chrlstonbory 

FELTOM. J M Division of Rules and Records Bl/H/06 DORSEY, J A 
Affiliation Unknown Ip 13339 212 24X Fiche SO-’OOO, 01/1 1 /Oi, 

0204920062 


-E206020075 Discusses 000527 meeting re possible legal t</or public 
perception consequences to NRC plan for risk assessment of 
sites near high population ai eas Interim revision of 
lOCFRlOO should be issued pending proposed tule 

NOQDHEAD, C P Office of the Fxecutive Legal Director BO/05/30 
CHRrSTEMOURY, E Office of the Executive Legal Director 2pp 
13339 213 21X Fiche 90-000,81/11/06,8206020063 


?iD060a0097 Foiwards safety evaluation re olectrlr distribution sys 
voltages Requests results of voltage verification tests 
within 30 days of receipt of Itr Technical evaluation end 
VARGA, S A Operating Reactors Oranch 1 83/09/05 D'TDDLEi^l D 

Consolidated Edison Co of Nem York 8pp 13441 180 24X 

Fiche 50-247,82/05/05,0206080097 


9206070360 Forwards licensee response to hJRC 830330 request for addl 
i nfo, incl uding details of functional routing of cables Si 
automatic transfer of dc loads between ledundani power 
sources 

□‘TOOLE, J D Commonwealth Edison Co 03/05/27 VAROA, 8 A 
Operating Reactors Branch 1 1 5pp 13373 331 a4X 

Fiche 50-347,02/05/27,0206070560 


0206170051 RESPONSE OF THE ZION «< INDIAN POINT CONTAINMENT BUILDINQS TO 
SEVERE ACCIDENT PRESSURES 

DUTLER, T A , rUG ELS 0, L E Los Alamos Scientific Laboratory FIN 
A-7270 NUREO/CR-2569 83/03/31 Division of Engineering 4lpp 

Available at NTIS «3 00 13355 ?40 24X Fiche 50-000,03/05/31, 

B306I 70051 


0206070137 Requests list of items that have been resolved u/baslo foi 
resolution schedule for completing remaining items, 
including flood protection Tech Specs, within 30 days of Itr 
receip t 

VAROA, S A Operating Reactors Dranch 1 03/06/01 O'TOOLE, J D 

Conso 1 1 (fated Edison Co of New York 2pp 13427 009 24X 

Fiche 50-247,02/06/01,0206070137 


8206000318 Forwards addl info re implementation of NUREO-0737, 

Item II B 1, "RCS Vents," in response to NRC 830225 Itr 
Three oversiie figures end Aperture cards are available 
in PDR 

Q'TOOLE, J D Consolidated Edison Co of New York 82/06/02 
VAROA, S A Operating Reactors Branch 1 53pp 13419 314 r,!4X 

Fiche 50-247, 82/06/02,6206080318 


8306140073 Submits addl info for inclusion In analysis of fishery 
resources A existing radioactive containment levels in fish 
near facility 

RADL€,E NeuJ York, State of 82/06/00 CODELL, R NRC - No 
Detailed Affiliation Given 2p p 13407 165 24X 

Fiche 50-247. 82/06/OB, 0206140073 


0306090153 Generic Ltr 02-11 to all LWR reactor plant licensees 
applicants re transcnittal of NUREQ-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
B^ent W/o end 

EIEENHUT. D G Division of licensing 82/06/09 H All BP UR 0, A 

Consolidated Edison Co of New York ANGLER0,0 Puerto Rico Water 

Resources Authority hORlSI.A Boston Edison Co 13pp 13557 34V 
24 X Fiche 50-000,82/06/09,8206090153 


3204210427 Forwards approved state pollutant discharge elimination 
discharge sys permit renewal w/condi t ions, e f f ecti ve 810514 
O'TOOLE, V D Consolidated Edison Co of New York 82/06/10 
DENTONrH R Office of Nuclear Reactor Regulation, Director 19pp 
13560 263 24X Fiche 50-003,82/06/10,0206210427 


0206290225 Forwards response to NRC 820509 Ooneric Ltr 02-10 requestlnp 
schedule for applicable Tni items after 820301, per 
10CFR50 54(f> 

SOUTARiC F Consolidated Edison Co of Neiu York 02/06/17 
EISENHUTfD G Division of Licensing 4pp 13613 233 24X 

Fiche 50-247,82/06/17.0206290225 


8206300161 Forwards prioritiied tables of open items to be completed 
Listing of mutually agreed upon priority items, 
procedure to eupedite review process meeting scheduled for 
no later than 020716 suggested 

VARGA, 5 A Operating Reactors Branch 1 82/06/21 □■'TOOLE, J D 

Commonwealth Edison Co 7pp 13678 283 24X Fiche 90-247,82/06/21, 

8206300161 


O Inspection reports, IE Bulletins ^ correspondence 


3206170123 Forwards IE Insp Rept 50-247/02-08 on 020503-07 No 
noncomp 1 lance noted 

MARTIN, T T Division of Engineering tt Technical Programs 32/05/24 
O'TOOLE, J D Consolidated Edison Co of New York Sp p 13530 17?J 
24X Fiche 50-247,02/05/24,0206170123 


—0206170126 IE Insp Rept 50-247/02-08 on 020503-07 No noncomp 1 lance 
noted Major areas Inspected fire protec ti on/prevention 
program, compl etlon of fire haiards analysis commitments tc 
8ER commitments 

PAOLINO, R J Region 1, Office of Director 02/05/20 6p p 
13530 174 24X Fiche 50-247,02/05/24,020 6170123 


8206040372 Ac k receipt of 020419 ltr informing NRC of steps taken to 
correct violations noted in !£ Safeguards Insp Rept 
90-247/82-03 

STAROgiECKI, R Division of Project tt Resident Programs 82/05/26 

□ 'TOOLE. J D Consolidated Edison Co of New York 2pp 13355 332 

24X Fiche 80-247,02/05/26,8306040372 


— 0206040370 Responds to NRC 820319 ltr re violations noted in 18 Insp 
Rept 50-247/02-03 Corrective actions process Of 
implementation of mods involving fire protection under 
review Enel B withheld (ref 10CFR73 21) 

O'TOOLE, J D Consolidated Edison Co of Now York 32/04/19 
STARGBTeCKI ,R Division of Project lc Resident Programs 5pp 
13355 334 24X Fiche 50-247,02/09/26,0206040372 


8202040147 IE Info Notice 02-19, "Notification of NRC " Sve list oiicl 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/09/20 107pp 13426 075 24X 

Fiche 90-000.82/05/20,0202040147 


0204210379 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints 
Sve list end 

JORDAN, E L Division of Engineering & Duality Assurance 02/05/20 
103pp 13440 264 24X Fiche 50-000, 02/09/28, 0204210378 


0204210300 IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list oncl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13927 190 24X 

Fiche 50-000, 02/06/02, 82O42JO30O 


0206170250 Forwards payment of penalties re 801211 notice of 
violation Si proposed imposition of civil penalties Payment 
due to costs to carry matter to conclusion requiring 
extensive litigation Liatllity remains disputed 
ORANDENDURGr 0 Consolidated Edison Co of New York 82/06/09 
BICKMIT, L Office of the General Counsel 3pp 13933 007 24X 

Fiche 50-247,02/06/09,0206170250 


— 8206170257 Ac k receipt of certified check In settlement of Civil 
penalty proposed by NRC on 001211 Commlssian nates that mgt 
sys improved sufficiently to assure that reactor could 
resume operation by 1901 

BICKWIT.L Office of the General Counsel 02/06/09 
BRANDENBURG, n L Consolidated Edison Co of New York Ip 
13533 010 04X Fiche 30-247,82/06/09,820 6170250 


— 0206170262 Stipulation lc agreement that action is discontinued u/ 
prejudice each part bear own costs re imposition of civil 
penalties 

CAMPBELL, a M US District Court, Southern District qf New York. 
BRANDENBURG, D. L Consolidated Edison Co of New York 82/06/09 
ip 13533*011 24X Fiche 50-247.82/06/09,0206170250 


0204210303 IE Info Notice 82-17, "Overpressur I lation of RCS Bve list 
end 

JORDAN, E L Division of Engineering It Quality Assurance 82/06/11 
I06pp 13675 290 24X Fiche 90-000,82/06/11,8204210303 


0204210384 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Matl by Markers " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 laOpp 13675 189 24X 

Fiche 50-000,82/06/11,8204210304 
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aa0&220l4| Acli ■0^ Q20534 Itr xn#oTn.ing WffC of 5 <"eps takun tf> 

correct violations noted ir IE Safeguards Insp ^4ept 
5O-247/'02-O4 

STAROSTECk^Ii R Division, of f’fajcct ^ Resitfsnt PrQgr4'ftS Q^/OA/tfi. 

O^'TOOtE. JD Con.sol j dat Bd Edisori Co of Meu Yorlr 2pp t35Gt> J 

24;( Fiche 50-247- 82<'0 i/ 1 fa. 0206230 1 4 1 


fl Periodic operating reports A related c or t e spord enc e 


□206010339 Forwards (tionthig aperating rept for 19B2 

O'TOOLE-J D Consolidated Edison Cn of JJeu York 92/05/14 
nCDOWLDi W O Office of Managament and Program Analysts Ip 
13307 096 24)( Fiche 50-247, 02/05/ 1 4, 6206010230 


— 62060102-40 Month ly operating rept for Apr 1962 

EICH. E F Consolidated Edison Co of New York 02/05/03 '^pc 
^^l307 097 24X Flrhe 50-247, □2/05/ 14, 82D60 10239 


82060&036H Forwards "Changes, Tes fc & E* penmen ts. 1990 '■ 

O'TCOLEpJ D Consolidated Edison Co of Kew York 83/05/24 
HAVK^S, R C Region 1, Office of Director Ip 13416 0?l r’Af 
Fiche 30-247,83/05/24,6206090368 


—6206090371 "Chan jes- Tes t A Ei pe riments. 1900 " 

e Consolidated Edison Co of New Yprit 92/05/24 35pp 
13416 022 24 )C Fiche 50-247,82/05/24.6206000369 


S2Oil7O0B9 170 provides q.ddl info re 920601 diver eKpoEure it> esrct'SS v, 
limits ffe-K-w conducted or instro.Tiontrfi: ton oced m 
radiatiD-n of pool i/mipditJtely prior to expos uie One 

aiarminq Jo'Sime + er used t y divers Pound inoperablt. 

D'TnOLE, J D C ens o 1 1 -d a t e d Cdison Co of New York PE/06/09 
l-ArfES.R Region i, Office rff Director 3pp 13530 165 J'U 

Fiche '^->-?47. RE^Oa/Of- 920A17009B 


C,f'C6E00329 f*0 during sc^-erfuled sample -"ollsction for May 1 903 . W i T,ds' T 
Farms En/iror Rarpling Station 51 ceased c o.rmerc i a I miik 
production Potential repiaLe-nsnl locations are bemq 
inuesktqahed 

C'Tl’OlE.J D Coris p 1 Ida ted Edison t,o of Ndui York 02/06/10 

R C -Region L. Office of Hirpctor ?pp 1 064 ,'■4? 

Fiche 50-003, 92/06/ to- 


f Fearing transcripts on tnn-ant i hrus t maf-teis 


7^060-10291 rronscripf of 020601 telephone conference in Washing tr^n, 
DC Pp R35-96'? 

e Atomic Safety and Licensing Doard Panel 02/06/01 J6pp 
13355 290 34Y Fiche 50-P47, 03/06/01 , 8206040271 


0206170162 Lists events associated w/aticrted highway projects Invn-lviii 
county Related correspondence 

CHASE, tv M RocVland County, NY 82/06/04 ORANIRER, M AF f i 1 i ,l I 3 m i 
Unknown Ip 13531 329 24X ftche 90-247 . 82/06/04, 02061701 if* 


0206280413 Foruard* monthly operating rept for Mag 1982 

SQurAfl-C F ConSDl idatarf Edison Co of K^u York 02/06/15 
HCDiOMALD,W 0 Office of Managamant and Program Analysis Jp 
13577 E60 24X Fiche 50-247,82/06/15.8206220413 


— 0206220416 Monthly operating rept for May t982 

EICH, E F ConielldatBd Edlspn Co oF New York B2/06/04 6p;i 
13577 161 24 X Fiche 50-247,83/06/15,8206220413 


S Rejiortahle occurrences, LERs & related correspondence 


‘B206170272 Testimony of 0 0 Lear, provid ing demographic data 

O'LEAR. G Rockland County, NY 82/05/13 5pp 13531 3JO -"IX 
Fiche 50-347,02/06/04,8206170162 


9206090175 Forwards testimonies of UK Grimes, JR Sears, T Urbaniki 
P NcIntireiJN Keller A I Husar re Commission Questions 3 8, 4 
A emergency planning contenti one, pureuant to ASLD 020423 
order Certificate of Swe end 

HASSELL. D F Hearing Branch I 82/06/07 Atpmu. Safety anti 
Licensing Board Panel 4pp 13434 097 24X Fiche 30-247 j e2/C»A/0/, 

S206090I75 


0206010062 Forward* LER B2-017/01T-0 

D^TOOLE, J D Consolidated Edison Co of Nau Yark 03/05/19 
HAYNESj R C Region I, Office of nifoctop Ip 13313 215 J4X 
Fiche 9 0-247, 82/ 0 5/ 1 9, 820601006 2 


■6206090179 Testimony of Bit Onmea re emergency planning contentmiis 
admitted by A5LD 020423 order Prof qual i f ications end 
GRIhCS U K Division of Emergency Preparedness 82/06/07 t/fip 
13434 101 24X Fjehs 50-247,82/06/07.8206090175 


'02060-10066 LER 82-OI7/OST-0 on 02 05054 m p tor s for central contrnl room 
air conditioning lys booster fans failed Caused by previous 
operation of G-phase motors in single phase made Mot{>rs 
Tfplacad 

HltfRICHSiD consolidated Edison Co of New York 62/05/19 
Ragion li Office of Director 3pp 13313 216 24x 

Fiche 50-347,62/05/194 0206010062 


8206030202 FopwardS LER 0S- 015/03L-0 

O'TOOLE, J D Consolidated Edison Co of Meu Vert 
HA'VNESi R C Region 1, Office of Dlractor ip 
Fiche SO-247, 82/05/21,0206030202 


82/05/21 
J3337 239 


24 X 


— 6206030206 LER 85-015/03L-0 on 630421 ^ dur 1 ng routine survei 1 lance, out 
of tuQ redundant heat tracing circuits associated u/safety 
injection punp train 23 inoperable Caused by lead wiring 
failure Wiping repaired tt heaters re-enargiied 
FITZPATRICK, R Consolidated Edison Co of New Yorlr 02/03/21 
Region i< Office of Director Ip 13337 240 a4X 
Fiche 50-247, 02/03/21 , 6206030202 


B206080069 Forwards LER B2-Oi6/O3L-0 

O'TOOCEr^ D Consolidated Edison Co of New Yuri 
HAYNES, R C Region 1, Office qf Director Ja 
Ftche 50-247, 02/05/24, 0206000069 


02/05/24, 
13433 303 


y4X 


-8204080077 LER sa^Oli/MU-O 820423, c.ll 34 b,u„, a, 

iMting »l«ctr«li.», Ciuie, hi/ cracttif call ta.tnj 4,.. to 
espanslon nf positive plates New cell installed All 
renalnlng cells to be replaced 

FlTZP ATRlCKj R Conselidated Edison Ca pf Neu Yorl 82 / 0^/24 
Region 1. Office of Director Ip. 13423 304 24 x ^3/03/24 
Fit hi 90-24 7,82/05/24, 0206080069 


— 02O6O9OIBS Testimuny of JR Sears nn Cpmmiasioii Questions 3 li 4 
emergency planning contentlnns admitted by ASLB 020423 
order Prof qua 1 if icatione end 

SEARS, J R EP Licensing Branch 02/06/07 61pp 13434 1 IMX 

Fiche 50-247*02/06/07,8206090175 


82O6O9O10B Testimony of T Urbanil re evacuation time estimate »itudJc*- 
Prof qual i f icati orjs end 

\/RBANlK,T Teias A It M Univ 02/06/04 I4pp 13434 101 i-MX 
Fiche 30-24 7,02/06/07,8206090175 


--B206090J92 Testimonies of P Mclntire, I Husar U JH Keller re Co/r.m I ' r, i <*> 
Questions 3 A, 4 Prnf qual if ications end 

MCINTIRE, P , HUSAR, 1 , FELLER,J H Federal Emergency Haneypimriit 
Agency 02/06/07 I^^Spp 13434 195 24X Fiche 30-247* 92/06/^ ^ 

0206090175 


B206140D73 Testimony re Commission Questions 3 S- 4, addressir '9 am i t* 
emergency pUn, relat lonsh i p of plan to other emergency 
measures, util personnel tra ining, emergency facilities & 
equipment tr communication sys Certificate of Sve encl 
♦ Consolidated Edison Co of New York 02/06/07 30pp i34Q9 31 / 
24X Fiche 50-247*82/06/07,6306140093 


8206140112 Testimony of R Dynes re Commission Questions 3 8c 4 Hunaim 
responses to various emergmcles show consistency across 
different types of disaster agents, ine luding radiological 
ajents Related carrespondence 

DYNES, R R Consolidated Edison Co of New York DYNES, R R FouJrr 
Authority of the State of New York 02/06/07 23pp 13403' 1 L^4 
24X Fiche 30-247,83/06/07,0206140112 


—0206140115 Testimony of S Letker re Commission Questians 3 l« 4 
responses to radiological emergencies do not differ 
materially than response to other emergencies Psychological 
valid Related correspondence 

LECKERf S Consol ida tad Edison Co of New York LECKER* 8 i'omrr 
Authority of the State of New York B2/06/07 I8pp J34S3 lOJ/ 
24X Fiche. 50-247, 82/06/07,8206140112 


, notcajuc ropwai ru Kosenoiact rc 

Commission Questions 3 6 4 Domanstrates adequacy of 
evacuation components qf radiological emergency response 
flans Related correspondence 

DELLA SMCA.M . PPDHAL. B E , ROBEHBLAT.R L C.A.oI.rf.t.J Ed.DOn 
Co of New York 03/06/07 57pp 13483 200 24X 

FI c h « 90-24 7. 82/ 06/07, 8206140 i 1 p 
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t-J0t>l40JJT Tp stxfDnTiy of- JC Brons.L Lomotiaco ?< 0 Oulnn Plant site plon ft 
p-roc« £} ijT-es fPorG tlion adequate to protect integi'ity it health 
& Pafetg (.'ill committed to mal'inq reasonable changes 
{J/’Cer t i f ica fce of Sve Related correspondori ce 

aRDNC w' C LOnnWACO. L , QUINN. l) Power Authority of the State of 
raouf fork pp/06/0v 4lpp 134G3 2b7 24/ FicUv 50-247,03/06/0/. 

320i 1 IQJ 12 


'il /0236 Fonjjrds D Davidoff L Czech testimony f exhibit State 
r a !f iolog I cal emargencij plcin uill be mailed separatolt; 

FEINDERO. J D tletu Yoi k. State of 02/06/00 CARTFP.L J . 

PARIS C H I SHDM, F J Atomic Safety and Licensing Board Panel Ip 
13511 049 24/ riche 50-247, aS/Oi/OB. G206i 70236 


P206I70243 lestimony of BB Davidof-® V LU Czech on Commission (Jroatioiib 
J 4 Nt State radiological emergencij pi eparedness plan 
discussed f’ertiflcate of Gve end 

OAVIDnpr.D B . C/CCH.L D Neu Ydt k. State of 02/06/07 J4pp 
13531 05 J 24/ FUhe 50 -247. 02>'06/08i 8«i06 J 70236 


t.J'"6l70254 Forwards 0 0 Lear testimony R Northrop 6 C Ditl I testimonii 
submitr&d on 020607 W/o testimony Unexecuted affidavit 
of svr enci Related correspondence 

THQRSEN.EO Rockland County. NY 02/06/10 CARTER, L J . 

PARIS. 0 H Atomic Safety and Licensing Board Pariol 4pp 
13533 003 2 4/ Fiche 50-247, 02/06 MO. 02061 70294 


0206100211 Foruaids DP Guido h CN Dates testimony amended list of 
witnesses Related correspondence 

VETERE. L A Westchester County. NY 02/06/14 CARTER. L J . 

PARIS. 0 H I 8H0N. F J Atomic Safety and Licensing Board Panel Jp 
13554 P62 24X Fiche 50-247, 02/06/14. eaOol 8031 1 


-0206100230 Testimony of DP Guido Emergency planning drill dcmonati atrd 
that directions issued from emergnney operating ctr could 
not be implemented in field doe to variety of deficiencies 
GUIDD. DP Westchester County. NY 02/06/14 4pp 13954 260 
24)i Firhe 90-247.02/06/14.8206100241 


-"G2061S0243 Testunony of CW Dates that Westchester County Dept of Socinl 
5vcs IS not prepared to implement total r ospons lb i 1 i ty In 
real crisis due to significant problems in staffing, 
communicati on, equl pment ^ training 

OATE&, C W Westchester County. NY 02/06/14 4pp 13954 272 
24X Firhe 90-247.82/06/14.8206100211 


8206240347 Forwards R9 x/ur kowsk 4. AD DelDello. FC Dohlandor.AS Curl an. 

NO Borghard.M l^aminskl AR Marasco testimony re emergency 
evacuation plan F Bohlander %( AD DelDello should be added to 
witness list Certificate of Bve end Related correspondence 
VETERE.L A Westchester County. NY 02/06/16 CARTER. L J . 

PARIS. O H . SHON. F J Atomic Sofeti; and Licensing Board Panel 4pp 
13603 019 24X Fiche 50-247,02/06/16.0206240347 


--02O624O35O Testimony of RS xlurkouaki re emergency evacuation plan 
JURKOWSKl.n 8 Westchester County. NY 02/06/16 14pp 
13603 033 24X Fiche 50-247, 02/06/ J6, 0206240347 


— 6206240351 Testimony of AQ DelDello re emergency evacuation plan 

DECBELLDxA E Westchester County. NY 02/06/16 4pp 13603 037 
24X Fiche 90-247.02/06/16.8206240347 


— B206240354 Tastimony of FC Dohlandor re emargency evacuation plan 

BOHLANDER. F C Westchester County. NY B2/06/16 2pp 13603 041, 
24X Fiche 50-247. 62/06/16. 0206240347 


— 6206240358 Testimony of AS Curran re emergency evacuation plan 

CURRAN. A S Westchester County. NY 82/06/16 Spp 13603' 043 
24X Fiche 90-247.02/06/16.0206240347 


— 0206240359 Testimony of WO Dorghard re emergency evacuation plan 

DORGHARD. W 0 Westchester County. NY 02/06/16 2pp 13603,040 
24X Fiche 50-247.02/06/16.0206240347 


—8206240362 Testimony of M Kaminski re emergency evacuation plan 
KAMINSKI. M Westchester County. NY 02/06/16 5pp 13603 050 
24X Fiche 50-247. 82/06/ 16. 0206840347 


-0206240367 Testimony of AR Marasco re emergency evacuation plan 
NY State critique of 620303 simulated evacuation of 
surrounding io-mlle area end 

MARASCO. A R Westchester County. NY 02/06/16 16pp 13603*055 
24X Fiche 30-247.02/06/16.0206240347 


0206260066 Submittal per A9LB 820616 oral order re Intervenor ultnesses 
on emergency planning Issues 

POTTERFIELDi A., Union of Concerned Scientists POTTERFIELD. A 

Public Interest Research Group. Neu York POTTERFIELD. A Rockland 
Cl t liens for Safe Energy 02/06/16 23pp 13625 073 24X 

Fiche 90-247, 02/06/16. B2O630OO66 


■ — 0206200094 Testimony of L Kaagan re public opinion climate in which 
nudeai facilities built Public responses to plans tt 
proccdui es for evacuation during serious accident will bo 
highly vola ti le, unprod 1 ctab le it possibly unmanag dab 1 □ 

KAAGAN. L Union of Goncorned Scientists KAAGAN, L Public 
Interest Research Group. Neu York KAAGAN. L fluckiand C i t i i ms 

for Safe Energy 82/06/16 16pp 13625 103 24X 

Fiche 50-247,02/06/16,0206200066 


— 0206200104 festimony of M Meibiti re emorgenci} plans Any set of plcns 
will be carried out loss effectively at night Addl 
precautions must be taken to compensate for risks of errors 
in judgment ?, behavior 

MELDIN, M Union of Concerned Scientists MELDIN.N Public 
Interest Research Group, New York HEl*BIN, M Rockland Citiieno 

for Safe Energy 62/06/16 9pp 13625 119 24X 

FUhe 50-247.02/06/16.0206280066 


— 0206880115 Testimony of J Kagan re emergency evacuation of children in 
10-milo emergency planning tone Evacuating children 
separately from parents places children at serious levels of 
psychological risk 

KAGAN. vl Union of Concerned Scientists KAGAN, Public Interest 
Research Group. New York KAGAN, J Rockland Citizens for Safe 
Enorgy 02/06/15 2pp 13629 124 24X Fiche 50-247.03/06/16, 

8206200066 


— 8PO6S0O123 Testimony of TD Draieltnn that emergency plans should take 
account that parents would not be evacuated separately from 
children Proposed stipulation of facts end 

DRAZELTON. T D Union of Concerned Sciarttisls DRAZELTDN. T 0 
Public Interest Research Group. Neu York BRAZELTCN, T 0 Parents 
Concerned About Indian Point 02/06/15 S2pp 13625 125 ?4X 

Fiche SO-24 7, 02/06/ 1 6. 0206280066 


— 82O620O12G Testimony of C Maxwell re organ! latinnal response of four 
heaps closest to plant Recommends future planning efforts 
MAXWELL, C Union of Concerned Scientists MAXWELL. C Public 
Interest Research Group. New York MAXWELL. C Rockland Citizens 
for Safe Energy 82/06/19 0pp 13629 147 24X 

Fiche 50-247,82/06/16.0206200066 


— 0206200133 Testimony of RL Morris re emergency evacuation pJanninp - 
ASLB Questions 3 1.3 3 S. 3 6 Util consultant evacuation 
repts not based on worst case condition 8. thus are invalid 
H0RR18.R L Union of Concerned Scientists MORRIS. R L f’ublic 
Interest Research Group, New York 82/06/21 12pp 13625 155 
34X Fiche 90-247.02/06/16.8206280066 


—8206200142 Testimony of RJ Lifton Disasters Involving loniiing 
radiation strongly it decisively different from natural 
catastrophes used in most disaster research Certificate of 
Sve end 

LITTON, R J Union of Concerned Scientists LIFT0N.fi J Public 
Interest Research Group, New York LIFTPN.R J Rockland Citlzenn 

for Safe Energy 02/C6/22 19pp 13625 106 24X 

Fiche 90-247. 02/06/16. 0206200066 


0206210531 Transcript of 020617 prehearing conference in White Plains. 
NY Pp 935-1. 125 

« Atomic 9afety and Licensing Board Panel 02/06/17 192pp 

13969 310 24X Fiche 90-247.02/06/17.0206210931 


0206290129 Transcript of 020622 hearing In White Plains. NY Pp li234'- 
1.904 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03/06/22 335pp 

13613 331 24X Fiche 30-247,02/06/28.02062 90129 


0206290410 Transcript of 030629 hearing in White Plains. NY Pp 2.058- 
S. 260 

e Atomic Safety and Licensing Board Panel, 82/06/25 205pp. 

13633' 112 24X Fiche 90-247. 82/06/25. 0206290410 
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F Security, medical, emergency it fire protection plans 


8206150016 Responds to FOIA request for documents ri siren sys 
installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in US Forwards 
documents listed In App A 

FELTON. U M Division of Rules and Records 02/04/21 WADE. J 
Public Interest Research Group, New York 7pp 13524,010 24X 

Fiche 90-000,02/04/21.8206190016 


— 0206190023 Updates delivery schedule for siren shipments to fecilltles. 
ANDERSON, N E Federal Signal Corp 02/01/20, CANNON. P. 

Affiliation Unknown 9pp 13524 234 24X Fiche 50-000. 02/04/21 , 

0206190016 
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G2O&13-O450 Fo-ruardi corre-cted Tec*> Spec P^ges iSAq t iS&m-LS&ft re firo 
protection for prevtouily issued Amend 61 to License DPR'-25 
CRUTCHFIELD/ D Operating Reactors Branch 5 02/05/07 DELGCORGh.i 

C OfflJnonii/d al th Edison Co Ip J 3323 09S 24X Tiche 30‘'349^ 02/O3/O7 j 

G206t3045S 


— 8206130463 Corrected Pages tS6q 6 lS6fn-156q of Amend 61 to License MR 
25 Tech Spec* re fire protection 

* Operating Reactors Branch 3 62/05/07 6pp 13523 093 24X 

Flche 60'a49, B2/05/O7- 82061 S043Q 


8206090002 Responds to FOIA request for documents re Con-njssion 
decision to eitend deadline far licensees to implement 
prompt notification iqs Forwards documents listed in App A 
Documents also available in PDF 

FELTOM. J M Division of Rules and Records 82/05/11 REVNaiU9»N 6 
Dehtvoise tx Liberman 3pp 13454 003 24X Fiche 50-000* 62 /Ot>/l 1 

8206090002 


— B206090033 Foruards updated info re prompt notification *« warning 5g> 
for Region 3 licensees 

PAPERIELLOr C J Emergency Preparedness Prograta Support Branch 
Bt/tS/Oi RAMOSiS L Emergency Preparedness & Progran Support 
Branch 4pp 13454 120 24X Fiche 50-000,93/05/i 1 . B306090004 


— S2031J0477 Forwards update on prompt notification 6 warning sys fur 
Region 3 licensees FEKA estimates approx 65/ of reviews of 
proposed sys nou complete 

HJND, J A Division of Emergency Preparedness It Operational 
Support B2/OI/05 GR IMES, B K Division of Emergency 

Preparedness 4pp 13434 133 24X Fiche 50-000.82/05/11. 

8206090002 


— 6206090073 Foruards monthly status rept re prompt notification sys at 
faeikities Commitments made hy licensees to ensure 
deficiencies are corrected by 020601 

HIHD. J A Division of Emergency Preparedness & Operational 
Support 62/02/17 GRIMES, 8 Division of Emergency Preparpdnt s*^ 
3pp 13434 190 2 4 X Fiche 50-000.82/05/11.8206090002 


8206060253 Advises that annex changes for all App C items should be 
submitted by 620731 Response to Generic Ltr 62-05 provided 
status of App D Itens Response to Generic Ltr 82-10 will 
discuss NLHEG-0737 status re emergency response facilities 
RAUSCM.T J Cuffimonuealth Edison Co 02/03/26 KEPPLER.JG RcgiciU 
3. Office of Director 6pp 13420 166 24X Flche 50-000,82/05/26, 

0206000253 


0206100297 Forvards post-exercise evaluation of "Small Scale Exercise 
on 810930,* final rept Deficiencies wlL] be corrected by 
820629 re offsite inergency preparedness 
KRII41,R U Federal Emergency Management Agency 62/03/26 
ORIMESrD Division of Em-ergency Preparedness 3pp J3545 340 SAY 
Flche 50-0 1-0. 02/05/26,8206100297 


— 0206180300 Final rept of *SnaU Scale Exercise on 810930 
e Federal Emergency Management Agency 82/03/31 2lpp 
13345 343 24X Fi the 50-010, 82/05/26. 0206180297 


8206070809 Informs that deficiencies identified during initial testing 
of prompt public notification sys for facilities documented 
in util 020216 ltr have been corrected prior to 8206OJ 
DELOeOROE. L 0 Commanwea 1 th Edison Co 82/05/28 KEPPLER.J 0 
Riglen 3, Office of Olrectar 2pp 13309 115 24X 

Flche 50-000. 82/05/20 . 0206070809 


8206000449 Fteleases public version of emergency plan impUnentine 
procedure 

FELTON, J M Division of Rules and Records 02/05/30 Document 
Menegement Branch Ip 13439 347 24 X Flche 50-010,02/05/20, 

0206000449 


-0206080459 Forwards public version of Emergency Plan Imp Lementlne 
Procedures EPIP 500-8. "Ouarterly Emergency Operations 
Facility Inventory iPriaary Responsibility - Genera ting 
Station Emergency Plan Coordiriatarl " 

SCOTT, 0 Coamenwealth Edison Co 02/05/21 DEN70H, H R Office 
of Nuclear Reactor Reguiatlen, Dtreclop doe 13439 340 :*ay 
Flche 50-010.02/05/20.0206000449 


— 820608049b FortuarflE public version of revised emergency pluTt 
implementing procedures, including Procedures EPIP 200-3 re 
criticality accident in SMM area •< EPIP 300-5 re erficrgencu 
treatment of injured personnel Receipt forms end 

SCOTT. D J ComnonueaUh Edison Co 82/05/14 DENTON. H W Ofii-i 
of Nuclear Reactor Regulation. Director 8pp 13440 075 rA'f 
Fiche 50-010,32/05/20.8206000493 


— 8206080499 Public version of revised emergency plan im p 1 emenfc inrj 
procedures, me luding Procedures EPIP 200- 3 re criticality 
accident in ShM area X. EPIP 300-S re emergency treatment 
of injured perconnel 

4 Commonuealth Edison Co 92/05/13 15pp 13440 003 2^7 

Fiche 50-010.32/05/20.8206080493 


37C614032J Advises that Revision 10 to Quad Cities Station seruiiHj 
plan 6 Re*'ision 11 to Dresden Nuclear Poiuer Station security 
plan transmitted by util 010610 % 1027 Itrs, rcspectl ve 1 y . 
consistent w/provisions of lOC^RSO 54(p) 6 approved 
VASSALLO, D 0 Operating Reactors Branch 2 B2/06/0S DELGC.D’iJ L 

Coffimonuiealth Edison Co 3pp 13509 042 24X Fiche 50-000. r»r/O*>/0i 

0206140321 


8206110074 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J K Division of Rules and Records 02/06/00 Dncumicii 

Management Branch Ip 13493 246 24X Fiche 50-010, 02/O6/Ot}i 

B206i 10074 


— 920611009B Forwards public version of Revision 0 to Emergency Hl«iii 
Inplemenilng Procedure 300-Tl, ''Table of Conditions 
Requiring Post-Accident Lineup of High Radiation Sampling 
Sys I' Use of Post-Accident Sampling Procedures " 

SCOTT. OJ Commonwealth Edison Co 82/05/20 DENTON. N R Uffiti 
of Nuclear Reactor Regulation, Director 3pp 13493 247 i'4X 
Fiche 50-010,82/06/08,8206110074 


— 6S06110104 Public version of Revision 0 to Emergency Fkan Tmp If-rienlli,] 
Procedure 300-Tl. “Table of Conditions Requiring Post- 
Accident Lineup of High Radiation Sampling 8ys 6 Use of 
Post-Accident Sampling Procedures " Revised index end 
ff Commonwealth Edison Co 02/05/27 3p p 13493 250 24 X 

Flche 50-010,02/06/00,8206110074 


8206240332 Forwards Revision 3 to Procedure 029lAr "Meteoro 1 og i cal 
tioni taring, Of fs i te Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" tt Revision 4 
to OA program for meteorological monitoring programs 
SCHROEDER.C M Commonwealth Edison Co 02/06/16 DENTON, H li 
Offi'ce of Nuclear Reactor Regulation, Director Ip 13600 315 24t 

Fiche 50-000. 82/06/16, 8206240332 


82062G0021 Releases public version of generating stations omorgetify 
plan telephone directory 

FELTON, J M Division of Rules and Records 02/06/17 Docuffipnt 
Management Sranch Ip 13594 073 24X Fiche 50-000.02/06/1/, 

0206230021 


■0206230032 Forwards public version of generating stations eonerqency 
plan telephone directory 

MOORE, R D Commonwealth Edison Co 82/06/04 DENTON. H R NftL - 
No Detailod Affiliation Given Ip 13594 074 24X 

Fiche 50-000, 02/06/17, 8206230021 


—8206230037 Public version of generating stations emergency p I nn 
telephone directory 

» Commonwealth Edison Co 02/05/20 40pp 13594 076 ?4X 

Fiche 50-000.92/06/17,8206230021 


6206240423 Application for amend to Licenses DPR~19, DPR-2 5, DPR-?!*/ {>« 
DPR-30 changing Tech Specs to clarify licensee 
responsibilities !< actions necessary to protect public 
health It safety during emergency 

RAUSCH. T J Commonwealth Edison Co 02/06/17 DENTON. H R Dfflce 
Of Nuclear Reactor Regulation. Director 2pp 13600 313 24X 

Fiche 50-000.82/06/17.0206240425 


6206240032 Releases public version of generating stations omeram^cy 
plan telephone directory 

FELTON,si M Division of Rules and Records B2/06/18 Dactrment 
Management Branch Ip 13617 336 24X Fiche 50-000, B 2/06/ IN. 
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320£G00112 ftGleases public versjqn of rpviaorf generating station 
emergencg plan environ dlrettor efnergency plan implementing 
pT'Ocetfur^ 9- 

FELTONi J (1 Division of Rules and Records B2/0&/23 Document 
Management Hranch Ip 13695 001 24X Fiche 50-000* B2/06/83« 

6206300112 


— 8306300121 Forwards public version of revised generating station 
emergency plan environ director emergency plan implementing 
procedures! inc lud mg Revision 2 to Procedure ED-3 re demand 
polling of meteorological data 

CICHVjO Commonwealth Edison Co 92/06/08 Director's Office* 
Office of Inspection and Enforcement DENTON* H R NRC - Nn 
Detailed Affiliation Given 2pp 13695 002 24X 

Ficha 50-000r 82/06/23* 0206300112 


-0206300125 Public version of revised generating station emergency plan 
environ director emergency plan implementing procedures* 
including Revision 2 to Procedure ED-3 re demand polling of 
meteorological data 

UITEW&KI*L A I FLESSNERrP A Commonucalth Edison Co 02/06/02 
llpp 13695004 24X Fiche 50-000* 92/06/23* 62063001 12 


G Adjudicatory correspondence 


6306010336 Notice of appearance in proceeding Notice of change of 
business address ^ Certificate of Svc end 

FITZOIDBQNB. R Commonwealth Edison Co FITZGIBBONB* R Isham, 
Lincoln & Deale 02/05/24 3pp 13301 291 24X 

Fiche 50-000* 02/05/24, 0206010336 


02061700G3 Notice of 820713 hearing in Dethes da, MD, to continue to 0714 
if necessary Evidence relevant to issue of whether spent 
fuel pool floors can withstand loads which could be imposed 
by new fuel racks during seismic event will be taken 
WOLFrJ F Atomic Safety and Licensing Doard Panel 02/06/09 2pp 
13529 200 84X Fiche 30-237,02/06/09*8206170083 


8206180330 Motion for reconsideration or clar if Icatlon of hearing 
scheduled for 820713 by ASLD 8S060? notice of hearing 
Further evidentiary sessions unnecessary t* Improper Final 
decision proper Certificate of Svc end 

FITZOlDBaNS, R Commonwealth Edison Co FI TZOIDDONS, R Isham* 
Lincoln 8, Deale 02/06/16 Atomic Safety and Licensing Board 
Panel 7pp 13545 177 2AX Fiche 50-237. 02/06/16*0206180330 


8306230184 Forwards Harstead Engineering Assoc iates, Inc* NRC consultant* 
analysis of spent fuel pool S* rack sys MIC supplementary 
8ER partially based on rept 

GQDDARO.R J Hearing Branch 3 92/06/21 WOLF* J F , LITTLE. L W , 

REHICK.F J Atomic Safety and Licensing Doard Panel Ip 
13506 162 24X Fiche 50-237* 82/06/21 * 8206230104 


— 0206230106 "Impact Effects an Spent Fuel Pool Slab " 

HARSTEADrO A Harstead Engineering Assoc iates, Inc 82/05/ 19 
6pp 13506 163 24X Fiche 50-237.02/06/21*0206230104 


P Operating license stage documents ?< correspondence 


0206130498 Forwards corrected Tech Spec Pages I96ti 156m-156q rp fire 
protection for previously issued Amend 61 to License DPR-25 
CRUTCHFIELD* D Operating Reactors Branch 9 02/05/07 DELOCORGE, L 

Commonwealth Edison Co Ip 13523.092 24X Fiche 30-249, 83/03/07* 

B2061 30450 


— S206130463 Corrected Pages 156q t< lS6m-l56q of Amend 61 to License DPR’ 
25 Tech Specs re fire protection 

■s Operating Reactors Branch 3 02/05/07 6pp 13523 093 24X 

Fiche 50-249*02/03/07*8806150430 


8206040398 Forwards Amends 72,64*77 71 to Licenses DPR-l?* DPR-2S* 

DPR-29 tt DPR-30, respectively* safety evaluation it notice of 
issuance availability Amends change App A Tech Specs re 
undervo 1 tags protection 

CRUTCHFIELD, D Operating Reactors Branch 5 02/05/19 DEL0EQR0E,L 

Commonwealth Edison Co 4pp 13355 OOt 24X Fiche 90-000* 
82/05/19. 8206040392 


— 0206040396 Amends 72*64*77 L 71 to Licenses DPR- 19, DPR-25* OPR -29 it 
DPR-30* resp actively* Chang ing App A Tech Specs re 
undervoltage protection 

CRUTCHFIELD. D Operating Reactors Branch 5 82/05/19 41pp 

13353 005. 24X Fidhs 50-000*82/05/19*8206040392 


— 0306040402 Safety evaluation supporting Amends 72,64*77 ^ 71 to 
Licenses DPR-I9i DPR-2S. DPR-29 6 DPR-30. respectively 
» Office of Nuclear Reactor Regulation* Director 82/05/19 3pp 
13355 047. 24X Fiche 30-000102/05/19,8206040392 


— 8206040409 Notice of Issuance availability of Amends 72,64* 77 Si 7i to 
Licenses DPR-19* DPR-25, DPR-29 & DPR-30* respectively 
CRUTCHFIELD, D Operating Reactors Branch 3 02/05/19 2p p 

13353 073 24X Fiche 50-000*02/05/19*0206040392 


8206020374 Forwards addl info Iti response to NUREO-0737* Item II K 3 17 
re ECCS outage repts* per 620317 request 

SWARTZ* E D Commonwealth Edison Co 02/03/20 EISENHUT* D Q 
Division of Licensing 30pp 13320 207 24X Fiche 90-000,02/05/20* 

0206020374 


0206020359 Forwards corrected Page 24 to License DPR-29 j Amend 59 re 
scram discharge vol requirements Footnote 3 changed to 
correct typographic error from greater than 100 pslg to 
greater than 600 psig 

RAUSCH* T J Commonwealth Edison Co 62/05/25 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director Ip 13320 304 24X 

Fiche 90-249* 02/05/25* 0206020339 


—8206020365 Corrected Page 24* Footnote 3, Table 3 1 1, to Tech Specs 
Footnote 3 corrected to road greater than 600 psig 
e Commonwealth Edison Co 82/05/25 2p p 13320*305 24X 

Fiche 50-249,62/05/25*0206020359 


0206070330 Submits correction factors modifying instrument readings 
to correspond w/actoal radiation levels inside containment 
re THI Action Item II F 1 3 Procedures will not be submitted 
at this time* but are available for onsite review 
SWARTZ* E D Commonwealth Edison Co 82/06/01 EI8ENHUT* D. O 
Division of Licensing 5pp 13363 037 24X Fiche 50-000,82/06/01, 

0206070330 


8206090032 Informs that facility training program outline submitted in 
util 620405 Itr meets requirements of NUlEO-0737. Item 
11.0 4 re training for mitigating core damage Program 
covers subjs specified In INPQ Rept 8T0-O1* Revision 1 
CRUTCHFIELD* D Operating Reactors Branch 5 82/06/03 DELOEOROE, L. 

Commonwealth Edison Co 2pp 13435 031 24X Fiche 50-237* 

02/06/03, 8206090032 


8206100214 Forwards requested info re implementation status of 
NUREO-0737 Items per Generic Lfcr 82-10 

SWARTZ* E D Commonwealth Edison Co 62/06/04 £IBENHUT,D 0 
Division of Licensing 20pp 13453 214. 24X Fiche: 50-000i 62/06/04* 

0206100214 


0206160222 Forwards Revision 81 to QA Program. Topical Rept CE-i-A 

SWARTZ, E D Commonwealth Edison Co 82/06/07 HAAS8* W P Ouallty 
Assurance Branch ip 13523:027 24X Fiche 50-000,52/06/07, 

0206160222 


— 8206160236 Revised pages to CE-l-A, Revl lion 21, "QA Topical Rept " 
e Commonwealth Edison Co. CE-l-A R21 ERR 02/06/06 SOpp. 
13522 028 24X Fiche 50-000* 02/06/07, 0206160222 


0206170335 Responds to request for submittal of mod of proposed Tech 
Spec changes reflecting current organizational structure 
it titles at facilities Revised submittal expected by Jul 
1902 

RAUSCH* T J Commonwealth Edison Co 02/06/09 VASSAL LO * I>. B 
Operating Reactors Branch 2 Ip 13531.015 24X 

Fiche 50-000,82/06/09*8206170335 


8206170320 Forwards suppl to B20415 Itr in response to Generic Ltr 
82-05 re implementation status of listed NUREO-0737 Itoms 
DQUGLA9rE Commonwealth Edison Co 82/06/11 EISENHUTrD 0 
Division of Licensing 4pp 13531 299 24X Fiche 60-237,02/06/11* 

0206170320 


0206240154 Forwards evaluation approving util 601215 it G2041S reftponaoti 
re TMI Item 1 1 K 3 24 on adequacy of space cooling for HPCI 
it reactor core Isolation cooling sys Action on Item 
complete 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/19 DELOEORGE, L 

Commonwealth Edison Co 3pp. 13599*872 24X Fiche. 50-237* 

82/06/15* 8206240194 


0206240356 Forwards safety evaluation approving 810701 it 1207 proposed 
method for implementing guidance of NUREO-0737* Item 
II K 3 15* "Isolation of HPCI L Reactor Core Isolation 
Cooling ” Proposed method acceptable 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/15. DELOEaRGE, L 

Commonwealth Edison Co, 4pp 13596 066, 24X Fiche 50-000* 

02/06/15, 0206240356 


6206240425 Application for amend to Licenses DPR-19i DPR“85r DPR-fi9 it 
DPR-30 changing Tech Specs to clarify licensee 
responsibilities it actions necessary to protect public 
health it safety during emergency 

RAUSCHiTJ Commonwealth Edison Co 02/06/17 DENTON* H, R. Office* 
of Nuclear Reactor Regulation, Director, 2pp 13600 313 24X 

Fiche 50-000,02/06/17,8206240425 
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$20&a:3-0lB4 r&rudrdii Harsfcodd Engineering AssociateSf Inc^ NRC c on au J 
an^algsla of spent fuel pool U rack bv« supp lemvntarg 
6ER partially based on rept 

CODDARD-R J Kearing Branch 3 02/06/21 VIOLF. J F Atonic ■^aartty 

and Licensing Daard Panel ip 13706 162 
Fiche 50 '237, 02/06/21. B206230ie4 


-8206230106 “Impact Effects- on &pent Fuel Pool Slab “ 

HARBTEAO.Q A Warstead EngmeBrlng A'ssoc lates. Inc 03/05/19 
6pp 13SB6 163 2'?X Fcche 50-337.62/06/31,0206230104 


02O62BOO03 FoTUarda revised Section 10 1 of FSAR, anend » ng certain 
comnl t^Tients re installation of density fuel storage 

racks fta^islan yill be included in first update to entire 
FSAR expected by Jul 1902 

RAUSCH, T J Ccmnunwealth Edison Co 82/06/22 DEHTQN>H R tJfftcx 
of Muclaar Reactor Regulation. Director lOpp 13634 232 iU 
Fiche 50-237, 83/06/22. O2062e<)'0B3 


- 3206220563 J£ Insp Repts 50-237/03-07 ^ 50-249/02-07 on e20>1lrJ-l6V 
19-23 None Ojnp 1 lance noted failure to retrain malnt 
personnal e ,xery 2 yrs, failure to tram maint personnel iii 
station plans 6 procedures !< failure to document training 
SHAFER U D , HELLER. J K . HAD ISON- A L Divi^^ion of ProjffCt f 
Resident Prograns Q2/05/24 26pp 13500 071 24X 

Fi c he 50-337, 02/06/07, 8206220550 


B3r42l0393 IC Info Notice 82-17. ''Over p r pssur i la 1 1 or of RCQ " S' c lut 
ere 1 

JORDAN. E L Division of Engineering t Duality A^suranci? D2/-06/II 
lOipp 13675 2S8 34X Fiche 50-000# 82/06/ 11 . 8204210383 


02O42JO3O4 IE Info Notice Qa-IB, "Assessment of Intakes of R -id l O.n 1 1 . i 
Natl by Norhers ' Sve list end 

DE/Q'JfJO. R C Director's Office. Office of Inspection and 

Enfurcenent 82/06/ U I20pp 13679 189 247 

Fjche 50-000, 82/06/1 1, 8204210384 


9306290262 Foruerds table of reactor core boundaries conditions that 
uere assitned m evaluation of max critical power ratio 
operafeirg linlts for automatic flo-j control in XN-HF-01-04, 
''Dresden U’nit 3 Analyila for Reduced Flau Operation “ 

KELLEY. R K Eixon Nuclear Co . Inc (subs of Exxon Corp ) 
92/06/22 GRAVES, C C Reactor Syatens Oranch 3pp 13636 J6l 
24X FicbP 30-249.03/06/22,0206290362 


G2G6230377 Responds ta IE Bulletin 01-01# Revi sion 1. "Surve 1 1 Ifl'if e f 
Hechanical bnjbbers " Mechanical Snubber 33 in Dresden 
reactor cleanup sys found inapcrable & replacrd Quad Cilios 
snubbers uill be tested per neu Tech Spac requirements 
SIMRT2. E D Co rtinon wealth Edison Co 03/06/15 KCPPLER.J <3 

3, Office of Director 4pp 13581 316 24X Tiche 50*000. 0#l/(.'L/r 

930 62303 77 


0 Inspection reports. IE Bulletins 6 correspondence 


R Pertcdic operating reports it related correspondence 


0206070791 Forward! IE Insp Repts 50-010/82-04, 50-337/03-06 «- 
50-249/62-06 on 020130-0402 & notice of violation 
SPESSARO.R L Division of Project & Resident Programs 03/05/21 
REED.C Commonweal th Edison Co 3pp 13309 199 24X 

Fich* 50-010, 03/05/21# 6206070791 


0206030150 roruards ’Annua) Operating Rept# 1901 " 

SCOTT# D J Commonwealth Edison Co 82/03/10 Director'* Ufflcr 
Office of Inspection and Enforcement Ip 13338 012 24V 

Fichc 50-010# 82/03/10.83060301 30 


— 02O6O7O7SS Notice o^ violation from map on 820130-0403 

5PES5ARD.R L Division of Project L Resident Programs 02/05/2! 
3pp I33B9 20J 34X Fiche 50-010# 82/05/21,8206070761 


"8206030151 "Annual Operating Rept. 19B) " 

» Cocnmonuxcalth Edison Co 82/03/10 23pp 13330 013 21/ 

Fiche 50-010.82/03^10.8206030150 


--820A070795 IE Insp Repts 50-0)0/82-04.50-237/62-06 U 50-249/02-06 ei, 
820130-040'2 Nencempl iance ndted failure ta cailbr 
saf ety-r a leted instruments fc failure to Aeet requirceent 
of NRC order 

TONOUEiT rt , UOROAN.M J , MAUKEfi.R D Division of Project h 
Resident Programs 82/05/12 ISpp 13389 203 24X 

Fiche 90-010.62/05/21# 0206070701 


8206020493 Foruerds Infp re 16 Bulletin 79-14. "Seismic Analgais for 
As-Bullt Safety-Related Piping Sys" i, lE Insp Rspts 
50-237/62-01.90-249/82-01,50-294/82-01 & 50-26S/82-OI. 
discussed during 020520 meeting 

STIBDE, H L Conmonueelth Edison Co 62/05/24 KEPPLER. J 0 Repioii 
a. Office Pf Direetpr 14pp 13325 OOl 24X Fiche 50-000, 85/05/24 , 
^06020493 


0206070497 Submits eipnthly statue rept of evaluations performed in 
response to IE Bulletin 79-14. ''9ets«lc Analysis for 
As-Built Safety-Related Piping Sys •* Wo changes since last 
status rapt 

RAUSCH, T J CoAMonwraltb Edison Co 92/05/26 KEPPLER. J 0 Region 
a# Office of Director Ip 13374 326 24X Fiche 90-000. 02/ 0-5 726, 

020607 048 7. 


0202040147 IE Info Notice 02-15. "Ratification of RRC " 8vc list enc 1 
DEYOLVIOrR.C Oir«ctPr''s Office. Office ef Inspection and 
EnferceAent 82/05/20. I07pp 13426 095 &4X 

Fiche 30-000. 02/03/20- 0202040147 


rw*CI/RClC High SteaM Flew Setpoints 


0204210378 IE I nf « Notice 62-16* 

8vc list end, 

i^DAN.E,!# Division of Engineering fc Ouality Assurance 82/05/21 
I03pp 13440.264 24X Fich# 3 0-{XX), 02/05/29.0204210370 


8204210300 IE Bull etln 02-02, •Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PVR Plants 
Sve list end 

DEYOUNOiiR C Director's Offjee, Office of Inspection and 

Enforcanent 62/06/02. lOOpp 13527 150 24X 

Fiche: 50-000. 92/06/03*6204210380 


* »0-8#9yB*-O7 

020418-16 6 l9-aa h notice of violation 

0PE98^D>R L D.iVlsion of Project 6 ftisLdent Prqgrads 02/06/07 
REEDbC. COMonweplth Edison Co, 3pa, 13590.066 24X 

Fiche; 50-237* 02 / 06 / 07. 0206220550 a«9.0fr6 241 


W>64ia-16 6 19-23 

8 PE 00 ARD|^R^ t. plvislen pf Project If Roildtut Prearaabs bp/( 1 A/d' 
3pf 13980.669 a4X Ficha- 50^837* S2/oJJS??U^tw 


32061903)0 Foruards monthly operating repts for Hay 190S 

SCOTT, D J Commongoalth Edison Co 02/06/01 Dlroc tor's IJffirr# 

Office of Inspection and Enforcement Ip 13506 137 24)f 

Fiche 50-010, 09/06/01. 02061 S0310 


— 8206150313 Monthly operating repts for May 1902 

SCHROEDER. D A Commonwealth Edison Co 02/06/01 32p)i 

13506 130 34X Fiche 50-010.02/06/01.0206150310 


S Reportable occurrences. LERs 6 reloted correspondence 


9206020303 Forwards LER e2-02l/O3L-O Detailed event analysis onr I 
SCOTT. D J Commonwealth Edison Co 02/05/18 KCPPLCRrU O Realm 
3. Office of Director 2pp 13322 24B HIX Fiche 50 ’PA^f> i*3/0:>n0 
9206020303 


—0206020306 LER 02-021 /03L-0 on 020505. during normal operations w/r^iii 
core scram testing in progress. control rod drive C-IS 
evertravel alarm came up 6 red position Indication lost 
Caused by detached inner filter C-lS recouplod 

HOLLAND. P Commanwealth Edison Co 02/05/10 Rag inn 3. Uffiie 

of Director Ip 13322 250 24X Fiche- 50-249. 02/09/ 10. 

0206020303 


0206140131 Forward! LER 02-O22/O3L-O 
8CQTT. D xl Commonwealth Edison Co 02/06/01 KEPPLER. J O Hepicn 
3. Office of Director Ip 134B3 299 24X Fi che: 50-249. 33/06/01 . 

6206140131 


—6206140146 LER B2-022/03L-0 on 820500. time required for scrow dlsthi, 
vol vent it drain valves to close exceeded Tech Spec Jlffliti 
Probably caused by inaccurate method of monitoring »cra<n 
discharye vol vent fc drain valve closure time 

HDLUANDiP Commonwealth Edison Co 62/06/0L Region 3. Qffitr 
of Director 2pp 13483 300. 24X Fiche 50-349.02/06/01* 

6206140131 


9206210085 Forwards LER 62-01 l/03X-t 

SCOTT, 0.>f Commonwealth Edison Co 82/06/03 KEPPLER, J, -Q 
3. Office of Director Ip 13559 359 24X Fiche 50-349,02/06/07 

6206210005 


—0206210091 LER 82-01 1/03X-1 on 020203. HPC I turbine exhaust chott va) 
3-2301-45 leaked in e>cesi of- Tech Spec limits during t«»t 
DT8 J600-I, Cause tf by defective valve seat Defective valvf 
reptaced.Valva will bt tested each outage, 

ANANOAPPAr A. N Commonwealth Edison Co 82/06/03 RagJon ‘Jt 

13059'360 24X Fiche 50-249,02/06/03. 

6206310085 
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520fi220l63 Foruiards LER 82-023/03L-0 

SCDTTp D J C ommonuea 1 th Edison Co 82/06/07 KEPPLERi J 0 Region 
3, Office of Dlvector Ip 13574 054 24X Flche 50-849,82/06/07, 

B206220I63 


B206160205 Releases public version of Revision 11 to emergency plan 
FELTON, J N Division of Rules and Records 82/06/14 Document: 
Management Branch Ip 13539 257 24X Fiche 50-250r 82/06/14, 

8206160205 


— 8206280166 LER 82-023/03U-0 on 820510, while performing DDP 700-E3, potiie 
range neutron monitoring sys check, no local power range 
monitor inputs to rod block monitor noted for certain 
control rods Caused by shorted steering diodes 

MDROAr^ Coniinonwoa 1 th Edison Co 82/06/07 Region 3, Uffice 
of Director 2pp 13574 055 24'( Flche 50-249,02/06/07, 

0306220163 


8206170337 RQ 92-027 on 82051 !• ei cess ive radioactive contamination 
identified in two areas of offsite dump Caused by inadequate 
control of dump access *< failure to survey la^go loads of 
matl thoroughly Area cleaned up 8c Procedure 12-5 revised 
SCOTT, D J Commonwealth Edison Co 82/06/09 KEPPLER, J 0 Region 
3, Office of Director 3pp 13531 153 24X Flche 50-010.82/06/09, 

6206170337 


DOCKET 50-250 TURKEV POINT PLANT. UNIT 3 


— 8206160211 Forwards public version of Revision 11 to emergency plan 
UHRIO. R E Florida Power V Light Co 82/06/04 ElSENmJTi D Q 
Office of Nuclear Reactor Regulation. Director Ip 13539 260 
24X Fiche 50-250,82/06/14.0206160205 


— 8206160216 Public version of Revision 11 to emergency plan 

Florida Power S' Light Co 82/05/31 I60pp 13339 261 24X 

Flche 50-250, 82/06/ 1 4, 8206160205 


J Insurance U indemnity Information 


0206110231 Forwards Endorsement 59 to MAELU Policy NF-1B5 8. 
Endorsement 49 to MAELU Policy MF-53 

FIELDER. J Marsh S( McLennan. Inc , M & M Nuclear Consultants, Inc. 
Div 82/06/07 SALTZMAN.J Antitrust t< Economic analysis Branch 
(Utility Finance) 3pp 13466 300 24X Fiche 50-290,02/06/07, 

8206110231 


F Security, medical, emergency f, fire protection plans 


8206070474 Comments on util Q20211 proposed amend to Tech Specs re 
fire hose station Tech Specs should require hose at exterior 
locations to be hydrostatic tested annually & at interior 
locations every 3 yrs 

0LSH1NSKI,J A Division of Er.glreering & Technical Programs 
S2/O4/20 EISENHUTrO 0 Division of Licensing Ip 13375 004 
24X Fiche 50-250,82/04/28,8206070474 


P Operating license stage documents It correspondence 


6206070474 Comments on util 8P0211 proposed amend to Tech Specs re 
fire hose station Tech Specs should require hose at exterior 
locations to be hydrostatic tested annually tt at interior 
locations every 3 yrs 

OLSHiNBKIiJ A Division of Engineering It Tochnlcel Programs 
82/04/28 EI8ENHUT, D <3 Division of Licensing Ip 13373 004 
24X Fiche 50-250,82/04/28,8206070474 


8206010070 Forwards exemption from scheduler requirements of 
10CFR50 48. allowing for complete reassessment of fire 
protection features 

EISENHUT, D 0 Division of Licensing 02/03/10 UHRJO.RE lloiidn 
Power Light Co 4pp 13331 240 24X Fiche 50-250,82/05/10. 

8206010070 


— 8206010074 Exemption from 10CFR50 48<c) re schedule for satisfying 
provisions of fire protection plans 

DENTON, H R Division of Licensing 02/05/10 Florida Power (< 
Light Co 30pp, 13331 245 24X Fiche 50-250,82/05/10.8206010070 


8306090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J H Division of Rules and Records 82/03/11 REYNOLDS, N 6 
Debevoise It Liberman 3pp 13454 003 24X Fiche 50-000,82/05/11, 

8206090002 


--8206090090 Discusses status of emergency planning in State of I L rr 
St Lucie facilities County does not wish to participate in 
exercise scheduled for 820210 

TROJANONSKI r R Division of Engineering €< lechnical Inspection 
62/01/2'2 STQHRr J P Emergency Preparedness Program Support 
Branch 4pp 13454 160 24 X Fiche 50-000, 08/05/1 1, 0206090002 


--0206090007 Forwards first monthly rapt re status of prompt notification 
sys implementation at facilities Meteorological programs, 
emergency response facilities (< research reactors need addl 
mgt attention S, c lar i f i cation 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
<81/03/01) Bl/Ol/OS DEYOUNO.R C Director's Office, Office of 
Inspection and Enforcement 4pp 13454 167 24X 

Fiche 50-000, 82/09/ il, 0206090002 


— 0206090133 Responds to 020203 request for info ro deficiencies 
Identified in initial testing of prompt notification sys 
Facility test info end 

STOHR, J P Division of Emergency Preparedness U Operational 
Support 82/02/04 0RIME8, D K Division of Emergency 

Preparedness 5pp 13454 339 24X Fiche 50-000,62/05/11. 

8206090002 


6306070473 Forwards Region 2 Incident response plan dtd Mar 1902 Plon 
issued as Sup pi 2 to NURE(3-0849/ "Agency Procedures for NRC 
Eneldent Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency U/o end 

STOHR. J P Division of Emergency Preparedness Qperational bupport 
82/05/12 UHRIOtR E Florida Power << Light Co Ip 13374,324 
24X Fiche 50-000.82/05/12,8206070473 


8206280071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App D available in PDR Confidential financial 
Info deleted 

FELTON, J M Division of Rules and Records 83/05/12 MCMURRAY, C M 
Kirkpatricit. Lockhart. Hill. Christopher it Phillips 20pp 
13638 055 24X Fiche 50-000.82/05/12,0206280071 


— 8103020313 Updates 801222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misop eration providod, 

MEDEIROS, M 8 Reactor Systems Standards Branch 81/02/02 

ARLOTTD. <5 A Division of Engineering Standards 20pp 1363B 102 

34X Fiche 90-000,82/05/12.8206280071 


8206010339 Advises that util 600613 & 810227 Itrs committed to meeting 
requirements of TMI Action Plan Item 11 K 3 3. "Reporting 
Safety it Relief Valve Failures it Challenges." In response to 
NRC 820416 Itr 

UHRIO.R E Florida Power U Light Co 82/05/24. VAROA.S A 
Operating Reactors Branch 1 Ip 13301 285 24X 

Fiche 50-250.02/05/24.8206010339 


8206040064 Forwards request for addl Info re TMI Action Items fc J,A 2 1 
re upgraded senior reactor operator it reactor operator 
training 8< II Q 4 re training for mitigating core damage, 

Response within 30 days requested 

VAROA. 8 A Operating Reactors Branch 1 82/09/24 UHRIOjR E 

Florida Power Light Co 4pp 13362 347 24X 

Fiche 50-250,02/05/24,0206040064 


8206010010 Informs of Class III fee requirements for 020409 application 
for license Amend 85 to make changes in boric acid transfer 
pumps 

DIOOB. R M License Fe® Management Branch 82/05/29 UHRIO.R E 
Florida Power it Light Co Ip 13319 340 24X Fiche 50-250. 

82/05/23, 8206010010 


8206020407 Forwards response to 82040? request for addl Info re Beistnic 
qualification of auxiliary feedwater sys 

UHRIO.R E Florida Power t Light Co 02/05/25 VAROA. 0 A 
Operating Reactors Branch 1 4pp 13326 237 24X 

Flche. 30-250. 82/05/23, 8206020407 


0206010290 Forwards addl Info re NUREO-0737, I tern 11 B 1, "RC8 VentSi " 
in response to NRG 020224 request One ovarsite drawing end 
Aperture card Is available in PDR 

UHRIO.R E Florida Power it Light Co 82/09/26 VAROA. 8 A 
Operating Reactors Branch 1 iBpp 13310 012, 24X 

Fiche 90-250.02/03/26,8206010290 


8206100342 Discusses 820510 meeting re App R fire protection submittal 
dates Util attempting to provide Unit l App R fire 
protection submittal before 820701 to provide addl review 
time prior to in of industry submittals on 020701 
VESSELV. U E Florida Power U Light Co 02/06/04 EIBCNHUT, D 0 
Division of Licensing Ip 13490 306 24X Fiche, 50-000, 82/06/04, 

8206100342 


B20610D265 Responds to 820502 request for LER re 820429 power failure 
No LER required by Tech Specs due to type of Incident. PNO 
Issued by Region 2 

OROTENKUI8.M Operating Reactors Branch 1 B2/09/S6 OKCAVAOE, K, P. 

Floridians United for Safe Energy 3pp 13469.314 24X 

Fiche 50-250.02/09/26,8206100205 
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■ — 8206100291 Informs of 820429 Unit 3 trip, duo to #«ed f lom-iteant floiu 
mismatch Ci steam generator lou le\<el Causat] bw condensate 
pump motor failure Unit 4 tripped due to lass of poiuer to 
rod position indicators 

GROTEWKUIS. K Operating Reactors Branch 1 

DENTPN, K R , CASE, E - CARTER^O MRC - fJo Detailed Affiliation 
Given 2pp 13469 317 24* Fiche 50-230. 82/05/26, 02061 QOr>[j^ 


— S20610D295 Nummary of S2Q505 operating reactor events meeting ! i st c( 
attend eesp events discussed significant elBrnonts of events 
enc 1 

UAINAS, Q C Assistant Director for Safety Assessment g2/0‘i/ 14 
EISEfJHUT.D G Division of Licensing 4pp 13469 319 2iy 
Fiche 50-25 0, 02/05/26.0206100295 


8206250072 Forwards corrected Tech Spec Fable 4 1-1 incor poratiiip 
change in Item l^Remark 1 inadvertently erased in 020317 
Amends SO tr 74 to Licenses DPR-31 fj DPR-41 , rpspec t ively 
VARGA. S A Qperatifis Reactors Branch £ 82/05/26 UHPIQ.H f 

Florida Fouer !< Light Co 2pp 13629 30i 24X 

Fiche 50-250, 02/05/26, £?2D625007 2 


B2060S0330 Advises that response to Generic Ltr 82-10 re post-T-Ml 
requlreiuentB ulll be submitted by Q3D'^02 

UHRIG.fi E Florida Power ? Light Co 92/05/27 ElSErJHUT, D W 
Division of Licensing ip 13322 253 24^ Fjehe 50-2 50. 82/ D'r/2 

6206020330 


Q20609G153 Generic Ltr 62-11 to all LlJr? reactor plant licensees *i 
applicants re transmittal of rvUREG-C?!* relative to 
restart of RE Glnna Rep t docu-mrnts findings re cause of 
event l4/o tnc ] 

EI5ENHUT.D G Division oF Licensing 62/06/09 HAUSPUftG, A 
Consolidated Edison Co of lieu Vort LEE^G Public Service Lr. of 
Colorado VAN URUNT.E E Ariiona Public Service Co t3pp 
13557 349 24X Fiche 50-000. &2/06/09 6206090153 


8206140072 Faruardt initial response to NRC 820428 L 0503 requests fo» 
addl Info re control room habitability requirements of 
MFREGI-'0737. !te4i 1 11 D 3 4 Response to Guest ions i 6 2 ui 1 1 
be submit ted fay 920716 

UWftiG, n E Florida Power 8* Light Co 82/06/09 VARGA, S A 
Operating Reactors Branch X 2pp 13437 i80 2\X 

Fiche SO- 250. 82/06/09. 0206 J 40072 


8206140168 Submits revised schedules far implementation of NUREG 0/J7, 
Items 11 B S, 1 1 8 3 4i I r F l.per Generic Ltr 82-05 
UHRIOrR E Florida Power b Lijht Co 63/06/09 E I SEN HUT. D G 

Division of Licensing 2pp 13484 183 24X Fiche 50-250,82/06/09. 

B206] 40163 


B2062I0455 Application to amend App A of Licenses DPR-31 it DPR-41. 
adding safety-related mechanical snubbers to Table 3 13-1 
i/KRIO^R E Florida Power 6 Light Co 63/06/JD EISENHDT. 8 C 
Division of Licensing Spp 13568 2B5 24* Fiche 50-250, 02/06/iO. 

8206210455 


— 8206210457 Proposed Tech Spec Table 3 !3-lb re safety-related 
necha-nical snubbers 

• Florida Power & Light Co B2/06/10 3pp 13368 287 24)f 

Fiche 50-25 0.82/06/10.8206210455 


H206230079 Forwards Revision 5 to Topical QA Rept FPL-NOA-iOO. ’*0A 
Manual " Revision includes latest urgani xat ion changes 
submitted on 310920 fc new reg guide & AMSI std commitment a 
requested & approved in facility 6ER 

VHRIO.R.E Florida Power * Light Co 62/06/16 HAASS, W P Ouaiily 
Asioranee Branch ip 13509 244 24X Ftche 50-000.82/06/16. 

0206230079 


—0206230093 •'OA Manual '' 

HV/DIBVRG, J. J Florida Power h Light Go FPL-NQA-JOO R03 
02/05/07 125PP 13509 243 24X Fiche 50-000,83/06/16. 
0206230079 


G2062402B3 Forwards check for payment of proposed license amend re 
safekv'i'vlAted snubbers 

0HRIO. R E Florida Power it Light Co 92/06/17 EISENHUT.D C 
Division of Licensing Ip 13596 163 24K Fiche SO-250. 03/06/1 /. 

0206240283 


Cl Inspection reports. IE Bulletins 6 correspondence 


S206070719 Forwards IE Insp fiepts 50-350/92-16 50-251/82-15 on 

020412-16 Ko nonconpl lance noted 

DAWCE.H C Division of Proj.ect if Resident Programs 82/05/10 

UHRIGiR E Florida Power U Light Co 2pp I3J90 131 24x 

FUhe 30-250. 02/05/10,0206070715 


--820607D7;>5 rg Repts bO 250/82- le », 50-251/02-15 cn 0234 I .M 6 u 

nanconp t lan c e noted rTa |or areas inspected filtration sys 
tests, health physics organi /a i ion, p or tab 1 e instrumentation, 
internal eeposure records & solid rodwaste mg t *, shipping 
WRAV J R BARR / P Di ision of Engineering i Technlc.iJ Pi opr. i- 
02/05/06 6pp 133^3 133 24X Fiche 50-350. 82/ 05/ 10, tl20/>0/0; 1 ^ 


.J"ri60203a4 Torwards Em-^rgency Operating PiDcrdure 20002 2 «in Jo-* w f 
secondary coolant rrfer-ej to in 0205?! ltr fRef IF Oullotl^i 
00-04) 

Uf-iRIO.R E Florida Power * Light Co 02,05.2. 'MfiOA, 0 A 
Operating Reactors Branch i Ip 13326 258 24 < 

Uche 50-2SO 82/05/37, 8'^O6O2O304 


■-02O6O3O3'JO Emergency Os racing Piocedure 2000? ^E ?' ' t ass. u I 

Secondary Coolant " 

♦ Florida Power t Light Co Q3'<X2/\V iJpp 1J33& J59 . '1 > 

Ficho 50-250,02/05/27,0206020304 


0206030516 Forwards addl info requested 03032*? re response ho fl 
Bulletin 00-11, "Masonrg Mall Design " 

VHRIG, R E Florida Power t, Light Co 82/05/27 VARGA, IS ,% 
Operating Reactors Branch J Ip 1J322 316 34v 

Fiche DO- ::50. 52/05 37,8206030516 


•Sr 06 020530 "Response *0 NRC Request for Add I Inf o, fLiscinry W,i i 1 
Re-Eva 1 uatj on, NRC It Dulletiii 60-1 i " 

* Bechtel Corp 02/05/27 20pp 13332 31/ 24X 

Fiche 50-25 0,92/05/27.0206020516 


6202040147 IE Info Notice 02-15. "Notification of NRC ' Gve lift I u m I 
DEVQVNG.R C Director's Office, Office of Inspection and 

Enforcement 82/05/30 I07pp 13426 095 ?4V 

Fiche 50-000.82/05/38,8202040147 


3204210370 IE Info Notice 82-16, "HPCl/RCIC High Steam Flew 'Sc t P i< i I't i 
Sve list end 

JORDAN, E L. Division of Engineei ing 6 Quality Assurance IV /O^/. cJ 
lOapp 1^440 264 24X Fiche 50-000,02/05/20.8304210370 


Q204210-350 IE Bulletin 02-02, "Degradation of Threaded Fastetidru in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEVOON9, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOSpp 13527 150 21X 

Fiche 50-000,82/06/02.8204310300 


B2042t03B3 IE Info Notice 92-17, "Qverpressur 1 lation of RTS '* £ivi lut 
end 

JORDAN, E L Division of Engineering L Quality Assuran-ce OII/IVj/JP 
I06pp 13675 258 24X Fiche 50-000.02/06/11,0204210333 


0204210384 lE Info Notice 02-18, "Assessment of Intakes of Rarf A Oiic t J 
Matl by Workers " Sve list enc I 

DEYQVNGi R C Director's Office, Office of Inspection and 

Enforcement S2/06/U I20pp 13675 189 24X 

Fiche 50-000.82/06/11,8204210304 


0206220219 Forwards response to NRC 020316 preliminary quos ti«n» re 
inservlce insp program 

l/HRIO.R E Florida Power & Light Co 02/06/14 VAROA. S A 
Operating Reactors Branch 1 5pp 13572 296 24X 

Fiche 50-250,82/06/14,0206220219 


R Periodic operating reports & related correspondence 


8206010291 Forwards monthly operating repts for Apr 1992 

WlLLIANStJ U Florida Power «» Light Co 82/05/14 Office af 
Management and Program Analysis Ip 13301 078 24X 

Fiche 50-000. 82/05/14.8206010291 


-0206010296 Hanthly operating repts for Apr 1902 

PACE, P L Florida Pow r i> Light Co 82/05/14 llpp 1330» 
24 X Fiche 50-000.82/01/14,0206010291 


8206090004 Forwards summary operating repts for Apr 1902 W/o Tuikiu 
Point 2 rept 

WILLlAMStJ M Florida Power it Light Co 02/03/14 Manag otni ikt 
Information Branch 3pp 13435 307 24X Fiche 50-000. a3/a5/'l4 . 

82060 9Q004 


8806140157 Forwards "Final Radiological Prooress Rep t< 5> . 810624 - 

620407 “ ^ r 

VHRIO.R E Florida Power $, Light Co 02/06/04 VARGA, S A 
Operating Reactors Branch 1 Ip 13403 3i5 24X 

Fiche 50-290.02/06/04,8206140157 


—8206140159 Final Radiological Progress Rep t<5). 010624-030407 

« Florida Power it Light Co 02/06/04 33pp 13403 316 L!4X 
Fiche 50'250, 02/06/04, 0206140157 
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RepOT table oc '■urrences- LERs related correspondence 


350&01OA97 Fariiiards updated LER 8 l“0t3/03X''l 

WILLIAMS. J W Florida Power !< Light Co 02/04/38 a^nCILLVivf P 
Region 2, Office of Director ip 13314 329 24X 

Fiche 50-250.82/04/28,020*010497 


‘-g?06010306 Updated LER ai-0l3/0aX-l on 8107 10, uhi I e making al teratiniip 
to equipment hatch ramp, small void In concrete immediately 
beltiLi equipment hatch barrel discovered Probably caused by 
design problcn Concrete void repaired 

PACErP L Florida Power ^ Light Co 82/04/28 Region 2. OTfuc 
of Director 2pp 13314 330 24X Fiche 50-230, 82/04/20, 

820*010497 


3206170049 PNO 11 82 062 on 820603, two inspectors dispatched to plant 
to suppl resident staff in monitoring operations if 
hurricane hit plant Inspectors equipped w/high frequency 
radio unit for communicating during adverse weather 
DANHSi C r , STGHR, J P Region 2, Office of Director 02/06/04 ip 
J3529 33B 24X Fiche 30-250,82/06/04,0206170049 


8206220335 Forwards LER G2-004/03L-0 

WIILIAMS, J M Florida Power 6 Light Co 82/06/13 O'REILLY, J P 
Region 3, Office of Director Ip 13301 271 24X 

Fiche 30 230.82/06/15,8206220335 


--820^220342 LER □2-004/03L-0 on 020517, during routine reactor startup, 
augmented surveillance of hot channel factors not maintained 
as required Caused by computer taien out of sve during 
surveillance sequence Personnel reinstructed 

PACE. P L Florida Power Light Co 82/06/13 Region 2, OPfiie 
of Director ip l35Bl 272 24X Ficho 50-250,02/06/15, 

8506220335 


‘S206240051 Forwards LER B2-003/03L-0 

WILLIAMS. J W Florida Power it Light Co 02/06/18 O'REILLY. J 1^ 
Region P, Office of Director Ip 13599 260 24X 

Fiche 50-250. 82/06/18, 820624005 1 


— 9206540057 LER 8S-005/03L-0 on 850519, dur mg routine startup, augmented 
surveillance of hot channel factors not initiated when 
threshold power <98^1 was passed Caused by procedural 
error Procedure change initiated 

PACE.P L Florida Power 6 Light Co 02/06/18 Region 2, Off ii r 
of Director 2pp 13597 261 24X Fiche 50-250.02/06/18. 

8206240051 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency 8* fire protection plans 


8206070474 Comments on util 020211 proposed amend to Tech Specs re 
fire hose station Tech Specs should require hose at exterior 
locations to be hydrostatic tested annually & at interior 
locations every 3 ijrs 

OLSHINBKIjJ a Division of Engineering *< Technical Progroms 
82/04/28 EISENHUT, D 0 Division of Licensing Ip 13375 004 
24X Fiche 50-250,63/04/28.8206070474 


S206010070 Forwards exemption from schedular requirements of 
iOCFRSO 48, al lowing for complete reassessment of fire 
protection features 

EISENHUT, D 0. Division of Licensing 02/05/10 UNRIG, R E hloiidn 
PoLTBr St Light Co 4pp 13331 340 24X Fiche 50-250,82/05/10, 

8206010070 


— 8206010074 Exemption from 10CFR50 48<c) re schedule for satisfying 
provisions of fire protection plans 

DENTON.H R Division of Licensing 02/05/10 Florida Power St 
Light Co 30pp 13331 245 24X Fiche 50-250,82/05/10,8206010070 


3206090003 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J « Division of Rules and Records 82/05/11 REYNOLDS, N 8 
Debevoise S. Liberman 3pp 13454 003 24X Fiche 50-000,02/05/11, 

8206090002 


— 8206090090 Discusses status of emergency planning in 8tate of FL re 
St Lucie facilities County does not wish to participate In 
exercise scheduled for 820210 

TROJANOWSKI . R Division of Engineering Technical Inspection 
82/01/22 8TQHR. J P Emergency Preparedness & Program Support 
Dranch 4pp 13434 160 24X Fiche 50-000, 02/05/1 1. 0206090002 


--6206090009 Forwards first monthly rept re status of prompt notificatior 
sys implementation at facilities Meteorological programs, 
emergency response facilities St research reactors need addl 
mgt attention & clarification 

O'REILLY/J P Region 3, Atlanta, Office of the Director 
i0l/O3/on 81/Ol/oa DEYOUNO.R C Director's Office, Office of 
Inspection and Enforcement 4pp 13454 167 24X 

Fiche 50-00 0,82/05/11,8206090002 


— 8206090133 Responds to 830203 request for info re deficiencies 
Identified in initial testing of prompt notification sys 
Facility test info and 

STQNR, J P Divislnn of Emergency Preparedness h Dparational 
Support 82/02/04 OR IME9, D K Division of Emergency 

Preparedness 5pp 13454 239 24X Fiche 50-000,02/05/11, 

8206090002 


8206070473 Forwards Region 2 incident response plan d td Mar 1982 Plan 
issued as Suppl 2 to NURE0-0a43i “Agency Procedures for NRC 
Incident Response Plan “ Plan should be of benefit to 
understanding of NRC response to emergency W/o enc 1 

STOHR, J P Division of Emergency Preparedness & Operational Support 
02/05/12 UNRIG, R E Florida Power 6 Light Co Ip 13374 324 
24X Fiche 50-000,02/05/12.8306070473 


8206100342 Discusses 820519 meeting re App R fire protection submittal 
dates Util attempting to provide Unit 1 App R fire 
protection submittal before 020701 to provide addl review 
time prior to in of industry submittals on B20701 
VES6ELY,J E Florida Power 6 Light Co 82/06/04 EISENHUT, D fi 
Division of Licensing Ip 13450 306 24X Ficho 50-000,82/06/04, 

8206100342 


8206160205 Releases public version of Revision 11 to emergency plan, 
FELTON, J M Division of Rules and Records 82/06/14 Document 
Management Dranch Ip 13539 257 24X Fiche 50-250.02/06/14, 

8206160205 


— B206160311 Forwards public version of Revision 11 fro emergencij plan 
UHRIOiR E Florida Power 6 Light Co 82/06/04 ElSENHUTi D 0 
Office of Nuclear Reactor Regulation, Director Ip 1353? S60 
84X Fiche 50-250,02/06/14,8206160205 


--0206160218 Public version of Revision 11 to emergency plan 

* Florida Power 6 Light Co 82/05/31 160pp 1333?; 26i 24X 

Fiche 50-250. 02/06/ 1 4, B206160205 


J Insurance 6 indemnity information 


9206110231 Forwards Endorsement 59 to MACLU Policy NF-IBS & 
Endorsement 49 to MAELU Policy HF-53 

FIELDER. J Marsh St McLennan, Inc , M 1, M Nuclear Consultants, Inc 
OW 02/06/07 9ALTZMAN,U Antitrust St Economic analysis Branch 
(Utility Finance) 3pp 13466 300 24X Ficho 50-230,03/06/07, 

02061 10231 


P Operating license stage documents 8( correspondence 


3206070474 Comments on util 820211 proposed amend to Tech Specs re 
fire hose station Tech Specs should require hose at exterior 
locations to be hydrostatic tested annually 8, at Interior 
locations every 3 yrs 

0LSNIN8Kt,vf A Division of Engineering 6 Technical Programs 
82/04/28 EISENHUT, D 0 Division of Licensing Ip 13375 004 
24X Fiche 50-250,82/04/28,8206070474 


8206010335 Advises that util 800613 St 010227 1 trs committed to meeting 
requirements of TMI Action Plan Item II K 3 3, “Reporting 
Safety 6 Relief Valve Failures Challenges," in response to 
NRC 820416 Ur 

UHRIG,R E Florida Power e< Light Co 82/05/24 VARGA, S. A 
Operating Reactors Dranch 1 Ip 13301 285 24X 

Fiche 50-230,82/05/24,8206010333 


8206040064 Forwards request for addl Info re TMI Action Items «, I A 2 I 
re upgraded senior reactor operator )k reactor operator 
training Ik II B 4 re training for mitigating core damage 
Response within 30 days requested 

VARGA, 3 A Operating Reactors Dranch 1 82/05/24. UHNIG, R C 

Florida Power Ic Light Co 4pp 13362 347 24X 

Fiche 50-250, 02/05/24, 8206040064 


8206020407 Forwards response to 820409 request for addl info re soismlc 
qualif icatton of auxiliary feedwater sys 

UNRIG, R E Florida Power St Light Co 02/05/25 VARGA, S. A 
Operating Reactors Branch I 4pp 13326 237 24X 

Fiche 50-250,02/05/23,0206020407 
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B20tOlO290 F‘t>rujar(}4 addl *nfo re MlFftEG-0737. I tem II 0 I. '"RCS I'ents. 
in responat to iNRC 62022^ roqueat One overs lie ilra-Jinij end 
Aperture card ia available in PDR 

UHRlOrR E Florida Power ^ LigJ't Co 02/05/2* VARGA* S A 
Operating Reactors Branch I Iflpp 13310 012 2Ay 
Fiche 30-230, B2/05/26, Q20A010a9<> 


0206230079 Forwards Revision 5 to Topical QA Rept FPL-AfQA-1 OO, "i*A 
(■fanvidl " Re/isipn includes latest organization changes 
^ubnitted on Sl092B V new reg guide A APl5i std conf»iitment & 
requested ^ approved in fartlitg EER 

UNRIG. H E Florida Pouer ' Light Co e2/OA/lA HAASS, W P (lUcHM 
/ssurance Branch Ip 135G9 24A PAX Fiche 50-000 B2/OA/16. 
B20633n079 


B206l00aa5 Responds to 820502 request for LER re B20A29 
No LER required by Tech Specs due to type of incidaiit 
issued by Reg i on 2 

GR0TENHU1S*M Operating Reactors Branch 1 62/05/26 

Floridian* United far Safe Energy 3pp 134A9 314 
Fiche 50-250> Q3/05/26*S2061002B5 


p oujcr f ai i ui c 

p«a 

ONCAVAi'EiM P 
24X 


--e3C62:00b3 'OA Manual 

H'JDIBUP9, J j Florida Power Light to FPL-NQA-iOO R05 
82/05/07 t2!3pp 13509 245 24X Fiche 30-000*02/06/3 6. 

8206230079 


— 0206100291 Informs of 020429 Unit 3 trip^due to feed flou-stearn flnw 
inlsmatch steam generator Inw level Caused ty condensate 
pump motor failure Unit 4 tripped du^ to lo5» of power to 
rod position indicators 

OHOTEMHUfS* n Operating Reactors Branch t 32/04/30 
DENTOMiH R , CASE* E • CARTER. J WRC - No Detailed Affiliation 
Given 2pp 13469 317 24X Fiche 50-350. 62/05/26, 02061 002£>r. 


0236240203 Forwards check for payment of proposed license amend ir 
safety-related snubbers 

UHPrC ft E Florida Power K Light Co 02/06/17 ElSENHUl. D {> 
Division of Lirensing Ip 13596 163 S4 X Fiche 50-250*1^2/06/1/* 
9206240289 


0 Inspection reports. IE Bulletins V c orresp ondonce 


6206250072 Forwards corrected Tech Spec Table 4 l-l incorpora t i 
change In Item t*RsmarJi 1 inadvertently erased in 02-0317 
Amends 80 & 74 to Licenses DPR-31 6 DPR-41 , respectively 
VAROA, e A Operating Reactors Branrh J 83/05/36 U0RIO*R L 
Plarida Power ^ Light Co 3pp 13 6 2 8 30 1 24X 

Fiche 50-250*62/05/2610206250072 


0206030330 Advises that response to Generic Ltr 32-10 re post-TMl 
r equireirienti will be submitted by 630702 

UHRIO^R B Florida Power 5- Light Co 82/05/27 EISENHUT.D (5 
Division of Licensing Ip 13322 253 24X Fiche 50-250. 82/0r»/27. 

6206020330 


|?^06070715 Fot wards IE Insp Repts 50-250/0.^-16 ^ 50-251/82-15 on 
920412-16 No nonconp 1 lanc e noted 

DANCE H C Division of Project & Resident Programs 02/OS/lO 

L'HRIO, ft E Florida Power \ Light Co 2pp I3J90 131 3AX 

Fiche 50-P5O 82/05/10, B2060-'07l 5 


—8206070725 IE Insp Repts 50-250/82-16 e. SO-2S1/02-15 on 9204iy-J6 Mn 
noncompliance noted Kajor areas inspected filtration sys 
testsihealth physics organ! tation* portabl e instrumentation* 
internal eiposure records ^ solid radwaste mgt Si shipping 
WRAY. J R * OARRiH P Division of Engineering 6 Technlral Prfigr^mr 
02/05/06 6pp 13390 133 24X Fiche 30-250*02/05/10*8206070/1’. 


0206160050 Forwards Amend 80 to License LiPR-41* safety evaluation 
■notice of Issuance h availability Amend eifeend-s operating 
interval to 10 equivalent full power months from BIJ210 
steam generator insp 

GROTEKHUIS.M Operating Reactors Branch 1 62/06/04 UHRIC.H L 

Florida Power it Light Ca 3pp 13527 33 7 24X 

Fiche 50-251*82/06/04.8206160090 


—8206160055 Amend 80 to License DPR-4t* «i tending operating inteiva) tt. 
10 aquivalent full power months from 811210 steam ganerafcor 
insp 

VAROAi 6 A Operating Reactors Branch 1 62/06/04 4pp 

13527 340 24X Fiche 50-231* 02/06/04.8206160050 


— 6206160060 Safety evaliratlon supparting Amend 60 to Lie ansa 0PH-4J 
« Operating Reactor* Branch 1 62/06/04 3pp 13527 344 24 X 

Pic he 50-251.82/06/04.0206160030 


— B206160065 Notice of issuance ti ava 1 1 abii i ty of Amend 00 to License 
DPR-41 

NBIOHBORS.J 0. Operating Reactors Branch 1> 63/06/04 2pp 

1352/ 347 24X Fiche 50-251* 82/06/04.6206160050 


0206090153 Oineric Ltr 82-11 to all LUR reactor plant licensees U 
, applicants re transmittal of NUBE0-09I6 relative to 

’ restart cf RE dinna Rapt docuaients findings re cause of 

, a event W/o end 

I EISENHLlT.OO Division of Licensing 82/06/09 HAUSP-URO. A 

' Consolidated Edison Co of ffetf Yorl. VAO.E public Service Co uF 

i Ntui Mexico DlETCH.R Southern California Edison Co l3pp 

J 13557 349, 24X Fiche 50-000.62/06/09,0206090193 

f 

j 0206140072 Forward* initial response to NRC 620426 |c 0503 requests fox 

addl info re control roan habitability requirements of 
MURES -073 7* Item Ill.D 3 4 Respanst to Ouestions 1 he 2 will 
^ be subaiitted by 620716 

; UHRtS.R E Florida Power & Light Co 62/06/09. VARGA. S A 

Operating Reactors Branch 1 ?pp 13407 180 24X 

1 Fiche 30-250. 82/06/09* 0206140072 


; 0206140168 Submits reviifd schedule* for imp 1 ementat ion of HUREO- 073 ?, 

] t Items II-B 3 ill B 3 11 F l.per Oencr ic Ltr 82-05 

UHRIO. R E Florida Power t* Light Co 82/06/09 ETSEMHUT. D O, 
k nioi.in- ' X Fiche 30-290* 02/06/09. 


0206030384 Forwards Emergency Operating Procedure 20002 2 on Icai. (if 
secondary coolant referred *-o in 820521 ltr (Ref IE Bulletin 
80-04 1 

OHRIC.R E Florida Power 5 Light? Co 82/03/27 VARGA. S A 
Operating Reactors Branch 1 Ip 13326 250 24X 

Fichs 30-250.02/03/27.8206020304 


—8S06020!}90 Emergency Operating Procedure 20002 lE-S). "Loss of 
Secondary Coolant " 

♦ Florida Power I* Light Co 02/02/17 Bpp 13326 259 liAX 
Fiche 50-250* 02/03/27. 0206020384 


0206020516 Forwards addl info requested 020329 re response to IL 
Bulletin 60-11* "Masonry Mali Design " 

UHRIO.R E Florida Power It Light Co 02/05/27 VARGA. S A 
Operating Reactors Branch 1 ip 13322 316 24X 

Fiche 50-250* 62/05/27. B20602051 6 


—8206020530 "Response to NRC Request for Add! Info. Masonry Wall 
Re-Evaluati on.MRC IE Bulletin BO-ll " 

♦ Bechtel Corp 82/05/27 20pp 13332 317 24X 

Fiche 30-250.02/03/27.0206020316 


0202040147 IE Info Notice 82-15* "Notification of NRC " Sve list tis*. 1 
DEVQWO.R C Director's QFflce. Office of Inspection and 

Enforcement 02/05/20 107pp 13426 095 24X 

Fiche 50-000,82/03/20,8202040147 


8204210378 IE Info Notice 02-16, "HPCI/RCIC High Steam flow Setpcilnto ^ 
Sve list end 

JORDAN* E L Division of Engineering 6 Quality Assurance SS/Ob/liil 
I03pp 13440 264 24X Fiche 50-000.02/05/28.8204210378 


0204210380 IE Bulletin 82-02. "Degradation of Threaded Fastanerc in 
Reactor Coolant Pressure Boundary of PWR Plant* *' 

Sve list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 150 24X 

Fiche 30-000,02/06/0210204210380 


8206160050 Forwards Amend 80 to License DPR-4 1 , safety evaluation M 
notice of Iseoatice & avallahiUty Amend extends operating 
Interval to 10 equivalent full power months from 611210 
steam generator insp 

GR0TENHUI8, M Operating Reactors Branch 1 82/06/04 DHRlOiIf 1. 

Florida Power 6 Light Co 3pp 13527 337 24X 

Fiche 50-251.89/06/04,0206160050 


8906160055 Amend 30 to License DPR-41 , extending operating interval tn 
10 equivalent full power months from 811210 steam generatar 
insp ^ 

VARGA,8 A Operating Reactor* Branch 1, 89/06/04 qen 

13597 340 a4X Fiqbe 50-951*82/06/04*0206160050 


Safety evaluation supporting Amend 00 to License DPR-4J 
Operating Reactors Branch 1. 82/06/04 3pp. 13397 344 U4X 

iche 50-251.89/06/04,8206160050 


—8206160060 
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-B206lAa0065 Notice of ist>udnce l< availabiiiby of Amend 80 to Licente 

NEIGHDDT^S/ J D Operating Paactors Branch 1 GS/06/04 2p p 

13527347 24XFlchB 30-251,82/06/04.8206160050 


2042103Q3 IE Info Notice 62-17. "Overp i essur i zation of RCS “ Svc liafc 
enc 1 

JOfiDAM.E L Division of Engineering f/ Quality Assurance 82/06/lJ 
106pp 13675 256 24X F i c he »^0-000. 02/06/ 1 1 , 8304210383 


3C42I03Q4 IE Info Notice 82-10. "ABsessment of Intakes of Radioactive 
Mat! by Workers " Svr list end 

DEVOUNOj R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 i20pp 136/5 169 24X 

Fsche 50-000,82/06/11,0204210384 


20'6220219' Forwards response to NRC 620316 preliminary questions re 
inservice insp program 

UHRIG. R E Florida Power t Light Co 82/06/14 VAROA, S A 
OpErating Reactors Bronch 1 5pp 13572 296 24X 

F I c ho SO-250 , 82/06/14, 02062202 1 9 


Periodic operating leports tx related correspondence 


206010291 Forwards monthly operating repts for Apr 1982 
UtLLJAMB, J U Florida Power i* Light Co 82/05/14 Office of 
Nanagenenf and Program Analysis Ip 13301 072 24X 

Fiche 5 Q-OOO, 82/05/14, 0206010291 


-3206010296 Wonlhly operating rspts for Apr 19G2 

PACE.P L Florida Power t< Light Co 82/05/14 lipp 1330J 0/3 
24X Flche 50-000. 82/05/ 14. G206010291 


1206090004 Forwards summary operating rcpls for Apr 1902 W/o Tui key 
Point 2 rept 

WILLIAMS, J U Florida Power Light Co 82/05/14 Management 
Information Branch 3pp 13435 307 24X Fiche 50-000i 82/05 /Mi 
8206090004 


> Reportable occurrences/ LERs 8i related cor rospondentc 


5206070454 Forwards LER 82-006/01T-0 

lllLLlAMBiJ W Florida Power Light Co 82/05/24 0'RCILLV»J P 

Region 2* Off ice of Director Ip 13374 226 24X 

Fich« 50-231.02/05/84/0206070454 


--0206070458 LER Q2-006/01T-0 on 820309/ boron concontratlon found louior 
than min allowable concentration during routine chemical 
analysis of boron injection tank sample Caused by plugging 
of normal recirculation supply line 

PACEiP L Florida Power l« Light Co 02/05/24 Region 2$ Office 
of Director Ip 13374 227 B4X Flche 50-251,82/05/24/ 

0206070454 


B206170049 PN0“H*-B2 062 on 020603, two inspectors dispatched to plant 
to suppl resident staff in monitoring operations if 
hurricane hit plant Inspectors equipped w/hlgh frequency 
radio unit far communicating during adverse woother 
QAmStC T . STQHR/J P Region 2/ Office of Director 02/06/04 Ip 
13529 339 24X Flche 50-250/02/06/04/8206170049 


02.06210376 Forwards LER 02-OO7/O1T-O 

WILLIAMS/ J M Florida Power 8c Light Co 82/06/07 O'REILLY/ J P 
Region 2/ Office of Director ip 13567 IPl 24X 
Flche 30-251/ 02/06/07/ 8206210376 


— 8206210385 LER 82-007/0 lT-0 on 820522. while boron injection tank 
recirculating w/boric acid storage tank Ci law boron 
concentration found in hath tanks Caused by M0V-4-867IJ being 
open one turn Valve manoallij closed 

PACE, P L Florida Power 8t Light Co 02/06/07 Region 2. Office 
of Director 2pp 13567 102 24X Ficho 50-251/82/06/07/ 

8206210376 


DOCKET 50-2S4 OUAD-CITIES BTATIQN, UNIT I 


F Security^ medical/ emergency fi fire protection plans 


8206150016 Responds to FOIA rsquest for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in U8 Forwards 
documents listed in App A . . 

FELTOM/ J M Division of Rules and Records 02/04/21 MADE/ J 
Public Interest Research Group/ New York 7pp 13524,010 24X 

Fich* 50-000. 02/04/21/ 82061 SOOl 6 


— 0206150023 Updates delivery schedule for siren shipments to faciUtiPB 
ANDERSON, M E Federal Signal Corp 02/01/28 CANNON, P 
Affiliation Unknown 5pp 13524 234 24X Fiche’ 50-000/ 02/04/21 . 

02061 SDOl 6 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available In PDR 

FELTON, J (1 Division of Rules and Records 02/05/11 REVNOLDS.N S 
Oebevoisc ^ Liberman 3pp 13454 003 24X Flche 50-000,02/05/11/ 

B206090D02 


— 8206070033 Forwards updated info re prompt notification ?< warning sys 
for Region 3 licensees 

PAPERIELLO, C J Emergency Preparedness & Program Suppprt Branch 
01/12/01 RAMDS# B L Emergency Preparedness & Program Support 
Branch App 13454 120 24X Fiche 50-000/ 02/03/1 1 < 0206090002 


— 0203110477 Forwards update on prompt notification & warning sy* for 
Region 3 licensees FEMA estimates approx 65/. of reviewa of 
proposed sys now complete 

HIND. J A Division of Emergency Preparedness U Operational 
Support 02/01/05 GRIMES/ D K Division of Emergency 
Preparedness 4pp 13454 133 24X Fiche 50-000.82/09/11/ 

8206090002 


— 8206090073 Forwards monthly status rept re prompt notification sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 020601 

HIND, J A Division of Emergency Preparedness it Operational 
Support 02/02/17 GRIHE8/D Division of Emergency Prepapedness, 
app 13454 190 24X Fiche 50-000,82/05/11,02060900 02 


0206020179 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 02/05/25 Document 
Management Branch Ip 13340 150 24X Fiche 50-254/02/05/2 9, 

8206020179. 


— 8206020188 Forwards public version of revised emergency plan 
implementing procedures, including Procedures QEP 180-0 re 
rad/chem d I rector. OEP 440-0 re communication sys it QEP 440-1 
re emergency communication facilities 

KQVACK, T 0 f OERNER, L F Commonwealth Edison Co 02/04/27 

DENTON. H R NRC - No Detailed Affiliation Given 3pp 13340 IBl 

24X Fiche 50-254102/05/25.0206020179 


— 0206020193 Public version of revised emergency plan implementing 
procedures, including Procedure QEP 100-0 re rad/chem 
director, OEP 440-0 re communication ays 6 QEP 440-1 re 
emergency communication facilities 

# Commonwealth Edison Co 02/04/27 Upp 13340 IS4 84X 
Flche 30-254,02/05/25,0806020179 


8206080253 Advises that annex changes for all App C Items should be 
submitted by 820731 Response to Generic Ltr 02-05 provided 
status of App D items Response to Generic Ltr 82-10 will 
discuss NUREG-0737 Status re emergency responso facilities 
RAUSCH.TJ Commonwealth Edison Co 02/05/26 KEPPLER.JG Region 
3, Office Of Director 6pp 13420 166 24X Fiche 50-000,82/05/26, 

8206080253 


8206070809 Informs that deficiencies identified during Initial testing 
of prompt public notification sys for facilities documented 
in util 820216 ltr have been corrected prior to 020601 
DELGEOROE, L 0 Commonwealth Edison Co 02/05/20 KEPPUER, J G 
Region 3, Office of Director 2pp 13389 115 24X 

Flche 30-000, 02/05/28, 8206070809 


8206140321 Advises that Revision 10 to Quad CUlas Station security 
plan «< Revision il to Dresden Nuclear Power Station security 
plan transmitted by util 810610 !< 1027 Itrs, respective I y, 
consistent w/provlsions of IOCFR50 54<p> ii approved 

VA85ALU0. D 0 Operating Reactors Branch 2 02/06/01 DELOEORGE* L, 

Commonwealth Edison Co 3pp 13309 042 24X Flche 50-000,8 2/06/01, 

0206140321 


8206150283 Ack receipt of util 020525 response to 820202 confirmation 
of action ltr re emergency preparedness appraisal. Util 
actions meet commitments for planned action 

PAPERIELLO, C U Division of Emergency Preparedness U aperatianal 
Support 82/06/10 REED, C Commonwealth Edison Co tp 
13506*192 24X Flche 30-234,02/06/10,0206150203 


— 8206150292 Responds to NRC 020202 confirmation of action ltr re JE& 
Emergency Preparedness Appraisal Repts 50-254/82-02 l< 
50-265/02-02 Corrective actions first aid /decontamination 
facility renovated 

RAUBCK/ T J, Commonwealth Edison Co 02/03/25 KEPPLERiJ. O 
Region 3, Office of Director, 2pp 13506 i93 24X 

Fiche, 50-234, 02/06/10, 0206150283 


62 


DOCKETED ITEMS 


02O&24O332 Forward* Revision 3 to Procedure 0291A, "Heteorolog i rol 
Moni toring. Df fiite Daae CaicuJation Prografn for Eni^rgoncg 
Pr epared-ne** at Operating Nuclear Pojer Plants’ ^ Revision A 
to OlA program for meteorological monitoring prograris 
SCHRHGEER.C W Crt'n.iiDnuea Ith Edison Co 02/06/16 OGNTON. K It 
Office of tJuc lear Reactor Regulatiorir Director Ip IJAOO 3K- 
Fiche 30-000< 02/06/16. 9206240333 


0206230021 Releases public 'ersion of generating stations energonig 
plan telephone direcforg 

FPlTON# J M Division of Rules and Records 03/06/17 Document 
Management Branch Ip 135‘74 073 24XFichc 50-000 02/06/1/. 
8306230021 


--8206230032 Porij-ards public version of generating stations emergrnt i* 
plan telephone directarg 

rOOHE.R D Commoruea Ith Edis&n Co P2/06/04 DEMTON H R 
No Detailed Affiliation Qiven Ip 13594 074 2A< 

Fiche 50-000,82/06/17.8206330021 


—0206230037 Public version of generating stations emergencg plan 
telephone directory 

* Commonuealth Edison Co 82/05/2G 40pp 13594 076 24X 

Fiche 30-000,82/06/17.0206230021 


0206240425 Application for amend to Licenses DPR-19. DPR-25, DPfi-29 U 
CrPR-30 changing Tech Specs to clarifg licensee 
responsibilities ^ actions necessarii to protect public 
health 6 safetg during emergencig 

RAUSCH, T Cortsmonuealth rdiaon Co 82/06/17 OENTON, K R Offin 
Of Nuclear Reactor Regulation. Director 2pp 13600 313 S4y 
Ft the 50-000,82/06/17.0204340425 


8206240032 Releases public versipn of generating stations emergentu 
plan telephone directory 

FELTON-J M Division of Rules and Records 02/06/16. Document 
Management Branch Ip 13617 336 24X Fiche SO-OOO. B3/06/ 1 0, 

6206240032 


— 8206240049 Public versign of generating station* emergeneg plan 
telephone directorg 

• Commonwealth Edison Co 82/05/26 4|pp 13617 337 24X 

Fit he 50-000,82/06/10,0206240032 


0206240112 Releases public version of revised omergencg plan 
implementing procedures 

FELTON, U H Division of Rules and Records 02/06/18 Document 
Management Branch Ip 13620 029 24X Fiche 50-254,02/06/10. 

G206240112 


— 0206240121 Forwards public version of Revision 7 to Emergencg h'lan 
Implementing Procedure QEP llO-I, "Station Director 
Implementing Procedure" t. Revision 4 to QEP 340-lr 
'■Operation During Earthquale Conditions " 

* Commonwealth Edison Co 82/05/ IB DENTON, H R NRC - Nr. 
Detailed AffiUafeion Diven Ip 13620 0 32 24X 

Fiche 50-254.82/06/18,6206240112 


— B20624012B Public version of Revision 7 to Emergencg Plan Imp Irmentixo 
Procedure QEP UO-l. "Station Director Implementing 
Procedure’” t Revision 4 to OEP 340-i, “Operation During 
Earth«ivake Conditions " 

* Commonwealth Edison Co 02/05/18 lOpp 136S0 033 SdX 
Fiche 50-254.82/06/10.8206240112 


“8206300 1 ?1 F-orua-ds publi'- version of rev|.ied qprnrating stabii.n 
energrneg plan envirnn director emerqrncu plan i mp 1 omen t inq 
procedLfr.*s. int lodinq , to Procedure EU-3 re dem^T.ri 

polling of -eteoriltni ai data 

CICHV.G Commonwealth Edison Co 02/06/00 Director's 

Office of In5p*.ction arc tnforcemenr 2p p 1 002 r 

Fiche 50-000. 82/06/21. a?OA3001 12 


— 0206300125 Public version of revised generating station ecueiguncq pi, r, 
environ director eme-geneg plan implementing proc ediir eo. 

Including Revision 2 to P’oeedure EP-3 re drimand polling of 
meteorological data 

Un6RE»^I L A roT^.onweal fh Edison Cq 82/06/02 Upp 
1369*^ 004 24X Flrhe 50 -COO. 92/06/23. 82063001 12 


0 Adjudicatorg .orre'po'dence 


P2?60l033i’ Notice of appearance in proceeding No tire of th/snge of 
tusiness address 4 Certificate of 3vc enc 1 

FiTZGISDOfJS P Commonwealth Edisnn Co FI TZG'IDOONS, R Ishti.fri, 

Lincoln ? Beale 02/05/24 3pp 13301 29 1 ci4X 
Fiche 50 050,32/05/24.8206010336 


J Insurance ?• indemnitg infoimation 


0206000370 Forwards Endorsements 136 to NEl.IA Palicg NF-43, 144 ti. UAL 1 tl 
Poiicg HF-22. 59 to flAElU Policq rfF-54, 72 td NELTA Pnticg 
NF- 187.59 to NELIA Policg NF-SOl ^ 50 to MAELl/ Poll eg rrF-64 
OSTEfi.J Commonwealth Edison Co 82/05/20 SALT2MAN, j Ofr'M{> rf 
State Programs. Director 7pp 13417 137 24X 

Fiche 50 000. 92/05/20. 0200080370 


P Operating license stage documents h correspondence 


0206280071 Addl response to FOiA req^oest for eight categorios of 
documents Forwards documents listed in App A Documents 
listed in App Q available m PDR Confidential financial 
info deleted 

FELTON. JM Division of Rules and Records 02/05/12 MCMURIlAT.i M 
Klrlpatr ick, Lockhart, Hill, Christopher !< Phillips 2Bpp 
13638 055 24X Fiche 50-000 G2/05/I2 0206880071 


—8103020313 Updates 901222 memo re decisions for degraded cool inn 
rulemaking Steering group to issue justification for 
rulemaking activitg in advance of agreement on quantitative 
safetg goal Eiamples of valve misoperatian provided 
MEDEIROS, M S Reactor Sgstems Standards Branch Bl/02/02 

ARUOTTQiG a Division of Engineering Standard* 20pp l3.'.'iUi 10" 

24X Fiche 50-000.82/05/12,8206280071 


8206040392 Forwards Amend* 72.64.77 & 71 to Licenses DPR~l9, DPK 
DPR-a? ** DPR-30, respectivelg. safetg evaluation k, notice of 
issuance ?- availabilitg Amends change App A Tech Specs ru 
undervoltage protection 

CROTCHFICLD, 0 Operating Reactors Branch 5 02/05/19 DELOritlltl . 1 

Commonwealth Edison Co 4pp 13355 001 247 Fiche 50-000, 

82/05/19, 0206040392 


—0206040396 Amends 72,64,77 8, 71 to License* DPR-19, DPS-a5, DPR .'V h 
OPfi~30i respectivelg, changing App A Tech Specs re 
undervqltage protection 

CRUTCHFIELD, D Operating Reactors Branch 5 02/05/19 41 pD 

13355 005 24X Fiche 50-000,82/05/19.8206040392 


DOCKETED ITEMS 


63 


3^0*020374 Foriuords arfdl info i!> rL>gponae feo NURE0-0737 j Item II K 3 1/ 
re eCCS outage^ repts»per 9^0317 request 

EW/APrz^f^ D Commonuealth Edison Co 02/05/20 EI6ENKUT*D G 
Divisian of Llcensmq 30pp 133^0 207 24K Fiche 50~000i 82/OS/20, 

^5206020374 


ini'0203'?4 Application to amend Licenses PPR-P9 ^ DPR-30* a 1 Inul no 
continued operation of both units using cross-tie line until 
P2070l» '>h i le mod to Unit 1 loop A s,c wator line is being 

comp ) etod 

RAUSCH. T J Commonwealth Edison Co B2/05/20 DENTOM, H R tJpfitf 
D# Nuclear Reactor Regulation. Director 2pp J3326 002 24y 

p-irhf 50-254> 02/05/20. 0206020374 


”-?e*06020404 Proposed amend to Tech Specs for DPR*-29 DPR -GO. a 11 ou in q 

continued operation of units using croas-tic line until 
520701. while mod to Unit 1 loop A sve water line Is being 
i omp 1 e ted 

* Commonu/pal th Edison Co 02/05/20 6pp 13336 004 24X 

F I Che 50-254, 02/05/20, 0206020374 


02060/0330 Submits corrertion factors modifying instrument read tiigs 
to coi respond w/sctual racli.ition levels inside conta indent 
re TMI Action Item II r 1 3 Procedures will not be submitted 
this time, but are available for onsito review 
bl'ARTZ.E D Commontueal th Edison Co 02/06/01 ElSENHUr, D 0 
Division of Licensing 5pp 13363 037 24X Fiche 50*'000» 03/06/01. 

P20 6070330 


0206100214 Forwards requested info re implementation status of 
NUftEG-0737 items per Generic Ltr 82-10 

5IJARTZ.E D Commonwealth Edison Co 82/06/04 ElflENHUT. D 0 
Division dP Licensing 20pp 13453 214 24X Fiche 50-000.82/06/04. 

B206100S14 


P206160222 Forwards Revision 21 to QA Program. Top ical Rept CE-1 A 

SWARTZ. c 0 Commonwpa I th Edison Co 02/06/07 HAASBi W P, Quality 
Assurance Branch Ip 13522 027 24X Fitho 30-000.02/06/071 

5206J 60222 


— S206I60236 Revised pages to CE-l-A. Revision 21. "'QA Topical Ropt '* 
* Commonwealth Edison Co CE-l-A R2l ERR 02/06/06 20pp 
1352? 028 24X Fiche 50-000,02/06/07.0206160222 


8506090153 Generic Ltr 82-11 to all LWR reactor plant licensees t« 
applicants re tpansmittal of NUREG-07i6 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enr 1 

EISENHUT. D 0 Division of Licensing 02/06/07 HAUSPUftO. A 
Cortso 1 1 dated Edison Co of New Vork CRGU0E. R Toledo Edison Co 
DAVIDSON. D R Cleveland Eloctilc Illuminating Co J3pp 1355/ 34V 
24X Fiche 50-000.02/06/09,0206090153 


8206170335 Responds to request for submittal of mod of proposed Tech 
Spec changes reflecting cunent organ 1 zat ional structure 
Zt titles at facilities Revised submittal expected by Jul 
1902 

RAUSCH. T J Commonwealth Edison Co 82/06/09 VA98ALL0. D D 
Operating Reactors Dram h 2 Ip 13531 015 24X 

Fiche 50-000.02/06/09,0206170333 


6206210015 Forwards Amends 79 73 to Licenses DPn-29 tc DPR-30 

respec tlvely. safety evaluation. EIA ^ notice of issuance 
t. availability Amends allow Incroasa in spent fuel storage 
capacity from 2.920 to 7.684 assemblies 

BEVAN. R Operating Reactors Branch 2 02/06/09 PELOEOROE. L 

Commonwealth Edison Co 2pp 13583 017 24X Fiche 50-234,02/06/07, 

82062 10013 


— B206210018 Amends 79 l> 73 to Licenses DPR-29 & DPR-30, respect ivel ij, 
revising Tech 0pccs to allow far increase in spent fuel 
storage capacity from 2,920 to 7.684 assemblies 

NQVAf^, T M Assistant Director for Operating Reactors 62/06/09 
Bpp 13S83 019 24X Fiche 50-234,02/06/09.0206210013 


— 8206'210021 Safety evaluation supporting Amends 79 S< 73 to Licenses 
DPR -27 V DPR-30. respectively 

a Office of Nuclear Reactor Regulation, Director 82/06/09 
jepp 13583 027 24X Fiche 50-234,82/06/09,8206210015 


— 0206210023 El A supporting Amends 79 73 to Licenses OPR-29 DPR-30, 

respec fcivel y 

» Operating Reactors Branch 2 82/04/09 10pp 13503 04b 24X 

Fiche 50-234.82/06/09.(3206210015 


—8206210023 Notice of issuance 5, availability of Amanda 79 tt 73 to 
Licenses DPR-29 & DPR-30, resp ec tive ly 

VASSALLQ, D B Operating Reactors Branch 2 02/06/09 2pp 

13383 063 24X Fiche 50-254.82/06/09.0206210015 


G206240336 Forwards safety evaluation approving 81D701 & 1207 proposed 
method fnr implementing guidance of NUREQ-0737, I tern 
II K 3 15. "Isolation of HPCI & Reactor Core Isolation 
Cooling " Proposed method acceptable 

CRUTCHFIELD. D Operating Reactors Branch 5 02/06/15 DELOEORGE, L 

Commonwealth Edison Co 4pp 13596 066 24/ Fiche SO-000, 

82/06/15. 8206240356 


0206240425 Application for amend to Licenses DPR-19, DPR-25, DPR-2? ^ 
DPR-30 changing Tech Specs to clarify licensee 
responsibilities Xc actions necessary to protect public 
health A safety during emergency 

RAUSCH, T J Commonwealth Edison Co 02/06/17 DENTON, H R Qfficr 
of Nuclear Reactor Regulation, Director 2pp 13600 313 24X 

Fiche 50-000,02/06/17.8206240425 


Q Inspection reports, IE Bulletins f< correspondence 


8206020493 Forwatds info re IE Bulletin 79-14, "Seismic Analysis foi 
As-Qullt fiaf e ty-Related Piping Sys" 6 IE Insp Repts 
50-237/02-01,30-249/02-01,50-254/02-01 !c 50-265/02-01, 
discussed during 020520 meeting 

STIEDE, U L Commonwealth Edison Co 02/05/24 KEPPLER. J O Reg i on 
3, Office of Director »4pp 13325 001 24X Fiche 30-000,02/05/24, 

8206020493 


0206070407 Submits monthly status rept of evaluations performed in 
response to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Piping Sys " No thanges since last 
statue rept 

RAUSCH. T J Commonwealth Edison Co 82/03/26 KEPPLER. xl 0 Rcfiinn 
3. Office of Director ip 13374 326 24X Fiche 50-000,02/05/26, 

8206070497 


0202040147 IE Info Notice 82-15, "Notification of NRC Bve list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/09/28 I07pp 13426 095 24X 

Fiche 50-000, 82/05/28, 0202040147 


0204210370 IE Info Notice 62-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/05/28 
lOSpp 13440 264 24X Fiche 30-000,02/05/28,8204210378 


8204210390 IE Bulletin 02-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lO0pp 13527 ISO 24X 

Fiche 50-000, 02/06/02, 02O49IO3BO 


8206130203 Ack receipt of util 020325 response tu 020202 confirmation 
of action ltr re emergency preparedness appraisal Util 
actions meet commitments for planned action 

PAPERlELLQiC J Division of Emergency Preparedness fit Operational 
Support 02/06/10 REED, C Commonwealth Edison Co Ip 
13306 192 24X Fiche 30-234.02/06/10,0206130283 


—8206130292 Responds to NRC 820202 confirmation of action ltr re lE 
Emergency Preparedness Appraisal Repta 50-234/82-02 & 
30-265/82-02 Corrective actions first aid /decontamination 
fac i 1 i ty i enovated 

RAUSCH, T J Commonwealth Edison Co 02/05/25 KEFPLER, J. 0 
Region 3, Office of Director 2pp 13506 193 24X 

Fiche 30-254,83/06/10,0206150283 


8204210303 IE Info Notice 02-17. "Overpr essur i zatlon of RCS " 8vc list 
end 

JORDAN. E L Division of Engineering t Quality Assurance 82/06/11 
106pp 13675 238 24X Fiche 30-000.02/06/11,8204210303 


8204210304 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Mat! by Workers " 8vc list end 

DEYOUNG, R C, Director's Office. Office of Inspection and 
Enforcement 82/06/U 120pp 13673 109 24X 

Fiche 50-000.02/06/11,0204210384 


0206220136 Forwards addl Info re Inservice Insp program, per NRC 820415 
request Also forwards "Basis for Design of Drgwell 
Containment Vessel Penetrations " 

RAUSCH, T J Commonwealth Edison Co 82/06/15 VA8SALL0, D B. 
Operating Reactors Branch 2 9pp 13371 334, 24X 

Fiche 30-234,82/06/13,0206220136 


— 0206220146 Design Spec "Basis for Design of Drywall Containment 
Vessel Penetration " 

KEEVER.R E , PABHOB, T J , NAYMARK, S General Electric Co 
79/02/18 4pp 13371 343 24X Fiche 50-254,02/06/13,8906220136 
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620622037'' Responds to IE Bulletin Bl'Ol . Revi 3ion I, ‘"Surve i i lane b of 
Hpthanical Snubbers " Mechanical Snubber 2J in Dresden 
reactor cleanup sys fo'Jn^i {noperable * replaced Quad Cities 
snubbers uill be te-sted pe'r neui Tech Spec requirements 
SWftRTZ.E D Comnonueal th Edison Co G2/06/13 KEPPLEll- J 0 Hemnn 
3, Office of Director 4pp 13581 316 24X Fiche SO-DOOi fi^/06/J5- 

B^062^0377 


6206250195 Ac k receipt of 820537 Itr informing NRC of steps tal(en to 
correct violations noted in IE Inap Repts 50-254/62-07 tc 
50-265/83-07 Violation iirithdraun 

LITTLE. W S Reginn 3. Office of Director 62/06/22 ftEED,C 
Commoruuealth Edison Co Ip 13613 264 24X Tithe 50-254,82/06/22, 

0206250195 


— 9306250190 Responds to URC 820415 Itr re violations noted Sfi IL Jnsp 
Repts 50-254/82-07 & 50-265/83-07 Disputes noncompl lance 
^NSI NIB 7-1972 implemented at time of insp 

DELGEORGE, L 0 Commonwealth Edison Co B2/05/27 KEPPLER , J 0 
Region Office of Director Spp 13613 265 24X 

Fiche 50-254,82/06/32.8206350195 


R Periodic operating reports 6 related correspondence 


0306170192 Forwards monthly operating repts for May 1992 

KALIV I ANAF IS, M Cammonuiea 1 th Edison Co 63/06/01 Director's 
Office, Office of Inspection and Enforcement Jp 13534 276 24X 

Flche 30-254.82/06/01,8306170192 


--0206170195 Monthly operating repts for Kay 1962 

WEINFURTER.E Commonwealth Edison Co 62/06/04 23pp 
13534 277 24X Fiche 50-254, 02/06/01,8206170192 


8206210534 Forwards list of chang es, tes ts 6 experiments completed 
during Hay 1992 Supports designed U soft seated check valve 
installed in response to IE Gul letln 80-11 

ItALlVlANAKIS, N Commonwealth Edison Co 62/06/01 CASE.E S 
Office of Nuclear Reactor Regulation. Director 3pp 13567 OD7 
24X Fiche 50-254,82/06/01,8206210534 


S Reportable occurrences, LERs 8< related correspondence 


0306070567 Forwards LER Ba-009/03L-0 

KALIVIAMAKIS, N Commonwealth Edison Cp 82 / 05/21 KEPPLER, J 
Reg-ion 3, Office of Director Ip 13374 030 24X 

Fiche 50-23 4, aa/05/2 1 . 02O6O7OSB7 


— 9206090033 Forwards updated info re prompt notification & warning sys 
for Region 3 licensees 

PAPERIELLO, C J Emergency Preparedness 6 Program Support Branch. 
Bl/12/01 RAMOS, S L Emergency Preparedness & Program Support 
Branch 4pp 13434 J28 24X Fiche 50-000,82/05/11,8306090002 


— B203110477 Forwards update on prompt notification & warning sys for 
Region 3 licensees FEKA estimates appro* 65/. of reviews of 
proposed sys noiii complete 

HIND, il A Division of Emergency Preparedness 6 Operational 
Support 82/01/03 OR IKES, B K Division of Emergency 

Preparedness 4pp 13454 133 24X Fiche 50-000,82/05/11, 

8206090002 


— 0206090073 Forwards monthly status rept re prompt notification sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 620601 

A Division of Emergency Preparedness & Operational 
Support 62/02/17 GRIMES, B Division of Emergency PreparednoEs 
3pp 13454 190 24X Fiche 30-000.82/05/11,8206090002 


8206000419 Ack receipt of 020526 Itr Informing NRC of steps token to 
correct violations noted in IE Insp Rept 50-235/02-00 
SPEBSARD, R L Division of Project & Resident Programs 02/06/04 
DEWITT, R a Consumers Power Co Ip 13416 210 a4X 
Fiche SO-23S, 92/06/04, 02060004 1 9 


’B2O6O0O424 Responds to NRC 620426 Itr re violations noted in IE map 
Hept 50-255/82-00 Corrective actions reyiBW of emergency 
implementation procedures win be conducted to ensure that 
App E requirements addressed 

JOHNSON, B D Cnngumers Power Co 82/05/26 KEPPLER, J 0 Region 

3, Office of Director 3pp 13416 211 24X Fiche 50-255. 

02/06/04, 8206080419 


82061S0223 Requests extension until 820701 to respond to Generic Ltr 
8l-12i "Fire Protection Rule - 10CFR50 4Blc)l5> - 
Alternative Safe Shutdown - Section III O 3 of App R to 
lOCFRSO 

JOHNSON, a 0 Consumers Power Co 02/06/10 CRUTCHFIELD, D 
Operating Reactors Sraneh 5 Ip 13503 163 24X 

Fiche 30-255,82/06/10,0206150223 


G206840009 Releases public version of temporary changes to emergency 
plan implementing procedures 

FELTON, J M Division of Rules and Records 02/06/10 Document 
Management Branch Ip 13607 357 24X Fiche 50-255,82/06/10, 

82O6240QQ9 


■6206070590 LEr a2-009/03L-0 on 020430, signi ficant amount of water found 
in bearing oil reservoir of 1-1001-6SC RHR sys sve water 
pump Caused by leaking seal packing, due to normal packing 
wear Reservoir changed 4, seals repacked 

BUSa, R Commonwealth Edison Co 02/05/21 Region 3, Office pp 
Director 3pp 13374 031 P4X Fiche 50-254, 82/05/21, 8206070537 


6206170105 Forwards LER eg-DlO/OSL-O 

KALI VI AN AXIS, N Commonwealth Edison Co 82/06/04 KEPPLER, J 

Region 3. Office of Director tp 13 534 304 24X 

Fiche 50 -2S4, 62/06/04 , 02061 701 B 5 


6206170186 LER 02— 010/03L— 0 on 820519. while performing cooling fatPr 
pump flow rate test quarterly surveillance emergency diesel 
generator cooling water pump i/2 overheated Caused bg failed 
motor bearing, due to improper oil level 
KNQESPEL,P Commonwealth Edison Co 82/06/04 
of Director 3pp 13534 305 
8206170185 


Region 3r 
a4X Fiche 50-954.02/06/04, 


Office 


8206240378 Forwards LER Q2-OU/01T-0 

KALIVIANAKIS. n Commonwealth Edison Co 82/06/16 
Region 3, Office of Director Ip 13603 136 24: 

riche- 50-254, 02/06/16, 8206240378 


KEPPLER, J. 


-SSO624O305 LER fl2-Oil/OlT-0 on 820605, control valve 4 failed to fast 
close 8i no reactor protection sgs channel B trie received 
Caused by damaged amphenol connector Connector removed g, 
solenoid hardwired to junction box 

CLARK, D Commonwealth Edison Co 82/06/16 Reolan n nffira 
Dix.ct<,r „p ,3403 13, 24X F.ch. soUs,. ea^w/u, MoSa, 


DUCKET 50-255 PALISADES NUCLEAR PLANT 

«< protection plans 




■0206240012 Forwards public version of Temporary Changes £1-82-016,-017 
& -010 to emergency plan implementing procedures 

» Consumers Power Co 82/06/03 NRC - No Detailed Affiliation 
Given Ip 13607 351 24X Fiche 50-255,02/06/18,0206240007 


—0206240015 Public version of Temporary Changes £1-82-016.-017 k -DIG 
to emergency plan Implementing procedures 
» Consumers Power Co 82/05/27 5pp 13607 333 fi4X 
Fiche 30-233, 02/06/18. 0206240009 


0206240432 Releases public version of revision to emergency plan 
Implenentatlon procedure 

FELTON, J M Division of Rules and Records 82/06/10 Document 
Management Branch Ip 13619 102 a4X FI che- 50-255, 02/06/10, 
0206240432 


■0206240437 Forwards public version of Revision 3 to Emergency Plan 
Implementation Procedure El-a, '‘Palisades Plant Action*/ 

Motif icatiens During Emergency " Receipt form end 
# Consumers Power Co 82/06/01 fRC - No Detailed Affiliation 
Given Ip 13619 183 24X Fiche 50-255,62/06/18,0206240432 


-Bi206K4U4qo Public version of Revision 5 to Emergency Plan 
Implementation Procedure El-a, •'Palisades Plant Action*/ 
Notifications During Emergency ** 

* Censufflers Power Co 02/03/26 14pp 13619 104 24X 

Fiche 50-235,82/06/10,8206240432 


0206300083 Releases public version of temporary change to emergency 
plan Implementing procedure, 

FELTON, J M Division of Rules and Records, 02/06/22. Docuftiont 
Management Branch, Ip 13684 003 24X Fi che* 30-259, 02/06/22, 

S2063000B5 


'—0206300008 Forwards public version of Temporary Change El-92-0l9j 
consisting of Raviilon 1 to Emergency Plan Implementinfl 
Procedure EI-'IS, ''Training I? Drills " * 


# Consumers Power Co 
Given Ip 13604 064 


82/06/11 NRC - No Detellad Aff 1 Ua 
24X Fiche; 50-255, 02/06/22, B2063000QB, 


tk 


on 
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-crOi3C100'»0 Firblic veision of Temporary Change El-B2-0l9i consi stiug irf 
flf.lston I to Emergency Plan Imp 1 ementina Pracedurp Cl-lSi 
Training b DriUs " iRaf NUREG'0654) 

* Consumers Power Co 02/06/09 Ip I 36B4 005 24y 

F t r h e 50-255, 02/06/22, 8206300085 


^20fcS'?O421 Foruardfi application to amend License DPfl-20* revising Tech 
Spec 4 7 re emergenry power sys periodic tests Class II fee 
end 

VANOEiJALLE- D J Cansumei s Power Co 82/06/35 CHUTCHFIELD, D 
Operating Reactors Dranch 5 Ip 13634 310 24X 

Fiche 53*255-02/06/35,0206270121 


B206270I27 Application to amend License DPR*'20- revising Tech Ijpec 4 '/ 
re emergency power sys periodic tests 

DEWITT, R D Consumers Power Co 82/06/25 Ip 13634 319 ,J4y 
Fiche 50-255-02/06/25.0206290131 


--B206290132 Proposed Tech Spec d 7 re emergency power sys periDdic 
tests 

s Consurerc. Power Co 83/06/25 3pp 13634 320 24X 

Fichp 50 '25 J>- 07/06/25, 8206270131 


Forwards application to amend License DPR-30, chang Inq Tach 
Specs re fire protection sys to confoTm u/Tech Spec Insp 
chec k 1 1 sts 

yANDEWALLE. D Ji Consumers Power Co 83/06/25 CflOTCHFJELD, D 
Dperatmg. Reactors Drench 5 Ip 13633 350 24X 

Fiche 'jO-255. 93/06/35,0306270403 


EISOSPROIOB Application to amend License DPR-BO, chang ing Tech l^pecs i e 
fire protection sys to ctinforn w/Tech Spec insp checitliats 
DEWITT, R B Consumers Power Co 82/06/23 3pp 13632 359 24X 

Fir he 30-25 5,82/06/25.9206290403 


--8206390412 Proposed lech Specs 3 22 3 4 17 5 re fire protection syi 

♦ Consymers Power Co B2/06/S5 3pp 13633 362 24X 

Fiche 50-2 55, B2/06/25, 0206290403 


Adjudicatory correspondence 


&2-'j 6Q40O33 Memorandum Si order granting NRC/Util Workers Union of 
ATierlca I AFL-C IP Si MI State Util Workers Council joint 
jTQtion to terminate proceeding Issues have been settled 
fairly 

LAUHENSDN, U A , MORRIS* P A , KLINE, J R Atomic Safety and Licensing 
Board Panel 82/05/28 Office of the executive Legal Directin' 

Opp 13347 361 34X fiche 50-255i 82/09/38, 8206040033 


S206070]45 Order extending time until 030726 for Commission to 
dstermlrie whether to review ALAD-670 

CHiLKtS vl Office of the Secretary of the Commission 02/06/02 
Commissioners Ip 13368 349 34X Fiche 50-295, 83/06/02, 

9206070145 


6206280537 Memorandum order directing parties to file statement by 
820712 re current status of matters, inc ludi ng whether util 
Intends to replace steam genera tors, when NRC will complete 
or has completed EIS & status of disuovery 

LAUREKSDk, J A Atomic Safety and Licensing Board Panel 82/06/23 
3^p 13625 301 24X Fiche 90-395, 03/06/23,8206280537 


J Insurance Cf indemnity information 


©206210117 Forwards Endorsements 75 ?, 65 to ANI Policy Nr-179 MAPI U 
Policy Mr~50, respectively 

FPOUNFELKCR.n Consumers Power Co 02/06/15 SALTZMAN, vJ 
Antltruit U Economic analysis Branch (Utility Finance) 3pp 
13559 191 24X fiche 50-355, 82/06/15. 8706310117 


F Operating license stage documents ^ correspondence 


3204300003 Reeponds to FOIA request for five categories of documents 
re Sept 1979 rept, "Recommendations of TNl-2 IE 
Investigation Team " Approx 170 pages of matl being placed 
in PDR 

FELTPN,UM Division of Rules and Records B2/04/02 WEISS, I K 
Union of Concerned Scientists Ip 12920 032 24X 

Fiche 50-000,82/04/02,0204300003 


8206040133 Forwards draft revieui of SEP rept Mods could be discussad 
during 82041? trip to Detnesda,flD U Implemented by 02O5S? 
deadline Critique of contents could be beneficial when 
Oinna rept available 

BUSH, S H Battelle Memorial Institute, Pacific Northwest Laboratory 
03/O4/'l6 RUSSELL, W T Systematic Evaluation Program Branch 7pp 
13347.270 24X FUhe 50-259.02/04/16,0206040132 


8306040260 Forwards partial rescission of 910307 order confirming 
iicenSDo actions to upgrade facility performance, revising 
work hour restrlctlans 

KEPPLER.J O Region 3. Office of Director 02/04/21 REYNOi DS. J N 
Consumers Power Co Ip 1335S 355 24X Fiche 50-355,82/04/21. 

8206040580 


— 82060402S4 Clrder for partial rescission of 810309 order confirming 
licensee actions to upgrade facility performance Work hour 
restrictions revised 

KEPPLER.J 0 Region 3* Office of Director 62/04/21 Consumerc 
Power Co 4pp I335S 356 24X Fiche 50-239,02/04/21.8206040280 


B2062B0O71 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
info deleted 

FELTaN, J M Division of Rules and Records 82/05/12 MCMURRAY, C M 
Kirkpatrick, Lockhart. Hill. Cliristopher & Phillips S9pp 
13638 055 24X Fiche 50-000,82/05/12.8206290071 


— Bi0a0303l3 Updates Boi222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in ,idvancc of agreoment on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIROS, M S Reactor Systems Standards Branch 01/03/02 

ARLOTT0,0 A Division of Engineering Standards 20pp 13639 102 

S4X Fiche 30-000.02/05/12,0206580071 


B206040260 Forwards 82033S-29 talc on record re TMI Action Plan Itemn 
II F I 4. II F 1 5 S/ n F 16 Response required by 820611 
CRUTCHFIELD. D Operating Reactors Branch 5 02/05/14 

VANIDEifALLE, D Consumers Power Co 7pp 13358 221 24X 

Fiche 90-255, 02/09/14.0206040260 


B206O4O249 Forwards ACRB 820911 rept re SEP program Phase II Integrated 
plant safety as sessment, per NUREQ-0Q20, for facility 
CRUTCHFIELD.® Operating Reactors Branch 5 05/05/25 

VANDEWALLErD J Consumers Power Co 3pp 13350 277 24X 

Fiche 50-259.02/05/25,820604034 9 


—8205270619 Discusses SEP, Phase 11 {< application to Palisades plant 
Actions taken thus far by NRC in SEP assessment considered 
acceptable ACH8 will defer review of full-term OL until NRC 
has completed actions on rema tning SEP topics 
QHEWMOM. P ACRS - Advisory Committee on Reactor Safeguards 
02/05/11 PALLADINO, N J Commissioners 4pp 13350 200 24X 

Fiche 50-29 5. 82/03/25, 8206040245 


8206080073 Forwards Science Appli cations. Inc request for addl info 
needed to complete review of NUHEO-0737, Items 1 A 2 I re 
upgraded senior reactor 8c roaefenr operator training 6 II B 4 
re training for mitigating core damage 
CRUrCHPlELD, D. Operating Reactors Branch 5 8S/05/28 

VANOEWALLE, 0 Consumers Power Co 5pp 13423 298 24X 

Fiche SO-OOO. 02/05/29,0206080073 


0206070253 Submits confirmation of completion for Implementation of 
NUREO-0737 items applicable to plant, in response to Generic 
Ltr 82-09 

UANDEUALUE. 0 U Cnnsumers Power Co 82/06/01 CRUTCHFIELD, D 
Operating Reactors Branch 5 5pp 13370 346 24X 

FI Che. 00-253, 02/06/01, 0206070233 


8206100259 Forwards '^EPRI PWR Safety & Relief Valve Test Program, Power 
Operated Relief Valve Dlock Valve Info Package,*’ in response 
to NURCO-0737 , I tern 11 D t Bras discussed at 810717 meeting 
w/NRC 

VOUNODAHL.R C Consumers Power Co 02/06/01 DENTON, H Office of 
Nuclear Reactor Regulation. Director 2pp 13452 192 24X 

Fiche 50-000. 92/06/01,8206100259 


—8206100261 "EPRJ PWR Safety tt Relief Valve Test Program. Pnwer Operated 
Relief Valve Block Valve Info Package " 

a Electric Power Research Institute 82/05/31 13pp 13452.194 
24X Fiche 30-000,02/06/01.0206100259 


—8206100269 «EPR1/Marshal I Electric Motor Operated Valve (Block Valve). 
Interim Test Data Rept 

KUCHARSKI.S D. , HOUSE, R K . C0RDE5, 0 A Intermountain 
Technologlest Inc 82/05/31 166pp 13452.209 24X 

Fiche 50-000,02/06/01,8206100299 


— 6206100268 *'EPRI Summary Rept llestinghouse Gate Valve Closure Testing 
Proflrami *' Revision 1 

DRAKE, J A . LERI, M A , COLLIER, DR. Westlnghoute Electric Corp. 

EM 9683 ROl. 02/03/91 04p p 13453 013 24X 

Fiche 90-000. 82/06/01 . 0206100259 
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820*040341 Sybfflfft* c lar i f i cat lan of Tech Spec re contai n'tient tsolatnon 
valve testing Clarification intended for ub« until 
appropriate changes aT8 made to Bectlon 3 & of Tech Specs 
JOHNSDNi B D Conaumars Power Co 02706^02 CRUTCHriEE-D* D 
Operating Heactore Oranch 5 2pp 13357 275 24X 

Flthe 30-253. B2/0*/oa, &20604034S 


G20-&l00i*4 Suhtaits addl info re radiological effluent Tech Specsi 
supplementing util 020203 Itr responding to requests made at 
020104-07 meeting u7NJlC Draft offsite dose calculation 
manual will be submitted bg Oct 1902 

VANOEWALLCi D J Consumers Power Co 82/06707 CRUTCHFIELD, D 
Operating Reactors Branch S 3pp 13451 1*7 34X 

Fichd 50-000,02/06/07,0206100164 


8206110077 FoTUartfS response to Generic Ltr 02~IO, "'Pcst-'THl 
Requirements *’ 

VANDEWALLEi D Consumers Fewer Co 82/06/07 CRUTCHFIELD, D 
Operating Reactors Branch 3 5pp 13465 352 24X 

Flche 50-255102/06/07,8206110077 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licensees 6 
applicants re transmittal of NUREG-09IA relative to 
restart of RE Ginna Rept documents findings re cause of 
ovent W/o end 

ErSENHUT.D 0 Division of Licensing 83/06/09 HAUSPURG,A 
Consolidated Edison Co of New York 13pp 13557 349 24/ 

Flche 50-000,82/06709,8306090153 


0206160367 Forwards response to 020335 ltr requesting addl info in 
response to NUREO-O737i Item TI B I re RCS vents 
JBNR50N, B 0 Consumers Pourpr Co 8270-6/09 CRUTCHFIELD, D 
Operating Reactors Branch 5 A^pp 1^512 ISO 2AX 
Flche 90-255, B2/06709, 8206 1 60367 


8206150145 Responds td 020514 Ifcjr requesting c onf irmatl on of Mar, l*/82 
telcon re TMI Items II F I 4,11 F 1 5 i. 1 1 F I 6 concerning 
accident monitoring info Record accurate eicept for info on 
placement of hydnogen sample parts 

JOHNBOH, B D Consumers Power Co 83786/11 CRUTCHFIELDi D 
Qper-AtJng Reactors Branch 5 Ip ISSOS 091 24X 

Flche 50-255. 82/06/ 1 1 . 0206 1 5014 5 


8206240240 Discusses Inactivity of util request for NRC review of 
Exson Topical Pept XN-76-4 for purpose of using C-E Type ABC 
fuel it ifiactivity of util 760609 application for Tech Spec 
change for diesel generators 

CRUTCHFIELD, D. Operating Reactors Branch 5 Q2/06/IB 

VANBEHALLCi D Consumers Power Co 3pp 13S97 297 24X 

Flche 50-259,83/06718,8206240240 


8206290121 Forwards application to amend License DPR-2D. revising Teih 
Spec 4 7 re emergency power tgs periodic tests Class II fee 
en«\ 

VANOeWALLE. D J Consumers Power Co 82/06/25 CRUTCHFIELD, D 
Operating Reactors Branch 5 tp 13634 318 24X 

Fiche 50-355* 83/0672518306390121 


— 8306290127 Application to amend License OPR-20, revss Ing Tech Spec 4 7 
rs emergeneg power sgs periodic tests 

DEKITT.R B Consumirs Power Co 03/06/25 ip 13634 319 24X 

Fiche 50-25 5,03/06/25,8206290131 


— 0206290132 Propoied Tech Spec 4 7 re emargeneg power sgs periodic 
tests 

* Consumers Power Co, 03/06/39 3pp 13634 320 24X 

Fi C h e . 50-29 5 , 02/06/25, 0206390 J 2 1 


8306290339 Forwards proposed Tech Spec change request re minimi lotion 
of tiete spent In high radiation areas t handling of 
radiation sources 

VANDEWALLE, D. sf Consumers Power Co 82/06/29 CRUTCHFIELD, D 
Operating Reactors Branch 9 Ip (3636 299 24X 

Fichc 50-295, 82/06 / S9, 8206290235 


— 0206290239 Application td emend License DPH-20, changing Tech Space in 
raininite tine spent in high radietion areas & handling of 
rediatian sources 

DEMITT, H B. Consumers Power Co 02/06/25 Ip 13636 300 24X 

Flche: 90~25 5, 02/06/25, 830639023 5 


— 0206290241 Proposed Tech 0peci to permit monthly teets of tqntalnmsiii 
high radiation Sc area/process monitors 

* Consumer t Power Co 82/06/35 3pp 13636 301 aqr 
Fiche. 90-39 9,03/06/29,0206290235 


8206290306 Fftrwards application to ajnend License DFR-2Q. chan® Inq Terh 
Specs t« permit reduction of primary coolant «ys boron 
concentration w/o hubhle 6 normal water level In 
pressur 1 ler, p ir util B202I8 |tr 

7ANDEWALLE, D J Censumeri Po«ier Co 82/06/29 CRUTCHFIELD, D 
Operating Reacton Branch 9 Ip 13634 260 24X 

Flche 90-295* 03/06/39,8306290306 


— 0506290397 Application to amend License DPR-20. chang mg Tech tjprc* Xv 
permit reduction, of primary coolant sgs boron concentration 
u/o bubble 4 normal water level »n pressur i ler, per util 
820218 ltr 

DEWITT, R 0 Consumers Power Co 02/06/25 2pp J3634 261 LM | 
Fiche 90-25 5,82/06/25.8206290386 


— 8306290391 Proposed Tech Spec changes, reduc mg primary coolant su- 
boron concentration 4 permitting dilution w/o containmonfc 
integrity being maintained 

* Consumer i Power CO 83706/25 3pp 13634 263 24X 

Fi ch e 50-25 5. 82/06/25. 0206290306 


820*290403 Formards application to amend License UPR-20, c hang 1 n q inch 
Specs re fire protection sgs to conform w/Tech Spec insp 
checklists 

VANDEWALLE.D J Consumers Power Co S2/06'a5 CRUTCHFIELD. IJ 
Operating Reactors Branch 5 Ip 13632 350 24X 

Fiche 50-255,82/06/25,0206290403 


— 9206290400 Application to amend License DPR-20, c hang mg Tech liprcs ii 
fire protection sys to conform w/Tech Bpet mop checklists 
DEWITT. R D Consumers Power Co 02/06/25 3pp 13632 ^59 
Fiche 50-295,02/06/25.0206290403 


—0206390412 Proposed Tech Gpecs 3 22 3 A 4 17 5 re Fire protec fciiin sy 
•* Consumers Power Co 02/06/25 2pp 13632 363 24X 

Fiche 50-25 5, 62/06/25, 8206290403 


8206290370 Repts under Purchase Order DR-B2-096I re resiew of twj« 
draft SEP integrated assessments for facilities Ltr 
cornprlses rept on Oiona SEP (draft NUREO-OaSI ) 

DUDNITZ.R J Future Resources Associates, Inc 82/06/28 
RUSSELL. W T NRC - No Detailed Affiliation Given 0pp 13636 341 
24X Flche SO- 000. 02/06/20. 8206290270 


0 Inspection reports, IE Bulletins 8f correspondence 


0206020025 Forwards IE Insp Rept 50-255/02-12 on 820401-30 No 
noncomp tiance noted 

KNOP.R C Region 3. Office of Director 02/09/20 DEWI TT, R U 
Consumers Power Co 2PP 13320 346 24X Fiche 50-255.82/05/20, 

0206030025 


—0206020029 1£ Insp Rept 50-255/02-12 on 820401-30 No noncompl ionro 
noted Major areas inspected activities during long-teroi 
shutdown, surve illance. mamt it overview of steam generator 
tube eiam 

JORGENSEN, 0 L , BOYD, D C Region 3, Office of Director 0C/OU/t'> 
4pp 13320 340 34X Fiche 90-255,02/05/20,0206020025 


0306020392 Ack receipt of 020514 Ur Informing NRC of steps taken tu 
correct violation noted in IE Insp Rept 90-255/82-07 
NORELIUS, C E Division of Engineering tt Technical Programs 
02/09/27 DEWIITT, R fl Consumers Power Co Ip 13326 016 L'AX 
Ffehe 50-235,02/09/27,8206020392 


—8206020397 Responds to NRC 020412 ltr re violation noted In IL livp 
Rept 50-259/82-07 Corrective actions program developed to 
periodically perform single check of hydrometers used in 
surveillances required by Tech Specs 

JANDEtfALLE, D J- Consumers Power Co 02/09/11 KEPPLER. J « 
Region 3, Office of Director 3pp 13326 0(7 24X 

Fiche 50-29 3,82/05/27.0206020393 


0202040147 IE Info Notice 02-15, “Notification of NRC " Sve list enc 1 
DEYCXjNOrR C Director's Office, Office of Inspection and 

enforcement 82/03/28 I07pp (3426 095 24X 

Fiche 50-000.82/09/28,8202040147 


0204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flew firtpuinfct 
8vC list end 

■JORDAN* E L Division of Engineering & Quality Assurance 02/O5/L'O 
103pp 13440 264 24X Flche 90-000,82/05/20,0204210370 


8204210300 IE Bulletin 82-02, ''Degradat ipn of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list one I 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 108pp 13327 130 24X 

Flche - 50-000, 02/06/02. 0204210330 


820*000419 Ack receipt of 020926 ltr informing NRC of steps tab on t-o 
correct violations noted in lE Inep Rept 50-295/82-00 
SPE8SARD, B L Division of Project & Resident Programs SE/OA/DA 
DENlTTiR B Consumers Power Co Ip 13416 210 24X 

fUhe 50-235, 02/06/04.82060804(9 
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-~&20A080424 Responds to NRC B2043A Itr re violations noted in JL Insp 
Fiept 5O-355/02-O8 Corrective actions revi eu> of emergency 
inp 1 ecnentat 1 0(1 procedures uiill be conducted to ensure that 
/>pp E reciui 1 events addressed 

JOHNSON^B D Consumers Fouev Co 82/05/26 KEPPLER, J 0 Heqioi, 

C3, Office Of Director 3pp 13416 211 24X Fiche 50-255, 

92/06/04. 8206080419 


0206170313 Responds to NRC 820512 notice of violation U proposed 
Impoiition of civil penalties re none ompl lance noted in IE 
frsp Rept 50-259/81-28 on 811101-1216 Corrective action 
supervisor rentoved from duties pending re-evaluation 
DEWITT, R B Consumers Power Co 82/06/10 DEYOUNO, R C Director 
Qffice. Office of Inspection and enforcement 9pp 13S31 25J 24K 

Fithe 50-255,32/06/10,8206170313 


02O421O3B3 !C Info Notice 82-17, ’‘Over prossur t zat ion of RCS " Svt li«.t 
«n< 1 

JORDAN, E L Division of Engineering t Quality Assurance 82/06/11 
I06pp 13675 258 24X Fiche 50-000,82/06/11,8204210333 


Q2042103B4 IE Info Notice 02*18, "Assessment of Intakes of Radlooctivo 
Mstl by Workers " Sve list end 

DEVaONG.R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 I20pp 13673 189 24X 

Fiche 50-000,02/06/11,8204210384 


R Periodic operating reports it related correspondence 


8206140021 Forwards monthly operating repfc for May 1982 

YAMDENDFR0,D Consumers Power Co 82/06/07 NRC - No Detailed 
Affiliation Given Ip 13484 34B 24X Fi the 50-255, 02/06/07, 

0206140021 


- 8206140022 Monthly operating rept for May 1982 

PETERSON, D , VANDENDERO, D Consumers Power Co 82/06/04 4pp 
13484 349 24X Fiche 50-255,82/06/07,8206140021 


8 Reportable occurrences, LERs it related correspondence 


0206100223 Forwards updated LER Ba-012/01X~1 

JOHNSON, B D Consumers Power Co 82/06/04 KEPPLER, J G Region 3, 
Office of Director Ip 13458 200 24X Fiche 50-295,02/06/04, 

82061Q03S3 


--3206100229 Updated LER 02-012/OlX-l on 8204 23, primary to secondary 
leakago in steam generator tubes increased to approx 0 32 
gpm Caused by two through-wal 1 defects Tubes ui/defects 
p lugged 

» Consumers Power Co 62/06/04 Region 3, Office of Director 
2pp 13458 201 24X Fiche 50-259,82/06/04.8206100223 


82061002B2 Forwards updated LER B1-037/03X-I 

JQHW30N, D D Consumers Power Co 82/06/04 KEPPLER, J G Region 3, 
Office of Director Ip 13493 361 24X F icho, 50-255, 82/06/04, 

8206100282 


— 6206100300 Updated LER ei-037/03X-l on 810908, during maint on cherk 
valves CH-3103,CK-31ia, CK-3i33 i, CK-314B, disc not, washer 
4' pin found missing Caused by high fluid velocity St 
turbulence creating accelerated wear 

e Consumers Power Co 82/06/04 Region 3, Office of Director 
IP 13453 362 24X Fiche 50-295,02/06/04,0206100282 


8206220395 Forwards LER 02-O15/O3L-O 

JOHNSON, D D Consumers Power Co 82/06/15 KEPPLER, J G Region 3, 
Office of Director Ip 13973 273 24X Fiche 50-299,82/06/15, 

8206230295 


— 8706220300 LER 82-01 5/03L-0 on 020519, during routine surveillance of 
hydraulic snubbers, snub her 17 contained insufficient oil. 

Caused by deteriorated 0~rings Snubber replaced Program 
developed to rebuild all hydraulic snubbers on 5-yr cycle 
a Consumers Power Co 02/06/15 Region 3, Office of Director. 
Ip 24X Fiche 50-235,82/06/15,0206220295 


DOCKET 50-2S9 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency it fire protection plans 


02O6O9OO&2 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available In PDR 

PELTOMiJ M Division of Rules and Records, 02/09/11 REYNOLDS, N 3 
Debevoise it Liberman 3pp 13494 003 24X fiche 90-000,82/09/11, 

820 60 70002 


— 8206090DB2 Forwards updated info re status of prompt notification 
sys for facilities Util expects to meet 020201 deadline 
3T0HR, vT P Emergency Preparedness it Program Support Dranch 
02/01/2^1 GRIMES. B K Division of Emergency Preparedness 3pp 
13454 135 24X Fiche 50-000,82/05/11,0206090002 


— B2D3110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 020201 deadline 
Thirteen licensees may not meet deadline 

DIRCKB, W J Office of the Executive Director for Operations 
82/01/26 Commissioners 2pp 13454 164 24X 

Fichu 50-000,82/05/11,8206090002 


— 0206090009 Forwards first monthly rapt re status of prompt notification 
sys implementation at facilities Meteorological progr-ams, 
emergency response facilities A research reactors need addl 
mgt attention it clarification 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
(8i/03/01) ai/Ol/OB DEYOUNO,R C Director's Office, Office of 
Inspection and Enforcement 4pp 13494 167 24X 

Fichu 50-000, 02/05/ 1 1 , 8206090002 


— 6203110481 Submits monthly update of status of implementation qf prompt 
notification sys 

SPENCER, O S Division of Technical Inspection 02/01/08 
GRIHES, 0 K Division of Emergency Preparednees 0pp 13454 176 
24X Fiche 50-000,82/05/11,8206090002 


—8206090133 Responds to 820203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info end 

8TDHH, vL P Division of Emergency Proporedness it Operational 
Support 83/02/04 GRIMES. D K Division of Emergency 

Preparedness 5pp 13454 239 24X Fiche 50-000,62/05/11, 

0206090002 


8206070401 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
issued as Suppl 2 to NURBG-0949. "Agency Procoduree for NRC 
Incident Response Plan " Plan should be of benefit to 
undors tand ing of NRC response to emergency W/o end 

STOMRf J P Division of Emergency Preparedness it Operational Support 
02/03/12 PARRia.HG Tennessee Valley Authority Ip 13375 053 
24X Fiche 30-000,02/05/12,0206070481 


820602010B Releases public version of revision to radiological 
emergency plan 

FELTON, J M Division of Rules and Records 82/05/25 Document 
Managoment Branch Ip 13333 074 24X Fiche 50-259.02/05/25, 

8206020103 


— 8206020116 Foruiarris public version of Revision QFN-REP -02-002 to 
radiological emergency plan Receipt form end 

WIfiENDURG,M R Tennessee Valley Authority 82/04/30, DENTON, H R. 

Office of Nudear Reactor Regulation, Director, 2pp 13333 075 
24X Pi Che 50-259,82/05/29,0206020100 


—0206020121 Public version of Revision BFN-REP-B2-002 to radiological 
etnergoncy plan Revision log sheet end. 

e Tennessee Valley Authority 02/04/28 43pp 13333 077, 24X 

Fiche 90-259,82/09/25.8206020108 


8206030217 Forwards summary description of prompt notification sys at 
facilities Four oversize locater maps for fixed sirens end 
Aperture cards oro avallahlo in PDR 

MILL9, L, M Tennessee Valley Authority 02/05/29 VAS9ALL0. D D 
Oparatlng Reactors Dranch 2 2pp 13337 265 24X 

Fiche 90-259, B2/05/2S, 82060302 i 7 


8206180129 Forwards FEMA 810922 Itr to State of AL containing rept of 
def 1 ciencios noted in 810909-10 emergency preparedness 
exercise & regional assistance committee (< State of AL 
review of exercise 

KRIMM, R W Federal Emergency Management Agency 02/06/02 
GRIMES, □ Division of Emergency Preparedness 14pp 13552 159 
24X Fiche 50-259, 82/06/02, 0206100129 


8206170127 Forwards revised physical security plan Plan withheld 
(ref 10CFR73 21) 

NILLB^L M Tennessee Va 1 ley Author! ty 02/O6/|l DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13531 047. 24X 

F 1 c h a i 9 0-2 59, 82/06/ J 1 , 8206170 1 27 


0 Adjudicatory correspondence 


8206040288 Response to A&LAQ 820917 order requesting why util 811103 
submittal not provided to A5LAB Util did not intentionally 
mislead ABLB it does not believe submittal matl to issues 
before A8LAB Certificate of 8vc end 

SANGER, H 3 , WALLACE, L E , BUROER,J F. Tennessee Valley Authority. 
82/05/27. 7pp 13358 204 24 X Fiche* 150-259, Q2/09/27i 0206040280. 
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02Of»O4O5'97 MemoraniJum iTi re^pgnsc to ASLAB B20517 order Util faiJpd tn 
serve parties ur/01110'3 arveTided application NBC technical 
staff did not in[i.uire into document distribution tt NRC 
counsel unaware of document eiisteuce M/Cer t if icate of Svc 
RAWSOJf. R J Hearing Branch. 4 &2/05/2B Bpp 13354 145 i;?4 X 

FI Che 50-359i 02/O5/S&, 0206040297 


--03O6O4OD65 Amends 04 91 • 55 to Licenses DPR'33. DPR~53 h DPR-Afl. 
respecti .rel y, chang ing Tech Specs to add addl requirements 
for inBp of snubbers » seismic restiain^-s jn response to 
811120 generic request 

VASSALLO, D 0 Operating Reactors Branch 2 9^/05/24 tOp r> 

13391 003 34X Frche 50-259,02/05/34.020^040061 


02O617O24& Hemoraifum ALAQ-677. r«- «mpha s 1 2 ing need for ASLAB to b( 
informed of all significant developments uh ich nag have 
bearing on decisinns in pending proceedings UtiJ failure to 
serve mod violated ASLAB impcsed requirements 

SHOEMAKER. C J Atonic Safety and Licensing Appeal Panel 02706/10 
]3pp 13533 190 24X Fiche 5 0-2 57i 03/06/10. 0206 17 0246 


P Operating license stage decuments U correspondence 


8109210179 Advises that facility licensing documents should be channed 
due to physical security c-ommi tments which are too 
restrictive Recommended revisions outlined 

MILLS.U M Tennessee Valley Authority 81/07/29 ROUSE. L C 

Advanced Fuel & Spent Fuel Licensing Orandi 4pp 09454 001 24X 

Ftche 50-259. Bl/07/29. Bt082.l0l79 


S206230007 Addl response to FOEA request for eight categories of 
dQCU4ients Foruards documents listed in app Financial info in 
Datumente 3-34.3-53 U 5-11 deleted 

FELTON. J M Division of Rules and Records B3/04/29 HCHtlRr^AV.f M 
Kir kpa tr 1 ct* Lockhartr Hill. Christopher 6: Phillips 2lpp 
13604 044 24X Fiche 50-000. 02/04/39 , 0306230007 


—0111170117 Summary of 01 1 023 me et inj to assess in-house avail abi li iij & 
completeness of control sys info on operating plant for 
A-47 reviews Meeting scheduled for 011109 to discuss, 
findings of noneafety control info 

SZUKIENiCZi A J Generic Issues Branch 81/10/23 KNIEL.K 
Generic Issues Branch 3p<i 13605 347 24X Fiche 50-000. 

32/04/29. 0206230007 


02O62BOO71 Addl response to FOIA request for eight categories of 
documents Foruards documents listed In App A Documents 
Listed in App B available in PDR Confidential financial 
info deleted 

FELTON. U M Division of Rules and Records 82/05/12 MCMDRRAV.i M 
Klrlpatritltr Lodhart. Hill, Christopher 6 Phillips 20pp 
13639 055 24X Fiche 90-000.82/105/12.6206200071 


— BtC30203l3 Uptfatss G01222 raetno re decisions for degraded codI ing 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve nisoperatien provided 
MEDEIRQSrH S Reactor Systems Standards Branch 01/02/02 

ARLQTTBj 0 A Division of Engineering Standards 20pp 13638 lOf' 

24X Fiche 90-000102/05/12,8206260071 


— 8206040067 Safety evaluation supporting Anpnils 84 01 V 55 to 
DPR-33. DPR-53 DPR-6G. respec ti veiy 

* Office of Nuclear Reactor Regulation. Director 02/03/24 4[*t* 

11391 069 24X Ficho 50-259,82 05/24,8206040063 


— 0206040060 Notice of issuance f, availability of Amends B4. Bl !* 55 td 
Licenses DPR-33. DPR-52 h DPR-6G. respect ively 
VASSALLO, D D Operating Reactors Branch 2 R2r05 24 Spp 

13391 073 24X Fiche 50-259.82/05/24.0206040063 


Q?061004l9 Noti fi cation of 020602 meeting ui/util ’< E0*<0 in Cha t 
TN to discuss info needed hy NRC for Unresolved Safety 
Issue A-47, "Safety Implications for Control Sys '* 

CLARK. R J Operating Reactors Branch 2 02/05/24 VASSALLO. D D 

Operating Reactors Branch 2 2pp 13458 352 24X 

Fiche 50-P59 09/05/24,0206100419 


0206140169 Forwards info re Section 2 1 of NURHG-0612, "Control uf 
Heavy Loads at Nuclear Power Plants." in response to NRC 
001222 Iti Silt oversiio drawings end Aperture cards aro 
available in PDR 

KAMMER. D b Tennessee Va 1 ley Authority 82/06/03 VASSALLO. D U 
Operating Reactors Branch 2 llpp 13487 212 24X 

Fiche 50-239, 02/06/03.0206140169 


—0306140176 "Mechanical Mamt Instruction 119 Rofopl Floor LiFtinji 
Instruction '■ Si* overslie drawings end Aperture cards are 
aval labile In PDR 

» Tennessee Valley Authority 01/05/05 llpp 13407 297 
Fiche 50-259,82/06/03.8206140169 


— 8206140207 "Mechanical Malnt Instruction 102 Riggini) Equipment 
Program ” 

* Tennessee Valley Authority 81/01/13 62pp 13407 240 .lAY 
Fiche 50-259,03/06/03,0206140169 


— 8206140311 "Mechanical Haint Instruction 11/ Installed Overhaul' 
Tra/eliiig Bridge Cranes - Insp, Testing & Preventative 
Malnt ' 

» Tennessee Valley Authority 01/03/03 4Bpp 134Q7 303 ciAV. 
Fithe 50-259,02/06/03.8206140169 


—0206140214 "Crane Operator Qualification 8( Author 1 latl on " 

* Tennessee Valley Authority 81/03/25 lOpp 13407 350 L!4X 
Fiche 50-259.02/06/03.0206140169 


8206010031 Forwards Amends B3»B0 U 54 to Licenses DPR-3D, OPR-52 l« 
DPR-6Br respectively, safety evaluation & notice of issuance i 
availability Amends change Tech Specs to provide addl 
surveillance requirements for scram discharge vol vent 
CLARK, ft J Operating Reactors Branch S 02/05/19 PARRIS, H 0 
Tennssse* Valley Authority 2pp 13320 020 24X 

Fiche. 30'-239. 82/05/ 1 9^ 82060 10051 


— 0206010055 Amends 03.00 8« 54 to Licenses OP R-33, 008-52 |i DPR-fcB. 
respect Ively. Chang sng Tech Bpacs to provide addl 
surveillance requirementi for scran dischargs vol vent, 
drain valves 6 limit switches 

VASSALLO. D 6 Operating Reactors Branch 2 S2/OS/I9 3lpp 
13332 022 24X Fiche 50-259,82/05/19.0206010051 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensee^ fc 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event U/o enc 1 

eiSENHUT, 0 0 Division of Licensing 82/06/09 HAVJBPURO, A 
Consolidated Edison Co of New York THOMAS. J E San Diogo C.ii. ti 
Electric Co CRANE.P A Pacific Gas U Electric Co t3pp 
13557 349 24X Fiche 50-000.03/06/09,82060 90153 


9206210380 Forwards corrections to 820430 Tech Spec change request 
MILLS, L M Tennessse Valley Authority 02/06/10 DENTON. H f« 
Office of Nuclear Reactor Regulation, Director 2pp 13582 342 
24X Fiche 30-259. 82/06/10. 0206210300 


— B206010060 Safety evaluation supporting Amends 03.00 li 34 to Lltensof 
DPR-3a, DPR-52 8c DPR-6B. respectively. Technical Evaluation 
Rept TER-C 5 506-67/71/76 end 

* Office of Nuclear Reactor Regulation, Director, 

13332 092 24X Fiche 50-239-02/05/19.0206010051 


82/03/ IV 2pp 


6206210393 Corrections to 620430 proposed Tech Spac chang os, c Inr i f y iti 
requirements on inoperable control rods to avoid 
misinterpretation 

» Tennessee Valley Authority 02/06/10 Spp 13502 344 247 

Fiche 50-259,02/06/10.0206210300 


0206230272 FpTuards request for addl info re environ qualification of 
safety-related electrical equipment, i nc ludl ng TMI action 
plan equipment 

VA8BALLO. [) 0 Operating Reactors Branch 2 82/06/16 PARRI8. H (I 

Tennessee Valley Authority 6pp 13592 227 24x 

Fiche 50-259,82/06/16,0206230272 


0206230075 Forwards response to NRC 820513 request for addl info ro 
NUREO-0737, Items 11 0 2, U F, 1. i & 11 F 1 2 re plant 
shielding, sampling of plant effluents 8. sampling of 
high-range radioiodine, respectively 

MILLS.L M Tennessee Valley Authority 02/06/17 DENTPNf, H R 
Office of Nuclear Reactor Regulation. Director 3rp 13380 i/45 
24X Fiche 50-259,82/06/17,0206230075 ^ 
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920t2*?035? Declines part i c i patian In study re NUWEG-0705i 
" ! dent 1 f icat i on of Mew Unsolved Sa/ety Is&uei; re Nuclear 
Power Plant-s" ?< Task A-47, "Safety Imp 1 irat i ons of Control 
5i|«. " per S130A02 request 

Ml»_LSiU n TennesEBe Valley Authority &2/06/S3 DENTDNi H H 
Office of Moclear Reactor Reyulationi Director 3pp J3632 341 
a4X FI Che 50-259. Q2 '06/23, B206290339 


Fcruarda respons« to Ocneric Ltr 02-10, 'Tost-TMI 
Requirements " Continued operation lu/o susp ension. mod or 
revacatf Ion of OLs justified 

MILLS, U M Tennessee Valley Authority 82/06/24 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 13634 J30 
34>k Pi the 50-259. 02 '06 24,0206290091 


9206290109 Endorses Dt-W owners group work addressing interim hydrogen 
control rule. lOCFRSO 44 Nark I containment design adequately 
controls combustible gases w/o need for containment venting 
AddI dosiBTi features not requirod 

MILLS. L M Tennessee Valley Authority B3/06/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 13634 3J6 
243( FI Che 50-259. G3/06 '24. 0206290109 


0 Inspection reports. lE Bulletins correspondence 


P20615-0016 Responds to FQIA request for documents re siren syo 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON. J M Division of Rules and Records 02/04/21 WADE. J 
Public Interest Research Group. New York 7pp 13524 010 24X 

F I < 6 e 50-000, 02/04/21 . 8206 1 5001 6 


— &206150043 Ac k receipt of BU013 ltr informing NRC of stops taken tp 
correct deficiencies noted in 010922 notice of violation 
Actions acceptable 

DEVOUNO.R C Director's Office. Office of Inspection and 
Enforcement 82/01/04 PARRIS. H G Tennessee Valley Authority 
Ip 13524 023 24X Fichc 50-000.62/04/21.0206150016 


0206070745 Confirms arrangements made between NRC U util during 020510 
telcon for 620527 meeting in Region 2 ofc to discuss recent 
Imp findings re exceeding limiting condition for operation 
U failure to follow proceduie Proposed agontfa end 
O'REILLY. J P Region 2. Office of Director 02/03/19 PARRIB.HQ 
Tennessee Valley Authority 2pp 133B9 167 24X 

Fiche 50-259, 82/03/19,6206070745 


G206070505 Ack receipt of 020517 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/92-12, 
50-260/82-12 & 50-296/02 12 

LEWIS, R C Division of Project Resident Programs 02/05/26 
PARRIS, H 0 Tennessee Valley Authority Ip 13374 i02 24X 

Fiche 50-259, 82/05/26. 8206070505 


— 6206070512 Responds to NRC 820415 Ur re violations noted in IL Insp 
Repts 30-259/02-12.50-260/02-12 50-296/82-12 Corrective 

actions rupture disc assembled correctly % mechanical malnt 
Instruction 22 will be revised 

MILLS. L M Tennessee Valley Authority 82/05/17 0 'REILLY, J P 

Region 2. Office of Director 7p 13374 103 24X 

F 1C h a 30-2 59, 82/05/26. 8206070505 


—0306070526 Forwards IE Insp Repts 30-259/82-12,50-260/02-12 «« 
50-296/02-12 nn 020226-0325 Ct notices of violation 6 
deviation 

LEWIS. R C Division of Project & Resident Programs 82/04/15 
PARRIS. H 0 Tennessee Valley Authority 2pp 13374 110 24X 

Fiche 30-2 39. 82/03/26. 8206070505 


—8206070533 Notice of violation from insp on 020226-0325 

» Division of Project ^ Resident Programs 02/04/15, 2pp 
13374 112 24X Fiche 30-259,82/05/26.8206070505. 


--0206070543 Notice of deviation from insp on 820226-0323 

-s Divtoion of Project ?< Resident Programs 02/04/13 Ip 
13374 ii4 24 X Fiche 50-259,02/03/26.0206070505 


— B206070S54 IE Insp Repts 50-259/82-12,30-260/02-12 50-296/82-12 on 

820226-0325 Noncompliance noted, vi olation of lOCFftSO App D 
Criterion V 6 Tech Specs 63A«<46H18i failure to meet 
commitment date 

SULLIVAN, R, F, , CHASE. J W . PAULK. 0 L Division of Project 
Resident Programs 82/04/14 lOpp 13374 113 24X 

Fiche 30-259,02/03/26,0206070303 


8206070561 Ack receipt of 020517 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-239/01-37, 
30-260/61-37 30-296/01-37 

LEWIS, R C. Division of Project it Resident Programs. 02/05/26 
PARRIS, H 0 Tennessee Valley Authority Ip 13373' 006 84X 

Fiche 50-2 39. 82/03/26 , B20607056 1 


— 02O6O7OS71 Suppls responses to NRC 820121 S< 0315 Itrs re violations 
noted in IE Insp Repts 50-259/81-37.50-260/01-37 S, 

50-296/01—37 Corrective actions new valve check list run on 

radwaste sys to ensure proper alignment of all valves 

MILLS, L M Tennessee Valley Authority 82/05/17 O'REILLY. vJ P 

Region 2. Office of Director 5pp 13373 007 24X 

Fiche 50-259,82/05/26,8206070561 


8202040147 lE Info Notice 82-13. "Notification of NRC •' Sve list end 
DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/05/20 107pp 13426 095 24X 

Fiche 50-000.82/05/20,8202040147 


8204210378 IE Info Notice 02-16. "HPCI/RCIC High Steam Flow Setpoints " 
9vc list end 

JORDAN, E L Division of Engineering V Quality Assurance 82/05/28 
t03pp 13440 264 24X Fiche 50-000.82/03/20.0204210378 


6204210380 IE Oulletin 82-02. ^'Dagradat ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 108pp 13527 150 24X 

Fiche 50-000, 02/06/02,0204210380 


6206220569 Provides addl justification for suspension of functional 
testing of scram discharge instrument vol level switches 
following each scram per IE Bulletin 80-17. 9uppl 3 
Reconsideration of suspension denial requested 

MILLS. L M Tennessee Valley Authority 02/06/04 O'RErLLYi J P 
Region 2. Office of Director 3pp 135C2 190 24X 

Fiche 50-259, 02/06/04. 820622056B 


0204210383 IE Info Notice 82-17. "Overpressur i latlon of RCS ” Sve list 
enc 1 

JORDAN. £ L Division of Engineering 6 Quality Assurance 02/06/U 
I06pp 13675 250 24X Fiche 30-000.02/06/11.8204310303 


8204210384 IE Info Notice 02-18. "Assessment of Intakes of Radioactive 
Hatl by Workers " 8vc list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 120pp 13673 109 24X 

Fiche 50-000, 02/06/11.8204210304 


8206250070 Ack receipt of 620601 ltr u/info re wiring funds for 
payment of civil penalties 

LIEQERMAN. J Enforcement Staff 82/06/21 MILLS. L K Tennassac 
Valley Authority 2pp 13628 320 24X Fi che 30-259. 02/06/21.. 

8206230078 


R Periodic operating reports Ic related correspondence 


6206010319 Foruards monthly operating repts for Apr 1902 

JONES. O T Tennessee Valley Authority 82/05/11 Office of 
Management and Program Analysis Ip 13300 129 24X 

Fiche 50-239, 02/03/11.0206010319 


—8206010326 Monthy operating repts for Apr 1902 

JQNES.O T Tennessee Valley Authority 82/05/01. 42pp 
13300 130 24X Fiche 30-259.82/03/11.0206010319 


8206290558 Forwards revisions to effluent & waste disposal semlo-nnual 
ropt for 1980 Corrects errors in solid waste-dry 
compreesiblo waste. containment equipment fi gures. submitted 
on 020513 

MILLS. L M Tennessee Valley Authority 82/06/23, VA08ALLD. D D 
Operating Reactors Branch 2 2pp 13631 053 24X 

Fiche SO-259', 82/06/23, 0206290550 


— 8206290563 Revisions to effluent & waste disposal semiannual rapt Poi 
1980 

a Tenneesee Valley Authority 82/06/23 4pp 13631 055 a4X 
Fiche 50-259.02/06/23.8206290558 


8 Reportable occurrences, LERs related correspondence 


0206010464 Forwards LER 02-O18/O3L-O 

GREEN, H J Tennessee Valley Authority 92/04/13 D 'REILLY, J. P. 
Region 2, Office of Director Ip 13315 018 24X 

Fiche 50-259.02/04/13,0206010464 


— 8206010472 LER 82-018/O3L-O, on 020317, bolts 8< outer rupture diaphragm 
discovered missing from reectar core isolation cooling 
turbine eshaust rupture diaphragm assembly Cause under 
investlga tl on 

CROWELL, C Tennessee Valley Authority 62/04/13 Reglpn 2, 
Office of Director 2pp 13315 019 84X Fiche. 30-259. 02/04/13. 

82060104^4 
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^2C60 109-12 Forwards LBF? B2-021^03L-0 

fiREEfJ, H J Tunnessee V^I leij Ai^thority 82/0^/14 D'HEILLV. JP 
2 1 Cffic0 of Director Ip 13315 33-1 24/ 

rirhB 30-259, C2/04 M4-. 6306010542 


—0206010551 LFR 82-031 /OaL-O an G20317 - whi 3-e per Forming surve I H^tiCp 
ctiec V s< ap|) a rent incTflase in standby liquid control tank 
levpl noted Cause unknown Taric cone entret lun restored to 
Tech Spec 1 imi t s 

HICHQ.D W Tennessee Valley Authority B2/04/14 Region 2, 

□F#ice oF Director 2pp 13315 335 24X Fiche 50-359.02/04/14. 

0306010542 


6^06010560 Forwa,ds LER 02-O2n/O3L“O 

GREEW. H J Tennessee Valley Authority 02/04/14 O^REILLV* J P 
Region 2, QfFicB oF Director Ip 13315 351 24X 

Fichfr 50 259, B2/04/14, 0206010560 


6206010569 Forwards LER B2-026/03L-0 

GREEN. H J Tennessee Valley Authority B2/05/20 O'REILLY, J P 
Region 2* Office of Director ip 13314 034 24X 

Fiche 50-259. 02/05/30.0206010569 


—0206010582 LER B2-026/03L-0 on 020422, XR-90-104 channel C of wlndspeccf 
indication for 687 KSL elevation found inoperable Caused by 
slipping gear in TX Instruments recorder. Model F811D6D 
Recorder repaired V returned to sve 

IRSV. D J Tennessee Valley Authority 02/05/20 Region 3. 

Office of Director 2pp 13314 025 24X Fichc 50-259.62/03 / 20. 

0206010969 


0206010279 Forwards LER G2-027/03L-0 

GREEN, H J Tennessee Valley Authority 82/05/21 O'REILLY. J P 
Region 2, Office of Directoi Ip 13307 U3 24X 
Fiche 90-259.02/05/21.0206010279 


— e2f6QlD567 LER Q2-020/02L-O on 020320. uni dent i fied drywell leakage 
eiceeded Tech Spec 1 imi bs Caused by vjbrat i on-lrducsd 
fatigue crack in 3/4-inch reactor uater cleanup sys teat 
connection due to insdcquate bracing of line Line rerouted 
RORTfcR H R Tennessee Valley Authority 02/04/14 Regi tiTi £i. 
Office of Director 2pp 13315 332 24 X Fiche 50-2 59.02/04/14. 

B20601D560 


—0206010205 LER ea-027/03L-0 on 020425. recorders l-RR-90-247 & 
0-Rn-90~252 found out of tolerance Caused by calibr drift 
Turbine bldg fans stopped & dampers closed Recorders 
reca I ibr 

IROV.B J Tennessee Valley Authority 82/05/21 Region D» 
Office of Director 2pp 13307 114 S4X Fiche 90-259, 02/05/ai. 
0206010379 


!32<'60l0577 Forwards LER 02-022/03L-0 

■GREEN. HI J Tennessee /alley Authority 02/04/20 0 'REILLY, vJ P 

Region 2. Office of Director Ip 13313 326 24X 

Firhe 50-259.82/04/20.3206010577 


-5206010569 LER B2-022/03L-0 on S20324. con ta inner t atmosphere manitor 
channel A uould not t-uncbion in dryuirill node Caused by 
electrical short in Valcor Model V52630-529-1 solenoid 
assembly FSVTfc 51 due to shorted bridge rectiFior 
CARTER 3 Tennessee Valley Authority 32/04/20 Region r>i 
Office of Director 2pp 13313 327 24X Fjcbe 50-259. 82/04/20. 

8206010577 


0206010590 Forwards LER a2-023/O3L-0 

GREEN. K J Tennessee Valley Authority 82/04/20 a'REIlLY. J P 
Region 3, QPflce of Director Ip 13313 313 24X 

Fiche 50-259,03/04/20.8206010590 


— 0206010605 LER B2-0S3/O3L-D on 650327. recircula tion pump A tripped due 
to spurious generator stator relay operation Relay (6E Model 
12 IRTSlClA.Type IRTJ action Initiated by RTD high temp 
trip 

CHRISTGPKES. W Tennoaaea Valley Authority 82/04/20 Region P. 
Office of Director 2pp 13313 314 24X Fiche 58-259.82/04/20. 

0206010590 


6206010511 Forwards LER B2-024/03L-0 

GREEN, H J Tennessee Valley Authority 02/04/30 O'REILUVi J F 
Region 2, Office of Director ip 13311 357 24X 

Fiche 50-259.02/04/30,0206010511 


'0206010519 LER 0a-O24/O3L-'O on 620402, low b las instrumentation for 
average power range monitor 0 trip sys caused automatic rod 
block ?< sys to be nonconservative re flow-biased scran t< 
rod block setpoints Caused by failure of transmitter 
IRBY, B J Tennessee Valley Authority B2/04/30 Region 2. 
Office of Director 2pp 13311 350 24X Fiche 30-259, 82/04/30. 

0206010511 


0206040106 PH0-II-83-0S7 on 020521. during teat of control rod drivn, 
reactor tripped on RC8 pressure Main feeduiator flow 
mismatch caused high RCS pressure Reactor will be out of sve 
for repair t« insp for 2 wks 

IGHA70NIS. A J . BRYANT. J C Region 2, Office of Director 02/05/24 
ip 13344 361 24X Flcho 30-259.82/03/24,0206040106 


8206070085 Forwards LER 82-02B/03L-0 

GREENiM J Tennessee Valley Authority 02/05/26 O'REILLY. J P 
Region 2, Office pf Director ip 13370 325 24X 

Fiche 50-259,82/09/26,8206070005 


—8206070114 LER 0S-O28/O3L-O bn 020420, phase C relay of 4-|tv shntdciun 
board D tripped above max allowable value Caused by 
instrument drift Oould-Drown Boverl ITE 27/99H relay 
recalibr Tests will be completed by 020601 

CHRISTOPHER, W Tennessee Valley Authority 02/05/26 Region 2. 
Office of Director 2pp 13370 326 24X Fiche 90-259,02/01^/26, 

8206070035 


6206070297 Far wards LER 82-029/03L-0 

GREEN. H J Tennessee Valley Authority 62/05/26 0 'REILLY, J T> 

Rtgian 2, Office of Director tp 13363 023 g4X 
Fiche 50-259, 02/05/26,0206070297. 


—0206070306 LER 82-029/03L-0 on 62042B. stand by gas treatment trnin C 
declared inoperable due to failure to meet flow distribution 
requirements Caused by HEPa filters loaded w/sandb lasting 
debris Filters replaced train C tested. 

MIMS, D C . NlNGDiM D Tennessee Valley Authority 82/05/26. 
Region 2. Office of Director 2pp 13363 024 84X 

Fiche 90-259,02/05/26. 0206070297 


8206110292 Forwards updated LER 82-031/O3X-1 

OREEN, H J, Tennessee Valley Authority 62/06/01 O'REILLY, J P 
Region 2. Office of Director Ip 13466 205 24X 

Fiche 50-259,82/06/01,8206110292 


S206010159 Forwards updated UER 80-01 l/OlX-4 

GREEN. H J Tennessee Valley Authority 02/05/04 O'REILLY. J P 
Region 2. Office of Director Ip 13300 -OOl 24X 
Fiche 50-259. 02/05/04, 3206010155 


— 0206010161 Updated LER BO-Oll/OlX-4 Oh 600201. potential loss of primary 
containment discovered, should primary containment purging be 
conducted during hot standby or power operations concorrant 
w/LOCA Purgirtg operations restricted 

holder, e Tennessee Valley Authority 82/05/04 Region P, 

Office of Director 2pp 13300 002 24X Fiche 50-259,82/05/04, 


—8206110296 Updated LER 02-031 /03X-1 on 020415, during 4 kV shutdown bus 
2 transfer, fault on normal feeder bus from T918 to 4B0-volt 
8D BO le caused loss of power to board Caused by fault 
condition at busway joint above board. 

80LLEY. S W Tennessee Valley Authority 02/06/01 Region 2, 
Office of Director 2pp 13466 206 24X Fiche- 50-259, 82/ 0A/0l» 

0206110292 


8206110313 Forwards updated LER 82-0i8/O3X-l 

GREEN, H J Tennessee Valley Authority 02/06/01 O'REILLY. J P 
Region 2, Office of Director Ip 13465 164 S4X 
Fiche: 90-299, B2/06/01, 0206110313 


0206010426 Forwards LER 82-030/03T-0 

GREENiH J Tennessee Valley Authority. 02/05/18 
Region 2, Office of Director Ip J33I3 242 a4X 
Fiche 50-259.02/05/18,8206010426 


O'REILLY, J P 


-aaotoiowi leh ea-oso/oaT-o fl20506.„„ti,icatt«n .iv.n tv be .r,.v 
In tr.nsifltit analv.lt for cifClB S Cauoad by use ef incorroct 
fuel bundle data in transient analysis code tfve to 
procedural error by CE 

LOCHBAUMvD A Tennessse Valley Authority 02/03/19 Region 2, 
app 13313 243 34 X Fiche 50-259,62/05/10. 


Office of Director 
0206010426 


'8206110316 Updated LER 02-O1B/O3X-1 on 020317, inspector observo-d bolts 
missing from reactor core Isolation cooling turbine eihuast 
rupture diaphragm assembly Outer rupture diaphragm misting 
Caused by failure to install outer rupture disc 

CROWELL, J,C. Tennessee Valley Authority 82/06/01 Rea J On P, 

2pp 13465 165 24 X Fiche 50-259,02/06/01. 

02061 10313 


8206110192 Forwards LER B2-031/03U-0 

OREENjH j Tennessee Valley Authority 02/06/04 D ' REILLY. J P. 

Region 2, Office of Director, Ip, 13466 332 34X 

Fiche 50-259,82/06/04,8206110192 
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— S206110I*?Q LEtt BS-'OSl /03L-0 on 020510, Unit 1 hydrogon analyzer D 
discovered Inoperable due to failure of hydrogen sample 
inlet pump Caused by failure of Allen Qradley relay model 
700-M400Ai contactti Relay replaced 

CARTER, B Tennessee Valley Authority 02/0^/04 Region 2, 

Office of Director 2pp 13466 333 24X Fiche 30-239, a2/06/04i 

8206110192 


82C61401S1 NPOEB noncomp 1 \ance notification on G20313i samples taticn of 
seuage treatment plant effluent flam exceeded Tech Spec 
linit Caused by malfunctioning of lift pumps in equalization 
tank Mod proposals being revieured 

EL-ASHFYrtl T TernaBsoe Valley Authority 02/06/08 MARLARi J 
Environmental Protection Agency Ip 13403 349 24X 

Ficha 50-239* 82/06/00, 8206140121 


S206310307 Foru/ards LE» a2-033/OlT-0 

GREEN. H J Tennessee Valley Authority 02/06/08 Q ^REILLY, J P 
F?egion 2, Offlre of Director Ip 13530 132 24X 

Fiche 50-259, 82/06/00. 0206210307 


— 0206210309 LER 02-O33/O1T-O nn 020526, tajhi 1 e performing recurrence 
control cal ibi of degraded voltage relays, eight of nine 
relays on 4 kV found operating above Tech Spec limit 
Probably caused by increased room temp Relays recailbr 
CHRISTOPHER , W Tennessee Valley Authority 02/06/08 Reginii J', 
Office of Director 2pp 13550 133 24X Fiche 30-259,02/06/00, 

8206210307 


D206210361 Foruai ds LER G2-034/03L-0 

GREEN. H J Tennessee Valley Authority 82/06/10 O'REILLY, J P 
Region 2, Office of Director Ip 13558 096 24X 

Fiche SO-S59, 82/06/10, B206210361 


--S206210373 LER G2-034/03L-0 on 020513, control room ventilation 
radiation monitor RM-90"259D trip level exceeded Tech Spec 
limit Caused by radiation monitor model AM-3UF trip level 
setting drift Trip setting recaUbr 

rnflVj D J Tennessee Valley Authority 82/06/10 Region 2, 
Office of Director 2pp 13550 097 24X Fiche 30-239.82/06/10, 

0206210361 


0206210555 Forwards LER 02' 032/03 L-O 

GREEN, H J Tennessae Valley Authority 02/06/10 O'REILLY, J P 
Region a, Office of Director Ip 13563 341 24X 

Fiche 50-259,82/06/10,0206210335 


— 8206210561 LER B2-03a/03L-0 on 020512, while performing test on 4 kV 
relays, A RHR 6 coro spray pump motor breakers were racked 
out making pumps it HPCI sys Inoperable Caused by procedure 
deficiency lack of communication 

DURNETTE, A L Fonnessoe Valley Authority 82/06/10 Region 2, 
Office of Director 2pp 13563 342 24X Flcho 30-239,02/06/10, 

8206210535 


8206240196 Forwards updated LER Q2-023/03X-1 

GREEN, H J Tennessee Valley Authority 02/06/17 O'REILLY, J P 
Region 2, Office of Director Ip 13599 090 24X 

Fiche 50-259,02/06/17,8206240196 


— 8206240200 Updated LER a2-023/03X-l on 820327, A recirculation pump 
tripped due to spurious generator stator relay operation 
Relay initiated by resistance temp device high temp trip 
Sis 4 6 A-6 8t 7 performed to place pomp in sve 

CHRISTOPHER, W Tennessee Valley Authority 02/06/17 Region 2, 
Office of Director 3pp 13599 091 24X Fiche 50-259,02/06/17, 

8206240196 


8206300137 Forwards LER 82-035/03L-0 

CREENiH J Tennessee Valley Authority. 02/06/22 O'REILLY. J P 
Region 2, Office of Director Ip 13655 299 24X 

Fiche 30-239,83/06/22,0206300137 


--8206300140 LER 82-033/03L-0 on B20S25, 4-h functional test/callbr time 
limit exceeded w/o monitor in downscale tripped condition 
Caused by personnel error Personnel reminded of time limit 
4, procedure revised 

IRBYiB J. Tennessee Valley Authority 82/06/22 Region 2, 
Office of Director ?pp 13655 300 24X Fiche 50-259,82/06/22, 

8206300137 


K Dnslte Storage of Low Level Uaste 


9206220055 Forwards safety evaluation re low level radwaste storage 
facility at Drowns Ferry it notice of availability 

ROUSE, L C Advanced Fuel it Spent Fuel Licensing Branch 83/06/04 
PARRIS, N 0 Tennessee Valley Authority Ip 13503 040 24X 

Fi c he 50-259, 82/06/04, 8206220055 


— 02O622DO6O Safety evaluation supporting low level radwaste storage 
facility at Bpoiens Ferry 

« Advanced Fuel 6 Spent Fuel Licensing Branch 02/03/31 27pp. 

13595 049 24X Fiche 50-259,02/06/04,0206220053 


— 8206220064 Notice of availability of safety evaluation re low level 
radwaste storage facility at Drowns Ferry 

ROUSE, L C Advanced Fuel It Spent Fuel Licensing Branch 82/06/04 
3pp 13505 076 24X Fiche 50-259,02/06/04,8206220055 


8206300009 Forwards EIA, supporting application far authority to stnre 
low level radwaste at Drowns Ferry Units 1. 2 L 3 Site t. 
notice of issuance & availability 

ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 63/06/09 
PARRIS, H 0 Tennessee Valley Authority 3pp 13603 241 24X 

Fiche 30-239.02/06/09,0206300009 


— 0206300012 Notice of issuance 6 availability of EIA, supporting 
application for authority to store low level radwaste at 
Browns Ferry, Units 1,2 6 3 sito 

ROUSE, L C Advanced Fuel 6 0pent Fuel Licensing Branch 82/06/09 
2pp 13603 244 24X Fiche 30-259,02/06/09,6206300009 


— 8206300014 EIA supporting application for authority ta store low level 
radwaste at Drowns Ferry, Units 1,2 U 3 site 

* Division of Fuel Cycle & Material 0afety 02/06/30 7inp 
13683 246 24X Fiche 50-259,02/06/09.0206300009 


DOCHET 50-260 DROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


0206130016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in UQ Forwards 
documents listed in App A 

FELTON, U M Division of Rules and Records 92/04/21 WADE, J 
Public Interest Research Group, New York 7pp 13324 010 24X 

Fiche 50-000, 02/04/21,0206150016 


—0202180137 Forwards final rept on case study re reactor vessol level 
instrumentation in BWRs, consisting of findings & conclusions 
re 610120 8t 0313 events W/o end 

D1RCK3,W J Office of the Executive Director for Operations 
82/02/02 PALLADIND, N J, Commissioners Ip 13524 279 24X 

Fiche 50-000,02/04/21,0206150016 


9206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A. 

Documents also available in PDR 

FELTON, U M Division of Rules and Records 82/05/11 REYMOLDSi N 8 
Debevoise & Liberman 3pp 13454 003 24X Fiche 30-000. 92/09/1 1, 

0206090002 


— 0206090002 Forwards updated Info re status of prompt notification 
sys for facilities Util expects to meet 820201 deadline 
8TDHR,J P Emergency Preparedness & Program Oupport Branch 
82/01/21 GRIMES, B K Division of Emergency Preparedness 3pp 
13454 155 24X Fiche 50-000,02/05/11,0206090002 


— 8203110473 Submits update of current assessment of llcensooe ability 
to implement prompt notification sys fay 020201 deadline 
Thirteen licensees may not meet deadline 

DIRCKSr W J Office of the Executive Director for Operations 
82/01/26 Commi Bsioners 2pp 13434 164 24X 

Fiche 50-000,82/05/11.8206090002 


— B206090009 Forwards first monthly rept re status of prompt notification 
sys Implementation at facilities Meteorological programs, 
emergency response facilities research reactors read addl 
mgt attention & clarification 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
(81/03/01) 01/01/00 DEYOUNG, R C Director's Office, Office ef 

Inspection and Enforcement 4pp 13434 167 24X 

Fiche 30-000,02/03/11,0206090002 


— 8203110481 Submits monthly update of status of im^lemcntati on of prompt 
notification sys 

SPENCER, 0 8 Division of Technical Inspection 82/01/05 
GRIMES, D K Division of Emergency Preparedness 8pp 13454*176. 

24X Fiche 50-000,02/05/11,0206090002 


— 8206090133 Responds to 820203 request for info re deficiencies 
identified In initial testing of prompt notification sys 
Facility test info encl 

3T0KR, J P Division of Emergency Preparedness & Operatlona) 
Support 82/02/04 0RIME8, B K Division of Emergency 

Preparedness 3pp 13454 239 24X Fiche 50-000,62/05/11, 

8206090002 



0206070481 Fqru^irds «»gxon 2 inti dent responss plan dtd liar 19Q2 Plan 
i«SO«d a-« Suppl 2 to NURE0~0849- "ftqency Procedures for NRC 
Incident Response Plan '* Plan should be of benefit to 
understatitflng of NRC response to emergency W/o end 

STOHfti J P Division of Emergency Preparedness !« Operational bupptirt 
B2/03/t2 PARRIS-H O Tennessee Valley Authority Jp I3:i7^ OSJ 
24X Fiche 5O“O0 Oj 02/057 1 2, 8206O7O4B! 


Q2060S010Q Releases public version of revision to radiological 
ervergencij plan 

FBLTONj J M Division of Rules and Records 82/03/25 Oocumeiit 
Management Branch Ip 13333 074 2AX Fiche 50-259. 82/ 05/2 3, 
6206020108 


— B206020116 Forwards public version oP Revision BFN-ReP-e2-002 to 
radiological emergency plan Receipt form end 

WISENBURG-. rt R Tennessee Valley Authority 03/04/30 DENTON* H :< 
Office of Nuclear Reactor Regulation. Director 2pp 133J3 0/5 
24X Piche 50-2594 82/05/25.0206020100 


--8206020121 Public version of Revision BFN~REP-a2-002 to radio 1 eg icrl 
emergency plan Revision log sheet end 

a Tennessee Valley Authority. B2/04/2B 43pp 13333 077 tJd / 
Fiche 50-259.82/05/25.8206020100 


0206030217 Forwards summary description of prompt notification sys at 
facilities Four oversiie locater maps for fixed sirens end 
Aperture cards are available in PDR 

MILLS. L M Tennessee Valley Authority 52/05/25 VASSALLO. I> 0 
Operating Reactors Branch 3 2pp 13337 265 24X 

Ficha 50-2594 82/05/25.0206030217 


620618012? Forwards FEMA 010922 1 tr to State af AL containing rept of 
deficiencies noted in 010909-10 emergency preparedness 
exercise h regional assistance committee State of AL 
review of exercise 

KRIHM. R N Federal Emergency Kanagemant Agency 82/06/02 
ORIHESiB Division of Emergency Preparedness I4pp 13552 159 
24X FUfie 30-259.82/06/02,920610012? 


6206170127 Forwards revised physical security plan Plan withheld 
(ref tOCFR73 21) 

MILLS. t M Tennessee Valley Authority 82/06/11 DENTON. H R 
Office of Niiclear Reactar Regulation. Director ip 13531 047 24X 

Fiche 50-259. 82/06/11. 82061 70! 27 


0 Adjudicatory correspondence 


8206040206 Respense to ASLAB B20S17 order reciuestlng why util 0II1O3 
sutnittal not provided to ASLAB Otil did net intentionally 
mislead A5LD t( does not believe submittal matl to Issues 
before ASLAB Certificate of Svc enel 

SAWOERj H 8 t WALLACE. L E . BURGER. J F Tennessee Valley Authority 
02/05/27 7pp 13359 284 24X Fiche 50-259.02/05/27,6206040289 


BS06040297 Memorandum in response to ASLAB 620517 order Util failed to 
serve parties u/8lll03 anended application NRC technical 
staff did not Inquire into document distribution 6 NRC 
counsel unaware of document existence If/Cer tx f 1 cate of Svc 
RAWBQN4RJ Hearing Branch 4 82/03/28 Bpp )33S4 145 24X 

Fiche 50-239.82/05/28,82 0 6040297 


8206170246 Memoraduo ALA9-677.pe-emp|ia* i z Ing need for ASLAB to be 
informed of all significant developments which may have 
bearing on decjslone In pending proceedings Iftll failure to 
serve mod violated ASLAB impoecd requirements 

SHOEMAKERiC J Atonic Safety and Licensing Appeal Panel 82/06/10 
I3pp 13533 190 24X Fiche 50-339.82/06/10. 0206170246 


P Operating license stage documents & correspondence 


0206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-54«3-53 & 5-11 deleted 

FELTON. J rt Division of Rules end Records 02/04/29 MCMliRRAT, C M 
Hlrkpatrlcfci Lockhart. Hill. Christopher 6 Phiinns 21pp 


62j 6280O71 Add I response to FOIA request for eight cafcogories of 
documents Forwards documents listed in App A Documents 
listed in App 8 available tn PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 82/05/12 MCMURFIAV. f ^P 
Kirkpatrick. Lockhart. Hill. Christopher & Phillips 28pp 
13638 055 24X Fiche 50 000. 82/05/12. 0206280071 


— 5)03020313 Updates 801222 memo re decisions for degraded conlinq 
rulemaking Steering group to issue just 1 f icati on for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIROS. H 5 Reactor Systems Standards Branch 01/02/02 

ARLOTTQ.O A Division of Engineering Standards 20pp 13630 1 0!j 

24X Fiche 50-000, 82/05/12. 820ci2Q0071 


6206010031 Forwards Amends 93,60 *< 54 to Licenses DPR-33. DPR-52 ?. 
DPR-69i rasp ec t ively. safety evaluation & notice of issuance 6 
aval lab i 1 1 ty Amends change Tech Specs to provide addl 
surveillance requirements far scram discharge vol vent 
CLARK, R J Operating Reactors Branch 2 02/OS/19 PARR IS. H ft 

Tennessee Valley Authority 2pp 13320 020 24X 

Ftche 50-259,82/05/19.0206010051 


-6206010055 Amends G3. 80 L 54 to Licenses DPR-33. DPR-52 !. DPn-69. 
respec t 1 ve I y. changing Tech Specs to provide add! 
surveillance requirements for scram discharge vol vent, 
drain valves ^ limit switches 

VASSALLOr O G Operating Reactors Branch 2 02/05/19 31pp 

13332 022 24X Ftche 50-259,02/05/19.0206010051 


— 0206010060 Safety evaluation supporting Amends 03.80 6 54 to Llceiisii 
DPR-33. DPR-52 if DPR-6B. respec lively Technical Evaluation 
Rept TEH-C 5 506-67/7 1/76 end 

■* Office of Nuclear Reactor Regulation. Director 82/05/19 J’pp 
13332 053 24X Fiche 50-259.02/05/19.0206010051 


— 0208090403 Scram Discharge Vol Long-Term Mods. TVA. Drowns i-etiij 

■Nuclear Plants 1.2 & 3.“ technical evaluation rept 
MOCHA. E Franklin Inst Itute/Frankl In Research Center 
TER-C 5 506-6 7/7 1/76 B2/02/03 7lpp 13332 053 24X 

Fiche 50-359,82/03/19.8206010051 


— 0206010063 Notice of issuance & availability of Amends 83.00 & b4 ti> 
Licenses DPR-33, DPR-52 6 DPR-68. respectively 
VASSAL LO. D 0 Operating Reactors Branch 2 82/05/19 Spp 

13332 123 24X Fiche 50-259. 02/05/19.0206010051 


0206040063 Forwards Amends 64. 01 It 55 to Licenses DPR-33. DPR-52 
DPR-68. respac tively. safety evaluation it notice of Issuance 
U availability Amends change Tech Specs. adding addl 
requirements for insp of snubbers 6 seismic restraints 
CLARK. « d Operating Reactors Branch 2 82/05/24 PARRI8.H C 

Tennessee Valley Authority 2pp 13391 OOt 24X 
Fiche 50-259.02/03/24.8206040063 


—8206040065 Amends 04.01 It 55 to Licenses DPR-33. DPR-52 It DPR-60. 
resp ec tlvel y, chang ing Toeh Specs to add addl requirements 
for insp of snubbers It seismic restraints in response to 
811120 generic request 

VA8SALL0. D B Operating Reactors Branch 2 02/05/24 60p p 

13391 003 24X Fiche 50-259.82/05/24.8206040063 


— 8206040067 Safety evaluation supporting Amends 04.81 6 55 to Liceiisrr 
DPR-as. DPR-52 It DPR-6a, respectively 

* Office of Nuclear Reactor Regulation. Director 82/05/24 4|ip 
13391 069 24X Fiche 50-239.82/05/24.0206040063 


—0206040068 Notice of issuance It availability of Amends 84.01 It 59 to 
Licenses DPR-33, 0PR-52 It DPR-68, respectively 
VABSALLO. O 8 Operating Reactors Branch 2 02/05/24 2pp 

13391 073. 24X Fiche 80-239.02/05/24.0206040063. 


8206100419 Notification of 820602 meeting w/utll |< EGtO in Chat tenouBn. 
TN to discuss info needed by NRC for Unresolved Safety 
Issue A-47t "Safety Implications for Control Sys " 

CLARK, R d Operating Reactors Branch 2 82/05/24 VAB8ALL0. D U 

Operating Reactors Branch 2 2pp 13430 352 24X 

Ficha 50-299. 82 /03/24 . 3206 1 004 1 9 


8206090000 Forwards response to D Vassal lo 82020? request for* addl Infn 
tt corTeetlons to Tech Spec typographical 1. omission errors 
KAMHER.D S Tennessee Valley Authority 82/06/03 DENTON. H If 
Office of Nuclear Reactor Regulation, Director 25pp 13435 lOV 
24X Fiche 50-260.82/06/03,0206090008 


8206140169 Forwards Info re Section 2 1 of NUnEO-0612. “Control nf 
Heavy Loads at Nuclear Power Plants," in response to NRC 
001222 itr Six oversize drawings end Aperture cards are 
available in POR 

KAMMEff.O B Tennessee Valley Authority 02/06/03 VAfiBALLO. N 0 
Operating Reactors Branch 2 13pp 13407 212 24X 

Fiche 50-259,02/06/03.0206140169 
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-'[3206140170 "Mechanical Haint Instruction 119 Refue} Floor Liftinq 
Instruction " Six ovcrsife drauiings end Aperture cards aire 
ava ila-bile in PDF? 

« Tennesgee ''alUij Muthoity GlyOb/05 llpp 13487 237 24X 

Fic^e 50-E59. S2/0&/O3, 5206140167 


*''-82061500^3 Ac k roceipt of 611013 Itr informing MRC of £tep<> taken to 
correct doflclDnclos noted in 810922 notice of violation 
Actloni» acceptable 

DEVOUNOi fl C Director's Officsi Office of Inspectior. and 
Enforcement 82/01/04 PARRIS«H 0 Tennesson Valley Autharitij 
Ip 13524 023 34y Ficho 50- 000» 82/04/2 1 > 8206 1 50016 


— 3206140207 Mechanical Ha 4 nt Instiurtion 102 Rlqging Equipment 
Program " 

Tennessee VaiUy Authority 81/01/13 62pp 13467 240 24X 

Fit he 50-259. 92/06/03. 8206140169 


-Q206J40211 'Mechanical Maint Instruction 117 Installed Overhead 
Traveling Bridgr Cranes - Insp. Tr'it ing fc Preventative 
Haint " 

» Tenregsee Valley Authority 01/03/03 48pp 13487 302 24> 

Fl<*he 50-259,62/06/03.8506140169 


— 9206140214 "Crane Operator Oual i ticat i on 8 « Author! *at ion “ 

« Tennessee Valley Authority 81/03/25 lOpp 13487 350 24X 

Fit lie 50-259, 82/06/03, 0206140167 


6306070505 Ac k receipt of 820517 Itr inPormmD WRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/82-12, 
50-260/82-12 t, 30-296/82-12 

LEUlSiR C Division of Project h Resident Programs 02/05/26 
PARRIS, M 0 Tennessee Valley Authority Ip 13374 102 24X 

Fiche 30-359.82/05/26,8206070305 


—8206070512 Responds to NRC 820415 Itr re violations noted in It Insp 
Hepts 30-259/82-12,30-360/02-12 6 50-296/82-12 Corrective 
actions rupture di^c assembled correctly 6 mechanical maint 
Instruction 22 uiili be revised 

KILLS, L M Tennessee Valley Authority 82/0S/17 a'REILLY, J P 
Region 2, Office of Director 7p 13374 103 24X 

Fiche 30-259.82/05/26,8206070505 


D206C90153 Oeneric Ltr 82-11 to all L'^IR reactor plant licensees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enq 1 

EISENHliT.DO Division of Licensing 82/06/09 HAII3P0RQ, A 
Consolidated Edison Co of Mew York flATTIMOE. J J Sacramento 
Municipal Utility District l^ITHERS, Q D Portland General Eltctiii 
Co 13pp 13S57 349 24X Fiche SO-000, 82/06/09. 8206090153 


0206210330 Forwards corrections to 820430 Tech Spec change request 
HILLS. L H Tennesseo Valloy Authority 82/06/10 DEMTGN. H R 
Office of Muclear Reactor Regulation, Directoi 2pp 13582 342 
24/ Fiche 50-259.03/06/10,8206210380 


■8206210393 Corrections to 920430 proposed Tech Spec changes, c loi i fy ii«g 
requirements on inoperable control rods to avoid 
misinterpretation 

» Tennessee Valley Authority 82/06/10 5pp 13583 344 24X 

Fiche 30-259. 82/06/10. 8206210380 


t:2a6230S72 Forwards request for addl infi) re environ qual 1 f icat ion of 
safety-related electrical equi pment, Inc luding TMl action 
plan equipment 

VASSALLO. D 0 Dperating Reactors Dranch 3 82/06/16 PARRI 81 H 0 

Tennessee Valloy Authority 6 pp 13393227 24X 

Fiche 30-259, 02/06/16. 0206230272 


0206230075 Forwards response to NRC 020513 request for add! info re 
HUREO-0737, Items It D 2,11 F 1 1 S< 11 F I 2 re plant 
sh letdlng , samp ling of plant effluents & sampling of 
h Igh-ranpe radiolodlne. respectively 

MILLS. L rt Tennessee Valley Authority 02/06/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 13500 245 
SA^ Fiche 50-259, 85/06/17, 8206230075 


9206290359 Declines participation in study re NUnEO-0705, 

" Identi f i cati on of New Unsolved Bofety Issues re Nuclear 
Powar Plants" 6 Task A-47, "Safety Implications of Control 
Sysi " per 620602 request. 

KILLS. L K Tennessee Valley Authority 02/06/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 13632 341 
24X Flthe 30-259. 82/06/23, 8206290339 


6206290091 Forwards response to Oeneric Ltr 02-10, "Post-TMI 
R-equirements " Continued operation w/o suep enslon, mod or 
revocation of OLs justified 

KILLS.L M Tennessee Valley Authority 82/06/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 3pp 13634 330 
a4X Fiche 50-259,02/06/24,9206290091 


8206390109 Endorses dIiN owners group work addressing Interim hydrogen 
control rule, 10CFR50 44 Mark 1 containment design adequately 
controls combustible gases ui/o need for containment venting 
Addl design features not required 

MILLS, LM Tennessee Valley Authority 82/06/24 DENT0N,H,R 
Office Qf Nuclear Reactor Regulation, Director 2pp 13634 316 
a4X Fiche 50-259,82/06/24,8206290109 


O Inspection reports, IE Bulletins & correspondence 


0206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in 8 $ Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records 02/04/21 WADE, 3 
Public Interest Research Group, Now York 7pp, 13524 010 S4X 
Fiche 50-000,02/04/21,6206150016 


—0206070526 Forwards IE Insp Repts 30-259/82-12,50-260/82-12 U 
50-296/02-12 on 020236-0325 ?c notices of violation S< 
deviation 

LEWIS,R C Divlsinn of Project 8 , Resident Programs 82/04/15 
PARRISiHO Tennessea Valloy Authority 2pp 13374 tlO 24X 
Fiche 30-259, 02/05/26, 8206070505 


— 0206070533 Notice of violation from Insp on 820226-0325 

» Division of Project Resident Programs 02/04/lS Spp 
13374 112 24X Fiche 50-259,02/09/26,0206070505 


-'8206070543 Notice of deviation from insp on 620226-0325 

a Division of Project fr Resident Progi ams 82/04/15 Ip 
13374 114 24X Fiche 50-259,82/05/26,0206070505 


—8206070554 IE Insp Repts 30-257/02-12,50-260/02-12 & 30-296/82-12 on 
020226-0325 Noncomp I iance noted violation of lOCFRDO App D 
Criterion V & Tech Specs 63A&46N1& failure to meet 
commitment date 

SULLIVAN, R F , CHA 8 E, J W , PAULK, 0 L Division Of Project & 
Resident |>roprams 82/04/14 lOpp 13374 115 24X 

Fiche 30-259,02/05/26.0206070305 


8206070361 Ack receipt of 820517 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Ropts 50-259/81-37, 

50-260/81 '37 Zt 90-296/81-37 

LCWIBrR C Division of Project & Resident Programs 82/05/26 
PARR18,H 0 Tennessee Valley Authority Ip 13373 066 24X 

Fiche 50-259,82/05/26,8206070561 


— 8206070371 Suppls responses to NRC 020121 L 0315 Itrs rtf vlolatlonb 
noted In IE Insp Repts 50-259/81-37, 50-260/81-37 Zt 
90-296/81-37 Corrective actions new valve check Ust run on 
radwaste sys to ensure proper alignment of all valves 
MILLS, L II Tennessee Valley Authority 82/09/17 O'REILLYiJ V 
Region S, Office of Director 9pp 13373 0B7 24X 

Fiche 50-259,82/05/26,8206070561 


8202040147 IE Info Notice 82-15, "Notification of NRC," 3vc list end, 
DEYPUNG.R C Director's Office, Office of Inspection and 

Enforcement 82/09/28 107pp 13426 095 24X 

Fiche. 50-000, 82/05/58, 8202040147 


0204210378 IE Info Notice 82-16, "HPCJ/RCIC High Steam Flow Setpoints •' 
8 vc list end 

JORDAN, E L Division of Engineering it Duality Assurance 02/03/28 
I03pp 13440 264 24X Fiche 50-000,82/03/20,8204210378. 


8204210300 IE Bulletin 82-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOSpp 13527 150 24X 

Fiche 50-000, 82/06/02, 8204210300 


8206220568 Provides addl justification for suspension of functional 
testing of scram discharge instrument vol level switches 
following each scram per IE BuJ letln 00-17, Suppl 3 
Reconsideration of suspension denial requested 

M 1 LL 8 , L M Tennessee Valley Authority 82/06/04 □'REILLV, JP, 
Region 2, Office of Director. 3pp 13982 198 24X 

Fiche 50-259, 02/06/04, 8206220969. 


8204210383 IE Info Notice 82-17, "Dverpressur 1 lation of RC 8 " 8 vc list 
sne 1 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/06/11 
106pp 13679 250 24X Fiche 50-000, 82/06/ 1 1, 8204210383. 
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a2042l038Jl IE Ir^fo Notice 92-lB. "Assessment of Intakes of Radi oat fcivi* 
Hatl by Workers " Svc list end 

DEVOUNOi R C Diroctor's Qfficei Office of Inspection and 

Enforcement 82706/11 120pp 13675 139 24X 

Fiche 50-000i 33/06/11.3204210334 


9206250073 Ac k receipt of 020601 Itr »j/info re uiiring funds fo? 
payment of civil penalties 

LIEBERKAH.J Enforcement Staff 62/06/21 HILLS* L M Tennesl.tf 
Valley Autfiorlty 3pp 13623 320 24X Fiche 50-259*32/06/21* 

9206250078 


R Periodic operating reports fcc related correspondence 


6206010319 Forwards monfchlv operating repts for Apr 1902 

jDKE&iO T Tennessee Valley Authority 82/05/11 Office t>f 

Management and program Analysts Ip 13300 129 241( 

Fiche 50-259, G2/Q3/U. 6206010319 


— 9206010326 Honthy operating repts for Apr 1 9B2 

JONES, 0 T Tennessee Valley Authority 82/05/01 42pp 
13300 i30 34X Fiche 50-259,62/05/11.8206010319 


6206290556 Forwards roviaiona to effluent It waste disposal semiai'Nual 
rept for 1980 Corrects •errors In solid uiaste-dry 
compressible waste* containment equipment f igures* submi tted 
on 620513 

HtLLSiL H Tennessee Valley Authority 62/06/23 VASSALLO, O !i 
Operating Reactors Branch 2 Spp 13631 053 24X 

Fiche 50-259 , 62/06/23.0206290 550 


— G206290563 Revisions to effluent It waste disposal semiannual rept Fnt 
19B0 

» Tennessee Valley Authority 62/06/23 4pp 13631 055 24/ 

Fiche 50-259*82/06/23. 6206270556 


S Reportable occurrences* LERs l( related correspondence 


8206010609 Forwards updated LER Bl-052/03){-l 

GREEN, H J Tennessee Valley Authority S2/C4/13 a^RElLLY, J I' 
Region 2* Office of Director Ip 13314 CBS 24X 
Fiche 50-260*62/04/13*3206010609 


-^'•8206010617 Updated LER et-052/O3X-l on 81 1007, containment atmosphorr 
hydrogen analyxer B sample return pump discovered cycling 
Gas cal ibr performed 6 analyier returned to svc 
CARTER* 8 Tennessee Valley Authority 82/04/12 Region 2» 
Office of Director 2pp 13314 086 24X Fiche. 50-260* 62/04/ 13. 

8206010609. 


8206010167 Forwards updated LER 01-OSO/O3X-2 

GREEN^H J Tennessee Valley Authority 02/05/04 O'REILLV* J I' 
Region 2, Office of Director Ip 13307 207 24/ 

Fiche 50-260, 83/05/04*8206010167 


— 8206010177 Updated LER 81-050/03X-8 an 31 1003, conta inment atmasphprD 
hydrogen analyier 2-H2M-76-104 removed from svc for malnt 
Water found in sensing lines fii removed Design change request 
Initiated to add refrigeration unit to sample coolers 
HOLDER, G Tennessee Valley Authority 82/05/04 Region 2* 
Office of Director 2pp 13307 210 24 X Fiche 50-260* 82 /OS/ 04, 

8206010167 


6206010174 Forwards LER B2-0I4/O3L-0 

GREEN* H J Tennessee Valley Authority 82/05/18 O'REILLY, J F 
Region 2i Office of Director I^ 13307 Idi 24X 
Fiche 50-260,82/05/18,8206010194 


— 820601019& LER 82-01 4/03 L-0 an 020420. HPC I sys made Inoperable for 
cal Ibr of speed leniing ^ control circuits w/o performing 
surveillance tests Caused 6y personnel error in falling to 
determine inoperability 

BURNETTE, A L Tennessee Valley Authority 82/05/18 Region 2, 
Office of Director 2pp 13307 182 24X Fiche 50-260,82/05/18, 

6206010174 


8206110234 Foruards updated LER 8S-013/03X-1 

OREEN.H J Tennessee Valley Authority B2/06/0J. O'REILLY, J P 
Region 2, Office of Director ip 13466:235 24X 

Fiche. 50-260, 82/06/01 , 8206 110234 


SJ061 10050 Forwards LER 62-01 S/OSL-O 

CREEW, M J Tennessee Valley Authority 82/06/04 □'REUL'r*J f- 
Rrgion 2, Office of Director ip 13467 t 12 c4X 
Fiche 50-260,62/06/04 820611 0058 


— 320fcl 10063 ICR 62-0I5/O5L-O on B20510. condonsation collected t. bi-nefrd 
sample flow to conta'nmert atmospheric monitar of torbjne 
bldg pinaust for 52- h Caused by loose temporary support 
allauing low point form in sample line 

SHARPE T J TenressBe Valley Authority 02/06/04 Region 

Ufficn of Director 3pp 13467 113 24X Fiche 50 260.82/06/04, 

62061 10050 


J206]4D12t NPOES noncotnp 1 lance notification on 0205 1 3, sarmp 1 es takni ui 
sewage treatment plant effluent flow eicecded Tech Spec 
Unit Caused by malfunctioning af lift pumps in equaliiation 
»-ank Had proposals being reviewed 

EL-ASHRY. H T Tennessee Valley Authority 02/06/00 HARLAR.J 
Environmental Protection Agency Ip 13483 349 34/ 

Fithe 50-359.82/06/08,8206140121 


82062J0591 Forwards lER 82-016/03L 0 

GREEN, H J Tennessee Valley Authority 02/06/14 0 REILLY. J y 

Region 2, Office of Director Ip 13561 097 24X 

Pi Che 50-260, 83/06/14.9306210591 


— 82063J0602 LER Q2-C16/03L-0 on e20519*HPCI lubricating all rei,nvf,i, 
found almost empty V reservoir dram valve 1-1/2 turns open, 
rendering HPCI inoperable Caused by personnel error 
Reservoir filled Lighting uiill be improved 

4- Tennessee Valley Authority 03/06/14 Region 2* Officr of 
Director 3pp 13561 098 24X Fi che 30-260, 82/06/ 1 4. Q206SIor:7l 


8206300142 Foruards updated LER Q1-054/03X-1 

GREEN, H J Tennessee Valley Authority 82/06/17 O'REILLY, J I' 
Region 2* Office of Director Ip 13655 307 34X 

Fiche 50-260,62/06/17.8206300142 


—6206300146 Updated LER B1-OS4/03X-1 on 81 tO 10, hydrogen analyiur U 
sample return pump found inoperable Caused by tripped motor 
overloads due to motor current being lO-1 5X high due to high 
supply voltage 

CARTER, S Tennessee Valley Authority 02/06/17 Region <*, 
Office of Director Ip 13635 30B 24X Fiche 50-260,82/06/1/* 

8206300142 


X Onsite Storage of Lou Level Waste 


8206320055 Forwards safety evaluation re low level raduaste stor«g« 
facility at Drouns Ferry 6 notice of availability 

ROUSE, L C Advanced Fuel U Spent Fuel Licensing Dranch 83/06/04 
PARR18. K 0 Tennessee Valley Authority ip 13585 048 247 

Fiche 80-257.82/06/04,8206220055 


— 8206220060 Safety evaluation supporting low level radwaste stornop 
facility at Drowns Ferry 

e Advanced Fuel 1a Spent Fuel Licensing Dranch 82/03/31 I’/ppi 
13305 049 24X Fiche 50-239,82/06/04,8206220055 


—8206220064 Notice of availability of safety evaluation re low lovrl 
raduraste storage facility at Drowns Ferry 

ROUSE. L C Advanced Fuel & Spent Fuel Licensing Sranch 82/06/04 
3pp 13583 076 24X Fiche 50-259,82/06/04,8206220055 


0206300009 Forwards EIA* supporting application for authority to ntorc 
low level radbiaste at Drowns Ferry Units 1, 2 ^ 3 site 
notice of issuance 6 availability 

ROUSE, L C Advanced Fuel & Spent Fuel Licensing Branch 83/06/09 
PARRIS, H 0 Tennessee Valley Authority 3pp 13683 241 24>* 

Fiche 30-259. 82/06/09. B206300009 


—02063 00012 Notice of issuance It availability of EIA. supper tin g 
application for authority Co store low level raduaste at 
Drowns Ferry, Units 1.2 & 3 site 

ROUSE, L C Advanced Fuel <, Spent Fuel Licensing Branch 8?l/0/i/0V 
2pp 13663 244 24X Fiche 50-259, 82/06/09, 8206300009 


— 0206300014 El A supporting application for authority to store I nw Ir^rl 
rarfwaste at Drowns Ferry, Units 1,2 li 3 site 

* Division of Fuel Cycle 6 Material Safety 82/06/30 71|ip 

136B3 246 24X Fiche 50-259,02/06/09,8206300009 


■8206110242 Updated LER 62-013/03X-I, on 8204 12. pressure switch 
Z-Pa-6B-96 found to operate above Tech 8p ec llmiti Caused by 
drifted cal ibr Barton Model 208 pressure switch recalibr* 
functionally tested it returned to svc 

IRBYiD J Tennessee Valley Authority 82/06/01 Region 1% 
Office of Director 4pp 13466.236 24X Fiche 50-260.03/06/01* 

B206U0234 
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OQCHET 50-261 H Q ROBINSON PLANT, UNIT 2 


F Security^ medical, emergency S< fire protection plans 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Foriijards documents listed in App A 
Uocoments also available in PDR 

FELTON, J M Division of Rules and Records S2/0S/11 REYNOLDS, N b 
Debe^oise It Liberman 3pp 13454 003 a4X Fiche 50-000,02/05/11, 
8206090002 


-0206090011 List of facilities completing emergency preparedness 
activities by 810701 

» SRC ’ No Detailed Affiliation Oiven 82/05/11 9pp 
134S4 006 24X Fiche 50-000. 82/05/ 1 1 . B206070002 


-8306090009 Foriuards first monthly rept re status of prompt notification 
sys implementation at facilities Meteorological programs, 
emergency response facilities & research reactors need addl 
mgt attention 6 clarification 

□ 'REILLY, j P Region S, Atlanta, Office of the Director 
(81/03/01) 01/01/08 DEYOUNG, R C Director's Office, Office of 

Inspection and Enforcement 4pp 13454, 167 24X 

Fiche 50-000.02/05/11,0206090002 


- 9206090133 Responds to 620203 request for Info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info end 

STOHR. J P Division of Emergency Preparedness Operational 
Support 02/02/04 GRIMES, B K Division of Emergency 

Preparedness 5pp 13454 239 24X Fiche 50-000,82/05/11, 

8206090002 


^306070277 Forwards Region 2 Incident response plan dtd Mar 1902 Plan 
issued as Suppl 2 to NUREG-0045, "Agency Procedures for NRC 
Incident Response Plan ” Plan should be of benefit to 
understanding of NRC response to emergency N/o end 
STOHR, J P Division of Emergency Preparedness Operational Support 
B2/05/12 JONES, J A Carolina Potuer St Light Co ip 13301 152 
24X Fiche 50-000,02/05/12.0206070277 


8206020120 Releases public version of revised emergency plan & 
procedures 

FELTONi J M Division of Rules and Records 82/05/2S Document 
Management Branch Ip 13333 124 24X Fiche 30-261.02/05/25, 

8206020120 


—6206020125 Forwards public version of Revision 2 to emergency plan I< 
procedures Vol 13, PEP-App A 3, "Pol ice, Fi re it Medical Phene 
Numbers “ 

ZIMMERMAN, S R Carolina Power i< Light Co 82/05/07 

O'REILLY, J P Region 2, Office of Director Ip 13333 120 24X 

Fiche 50-261,02/05/25,0206020120 


—8206020127 Public version of Revision 2 to Emergency Plan & Procedures, 
Vol 13, PEP-App A 3, "Pol ice, Fire 8, Medical Phone Numbers " 
s Carolina Power 8, Light Co 02/03/26 Spp 13333 126 24X 

Fiche 50-261,82/05/25,8206020120 


P Qperating license stage documents t< correspondence 


8206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-34,3-35 <« 5-tl deleted 

FELTON, J M Division of Rules and Records 02/04/29 MCMURRAY, C M 
Kirkpatrick, Lockhart, Hill, Christopher 8« Phillips 21pp 
13604 044 24X Fiche 50-000,02/04/29,0206230007 


— 8111230007 Submits alternate recommendations for facilities to be 
reviewed re designs it identification of control sys whose 
failure would have significant safety implications 
SZUKIEWICZ, A J Generic Issues Branch Bl/IO/07 BA3DEKA3, D L 
Instrumenta tion it Control Branch 4p 65710 239 24X 

Fiche 50-000.02/04/29,0206230007 


8206280071 Addl response to FQIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App □ available in PDR Confidential financial 
info deleted 

FELTON, JM Division of Rules and Records 02/05/12 MCMURRAY, C. M 
Kirkpatrick, Lockhart, Hill, Christopher Sc Phillips 20pp 
13630 055 24X Fiche 50-000,82/05/12,8206280071 


— 8103020313 Updates 001222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIRQSi M S Reactor Systems Standards Branch 61/02/02 

ARLOTTO, 0 A Division of Engineering Standards 20pp 13630 J02 

24X Fiche 50-000.82/05/12.0206200071 


0206010079 Advises that 020120 submittal 820107 telcon resolved 
concerns re NUREO-0737, Item 11 F 1 re noble gas monitors 
Item II F 1 2 submittal re iodine/particulate sampling also 
acceptab 1 e 

VAROA, S n Operating Reactors Branch 1 82/05/10 JONES, J A 

Carolina Power & Light Co 2pp 13331 237 24X 

Fiche 30-261,02/05/10,0206010079 


0206030140 Advises that Sections 5 5 1 6 5 5 2 of ANSI NIB 1-1971 on 
retraining it replacement training intended to apply to 
entire operating organitatlon not just to licensed operators 
as in util 020317 interpretation 

9ASSALL0, D 0 Operating Reactors Branch 2 62/03/19 JONES, J A 

Carolina Power it Light Co 3pp 13342 3il 24X 
Fiche 30-000,02/05/19,8206030140 


6206070330 Confirms 820520 tolcon re B20528 meeting In Raleigh, MC to 
review results of first phase of annual appraisal for 
systematic assessment of licensee performance program Agenda 
enc 1 

□ 'REILLY, J P Region 2, Office of Director 02/05/21 JONEQ.J A 

Carolina Power it Light Co 2pp 13363 067 24X 

Fiche 30-000.02/05/21,0206070330 


0206080209 Forwards results of util it consultant evaluations re 
NUREG-0737, Item II D 1, "Relief & Safety Valve Test 
Requirements " Final plant-specific evaluations will be 
completed consistent w/responsc to Generic Ltr 02-10 
HOWE, P W Carolina Power it Light Co 62/06/01 EIBENHUT.D 0 
Division of Licensing 4pp 13420 344 24X Fiche 50-261,02/06/01, 

6206000209 


0206110027 Notification of B20616 meeting w/util In Raleigh, NC to 
discuss NRC need for info for pursuing studies of Unresolved 
Safety Issues A-47 it A-49 re safety implications of control 
sys & pressurized thermal shoe k , respec tlvel y 
REQUA, 0 Operating Reactors Branch I 02/06/04 VARGA, 8. A 
Operating Reactors Branch 1 2pp 13493 124 24X 

Fiche 90-261.82/06/04,5206110027 


0206290579 Forwards Amend 69 to License DPR-23, safety evaluation, EIA lx 
notice of issuance it availability Amend revises Tech Specs 
to enlarge capacity of spent fuel from 276 to 534 
assemb 1 1 es 

ROSB, W J Operating Reactors Branch 1 02/06/00 JONES, J A 

Carolina Power It Light Co Spp 13646 039. 24X 

Fiche 50-261, 02/06/00, 8206290579 


— 0206290582 Amend 69 to License DPR-23, revi s Ing Tech Bpecs to enlarge 
capacity of spent fuel pool from 276 fuel assemblies to 534 
assemb 1 les 

VARGA, S A Operating Reactors Branch 1 82/06/00 4pp. 

13646 041 24X Fiche 50-261,02/06/00.0206290579 


— 8206290587 Safety evaluation supporting Amend 69 to UicensB DPR-a3 
e Office of Nuclear Reactor Regulation, Director 02/06/08 
20pp 13646 045 24X Fiche 50-261,82/06/00,0206290379 


—0206290388 El A supporting Amend 69 to License DPR-23 

M Office of Nuclear Reactor Regulation, Director, 82/06/00 
i6pp 13646 065 24X Fiche 50-261,82/06/08,0206290579 


— 0206290592 Notice of issuance it availability of Amend 69 to License 
DPR-23 

WIOOTNTON, D Operating Reactors Branch 1 02/06/00 2pp 

13646 081 24X Fiche 50-261,82/06/08,0206290579 


8206090153 Generic Ltr B2-11 to all UWR reactor plant licensees & 
applicants re transmittal of NUREG-09i6 relative to 
restart of RE Oinna Repfc documents findings re cause of 
event w/o enc 1 

EI8ENHUT, D. G Division af Licensing 02/06/09 HAUGPURG, A 
Consolidated Edison Co of New York UHERTO, H Municipal Electric 
Co of Georgia HARRINGTON, A W Jacksonville Electric Authority 
13pp 13957 349 24X Fiche 30-000,02/06/09,0206090133 


0206140106 Responds to Generic Ltr 02-10, "Post-TMl Requirements " 
Bchedule of NUREO-0737 Items end 

UTLEY. E E Carolina Power tt Light Co 02/06/09 EI8ENHUT, D G. 
Division of Licensing 9pp 13484 156 24X Fiche 50-S61i 82/06/09, 

8206140106 


020615032? Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test," per 10CFR50 App J, V B 1 Bldg successfully passed 
test 

STARKEY, R 0 Carolina Power it Light Co 02/06/09 DENTON, H 
Office of Nuclear Reactor Regulation, Director Ip, 13506‘04B, 24X 

Fiche' 30-261, 82/06/09. 8206150329 


— 8206150331 "Reactor Containment Bldg Integrated Leak Rate Test." 
BLE8SIN0, J Carolina Power it Light Co 02/03/31 44pp 
13506 043 24X Fiche 50-261,82/06/09,0206150329 
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DOCKETED ITEMS 


a0&2G0499 Formally subnits addl info re Cycle 9 operatioii Tern ^ip i » 
Table 3 5 1 atfeq^uately descrltjes setpoint for full load 
aujitlltn-g *■< rupture* rod Injection analysts tr updated stean 
generator tube ruptore analysis addressed 

ZlMrtERMAry. 5 R Carolina Po*er K Lig^t To ^2/Ci./3A 'j- j' 

Operating Reactors Granch 1 l^pp I3A2A 001 24 ^ 

Fictie 50-261 02/06^24. 0206 2S04*=>? 


J Inspection reports- 1C GuHetin5 I c ur res p nnd once 


1206070932 Forwards IE Insp Rept 50-261 'S2-12 on B20l2« 0430 r'o 
noncomp I latice noted 

LONOiF J Division of Project f Resident P^-ograms 02/05^ 14 
JONES- J A Carolina Power *. Light Co 2pp 133B9 117 24 5' 

Flche 50-261* G2/05/ 14, Q2060‘'0a32 


--020607033? IE Insp Rept 50-261/02-12 on 020327-0430 rio noncnrjp I lonr t 
noted Major areas inspected vnservice insp of reactor 
vessel , hgdr ostat i c testing of piping sys* mservice map of 
naln coolant pump B previous insp fiodlings 

ELAk^ErJ J - ECCNatiaS.N Division of Engineering 6 Technical 
Presra/ns B2/05/13 6pp 133B? 119 24X Fiche 50-261. S2 1 4 

6206070S32 


0206070726 Forwards IE Insp Rept 50-361/02-13 on 020419-23 No 
noncorrip 1 lance noted 

DANCE.H c Division of Project *< Resident Programs 02/05/1/ 

JOMESiJ A Carolina Power Light Co 2pp 1^399 i77 24X 

Fiche 50-261* 02/03/17* 8206070726 


— 6206070730 IE Insp Rept 50-261/92-13 on 020419-23 No noncomp 1 luric t 
noted Major areas inspected training, riisp iratory prpfection 
air sampling prugran, ei posore controls* personnel 
q^ual i f icati ons t* licensee action on previous in‘ip findings 
FRANKLIN. L A i ALDRIGHT, R H * BARR. K Division of Engineer inn 
Technical Programs 82/05/12 6pp 13389 179 24/ 

Fiche 50-261,02/05/17*8206070726 


G206070739 Forwards IE Insp Kept 50-361/83-15 on 820414 No 
noncompl lance noted 

LONO* F J Division of Project It Resident Programs B2/05/17 
J0NE6* J A Carolina Pouer S< Light Co 2pp 13397 079 24X 
Fiche 50-261* 02/05/17* 92060707 39 


—6206070749 IE Insp Rept SO-261/82-15 on 820414 No noncompl 1 ancu noted 
Major areas inspected emergency p lanning, specifica llg 
interface between licensee organiiation 6 responding NRC 
Region 2 organiiation at emergency response facilities 
TAYLOR I P A J JENK1NS*0 R Division gf Emergency Preparedness & 
Operational Support Q2/05/06 4pp 13387 081 24X 

Fiche 50-261*82/05/17.0206070739 


82Q6080423 Re<i.uests addl info re commitment date to complete correctivi 
actions in response to IE Insp Rept 50-261/81-05 
TAYLaW* J M Division of Reactor Programs 82/05/25 UTLEY* E C 
Carolina Power (c Light Co Ip 13442 192 24X 

Fiche 50-26 J * 82 /05/35 . 8206080423 


8206220482 Forwards IE Insp Rept 50-261 /B2-1 4 on 820411-0510 No 
noncomptiance noted 

LONG I F J Division df Project t( Resident Programs B2/05/36 
JONES ■ J A Carotina Pouer Ct Light Co 2pp 13591 006 24X 

Fiche 50-261 r S2/03/S6, 8206220482 


— 8206220489 IE Insp Rept 50-261/82-14 on 020411-0510 No noncomp ) iance 
noted. Major areas inspected Tech Spec campliance* p lent 
tour* op era t i one performance* ROs* houseteap inj* sits sBcurlty, 

IE notice fallouup*8A practices U maint activities 

NEt8Ej8 I 8URCER*0 Division of Project it Resident Programs 

82/05/25 lOpp 13581 008 24/ Fiche 50-261*82/05/26 * 820622040;' 


0202040147 IE Infa Notice 62-15, "Noti f Ication of NRC •* Sve list end 
DEYaUNO*ft C Director's Qfficti Office of Inspection and 
Enforcement. 6S/05/28 i07pp 13426 095 24X 

Fiche* 30-000. 82/05/28,820 2040147 


0204210378 IE Info Notice 82-16* "HPCl/RCIC High Steam Flow Setppinfcs " 
8vc list end 

xKJRDAN.E L Division of Engineering it Oualitg Assurance 82/05/20 

i03pp, 13440*264 24X Fiche- 50-000* Ba/Os/pn 8304210378' 


““ S 111 


C^ 36220 * 32 f: receipt n*- P/0L'2l Itr in furmirg NRC of steps taliffi ti. 

correct /i"lations noted in If! Insp Popt 50-&61/B2-11 
LGNS-. f- J Division oi P**ejeci ♦* F'esid-^nt Piograms 82/06/0J 
Jilf'FS. J A Larolinii Pewer •* Light Lo tp 135G0 220 24X 

Pi*he 5"' J‘ : w_ f'A 0"^ 


- r'ospcind- -f-Q flR' E^0422 Itr re viulations noted m II liptpi 

Rept 5C' 2*jl /C2-i 1 itjir.-rfive actions hiah radidticn areas 
■on sevorid le.*el of •- jnr ji,ir»en t ' ai ound spent fuel pit hnat 
Rtchanger properly po'.*- 5 d 

STARi^Et fi U Carolina f’ower /, t lyht Co 0? 05 J1 f) FJElLLV, / 

Region 3. Office (if Director Bpp IT590 2£1 "’<1* 

Fiche 50-2<Jl, d2/06 01, 9£0t£20535 


- -3206220540 Forwards !fc InsD Rep*' *)0~761 /t1£ - 1 1 on B203ll-0*U0 rutiii 
of violiition 

LO^.G* F J Division Of rrojert /** Resident Program- 92/04/S‘' 

JOijrs, ) / rarjlina Pou'T ?■> Light Co Ip J3530 223 24 X 

f I - r e 50' 3i) I . ta (>6 / 03. B2CA2rO 525 


— 02Ot-££O545 Notice of viilaUon from insp on 820311-0410 

* Dl,(lSliio of Project ♦ Residonc Fregrams 02<O4'22 Ip 
ijsao 2Z5 24X rtrhe 50-261, es/Of /' j. 0236220525 


— e2'06220551 IE Insp Rept 50-261 /S2-U on 820311-0410 Noncomp i i jni o 
noted on ap'0336 high radiation area on second level of 
containment ngt posted tar access from northwest personnel 
staiTuay area around spent fuel pit incoirectly ppsted 
4JEISi:,9 , BURGER. C Di.ision of Project f< Resident Programc 
02/04/21 Ilpp 13580 /26 24X Fiche 50-261 . 82/06/03* 020 


0204210383 IE inre Notice 82-17* "Ovei pressur wation of RCS " 9vi ij- t 
anc 1 

JORDAN, f- L Division ctf Engineering %t Quality Assuiance 02/06/11 
106PP lOh-'S 250 24X Fiche 50-000,82/06/11*8204210303 


02O42JO3B4 IE Info Notice 82-18* *'AssessR(ent of Intakes Of Rad i ofi't two 
Matl by Norhers “ Sve list end 

DE/QUNGiR C Director's Office. Office gf Inspection and 

Enforcement 02/06/ U 12Cpp 13675 109 24/ 

Fiche 50-000.02/06/1 1,8204210354 


82061601B3 Forwards ''Analysis of Ultrasonic Indication in Pressni'T 
Vessel Plate, in response to NRC concerns voiced at 820430 
meeting re reactor vessel indications discovered in recent 
inservice insp Indications not safety conrern 
EURV»L W Carolina Power 6 Light Co 82/06/11 VARGA, S A 
Operating Reactors Branch i 2pp 13522 019 24X 

Fiche 50-261,02/06/1 1*8206160182 


— B2C6160184 "Analysis of Ultrasonic Indication in Pressure Ves&s 1 
Plate " 

LAMDCRT.T 0 Lambert. HacOlll A Thomas* Inc 82/0‘'/04 Abp 
13522 021 P4X Firhe 50-261.82/06/11*8206160182 


R Periodic operating reports b related correspondence 


6206080284 Forwards monthly operating rept for Kay 1982 

STARKEY.R D Carolina Power V Light Co 02/06/04 DEYOUNG, R ( 
Director's Office* Office of Jnspoctlon and Enforcement Ip 
13419 305 94X Fiche 50-261,82/06/04,8206080284 


“0206080287 Monthly operating rept Pot Kay 1982 

NORRISiH R Carolina Power b Light Co 82/06/01 3pp 
134 1 7 306 24X Fiche 50-261.82/06/04*8206080284 


5 Reportable occurrences, LERs it related correspondence 


8206010630 Forwards LtR 02-003/0 1 T-0 

3TARK£y.R D Carolina Power b Light Co 82/05/07 O^REILLY* .1 P 
Region 2, Office of Director Ip 13314 248 24X 

FiGh« 50-261*82/05/07,9206010630 


— 8206010637 LER e2-003/01T-0 on 820423, determined cause of fail^ie OP 4 
Of 16 D reactor coolant pump diffuser adapter to casing 
adapter bolts was stress corrosion cracking Probably caused 
by improper reinstallation in 1970 

OILMAN* F M Carolina Power b Light Co 02/05/07. Region 2* 

Office of Director Spp 13314 249 24X Fiche 50-261,82/00/07* 

8206010630 


8206010100 Forwards LER 92-004/011-0 

3TARKEV,R 8 Carolina Power b Light Co 82/05/10, □ 'REILLY i J P 

Region 2, Office of Director Ip 13307 104 24X 

Ftche 50-261.82/05/10.8206010100 
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010*5 LER R2-CQ4/01T-0 on 9204264 insp of s^Ba^^1 generafcoTs U ( 
r-e'wpalfd 1^3 defective tubes Total was more tfion I*', of total 
number of tubesj p 1 at my results in Categoiy f-J All 
dei-ective •'ubes mec ham cal 1 tj plugged 

CD? H T C^rclina Tower Light To C2/0D/10 Region 2. OTfici 

of Director 2pp 13307 i85 24X Ticho '>0-261 . 82/05/10 

L206:. IDIOT 


:Z06240077 RQ un 820420. RT -9 13 revealed failure in power supply to 
aarper relay panel Dl <tram D> concurrent w/failed relay 
for tone 10 {south cable vault) on panel Al (tram Al 
CarrectLOn in proqi ess completion eipccted by 821231 
STARI^Et.R |} Carolina Power it Light Co B2/O6/10 O'REILLY. \) I' 
Region 2. Office of Director 2pp 115?? S"'? 24> 

Fir he 50'?6l. 02/06/ 10. 82062400? 7 


CrrpET SO-26-3 {lONTlPFLLO NUCl FAR GENERATING PLANT 


f- Security, medical, emergency * fire protection plans 


82C615Q016 Pebponds to TOIA reguest for documents re siren sys 
iTistalled to provide early notification t> populace in 
plume pathway apound nuclear reaclor sites in UB rorwards 
docurrarts listed m App A 

FELTQN J N Divl'iion oF Rules and Recoids 82/04/21 WADE, J 
Public Interest ReseaTch Group, New York 7pp 13324 OtO 
riche 50* 000. 82/04/21, 0.,061 £0016 


'8206150023 Updates delivery schedule for siren shipments to fatilitii*! 
ANDERSON, n E Federal Signal Corp 82/01/20 CANNON. R 
Affiliation Unknown 5pp 13524 234 2 4X Ficfie 50-000/02/04/21, 

8206150016 


0206Q'90002 Responds bo F0I>» request ror documents re Commission 
decision to ertend deadline for licensees to implement 
pra-(rpt notification sys Forwards documents listed in App A 
Documents also available in POR 

FEl TON. 0 M Divioion of Rules and Records 02/03/ tl REVNOUOfj. N b 
Debevoise G Libeiman 3pp 13454 003 24X Flche SO-OOOi 82/05/1 1 > 

8206090003 


-G206090033 Forwards updated info re prompt notification l< uiarninq nyr 
for Region 3 iirenaees 

PAPERIELLD/C J Emergency Preparedness !/ Program Support Drnnch 
01/12/01 RAMPS. S L Emergency Preparedness ^ Program Support 
Sranch 4pp 13454 128 24 X Fiche 50-000.02/03/11.8206090003 


'8203110477 Forwards update on prompt notification fi warning sys for 
Region 3 licensees FEMA estimates appro* 65X of reviews of 
proposed ays now complete 

HtND.J A Division of Emergency Preparedness U Operational 
Support 02/01/05 GRIMES, n K Division of Emergency 

Preparedness 4pp 13454 133 24X Fiche 50-000.02/05/11. 

Q204 090002 


— E20311048J Submits monthly update of status of implementation of prompt 
notifiration sys 

SPENCER. 0 S Division of Technical Inspection 02/01/03 
GRIMES. B K Division of fmergency Preparedness 8pp 13454 176 
2AX Fiche 50-000.83/05/11,0206090002 


-6306090073 Fot wards monthly status rept re prompt notification sys ot 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 820601 

HIND. J A Division of Emergency Proparednosa t< Operational 
Support 02/02/17 GRIMES, D Division of Emergoncy Preparedness 
3pp 13434 190 24X Fj Che 50-000,82/05/11.8206090002 


8206020166 Releases public version of revision to corporate emerrjoncy 
response plan 

FELTON. J il Division of Rules and Records 02/05/25 Document 
fTanagement Branch Ip 13340 134 24X Fiche 50-000.82/05/25, 

32O6D20166 


— 8206020172 Forwards public version of Revision 4 to corporate 
emergency response p Ian. consi sting of changes requested in 
NfiC 6S 1217 Itr re Prarie Island emergency preparedness 
appraisal 

MAYER. L 0 Northern States Power Co 82/03/11 Region 3> 
Office of Director 2pp 13340 135 24 X Fiche 30-000,02/05/25. 

BE06020166 


— 8206020177 Public version of Revision 4 to corporate emergency response 
plan 

HUDSON. 0 . WARD. E C . NEILS, G H Northern States Power Co 
82/03/03 i3pp 13340 137 24X Fiche 50-000.82/03/23.8206020166 


8206030025 Releases public version of revised emergency plan 
implementing procedure 

FELTON. vf M Division of Rules and Records 82/05/27 Document 
Management Branch Ip 13441 017 24X Fiche 50-263, 02/03/27, 

8206030023 


— 0206080030 Forwards public version of Revision 2 to Emergency Pi, in 
Implementing Procedure A 2-304, "Thyroid Prophylaxis 
(Potassium Iodide Use) " 

MAVERrL D Northein States Power Co B2/05/17 Raglan 3. 
Office of Director 2p p 13441 018 24X Fiche 50-263,02/05/27. 

Q2060B0025 


— 0206000037 Public version of Revision 2 to Emergency Plan Implemonting 
Procedure A 2-304. "Thyroid Prophylaris (Potassium Iodide 
Use) " Revised list of current procedures end 

# Northern States Power Co 82/03/12 Spp 13441 020 24X 

Fiche 50-26 3. 82/03/27, 8206000025 


5206000150 Requests remittance of fee previously requested by 0IO3SO 
Itr for denied 010226 fire protection exemptions Foes will 
not be requested foi 810313 fire protection exemption 
requests 

rilLLFR. W O License Fee Manogemont Branch 82/06/03 MUSOi^F.D M 
Northern States Power Co 3pp 13442 OOS 24X 
Fiche 50-263. 02/06/03 G2060B0150 


G206110190 Forwards resporiDC to NRC B20504 request for actions takon in 
response to items in App A of emorgency preparedness 
appral sal 

GILUERTS, 0 E Northern States Power Co 02/06/03 KEPPLER. J G 
Region 3, Office of Director Spp 13466 325 24X 

Fiche 50-263. 82/06/03, 8206 J 10190 


0206220319 Forwards fee for processing 810226 application for exemption 
from certain App R requirements, in response to NRC 020603 
Itr Guidance provided in NRC 790712 Itr needs clarification 
W/o end 

MUSOLF, D Northern States Puwor Co 02/06/10 MILLER, W G Llcen^.e 
Fee Management Branch Ip 13571 022 24X Fiche 50-263.02/06/10. 

8206220319 


0206220274 Approves 020603 response to App A. preparednesa improvemBnt 
items of 820504 emergency preparedness implementation 
appraisal rept 

PAPERIELLO.C w Division of Emergency Preparedness & Operational 
Support B2'06/16 OILOBRTSiD E Northern States Powur Co Ip, 
13371 127 24X Fiche 30-263,82/06/16,02062 20274 


J Insurance 8( Indemnity inform<ition 


0206020494 Forwards Endorsement 45 to MACLU Policy MF-68 fc Endorsemunt 
32 to NELIA Policy NF-197 

JOHNSON, R G Northern States Power Co 82/05/26 DINITZ, I 
Antitrust 6 Economic analysis Branch (Utility Finance! 3pp 
13325 321 24X Fiche 30-000.02/03/26.0206020494 


P Operating license stage documents f* correspondence 


8206130303 Submits feedwater noiile post-mod ropt per Ql 1 103 Itv 
As-built draoilngs of sparger/therma 1 sleeve units end 
MAYER. L 0 Northern States Power Co 02/04/01 Office of Nudeni 
Reactor Regulation. Director Spp I3S03 214 24X 

Fiche 50-263,82/04/01,0206150303 


0206100437 Forwards Amend 10 to License DPR-22, safety evaluation 2< 
notice of Issuance 6 availability Amend expands Tech Specs 
on scram discharge vol to include surveillance requirements 
VASSALLO. D D Operating Reactors Branch 2 82/03/10 MAYER, L tf 

Northern States Power Co 2pp 13458 270 24X 

Fiche 30-263,02/05/10.0206100437 


— 8206100440 Amend 10 to License DPR-22 expanding Tech Specs on scrom 
discharge vol to include surveillance requirements 
9ASSALLQ. D D Operating Reactors Dranrh 2 82/03/S0 Upp 

13498 272 24X Fiche 50-263.02/05/10,0206100437 


— B206100442 Safety evaluation supporting Amend 10 to License DPR-aP 
a Office of Nuclear Reactor Regulation. Director 82/05/20 2pp 
13430 283 24X Fiche 30-263.82/03/10.8206100437 


— 8206100444 Notice of issuance t, availability of Amend 10 to 1-icenne 
DPR-2a 

VASSALLQ, 0, B Operating Reactors Branch 2 02/OS/iO 2pp, 

13438 283 g4X Fiche 50-263.82/03/10,0206100437. 


9206030074 Confirms accuracy of NRC 020314 record of tel con re mode 
Implementing requirements of NURE0-D737, I terns 1 1 F 1 4, 

11 F 1 5 I< IZ F 1 6 

MAYER, L 0 Northern States Power Co 02/05/24 Office of Nudeor 
Reactor Regulation, Director Ip 13336 332 84X 

Fiche 30-263, 02/OS /R4, 8206030074 
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eSOi^SOOOA. Responds to util 810130,0625 t 1102 Itrs re electncaJ 
distribution st^s voltages in response to NRC 79OB09 generic 
Itr Revieu of plant design indicates info acceptable Draft 
safetg evaluation end 

VftSSALLO, D B Operating Reactors Qranch 2 O3/’O5/20 MAVER^-L U 

Northern States Pnuier Co App 13583 352 S-^X" 

riche 50“263< B2/'05/2B, 8206220006 


0306030223 Ret^uests addl relief From required completion schedule Ppr 
rJUREO-0737, 1 1 etn Jl F 1(6>, 'Containrsent Hydrogen Monitors " 

Confirms completion of Item II F H11 re noble gas 
mon i torlng 

hUBOLF, D Northern States Power Co 02/06/01 Office of fJinlrrn 

Reactor Regulation. Director Lp 13421 349 247 , 

Fiche 50-263. 82/06/01 i 02060B0323 


82060 90397 Advises that review of 800605 1230 submittals re 

NUREG-0737. Item II F 1 3 re containment high range monitor 
determined monitors caapable of performing under accident 
cond it i one 

VASSALLOi D D Operating Reactors Branch 2 02/06/03 mJ50LF.I» N 

N-grthfirn States Poujer Co 3pp 13442 177 24X 

Fichfi 30-263. 02/06/03.9306080397 


8206130319 Forwards info re status of NUREO~0737 requi rements. p ei NUC 
020305 request (Oenaric Ltr 82-10) 

MUSOLF. 0 M riorthern States Power Co 83/06/04 Office of 

/luclear Reactor Regulation. Director IBpp 13505 226 34)^ 

Fiche 50-363,02/06/0419206150319 


8206090153 Generic Ltr B2-I1 to a I I LWR reactor plant licensees 6 
applicants re transmittal of NURE5-0916 relative to 
restart of RE Oinna Kept documents findings re cause of 
event W/o enc 1 

EISENHUT.OG Division of Licensing 02/06/09 NAUSFOflO. A 
Consolidated Edison Co of New York OPREArO W Houston Lighting }< 

Power Co UHRIOrR E Florida Power 4 Light Co 13pp 1395/ 349 

Z4X Fiche 5O-0DD 02/06/09,8206090193 


9206220034 Forwards request for addl info to complete review of fit032/, 
620116 t 0513 requests for relief from AShE Code Section XI 
requirements re Inservice testing program Meeting scheduled 
for 020619 to resolve issues 

VA5SALL0, D 3 Operating Reactors Branch 2 62/06/10 MUSOLI*! U M 

tlorthern States Power Co 6pp 10584 318 247 

Fiche 50-263. 02/06/10,6206220024 


83O6SS0S05 Submits revised plans 1* schedule for completing NURE<» DV!)?, 
Item 110 4, “Training to Mitigate Core Damage “ Required 
training will be completed by 830001 

MDSDLF. D Northern States Power Co 82/06/16 Office of Huclcai 
Reactor Regulation, Director 3pp 13613 091 24X 

Fiche 90-263 . 82/06/16,020625023 5 


Q Inspection reports, IE Rulletins & correspondence 


8202040 1 47 IE Info Notice 82-15, “Notification of NRC ■' Sve list end 
DEVDUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/05/28 I07pp 13436 095 24X 

Fiche 50-000,03/03/28,0302040147 


8204210378 IE Info Notice 83-16, "HPCI/RCIC High Steam Flow Seipointo " 
Sve list end 

JORDAN, E L Division of Engineering & Quality Aecurance BZ/ObJPfi 
103pp 13440 264 24X Fiche 30-000,08/05/28,0204210378 


8204210380 IE Bulletin 82-02, “Degra-datinn of T/ireaded Fasteners in 
Reactar Coolant Pressure Boundary of PI4R Plants ” 

Sve list end 

DEYOLlNO, R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 JOBpp 13527 IBO 34X 

Fiche 90-000. 82/06/02, 82042 10380 


8306070733 Act receipt of 82051B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-263/81-26 
KEPPLER,^; 6 Region 3, Office of Director 82/06/03 OILBER1&. D f 

Northern States Power Co ]p 13307 075 34X 

Fiche 50-263, 82/06/03, 0206070733 


—8206070743 Responds to NRC 620420 ltr r* violations noted in IF- lisbp 
Kept 50-263/91-26 Corrective actions personnel will receive 
training by 920001 to assure proper implementation of work 
request authorization sys 

GILBERTS, D E Northern States Power Co 82/09/lfl KEPPUEH.J G 
Region 3, Office of Director 2pp 13387 076 24X 

Fiche 50-263,82/06/03.8206070733 


6206110190 Foripartfi response to NRC 02OSO4 request for actions token is, 
response to items in App A of emergency preparedness 
apprai sal 

GILBERTS, DE Northern States Power Cd 82/06/03 KEPPLER, *1 G 
Region 3, Office of Director 3pp 13466 329 24X 

Fiche 50-263, 02/06/03, 020 61101 90 


02^4210383 IE Into Notice 8r-’7, Overp ressur i lat ion of RC5 “ Svt 1,'i 
enc t 

JORDAN. F L Division of Engineering Quality Assurance 02/fi.'j/Jj 
I06pp 13675 2’yQ 241^ f='irhe 50-000- 0?/O6/ 1 1. 020421 03S3 


0204210384 IE Info Notice 02"18, "Assessment of Intakes of Rad i o.jt 1 1 ,-0 
fla fc I by Loriere " Svl lls^ end 

CEVaUNG, R C Director's Office, Office of Inspection ana 

Enforcement 02/06/11 I20pp 136/5 10*? 24/ 

Fiche 50-000, 02 / 06 /! 1 . 0204210304 


*= Periodic operef-ing reports /< related correspondOTice 


e"^6l50275 FDr.,irds monthly operating t ept for May 19B2 

nUSDLF D tJurtheir Stetes Power Co 02/06/10 Director s IHfitc, 
Office of Irepgftion and Enforcement lp 13495 338 247 

Fiche 50-26 J 02/06/10.0206150275 


— 6206150373 t'onthly opera*-lf>g rept for May 1932 

MTRAaOi A L Northern States Power Co 02,06/03 4pp 11401/ <37 

24 K Fiche 50 261-82 06/ !0, 02061 


j Reportable r ccut r ences- LERs I, related correspondence 


0^-6020 757 forwards updated LER 02-004/011-1 

MA»£R L 0 Northern States Power Co 02/05/20 Region 3, tifiiri 

of Directer ip lllSO 205 24X Fiche 50-263, 02/05/20- Q2060l’<)- 3' •/ 


--920602036-4 Updated LCR 112-004/01T-1 on 0204 i 0, i nboard f* oubbon^d 
lB“inch dyrweli van! val.es failed to close upon hand switch 
activation Probably caused by solenoids being mounted 
horizontally t residual core magnetism Solenoids replaced 
WOJCHOUSKI , A V Northern States Power Co 82/05/20 Region 3, 

Office of Director Ip 13320 206 24X Fiche 50-263,82/09/20. 

B206020397 

8206100111 RO III on 010224, fai lure of discharge valve on instrumeiil A 
SVC air compressor resulted in loss of instrument air sys 
pressure causing plant sciam Failed check valve replaced 
w/slmilar unit 

MUSOLF, D Mo r them States Power Co 82/06/02 Region 3, (JUicr 
of Director Spp 13449 149 24X Fiche 50-263,92/06/02.0206100111 


B2061501Q2 F-oruards LER 92 006/Q3L-0 

MUSOLF. D Northern States Power Co 02/06/03 Region 3, Office 
of Director Ip 13503 337 24X Fi che 50-263. 82/06/03, 8206 1 1*01 H2: 


— 0206150167 LER B2-006/03L-0 on 020504, during normal oporat ion. 1 pa k 
discovered in 11 RHR MX Caused by HX gasket leak Head cover 
flange seal welded to floating tube sheet HX control valves 
repaired llanu^acturar proposed new cover design 

CARPENTER, G L Northern States Power Lo 82/06/03 Regmn J, 

Office of Director lp 13503 338 24X Fiche 50-263, 82/06/03, 

8206150182 


DOCKET 90-264 DOH CHEMICAL CO 


J Insurance L indemnity information 


0206170069 Forwards Endorsement 46 ho NELIA Polity NF-160 

COALHELL.r N Dow Chemical Co 82/06/10 SALTZMAN, J D Anbitrii&l 
Division 2pp 13529 296 94X Fiche 50-264, 82/06/10. 0206170069 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F Security, (nedical, emergency 6 fire protection plans 


8206150016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace in 
plume ftathway around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON. J M Division of Rules and Records 82/04/21 WADE,,/ 
Public Interest Research Group, New York 7pp 13524 OlO 04X 
Fiche 50-000,82/04/31,8206150016 


— 8306190023 Updates delivery schedule for siren shipments to facilltsij. 
ANDERSDN.W E Federal Signal Corp 82/01/20 CANNON, P 
Affiliation Unknown Spp i3S?4 234 24X Fiche SO-OOO, 82/04 /L'i . 

92061 900 16 


B206090002 Responds to FOIA request for documents re Commission 
decision to eitend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records S2/0S/H REYNClLDS, H ti 
DebevotSB Liberman 3pp 13494 003 24X Fiche 90-000,82/05/11. 

8206090002 
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-'G20609C03'3 Forwards updated info re prompt notification 8« warning sys 
far Region 3 licrnsceB 

PAPERIELLO, C J Emergency Preparedness Program Support Orancii 
81/12/01 RAIlOSi S L Emergency Preparedness & Program Support 
Branch 4p p 13^94 128 24X Ficbe^ 30-000.82/05/11,0206090002 


— 8206230032 Forwards public version of 
plan telephone directory 
KQDREiR D Commonwealth Edison Co 
No Detailed Affiliation Given Ip 
Fiche 90-000. 02/06/ 1 7. 820623002 1 


generating stations emergency 

82/06/04 DENTON. H R NRC - 
13594 074 24 X 


--8203110477 Forwards update on prompt notification it warning sys for 
Region 3 licensees FEMA estimates approx 69'/C of reviews of 
proposed sys now complete 

HIND, J A Division of Emergency Preparedness ?« Operational 
Support 82/01/03 GRIME3.0 K Division of Emergency 

Preparedness 4pp 13454 133 24X Fiche 50'-000. 82/05/1 1 , 

8206070002 


-~e?06090073 Forwards monthly status rept re prompt notification sgs .it 
facilities Commi tmenig made by licensees to ensure 
deficiencies are corrected by 820601 

HIND, J A Division of Emergency Preparedness 2< Operational 
Support 82/02/17 GRIMES. D Division of Emergency Preparedness 
3pp 13454 190 Z4X Fiche 50-000.02/03/11.8206090002 


G206020179 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division Of Rules and Records 02/05/29 Document 

Management Branch Ip 13340 1 50 54X Fiche 30-254,02/05/23. 

8206020179 


— BS0602018B Forwards public version of revised emergency plan 
implementing procedures. inc lud ing Procedures QEP 160-0 re 
rad/chem director. QER 440-0 re communication sys & QEP 440-1 
re emergency communication facilities 

KoyACK.T J . GERNER.L F Commonwealth Edison Co 82/04/27 

DENTON. K R NRC - No Detailed Affiliation Given 3pp 13340 J51 

24X Fiche 50-254.82/05/25.8206020179 


--9206020193 Public version of revised emergency plan Implementing 
procedures, includ Ing Procedure QEP 100-0 re rad/chem 
director. QEP 440-0 re communication sys Sc QEP 440-1 re 
emergency communication facilities 

* Commonwealth Edison Co 82/04/27 lipp 13340 194 24X 

Fiche 30-254, B2/05/25. 8206020 1 79 


6206030253 Advises that annex changes for all App C items should be 
submitted by 820731 Response to Generic Ltr 82-05 provided 
status of App D items Response to Generic Ltr 82-10 luill 
discuss NllREG-0737 status re emergency response facilities 
RAUSCH. T J Commonwealth Edison Co 02/03/26 KEPPLER. J 0 Repion 
3. Office of Director 6pp 13420 166 24X Fiche 50-000.82/05/26, 

8206080293 


8206070809 Informs that deficiencies identified during initial testing 
of prompt public notification sys for facilities documented 
in util 820216 ]tr have been corrected prior to 820601 
DELGEORCE.LO Commonwealth Edison Co 82/09/28 KEPPLER* J G 
Region 3, Office of Director 2pp 13389 U5 24X 
Fiche 30-000.82/05/20,0206070009 


S206140321 Advises that Revision 10 to Quad Cities Station security 
plan 5i Revision 11 to Dresden Nuclear Power Station security 
plan transmitted by util 0iO6iO & 1027 Itrsi respectively, 
co-nsisient w/provislons of 10CFR90 54(p} tc approved, 

VASSALLO. D B Operating Reactors Branch 2 82/06/01 DELGEDRGE. L 

Commonwealth Edison Co 3pp 13909 042 24X Fiche 50-000.02/06/01, 

B2061403S1 


8206I502B3 Acli receipt of util B20S25 response to 020202 confirmation 
of action ltr re emergency preparedness appraisal Util 
actions meet commitments for planned action 

PAPFRlELLOiC J Division of Emergency Preparedness S( Operational 
Support 02/06/10 REED.C Commonwealth Edison Co Ip, 

13506 192 24X Fiche 50- 254.02/06/10,02061 90203 


— 8206230037 Public version of generating stations emergency plan 
telephone directory 

* Commonwealth Edison Co 82/05/20 40pp 13594 076 24K 

Fiche 90-000.82/06/17.8206230021 


0206240425 Application for amend to Licenses DPR-19. DPn-2 3. DPR-29 if 
DPR-30 changing Tech Specs to clarify licensee 
responsibilities & actions necessary to protect public 
health *c safety during emergency 

RAUSCH. T J Commonwealth Edison Co 82/06/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 13600 313 24X 

Fiche 50-000. 02/06/17, 8206240425 


8206240032 Releases public version of generating stations emergency 
plan telephone directory 

FELTON, J M Division of Rules and Records 82/06/10 Document 
Management Branch Ip 13617 336 24X Fiche 50-000.82/06/18. 

8306240032 


— 8206240049 Public version of generating stations emergency plan 
telephone directory 

* Commonwealth Edison Co 82/05/28 41pp 13617 337 24X 

Fiche 50-000. 02/06/ iS. 8206240032 


8306240112 Releases public version of revised emergency plan 
implementing procedures 

FELTQNi J M Division of Rules and Records 82/06/10 Document 
Management Branch Ip 13620 029 24X Fiche 50-254.82/06/18. 

8206240112 


— 8206240121 Forwards public version of Revision 7 to Emergency Plan 
Implementing Procedure QEP llO-I. '^Station Director 
Implementing Procedure" 6 Revtslon 4 to QEP 340-1, 

^'Operation During Earthquake Conditions " 

* Commonwealth Edition Co 82/05/18 DENTON. H R NRC - No 
Detailed Affiliation Given ip 13620 033 34X 

Fiche 50-254,82/06/10.8206240112 


— 8206240128 Public version of Revision 7 to Emergency Plan Implementing 
Procedure QEP llO-'l. ^'Station Director Implementing 
Procedure" & Revision 4 to QEP 340-1. "Operation During 
Earthquake Conditions " 

e Commonwealth Edison Co 02/05/18 lOpp 13620 033 24X 

Fiche 50-254.82/06/10. 0206240 li 2 


8206300077 Releases public version of revisions to emergency plan 
Implementing procedures 

FELTQNi J M Division of Rules and Records 02/06/22 Document 
Management Branch Ip 13604 074 24X FI che* 50-294. 82/06/22. 

8206300077 


— 8206300001 Forwards public version of Revision 8 to Emorgency Plan 
Implementing Procedure QEP 440-0 re communications sys h 
Revtslon 6 to QEP 440-1 re emergency communication 
facilities Receipt form end 

e Commonwealth Edison Co 02/05/26 DENTON, M R, NRC - No 
Detailed Affiliation Given Ip I36B4 075 24X 

Fiche 30-254.82/06/22,8206300077 


— 0206300083 Public version of Revision 8 to Emergency Plan Implementinp 
Procedure QEP 440-0 re communications sys Sf Revision 8 to 
QEP 440-1 re emergency communication facilities 
« Commonwealth Edison Co 02/05/26 7pp 13604*076 24X 

Fiche 50-294.82/06/22.8206300077 


—0206150292 Responds to NRC 020202 confirmation of action ltr re IE 
Emergency Preparedness Appraisal Repts 50-254/02-02 i 
50-26S/B2-02 Corrective actions first ai d /decontamination 
facility renovated 

RAUSCH. T J Commonwealth Edison Co 82/09/25 KEPPLER, U G 
Region 3. Office of Director 2pp 13506 193 24X 

Fiche 50-254,82/06/10,8206150283 


8306240332 Forwards Revision 3 to Procedure 0291A, "Heteorolttg i cal 
Moni tor i ng. Of f site Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" Revision 4 
to OA program for meteorological monitoring programs 
SCHROEDER.C N Commonwea 1 th Edison Co 82/06/16 DENTON# H R 

□ffice of Nuclear Reactor Regulation, Director Ip 13600*315 24X 

FI e h 0 90-000. 02/06/16. 8206240332 


0206230021 Releases public version of generating stations emergency 
plan telephone directory 

FELTON. J M Division of Rules and Records, 82/06/17 Document 
Management Branch ip 13594,073 24X Fiche 50-000.82/06/17, 

8206230021 


8206300112 Releases public version of revised generating station 
emergency plan environ director emergency plan implementing 
procedures 

FELTON. U M Division of Rules and Records 02/06/23 Document 
Management Branch Ip 13695 00 1 24X Fiche 50-000.82/06/23, 

8206300112 


— 02O63OD121 Forwards public version of revised generating station 
emergency plan environ director emergency plan Implementing 
procedures. Inc luding Revision 2 to Procedure En-3 re demand 
polling of meteorological data 

CICHY.G Commonwealth Edison Co B2/O6/O0 Director's Office, 
Office of Inspection and Enforcement 2pp 13695 002 24X 

FUhe 90-000,02/06/23,0206300112 


— 0206300125 Public version of revised generating station emargenty pU 
environ director emergency plan implementing procedu-res, 
including Revision 2 to Procedure ED-3 re demand polling of 
meteorological data 

U1TER8KI.L A Commonwealth Edison Co 02/06/02 1 Ipp 

13699 004 24X Plche 90-000,82/06/23.8206300112 
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0 Ad j-ud icatori; carrespc'ide nee 


92Q&010336 Motice of appearance in proreedmq Motice of change ol 
husines'S addr asti h CertificatP of S^c ^ncl 

RjTZGiBJiOHS* r< Comron-dealth Edifitin Cq BP/05/S4 app 1330J JUJ 
Fiche SO- OOO. G2/'05-'2^. 0206010336 


P Operating Ucenie gtage dotunents *' c err es ponif price 


3206230071 Addl response to FDIA request for eight categories of 
(jticuJTients Pariijards docunents listed m Ap p A Oocu'^ents 
listed in App B available in PDR Confidential Pvn*incial 
info delotad 

FELTOMiJ M Division of Roles and Records 02/05/12 HCflURItAVpt M 
Kirkpa tr ir k . Lockharts MiSlj Christopher fc Phillips 2tJpp 
i3b3B €55 24X Fiche 50-000.32/05/12.6206260071 


— 3103020313 Updates B01222 nemo re decisions for degraded corlint' 
rulemaking Steering group to issue justification for 
ruleaakiTig activity tn advance of aoreement on quantitative 
safety goal Eianples of valve misop rratian provided 
MEDEIROS. M S Reactor Systems Standards Branch 81/02/02 

ARL.OTTD. 0 A Division of Engineering Standards 20pp 136’iE< J 0,^ 

E4X FI Che 50-000.03/05/12.8206200071 


a30&0403*?3 Forii;ard'i Amends 72.64 . 77 %> 71 to Licenses DPR-19.DPR .'5, 
DP-R-&9 tt DPR-3O1 respectively, sa fety evaluation 4* notice of 
issuance t. availability Amends change App A Tech Specs re 
under vol tage protection 

CftUTGHFlELO. D Operating Reactors Branch 5 B2/05/I9 DELSLOROl . I 

Cammonujsal th Edison Co 4pp 13355 001 24X Fiche SO-000. 

Ba/05/19, SS06040392 


--9306040396 Amends 72.64.7? 8« 71 to Licenses DPR- 1 9. DPR -25, DPR '?9 t 
CPR-30, respectively p changing App A Tech Specs re 
undervoltage protection 

CRUTCHFIELD, D Operating Reactors Branch 3 93/03/19 4lpp 

13355 005 24X Ftche 50-000,62/05/19.9206040392 


PJO610O214 F.^ru*ards requested iTifo re implernentotian status of 
hiURtO 07^7 itens per G9»»eriL L tr 02 - 1 P 

SUARTZ.E D CortiT.on Raltr, EiJison Co 62/06/04 FISFNHUT. D C 
Di^'ision of Licensing ?Orp i3l5j 214 24X Fivhe 50-000. 8 rj/'iii / 0*1 , 

0206 1 0021 1 


0=.O616O222 Forwards Re/i=iori 21 to Qn Ft ogram. Top 1 ca 1 Rcpt CE-l-A 

SlJARTZrF D Cumiipn jralth Edison Co 62/06/07 HAABS. U P ilUfjlitu 
Assurance Branch Ip 13522 02' 24X Fit be 50-000.83/06/0''. 

6206 Id 0222 


62061602 36 Fe/ised pages to CE-l-A Revision 21. ’’OA 1 up ice I 
* Cannu)nujG3 1 th Edison Cq CE-l-A R21 ERR 82'06,06 20p i 

13522 029 24V Fiche 50-000 62/06 ' 07. n306l60r'.’2 


920/090 IS"! Generic Ltr QO-lt to all I WR reactor plant liceriseos f. 
applicants re tr<sn5tni t^nl of NL'REO-O9l6 relative tt) 
restart r>t RE Glnna Peff documenrs findintjs re causT' r»f 
/^ent W/n eni I 

EISENHUT, D G Dlvl<^ion nf Licensing 82/06/09 HAOaPlJRU.A 
Consol 1 dof-ed Edison Co of Meu Vork CROUSE. R Tiledo Edison On 
OAVlDSOfJ. D R Cleveland Clecftic lHusjinating (0 i3pp 1 3'j^7 I'V. 
24> r'fhe 50-O00. 82^00 '03 820609015'} 


0206170335 Responds to request for submittal of mod of proposed lech 
Spec changes reflecting current organi laticinal structure 
h titles at facilities Revised submittal eipccted by Oul 
1902 

RAUSCH. T j ComironuTBalfh Edison Co 82/06/09 VASGauLQ. I) R 
Operating Reavtors Qrancti 2 Ip 13531 015 SAX 
Fjthe SO-OOO, 02/0ft/09 P20A170315 


R206310015 Fpru^rds A>hcnds 79 S< 73 to Licenses DPR -29 ti DPR-30 
respect ively. safety eva) u ation. ElA % notice of issuance 
4( availabiltty Amends allou) increase in spent fuel storage 
capacity from 2,920 to 7 604 assemblies 

SEVAN, R Operating Reactors Branch ? B2/06/09 PELOEOROE, U 

Commonueijth Edison Co ?pp 1350J 017 24X Pjche 50-294.88/06/0'/. 

8206210015 


—0206040402 Safety evaluation supporting Amends 72,64,77 8c 7t tn 
Licenses OPR-19, DPR-25. DPR-a9 V DPR-30, respec tive ly 
» Office of Nuclear Reactor Regulation. Director B2/05/19 ,#pp 
13355 047 24X Fiche 50-000,82/05/19,8206040392 


—8206040405 Notice of issuance availability of Amends 72.64,77 t. 7i tu 
Licenses DPR-19, DPR-25, DPR-a9 & DPR-30. respective ly 
CnUTCHFlELD, D Operating Reactors Branch 5 02/05/19 2pp 

13355 €73 a4X Fiche 50-000.82/05/19,8206040392 


6206070151 Forwards revised Tech Spec pages transmitted in Amend*. 76 6 
70 to Licenses DPfl-a9 & DPR-aO, respec tl vely Revised pages 
irclude all approved surveillance requlpements for 
safetg-'relate d hydraulic ^ mechanical snubbers 

VASSALLQ, D B Operating Reactors Branch 2 fi2/&S/19 DELGEORGC, I 

Commonwealth Edison Co Spp 13427 025 24X Ficbe 50-254,02/05/1'/, 

8206070151 


--8206070156 Revised Tech Specs 3/4 6 re surveillance requirements fax 
saf ety-reVated hydraulic & mechanical snubbers 
a NRC - No Detailed Affiliation Given 02/09/19 3pp 
13427 027 Z4X Fiche 50-254,02/05/19,8306070151 


8206020374 Forwards addl info In response to NUREO-0737, Item II Ji 3 1/ 
re ECC5 aufcege rsptsrper 820317 req.uest 

SVfARTZjE D Commonwealth Edison Co 02/09/20 EISENHUT, D 0 
Division of Licensing 38pp 13320 207 24X Fiche SO -000, 03/09 /SO, 

8206020374 


— 9206210010 Amends 79 t- 73 to Licenses DPR-29 LPR-30, 1 esptjc t »'/i. In, 
revising Terh Specs to allow for increase in spent fuel 
storage capacity from S. 920 to 7.694 assembling 

NOVAK, T H Assistant Director for Operating Reactors 02/06/C/V 
8pp 13583 019 24X Fiche 50-294. 02/06/ 09. 0206210015 


— 6206210021 Safety evaluation supporting Amends 79 t« 73 to Uicensai 
OPR-29 t« OPR-OO. respect ivelg 

a Office of Nuclear Reactor Regulation, Director 02/06/09 
lOpp 135B3 027 24X Fiche 50-254.82/06/09,0206210015 


—9206210023 EIA supporting Amends 79 t 73 to Licenses DPR-29 lipn- 'liJ. 
respectively 

» Operating Reactors Oranch 2 BS/04/09 I8pp 13303 04 0 ill) 

Fiche 50 254,82/06/09,6206210015 


— 6206210025 Notice of issuance 4 availability of Amends 79 1< 73 iu 
Licenses DPR-29 6c DPR-30, respective 1 y 

VAS8ALL0, D p Operating Reactors Branch 2 82/06/09 2p p 

13503 063 24X Fiche 50-254,62/06/09,8506810015 


8206240356 Forwards safety evaluation approving 810701 & 1207 pT’iipoirrt 
method for implementing guidance of NUREO-0737, 1 tem 
If K 3 15, ^'Isolation of HPCI 6 Reactor Core Isolation 
Cooling ” Proposed method acceptable 

CRUTCHP lELD. D Operating Reactors Branch 5 02/06/15 BELOLtlUGL.I 

Comraoiiuealth Edison Co 4pp 13596 066 24X Fiche 50-000. 

82/06/15,8306240356 


B206020394 Application to amend Licenses DPR-29 DPIl~30. allowing 
continued operation of both units using cross-tie line until 
3S0701, while mod to Unit 1 loop A sve water line is being 
campi«t«d 

RAUSCH, T J Commonwealth Edison Co, 82/05/20 DENtoN,HR Offirr 
o# Nuclear Reactor Regulation. Director 2pp 13326 002 24X 

F 1 « 6 * 50--254, 02/03/20, 8306020094 


0206240425 Application for amend to Licenses DPR -19. DPR-P5, DP^R-H:'/ *< 
DPR-30 chongmg Tech Specs to clarify licensee 
responsibilities actions necessary to protect public 
health safety during emergency 

RAUS-CH, T J Commonwealth Edison Co 82/06/17 DENTON, H R ClPfJtn 
of Nuclear Reactor Regulation, Director 2pp 13600 313 P4X 
fiche 50-000, 82/06/17. 8206240425 


— 0206020404 Proposed amend to Tech Bpeep for DPR-a9 & DP0-3O, a Howin 
continued operation of units using cross-tic Une until 
820701, while mod to Unit 1 loop A sve water line ts beina 
completed 

« Coovnonwialth Edison Co 82/05/20, 6pp. 13326^004 24X 

Fiche 50-254, 62/03/20, 6806020394 


8206070330 Eubmlti correction factors madifying Instrument readings 
to w/actual radiation levels Inside containment 

Iii II F i 3 Procedures wUl not be submitted 

at this time, but arc available for onsite review 
8NARTZ,E,0 Commanuealth Edison Co 82/06/0! EISENHUT, D 0 
8206070330^ Licensing Spp 13363 037 24X Flcha 50-000,62/06/01, 


Q Inspection reports, IE Bulletins correspondence 


8206020493 Forwards info re IE Bulletin 79-14, ’’Seismic Analusio ftji 
As-0uilt Safety-Related Piping Bye” IE Insp ftepte 
50-237/62-01, 50-249/82-01.50-254/62-01 8, 50-265/82-01, 
discussed during 620520 meeting 

STIEDE, W L Commonwealth Edison Co 82/05/24 KEPPLER, J Q 

3. Office of Director I4pp 13325 001 24X Fi e he- 50-000, arj/O’i/rJA, 

6206020493 
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' 3 ^Oi 3 r) 704 B 7 SubnitB monthlg sfjttjj rept oP evc^ Iu<itions peTformeri »Ti 
to lE Qulletin 79-141 'Soismic An.jlgot'i Pur 
As-Coilt G^Pe ty-Rp 1 3 ted FMpinQ Sys " No chcsnop^ since last 
^tatirs re*pt 

RAUECNi T J Canmonujoa I +-h Edison Co GS/OS/St KEPPLER* J G RejjJnn 
3, Office of Director Ip 13374 326 247 Filhe 50-000. Q2/0S/n6. 

e2060704B7 


0202040147 It InpQ Notice 02-15. ''Notification of NRC " Svc list enr 1 
DEVOUflGi R C Director's Officer Office of Irispcction and 

EnForce.iront 02/05/28 I07pp 1342* 095 24X 

Flche 50-000.82/05/28.0202040147 


''i2,}42l037a It Info Notice 02-1*. '’HPCI/RCIC High Steim Flow SetpointF " 
S/c list end 

JORDAN. E L Division of Engineering t Quality Afisuranco 02/05/20 
J03PP 13440 ?*4 24/ Fiche 50-000.92/05/28.9204210370 


0204210390 IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolanf Pressure Poundary or PNR F^lanto " 

S^c list enc 1 

DEi^OUNO. R c Director's Office. Office of Inspection and 

Enforcement 92/06/ 02 lOGpp 13527 150 24X 

Fiche 50“000, 82/06/02. 6204310390 


0206150263 Ack receipt of uiji 020525 response to 820202 conf iriDut ion 
af action itr re emergency prepaiedness appraisal Util 
actions meet commitments for planned action 

PAPEFriELLQ. r J Division of Emergency Preparedness tt Operatiniuil 
Support 02/06/10 REED.C Commonwealth Edison Co Ip 
I3S06 592 24X Fiche 50-554.02/06/10.0206150283 


*-0206150292 Responds to NHC 020202 confirmation of action Itr re It, 
Emergency Preparedne ss Appraisal Repts 30-254/02-02 4. 
50-265/02-02 Corrective actions first a\d /decontamlna tlon 
facility renovated 

RAUSCN. T 0 Commomi/eslth Edison Co 02/Ob/S5 KCPPLER. J 0 
Region 3. Office of Director 2pp 13506 193 24X 

Fichfl 50-254.82/06/10.0306150203 


0204210303 l£ Info Notice 02-17. "Overp ressur i zotion of RCS " Bvt list 
enc 1 

JORDAN. E L Division of Engineering & Quality Assurance 82/06/11 
I06pf 13675 258 24 X Fiche 50-000.82/06/1110204210383 


0204210394 IE Info Notice 82-10. “Assessment of Intakes of Radioactive 
f1atl by Workers “ Svc list end 

DEYOUNSjR C Director's Office. Office of Inspection and 

Enforcement 92/06/11 I20pp 13675 189 24X 

Fiche 30-000.02/06/11.0204210394 


0206220136 Forwards addl info re insarvice insp program. per NRC 020415 
request Also forwards "Dasia for Design of Dryuiell 
Containment Oessel Penetrations " 

RAUSCH. r J Commonwealth Edison Co 02^06/15 OA88AUL0. D D 
Operating Reactors Drench 2 9pp 13571 334 24X 

Fiche 50-254.82/06/15.9206220136 


B206S20146 Design Spec. “Oasis for Design of Drywall Containmont 
Uessel Penetration •' 

KEEVER.R E . PASHOB. T J , NAYMARK. S General Electric Co 
79/02/18 4pp 13571 343 24X FI che' 50-254. 02/06/15. 8206220136 


B2062S0377 Responds to IE Bulletin 91-01 . Revi sion 1. "Surveillance of 
Mechanical Snubbers " Mechanical Snubber 23 In Dresden 
reactor cleanup sys found inoperable & replaced Quad Cities 
snubbers will be tested per neui Tech Spec requirements 
SWARTZ. E D Commonwealth Edison Co 82/06/15 KEPPUER. J 0 Kepicui 
3. Office of Director 4pp 13581 316 24X Fiche 90-000. 02/06/1 5, 

8206230377 


0206250195 Ac k receipt of 020527 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-254/02-07 
50-265/B2-07 Violation withdrawn 

LITTLE. WS Region 3. Office of Director 02/06/22 REED.C 
Commonwealth Edison Co Ip 13613 264 24X Fiche 50-254.82/06/22. 

0206230195 


— BSO625O190 Responds to NRC 020415 Hr re violations noted in !b Insp 
Repts 50-254/02-07 it 50-265/82-07 Disputes noncotfip i iance 
ANSI Nia 7-1972 implemented at time of Insp 

DELGEDROE.L 0 Commonwealth Edison Co 82/05/27 KEPPLER.J Q 
Region 3. Office of Director 5pp 13613 265 24X 

Fiche 50-254. 82/06/22. B206250 195 


R Periodic operating reports Si related correspondence 


8306170192 Forwards monthly operating repts for May 1982 

KALIVTANAKIS. N Commonwealth Edison Co 02/06/01 Directoi 's 
Office. Office of Inspection and Enforcement Ip 13534 276 84X 

Fiche 50-254.82/06/01.8206170192 


— 0206170195 Monthly operating ropts for May 1902 

WE INFUR TER. E Commonwealth Edison Co 02/06/04 23pp 

13534 277 24X Fiche 50-254.82/06/01,8206170192 


0206210534 Forwards list of changes, tes ts experiments completed 
during May 1982 Supports designed *. soft seated check valve 
installed in response to IE Qiilletin 00-11 

KALIVIANAKIS. N Commonwealth Edison Co 82/06/01 CASE. E 0 
Office of Nuclear Reactor Regulation. Director 3pp 13567 007 
24X Fiche 50-254.02/06/01,9306210934 


S Reportable occurrences, LERs h related coi respondenc e 


8206170165 Forwards LER 02-OO6/O3L-O 

KALlVlAfWKiS. N Commonwealth Edison Co 02/06/01 KEPPLER, J 0 
Region 3. Office of Director Ip 13534 226 24X 

Fiche 50-265,02/06/01.0206170165 


—0206170174 LER a2-006/03L-0 on S20514. during monthly testinfl of 
suppression chamber to drywell vacuum breakers, valve 
A0-2-1601-32C opened but failed to close Caused by 
improperly positioned counterweight 

KAEPPLE.F Commonwealth Edison Co 82/06/01 Region 3. Office 
of Director 3pp 13534 327 24X Fiche 50-265.82/06/01. 

0206170165 


0206170355 Forwards LER 82-007/03L-0 

KALIVIANAKIB. N Commonwealth Edison Co 82/06/03 KEPPLER. J G 
Region 3. Office of Director ip 13531 141 24X 

Fiche 90-265.82/06/03.8206170355 


0206170363 LER a2-007/03L-0 on 820515, during testing.- olectromatic 
relief valve 2-203-aC remote manual conti ol switch failed to 
consistently open relief valve Caused by loose wire Control 
switch wires tightened 

IQENrC Commonwealth Edison Co 02/06/03 Region 3. Office of 
Director 3pp 13531 142 24X Fiche 50-265,62/06/03.0206170255 


8206210350 Forwards LER 02-OO9/O3L-O 

KALIVIANAKIS. N Commonwealth Edison Co 02/06/09 KEPPLER.J 
Region 3. Office of Director Ip 13558 iOO 24X 
Fiche 50-265.02/06/09.9206210350 


—0206210357 LER 62-009/03L-0 on 020515. during maint outage, acoustic 
monitors for electromatic relief valves 2-203-34.30 l< 3C 
failed to give open indication when valves were opened 8i 
thermocouple type position sensor 2-203-3B was out of svc 
8QDEN.R Commonwealth Edison Co 62/06/0? Region 3. Office of 
Director 3pp 1355B 101 S4X Fiche 50-265.82/06/09.8206210390 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency C< fire protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/09/11 REYNOLDS. N 9, 
Dobevoise & Liberman 3pp 13454 003 24X Fiche 90-000,02/05/11, 

8206090002 


—8206090033 Forwards updated info re prompt notification It warning sys 
for Region 3 licensees 

PAPERIELLO. C J, Emergency Preparedness & Program Support Branch 
01/12/01 RAMOS. S L Emergency Preparedness C< Program Support 
Branch 4pp 13454 128 24X Fiche 50-000.03/09/11.0206090002 


— 9203110477 Forwards update on prompt notification it warning sys for 
Region 3 licensees FENA estimates approx 65'/. of reviews of 
proposed sys now complete 

HIND. J A Division of Emergency Preparedness it Operational 
Support 02/01/03 GRIMES, D K Division of Emergency 

Pieparedness 4pp 13454 133 24X FUho 50-000,02/05/11. 

0206090002 


—9206090073 Forwards monthly status rept re prompt noti f Icatiori sys at 
facilities Commitments made by licensees to ensure 
deficlencios are corrected by 820601, 

KIND, J A Division of Emergency Preparedness It Operational 
Support 02/02/17 GRIMES, 8 Division of Emergency Preparedness 
3pp 13454,190 24X Fiche 50-000, 02/05/11. 8206090002, 


8206020400 Confirms JA pagllaro |< JE Knorr telcon fixing 820604 os due 
date for installation of upgraded meteorological monitoring 
sys lifg It cal itr problems w/telemetry equipment have caused 
delay 

FAY.C W Wisconsin Electric Power Co 82/05/17 KEPPLER.J 0 
Region 3, Office of Director Ip 13326 245 24X 

Fiche 30-266. 02/05/17, 9206020400 
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8206020159 Releases public version of revised amerflency plan 
imp iemant irtg procedures 

FeL.T0^l^vl M Division of Rules and Records 09/05/23 Document 

M«tiagenient Branch Ip l3339 3A9 24X Fiche 50-266. 82/0 5 

8206020159 


— B206020169 Foru/avd-s public version of revised Emergency Plan 
Iffipl e/nentmg Procedures EPIP I I re initial classification. 
EPlP I 3 rc estimation of source term 6 EPIP 1 4 rc 
radiological dose .evaluatian 

FAYi C W Wisconsin electric Power Co B2/05/04 DENTQW. H 1< 
Office of r4uclear Reactor Regulation. Director C1_6 RKj R A 
Operating Reactors flraneb 3 3pp 13339 350 24X 

Fiche 50-'266, 82/05/25; 8206020159 


— B20 6020174 Public version of revised emergencu plan implementing 
procedures/ includi.ng Procedures EPl^ lire initial 
c lass i f Icat ion/ EPtP 1 3 re estimation of source term ?t 
EPiP 1 4 re radiological dose evaluation 

Wisconsin Electric Pouer Co 62/04/30 lOOpp 13339 353 
riche 50-266,82/05/25.8206020159 


8206140203 Releases public version of revised emergency plan 

implementing pTatedures 

r£LTDN. J M Division of Rules and Records 62/06/09 Document 

Management Branch Ip 13508 00 1 24X Fiche 50-266,03/06^08, 

0206140203 


*—8206140207 Forwards public version of revised emergency plan procrUui e’ 
8( forms* me ludirg Procerfures EPIP I 4 re radiological dose 
evaluation t EPJP I 0 re emergency offsite dose estimation 
Receipt form end 

FAV,A Wisconsin Electric Power Co B2/05/2Q DfiNTOW, H R 

Office of Nuclear Reactor Regulation, Director CLARK. R A 

Operating -Reactors Branch 3 3pp 13508 002 34SC 
riche 50-266. 02/06/09* 9206140283 


--8206140291 Public version of revised emergency plan imp I aipent tnq 
proc edur e s* t nc 1 ud ing Procedures EPlP-1 4, "Radiological 
Dose Evaluation" Revision 5 h EPIP-I 8; ’'Emergency Offsite 
Dose Efib ima ti ons, " Revision 1 

# Wisconsin Electric Power Co 62/05/20 35pp 1330S 004 24/ 

Fiche 50-26^, B2/06 /08, B2061 40283 


9206220440 Forwards IE Mgt Meet in® Repts 50-266/82-1 i h 50-301/82-11 
on S20506 No noncomp lianc e noted 

KEFPLER/ J 0 Region 3. Office of Director 02/06/08 0URSTEIN, S 
Wisconsin Electric Pauer Co 2pp 13580 027. 24X 

Fiche 50-266102/06/06.0206280440 


--02O622O452 IE Mgt Meeting Repts 50-266/82-U & 50-301/02-11 on SPObDA 
NO nancompl ianca noted Major areas discussed concerns re 
shift staffing ft augthentation findings resulting from 
aS0l04-15 f< 20 emergency preparedness appraisal 

PA<iLZAFa,J A i AXELSOW, W L , PAFERIELLO, C J Division of Emergency 
preparedness U Oparational Support 82/06/04 4pp 13560 027 
24X Fic6e 50-266.82/06/09.0206220440 


0 Ad judi catary correspondence 


9206070105 Memorandum t( order denying UI Environ Decade 820503 motion 
for rBConsid«ratiDn of portion of A5LB 6204 22 Memorandum & 

Order LBP-B2-33 Reasons stated in 820422 order remain valid 
BLOCH. P B Atomic Safety and Licensing Board Panel BS/D6/03 
Wlsconsin''s Environmental Decade Ip 12370 331 24X 

Fiche* 50-266 , 82/0 6/03, 8 206070 103 


6206100314 Sumrnariies 020601 telcon re scheduling natters Ltr to servn 
as minutes of telcon Schedule of proceeding adopted ae Jiet 
CHURCHILL. B W. Shaw, Pittman, Potts Trtjuibridga CHURCHitLrB W 
Hteconeln Electric Power Co 82/06/07 BLOCH, P. B Atomic Safety 
and Licensing Board Panels 7pp 13444 J69 24X 

Fiche 50-266. 82/06/07, 8206 100314 


Mestlngbouse 820609 request for eitension of 
e appeal from ASLil 021X527 
ime to appeal also extended 
Safety and Licensing Board Panel 82/06/10 
Corp gpp J3484 319 P4X 


\tr re LER 82-007 Issues 
mechanical 
'■w issues 

ChtORCHlLL B M 
I KLINE, J n , 
el 4pp 


8;?0o3l027? riemot^ndum *< ardei granting WI Environ Decade 020604 iit.iui.r 
^flques^ obtain infa about util 920416 LER 02-0v7 t ** leaks 
in cold 1 B .9 of two steam generator tubes Request rea'ionnbly 
related to adnit*'ed contentions 

DLOCH.P 6 Atomic Safety and Licensing DoaTfl Panel 02/06/10 
Wisconsin's En y 1 rorner^ a 1 Decade Jpp cil 6 <r4X 

Fiche S'"' 266.92/06/10 6206210372 


8206280153 Response objecting to WI Env^imi, D,«cade second set n f 
intar r oga tor 1 es *u request for production of documents le 
full-scale sleeving prigram Affidavit Certifictjte of Svr 
enc 1 

RIOOWAY, D A Wisconsin Electric Power Co HlDOWA'i'<0 A Shaw, 
Pittman. Pot+s tf Trowbridge 83/06/31 Wisconsin’s Enviro nfnent.j < 

Decade t6pp 13624 302 34X Fiche 50-266, 9^ '06/21, 8306200 I '-J 


8206200055 Lists errors in transcription of OA Rrrd '^707 18 nemo 1 u 
5 Burst^in 5- TR Wilson re neatmg w^Westiny house on steam 
generator tube plugging 5vc list end 

RIDSWAV.O A Shaw. Pl*tffian< Potts ?. Trowbridge 82/06/2S 

ANDERSON. P Wisconsin's Environmental Decade 2pp 13624 2 8A siA> 

FichP 50-266.03/06/32.0206260035 


H Genf*ral correspondence 


'"'2063 50397 Objects to licensee intention to replace two steam 
generators, per 020522 Itr.ui/o requesting license amend 
At'DEflSON,P Wisconsin's Environmental Decade 82/06/22 
DENTON, H R Office of NucHar Reactor Regulation, Director I'pp 
13613 015 24X Fiche 50-266,82/06/22.03062 50297 


j Insurance indemnity information 


8206040152 Forwards Endorsement 69 to NELlA Policy NF-W9 End or somrut 
36 to MAELy Policy ’lF-33 

DUNDAS.W vf Wisconsin Electric Power Ca 02/06/01 Antitruoi t< 
Ecoitomlc analysis Branch {Utility Finance} 3pp 13356 360 ^-'47 

Fiche 50-266.62/06/01.0206040152 


P Operating license stage documents ^ correspondence 


8204300003 Responds to FDIA request for five categories of docurhonbr 
rc Sept 1979 rept. "Recommendations of TMl-2 lE 
Investigation Team " Appro* 170 pages of matl being placed 
in PDR 

FELTON, g M Division of Rules and Records 02/04/02 WEISB.I U 
Union of Concerned Gc lent (sis Ip 12920 032 24X 

Fiche 50-000.02/04/02.8204300003 


G01118036Q Aclt receipt of 800930 memo re problem created when r O'-.ett in^i 
safety Injection could negate automatic actuation of other 
safety features NRC will require specific action steps to 
ensure proper safety function actuation 

HANAUER. S H Division of Human Factors Safety 80/11/05 
SCHROEDER.F Assistant Director for Oaneric Projects Ip 
13095 116 24X Fiche 50-000.82/04/20,8205130440 


0206200071 Addl response to FOIA request for eight categories of 
docu/nents Forwards documents listed in App A Documents 
listed in App B available in PDF Confident: ial financial 
info deleted 

FELTON. J M Division of Rules and Records 82/03/12 MCtIURnAV.O M 
Kiripalricij LoefAart. Htlli Christopher 6 Phillips 20pp 
13630 055 24X Fiche 50-000.82/05/18,8206280071 


— 8103020313 Updates 801222 memo re decisions far degraded caolirip 
rule<nalrlng Steering group to Issue justification for 
rulemaking activity in advance of agraement on quantitative 
safety goal Examples of valve mlsoperatlon provided 
MEDEIROB. M 8 Reactor Systems Standards Drench 01/02/02 

ARLOTTO, G A Division of Engineering Standards 20fip 13 630 J();j 

24X Fiche 50-000,62/03/12,8206280071 


0206080026 Foi wards Amends 59 64 to Licenses DPR-24 t DPR-27. 

respect ively, safety evaluation tt notice of issuance & 
availability Amends upgrade surveillance requirements for 
hydraulic snubbers it incorporate administrative changes 
COLBURN, T G Operating Reactors Dranch 3 82/03/25 FAY, C VI 

Wisconsin Electric Power Co 3pp 13441 103 24X 

Fiche 50-866.83/03/25,8206080026 


— 8206080029 Amends 59 t. 64 to Licenses DPR-24 DPR-27, respec t ivrly, 
upgrading surveillance requirements for hydraulic snubbers 
U making administrative changes 

CLARK, R A Operating Reactors Branch 3 82/05/25 lopo 

1344£ 100, 34X Fiche 50-266,82/03/25,8206080026 


— 8206000031 Safety evaluation supporting Amends 59 & 64 to Licence 
DPR-24 U DPR-27, respectively 

* Office of Nuclear Reactor Regulation. Director 8S/05/S3 
13441 Mb 24X Fiche 50-266,82/05/29,0206080026 
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— 8506030D35 Notice of issuance & ava 1 1 aii 1 1 it y of Acnends 59 <« 44 to 
Uicenaes DPR“24 t< DPR-27# respective ly 

R A Operating Reactore Branch 3 62/05/25 Ip 

i344j 120 24X Flche 50-266. 82/03/25. H2060B0024 


^206020461 Heconfirms 5. updates info previously provided 820426 re 
NUfiEG-07a7 items per NRC 820317 Zt 0503 I fere Status end 
FAV.C W Wisconsin Electric PoiDer Co 82/03/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT. D 0 
DivJslQTi of Licensing 5pp 13325 330 24X Fiche 50-266.82/05/26. 

8206020461 


0206020417 Discusses plans to repair steam generator by replacing 'najm 
components, me lud ing tube bundles If prior NRC approval is 
required* Jtr should be considered as application for amend 
to License DrR-340 

FAY.C W Wisconsin Electric Pnuier Co 82/05/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 9pp 13325 309 
a4X Fiche 50-266.82/05/27.8206020417 


8206110339 Forwards Amends 60 6 65 to Licenses DPR-24 8< DPR“a7. 
TBspectsvely S. notice of issuance & availability Amend 
upgrades operability requ ii ements far containment fan 
coolers 

COLBUflfl.ro Operating Reactors Branch 3 82/03/2B FAY.C W 

Wisconsin Electric Power Co 4pp 13490 201 24X 

Fiche 30-266.82/05/28.8206110339 


-”0206110340 Amends 60 65 to Licenses DPR-24 et DPn-27. respect ively, 

upgrading operability requirements for containment fan 
coolers 

CLARK. H A Operating Reactors Branch 3 02/05/28 8pp 

13490 205 24X Fiche 50-266.02/05/38,8206110339 


— Q2061 10341 Notice of issuance availability of Amends 60 & 65 to 
Licenses DPR-24 it DPR-27, rasp cc ti ve ly 

CONNER. E L Operating Reactors Branch 3 82/03/28 2pp 

13490 213 24X Fiche 50-266.02/05/28,0206110339 


S206070405 Forwards clarification Sc updated info re adequacy of station 
electrical distribution sys voltages referenced In NRC 
810326 Hr Info combined w/610601 it 1230 Itrs completes 
response 

PAY.r W Wisconsin Electric Potuor Co 82/06/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 4pp 13371 279 24X 

Riche 50-266. 02/06/01. 0206070405 


a?060S0505 Forwards NRR input for systematic assessment of licensee 
performance ropt for Wl Electric Power Co W/o end 
CDUBURN. T 0 Operating Reactors Branch 3 02/06/01 EISENHUT, D 0 

Division of Licensing Ip 13440 116 24X Fiche 50-266,82/06/01, 

0206080505 


82060901S3 Oeneric Ltr 02-il tp all LWR reactor plant licensees t( 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rapt documents findings re coose of 
event M/d enc 1 

EISENHUT. D 0 Division of Licensing 02/06/09 HAU5PUR0. A 
Consolidated Edison Co of New York I3pp 13557 349 24X 

Fiche. 50-0001 02/06/09, 8206090153 


8206280677 Informs that util response to NRC 020519 request for oddl 
Info on NUREO-0737. Items If D 4 re training to mitigate core 
damage I A 2 L ro upgrading reactor operator 6 senior 
reactor operator training qualifications acceptable 
■COLBURN. T O Operating Reactors Branch 3 02/06/11 FAYi C W 

Wisconsin Electric Power Co 4pp 13630 356 24X 

Fiche 50-266.82/06/11.8206280677 


8306220307 Tech Spec Change Request BO for amends to Licenses DPR-a4 ?< 
DPR^ 27i permt t ting changes re monthly testing of turbine stop 
U governor valves near end-qf-cyclc core life, 

FAV.C W Wisconsin Electric Power Co 02/06/14 DENTON, K R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13571 008 24X 

Fiche 50-266.82/06/14,8206220307 


— 8206220339 Proposed Tech Spec Table 15 4 1-2 re turbine stop tc governor 
valve testing 

■e Wisconsin Electric Power Co 8P/06/14 Ip 13571 011 24X 

Fiche 50-266, 02/06/ 1 4, 8206220307 


8206230107 Forwards request for addl info re proposed reactor vessel 
water level indication sys Info should be submitted within 
30 days of receipt of ltr 

CLARK, R. A Operating Reactors Branch 3 02/06/14 FAv, C W 

Wisconsin Electric Power Go Spp 13592' 326 24X 

Fiche 50-266.82/06/14.0206230107 


0206220143 Forwards response to NRC question Attachment 1-5 re 
interfacing lift point evaluation Info provided as revised 
pages to 9-month response to NUREO-0612 j "Control of Heavy 
Loads " 

FAY, A Wisconsin Electric Power Co 82/06/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director CLARK, R A Operating 
Reactors Branch 3 6pp 13573 276 24X Fiche 50-266.02/06/16, 

0206220143 


0206220213 Informs that util will be in technical violation of Section 
15 6 12 of Tech Spec, requiring environ qual if Ication of 
electrical equipment per I1URE0-05B8 by B2063D NRC should 
remove or modify Tech Spec 

FAY.C W Wisconsin Electric Power Co 02/06/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 2pp 13572 322 S4X 
Fiche 50-266 , 02/06/17,0206220213 


8206240214 Forwards addl info re NUREO-0737, I tem II D 1. "RC5 Oas Vent 
Sys," in response to NRC 020311 ltr Requests exemption to 
permit delayed installation by 040101 W/four ovcrslie 
drawings Aperture cards arc available in PDR 
FAV, C W Wisconsin Electric Power Co 82/06/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 

Operating Reactors Branch 3 I6pp 13599 132 24X 

Fiche 30-266,02/06/10,0206240214 


0 Inspection reports, IE Bulletins U correspondence 


0206020379 Notification of 020623 enforcement meeting In Olen Ellyn, IL 
to discuss results of radiation protection insp on 620503 
it 04.util proposed corrective actions 8< NRC enforcement 
options, per 820326 telcon 

KEPPLER.J O Region 3, Office of Director 02/03/27 DUR3TEJN, S. 
Wisconsin Electric Power Co Ip 13326 269 24X 

Fiche 50-266,83/05/27,8206020379 


8202040147 IE Info Notice 82-15, "Notification of NRC " five list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/28 I07pp 13426 095 24X 

Fiche- 50-000, 82/05/28, 8202040147 


8204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints 
8vc list end 

JORDAN, E L Division of Engineering %t Quality Assurance 83/05/28 
I03pp 13440 264 24X Fiche, 50-000, 82/03/28, 8204210370 


8204210380 IE Bulletin 02-021 "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02. lOBpp 13527 ISO 24X 

Flrhe 50-000, 82/06/02,0204210300 


0206220440 Forwards IE Mgt Meeting Repts 50-266/02-11 6 30-301/02-11 
on 820506 No noncump 1 lance noted 

KEPPLERiJ 0 Region 3. Office of Director 02/06/00 BURSTCIN^S 
Wisconsin Electric Power Co 2pp 13300 027 24X 

Fiche 50-266.02/06/00,8206220440 


—0206220452 IE Mgt Meeting Repts 50-266/82-11 U 30-301/82-11 on 020506 
No noncompliance noted Major areas discussed concerns re 
shift staffing 6 augmentation findings resulting from 
820104-15 it 20 emergency preparedness appraisal 

PAOLIARO, J A , AXEL80N, W L , PAPERIELLO. C J Division of Emergency 
Preparedness & Dperatlonal Support 02/06/04 4pp 13500 039. 

24X riche 50-266,82/06/00,0206220440 


8204210383 IE Info Notice 02-17, "Oyerpressur i tation of RGB " 0vc list 
end, 

JORDAN, E L Division of Engineering 6 Quality Assurance. 02/06/11, 
I06pp 13675:238 24X Fiche 30-000,82/06/11,0204210383. 


8204210384 IE Info Notice 82-16, "Assessment of Intakes of Radioactive 
Hatl by Workers " 8vc list end 

DEYOUNG, R C Director's Office, Office of inspection and 

Enforcement 83/06/11 120pp 13673 109 24X 

Fiche 50-000,02/06/11,0204210384 


0206170114 Forwards addl Info re safety e/aluatlon concerning 
implementation of IE Bulletin BO-li, "Masonry Wall Design " 
Results of confirmatory plate analysis after mods on Walls 
19, lli-1, ill-3N, 113 & 114 end 

DUR8TEIN,8 Wisconsin Electric Power Ce 02/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Operating Reactors Branch 3 3pp 13330:001 24X 

Fiche 50-266,82/06/11,8206170114 
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f? PsTiorfit operating reports t nelfttsd correspondence 


sa04) 1 4i03 1 ^ ForuariJs nnnthly o-porating repts for flay 

DUnSTElN 5 Wisconsin Electric Pouer Co 02/06/10 NRC - NtJ 

Cetailed Af f i 1 lation {Jivcn Ip 13510 324 34X 

Flche 90-266.82/06/10.0206160319 


— &30616032'4 Monthly operating repts for May 1902 

FAYj C W Wisconsih Electric Power Co 02/06/07 Opp 13’3-Jn 3r'» 
24X Fiche 50-266.02/06/10.8206160319 


DOCKET 50-267 FORT ST VRAIU lAlCLEAR GEKERATIHC STATIDM 


F Becurity# medtcal. emergency t/ fire protection plans 


B206150016 Responds to FQIA request for documents re ssren sy 5 
installed to provide early notification to populace in 
plurne pathway around nuclear reactor sites in 05 Forwards 
documents listed in App A 

FELTON/ J M Division of Rules and Records 02/04/21 NAD£. J 
Puhlic Interest Research Crogp« New York 7pp 13524 010 SOX 
Ficho 5O-O0Q. 02/04/21, B20A150016 


— 6206090174 Advises of licensee conpliance w <020301 dead J me for 
no "*- 1 f icatio n sys 

CriLLINS. J T n^gioni 4, Office of Director 03/02/09 GR I M* S. H 
Division o-f Emergency Preparedness Ip 134*^4 ?4G ?4> 

Fi^-he 50-000 02/05/ U. B20 o090003 


a20608<'222 Foriuards Revision 10 to facility security plan Revisiun 
lustPiheld <rBf tQCrR2 790) 

WARE^1Q0L/RG. D W Public Serxice Cn of Colorado 02/06/02 UaOK.R 
Operating Reactors Branch 3 tp 13416 196 24/ 

F 1 c t *» 50-267/ 03 / 06/ 02 , 0206000222 


5)306l40-397 Releases public version of emergency plan update 

FELTO'Jj J H Division of Rules and Records 02/06/00 Diicurneiit 

Management Branch Ip 13510 014 21X Fiche 90-367, 8S/06/QH. 

8206140399 


— 0206140400 Forwards public version of update of omerqency plan 
procedures f* related -documents/ me lud ing revised medical 
energency p 1 an/ emergenc y procedures radiological emc-rgeneg 
response plan W/o enc J 

WAREMDOURO. D W Public Service Co of Colorado 92/C5/26 
RONRER. D Directory's Office, Office of Inspection and Enf orrt'mi. n f 
Ip 13510 015 247 Fiche SO -267. 82/06/00, 8206 140 J99 


— 8203010299 Responds to 920-lU nemo All concerns resolved at aSOl'^A 
meeting Headquarters will respond to util 050108 Itr to 
D Grimes 

DEVOUNG R C Dlrtctofys Office, Office of Inspection and 
Enforcement 02/01/29 COLLINS, J T ReyKi-n 4, PalLaSr Office of 
the Director (01/03/01) Ip 65909 351 24X 

Ficfie 50-000,92/04/21,8206150016 


— 02O3O4OSOB Submits list of fe-eilities that have filled exe-mptiDn 
requests fram 620201 prompt notification deadline 
£temptlon requests will he denied 

EISENHUT. D Q Division of Licensing 82/02/03 DENTON, H II 
QfFiCe of Nuclear Reactor Regulation, Director 2pp 13554 200 
24X Pi Che 50-0'00, 02/04/21, &20615001& 


— 8206150Q1B Forwards draft Hr to licensee in response to request Pdi 
exctrptian from 820201 deadline for implementing prompt 
notification ays 

BCNNARTT,S A Emergency Preparedness Develapment Branch (Pro 
620201) 62/01/28 CLARK, FI A Operating Reactors Branch 3 4pp 

13524 230 24X Fiche 50-000,62/04/21,8206130016 


— 9206150057 Requests meeting to resolve delayed installation a (■ 
prompt notification sys, prior to Initiating enforcement 
action 

COLLINS, J T, Region 4, Dallas, Office of the Director (01/03/01) 
B2/01/11 DEYOUNG, R C Director's Office, Office of Inspection 
and Enfarcement 3pp 13524 071 24X Fiche 50-000,62/04/21, 

0206150016 


—6206150072 F-oruardt Public Sve Co of CO 620108 Itr to B Grimes 
requesting written denial of util request for relief from 
early warning alert requirements Appropriate response 
required 

EI8ENHUT, D 0 Division of Licensing 82/01/22 NOVAK, T NRF - 
No Detailed Affiliation Given Ip 13524 169 24X 

Fiche 50-000,62/04/21,0206150016 


B206090002 Responds to FOIA request for documents re Commission 
decision to eitend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDH 

FELTON, J H Division of Rules and Records B2/05/H REYNOLDS, W i) 
Oebevodi* it Liberman 3pp 13454 003 24X Fi the' 50-000, 82/05/1 1 , 

8206090002 


— 8203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DIRCKBiW J Office o# the Eiecutive Director for Operations 
82/01/26 Gommisssoners 2pp, 13434 164 24X 

Fiche 30-000, 82/0 5/ 1 1 1 8206090002 


-B203110478 Submits update of status of inp I amenta tier of prompt 
notification sys fteglonal FEHA ofes have indicated reviews/ 
tests of sys have not been conducted 

^ Region 4, Dallas, Office of the Director <Bl/03/0n 
02 01/04. DEYOUNG, R C Director's Office. Office of Inspection 
020609000^"*'' 30-000, 92/05/11, 


-9203110481 Submits monthly ojidate of status of Implemetitatlon of prom 
nov t r icat I on sys 

ORiM^rn^n® of Technical Inspection 83/01/05 

gRiriESfB K DlvlsloTt 0 # Emergency Prepar e-dnesa Bpp 13454 176 
94X Fiche 8 0-000, 82/05/11, 820609000S 


0306170200 Forwards revision to Chapter 9 of amended security p l»it» 
Revision withheld {ref 10CFR2 790 t 10CFR;3 21) 

MCDRIDF,L M Public Service Co of Colorado B2/06/11 CLARK, J) 
Operating Reactors Branch 3 Ip 13334 315 24X 

Fiche 50-267,02/06/11,^206170208 


0206170326 Acb receipt nf 620536 Itr &r public version of upda'^ed 
emergency pltin i> procedures 

COLLINS, JT Region 4, Office of Director 82/06/14 LFE, P N 
Public Service Co of Colorado Ip 13531 013 24/ 

Fiche 30-267, 82/06/14, 9206170326 


— 8206170233 Forwards under separate cover, public version of up iK, toil 
emergency plan procedures 1< related documents, inc lud i ng 
revised medical emerseneg plan, emergency procedures fc 
radiological emergency response plan 

NAREMQOURO. D U Public Service Co of Colorado 92/05/26 

COLLINS, J T Region 4. Office of Director ip 13531 014 

Fiche 50-267.03/06/14,0206170326 


8206230203 Act receipt of util B2052B Itr & revised sc enario/oh snr vnr 
pachage for 19B2 emergency exercise Package received too 
late for review t NRC comments prior to exercise 
COLLINS, JT Region 4, Office of Director 82/06/lB LCE, 0 N 
Public Service Co of Colorado Ip 13506 16? 24X 

Fiche 50-267,82/06/19,8206230203 


--8206230206 Forwards revised scenario for 1982 emergenry prepar odnus* 
exercise S< revised observer packages Scenario it packages 
have shown need for add! radiation monitoring parameters it 
minor mods to certain detector readings 
MAREMBOORO, D Public Service Co of Colorado 82/09/29 
COLLINS.J T Region 4, Office of Director 84pp 13596 170 1/47 

Fiche 50-267. 82/06/10, B206230203 


9206290440 Forwards 82060? Itr Identifying various tone alert prnblrmi, 
in public notification sys, per 820622 telcon Region 4 
reviewing tone alert data previously submitted to util 
HACKNEY, C A Division of Emergency Preparedness it Operational 
Support 02/06/23 WAREMDlX/ROr D N Public Service Co of Colorii(iE* 
Ip 13634 170 24X Fiche SO-267, 82/06/25, 0206290440 


— 8206290452 Forwards Itr re test of prompt nofeification sys Addl dntq 
available as result of overall evaluation of tone alert 
sys Test results represent 200 door to door visits includiny 
99 not at home tc other «/o radios or w/reception problems 
ALLEY. NP Federal Emergency Management Agency 92/06/09 
■COLLINS, J T Region 4, Office of Director 3pp. 13634 171 
Fiche 50-267,02/06/22,8206290440 


8206290368 Acit receipt of 820610 Itr w/state duty officer procedure fur 
early warning olert sys Requests final procedures it 
confirmation of placement by 820630 

COLLINS, J T Region 4, Office of Director 82/06/25 LEE, 0 If 
Public Service Co of Colorado Ip 13633 351 24X 

Fiche 50-267,82/06/25.0206290368 


-8206290373 Notifies of procedural changes re early warning ago, 
effective 020630 State duty officer procedures for early 
warning alert sys and 

MAREMBDURO, D N Public Service Co of Colorado 82/06/14 
COLLINS.J T Region 4, Office of Director 2pp 13633 352 24X 

Fit he 50-267,82/06/25.8206290360 


— 8206290376 State duty officer procedures for early warning alei t tus 
« Colorado, State of 82/06/iO 7pp, 13633 354 a4x 
Fiche 50-267, 02/06/25, 0206290368 
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P Operating licence stage docunents correspondence 


£2062^0024 FoTiiiards safety evaluation supporting uiorli performed to 
cap leak in 5ys 46 (liner cooling sys) f to ensuT e 
functional capability of reserve shutdown sijs Heactor vessel 
repr essuri lod 

HAJ?E(lDGUnG, D Public Service Co of Colorado G2/0D/07 KUZMVr/ (J 
Nile - No Detailed Affiliation Given 21pp 13^110 17^ 24X 

Ficbe £30“267i 03/05/07 , 0206230024 


B206230l2fl Submits coinnients in response tn ORNl. 020316 review of 
NL*REG-07J7 

liAREHDOURO. D U Public Service Co of Colorado 02/05/14 
PUZrtfCZ^O Nnc - No Detailed Affiliation Given 5pp 13590 J /li 
24X Fiche 50-267. 02/05/14. 8206230120 


B206040262 Forwards updated responses to WRC 000025 Itr re electinal 

ipowar sys 

BREY, H U Public Servlrs Co of Colorado 02/05/20 WiZMVC/.C 
Office of Nuclear Reactor Regulation. Director J69pp J 3350 (*41 
24X riche 50-267.82/05/20.8206040262 


0206070276 Responds to Generic Ltr 82-10. "Post-TMl 2 Req.tiiremen't i *' 
Many items are still under review 6 definitive 
irp lenentati on schedules cannot bo provided 
WAREUDQURG. 0 U Public Service Co of Colorado 02/06/01 
eiSENHUT.D G Division of Licensing Spp 13360 310 24X 

riche 50-267.82/06/01.82 0 6070276 


8206210355 Forwards update of NUnEG-0737 items scheduled after 020J01, 
in response to Generic Ltr 82-10 

MAflEMDDURO. D W Public Service Co of Colorado 82/06/01 
ElSENHUT. D G Division of Licensing 5pp 13559 112 24X 

riche 50-267. Q2/06/01. B2062 10355 


&2060B0345 Confirms 920504 telcon re util retiuosl for waiver of 
commitment to perform destructive post-irrad lation exam 
Segment 2 surveillance element 

BilEV. H L Public Service Co of Colorado 02/06/02 CLARK. r< 
Assistant Director for Operating Reactors 2pp 13410 359 r'4X 
Fiche 50-367 . 02/06/03. 020600034 5 


6206110333 Forwards Attachment 4 & updated Pago 6. Attachment 2. to 
util 8SO9S0 submittal re voltage studies 

BREV.H.L Public Service Co of Colorado 82/06/07 KUZMYCZ.O 

Standard iiatl on 8< Special Projects Bi anch 6pp 13466 101 24X 

Fiche 50-367. 02/06/07. 82061 10333 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees ^ 
applicants re transmittal of NUREO-0716 relative to 
restart of RE Ginna Rept documents findings re cause of 
event W/o enc 1 

EISENHUr.D 0 Division of Licensing 02/06/09 HAUSPURO. A 
Consolidated Edison Co of New York 13pp 13557 349 24X 

Fiche 50-000. 02/06/09. 0206090153 


8206210331 Forwards corrected response to Oeneric Ltr 02-10. "Post- 
TMI Reauirements " Revisions involve errors in paragraph 
headings Content of original ltr not affected W/o end 
WAREMDOURO. D W Public Service Co of Colorado 82/06/10 
EISENHUT. DO Division of Licensing Ip 13560 303 24X 

Fiche 50-367. 02/06/10. 8206210231 


03O629O'377 Notification of 020707 meeting w/u tl 1. DOE. OA Co. ORNL f< l»NL 
to discuss POX graphite specimen test results. use of ORNL 
tost loop for large POX specimens U use of PNL probe to 
determine POX conditions at facility 

KUZMYCZ.Q Operating Reactors Branch 3 02/06/22 CLARK. R A 

Operating Reactors Branch 3 2pp 15659 004 2AX 
Fiche 50-367. 02/06/22. B206290577 


0206290375 Poruardi Info re proposed changes to undervottage rolayine 
as result of stud i es. repl ac ing info in util 820528 ltr 
Preliminary info re future Tech Spec submit tal. scheduled for 
Oct 1903. else submitted 

BREY.HL Public Service Oo of Colorado 82/06/83 KUZMYC/.(J 
Office of Nuclear Reactor Regulation. Director 9pp 13633 342 
24X Fiche 50-867.82/06/23,0206290379 


Q Inspection reports. IE Bulletins & correspondence 


B2060 10444 Forwards IE Insp Rept 50-267/02-08 on @20301-31 notice of 
violation 

hABSEN.O.L Division of Resident. Reactor Project Engineering 
Programs 62/05/06, LEE. 0 R Public Service Co qf Colorado 2pp 
13307*328 84X Fiche; 30-267, 88/09/06. 0206 010444 


—9206010446 Notice of violation from insp on 820301-31 

MADSEN. 0 L Division of Resident. Reactor Project «« Englneevinp 
Programs. 82/09/06 3pp 13307 330 24X Fiche 90-267.82/05/06. 

8206010444 


-C.^060 10452 IE Insp F(ept 50-267/02-00 on BJ030I-JJ None c mp 1 i an ^ l nulii, 
fa llu TP to fallow admin 1 straf l'. D proredures 

inrKrR'oON, n W . PlUrsLCr, G L . gE&IFRMAN. T F nivi^mn of no'sdn.t, 
Reactor Pioject N engineering Programs a2/u4/l5 l “ipp 
1330/ 333 24 ^ Fichp 50-267. 02/05/ 06, Q2060 10444 


3306040299 Ac I receipt of Iti informing NRf of steps taken to cOTroft 
violatinns nofed ifi IE Insp Rept 5O-267'0l-3O Initial action 
constructive Course of action to avoid fui thei violations 
not dcccptublc GaPegualds info withheld (ref iOCFR/S 21) 

CDILINS. J T Region 4, Office of Dirertor 07/05/0/ LEE. 0 ♦( 
Public Service Co of Colorarto 3pp 13155 Ml c 4 v 
Flcho 50-267, 02/05/07. F120*,040?99 


G2O6O2OO00 Informs that r i* q^u i remen t to answer all notices of I'lJtiTifni 
under oath oi affnmation is i escindpd NIK, mau s+iil 
exer< iso option to Toyuire oath in specific cases 

NADSFN. 4 L Division of Resident. Reartoi Project A Engineeruuj 
Programs tt2/0D/3ci LEE. 0 R Public beicice (o of (olurado t p 
13322 241 24Y Fiche 50- ?67, 02/05/243. 0206020060 


3202040147 IC Info Notice 02-lS. ‘Notification of NRf " Sve list em 1 
CIYCIONO. R 0 Director's Office. Office oi Inspection and 

Enforcoment 03/05/2S I07pp JJ426 095 34X 

Firhe 90 000. 02/09/20. 530 *“>04014 7 


0204210373 IE Info Notlco 82-16. "HP(,I/RCIC Nigh &team Flow Getpomli 
Sve List enc 1 

JORDAN, c L Division of Fngineoring f< Oudllty Assurance N^/O^/LO 
103pp 13440 264 24X Fiche 50-000. 03/03/S8. Q3042103/B 


8306030065 Provides position re IE Bulletin 00-06. "ESF Fiesef 
Controls." per meefciiifl w/NRC in Denver, ftl NRC vei bal 
requests for addl testing of protective sijs unwarranted 
BREY. H L Public Seivtce Co of Colorado 02/05 '20 KUZflvr/.G 

Standardization 6 Special Projects Drench ?pp 133J6 345 ,’4> 

Fiche 50-267. 02/05/28. 8206030065 


Q.:O6O0O114 Foruatds IE Insp Rept 50-267/82-09 on 020401-30 notice 
of violation 

MADBEN.G L Roginn 4, Office of Director 02/05/20 I EE. 0 l( 
Public Service Co of Colorado 2pp 13423 065 24X 

Fiche 50-267.02/05/20.0206000114 


—0306000110 Notice of violation from insp on 020401-30 

¥ Region 4, Office of Director 02/05/20 app 13423 06/ I'4y 
Fiche 90-267.82/05/28.8206000114 


— 0206000122 IE Incp Rapt 5O-P67/02-O9 on 020401-30 NancompUance notoil 
V- 6361 iga 3 waste vacuum tank to liquid drain tank. not aoaled 
t< appeared closed Nu clearance tag numbers entered on 
auxiUary tags placed on valvfis V-11119 l« V-11319 
DICKERSON. M W . PLWLEE, 0 L . WE8TERMAN. T F Region 4. Office nf 
Director 82/09/10 Upp 13433 069 24X Fiche 30-267.0,7/05/23, 

8306080114 


0204210300 IE Bulletin 02-02, "Degradation of Threaded Fnotenen m 
Reactor Coolant Pressure Qoundarg of PWR Plants " 

Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lO0pp 13927 J50 24/ 

Fiche 90-000.02/06/02.0204210300 


0204210383 IE Info Notice 02-17. "Overpressur I lation of RCS " bvr list 
enc I 

JORDAN. E L Division of Engineering 8» Quality Assurance 82/06/11 
106pp 13675 258 24X Fiche 50-000.82/06/11.8204210303 


0204210384 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Natl by Workers " Bve list end 

OEVOUNOi R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp 13675 IB9 24/ 

Fiche 30-000.02/06/11.0204210304 


R Periodic operating reports related rorre spondence 


0206150339 Forwards monthly operating rept for May 1902 
WAREMBOURO, D Public Service Co of Colorado 02/06/07 
Director's Office. Office of Inspection and Enforcemeiit 
13903 288 24X Fiche 50-267.02/06/07.0206190339 


— 0206150343 Monthly operating rept for May 1902 

MCBRIDE, L M Public Service Co of Colorado 02/06/07 
13503 289 24X Fiche 50-267, 82/06/07. 8206190339 


0206170316 Forwards monthly operating rept for May 1902 W/o 
WAREMBOURO. D Public Service Co of Colorado 02/06/11 
OAMMILL, W P Assistant Director for Operating Reactors 
13931 297 24X Fiche 50-267,02/06/11.0206170316 
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S RepOTtablff occorren'r a 5/ LCRs t related cor rBsporkdeFic e 


gt0i3a-0l42 RO on aPD42<>, era c k ftjond citeridinB across nin cro66-5£>c tioii 
betueen ^coalant hole & one fate of fuel elemetifc 1'’2<415 douia 
full length of block to 1 oujer exit Closed by shand 1 in$ 
ilanage does not extend to douel pin 

EMBOLI RG p D Public Service Co of Colorado e2/03/04 WUZMVCJj 0 

liRC - No Detailed Affiliation Given 2pp 13590 303 24X 

Fiche 50“2 !j7p 93/05/04.0306230142 


0206010559 Foruards LER "02-016/031,-0 Detailed event analysis end 

UAREMBtJURG- D , TRAMP, P A , FULLER* C Public Service Co of CalOTo-do 
02/05/21 COLLINS. J T Region 4* Office aP Director 3pi> 

1331 S 346 24X Fjclic 50-267*82/05/21,82060 10559 


— 8206010564 LER 92-016/03L-0 on B2Q427 , dur i n Q surveillance tes ii nq, 

1 hydraulic check U suiay suppressor snubber CRS-144 found 
inoperable Caused by seal ^ gasket leakage allowing loss of 
hydraulic oil Snubber rebuilt 

FULLER, C Public aer,>ice Co of Colorado 92/05/21 Region 4, 

Office of Director Ip 13315 349 a4X Flche SO-2&7, B2/OW51. 

8 2060 J 0559 


3206020477 PNO- 1 V-92~02 1 cn 320526* four workers received ^Inor 
c-ontaminat i on during operation at 707 pauer ui/gas waste 
compressor A cleared out for nalnt Caused by gaseous 
radioactivity leakage from reactor bldg containment tank 
WESTERMANpT F , MADSEN, 0 L Region A, Office of Director 82/05/2/ 
Ip 13325 259 a4)f Flche 30-267*02/03/37,9506020477 


0206110050 Forwards LER 05-01 //OSL-O Detailed event analysis end. 
DAREMDOURG. D Public Service Co of Colorado 92/06/03 
COLLIfJS.J T Region 4. Office Of Dii ector 6pp 13465 240 24X 

Fiche 50-267.92/06/03*8206110050 


— 6206110057 LER 62-Ot7/D3L-0 on 020512* total primary coolant oiidants 
exceeded Tech Spec Caused bi| prolonged malnt outage alloying 
power operated relief valve dspressur ieat ion Offgassing of 
core mo Isture/oxidants resulted when plant returned to sve 
FULLER* G Public Service Co of Colorado 03/06/03 Region 4* 
Office of 01 rector Ip 13465 246 a4X Flche 50-567*82/06/03* 
S2061 10050 


8206100124 P NO- 1^-92-024 on 620605, whi 1 e at 15/, reactor pouer. loss of 
three essential 4eo-volt busts occurred Doth emergency 
diesel generators started (: sequential loading oceuxTed 
automatically Reactor scrammed manually 

MESTERMAN.T F . MADSEN, G U Region 4* Office of Director. BS/06/07 
ip 13449 l!8 24X Fithe 50-267.62/06/07*6206100124 


9206160002 RO on B20605* one of tug undervoltage relays which monitor 
reserve auxiliary transforirier tri pped* causing Load shedding 
Q# essential buses I 6( 2 Caused by procedural Lnadeqtuecy 
WAREMSflDRG, D Public Service Co of Colorado 62/06/09 KU2J1YC/,0 
NRC ~ No Detailed Affiliation Given 3pp 13552 003 24X 

Flche S 0-267« 02/06 / 09. 8206180002 


620'622O2B4 Foruards LER 02-O21/O3U—O Detailed event analysis ent> 
14AREM30URG* 0 Public Service Co of Colorado 83/06/15 
COLLINS* J T Region 4* Office of Director 4pp 13573 25S 24X 

Flche 50-267,02/06/154 0206220204 


■ — 6206220269 LER B2-02 1 /OSL-O on 620517, plant protective sys ciiculator 
speed module found reading too low Caused by Loose speed 
switch module pin connec tor, which made poor connection 
Connector reseated U tlgttened in place 

FULLER, C H Public Service Co, of Colorado 92/06/15 Rt’gion 
4* Office of Director Ip 13573 256 34X Fiche 30-267. 03/06/1 S, 

82062 302B4 


92G6220294 Forwards LER fl2-t>20/03L-0 Detailed event analysis end 
WAREM30URO*D Public Service Co of Colorado 83/06/15 
COLLINS. J T Region 4. Office of Director 4pp 13573 265, 34X 

Flche 50-267*02/06/15.6206220294 


— B306230235 LER 82-019/03L-0 on 020518* dor mg feedwater flow 
surveillance test* cir cu latar lA speed program switch ^ two 
feeduater flow switches were out of calibr Caused by 
instrument drift Switches recalibr 

FULLER. C H Public Service Co of Colorado 85/06/16 Region 
4, Office Of Director Ip 13506 000 SdX Fithe 50-267*03/06/16* 
0206230232 


0206250275 Forwards LER 02-O22/O3L-O Detailed event analysis end 
WAREliOOURG. D Public Service Co of Colorado 02/06/10 
C0LL1N5*J T Region 4, Office of Director 6pp 13613 030 24X 

Flche 50-267 » 02/06/ 1 B, 02062 5027 5 


— 0206230277 LER fi2-022/03L-0 on 820321 - unp I a nned radiological releases 
from reactor bldg exhaust stack occurred Caused by isolation 
valve closure due to personnel error St airborne octivity^ 
entering containment tank through water traps 

FULLER, C H Public Service Co of Colorado 82/06/10 Region 

4, Office of Director 6pp 13613 026 a4X Fiche 50-567* 
82/06/10*8206250275 


DOCKET 50-269 OCONEE NUCLEAR STATION* UNIT I 


F Security, medical* emergency t* fire protection plans 


8206070623 Responds to NRC 811231 Ur re preparedness Improvement items 
6 emergency plan deficiencies noted in IE Emergency 
Preparedness Appraisal Bepts 50-269/01-13,50-270/01-13 & 

30-287/81-13 

PARKER* U 0 Dube Power Co 02/01/25 O^REILLY.JP. Region 2 j 
A tlanta, Office of the Director <81/03/01) i2pp 13390 018 24X 

Flche 50-269,02/01/25,8206070623 


— 0206070632 Forwards IE Emergency Preparedness Appraisal Rapts 
50-269/01-13,30-270/81-13 it 50-2Q7/B1-13 On 010824-0903 6t 
lists of emergency preparedness def Ic lent les, preparad-ness 
improvement items Ct emergency plan deficiencies 
O'RElLLYfJ P Region 2, Atlanta* Office of the Oirectur 
(Bl/03/On 81/12/31 PARKER* W 0 Duke Power Co lOpp 

13390 030 24X Fiche 50-269.02/01/23,8306070623 


—9206070645 IE Emergency Preparedness Appraisal Repts 5D-S69/8 1-1*3* 
SO-270/01-13 30-207/01-13 qn 810024-0903 No none omp I lance 

noted Significant appraisal deficiencies identified in 
post-accident sampling capability 

K£VERN*T a * JENKINSfO R Division of Emergancy Prepar edne 1 l^ it 
Gperational Support 61/12/24 44pp 13390 040 24X 

Fiche 30-269*02/01/25*8206070623 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed In App A 
Documents also available in PDR 

FELTON, U K Division of Rules and Records 03/05/11 REYNOLDS, N t? 

Debevotse U Liberman 3pp 13434 003 24X Fiche ■ 30-000* Q2/05/1 U 

8266090002 


—8206090009 Forwards first monthly rept re status of prompt no 1 1 f lent 1 on 
sys implementation at facilities Heteorol og leal programs* 
emergency response facilities U research reactors need addl 
mgt attention 6 clarification 

D'REILLVjJ P Region 2, Atlanta* Office of the Director 
Cai/03/01) 01/01/08 DEYOUNG, R C Director's Office* Office df 

Inspection and Enforcement, 4pp 13454, 167 24X 

Fiche, 50-000, 82/03/11* 0206090002 


— 0206090133 Responds to 820203 request for Info re deficlencien 
Identified in initial testing of prompt notification ey^ 
Facility test info end 

STOKR*U P Division of Emergency Preparedness Ik Operational 
Support 82/02/04 ORIMESifl K Division of Emergency 

Preparedness 5pp 13434 239 24X Flche 50-000,02/03/11, 

8206090D02 


8206070466 Forwards Region 2 incident response plan dtd Mar I*?®!? F*lnn 
issued as Suppl 2 to NURE0-0 b45i "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of KRC response to emergency M/o enc L 

STGHRtJ P Division of Emergency Preparedness Operatlnnal Supfiiort 
82/05/12 Parker* M O Duke Power Co Ip 13374 214 J24X 
Fiche 50-000* 02/05/12,0206070466, 


0206020034 Releeses public version of crisis mgt plant revised criaisi 
mgt pien implementing plans/procedures 6 revised McGuire 
emergency plan implementing procedures 

FELTON* J M Division Of Rules and Records 82/05/25 Document 

HanegemeTit Oranch Ip 13338 061 24X Fiche 50-000,02/05/3 3. 

8206020034 
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- - y<^O60e00'Ti Fpri^ards public version of crisis jngt plan^revised crisir 
p I Implpmerting p 1 ans/procedurps revised McGuire 
emerqeric’^ plan implementing procedures 

PARKER, W Q Duke Paujer Co 62/0*1/07 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3p p 13338 062 24/ 

Fichri 50-000, 82/05/25. 0206020034 


- S20t>0s0C47 Public version of Revision 4 to crisis mgt plan One 
oversiie brochure enc 1 Aperture cai ds available in PDR 
« Duke Power Co 62/04/15 BOpp 13J38 065 24X 

Fiche 50-000,82/05/25,8206020034 


p^OfrOSOOSB Public version of revised crisis mgt plan imp lenient inq 
p Ians/ procedures. inc I ud mg Procedures 5 3 1 re recovery 
manager h immediate staff group plan. 5 3 7 ro technical 
support g^aup & 5 3 16 re q;uartcrlg inventory 
* Duke Power Co 83/04/30 150pp 13330 145 34X 

Fiche 50-000. 82/0S/25. 0206020034 


--&2C'60S006'« Pub 1 ic version of revised emergency plan implementing 
procedures, consi sting of Station Directives 2 5 1 re 
emergency response training program 6 3 3 2 re station 
emergency Drganizatian 

♦ Duke Power Co 02/05/05 23pp 13J3G 342 24X 

FlChe 50-000. 82/05/23. 0206020034 


8206020302 Forwards Revision 8 to security plan Revision withheld 
Irof 10CFR73 21 U iOCFR73 801 

PARKER, W 0 Duke Power Co 02/05/25 DENTON, H R Office of 
Nuclear Reactor Regulation. Director Ip 13320 284 24X 

Fjche 50-269.82/03/25,0206020302 


5206070196 Releases public version oP revision to emergency plan & 
emergency plan implementing procedures 

FELTON, J h Division of Rules and Records 62/05/27 Document 
Management Branch Ip J3427 031 24X Fiche 50-269.82/05/27, 

8206070196 


-8206070204 Forwards public version of Revision 4 to emergency plan 1(< 
revised emergency plan Implementing procedures. including 
Procedures PT/O/B/2000/04 re establishment *t Insp of 
technical support ctr 

PARKFR.W 0 Duke Power Co 82/05/18 DENTON. H R Office of 
Nuclear Reactor Regulation. Director BfOLZ, 0 F Operating 
Reactors Branch 4 2pp 13427 032 24X Flche 50-269.02/05/27, 

8206070196 


-0206070200 Public version of Revision 4 to emergency plan 

SMITH, JE Duke Power Co 02/04/30 22pp 13427034 24X 

FKhe 5 l -269. 82/05/27. 0206070 1 96 


— 8206070214 Public version of revised emergency plan implementing 
proc edures, Inc luding Procedures PT/O/D/2000/04 re 
establishment of technical support ctr U IP/O/D/1601/3 
r« environ equipment check Revised table of contents end 
SniTH, O E Duke Power Co 82/05/07 iOOpp 13427 056 'MX 
Fiche 50-269 82/05/27.8206070196 


8^06300095 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 82/06/22 Document 
Hanagemont Branch Ip J3670 295 24X Fiche 50-269. 02/06/22. 

8206300095 


-8206300090 Forwards public version of revised emergency plan 
imp 1 emon t i n g pr oc edur e s . 1 nc 1 ud Ing Procedure HP/0/1009/10 
re procedures for quantifying gaseous releases through 
steam relief valves under post-accident conditions 
PARKER. N 0 Duke Power Co 82/06/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOUT. J F Operating 
Reactors Branch 4 Ip 13678 296 24X Fiche 30-269.02/06/22, 

8206300093 


— 8206300101 Public version of revised emergency plan implementing 
procedi>resr including Procedure NP/0/1009/10 re procedures 
for quantifying gaseous releases through steam relief valves 
under post-accident conditions 

coy. B A . OWEN. T B Duke Power Co 82/05/06 8pp 13670 29/ 
24 X Fiche 50-269.82/06/22.8206300095 


P Operating license stage documents «< correspondence 


8206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-54.3-35 & 5-11 deleted 

FELTONrJ M Division of Rules and Records 02/04/29 MCMURRAY. (' N 
Kirkpatrick. Lockhart, Hill, Christopher ^ Phillips Slpp 
13604 044 g4X Fiche 50-000,82/04/29,0206230007 


—8111170117 Summary of 811023 meeting to assess in-house availability it 
completeness of control sys Info on operating plant for 
A-47 reviews Meeting scheduled for 811109 to discuss 
findings of nonsafety control info 

SZOKIEWICZ. A J Generic Issues Branch 81/10/20 KNIEL, K 
Generic Issues Branch 3pp 13605 347 24X Fiche 30-000, 

82/04/29, 0206230007 


— 8111230007 Submits alternate recommendations for facilities to be 
reviewed re designs & identification of control sys whose 
failure would have significant safety implications 
BZUKIEWICZ. A J Generic Issues Branch 01/10/07 BASDEKA8, D L 
Instrumentation «< Control Branch 4p 63710 239 24X 

Fiche 50-000. 82/04/29. 0206230007 


8206200071 Add! response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App B available In PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/05/12 MCMURRAY. C M 
Kirkpatrick, Lockhart, Hill. Christopher & Phillips 20pp 
13630 055 24X Fiche 50-000,82/05/12.02062 00071 


—8202170400 Forwards safety evaluation re NUREG-0737. 1 tern 1 1 K 2 9, 
"Failure Mode Effects Analysis on Integrated Control Sys “ 

Plant design meets all regulatory requirements 

SPEIS/T P Assistant Director for Reactor Safety 82/01720 

NOVAK. T Assistant Director for Operating Reactors 7pp, 

1363? 075 24X Fiche 50-000.82/05/12.8206200071 


0306030225 Forwards design proposal "Instrumentation to Detect 
Inadequate Core Cooling “ Rept submitted in response to 
NUREG-0737, Item 11 F 2 

PARKER. W O Duke Power Co 82/05/25 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
Branch 4 2pp 13337 147 24X Fiche 50-267, 82/05/25, 0206030223 


—8206030230 "Instrumentation to Detect Inadequate Core Coaling." design 
proposal 

# Duke Power Co 02/05/24 17pp 13337 149 24X 

Fiche 50-269.02/05/25,0206030225 


B206040349 Forwards addl info re upgraded senior reactor operator it 
reactor operator training training for mitigating core 
damage. in response to 820406 request, 

PARKER. N D Duke Power Co 82/05/25 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 5T0LZ. J F Operating Reactors 
Branch 4 28pp 13354,076 24X Fiche 50-269.02/05/25,6206040349. 


8306240455 Forwards Amends 112,112 & 109 to Licenses DPR-39, DPR-47 & 
OPR-55, respec tively St notice of issuance & availability 
Amends delete Sections 1 1 9( 1 2 from App B to Tech Specs 
WAGNER, P C Operating Reactors Branch 4 08/05/27 PARKER, W 0 

Duke Power Co 4pp 13620 122 24X Fiche 50-869. 62/05/27. 

8206240455 


—0206240450 Amends 112,112 «t 109 to Licenses DPR-30. DPR-47 6 DPR-55, 
respectively, deleting Sections 1 1. "Station Cooling Water 
8gs Thermal Limits " St 1 2, "Chemical Discharge Limits. " 
from App D to Tech Specs 

STOLZ. JF Operating Reactors Branch 4 82/05/27 9pp. 

13680 126 24X Fiche 50-267.02/05/27.0806840455 


—0206240459 Notice of issuance It availability of Amends 112.113 b 109 to 
Licenses DPR-38. DPR-47 6 DPR-53, respectively 
STOLZ.J, F Operating Reactors Branch 4 82/05/27 2pp 

13620 135 24X Fiche 50-269,82/05/27,8206240455 


83O6O0O1B3 Forwards response to 820219 info request re environ 
qualification of TMI action items & response to IE Bulletin 
79-OlD, "Environ Qualification of Class IE Equipment " 

PARKER. W 0 Duke Power Co 02/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 40pp 13420 362, 24X 

Fiche 50-269, 82/06/01, 8206080103 


8306110285 Responds to Generic Ltr 02-10 request far status of 
completion of certain NURE0'’0737 items scheduled for 
Implementation after 020301 Tabulation end 

PARKER. W 0 Duke Power Co 82/06/04. DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ. J F, Operating Reactors 
Branch 4 5pp 13467 074 24 X Fiche- 50-269, 82/06/04, 88061 1 0205, 


8206170176 Forwards. "Audit of Oconee Procedures & Training for 
Pressurized Thermal Shock ♦' 

DEPFERDINO. L J Dattelle Memorial Institute. Pacific Northwest 
Laboratory FIN 8-2512 82/06/04 CLIFFORD. J NRC - No Detailed 

Affiliation Given Ip 13534 166 24X Fiche 50-269,82/06/04, 

8206170176 



— 52061701 . 7 Q “Auixt of Oconee Procedure s * Tr \j.niTiq for ( r &■= sii’^ i - < ' 
Thermal Shock " 

* Datteile Mentorial Cri'^titute. Pacific No-rthuest Labcrato«'»j t tft 
U-2 512 a 2 / 0 A 704 NRC - No Le to lied Affiliation C i , on ■« ! |,i I 

135^'T IA7 ?/lX Fiche 50-?69r 0? 'O'j < 04 e20/i!70176 


ElZOblSOOll Forwards req‘j-ast for addl inro re adeqvieic y of ^ta^inn 
electric distribution sys voltages Pospon^e reqiiastecf jithin 
to dags of Itr receipt 

STQLZ. J F Operating Feactors Draiic+- 4 PrRlitR tk M 

OuTie Power Co 3pp lO'S^O OfJJ 24y F’lrhe 5C“2i9 “2'Ab'09 
D20ilfi004' 


'"orward*; e-alud^ior supporting relief fi nm A&MC cod'* 
reqiiirerpnr-s foi core flood nciile welds Decision is biised 
II re e/a’ua*‘i'in of C!r04'''d demai 

tTPiP C Cnerotmn Rp^r‘ois D-arirh 4 02/05/17 PAFH'Eh W N 

Xlul" PDi4.er Ci 4pp n-r4 ?‘iy Picho 50-2^9-02/0-5/17, 


‘ 20 o 0 /ri 2 »'' jaf-’^g eN^aJuarinn suoo Trinq relief ('•ques*' rjr '-ai'i'ity 
jn^e’* i-r^ ‘-es'-inj pr'jg'-srn RequO’-t oiinred based or 
r»> ori&Mere*icn of crigmai dermon 

* Upe-atmg Rea'-to’'5 Princli 4 ]0 O'*/ 1 ’ 2pp' 13424 JAO 

f-chr -r q?/ 05 /l- 9 - 0*070125 


9204090153 Generic Ltr 62- 1 1 to all Ll-fl reactor plant ln:ens«*«>s ^ 
applicants re transmittal of NUPE'j“09i4 relati'ic to 
restart of RE Ginna Rapt do'^uments findings re cause nr 
event W/o enc I 

EJSENHUT,D G Division of ticenaing P2/04/07 HAiJSPliPG. A 
Consolidated Edison Co i> f New /ark TANfJLP f1 K Dallas Prwf'i ’< 
Light Co J3pp 13557 3 49 24> Tiche 50-000. 62/06/09, 020* '>701 9 r 


6206250362 Forwards draft “Audit of Oconee Procedures ?<• Trainiuo 
for Pressurlied Iher^’a! Shock Pept presents results of 
820511-14 visit 

WAGNER. P C Operating Reactors Branch A 82/06/09 PARKER- W 1< 
Duke Power Co 2pp 1 3630 006 24K Fjche 50-2*7, F2 'Ab/OR, 

0306250362 


-E2G&3S0365 ’ Audit of Oconee Procedures 1 TraJnmg for Pressuri^td 
Thernal Shocltp” draft 

e BatteHe Kenoria] Institute, Pacific Norttioiest Laborat-or y 
QB/06/09 NRC - No Detailed Affiliation Given 42pp 
13630 OD? 24X Flche 50-269.62/06/09.0206250362 


’20t;0"'0 llv* N j 1 1 c e granting relief fi-m ASK'’ code Section /I (, 'iii- 
Inser >ce In«»p o( Mu^leir np,^pr p^ant Components ' 

NTCLirJ " Operating Reactors branch 4 32/35 17 2f»ti 

17434 1 ^"' r. 4 X ri-.he 50 Gr^ns \ 7 0^16070125 


Arl jrceip*’ of 920 '20 Itr informing NHC. of st-'ps tiV pi U* 
■rerrect .lolat.ons naf-ed \n IE Ins,p »epts *10 269/82-09 
^' 0 - 270 / 1 - 2-07 >y '■- 0 - 207 , 32 “09 

LEWI'S-*? C Oi,/i5lor, nf Prpiect ? Resident Programs G2'0S 2'> 
P.iRl'FR.'V 3 Dule Power Co tp 13390 001 24y 

**irhe 50'26‘J. 02 ^Ob/ 9“'- 02060 /07 1 3 


8206070^21 Re^pondc to NRC F20304 Itr re violations noted in II ln*i« 
Reptv 30-2*9/62-09 5C-2‘’0/e2‘09 » 50-207/02-09 ConuC’i.e 
actions computer alarms • sratalarms being modified to 
include ?3roup 0 position i units 

PARSER, li 0 Duke Power Co 02/04/28 O'RClLLr, J P Reg i on 
□rfice of Director 3pp 13390 002 S4X riihe 30-269. 0.^ /Of'/ .J‘» 
0206070713 


Q2O61QO10A Notifies that response to 320311 questions re low ten|j 
overpressure protection uiH be delayed until 820702 Delay 
d-ue to nanpauer 1 imitat i ens t other higher priority Issues 
PARKER, WO Duke Power Co 02/06/1 1 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip J35S3 073 24/ 

Fiche 50-269. B2/O6/n.&aO6ieOl04 


8206250375 Notification of 820730 meeting u/Q&W owners group in 
Dethesda.tfD to discuss snail break model venfiration 
program 

VISSING.O S Operating Reactors Branch 4 02/06/17 STOL?. J i 

Operating Reactors Branch 4 2pp 13630 063 HAX 
Fiche 50-000,82/06/3 7.0206230373 


Q Inspection reports. IE Bulletins 6 correspondence 


— B206070732 Forwards IC Insp Repts 50-269/02-07, 50-270/82-09 ^ 
50-287/82-0 9 on 020210 '0310 '■< notice of violation 
LEWIS R C Divisltm of Project ♦ Resident Rpoqrafrs Q2/04/0*' 
PARKER WO Duke Power Co 2pp 13390 0C5 24X 

Firhe 50-3*9. 82/03/25, 830*070713 


'02ObO7O717 Notice of viniahiofi from insp on P20210-0310 

* Division of Project 6 Resident Programs 03/04/02 tp 
13390 007 34X Tiche 50-269 02/05/25,0206070713 


--9206070740 IE Insp Repts 50-269/02-09.50-270/82-09 50 2a7/ar 0‘> cm 

820210-0310 Noncomp 1 1 anc e noted failuie to follow procedure 
In calculating radioactive discharge operating ayisl 
power shaping rods in violation of spec limits 

DRDERB. W , QRYANT.J C Division of Project *» Resident Progrcmc 
83/04/02 9pp 13390 009 24X Fi che 50~269, 02/05/35, 02060/0/1 


0206070623 Responds to NRC 611231 itr re preparedness improvement itemf 
& emergencij plan deficienri«s noted in IE Emergency 
Preparedness Appraisal Repts 50~269/81-i3, 50-270/B!-13 t« 

50-207/81-13 

PARKEH.H □ Duke Power Co 82/01/25 O'RElLCYi J P Region 3. 
Atlanta. Office of the Director (01/03/01) 12pp 13390 010 l'4)v 

Fiche 50-269.82/01/25,8206070623 


RSO6220222 Forwards IE Insp Repfcs 50-269/02-07. 50-270/G2-07 t 
50-287/82-07 on 620510-14 No noncomp 1 lance noted 
DANCE, H C Division Of Project f. Resident Programs 02/05/3/ 
PARKER. W 0 Duke Power Co 3pp 13571 312 34X 

Firhe 30-269. 02/05/37.8206220232 


“•'•8206070632 Forwards lE Emergency Preparedness Appraisal Repts 
50-269/81-13,50-270/01-13 U 50-207/01-13 on 810024-0903 tt 
lists of emergency preparedness def is ienc les, preparedness 
improvement Items 6 emergency plan deficiencies 
O'RElLLYrJ P Region 2, Atlanta. Office of the Director 
(81/03/01) 01/13/31 PARKER, W 0 Duke Power Co lOpp 

13390 030 24X Fiche 50-269,82/01/25,8206070623 


— 8306070645 IE Emergency Preparedness Appraisal Repts 50-269/81-13, 
50—270/91—13 $( 30—207/01—13 on fllO034’'O9O3 No nonco/npliamce 
noted Significant appraisal deficiencies identified in 
pgst-accident sampling capability 

KEVERNiT A , HAR&TON. R R . MCFARLAND, C R Division of Emergency 
Preparedness & Operational Support 01/12/24 4400 13390 040 

24X Fiche 50-269.82/01/25,0206070623 


-6206220226 IE Insp Repts 50-269/82-07,50-270/02-07 00-287/0,1 0/ an 

020510-14 No noncompl lance noted Major areas inspected 
licensee action on previous enforcement matters, organ i jcat I on 
A administration training iS, procedures 

SKlNNERiP H , UPRIQUr.C N Division of Engineering 8 rechnic.nl 
Programs 02/05/27 5pp 13571 314 24X Fiche 30-269, 82/0 &/L»7. 

8206220222 


0202040147 IE Info Notice 82-15, "Notification of NRC " 9vc list urn 1 
DEYQUNO.R C Director's Office, Office qf Inspection and 

Enforcement 02/05/28 107pp 13426 095 24X 

Fiche 50-000.02/05/20,0202049147 


ea042i0378 IE Info Notice 82-16. "HPCI/RCIC High Steam Flow Setpoints 
Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance Ba/05/flR 
i03pp 13440 264 24X Fiche 30-000,02/05/20,0204210378 


8206070366 Forwards IE Safeguards Insp Repts 50-269/02-16. 50-2” “16 
?i SO-207/82“i6 on 020516-20 No noncamp 1 ianc b noted 
DANCE.H C Division of Project << Resident Programs 02/06/01 
PARKER, H Q Duke Power Co 2pp 13363 001 24X 

Fiche 30-269, 82/06/01. B206070366 


— 8206070385 IE Safeguards Insp Repts 50-269/82-16.50-270/02-1* Jk 
50-207/02-16 on 020516 '20 No noncompl iance noted Major area-s 
inspected security plan, physical barriers, lighting «, aUrm 
stations Details withheld (ref 10CFR73, 21) 

HALL, B U f KCOUIRE, D ft Division of Engineering 6 Technical 
Programs 02/06/01 ip 13363 003. 24X Fiche 50-267,82/06/01, 

8206070366 
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@2^6070739 Expresses appreciation far cooperation i5uring J Furet site. 
vLalt 

O'REILLr.J P Region 2- Office of Director 82/06/01 SMITH* J f- 
Cuke Pouer Go Ip 1330<? 166 2^X Tiche 50-269*82/06/01. 

8206070736 


8206080193 Foruiards response to B20219 info request re environ 
qualification of TMI action items 6 response to IE Bulletin 
'?9'-0in. "Environ Qualification of Class lE Equipment " 

PARKEfiiW 0 Duke Pouer Cn 03/06/01 DEMTOM. H R Office of 
N'uclear Reactor Regulation* Director STDUZ. J F Operating Reactors 
Branch A 48pp 13420 262 24X Fiche 50-269,02/06/01*8206000183 


FSB42103B0 IE Bulletin a3’02, '‘Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

PEYOUWE- R C DirEcfcor^s npfice* Office of Inspection and 

Enforcement 82/06/02 lOQpp 13527 150 a4X 

PI c he 50-000. 02/06/02. 8204210330 


S2042I0383 IE Info Notice 82-17, "Dverp ressur I lation of RCS '' Bve list 
enc 1 

•JORDAN, E L Division of Engineering it Quality Assurance 02/06/1 1 
i06pp 13675 250 24K Flche 50-000.82/06/11*0204210383 


8204210304 IE Info Notice 82-10. “Assessment of Intakes of Radioactive 
^latl by Uarkors " Sve list end 

riEYOL/NOiR C Director's Office* Office of Inspection and 

Enforcement 02/06/ U I2Cpp 13675 109 24X 

Flche 50-000*82/06/11*6204210304 


B2061GOOB1 Forwards response to NRC 820315 request for addl info le 
IE Quiletin 60-11* "Masonry Wall Design " 

PARKER* W 0 Duke Power Co 02/06/15 DENTON* H R Office of 
Nuclear Reactor Regulation* Director STOUZ.J F Operating Reactui s 
branch 4 133pp 13552 016 24X Flche 50-269* 82/06/15, 0206180091 


0206250131 Clarifies util 010601 request for relief from volumetric 
eiam of reactor vessel support sk irt-to-ves srl weld, in 
response to NRC 820408 Itr Burface exam of outside surface 
equivalent to inside surface exam 

PARKER, W 0 Duke Power Co 02/06/lS DEN TON, H R Office of 

Nuclear Reactor Regulation* Director STOLZ* J F Operating Reactors 
Branch 4 Spp 13613 285 24X Flche 50-269,83/06/15,0206250101 


S206250366 Forwards notice granting exemption from 10CFR50 App H 
in-vessel matl surveillance program requirements for 5-yr 
term 

EIBENHUT.DO Division of Licensing 02/06/16 PARKER, H 0 Duke 
Power Co 4pp 13630 053 24X Flche 50-269.02/06/16,8206250366 


— 8206250370 Exemption from in-vessel matl surveillance program 
requirements for 5-yr term 

SrOL2,J F Operating Reactors Branch 4 82/06/16 Duke Power 

Co 2pp 13630057 24X Fi che 50-269* 02/06/16* 8206250366 


D206240310 EN-32-021 on 820625, not i ce of violation notice of 
proposed imposition of civil penalties in amount of 444,000 
to be issued, based on failure to ensure procedures that 
effect safe operation of facility are followed 

DARBER.O , LIEBERMAN. vi Region 1* Office of Director 82/06/22 
ip 13597 017 a4X Fiche 50-269,82/06/22.0206240310 


R Periodic operating reports related correspondence 


0SO62tOO72 Forwards monthly operating ropfca for May 1982 

PARKER, H D Duke Power Co 02/06/15 Director's Office, Office 
of Inspection and Enforcement ip 13560 009 24X 

Flche 50-269* 82/06/15, 0206210072 


--02O621OO77 Monthly operating repts for May 1982 

REAVIB. J A Duke Power Co 02/06/15 17pp J3560 OlO 84X 
Fiche 50-269* 82/06/15. 02062 10072 


V Operator Examinations 


0206010027 Informs that third operator feedback workshop is to be hold 
on 820525-26 In Atlanta, OA to discuss NRC policy on 
oyer t ime. operator 1 Icenslng, exams It requirement for second 
senior reactor operator on shift as of 820701 

STOLZ. J F Operating Reactors Branch 4 82/05/10 PARKER, W 0 

Duke Power Co 3pp 13319 337 24X Flche • 50-269, 82/03/10, 

8206010027 


DOCKET 50-370 OCONEE NUCLEAR STATION. UNIT 2 


F Security* medical, emergency It fire protection plans 


8206070623 Responds to NRC 811231 Itr re preparedness improvement items 
L emergency plan deficiencies noted in IE Emergency 
Preparedness Appraisal Repts 50-269/01-13, 50-270/01-13 & 

50-287/81-13 

PARKER, W 0 Duke Power Co 02/01/25 D'REILLY.J P Region ?, 
Atlanta, Office of the Director {81/03/01) i2pp 13390 018 24X 

Fiche 50-269.82/01/25*8206070623 


— 0206070632 Forwards IE Emergency Preparedness Appraisal Repts 
30-269/81-13. 50-270/01-13 6 50-287/01-13 on 010824-0903 L 
lists of emergency preparedness def icienc les, prepare dneqs 
improvement items 6 emergency plan deficiencies 
O'REILLY. J P Region 2, Atlanta* Office of the Director 
(01/03/01) Bl/13/31 PARKER, w 0 Duke Power Co lOpp 

13390 030 24X Flche 50-269.02/01/25,820 6070623 


— 0206070645 IE Emergency Preparedness Appraisal Repts 50-269/81-13, 
50-270/81-13 «< 50-287/01-13 on 010024-0903 No noncomp 1 Unc e 
noted Significant appraisal deficiencies Identified In 
post-accident sampling capability 

KCVERN.T A , JENKINS* 0 R Division of Emergency Preparedness & 
Operational Support 01/12/24 44pp 13390 040 24X 

Flche 30-269,02/01/25*0206070623 


G206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed In App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 82/05/11 REYNOLDS, N 3 
Debavoise t, Liberman 3pp 13454 003 24X Fiche 50-000,82/05/11, 

8206090002 


— 0206090009 Forwards first monthly rapt re status of prompt notification 
sys Implementation at facilities Meteorological programs, 
emergency response facilities 6 research reactors need addl 
mgt attention U clarification 

O'REILLY. J P Region 2, Atlanta* Office of the Director 
(01/03/01) 01/01/08 DEYOUNG, R C Director's Office, Office of 

Inspection and Enforcement 4pp 13454’ 167 24X 

Flche 50-000*02/05/11,0206090002 


— 0206090133 Responds to 020203 request for info re deficiencies 
Identified In initial testing of prompt notification sys. 
Facility tost info end 

STOHRr J P Division of Emergency Preparedness it Operational 
Support 82/02/04 ORIMEB, D K Division of Emergency 

Preparedness 3pp 13454 239 24X Flche 30-000,02/05/11, 

0206090002 


8206070466 Forwards Region 2 incident response plan dtd Mar 1982* Plan 
Issued as Suppl 2 to NUREG-0B45, "Agency Procedures for NRC 
Incident Response Plan “ Plan should be of benefit to 
understanding of NRC response to emergency W/d end 

8T0HR, J P Division of Emergency Preparedness S< Operational Bupport 
82/05/12 PARKER, W O Duke Power Co Ip 13374 214 24X 

Flche 50-000, 82/05/12, 0206070466 


8206020034 Releases public version of crisis mgt plan, revised crisis 
mgt plan Implementing plans/procedures A revised McGuire 
emergency Plan Implemontlng procedures 

FELTON, J M Division of Rules and Records 02/05/25 Document 
Management Branch Ip 13333 061 24X Fiche 50-000,02/03/25, 

0206020034 


— 0206020041 Forwards public version of crisis mgt plan, revised crisis 
mgt plan implementing plans/procedures It revised McGuire 
emergency plan implementing procedures 

PARKER, W D Duke Power Co 82/05/07 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director 3pp 13338 062 24X 

Flche 50-000, 82/05/25, 0206020034 


— 8206020047 Public version of Revision 4 to crisis mgt plan One 
oversize brochure enci Aperture cards available In PDR 
a Duke Power Co 02/04/15 BOpp 13330’ 065 24X 

Flche 30-000, 02/05/23, 0206020034. 


— 0206020050 Public version of revised crisis mgt plan implementing 
p lans/procadures* inc lud ing Procedures 5.3 1 re recovery 
manager t. Immediate staff group plan, 5 3 7 re technical 
support group R 5 3 16 re quarterly Inventory 
» Duke Power Co 02/04/30 iSOpp 13338 145 24X 

Fiche 50-000, 82/05/25, 8206020034 


0206020302 Forwards Revision 8 to security plan Revision withheld 
(ref 10CFR73 21 %t 10CFR73 00) 

PARKER; N 0 Duke Power Co 02/05/25 DENTON, H R Office of 
Nuclear Reactor Regulation* Director Ip 13320.284 24X 

Flche 30-269 , 82/05/23*0806020302 



neleasffS public vcrsior* of revision to pnpfgkjncy jilatj * 
energe’ncy plan i mp lenenting procedures 

f-ELTON, J M Dlvi!i;on of Rules and Records 0^/05/27 Duciti*«rt 

lfai^a{jenent Jlrgnch tp 13427 031 24X Fithe 50-269j &2/05yr 

a20ij070l^* 


— 520ii07CS04 Furujards public /ersiau Revision 4 to er.srgenc^ nijii 
revised emergenfy plan irnp I enenfcing prnce J ores, i ncluiJ i on 
Procedures PT/0/R/20C10/O4 re establishment ^ irsp cf 
technirol support ctr 

PARFERrH O Duke PoJier Co 02^^05/13 tCMTQN, H R Cfffic** I't 
nuclear Reactor Regulation, Direc-tcr STQLZ, J F Gpe-rating 
Reactors Uranch 4 2pp 11427 Ojr 24> Fict*. GO“2oV c3 
920lb<J70l9i, 


— 0206070200 Public version < 3 f Revision \ to snergency plan 

SMlTf<r J E Duke Pouter Co B2/04/30 22pp 13427 034 24X 

Flchc 50-269, B2705/4?7, 0206070196 


— ^6206070214 Public version of revised <niergcncy plan urp 1 emsnt mg 
procedures. including Procedures PT/ O/Q/2000/04 ra 
estabi iahi^ent of technical support ctr ^ IP/O/B/ 1601/3 
re environ oquipnent check Revised table of contents encl 
SMITH, J E Duke Pojer Co 8S/05/07 tOOpp 13437 05fc 
Fichd 50-269, 02/05/2'^, 6206070190 


6206300095 Releases public versinri of revised rrergcTity plan 
liftp lementlng procedures 

FELTQH, vJ M Division of Rules and Ratords G2/06/22 Docurueni 
Managefltent Branch Ip 13673 295 24X Fsche 50-369. @3 / 06/ BP. 

0206300095 


— ^82 06300098 Forwards public version of reviaed emergency plan 
implementing procedures, me ludirg Procedure HP '0/ 1009/ lO 
re procedures fo<r quantifying gaseous releases throug6 
steam relief valves under post-accident conditions 
PARKER. W 0 Duke PtJuer Co 82/06710 DENTON. H R Office of 
Nuclear Reactor ReguUtion, Director SfOL2,J F Operating 
Reactors Branch 4 Ip 13676 296 24if Fiche 50-269, 62/06/33. 
B206300Q95 


— 0206300101 Public version of revised emergency plan imjilement inj 
procedures, including Procedure HP/O/lOO?/ 10 re procedures 
for quantifying gaseous releases through steam relief valves 
under post-accident conditions 

CaVrS A . auEN.t B Ouke Power Co 62/05/06 Gpp 13670 ^9/ 
24X FI Che 30-269,82/06/22,0206300093 


P Operating litense stage docudients b correspondence 


8304300003 Responds to POIA request for five categories of documents, 
re Sept 1979 rept. "Reconffiendat ions of TMI-2 IE 
Investigation Team " Approi 170 pages of matl being placed 
in PDR 

FELTGNi J M Division of Rules and Records 82/04/02 t4ElSS,£ ti 
Union of Concerned Scientists tp 12920 032 24X 

Ficha 30-000,02/04/02.8204300003 


G306SB007I Addl response to FOIA request for eight categariee oP 
documents Forwards documents listed in App A Documents 
lilted In App a available in PDR Confidential financial 
info deleted 

FELTONiJ M Division of Rules and Records 62/05/12 MCfiURRAV, f M 
Klrtpatricti Uockhart* Kill, Christopher S< Phillips ZSpp. 

13630 055 24X Fiehe 50-000, 82/03/ Ig, 0206200071 


— 010302031 3 Up dates 001222 tnemP re decisions for degraded cooling 
rul ema k Ing. ateer ing group to issue justification for 
Tuloiuaklns activity in advance of agreement on quantitative 
safety goal Eiamples of valve misoperation provided 
HEOElROSiH S Reactor Systems Standards Branch 01/02/02 

AR LOTTO, 0 A, Division of Engineering Standards 20pp 1363B lU,i! 

24X Fiche 50-000, 82/05/12, 0206230071 


— 8202170409 Forurards safety evaluation re NUneO-0737/ Item 11 K 2 V, 
"pelli'Fe Mode Effects Analysis on Integrated Control Sys ” 

Plant deiign meets all regulatory requirements 
8PEIS,T P Assistant Director for Reactor Safety 92/01/28 
NOVAKrT Assistant Director fur Operating Reactors 7pp 
13637 075 24X Fichs 50-000,02/05/12,8206280071. 


620603022S Forwards design proposal "Instrumentation to Detect 
Inadequate Core Cooling." R<pt submitted in response to 
UURE0-0737,lt.ert 11 F 2 

PARKER, M 0 Duke Power Co 82/05/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOL2/J F Operating Reactoi • 
Branch 4 2pp 13337; 147. 24 X Fi ch *. 50-269, 82/05/25, 0206030225 


j?;!:t04034? Faruards addl info re upyraeJed suniur react- ji rp»>-ia*o, *, 
reac*t)r operator tramina ^ ti airing for mitigating errp 
Jar, age, ih response to 02' 406 request 

FAHkER. U 0 Duke Po.er Co aa/9b<'2b DLNTON, H R Office oi 
‘.uclsar r’pactot Regulation Director ST0LZ,J F Operating Tieflct”. ' 
irjnth M JBpp 133*^4 076 .MXfichc 50-269. 82/05, P*^, a20604<\*49 


»i. ' !:24'455 For^'ards Amends 112.112 ^ 10"'’ ♦•o Licenses DPR- <0 □’’ft ' *< 

rpn'55 respectweiu !, nctice of isaufinre "j availability 
..rends delete Se.'tnn^ 11*12 fmri (j to Tech -jnP' s 

1 ' 44 *FP.P f Ocpr^tiiiq Reactors Bi snch ^ 82/05/27 PACKER U li 

lule Po^tfr Tp 4 pp i: -30 122 Fi' He bO- 269- 82/1 5/27- 

t r0e2<lC4S5 


-- 20624015/1 Aepnss 113.112 ^ 109 to Llcon^ioo DPR' 39- CPR-4/ 2- DFIf 
respec t ivp I ,j, deleting taectiohs 1 1. ‘Station Cooling Water 
Sys Tnp’’''nTf Li'iits / IP. 'Chemical Discharge Limits “ 
from Apr □ *“0 Tech bpeCs 

STDL’ J r Operating Reactors Branch 4 02/05/2/ 9pp 

I2i 2;if Flfhf, '■'0'2o9- 82/05/2''. 0206240455 


^206240439 Notice of issuance t availability of amends 112, 11“ t K'/ Ir, 
Li^-enses DPP TP- DPR 47 ?, DPR-SU. respective ly 
STOlZ. J f Operatinq Reactors Dr inch 4 02/05/27 2p P 

n62D 155 24X Firhe bO-269, 82/05/ 27, 82062404'-? 


3" '6090iaj response to 020319 mfo request re nnvirr»n 

qual 1 f i, at! on oi IMI acfion items * ■ esponse to IF OuHetin 
79 -DlP. ‘Cn^iroTi Qualification of Claes IE Equipment " 

PARhCR.lJ 0 Duke Rniuer Co 82/06/01 DENTOH, H R Office uf 
Nuclear Reactor Regulation. Directoi 40pp 13420 262 24X 

Fjehe 50-269,82/06/01-8236080163 


Q2Q6UO205 Responds to Generic Ltr 02-10 request for status of 
completion of certoin NUREO-0737 items scheduled for 
jnp lementation after 630301 Tabulation end 

PARKER. W 0 Duke Pouer Co 82/06/04 DENTON, K R Office of 
Nuclear Reactor Regulation, Director STOLZ, JF Opeiatinu Hfiiclu.' 
Qranch 4 5pp 13467 0/4 24X Fiche 50-269-82/06/04,0206110,85 


0206180041 Foiwards request for addl info re adequacy of statMiii 
electric distribution sys voltages Response requested within 
60 days of ltr receipt 

STOLZ. J K Operating Reactors Branch 4 02/06/00 PARKER, W O 

Duke Power Co 3pp I3S70 004 34X Ficho 50-269,82/06/00, 

8306100041 


6206090153 Generic Ltr 02-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event H/o enc 1 

EISENHUT.D 0 Division of Licensing 82/06/09 HAUBPURG* A 
Consolidated Edisait Co of New Yprk TANNER, HH Dallas Poujui L 
Light Co I3pp 13557 349 34X Fiche 50-000, 08/06 /0«», 8206090 J DU 


0706100134 Notifies that response to 020311 questions re low tentp 
overpressure protection will be delayed until 020702 Delay 
due bo manpouer limitations £( other higher priority issues 
PARKER, WO Duke Power Co 02/06/lJ DENTON, H R Office of 
Nuclear Reactor Regulation, Director Jp 13593 072 24X 

Fiche 90-269,82/06/11,0206180184 


9206820308 Advises that due to extended forced power reduction, portiot 
of power escalation testing conducted at 604 full power 
rather then 7511 Power reduction duo to inoperable HPI 
Test results to be provided within 90 days of lOOX testing 
PARKER, M 0 Duke Power Co 02/06/19 DENTON, HR Office of 
Nuclear Reactor Regulation. Director STOLZ, J F Operatinij Rp/jctoii 
Branch 4 8pp 13571 043 24X Fiche 50-270,02/06/151020622 0300 


0206250375 Notification of 020780 meeting w/R&W owners group i-n 
Bethesda.KO to discuss small break model verification 
program 

VI8SING,G 3 Operating Reactors Branch 4 02/06/17 STOLZ. J t 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche 50-000,82/06/17,0206250375 


Q Inspection reports, IE Bulletins & correspondence 


0806070683 Responds to NRC 811831 ltr re preparedness improvement itom' 
it emergency plan deficiencies noted in IE Emergency 
Preparedness Appraisal Reptg 50-369/01-13,50-870/31-13 «< 

50-207/01-13 

PARKER. W 0 Duke Power Co 08/01/25 O^RElLLYrJP Region 3^ 
Atlanta, Office of the Director (81/03/01) i2pp 13390 018 J'4X 
Fiche 50'-269, 02/01/23,0206070683 


— 8S06030830 " 1 netrumenta t i on to Detect Inadequate Core Cooling." dtsibn 
proposei. 

* Duke Power Cu. 02/05/84 k7pp. 13337' 149 24X 

F i c ih e < 30-869, B2 /OS/29 , B206030 223 
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-3206070631? Tcru^ards IE Emergency Pi eparedne ss Appraisal Hopts 
50-26'7/'£«l-13. 50-270/01" 11 K 50-P0^/B\~l3 an 810024-0903 f< 
lists of en?rgency pieparedness def ic lertc i esi preparedness 
1 /Improve me n^- items ’ emergency plan deficiencies 
□ ^RE2 LLt-J P Region 2, Atlanta. Office of the Director 
<Hl/03/0ly 01/12/31 PAflJ^ER. W 0 Duke Power Co lOpp 

13390 030 24X Firhe 50-269.82/01/25.0206070623 


•3206070645 IC Emergency Preparedness Appraisal Repts 30-269/81-13. 
50-270/01-13 ?i 50-287/31-13 on 810824-0903 No noncomp 1 lance 
noted '51 gn t Ficant appraisal deficiencies identified in 
post-accident sampling capability 

HEUERlNf.T A , MARSTON.R R . MCFARLAND, C R Division of Emergencg 
Preparedness 6 aperational Support 91/12/24 44pp 13390 (liO 
2U Firhe 5 0-269.82/01/25.0206070623 


^206570350 ‘^^orwards IE Insp Repts 50-269/82- 1 3. 50* 270/02-13 & 
50''237/32-J3 on B20429-3U No noncomp 1 lance noted 
DANCE. K C Division of Project Resident Pi ograms 02/05/13 
PARhER.iJ □ Duke Pouer Co 2p p 13363 113 24X 

‘■‘Irhe 50-269. 02/05/13.8206070350 


- 1206070 360 IE Insp Rept*. 50*269/82-13.30-270/82-13 K 50-207/02-13 on 
820429-30 Mo none omp I lanc 6 noted Major areas inspected once 
through steam generator auxiliary fecduoter ring heater 
distortion damage on Unit 3 

ECQNjroS.N . hERDT. A R Region 2. Of fire of Director 02/05/ K’ 
4pp 13363 115 24X Fiche 50-269.02/05/13.0206070350 


8206070125 Forwards evaluation supperting relief from ASME code 
requirements for core flood noiile welds Decision lo based 
on re-e /alua 1 1 on of 820400 denial 

WhCNEFiP C Operating Reactors Dianch 4 02/03/17 PARKER. W 0 

Duke Power Co 4pp 13424 356 24X Fiche 50-269,02/05/17. 

0206070125 


--{-6:0607 01 28 Safety evaluation supporting relief request for facility 
inservice testing program Request granted based on 
reconsideration of original decision 

•» Operating Reactors Branch 4 82/05/17 2pp 13424 360 24X 

riche 50-269,02/05/17.0206070125 


--020607013B Notice granting lollef freej ASME code. Section XI> "Rules fpi 
Inservlce Insp af Nuclear Power Plant Components " 

STOLZ.U F Operating Reactors Branch 4 82/05/17 2pp 

13424 362 24X Fiche 30-269. 82/05/ 17. 9P0607012S 


0206070713 Ac k receipt af 820420 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-269/02-09. 
30-270/82-09 S< 30-207/02-09 

LE1<^}S. R C Division of Project Resident Programs 02/05/25 
PARKER. W □ Duke Power Ce Ip 13390 001 24X 

Fiche 50-269, 02/05/25.8206070713 


--8206070721 Responds to NRC 820304 Itr re violations noted in IE Insp 
Repts 50-269/02-07.50-270/02-09 it 30-287/82-09 Corrective 
actions computer alarms S. staialarms being modified to 
include Oreyp 8 position limits 

PARKER. W O Duke Power Co B2/04/B8 O'REILUV. JP Region 2. 
Office of Director Spp 13390 002 24X Fiche 50-269,02/03/25. 

8206070713 


--P206070732 Forwards IE Insp Repts 50-269/82-09.30-270/02-09 6 
50-287/02-07 on 020210-0310 8< notice of violation 
LENlS. R G Division of Project 8< Resident Pragrams 82/04/02 
PARKER. W D Duke Power Co 2pp 13390 005 24X 

Fiche 30-269, 02/05/25, 0206070713 


— 8206070737 Notice of viola bion from Insp on 820210-0310 

» Divislori of Project ^ Resident Programs 82/04/02 Ip 
13390 007 a4X Firhe 50-269,02/05/25,0206070713 


— 820607074B IE Insp Repts 50-269/82-09,50-270/82-09 8* 50-287/82-09 on 
820210-0310 Noncofflpl iance noted failure to follow procedure 
(n calculating radioactive discharge t< operating aiial 
power shaping rods in violation of spec limits 

ORDERS. W I HRVANT, J C Division of Project St Resident Programs 
82/04/02 9pp 13390 000 24X Fiche 50-269,82/05/23,8206070713 


8206220222 Forwards IE Insp Repts 50-269/02-07,50-270/02-07 it 
30-287/82' 07 on 820310-14 No noncompliance noted 
DANCE, H C Division of Project & Resident Programs 62/05/27 
PARKER, N O Duke Power Co 2p p 13571 312 24X 

Fiche 50-269. 82/05/27. 0206220222 


— 9306220226 IE insp Repts 50-269/82-07,50-270/82-07 & 50-287/82-07 on 
820510-14 No noncompi iance noted Major areas Inspected 
licensee action on previous enforcement matters, organ! zatlon 
^ administration training h procedures 

SKINNER/ p H , UPRIQHT, C M Division of Engineering it Technical 
Programs 02/05/97 5pp 13971 314 24X Fiche 90-269.02/05/27. 

8206220222 


0202040147 IE Info Notice 82-15. "Notification of NRC " Bve list end 
DEVQUNG. n C Director's Office. Office of Inspection and 

Enforcement 82/03/20 107pp 13426 095 24X 

Fiche 50-000.02/03/20,8202040147 


B2O421O370 IE Infp Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN. F L Division of Engineering tu Quality Assurance 82/05/28 
I03pp 13440 264 24X Tlcho 50-000.02/05/28.0204210370 


0206070366 Forwards IB Safeguards Insp Repts 50-269/83-16. 50-270/82-16 
6 50-287/82-16 on 820516-20 No noncompliance noted 
DANCE/H C Division of Project f* Resident Programs 82/06/01 
PARKER, N 0 Duke Power Co 2pp 13363 001 24 X 

Fiche 50-269,82/06/01,0206070366 


—8206070385 IE Safeguai ds Insp Repts 30-269/02-16.50-270/92-16 N 
50-207/82-16 on 020516-20 No noncompi lane 0 noted Major aroao 
inspected security p Ian. physical barriers . light ing V alarm 
stations Details withheld (ref lOCFR/a 91 > 

HALL. D L , MCGUIRE, D R Division of Engineering ^ Technical 
Programs 02/06/01 Ip 13363 003 24X Fiche 50-269,82/06/01. 

0206070366 


S206070738 Expresses appreciation for cooperation during J Fuiet site 
visit 

O'REILLY. J P Region 2. Office of Director GJ/06/01 SMITH. J E 
Duke Power Co Ip 13389 166 24X Fiche 50-269,02/06/01. 

02O6O7O73B 


8206000183 Forwards response to 820219 info request re environ 
qualification of TMI action items t response to IE Bulletin 
7?~01B. "Environ Qualification of Class IE Equipment " 

PARKER, W a Duke Power Co 02/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ.JF Operating Reactm i 
Branch 4 40pp 13420 262 24X Fiche 50-269.82/06/01.8206000183 


8204210380 IE Dullotin 82-02, '‘Degradation of Threaded Faetenors in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEY0UNO, R C Director's Office, Office of Inspoction and 

Enforcement 82/06/02 lOBpp 13527 150 24X 

Fiche 50-000.02/06/02,0204210380 


B206140295 Forwards "Summary Rept of 10-yr Inservice Insp of Renctor 
Vessel Uelds " 

PARKER, g 0 Duke Power Co 82/06/02 DENTON Office of Nuclear 
Reactor Regulation, Director STOuZ. J F Operating Reactors Branch 
4 Ip 13490066 24X Fiche 50-270,82/06/02,0206140295 


— 9206140302 "Summary Rept of lO-yr Inservice Insp of Reactor Vessel 
Welds " 

PITZ.P L . HACKER, M G i ABELL, 0 E Babcock it Wilcox Co 82/05/25 
20pp 13490 067 24 X Fiche 30-270, B2/06/02, 02061 40295 


G2O421O303 IE Info Notice 02-17, "Overpressor 1 xation of RCS " 8vc list 
one 1 

JORDAN. E L Division of Engineering U Quality Assurance B2/06/il 
106pp 13675 258 a4X Fiche 30-000,82/06/11.8204210303 


8204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Natl by Workers " 8vc list end 

OEYOVNO, R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109 94X 

Fiche 30-000,02/06/11.8204210304 


8206180081 Forwards response to NRC 820313 request for addl info re 
IE Bulletin 00-11, "Masonry Wall Design " 

PARKER, W 0 Duke Power Co 82/06/15 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ, J F Operating Reactor n 
Branch 4 I33pp 13552 016 24X FI che‘ 50-269. 82/06/1 3. 8206 1B0081 


0206250101 Clarifies util 010601 request for relief from volumetric 
exam of reactor vessel support sk irt- to-ves sel weld, in 
response to NRC 820400 Itr Surface exam of outside surface 
equivalent to inside surface exam 

PARKER. W □ Duke Power Co 88/06/15 DENTON, H fi Office of 
Nuclear Reactor Regulatloni Director STOLZ, J F Operating ReoctorB 
Branch 4 2pp 13613 985 84X Flch e‘ 50-269, 82/06/15, 0806230101 


0206250366 Forwards notice granting exemption from 10CFR30 App H 
in-vessel matl surveillance program requirements for 3-yr 
term 

EISENHUT. D 0 Division of Licensing 82/06/16 PARKER, W 0 Dute 
Power Co 4pp, 13630 033 24X Fiche 50-269.02/06/16.0206230366 


— 0206250370 Exemption from in-vessol mat! surveillance program 
requirements for 5-yr term 

8TGLZi J F Operating Reactors Branch 4 02/06/16 Duke Powpr 

Co 2pp 13630 057 24X Fi ch e 50-269, 02/06/16, 8206230366. 
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R Periodic operatins reports it related correspondence 


a20&2l0072 Forwards monthly operating repts for Hay 1902 

PARKER. W □ Duke Pother Co B2/06/15 Director's Offtce. urfvet 
of Inspection and Enforcement Ip I35t0 009 ?ax 
FI Che 50'-269. 0a/Oi>/ 13^ 6206210072 


— 8206210077 Monthly operating repts for May i9B2 

REAVISp J A Duke Power Co B2/06/ 1 5 17pp lOSfcO 010 
Fiche 50-269.92/06/15.6206210072 


V Operator Eicaminationa 


0206010027 Informs that third nperalor feedback workshop Is to be htlrt 
on 620525-26 in Atlanta. GA to discuss NRC policy on 
overtime, operator 1 tccnsing. e lams tr requirement far second 
senior reactor operator on shift as of B2O701 
BTOLZ*J F Operating Reactors Branch 4 62/05/ 10 PARKER. W 

Duke Power Co Spp 13319 337 a4X Fiche 30-269,82/05/10. 

E2060 10027 


S206300t00 Releases public ve.sidn of revised emergency plan 
inplementing procedures 

FELTON. J M Division of Pules and Records B2/06/23 Dac utnrn t 

Management Branch Ip 13fcB4 247 24X Fiche S0«271, 82/06/23, 

0200.300100 


- 020630^^103 Forwards public /ersion of revised emergency plan 
implementing procedures including Procedures □ P 3501 re 
alert-secur itg shift supervisor l« 0 P 3503 re genernl 
emergencg-secur 1 tg shift supervisor Receipt form enc I 
ITARkT, D Vermont Vankee Nuclear Power Corp 92/06/14 Ulfui 

of Nuclear Reactor Regulation. Director Jp 13604 248 J‘/y 

Fiche 30-371.62/06/23.0206300100 


~ -8206300100 Publ ic version of revised emergency plan imj) 1 eme nt inp 
procedures, including Procedures 0 P 3501 re alert- 
sectrity shift supervisor S< 0 P 3503 re general emergency- 
security shift supervisor 

* Vermont VanVee Nuclear Power Corp 82/06/10 lOpp 136G4 ^?4 ^ 
24/ FUhe 50-271,82/06/23.0206300100 


P Operating license stage documents ?< correspondence 


DOCKET 50-271 VERMONT VANKEE lJUCLEAR POWER STATION 
F Security, metficali emergency i. fire protection plans 


6306000192 Informs that NRC nas granted util 60-day grace period aftPi 
receipt ef end exemption to complete svbmlttal re fire 
protection rule scheduler requirements 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/05/10 SMITH, R L Vermont Yankee Nuclear Power Corp 3pp 
13442 112 a4X fiche 50-271. 82/05/10, 0206030192 


--8206030195 Exemption granting 60-day grace period for completion of 
fire protection reassessment 

DENTQNiH R Office of Nuclear Reactor Regulation, Director 
02/OS/iO Vermont Yankee Nuclear Power Corp 37pp 13442 115 
a4X Fiche 50-271,82/05/10,0206000198 


8206030199 Eipresaes profound appreciation for outstanding effort on 
part of Region 1 in investigating S, analysing 380424 
emergency exercise Cooperation by Region 1 personnel greatly 
contributed to fulfilling duties to public 

aAUDEK.R H Vermont, State of 82/05/19 HAYNES, R C Region 1. 
Office of Director 2pp 13337 312 24X Fi chs. 50-271, 32/03/19, 

0206030199 


02O61BOO27 Responds to 62D421 Itr re Revision 5 to physical secuiity 
plan Revision consistent w/provisions of lOCFftSO 54{pl 
VASSALLQiD B Operating Reactors Branch 2 B2/06/01 BINCLAlRiJ lx 

Vermont Yankee Nuclear Power Corp 2pp 13S7D 379 24X 

Fiche 50-27 1 , 62 /06/0 1 , 3206 1 30027 


0206140024 Responds to 600922-1003 health physics appraisal Necessary 
procedure revisions made ta ensure whole body counter will 
be caLibr par ANSI N343 by 020901 Plant procedures revised 
to Include internal dosimetry program 

JACKSON, E U Vermont Yankee Nuclear Power Corp 62/06/DB 
HAYNES, R C Region i, Office of Director 4pp, 13464 343 iiAK 
F i C h e . 50-27 1 , 32/06 / 00, B2061 40024 


6206220511 Ack receipt of 020601 Itr informing NRC of corrective ft 
preventive actions re emergency public notification ays, in 
response to NRC 820413 Itr 

SMITH, O H Division of Emergency Preparedness S, Operational Support 
82/06/11 6INCLAIR, J B Vermont Yankee Nuclear Power Corp l|i 
laSSl 130 24X Fiche 50-271, 02/06/ U, 050622051 1 


—8206220520 Butmlts status of augmentation of emergency public 
notification sys within emergency planning zone, in response 
to NRC 380415 Itr 

SINCLAIR, J fi Vermont Yankee Nuclear Power Corp 62/06/01 
SHtTH,'® H Division of Emergency Preparedness & Operational 
Support Dpp 135S1 131 24X Fiche 50-271, 82/06/1 1, 820622051 1 


6206210283 Discusses notification drills conducted to evaluate 
augmentation capab iUt i es , per NUREO-O654i Table B-1 
Sufficient staff augmentation achieved Drill results end 
JACHSCNi E M Vermont Yankee Nuclear Power Corp 82/D6/I5 
SMITH, O H. Division of Emergency Preparedness & Operational Support 
2pp- 13553 1 26 24X Ftche 50-271,82/06/15,0806310233 


8206350103 Forwards addl Inf a re NUREO-0737, 1 ten HI A 1 2, "Upgtodr 
Emergency Support Facilities," to complete review of util 
emergency organ! zation/program 

JACKSON, E U Vermont Yankee Nuclear Power Corp 02/06/22 
VASSALtOi D B, Operating Reactors Dranoh 2 9pp 13613-270 24X 

Flc ha. 50-271, 02/06/23,8206250183 


0206010417 Clarifies Stale of VT concern that util receive most severe 
sanctions warranted by 020424 event, p ar fcico lary failure of 
licensed aperdtr<rs tu recognize activation of ECTS 

SAUDE/.R H Vermont, State of 02/05/20 HAYNES, R C Region 1. 
Office of Director 2pp 13313 249 24X Fiche 30-271, B2/05/J0, 

0206010417 


6206020302 Requests NRC decition re util position that presently 
installed feedwater spargers do not require replacement as 
defined in NUR£0-06t? Addl Info/commitments re future util 
plans in response to NRC request end 

SMITH, R L Vermont Yankee Nuclear Power Corp 02/05/27 
ETSENHUT.D 0 Division of Licensing 2pp 13326 333 24X 

Fiche SO-271 , 82/05/37, 0206020302 


0206020403 Responds to I tens 1 & 2 Of NRC 811208 request for info rr 
purging 6 venting generic concerns Increased scat leakage 
test frequency not deemed cost affective Debris screen 
installation evaluated during next outage 

E0WARD5.DW Vermont Yankee Nuclear Power Corp 02/05/27 
VASSALLO. D B Operating Reactors Branch 2 2pp 13326 241 347 

Fiche 50-271,82/05/27,0206020405 


62060S0449 Forwards completion status of certain NUREO-O7a7 Itoms, in 
response to NRC 020317 Itr 

JACKSON, E W Vermont Yankee Nuclear Power Corp 82/05/27 
VASSALLO, D D Operating Reactors Branch 2 5pp 13326 327 347 

Fiche 50-271, 02/03/27,9206020440 


8206080346 Informs that licensee 020301 commitments 6 exceptlChs maiU' 
to requirements of Rag Guide I SB.Revision 1 6 Reg Guide 
1 146 In response to Oanerlc Utr 81-01 arc acceptable 
CRUTCHFIELD, 0 Qperating Reactors Branch 5 02/03/28 JQKNQnN, W I’ 

Yankee Atomic Electric Co 2pp 13420 164 24X 

Fiche 50-000.82/05/28,0206080246 


6206000353 Application to amend License DPR-2Bi provid 1 ng limiting 
condition for operation, survei 1 lance requirements bases 
for delnerting containment during reactor operation, 
performing minor maint/insp & inerting containment 

KEIDER.LH Vermont Yankee Nuclear Power Corp 62/06/02 Ijlfjiu 
of Nuclear Reactor Regulation, Director 2pp 13416 220 24X 

Fiche 30-271,82/06/02,0206000333 


— 6206080333 Proposed Tech Spec changes re limiting condition fnr 
operation, s urvei I lance requirements tn bases for deinerting 
containment during reactor op eratlon, performing minor malnt/ 
Insp te inerting containment 

» Vermont Yankee Nuclear Power Corp 82/06/02 4pp 134 16 
24X Fiche 50-271, 82/06 '02.0206080333 


8206100127 Forwards info re status of NUREO-0737, Items II K 3 2J i u 
reactor core isolation cooling section transfer, II K 3 24 rn 
space cooling for HPCI/reactor core Isolation cooling 
HI K 3 27 re common ref level 

JACKSON, £ W Vermont Yankee Nuclear Power Corp 02/06/04 

VASSALLO, D B Operating Reactors Branch 2 3pp 13449 105 P47 

Fiche 50-271,82/06/04.8206100127 


0206150103 Forwards addl info re degraded grid und ervo I ta ge, p er HffOljy/', 
te Icon 

SINCLAIR. J B Vermont Yankee Nuclear Power Corp B2/06/0B 

VA83ALLa,D 9 Operating Reactors Branch 2 8pp 13509.075 L^TX 

Fiche 50-271,02/06/00,0206150103 
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02OtO?Ol53 GenieTic Lfcr S2“H to all LWR reactor plant licensees t* 
appllconts re transmittal of NURE0-O91& relative to 
restart of ftE Ginna Rept documents findings re cause of 
event W/o enc 1 

EISENHUT.D G Division of LlcenBing B2/06/09 HAUSPUHO, A 

ConsoUdafced Edison Co of New York CDUNSIL.W G , SWITZER. D C 

Connectirut Yankee Atomjc Pouer Co I3pp 13557 349 24X 

Flche 5D-000, 63/06^09.8206090133 


3206140094 Forwards info in response to Generic Ltr 82-10 re completion 
status of remaining NUREG-0737 items 

JACKSON. C M Yermont Yankee Nuclear Power Corp 82/06/09 
VASSALLO D D Operating Reactors Branch 2 6pp 13487 167 24X 

Fjche 50-271. 82/06/09.8206140094 


8206220425 For tear ds IE Insp Rept 50-271/02-06 on 820401-0910 No 
noncompliance noted 

STARQ8TECKI . R Division of Project & Resident Programs 02/06/00 

SMITH. R L Vermont Yankee Nuclear Power Cnrp 2pp 13977 176 24X 

Fiche 50-271.62/06/08.8206220422 


— 8206220434 IE Insp Rept 50-271/B2-06 on 020401-0510 No noncomp 1 i ance 
noted Major area4 inspected plant operati ons. records 6 
operating o c tivi ties, phy s ical secur ity. survei 1 lance testing, 
maint activities & status of TMI action plan items 
RAYMOND. W J , COLLINS. S J , OALLO. R M Division of Project «< 
Resident Prngrams 02/O6/OB 20pp 13977 170 24X 

Fiche 30-27 1 , 82/06/08. 8206320422 


&2”6ai0601 Forwards confirmation & addl clarification of responses to 
NiJREC-0737. 1 1 ems II F 1 4, ’'Containment Pressure Monitorj ” 

II F I 5- "Containment Water Level Monitor'' & II F 1 6, 

"Con ta I fitnent Hydrogen Monitor " 

SINCLAIR. J 8 Vermont Yankee Nuclear Power Corp 02/06/15 

VASSALLO. D D Operating Reactors Branch 2 6pp 13561 348 24X 

Fiche 90-271,82/06/15.0206210601 


82O616-0Q73 Foru-ards addl info re proposed alternate shutdown sys design 
submitted S10731, in response to NRC 020510 request 
SINCLAIR. J B Vermont Yankee Nuclear Power Corp 82/06/16 
VA55ALL0, D B Operating Reactors Branch 2 t3pp 13532 146 a4X 
Fiche 50-271.82/06/16,0206180073 


8206240147 Approves util 010918 t. 0727 requests to withhold rep fcs 
YAEC-1249P !< YaEC- 126?P from public d i sci os ure. p er 
10CFR2 790 

CRliTCHFlELO. 0 Operating Reactors Branch 5 82/06/17 KAY. J A 

Yankee Atomic Electric Co 3pp 13600 011 24X 

Fiche 50-000,82/06/17,8206240147 


B2O625OO07 Disagrees u/Qfc of Executive Legal Director re 
interpretation of J0CFR90 44 Util future licensing actions 
will be predicated on review of BWR owners group hydrogen 
recombiner capability study results 

SlflCLAIR, J B Vermont Yankee Nuclear Power Corp 82/06/17 

VA5SALL0, D D Operating Reactors Branch 2 Ip 13613 057 P4X 

Fiche 50-271,62/06/17,020 6 2 50007 


8204210383 IE Info Notice 82-17. “Overpre ssur i zat i on of RCS Sve list 
end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/06/11 
I06pp 13673 238 24X Fiche 90-000, 82/06/ 1 1, 0204210333 


6204210384 IE Info Notice 82-10. "Assessment of Intakes of Radioactive 
Mat I by Workers " Sve list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 120pp 13675 109 24X 

Fiche 30-000.82/06/11.0204210384 


9206220316 Ac k receipt of 020422 ltr infoitning NRC of steps taken to 
correct viola tlona noted in IE Insp Rept 90-271/02-01 Item 
3 will remain Beverlty Level IV violation 

STAROSTECKI. R Division of Project 8< Resident Programs 82/06/16 
SINCLAIR, J B Vermont Yankee Nuclear Power Corp Ip 13371 029 
24X Fiche 50-271,02/06/16.0206220316 


— B?062a03l7 Responds to NRC 820323 ltr re vlolatians noted In IE Insp 
Ropt 50-271/62-01 Corrective actions box posted & moved to 
controlled storage location Surveillance procedure will be 
revised to include cautions re blocking light beams 
JACKSON, E W Vermont Yankee Nuclear Power Corp 02/04/22 
STARQSTECKI f R Division of Project & Resident Programs 4pp 
13S71 030 24X Fiche 90-271.82/06/16,0206220316 


ft Periodic operating reports St related correspondence 


8206240323 Informs Of corrected action made re operation of purge St 
vent valves under inerted conditions Valves reoriented to 
approved orientation Radiological analysis to be Completed 
fay &20BOI 

SINCLAIR, J B Vermont Yankee Nudoar Power Corp 82/06/22 

VASSALLO, D B Operating Reactors Branch 2 tp 13S96 186 SAX 

Fiche 50-271,82/06/22.6206240323 


0206280204 Forwards computer listing for TCPYAOi code & brief 
description of overall procedure utilized In calculating 
operating limits using code Listing withheld 
Iraf 10CFR2 79o> Affidavit of nondisc losure end 
SINCLAIR, J B Vermont Yankee Nuclear Power Corp 82/06/24 

VASSALLO. & B Operating Reactors Branch 2 4pp 13624 202 24X 

Fiche 50-271,82/06/24,8206280204 


6206300183 Forwards Revision H to YOGAP-I-A, operational QA program 
JOHNSON. W P Yankee Atomic Electric Co 02/06/30 HAASS. W P 
Quality Assurance Branch ip 13654 074 24X Fiche 50-000, 

62/06/30, 0206300103 


<1 Inspection reports. IE Bulletins ?< correspondence 


0206030199 Expresses profound appreciation for outstanding effort on 
part q+ Region I In investigating analyxing 820424 
emergency exercise Cooperation by Region I personnel greatly 
contributed to fulfilling duties to public 

SAUDEK.R H Vermont. State of 02/05/19 HAYNCS, R C Region 1, 
Office of Director 2pp 13337 312. 24X Fiche 50-271.82/05/19, 

8206030199 


0202040147 IE Info Notice 82-19, “Notification of NRC," Sve list and 
DEVQUNO. R C Director's Office. Office of Inspection and 

Efifercemenfc. 82/05/20 l07pp 13426 095 24X 

Fiche 30-000,82/05/28,8202040147 


3204210378 IE Info Notice 82-16, '‘HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN. E L Division of Engineering It Quality Assurance 82/09/20 
I03pp 13440,264 24X Fiche BO-OOOi 82/05/28, 0204210378 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners tn 
Reactor Coolant Pressure Boundary of PWR Plants ■* 

Sve list end 

DEYOUKO, R C Director's Office, Office of Inspection and 

Enforcement. 02/06/02 lOBpp 13927 150 34X 

F i c h I 50-000 , 02/06/02, 0204210300 


8206070267 Forwards “Annual Radiological Environ Surveillance Rept, 
1901 " 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 82/05/27 
HAYNES* R C Roglon 1, Office of Director Ip 13367 843. a4X 
Fiche SO-271. 02/05/27,8206070267 


— 0306070273 ’'Annual Radiological Environ Surveillance Rept, 1931 •' 

» Vermont Vankae Nuclear Power Corp 82/05/27 78pp 13367.244 
24X Fiche 50-271.02/09/27,8206070267 


8206150191 Forwards monthly operating rept fop May 1902 

JACKSON, E M Vermont Yankee Nuclear Power Corp 02/06/10 Office 
of Management and Program Analysis ip 13509, 142 24X 

Fiche 50-271,02/06/10,0206150191 


—0206190152 Monthly operating rept for May 1982 

BURGER, F -J Vermont Yankee Nuclear Power Corp 02/06/10 Vpp. 
13505 143 24X Fiche 50-271.82/06/10,6206150151 


8 Reportable occurrences. LERs tt related correspondence 


8111110606 Forwards LER 81-026/03L-0. 

MURPHY, M P Vermont Yankee Nuclear Power Corp 01/11/03 
HAYNES, R C. Region 1, Philadelphia, Office of the Director 
(01/03/01) ip 12310 072 24X Fiche 50-271,81/11/03.8111110606 


—8204230076 LER 01-026/03L-0 on 01 1005, during weekly reviaw of 
surveillance test data, d i scovered that max monthly Interval 
for functional test of ATW9/RPT sys oxceeded by 4 days 
Caused by oversight In scheduling. 

MURPHY, W P Vermont Yankee Nuclear Power Corp 81/11/03 
Region ii Philadelphia. Office of the Director (81/03/01) Jp 
12018 073 24X Fiche 50-271.01/11/03,0111110606 


8206010087 Forwards LER a2-00S/O3L-0 

MURPHY, tJ P Vermont Yankee Nuclear Power Corp 82/05/17, 

HAYNES, R C Region 1, Office of Director Ip 13307; 187 24X 

Fiche 50-271* 82/05/17,8206010089 


— B2D6010096 LER 82''008/03L-0 on 020422, cooling fan for RPI8 power supply 
In CRP 9-37 f ai led, caus ing loss of rod position indication 
Sequence occurred several times, Fan replaced 
MURHPV, W P Vermont Yankee Nuclear Power Corp 82/05/17. 

Region 1, Office of Director 2pp 13307 100 24X 

Fiche 90-271.92/05/17.0206010009 
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e20i622036a Forwards LER a2~00?/03L"0 

HUHPHY* W P Vermont Vanliee fJuc lear P cmter Corp 62/06/11 

HAYNES, R C Region 1, Office qP Director Ip 133B2 0D9 

Fiche 3 0-271, B3/ 06/ 11, 9206220369 


— 9206220373 UER a2-00?/03L-0 on 820513, dun n g tiortral operat i on., rear t^j 
pressure indicator P! 2-3*5511 indicated louier than redundant 
indicatory Caused by degraded 2A-volt dc pouer supply Power 
supply replaced 

MURPHY., W P Vermont YankaB Nuclear Power Corp 82/06/11 
Region 1, Office oF Director Ip 13582 039 24X 

Fiche 50-271,02/06/11,8206220369 


8206220400 Forwards LER 82'010/03L-0 

fiURPKY*W P Vermont Yankee Nuclear Power Corp B2/Q6/11 

HAYNESj R C Region 1, Office of Director Ip 13578 04^ cMX 

Fiche 50-271,92/06/11.0306220400 


—8306220408 LER 83-01O/&3L-O on 820513 3k 27. RHR svc water treakti 
tripped free when pump started Caused by worn prop GE rfodel 
416 350-8HB ftreakST prop replaced Oreaker tested 
sati sfaic tor 11 y k returned to svc 

MURPHY, W P Vormont Yankee Nuclear Pauer Corp 03/06/11 
Region l> Office of Director 2pp 13578 050 24X 

Flche ao-a"'!, 82/06/ U. 6206220400 


DOCKET 50-273 SALEM NUCLEAR GENERATINO STATION, UNIT 1 


F Security, medical, emergancy k fire protectiom plans 


?2u6230140 Forwatds Fire protection program safe shutdown \ 
iTiteractton analysoa in response to 030420 Itr FJept 
supplerents original 'Safe Shutdown Analysis Kept, ' 
sullt^^^»ed Sept 1981 

lTOEN £ A Public Service Electric ?, Oas Co of New viorsoy 

02/06/16 VARGA, 5 A Operating Reactors Dranch 1 2pp 1 Jti'/l (>in 

24. ri:h« 50-r72,e3'06/l6 9206210140 


- 20ci3 J 0 I <1 ' Fire protection program '\afe shutdown *, intor,3c ti nn 
analyses, supplemental info 

4 Pchiic Ser/ice Electric 6 Gas Co of New Jersey 03/06, Jt* 
lepp ir*59l 016 24X Ft Che 50-273,82/06/16,9506230140 


8206290331 Discusses 920618 telcon re reiiuest for d i scoti t irijation ai 
post"StMite security plan implementation Concurs 
w/discantinu3tion 

HAYNES, H C Region 1. Office of Director 82/06/25 UDCRlT/,tv A 

Public Service Electric & Gas Co of New Jersey Ip 13632 J. /’ 

34X Fiche 50-272,82/06/25,9206290333 


H General correspondence 


S32063001.7O Advises that corporate contact for correspondence changed 
from rw Schneider to RA Uderitz 

I'DEfllTZ.f? A Public Ser/ice Electric N Gas Co of Neiu Jersey 
92/06/21 SCOTT R S Document Management flranrh Ip 1,3654 HJh 
24X Fiche 50-272,83/06/21 0206300170 


P Operating license stage documents ?« corres pondenco 


0306040365 Notifies of intention to conduct annual emergency flcin 
eierclee on 820519 

ZUPKOrJ rt Public Service Electric Gas Co of New Jersey 
02/02/17 CRIMES, B K Division of Emergency Freparednose Ip 
1^J3S4 323 24X Fifhc 50-272.82/02/17,8206040365 


0306150016 Responds to FOIA re^^uest for documents re siren sys 
inetalled to provide early notification to populace In 
plume pathway around nuclear reactor sites in US Forwards 
documents listod in App A 

FELTOft, J H Division oF Rules and Records 83/04/21 MADE, J 
Public Interest Research Group, New Vork 7pp 13524 010 24X 

Ftche 50-000,82/04/21,0206150016 


—8206150049 Prnvides update re status of installation testing of 
prompt notification sys Siren sys silent 6 grouil tests 
successfully completed in State of NJ Related info end 
ZUPKO, J H Public Service Electric {e Gas Co of New Jersey 
02/01/29 DENTON, H R Office of Nuclear Reactor Regulation. 
Director VARGA, S A Operating Reactors Branch i 6pp 
13S24 263 24X Fiche 50-000,82/04/21,0206150016 


■9206tS0076 Provides status of installation 4i testing of prompt alertmti 
4c notification sys Complete siren sys silent test completed 
in State of DE on 020129 

Zl^KOr J M Public Service Electric tc Oas Co of New Jersey 
02/02/03 DENTON, H R Office of NucScar Reactor Regulation, 

DlrectoT VARGA, S A Operating Reactors Branch I 4pp 

13524 290 24X Flche 50-000,82/04 / 21.8206150016 


6206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notifl cation sv« Fori^ards documents listed in App A 
Documents also available In PDR 

FELTOMi J rt Division of Rules and Records 62/05/ 11 REVNOUD6. H U 
Oebevolse fc Liberman 3pp 13454 003 24X Fiche 50-000. 02 /OS/ J I , 

0206090002 


--8206090011 List of facllitiet completing emergency ereparedneso 
activities by ai0701 

e NRC - No Detailed Affiliation Given 62/05/11 9pp 
134 54.006 24 X Fiche 50-000,82/05/11,0206090002 


9206020059 Releases public version of Intended scenario fpr 
radiological emergency response plan eierctse 

FELTON. J H Division of Rules and Records 02/05/21 Document 
Management 'Branch Ip 13332 125 a4X FicAe 50-272,02/05/21. 
6206020059 


8206230071 Addl response to FOIA request for eight categories of 
documents Forwards documeni's listed in App A Documents 
listed in App B available In PDR Confidential financial 
info deleted 

FELTON, J ri Division of Rules and Records 82/05/lS KCMURIlrtY, C N 
Kirkpatrick, Lockhart, Hill, Lhr istophfer ^ Phillips 20pp 
13638 055 24X Fiche 50-000,82/03/12,8506200071 


8206110150 Forwards Amends 44 6 6 to Licenses DPR-70 *< DFR-75. 
respec t ively, safety evaluation L notice of iasuance 5, 
availability Amend revises Tech Specs re surveillance of 
automatic isolation 6 interlock action of RHfl sys 
RQ8S.N J Operatino Reactors Branch 1 02/05/25 UDERIT2, R *\ 

Public Service Eiactric ^ Gas Co of New Jersey 2pp 13490 

24/ Fiche 50-272,82/05/25,8206110150 


— 82061 10154 Amends 44 V 8 to Licenses DPR~70 & DPR-75. reapec fci vr I y. 
revising Tech Specs re surveillance of automatic isolation T< 
Interlock action of RHR sys 

VARGA, 6 A Operating Reactors Branch 1 62/05/23 llpp 

13490 324 24X Fiche 50-272,82/05/25.0206110150 


— 8206110156 Safety fvaluatlon supporting Amends 44 e< D to Llrenips 
DPR-70 t> DPR-7S, respectively 

« Office of Nuclear Reactor Regulation, Director 82/05/25 i 
13490 333 24X Fiche 50-272,82/05/25,0206110130 


— 0206110137 Notice of issuance aval labil itij of Amends 44 S< 0 t f» 
Licenses DPR-70 ^ DPR-75, respective ly 

VAR0A.6 A Operating Reactors Branch 1 02/05/25 3pp 

13490 337 24X Fithe 50-272,02/05/25,0206110150 


0206160067 Notification of 020614 I, 15 meetings ui/gtil In HancoLlic 
Bridge. NJ to review licensee proposed radiDlogical effluent 
Tech Specs 

HOES, N J Operating Reactors Branch 1 02/06/08 VARGA, 9 A 

□peratifig Reactors Branch I 2pp 13530 031 24X 

riche 50-272, 82/06/08, 8206 1 60067 


6206090153 Generic Ltr 02-11 to all LWR reactor plant 1 icons ens f. 
applicants re transmittal of NUREG-09i6 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enc 1 

EisENHUT, DO Division of Licensing 02/06/09 HAUKPURG. A 

Consolidated Edison Co of New York SCHNEIDER.F W Public Rprvjrt 

Electric J, Gas Co Of New Jersey FICANDENTIiF J Atlantic City 
Electric Co I3pp 13357 349 24X Fiche 30-000,02/06/09, 

820609 01 53 



B206020064 Forwards public version of intended scenario for 1702 
FEMA/NRC witnessed e*ercl«e of NJ/OE/facl I i ty radiological 
■mergency response plane 


* Public 8«TVic* Electric 6 Gas Co of New Jersey 
VARGA. 0. A OptTating Reactors Branch 1 ItOpp 
Fiche 50-272,02/05/21,0206020039 


82/04/02 
13332 126 


D4X 


9206240143 Provide* updated info re shift technical advisor phas-i not 
program scheduled for Bep t 1982 Senior shift supervisor will 
take charge of affected unit t, shift supervisor engineer 
will assume shift technical duties 

LIDEN, E A Public Service Electric «, Gas Co of New Jersey 

82/06/16 VARGA, S A Operating Reactor* Branch 1 2pp 13 !j79 'i’jp 

24X Fiche 30-272,82/06/16,0206240143 


^206250403 Forwards request for addl info re implementation of TMI 
action items, per 820505 Generic Ltr 02-10 


RQS&, kJ J Licensing Branch 1 62/06/16 
0«Tvics Electric ^ Qas Co of New Jersey 
Fiche 50-272,02/06/16,0206230403 


UDERlTZifi A publxc 
2pp 13630 107 24 X 
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Q Ir^p«ctxon TE’ptjrts. IE Oull^tins h correspondence 


020*0^0 IBB Foriiisrds lE Safeguards Insp Repts 50-972/82-03 h 
5D-JI 1/B2-03 OT5 820111“ 1 5 *i notice of violation Ends 
uitn^eld <TQf 10CFR73 2U 

T T Division of Englncei mg Technical Prograna Q 2 / 05 / 1 V 
urERirZ.R A Public Service Electric ^ Gas Co of Mow Jersey Vpp 
133 &G 114 24 X Flche 50 - 272 , 82 / 05 / 17,8206040183 


5‘06040356 Forwards IE Insp Repts 50-272/82-10 V 50-311/62-09 an 
e=i0406-0511 notice of violation 

STiAROSTECI*' I i R Division of Project ^ Resident Programs 82/0^/19 
tDERlTZiR A Public Service Electric *< Oas Co of New ^/e^5e^ 2pp 
13352 264 24K Flche 50-272,82/05/19,0206040356 


— 8206040360 Notice of violation from insp on 020406-0511 

STAROSTECKl , R Division of Project /< Resident Programs 82/05/19 
2pp 13352266 24X Flche 50-272,82/05/19.0206040356 


-6206040371 lE Insp Ropts 50-272/02-10 fv 50-311/62-09 on 020406-0511 
Nloncomp 1 ion ce noted failure to make 10CFR30 72 rept ^ 
failure to adequately monitor liquid release 

rjCRRHOLHi U J , SUMMERS, R , LAZARUS, W J Region 1, Office of 

Director 82/05/18 20pp 13352 260 24X Fiche 50-272,82/05/19, 

8206040336 


8202040147 IE Info Notice 62-13, “Not 1 f i cation of NRC ’* Sve list inrl 
DEtOUNQ^R C Director's Office, Office of Inspection and 

Enfarccnient 02/05/36 107pp 13426 095 ?4X 

Ficfie 50-000,82/05/38,6202040147 


0204210378 IE Info Notice 62-16. "HPCl/RCIC High Steam Flow Soipoinir, 
Svc. Eist end 

JORDAN, E L Division of Engineering 8< Quality Assurance 02/05/28 
I03pp 13440 264 24X Flche 50-000,82/05/28,0204210378 


3206150219 Forwards IE Inap Repta 90-272/83-00 «< 50-311/62-07 on 
820122 t notice of violation 

KARTlNiT T Divinlon of Engineorlng & Technital Programs 02/09/28 
(JDERITZ,R A Public Bcrvlte Electric tt Oas Co of New Jersey I'pj) 
13503 29B 24X Ficbe 50-272,85/05/26,0206150219 


-6206150222 Notice of violation from insp on 620122 

MARTIN,! T Division of Engineering & Technical Programs 
05/05/26 Ip 1 3503 300 24X Fiche 90-273,02/05/28,8206190219 


— 0206150326 IE Insp Repts 50-272/B2-OS t« 50-311/62-07 on 020122 
Noncomp 1 lance noted delivery of shipment of licensed matl to 
carrier for transport w/two containers not strong, tight 
pac kages 

CLEHDN8. P , GREENMAN, E 0 Division of Engineering & Technical 
Programs 82/09/27 4pp 13503 301 24X Flche 90-272,02/09/KB, 

820^1190219 


0204210300 IE Bulletin 82-02, “Degradation of Threaded Fasteners m 
Reactor Coolant Pressure Boundary of PNR Plants “ 

Bve list end 

DEV0UN3, R C Director's Office, Office of Inspection and 

Enforcement 62/06/02 lOBpp 13927 190 24X 

Fiche 50-000, 02/06/02, 6204210300 


0204210383 IE Info Notice 02-17. “Overpressur 1 lotion of RC8 *’ Svc list 
BTIC I 

JORDAN, E L Division of Engineering & Quality Assurance 62/06/11 
i06pp 13679 250 24X Fiche 90-000,02/06/11,8204210363 


8304210384 IE Info Notice 02-16, “Assessment of intakes of Radioactive 
Matl by Workers " Svc list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 62/06/11 120pp 13675 109 24X 

Flche 50-000,02/06/11,8204210304 


B2C6290402 Forwards IE Insp Repts 50-272/02-12 50-311/62-13 on 

820512-0608 & notice of violation 

STARQBTECKI, R Division of Project Resident Programs 82/06/14 
UOERlTZrR A Public Bervice Electric U Oau Co of New Jersey 2pp 
J3634 266 24X Fiche 50-272,02/06/14,02062 90402 


— 9206290406 Notice of violation from insp on 620512-0606 

STAROSTECKIrR Division of Project Resident Programs 62/06/14, 
3pp 13634 260 24X Fiche 50-272,02/06/14,8206290402 


— 82062904J1 IE Insp Repts 50-272/02-12 (t 50-311/02-13 on 020312-0600 
Noncomp 1 lance noted failure to reviews approve procedures f< 
failure to perform surveillance tests re containment 
penetration isolation points 

NORRFDLM, L J , SUMMERS, R , LAZARUS, W J Division of Project 6 
Resident Programs 02/06/14 2lpp 13634.270, 24X 

rich R 50-272, 02/06/ 1 4^ 0206290402 


R Periodic operating reports 6 related correspondence 


0206150131 Forwards monthly operating rept for May 1902 

MlDURA.fi J Public Service Electric 6 Oa& Co of New Jersey 
02/06/10 Director's Office, Office of Inspection and Enforcement 

ip 13505 104 24X Fiche 50-272,82/06/10,0306150134 


—0206150130 Monthly operating rept for flay 1902 

MILLER, L K Public Service Electric Das Co of New Jersey 
82/06/10 19pp 13505 103 24X Fiche 90-272,62/06/10,0206150134 


S Reportable occurrences, LERs 6 related correspondencR 


0111110776 Forwards LER 01-O92/OIT-O Detailed event analysis one 1 
MIDURA, H J Public Service Electric t Gas Co of Now Jersey 
01/11/02 KAYNES,R C Region 1, Ph i 1 adel p h ia. Office of the 
Director {81/03/01) 2pp 12018 060 24X Fiche 50-272,01/11/02, 

8111110776 


— 0204230076 LER ei-092/0lT-0 on 01 1020, during routine containment insp, 
operator discovered svc water leaking from third from tap 
secondary! coll on containment fan coil unit 15 Caused by 
secondary coil failure Leaking coil blank flanged off 
DICKEVrF Public Service Electric 8< Gas Co of New Jersey 
Bl/il/02 Region t, Philadelphia, Office of the Director 

(61/03/01) ip 12018 071 a4X Fiche 90-272, 01/11/02.011 1110776 


6206260071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App D available in PDR Confidential financial 
info deleted 

FELTON, J H Division of Rules and Records 02/05/12 MCMURRAY, C M 
Kirkpatrick, Lockhart, Hill, Christopher & Phillips 2dpp 
13639 OSS 24X Flche 90-000,82/05/12,6206260071 


— 8007150080 RO 79-50/OlP on 790906, review of NS99 equipment environ 
qualifications identified that conditions associated u/high 
energy line breaks impacting on nonsofety control sys could 
constitute unresolved safety question 

MIDURA, H J Public Service Electric & Gas Co of New Jersey 
79/09/10 Ip 13639 100 24X Fiche 50-000, 02/05/12, 0206200071 


6206030220 Forwards LER 82-029/03L-0 Detailed event analysis end 
MIDURA. H J Public Service Electric t. Gas Co of New Jersey. 
02/09/19. HAYNES, R C Region 1, Office of Director 3pp 
13337 143 a4X Flche 30-272,62/05/19,0206030220 


—0206030231 LER 82-029/03L-0 on 020501, svc water flow to containment 
fan coil unit 12 found less than 2,500 gpm Caused by flow 
control valve 12SN223 stuck in closed position Ualve t2SH223 
exerc 1 bed 

FRAHM, R Public Service Electric (' Gas Co of New Jersey 
82/09/19 Region I, Office of Director Ip 13337 146 24X 

Flche 90-272, 82/09/19, 0206030228 


8206030245 Forwards LER 02-O3O/O3L-O Detailed event analysis end 
MIDURA, H J , FRAHM, R Public Service Electric (t Gas Co of New 
Jersey 82/09/19 HAYNES, R C Region 1, Office of Director 3pp 
13337 261 24X Flche 50-272.02/09/19,0206030245 


—8206030247 LER 02-O3O/O3U-O on 020419, d Iscovered that valve IHRDi 
leakage rate greater than max range of volumetric test 
equipment Unable to verify that leakage exceeded Tech Spec 
limit New test equipment w/proper range will be purchased 
FRAHM, R Public Service Electric 5* Gas Co of New Jersey 
82/05/i<? Region 1. Office of Director Ip 13337 264 B4X 
Fiche 50-272,82/09/19,8206030245 


0206100271 Forwards LER 82-033/03L-0 Detailed event analysis and 
MIDURA, H J Public Service Electric 6 Gas Co of New Jerseif. 
82/09/19 HAYNES, R,C Region I, Office of Director 3pp 
13458 197 24X Flche 50-272,02/05/19,0206100271 


—0206100372 LER 82-033/03L-0 on 020502, trave 1 ling screan high 
differential pressure trip alarm received concomitant 
w/decreasing condenser vacuum Caused by grass 6 debris 
accumulation in screen Screen cleaned 

FRAHM, R Public Service Electric (t Gas Co of New Jersey 
02/05/19 Region I, Office of Director Ip 13498.199 24X 

Fiche 90-272,82/05/19,8206100271 


8206070803 Forwards LER 82-028/03L-0 Detailed event analysis end 
MIDURA, H J Public Service Electric t< Gas Co of New Jersey 
82/05/21 HAYNES, R C Region t, Office of Director 3pp 
13309 195 24X Fiche 50-272, 82/03/21 , 0206070003. 
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— B206070813 LER 82-028/03L-0 on 030425* during routiti« operationr 
re^UBJing tuater storage tank contained less than nin voi 
required bg Tecii Specs Caused by refvlHng of spent fuel 
pool Makeup to storge tank initiated 

FRk^HtlrR Public flervice Electric tr Gas Co of New Jersey 
Ba/O-^/ai Region 1, Office of Director Ip 13339 190 «.*41C 

Fiche 50-272*62/05/31.8206070803 


B206070573 Forijjard« UER B2~O25/03L-0 Defcdilsd event analysis end 
MlDURfi. K J Public Service Electric l< Gas Co of New Jersey 
82/05/36 HAVMCSpR C Region 1* OFftce of Director 3p p 
13374 024 24X Fjche 50-272* 82 /OS/ 2i>. 6206070573 


— 8206070577 LER 02-025/031-0 on 820501 . steam generator uide ranqe levi 1 
indication 13 failed lou Caused by piece of solid mire 
Shorting, irstfumcnt signal lead to conductor shield Wire 
removed it channel satisfactorily tested 

FRAHM*ft Public Service Electric I* Gas Co of New Jersey- 
82/05/26 Region I* Office of Director Ip 13374 027 ?*4X 

Fiche 90-27 2*82/03/26.8206070 373 


8206100233 Forwards LEfi 82-031/03L-0 Detailed event analysis end 
HlDORAtK J Public Service Electric b Gas Co of Neiu Jersey 
82/05/26 HAYNES* fi C Region S* Office of DireLtnr 3p p 
13453 338 34X Fiche 50-272,02/05/26.0206100233 


—8206100244 LER B2-03L/031 -0 on B205O2* while testing valve 11&W12/* 
safeguards equipment control cabinet actuation occurred 
Caused by locked out supply breaker to safety injection pump 
llr due to spurious nature of actuation 

FRAHM, R Public Service Electric A Gas Co of Neu Jersey 
02/05/26 Region 1. Office of Director Ip 13453 34t 24X 

Fiche 50-272,02/05/26*0206100233 


020-6110043 Forwards corrected LER a2-028/03L-0 

MIDURA*H J Public Service Electric & Gas Co of Weu Jersey 
92/06/01 HAVNES*R C Region 1. Office of Director Ip 
13465 257 24X Fiche 50-272*02/06/01.02061 10043 


—9206110047 CorreetPd l-ER B2-026/03L-0 -on B20425,both channels of 
refueling uatei' storage tank iRWSTi level indication showed 
less than min vnl Caused by refilling spent fuel pool 
Makeup to RUST initiated 

FRAKM* R Public Service Electric St Gas Co of New Jersey 
82/05/21 Region 1. Office of Director Ip 13465 23Q 24X 

Fiche 50-272,03/06/01.8206(10043 


8206210403 Forwards LER 0O-OO4/O3X-1 Detailed event analysis en<l 
MlDUflAiH J Public Service Electric b Gas Co of New Jersey 
82/06/07 HAYNES, R C Region 1* Office of Direct-or 3pp 
13569 325 24 X Fiche 50-272*82/06/07.82062 1 0403 


—8206210411 LER B0-004/O3X-1 on 0OOU4 j recirculatio-n flow for boron 
injection tank indicated lew & alarm annunciated Caused by 
clogging of sys u/boric acid crystals h two missing 
retaining rings Crystals flushed 6 rings replaced 
DICKEY, F Public Service Electric tt Oas Co of New Jersey 
82/06/07 Region I* Office of Director. ip 1356B 328 24X 

Fi Che- SO-272, 02/06/07, 8206210403 


8206210444 Forward* LER B2-034/03L-0 Detailed event analysis end 
M1I>URA,H J Public Service Electric b Gas Co of New Jersey 
02/06/07 HAYNES, R C Region 1, Office of Oireetor 3pp 
13560 321 B4X Fiche 90-272*62/06/07,82062 1 0444 


—6206210460 LER 02-O34/O3L-O on 620510i Steam generator 14 wide range 
level indicatian failed leu Caused by loose fuse in power 
supply Fuse properly tightened L tested 

FRAHKiR Public Service Electric 8< Gas Co of New Jersey 
82/06/07 Region 1* Office of Director ip 13568 324 24X 

Fiche 90-277. a2/0&/O7. BPOA^inaad 


-n?062203*?!7 LER Q2-037/0 jL- 0 on 820526* sve water flow to canta inne-nl f^i, 
coll unif 12 found below Tech Spec requirements Caused by 
flow control valve 125(4223 stuck in eluded position Valve 
repfiired 

FRAHM.R Public Service Electric Gas Co of New Jersey 
82/06/0’? Region 1 Office of Dlrectoi Ip 13582 070 ,»4X 

Fiche 50-272. 02/06^09, 0206220387 


6r*'6220449 Forwards LER 92 036/03L-0 Detailed event analysis en- 1 
HJDUPA.H J Public 5cr>ice Eler^rlc t* Gas Co of New Jorsey 
02/06^09 HAYNES. R C Region I* Office of Director 3pp 
13570 169 24X Fiche 50-272. 82/06/09* 8206220449 


--8206220459 LER 82-036/03L-0 on 820926* control room emergency an 
conditioner 12 Failed to operate Caused by tripped load ctr 
supply breaker IC16V de-energ i i ing fen power supply No 
cause determined Breaker closed t fan returned to sve 
FRAHM,2 Public Service Electric ♦< Gas Co of New Jersey 
82/06/09 Region 1 Office of Director Ip 13970 172 24/ 

Fiche 50-2-' 2* 9? /06/09, 0206220449 


i?2C622G5rj4 Forwards LER 62 03P/03L 0 Detailed event analysis enc 1 
HIDURA.H J Public S^rxice Electric *< Gas Co of New Jersey 
02/06/09 HAYNFS.R C Region t, Office of Director 3pp 
13580 237 24X Fiche 50 272, e2/0b/09, 0206220534 


- 8206220552 LER B2-032/03L-0 on 020519, boric acib flow in transfer punp* 
11 6 13 decreased below Tech Spec limit rendering pumps 
inoperable Caused by increase in impeller to volute 
clearance due to normal wear Clearance adjusted 
FRAHM/R Public Service Electric & Gas Co of New Jersey 
02/06/09 Region 1. Office of Director Ip 13980 240 21/ 

riche 50-2'»2, 02/06/09. 3206220534 


’/ Operator Eiaminations 


S206390147 Submits naui requal if ication training schedule for approval 
GDERlTZ,R A Public Service Electric !* Gas Co of New Jersey 
02/06/24 VARGA, S A Operating Reactors Branch 1 Ip 136'JL 301 
247 Fiche 50-272,02/06/24,8206290147 


DOCKET 50-274 U S GEOLOGICAL SURVEY RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


0206000067 Informs that 020302 revisions have been incorporated ns pm t 
of physical security plan for TRIOA reactor 

DERMARD.If Standardiiation b Special Projects Branch 82/06/OJ 
tllLLlARD.HT Interior* Dept of, Geological Survey Ip 13441 I', 4 
24X Fiche 50-274,82/06/03.8206000067 


DOCKET 90-275 DIABLO CANVON NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency St fire protection plans 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/05/11 REYNOLDS, N D 
Debevoise b Liberman 3pp 13454 003 24X Fiche 50-000, 02/09/ J I* 

0206090002 


— B2031104Q1 Submits monthly update of status of implementation of prompt 
notificatlun sys 

SPENCER* G S Division of Technical inspection 02/01/05 
CRiMES* D K Division qf Emergency Preparedness Spp 13454 1/6 
24X Fiche 50-000,82/05/11,8206090002 


0206020490 Forwards Revision 11 to security plan Revision withheld Irui 
10CFR2 790) 

CRANE, P A Pacific Gas b Electric Co 83/05/27 DENTON, H (JPficr 
of Nuclear Reactor Regulation, Director 2pp 13335 324 24X 

Fiche 90-275,82/05/27,8206020490 


82060B0059 Responds to 820311 Itr re changes to physical security plsri 
Changaa are consistent w/provislons of 10CFR50 94(p) 
l1IRAGLIA,r J Licensing Branch 3 82/05/28 CRANE, P A Pacific 

Gas b Electric Co Ip 13441 153 34X Fiche 50-275,82/05/20, 

8206080059 


8206170261 Forwards IE Safeguards Insp Rept 50-275/82-15 on 030524-L'B 
No noncomp liance noted 

N0RDERHAUG,L R Division of Radiological Safety b Safeguards 
Program 82/06/11 CRANE* P A Pacific Gas 8< Electric Co Ppp 
13529 135 24X Fiche 50-275*82/06/11,8206170201 
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??u4>l7C'5aT IE aafeguardH Insp Rept 50-275/02-15 on 020534-23 No 
ror c omp HaTi c B noted Major areas inspBcti»d SEcurity plan & 
inp 1 e 1 n g proc e d ore? s ■ secur i t<j organiiation (ngt & security 
program audit Details withheld (ref lOCrR73 21) 

SCHAEFERi D W . nCQUEEN. A D , SCHUSTER. t1 D Division of 
Radiological Safety t, Safeguards Program 02/06/11 2pp 
1^529 127 24X Fiche 50-275,02/06/11,8206170981 


Rsj 62503J2 Foruards changes to security plan effective B20705 
Changes uiithheld (rof lOCFRTj 2i) 

CRANE. P A Pacific Gas Electric Co 02/06/21 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ip 13617 234 24X 

Fiche 50-275.82/06/21.0206250313 


•j- Adjudicatory correspondence 


fr'^6300llJ Recommends that pt opasod Board Notification DN-B2“19 te 
•^ranscript of 820217 meeting w/Governor of CA ?< joint 
interveners be transmitted to Lommission 

TEDESCO. R L Assistant Director for Licensing 02/03/02 
EISENhUT.D Division of Licensing Ip 136'75 015 24X 

Fiche 50-P75. 02/03/02. 820630011 3 


520630011P Board Notification BN‘82-19 re transcript of 020217 mcetinn 
ui/r ep resen ♦ at ives of Governor of CA t> joint interveners 
concerning safety issues on seismic design adequacy 
currently before Commission 

EIGENHUTj D G Division of Licensing 82/03/03 PALLADINO, M , 
GILiN5FV»V , BRADFORD. P Commissioners 3pp 13699 016 24/ 
Fichn 50-27 5. 82/03/0?, 82063001 13 


S20504034B Eiprescs concern tp Bechtel activities u/o complete OA 
program development is approval ^ util deficiencies after 
1973. discussed at NRC S20430 meeting w/util 

BROtJN. H ii Kirkpatrick, Lockhort, Hill, Chn stopher 8< Phi U i pc 

BROUN, H H California. State of 62/04/30 DENTGN. H R Office of 

Nuclear Reactor Ragulatlon, Director 2pp 13503 OOl 24X 
Fiche 50-275. S2/04/ 30. SP0504034G 


32060l 03!4 Reply to Governor flrown motion re board notification 
transmitting PN0-U-82'-0'? f IE Info Notice 82-11 When util 
investigation mtu errors identified in PNO comp lete. rep t 
uill be included in bimonthly rept W/Cer ti f i cate of Sve 
CRANE,? A Pacific Gas & Electric Co 82/05/2S 4pp 13300 066 
24X Fiche 30-275,02/05/25,8206010314 


0206040093 Response in support of Governor Drown 020513 motion foi 
order directing util to provide full info to all parties 
re status of util investigation of PNO-V-82-009 & re IE 
Info Notice 02-11 Certificate of Sve enrl 

REVNQLDR, J R Joint Intervenors-Olab lo Canyon REyNQLDS, J R 

Center for Law in the Public Interest 02/03/29 Atomic Safety 
an4 Licensing Board Panel 4pp 13347 296 24X 

FI Che SO-a? 5, 09/03/25, 8206040053 


8206030106 Opposes early audit conclusion Timely access to documents 
issued by Teledyne requested Kaint of adequate record of all 
future meetings reiterated 

REVNQLOg.J R , FLEI'SCHAKER, D Center for Law in the Public Interest 
REYNOLDS, JR Joint I ntervenors-Diablo Canyon 02/05/28 
DENfON>H Office of Nuclear Reactor Regulation, Director 5pp 
13337 358 24X Fiche 50-275,02/05/28.0206030166 


8306040109 Response opposing Oovernor Drown 020513 motion for AUUD 
order directing util to provide Info on implication of 
errors identified In PN0-V-B2-09 i' IE Info Notice 02-11 No 
further ASL0 action needed W/Ceriif icate of Sve 
J0ME5. B N Hearing Branch I 02/O6/OS Atomic Safety and 

Licensing Doard Panel 6pp 13344 353 2^X Fiche 50-275,02/06/02, 

6206040109 


8206090127 Board Notification 02-53 forwards 020510 summary of 020430 
meeting discussing fcile of Bechtel Power Corp in completion 
of project Info relevant to safety issue on design adequacy 
ETSENHUT, D G Division of Licensing 02/06/02 PALLADINO, N J , 
0 TlIN 3KY,V , AHEARNE, J Commissioners 3p p 13438 357 24X 

F t c h 0 30-275, 93/06/02. 020609012? 


8206140054 Motion to reopen record to receive significant new evidonce 
oTi recently established breakdowns in plant QA/QC controK 
Order should be Issued vacating A5LD 810717 findings 
approving QA program 8. revoking DL W/Certlf icate of Sve 
REYNOLDS, JR . FLEISCHAKER, D Joint Intervenors-Dlab lo Canyon 
REYNOLDS, J R Center for Law in the Public Interest 02/06/0/ 
Atomic Safety and Licensing Qoard Panel 19pp 13400 001, 24X 

Fiche 50-275, 02/06/07. 8206140094 


— 82O6140OS9 Affidavit of RB Hubbard re breakdowns In QA program 
Significant new info recently available clearly demonstrates 
util Sc major subcontractors failed to develop 8< implement 
QA/QC program complying w/NRC regulations 

HUOBARD»R B Joint 1 nt ervenors-Dia b 1 o Canyon HUBBARD, R B. HMD 
Technical Associates 82/05/24 290pp 13480 020 24X 

Fiche 30-273,02/06/07,8306140054 


0206170079 Memorandum Ty order denying Governor Drown 020513 motion for 
order directing util to provide mfo re implications of 
errors m PNQ-V-B2-009 V IE Info Notice 02-11 Util 
investigation re PND continuing Info notice inapplicable 
WOLF, J F , BR IGHT, 0 0 . KLn«, J R Atomic Safety and Licensing Board 
Panel 92/06/14 California. State of 2pp 13929 290 24X 

Fiche 30-27 5,02/06/14,8206170079 


0206170412 Ack receipt of 820512 petition, supplemented by 820525 Hi 
requesting issuance of order to util to show cause why util 
should not be required to submit amend to DL applications 
DFNTON, H R Office of Nuclear Reactor Regulation, Director 
0P/O6/16 REYNOLDS, J R Center for Law in the Public Interest 
4pp 1395S 325 24X Fiche 50-275.82/06/16.8206170412 


—8206170417 Notifies of receipt of 820512 & 15 potitions requesting 
issuance of order to util to show cause why util should not 
be required to submit amend to DL applications refloctlrig 
recent changes in organiiation ?c mg t 

DENTQN, H R Office of Nuclear Reactor Regulation, Director 
82/06/16 4pp 13535 330 24X Fiche 50-275,02/06/16,0206170412 


— 8206170418 Forwards announcement 1 tr & organiiation chart of facility 
organization which integrates util h Dechtol resources 
CRANE. P A Pacific Gas El oc trie Co 02/04/22 DENTON, H ft 

Office of Nuclear Reactor Regulation. Director 2pp 13555 342 
24X Fiche 50-275,02/06/16.8206170412 


— 0206170421 Forwards 020512 petition filed on behalf of Joint 
Intervenors requesting issuahce of order to util to show 
cause why util should not be required to file amend to OL 
applications to reflect organiiation restructuring 
MURRAViJ P Deputy Executive Legal Director B2/06/02 
DENTDN,H R Office of Nuclear Reartor Regulation. Director Ip 
13535 346 24X Fiche 90-2/5.92/06/16.8206170412 


0206240393 Motion far extension of time until Q2O620 to file answer to 
Joint Interveners motion to reopen record Addl time needed 
due to vttl of mati to be analyzed *< absence of necessary 
personnel W/Cert if icate of Sve Granted by ASLAD on B20632 
CRANE, P A Pacific Gas A Electric Co 02/06/16 Atomic Safety 
and Licenslmg Appeal Panel 8p p 13603 119 24X 

Fiche SO-275, 82/06/18,9206240393 


6206280420 Forwards portions of QA program. KV Soyfrit U HP Haass 01061? 
001016 Itrs & BO-TDP-1. Revision 3A 
CRANE, P A Pacific Gas t Electric Co B2/06/IB MIRAQLIA, F J 
Licensing Branch 3 iSpp 13621 230 24X Flcho 50-27 3,02/06/10, 

02O628O4SB 


0206250049 Advises that NRC dost not object to util 020618 motion fur 
extension of time to respond to intervenor Q2051 1 motion, as 
long as NRC response will be dua 5 days after applicant 
response- 

J0NE6, D W Hearing Branch 1 82/06/23 MOORE, T 8 , DUCK. J H , 

JOHNSON. W R Atomic Bafety and Licensing Appeal Panel Ip 
13616 269 24X Fiche 90-275,82/06/33,0206250049 


0 Advisory Committee on Reactor Safeguards reports 6 correspondcncp 


0206200071 Addl response to FQIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
Info deleted .. ^ 

FELTDN, J M Division of Rules and Records 82/05/12 HCHURHAY, C M 
Kirkpatrick, Lockhart, Hill. Christopher 8< Phillips ^3Bpp 
13630 055 24X Fiche 50-000,02/05/12.0206280071 


— 0206280556 Notification of 801000 mepllng of ACR8 Bafety Philosophy, 
Technology & Criteria Subcommittee Proposed agenda bocI, 

SAYIQ-R ACRB - Advisory Committee on Reactor Sofeguards 
00/09/39 DRFIENT, D , EBERSDLE, J . KERR, W ACRS - Advisory 
Committee on Reactor Safeguards 3pp 13643*071 24X 

Fiche* 90-000, 02/05/12, 0?O6a0OO7l 


— 8206280560 Notification of 001011 ACR8 Safety Ph i losop h y , Tech nolopy ti 
Criterfe Subcommittee meeting re Diablo Canyon seismic 
interaction study North Anna LPl & RHR ays 
8AVI0, ACRB - Advisory Committee on Reactor Bafeggards 
80/10/01 ACB8 " Advisory Committee on Reactor Safeguards Ip- 

13643 074 34X Fiche 50-000.62/05/12,0206200071 


— 8206280972 Provides status of review of sys interaction study discussed 
during 801000 meeting of ACR9 Safety Phi I osophy. Technology 6 
Criteria Subcommittee 

SAVIO, R, ACRS - Advisory Committee on Reactor Safeguards 
80/10/30 ACRB - Advisory Committee on Reactor Safeguards 4pp, 
13643 079 24X Fiche 30-000, 82/05/12, 8206280071 
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P Qji Grating ii-en^e jtage flocunents ^ c arre >> pondencc 


5206070911 FoTuards Pro jscr Engineering Procedure £F-l"t>07( Rev i 0 

for design rever i P J ca 1 1 on pragran foi coi-nient 
(uncontrolled copi/l W/o end 

COOPEFl. U E Peledgne Erig incBri nq Services B2/02/05 DEHT0N*K ft 
Office o.f Nuclear Reactor Regulation* Director MANEATIS<C A 
P-lciPlc Gas *4 Electric Co SCNIEftLINS.H E Licensing DrancN 3 
3flB t33B7 347 24X Tiche 50-275- B2/02/0 5- BSOiO^OBM 


3206030004 Infarns that tlj Holley designated as civil structural 
consultant for DfNPP mde^jendent design vcr iPjca fc » on 
program Staternent of erperience t prof c^ua 1 i f teat tone enc 1 
CGDPEP-W E Telsdynp Engineering Services 62/05/30 DENTON, H ft 
Office of Nuclear Reactor Regulation. Director HANtATlS. € A 
"acific Oat N Electric Co lOpp 13336 353 24X 

Fiche 50-2/5, 02/05/20. 0206030004 


P206040222 Discusses protlejrs ericountored ui/1 eledyne independent rovieb' 
of facility design t const 

RE/NQU-DSf J fl Center for Lau in the Pudljc Interest REVNaLDS, J R . 
FLEISCHAi^ER. D Joint In t ervenar s-Dia b lo Canyon 82/05/2B 
DENTO/Jp H R Office of Nuclear Reactor Requlaticn- Director 5pp 
13359 259 34K Flche 50-275 82/05/28. 0306040223 


er06070369 Discusses requirement of License Condition 2 C IB) n. 
"Sequential Auxiliari^ Feedwater Flow Analysis Util 
believes that condition met prior to Issuance of GL for 
Uni t 1 

CRANE, P A Pacific Gas ». Electric Co B2/06/OI NIRAOLIA. F J 
Licensing Branch 3 ip 13360 323 34X Fiche 50-27 5,63/06/01* 

8306070369 


B-06090075 Submits requested info re NUREO-0737 items per Oenerir l.tr 
62-10 on post-fNl requirements Schedules for Items 1 C i 8< 

III A 1 2 not submitted since Commission to reconsider 
revised imp lemntation schedule 

SCHUYLER. J 0 Pacific Gas Electric Co 02/06/04 EISENKU1»D G 
Division of Licensing 5pp 13435 280 24X Fiche 50-373*03/06/04, 

8306090075 


3206090139 Foruards status Qf NUfiEO-0737 item 8, per Generic Ltr B2-i0 
Items completed include 1 A I 3 1,1 A 1 3 2,11 D 1 3* 

III A 1 3 & III D 3 4 Items not completed include I C 1, 

III D 1 3. II K3 30>EIK 3 3hI!IA 1 2 h 111 A S 2 

SCHUYLER, J 0 Pacific Gas 6 Electric Co 82/06/04 EISENKUI,!) 0 

Division of Licensing 5pp 13439 318 24X Fiche 30-275*83/06/04, 

8206090139 


8206140129 Notification of 820610 meeting w/util tt Teledyne in 
HaLfcham.MA tg discuss status of design verification program 
efforts including schedules 6 OA program 

8CMIERLIN0.H Licensing flranch 3 82/06/04 MIRAOLIA.F J 

Licensing Branch 3 Ip 13507 349 24X Fiche 50-275, 03/06 /04f 

8206140129 


— 8206140133 Notification of change in location of 020610 meeting w/utiJ 
Teledyne from Needham. NA to discuss status of design 
verification program ef forts, includ Ing schedules 8t QA 
program 

ecHIERLING, H Licensing Branch 3 03/06/03. rHRAeLIA*F J 

Licensing Branch 3 6pp 13507 350 24X Fiche 50-275*02/06/04, 

0206 1 40129 


0206160177 Opines that Joint Intervenors 620512 request for action 
under 1CCFR2 206 should be dismissed QA program being 
prepared to cover remaining const milj be based on “GQ 
Topical Rept-l, " Revision 3 6 dues not apply to npoiation 
CRANE.P A Pacific Gas 6 Electric Co 02/06/11 DENTON, H Office 
of Nuclear Reactor Regulation, Director 3pp 13522 004 24X 

Fiche 50-275,02/06/11,8206160177 


0206230329 Responds to 820504 ltr expressing concern that 020430 
meeting betuoen NRC, uti 1 & Dcchtel Power Corp not 
transcribed Meeting not part of seismic design verification 
program U/a end meeting summary 

DENTON, K R Office of Nuclear Reactor Regulation, Director 
82/06/11 FLEIBCHAI'ER, 0 Floischaker. D 5 9pp 13594 341 T'4X 
Fiche 50-275,02/06/11.0206230329 


B206S30197 Advises that project uiorV to obtain commercial operation op 
facilities will be performed per end BG-TQP-1, Revis ion 3A, 

"Bechtel QA Pi ogram for Nuclear Power Plants " Discussion 
of mods ta BQ-TOP-1 included 

CRANE. P A Pacific Oas Electric Co 82/06/10 MIflAGLlA*F J 
Licensing, Branch 3 2pp 13586 017 24X Fiche 50-275, 02/06 /J 

8206230197 


— B206230199 "OA Program* Bechtel Power Corp, Diablo Canyon Project '* 
* aecbtel Corp 02/06/10 i6pp 13586 019 24X 

Fiche 50*27 5. 02/06/ 1 S, 8206230 1 97 


—8206230200 Notifies that QA program described In BQ-TOP-l, R«vi 1 1 on 3A 
Implenented satisfactorily (i full compliance demonstrated 
SEVFRIT,K V Region 4, Dallas, Office of the Director <81/03/011 
01/06/12 STATTQN.C D Bechtel Corp 2pp 13506 035 24X 

Fiche 50-273,02/06/18,8206230197 


8206280423 Forwards portions of QA program, KV Seyfrit 6 HP Haass 81061P 
A 801016 ltr 5 & BO-TOP-I, Revision 3A 

CRANEfP A Pacific Gas «, Electric Co 02/06/18 MIRA(JLIA,F J 
Licensing Branch 3 10pp 13621 230 24X Fiche 50-275, 8S/06/J B* 

8206280428 


8206280385 Forwards application for amend to License DPR-76 Class II 
fee end 

CRANE* P A Pacific Oas It Electric Co 02/06/83 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13621 355 24X 

Fiche 50-275,02/06/23,8206200305 


— 0206260395 Application for amend to License DPR'’76, amending complstinn 
dates for relief fc safety valve test requirements ti environ 
qual i f icatlon 

CRANE. P A Pacific Qas (< Electric Co 82/06/23 6pp 13631.356 
24X Fiche 00-275,82/06/23,0206800385 


0206290122 Corrects 820604 response to Generic Ltr 02-10, "Post-TMl 
RequlTenients " Schedule for completion of TNI Action 
Item I A 1 3 2 re min shift crew changed from 820602 to 
820928 

SCHUYLER, JO Pacific Oas 8< Electric Co 02/06/24 EIBENHUT, D O. 
Division of Licensing 2pp 13635 321 24X Fiche 50-875,82/06/24* 

8806290188 


0 Inspection reports, IE Bulletins i< correspondence 


^206090153 Generic Ltr 82-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Ginns Rept documents findings re cause of 
event W/o enc I 

CISENHUT, D Q Division of Licensing 82/06/09 HAUEPURO, A 
Consolidated Edison Co of New York I3pp 13557 349 24X 

Fiche. 50-000, 02/06/09.0206090153 


0206170299 Forwanls "Add I Verification t. Addl Sampling," interim 
technical rept effective 020527 

DENISON, E Robert L Claud Associates, Inc 02/06/09 DENTON, H 
Office of Nuclear Reactor Regulation* Director MANEATfS, Q A. 
Pacific Oas Si Electric Co ENGELKEN* « K Repion 5, Office nf 
Director Ip 13531 178 24X Fiche 50-27 5,02/06/09*820617089'? 


— 8206170303 ' 
technical 
DEN ISON, E 
nn'ii 170 


Addl Verification ?< Addl aaraplmg," Revision 
rept, effective 820527 

Robert L Cloud Associates, Inc 62/06/10 

n..V . „n,n, "'*•*70299 


0, in turini 
SOpp 


9206020305 Forwards IE Insp Rept 50-275/82-14 on 020404-0501 No 
none omp 1 lance noted 

STERNOERO, D M Division of Resident, Reactor Project S( Engineering 
Programs 82/05/12 CRANE, P A Pacific Oas Electric Co 2pp 
13320 336 24X Fiche 50-273,82/05/12,0206020305 


—8206020307 IE Insp Rept 50-275/02-14 on 820404-0501 No nontomp ) lanco 
noted Major areas Inspected plant operatt ons, survel llance 
testing* physical securi ty, malnt 4< OA program 
CARLSON. J D , MENOONCA. H M , YOUNG, T Division of Resident, 

Reactor Project 6 Engineering Programs 02/05/12 3pp 
13320 330 24X Fiche 50-273,82/05/12,0806020305 


0206080320 Forwards IE Insp Repts 50-275/02-13 U 50-323/82-09 on 
820419-23 Si notice of violation 

BISHOP, T.W Region 5, Office of Director, 82/05/24 CRANE, P A 
Pacific Gas Electric Co 2pp 13420 082 24X 

Fiche 90-875,82/05/24,0206080328 


— 0206000329 Notice of violation from insp on 020419-23 

ECKHARDT, J H Region 9, Office of Director 02/05/24 lo 
13420 084 24X Fiche 50-275102/05/24,0206000320 


•8206090331 IE Insp Repts 50-275/02-13 |< 50-323/92-00 on 020419-23 
NoncompUance noted failure to take' adequate corrective 
action on identified audit findings re prehydrostatic test 
ualkdourns to prevent recurrence' of conditions 
BURDOIN.J P , ECKHARDT, J H Reglen 5, Office of Director 
02/05/24 epp 13420 085 24X Fiche* 50-875, 02/05/24, 02 O 6 OOO 3'20 
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Fot.i^rda IE Ngi^ necting Pe;it *70-275/^2-17 on 020515 No 
roncc**? 1 1 anr e ho^^»d 

GISHDP* T of fleftdent, Reactor Project f* ETigineermn 

Programs 0?'O5/37 CRANE P A Pacific Gas «< Electric Co Ip 
1334A ?0l 24y rirhe 50 '275> 02/05/27, 0206040130 


-P206040145 IC Ngt Meeting Rept 50-275^02-17 on 020515 No none ofr«p U oi,i t* 
natet} Major area dis-usserf schedule for completion of 
verification program to be included in Trledyiie Engineering 
SvC interin techniral rept 

MDRRllL^f' J , BISHOP T tj Division of Resident, noectoi Project ?« 
Engineering Programs 82/05/27 5pp 13344 282 24X 

Pi Che 50-27 5, 02/05/2”. 8206040133 


■202040147 IE Info Notice 02-l5i "Notification of NRC " Sve list enr 1 
TEVOONO H C Director's ClPfice- Offiry of Inspection and 

Enforcament 02/05/20 107po 13426 095 24X 

riche 55-000,82/05/28.0202040147 


f'20421'0370 1€ Info Notice 02-16, "HPCI/RCIC High Steam F 1 ou eetpnlnls '■ 
Sve list ent 1 

i.i'ORDANp E L Oivtsion of tiny i near Ing h Quality Assurance D2/05/20 
I03pp 13;40 264 24X Ticho 50-000,02/05/28,8204210378 


®2042t0TB0 IF bulletin S2~02. "Oegradat i nn of Threaded Faetenprs in 
Peaefcor Coolant Pre'-sure Boundary of PWP Plants " 

Sve list enrl 

DEVQJMO.P C DirocfcoT's Office. Office of Inspection and 

Enforcement 02/06'03 tOBpp 13527 150 24X 

Fi chP 50-000. 82/06/02. 0204210300 


8204210383 IE Info Notice R2-t7. "Overp ressur i lation of RGB ’* Svt list 
end 

JORDANj C L Division of rngineering 6 Quality Assurance 82/06/11 
I06pp 13675 258 24X Ficho 50-000,02/06/11,8204210303 


030421030.1 IE Info Notice 82-18, “Asspssment of Intakes of Radioactive 
Matl by Workers " Sve list end 

DEVDUflOiR C Director's Office, Office of Inspection and 

Enforcement B2/06/11 I20pp I367g 189 24X 

riche 50-000,02/06/11,8204210304 


a206l70?ai Forwards IE Safeguards Insp Rept 50-.273/e2-t5 on 820524-20 
No none amp Uahce noted 

NGRDEftHAUO, 4. R Division of Radiological Safety & Safeguards 
Program Q2/06/U CRANE. P A Pacific Gas h Electric Co Hpp 
13539 135 2 4X riche 50 275. 82 '06/1 1 , 82061 702Q1 


--8206170289 IF Safogwai'd® Insp Rept 50-275/02-15 on 850524-28 No 
noncomp 1 1 ahee noted Major areas Inspected security plan it 
implementing procedures . secur i ty organization mgt security 
program audit Details withheld (ref 10CFR73 21) 

SCHAEFER. D W , MCQUEEN, A D , SCHU3TER;M D Division of 
Radiological 9afetg X. Safeguards Program 02/06/11 2pp 
i:?529 137 24/ Ficho 50-275,82/06/11,8206170281 


B2O610O226 Forwards requested info re IE Dulletin 79-02 open Issues 
End info constitutes final rept foi* Unit 1 Unit 2 final 
rept ulll be provided by 030315 

CRANE, P A Pacific Oas V Electric Co 82/06/11, ENOELKEN, R 11 
Region 5. Office of Director Upp 13554 24i 24X 

F i c he* SO-275, 02/06/ 1 1 . 8206180226 


8206380187 Forwards response to lE Insp Rept 50-275/82-13 notice 
of violation Pullman Power Products confirmed corrective 
actions u/QA $< QC inspectors re prehydrostatic test 
uraSIcdouns Indications found by NRC will be removed 
CRANE. P A Pacific Oas S, Electric Cp 02/06/23 ENOEUJ^EN, R H 
Region 5, Office of Director 4pp 13624 207 24X 

Ficho 3(1-275,02/06/23.8206280187 


R Periodic operating reports ?i related correspondence 


8206010646 Forwards monthly operating rept for Apr 19B2 

THORliBERRy,H C Pacific Oas 8t Electric Co B2/05'04 Office of 
Manajement and Program Analysis Ip 13314 140 34^ 

Ficht 50-275.82/05/04,8206010646 


—8206010656 Monthly aperating rapt for Apr 1902 

KAEFER.W 8 Pacific Oas & Electric Co 02/05/04 4pp 
13314 141 24X Fiche 50-275,82/05/04.8206010646 


8206000202 Board Notification 82-31 forwards Telsdyne Engineering 
Sves thirteenth semimonthly status Tppt.RL Cloud Associates 
thirteenth progress rapt on independent design verification 
program it RF Reedy Progress Rapt 13 on QA audit review 
erSENHUT.D 0 Division of Ui censing 82/05/24 PALLADINO, N J , 
0IUINB«Y, V . AHEARNE, J Commissioners 2p|i 13445 155 a4X 
Ficho 50-275,02/05/24.0206000202 


-0206000206 Recommends Board Notification 82-51 be transmitted to 
Comm ission, cons tsting of simimonthly Rcpfca 1*3 from 
Teledy ne, C 1 oud Associates L RF Reedy Inc on status of 
activities in independent design verification program 
TEDESCD.R L Assistant Director for Licensing 02/05/19 
ElSENfiUT.D G Division of Licensing Ip 13442 157 24X 

Ficho 50-275. 02/05/24, 0206000282 


8206030102 Forwards Progress Rept 14. "Independent Design Veri f i c a ti 0,0 
Program. " foi period 820515-26 

DENISON, E Robert L Cloud Associates, Inc 02/05/26 DENTQM, M R 
Office of Nuclear Reactor Regulation. Director ENOELKEN, R H 
Region 5, Office of Director ip 13337 293 24X 

Fiche 50-275. 02/05/26, 0206030102 


—8206030212 Progress Rapt 14, "Independent Design Uori f irat i on Proprnm.’" 
for period 030515-26 

« Robert L Cloud Associates, Inc 02/05/26 17pp 13337 294 
24X Fiche 50-275.02/05/26.8306030102 


0206030094 Forwards fourteenth somimonthly status rept for plant 
independent design verification program 

C0QPER, N E Teladyne Enginfieilng Services 03/05/28 DENTON, H R 
Office of Noejear Reactor Regulation. Directur MANEATISrO A 
Pacific Gas ?< Electric Co ENOEtHEN, R H Region 3, Office of 
Diroctor 3pp 13336 269 24X Fiche 50-275,02/05/20,82 0603 0 094 


— 8206030099 "Diablo Canyon Nuclear Power Plant Independent Design 
Verification Program," fourteenth semimonthly status rept 
for 020513-26 

COOPER, W E Teledyne Engineering Services 82/05/20 57pp 
13336 272 24X Fiche 50-273.02/05/20,0206030094 


8206030104 Forwards "Progress Rept of Seismic Safety-Related Contracts 
Prior to June 177B, Diablo Canyon Nuclear Power Plant, '♦ 

Progross Rept 14 for 820512 to 820528 

REEDV*. R F R F Reedy, Inc 02/O5/2R DENTON. H R Office of 

Nuclear Reactor Regulation, Director MANEATIS, 0 A Baltimore Gas lit 

Electric Co ENGEL KE N, R H Region 5, Office of Director Ip. 

13337 103 24X Fiche 50-273.02/03/20,0206030104 


— 8206030109 "‘Progress Rept of Seismic Bafetij-Related Contracts Prior to 
June 1979, Dloblo Canyon Nuclear Power Plant," Progress Rept 
14 from 920512-28 

# R F Reedy. Inc 82/03/2B 2pp 13337 104 21X 

Fiche 50 -27 5,02/05/20,8206030104 


8206040363 Forwards fourteenth semimonthly Status Rept 14 re design 
verification program 

CRANE, P A , HOCH.J D Pacific Gas i' Electric Co 02/05/20 
DENTON, H R Office of Nuclear Reactor Raqulation. Director 
ENOELKEN, R H Region 5, Office of Director 2pp 13352 2QQ 24X 
Ficho 50-273.02/05/28,8206040363 


— 0206040377 "Diablo Canyon Verification Program," Bemimonthly Rept 14 
a Pacific Oas 8* Electric Co 02/05/88 36pp 13352 890 24X 

Fiche 50-275, 02/05/28, 0206040363 


8206160137 Forwards fifteenth progress rept on Independent design 
verification program 

DENISON. E Robert U Cloud Associates, Inc 82/06/09 DENTQN.HR 
Office of Nuclear Reactor Regulation, Director MANEATIS, 0 A 
Pacific Oas Electric Co ENOELKEN, R H Region 5. Office of 
Director ip 13319 011 24X Fiche 30-275,02/06/09,0206160137 


— 6206160144 "Progress Rept of Independent Design Var if ica tion Program. 
Diablo Canyon Nuclear Power Plant.Phase 1." Progress Rapt 13 
for 020527-0609 

DENISON. E Robert L Cloud Associates, Inc 02/06/09 13pp 
13519 012 24X Fiche 50-275,02/06/07,0206160137 


8206160190 Forwards "Diablo Canyon, Unit 1 Design Verification Progrom. 
fifteenth semimonthly status rept, summarl i ing technical 
work progross from 820525-0607 

CRANE. P A Pacific Oas h Electric Co B2/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CNQElKENiR H 
Region 5. Office of Director 2pp 13521 000 24X 

Fichb 50-273,02/06/11,0206160190 


— B206160193 "Diablo Canyon. Unit 1 Design Verification Program,*' 
fifteenth semimonthly rept 

e Pacific Oas U Electric Co 82/06/U 40pp 13521 088 24X 

Fiche- 30-275. 82/06/1 1, 8206160190 


8206160128 Furtiiards "Independent Design Verification Program," 
fifteenth semimonthly status rept for 020527-0609 Priority 
given to review of 147 open item files established by 
R Cloud Associates prior to 020325 

COOPER, M E Teledyne Engineering Services B2/06/11 DENTON. H H 
Office of Nuclear Reactor Regulation, Director ENQeUKANiR H. 

Region 5, Office of Director MANEATI8,0 A Pacific Oas Electric 
Co 3pp 13552 346 24X Fiche 50-275,02/06/11,0206180128 
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— &2O&iaO150 "Independent Design Verification Proqraitn " tiftoentli 
semimonth status rept for &20527-060^ 

* Teledyne Engineering Services IDVP-TES-SM-1 5 82/06/11 

22pp 13552 3-19 2^X Fiche 82/06 / 1 1 , B206 ISO 128 


82061BD192 Foruards "Progress Rept 15 of Srisiiiic Safety-Related 
Contracts Prior to 1978 p “ work period of 830528-0611 
REEDYf R F R F Reedyi Inc 82/06/11 DENTOri^H R Off ice of 

Nucl< 9 ar Reactor negulationr Director ENGELKEH^ R H Region b. 

Office of Director M/\NEATIS, O A Pacific Gas 'c Electric Co »p 
13553 073 24X riche 50-275 02/06/1 1 » G2(>61 80192 


B2O610O196 “Progress Rep t IS t>f Seismic Safety-Related Contrarts 1‘rm 

to 1970^“ work period of B2O528-06H 

e R F Reedy, Inc &2/06/11 3pp 13553 074 2AY 
Fiche 50-27 5.83/06/11.6306180192 


S Reportable occurrences. LERs I* related correspondence 


8206010500 Forwards LER G3''006/03L-0 

SHIPPER. JD Pacific Oas ti Electric Co 02/05/21 EUGELKEN.R 
Region 3. Office of Directo) Ip 13307 320 24X 

Flche 50-275.62/05/21,6306010500 


— 9S06010513 LER e2-006/03L-0 on 020423. s team generator blowdown tcink 
vent sys gras* attivltg monitor would not respond to calibr 
check source* within specified range Caused by 
photomultiplier tube end-of-Ufe t. electronic interference 
SCOTT, WH Pacific Oa* & Electric Co 82/03/21 Region 5. 

Office of Director 2pp 13307 321 24X Ficho 50-275,02/05/21, 

B2060 1 0500 


8206310154 Forwards UER 82-005/ 03X-1 

SHfFFER, J D Pacific Oa* b Electric Co 83/06/07 EKOELKEMpR H 
Region 5, Office of Director ip 13560 0 05 34X 

Fiche* 50-275. 82/06/07. 8206210154 


—8206210160 LER a2-005/03y-l on 8£0330. steam generator blowdown tank 
liquid radiation monitor Rtt-23 failed quarterly functional 
test Caused by failure of photomultiplier tube due to end of 
lifetime 

SCOTT. W B Pacific Gas & Electric Co B2/06/07 Region 5, 
Office of Director tp ISSbO- 006 24X Piche 50-275,32/06/07, 

8206210194 


T Nearing trenscripts on non-ant i trust matters 


6206300335 Transcript of B20217 meeting in San Franc i*co*CA re 
raver if ieatl on study Pp !l-?0 Viewgraphs U supporting 
documentation end 

# Office of Nuctear Reactor Regulation. Director 82/02/17. IHpp 
13675 350 24X Piche 50-275,62/02/17,0206300385 


0206300113 Recommends that proposed Board Notification BN-a2-19 re 
transcript of 820217 meeting u/Odvernor of CA & joint 
Intervener* be transmitted to Commission 

TEDESCO.R L Assistant Director far Licensing 03/03/02 
EISEMHUT, 0 Division of Licensing ip 13695 CIS 34X 
Fiche 50-275.62/03/03.8206300113 


— B20630011B Board Notification BN-B2-19 re transcript of 020217 mrrtiug 
u/represantat ives of Oovernor of CA U joint intervenors 
concerning safety issues an seismic design adequacy 
currently before Commission 

EISEMHUr.D G Division of Licensing 03/03/03 PALLAD£NO,rf , 
OlUIMSRYiV , bRADFORD.P Commissioners 3pp 13695 016, 34X 

Flche 50-275. 02/03/02. 0206300 i 1 3 


termination releasing portion* of transcript 
reting in (fashingtan. DC Pp 1-47 
he Secretary of the Cammission 82/06/2J 
■ • 50-275. 03/06/21, 0206390564- 


ion plans 


in dtd Mar 1982, Finn 
□r NRC 


'^ional Support 
y ip' 
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F Security, nedical, emergency A fire protection plans 


Q206150016 Responds to FOIA request for documents re siren sg s 
installed to provide edrlu notification to populace tn 
plume pathway around nuclear reactor sites in US ‘^'arwords 
docunents listed in App A 

FELTON. J H Division Of Rules and Records B2/04/C1 WADE. J 
Public Interest Research Group, New York 7pp 13524 010 MAX 
Fjche 50-000, 02/04/21,8206130016 


' -P20225041 5 Forwards for transmittal to 1 ic ensoes, respons os dofiuj-nn 
requests for eiemption from 090201 deadline for 
implementation of prompt notification sys 

RAMAS, S L Division Of Emergency Preparedness 02/01/21 
STOLZ, J Operating Rea,, tors Branch 4 12pp 13924 179 , '4 K 

Fiche 50-000 . 82/01/21 < 82061 50016 


— B2O3O4O5O0 SubrPits list of facilities that have filled ecBmptic>n 
requests from 820201 prompt notification deadline 
Eiemption requests will be denied 

EJSENKUr, D G Division of Licensing 02/02/03 DENTON. H H 
Office of Nuclear Reactor Regulation. Director 2pp £3524 PlfO 
24X Fiche 5O-O00. 82/04/21, 820615001 6 


—0206150033 Up dates delivery schedule for siren shipments to facilitx* 
AMDEfiSON. M E Federal Signal Corp 02/01/28 CANNON, P 
Affiliation Unknown Spp 13524 234 24X Fiche 50-000,02/04/1*1, 

82061 5001 6 


— 0206150070 Provides status repfc re implementation of prompt 
notification *ys Siren tests scheduled for 820i20'0328 
BOYER. V S Philadelphia Electric Co 02/01/22 Region «. 
Philadelphia, Office of the Director <01/03/01) 3pp 13924 165 
34X Fiche 5 0-000,82/04/21,8206150016 


--0206130079 Status of prompt notification sys 

* NRC - No Detailed Affiliation Given 02/03/09 Ip 151 

24X Fitho 50-000,82/04/21,0206190016 


8206020014 Addl response to FOIA request far sijf categories of 
documents re emergency preparedness Documents listed in 
App A available in PDR 

FELTON, J M Division of Rules and Records 82/04/26 BHOLLV, EJ <* 
Union of Concerned Scientists 2pp 13342 25b 34X 

Fiche SO-000. 83/04/26,0206020014 


8206090002 Responds to FOIA request for documents re Comfliission 
decision to extend deadline for licensees to ipiplement 
prompt notification sys Forwariis documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/03/11 nEYNDl-DS.N U 
Debevoise C. Liberman 3pp 13454 003 24X Fiche 5O-0CO. 02/05/11, 

020 60900 02 


--82031 10473 Su b mi ts update of current assessment of licensees ability 
to Implement prompt notification sys by 020201 deadline 
Thirteen licensees may not meet deadline 

DIRCKS.M J Office of the Executive Director for Operationo 
82/01/26 Commissioners 2pp 13454 164 24X 

Fiche' 50-000. 82/05/11,0206090002 


— B203il04BI Submits monthly update of status of impl emen tat ian of prompt 
notification sys 

SP£NCER,0 B Division of Technical Inspection 02/01/05 
GRIME0, B K Division of Emergency Preparedness 8pp 134S4 176 
24X Fiche 50-000.82/05/11,8206090002 


— 8206090000 Provides implementation status of prompt notification syr, 
for fac i 1 it 1 e*. Eight licensees failed to meet 620201 
dcadl ine 

OIRCK0,I4 J Office of the Executive Director for Operations 
02/03/04 PALLADiNOiN Commissioners Ip 13454 196 24 X’ 

Flche 50-000,02/05/11,8206090002 


— 8205060494 Forwards monthly status rept of licensee implementation nf 
prompt notification sys 

DIRCKBiM J Office of the Executive Director for Operations 
82/03/30 PALLADINDiN J , OILINSKY.V , AHEARNE. J C ommi s * i bnur s 
2pp 13454 352 24X Flche 90-000,02/05/11,8206090002 


8206220279 Forwards eiercise objectives requested in NRC 811026 1 tr re 
full-scale emiergency exercise county 1. state agencies agreed 
to 620616 exercise date Exercise will demonstrate field 
monitoring capabilities ^ personnel effectiveness 
OALLAOMER. J g. Philadelphia Electric Co 02/05/11 HAYNES, R C 
Region if Office of Director 9pp 13571 194 24X 

Flche SO-277, 82/05/11.8206220279 
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ea06320a7a Foriuards detailed scenario foT 820i»l6 full scale-emerqency 
exercise Requests list of NRC observers arriving 820619 for 
briefing post-ex ercise public critique scheduled 

for 820610 

OAurRDFFiSC Pfi 1 ladelph ta Electric Co 62/05/20 HAYNES< R C 
Region ]j Office of Director I7pp 13371 133 24X 

rjchiK 50-277. a2/05/20i 8206220272 


02O614O3B2 Releases public version of revision to emergency plan 
inpJ eventing procedure 

FELTOIMi J M Division of Rules and Records 62/06/08 Document 
Managenent Branch Ip 13309 302 24X Fiche 50-277,82/06/08* 

8206 1 40382 


0206140386 Foruards public version of Revision 4 to Emergency Plan 
Implementing Procadui e EP-209< inc lud mg revisions to App A 
re km-nediate notification call list f* D-2 re radiation 
survey team Affidavit end 

DALTROFF. S U Philadelphia Electric Co 82/03/23 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 4pp 13509 303 
24X Piche 90-277,02/06/08,8206140382 


■B20614036B Public version of Revision 4 to Emergencg Plan Imp lemenfcitifl 
Procedure EP-207. including revisions to App A re immediate 
notification call list ^ D-2 re radiation survey team 
Revised index end 

» Philadelphia Electric Co 82/03/04 42pp 13509 307 24X 

rich* 50-277,82/06/00,0206140382 


9206150442 Releases public version of revised emergency plan 
icn)> lamenting procedures 

FELTON, J M Division of Rules and Records 62/06/11 Document 
Hanagement Branch Ip 13522.259 34X Fi che 50-277* 82/06/1 1* 

0206150442 


■B206150443 Foruards public version of revised emergency plan 
Implementing procedures, inc lud ing Procedures EP-101 re 
classification of emerg encies* EP-103 re alert response & 

EP-lOd re site emergency response 

DALTROFFrS L Philadelphia Electric Co 82/06/07 DENTON *H,R 
Office Of Nuclear Reactor Regulation* Director 8pp 13522 260 
34X Flche 50-277.02/06/11*8206150442 


**-3206160042 Public version of revised emergency plan Implementing 
procedures, including Procedures EP*'lOl re classification of 
emergenc tes I EP-103 re alert response S< EP-104 re site 
emergency response Revised index encl 

• Philadelphia Electric Co 82/05/29 140pp 13522 260 &4X 

FI Che 50-277.02/06/11*8206150442 


8206210580 Informs that five blackout procedures re restoration of 
emergency onsite ac pouer were issued on 620610, in response 
to NRC Itr re station blackout events 

DftLTHOFF/B L Philadelphia Electric Co 82/06/15 EISENHUTrD 0 
Division of Licensing Ip 13559 l7o 24X Fiche 50-277*02/06/15, 
0206210200 


8206220163 Forwards Amends 85 ti BA to Licenses DPR-44 DPR*'56. 
respectively it notice of Issuance l< availability Amends 
revise Tech Specs re fire protection program Request for 
extension in testing Interval denied. 

srOLj.J.F Operating Reactors Branch 4 02/06/16 DAUER.E 0 

Ph i lAdcIphia Electric Co 3pp, 13591 340 24X 

Fiche 50-277* 02/06/ i 6* 0206220162 


-'0206220173 Amends 85 84 to Licenses DPR-44 S< DPR-56i respect ively, 

revising Tech Specs re fire protection program Request for 
extension in testing interval of early warning detection 
devices to 1 yr denied 

* Operating Reactors Branch 4 02/06/16 30pp 13591 391 24X 

Fithe 90-277*02/06/16,0206220162 


6206230D14 Releases public version of revisions to emergency plan 
Implementing procedures 

FELTON, J N Division of Rules and Records, 82/06/17 Document 
Management flranch ip 13594 119 24X Fiche 50-277,02/06/17, 

8206230014. 


’-8SO'62300l8 Forwards public version of addl revisions to emergency plan 
implementing procedures* inc lud ing Procedures EP-lOl* 

’’Classification of Emergencies" 8, EP-102* "Unusual Event 
Response *' 

DALTROFF P hilada Iphia Elec tr ic Co 02/06/07 DENTON.HR Office 
of Nuclear Reactor Regulation, Director 4pp 13594 120 34X 

Fiche 90-277,82/06/17*0206230014 


0206240079 Releases public version of revised emergency plan 
implementing procedure 

FELTON* U M, Division of Rules and Records 82/06/18 Document 
Management Branch Ip 13612 264 24X Fi che« 50-277* 82/06/10, 

0206240075 


— 8206240081 Forwards public version of Revision 5 to Emergency Plan 
Implementing Procedure EP-206 & Revision 3 to EP-206A hath 
concerning fire tt damage team 6 Revision 0 to EP-325 re use 
of containment source radiation monitor 

DALTROFF, 8 L Philadelphia Electric Co 83/06/10 DENTON* H R 
Office of Nuclear Reactor Regulation* Director Ip 13612 265 
SAX Fiche 50-277,02/06/18*0206240079 


— 8206240086 Public version of Revision 5 to Emergency Plan Implrmantinfl 
Procedure EP-206 k Revision 3 to EP-206A both concerning 
fire damage team k Revision O to EP-325 re use of 
containment source radiation monitor Revised index end 
* Philadelphia Electric Co 82/06/07 4lpp 13612 266 24X 

Fiche 50-277,82/06/18*8206240075 


P Operating license stage documents k correspondence 


8206280071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App g available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/05/12 NCMURRAY.C M 
Kirkpatrick, Lockhart* Hill, Christopher k Phillips 2Bpp, 

13630 055 a4X Fiche 90-000,02/05/12*02062 00071 


' — 8103020313 Updates 801222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve mlsoperatieo provided 
MEDEIROS, M S Reactor Systems Standards Branch 81/02/02 

ARLOTTO, 0 A Division of Engineering Standards 20pp 13633 10^ 

24X Fiche 50-000*82/05/12.0206280071 


8206020513 Forwards application for amend to Licenses DPR-44 It DPR-56r 
Changing Tech Specs to clarify requirements re rod block 
sys Amend fee sncl 

BRADLEY, E J Philadelphia Electric Co 82/09/26 DEN TON i H R 

Office of Nuclear Reactor Regulation* Director Ip 133S4 268 S4X 
Fiche 50-277,02/05/26*8206020913 


— 6206020517 Application for amend to Licenses DPR-44 & DPn-96* c hang Ing 
App A Tech Spec Table 3 2 C to clarify requirements re 
control rod blocks 

DALTROFF. a L Philadelphia Electric Co 82/05/20 7pp 
13324 269 24X Flche 50-277, 32/05/26*8206020513 


—9206020522 Proposed Tech Spec Table 3 2 C re instrumentation that 
initiates control rod blocks 

« Philadelphia Electric Co 82/05/20 3pp 13324 276 24X 

Fiche 50-277*02/05/26*8206020513 


0206070336 Forwards add! info re application for amend to License 
DPR-44 on Reload 5 application Info submitted as result of 
urror discovered in OOYN transient computer code for 
performing Reload 5 pressuritat 1 on transient analyses, 

DALTROFF* 8 L Ph I ladelph 1 a Elec trie Co 82/06/03 8TDLZ* U F 
Operating Reactors Branch 4 12pp 13363 246 S4X 
Fiche 90-277* 02/06/03* 0206070336 


0306090043 Forwards response to 820905 Generic Ltr 82-10 pa status of 
NUREO-0737, Items I A 1 3 1* I A I 3 2* I C 1* H D I, 11 K, 3 10* 

II K3 30*II K3 31,!II A 1.2*111 A2 2k III D34 

DALTROFF, 8 L Phi ladelph la Ele ctric Co 82/06/03 ElSENHUT, D Q. 

Division of Licensing 0pp 13436 293 24X Fiche 90-277*82/06/03* 

8206090043 


8206100173 Forwards NEDO-22139* "Core Spray Sparger Crack Analysis at 
Peach Bottom Atomic Power Station* Unit 2 " Rept provides 
completed technical analysis supporting continuad safe 
operation of unit 

DALTRDFF.BL Philadelphia Electric Co 02/06/04 STOLZ, J F 
Operating Reactors Branch 4 Ip 13490 307 24X 

Fiche 90-277 * 02/06/04,8206100173 


— S206100183 "Core Spray Sparger Crack Analysis at Peach Bottom Atomic 
Power Station. Unit 2 " 

BRANDON* R J * K18S* E * ORlDLEYrR L General Electric Go. 
NEDO-22139. Q2/05/31. lOOpp 13490 308 a4X 

Fiche 90-277,82/06/04,0206100173 


0506140293 Forwards Franklin Research Ctr requests for addl Info ra 
equipment environ qual if tcotlon program Response requested 
within 30 days. 

STOLZ, J F Operating Reactors Branch 4 02/06/07. DAUER.E 0 

Philadelphia Electric Co 20pp 13506,196 24X 

Fiche. 90-277* 82/06/07, 0206140253 
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aa062300t35 Informs that avaloation of 010^02 response to Tftl 
Pla.n Iten III D 4 "Controi Room Cval uiition" irdicatcs 
criteria has been met ?« response acceptable Safety 
svalucjtion end 

STC1L2> J F Oporating Heactors Dranch 4 02/06/07 QAUER»E U 

P'h i lade 1 ph I a Electric Co 5pp 13593 333 S4X 
Fiche 50-277.02/06/07.820^230005 


0206140276 StJbcnits itifo in response to questions re util seriior 
reactor operator & t oactor operator training program One 
oversiie chart end /Aperture card js available in PDR 
DALTRUFF, S L J>h j larfelpli la Electric Co 02/06/00 STGLZ. J F 
Operating Reactors Uranch 4 5pp 13489 311 24K 

Fiche 50-277.02/06/00.8206140276 


0206150420 Foruarda Refs 1 . 5> 16. 20 !. 47 fron plant-unique analysts 
rept.aa retioested U/a encl 

SIEGEL. G Operating Reactors Dranch 2 02/06/09 EEACRAVES* W 

FranVltn I n-^t itute/Franli 1 in Research Center ip 13525 S37 l.‘A> 

Fi ch< 50-000. 02/06/09. 02061 50420 


C2062G0507 F-arjirds "Oupp 1 emental Reload Licensing Submittal for 
Peach Qattort Ato.nic Poujer Stati on. Un i t 2. Reload 5.'* 

Revision I 

DALTRQFF. S L Philadelphia Electric Co 02/06/22 STOLZ, J I 
Operating Reactors Dranch 4 ip 13626 213 .'4X 

Fichfr 50-2''7. 02/06/22. G2^62035Or 


--8206260513 'Supplemental Reload Licensing Submittal for Peach liottocn 
Atomic PouiBr StationrUmt 2. Reload 5.” Revision I 
ELLIOTT, P E . leaser, J D . HILF C t General Cloclric Co 
V1003J01A34 001 82/05/31 37pp 13626 214 24X 

Ftche 50-277. OP/06/ 22. 0206200507 


8206290413 Forwards update to 020415 response re status of NOREC-O/Zi/, 
TMI action plan requirements identified in Generic Ltr 
02-05 rtods assoc lated aJ/I terns 1 1 F 1 13) . <4> ft (5). 11 K 3 22 
'v II 0 3 completed 

DALTROFF.S L Ph i lad e 1 ph i a El 6 c ti i c To 82/06/23 EISENUlfT.lJ 0 

Division -of Licensing 2pp 13632 356 247 Tiche 50“277 . 8? /<)6/P -f , 

0206390413 


8306350009 Concura w/concl usions of GE rept. NEDO-22139, “Care Spi ay 
'Iparger Crack Analysis at Peach Detton Atomic Paiuer Station 
Unit ? " Operation la/crac bed* but clamped B care spray 
sparger uill not result in unsafe operating condition 
BTDLZ.J F Operating Reactors Branch 4 02/06/10 BAUER.E O 

Philadelphia Electric Co 2pp 13533 356 24X 

riche 50-377» 62/06/ 1 0. 8206220009 


G20A160043 Lists refs requested by DKL it Franklin Research Ctv for Mark 
I plant-unique analysis revieu Info needed by 820915 
STOLZ.J F Operating Reactors Branch 4 02/06/15 BAUER. E R 

Philadelphia Electric Co 2pp 13570 324 24X 

F-iche 50-277.02/06/15.0206160043 


0206220163 Foruardi Amends B5 h 04 to Licenses DPft-44 t, DPR-5i. 
respectively & notice of issuance t a/ailability A/n«tids 
revise Tech Specs re fire protection program Request for 
extension in testing interval denied 

STOLZ.J r Operating Reactors Branch 4 82/06/16 BAUER. E G 

Philadelphia Electric Co 3pp 13391 340 24X 

Fiche 90-277.82/06/16.0206220168 


— 0206220173 Amends B5 8t 04 to Licenses DPR~44 tt DPR-S61 respe-c t ivel g. 
revising Tech Specs re fire protection program Request for 
extension in testing interval of early earning detection 
devices to 1 yr denied, 

e Operating Reactors Branch 4 82/06/16 38pp 13591 351 L'AX 

Fiche 90-27 7, ea/06/16, B2O6S2016S 


— 0206220179 Notice of issuance 6 availability of Amends 65 It 84 to 
Licenses DPR-44 6 DPR-56, respective ly 

ST0L2.J F Qperating Reactors Branch 4 82/06/16 2pp 

13992 027 24X Fiche 50-277.82/06/16,8306220162 


6206250370 Foruards safety evaluation concurring u/licertsee 610108 
response to NUREO-0737. Item II K 3 21 re restart of LPCS 6 
LPCI sys based on BI^R owners group poiltioti. Log ic mods not 
warranted 

STOLZ.J F OpeTating Reactors Branch 4 82/06/16 8AUER. E 0 

Philadelphia Electric Co 5pp 1363 0 066 24X 

Flcha 90-277.82/06/1610206250378 


8206300309 Forwards request for addl info within 30 days re G20512 ltr 
submitting proposed Tech Specs on degraded grid voltage 
protect ton 

STQLZ, J F Operating Reactors Branch 4 82/06/16 BAUER. E 0 

Philadelphia Electric Co 2pp 13678 275 24X 

Fieri*' 90-277. 82/06/16.8206300309 


B206280002 Forwards Amend: 66 to License DPR-44,. safety evaluation fc 
notice of Issuance & aval labl 11 ty. Amend revises Tech Specs 
permitting reactor operation w/reload Core 9 for Cycle 6. 
FAIRTILGrM B Operating Reactors Branch 4 02/06/17 BAUER>E O 

Philadelphia Electric Co 3pp, 13630 276 24X 

Fiche 50-277. 02/06/ 17 , 8206290002 


— 8206200004 Amend S6 to License DPft-44r revis lug Tech Specs to permit 
reactor operation w/reload Core 5 for Cycle 6 
BTOL2. J F Operating Reactors Branch 4 G2/06/17 30 pp 

13630' 279. S4X Fich* 50-277.02/06/17.0206280002. 


-0206280007 Safety evaluation supporting Amend 86 to License BPR-44 
a Office of Nuclear Reactor Regulation. Director 82/06/17 
J2pp* 13630' 307 24X FI ch*' 50-277. 02/06/17. 8206280002 


--8206280008 Notice of lesuance 6 availability of Amend 86 to 
License DPR-44 

6T0L2tJ. F Operating Reactors Branch 4 02/06/17 

13630. 321 24X Fiche' 80-a77i 02/06/ 1 7. 0206200002. 


2pp. 


0 Inspection repo-rts. IE Bulletins ?< c crrc.p ondence 


8306150016 Responds to FDIA request lor documents le siren sys 
metalled to provide oarlu notification to populdco in 
plujne path-uay around nuclear reactor sites in US Forwards 
documents listed In App A 

FELTON. J H Division of Rules and Records 92/04/21 WARE. J 
Public Interest Research Group. New York 7pp 13534 010 .-MX 
Fiche 30-000.82/04/21,3206130016 


—"B2061 50094 Act receipt of 820305 ltr informing NRC of full comp 1 inner 
w/requi rements of IUCFR30 S4(s}(2> 6 Section IV D 3 i>f App L 
to lOCrnso no further action will be taken re 820212 notice 
of Violation 

LIEBERMAN J Directoi's Office. Office of Inspection and 
Enforcement 0P/O3/34 DOVER. V S Philadelphia Electric Co Ip 
13525 201 24X Fiche 50-000.02/04/21.8206190016 


02U6O1OS61 Provides supplemental info to 610310 ltr re IE Bulletin 
80-25. overpre ssurjzation of saf ety ^rel tof valve pneumatic 
supply sye Hod to provide backup pneumatic supply utilizing 
compressed gas cylinders undertaken 

DALTROFF. S L Philadelphia Electric Co BS/05/19 HAYNEB. R ( 
Region 1. Office of Director Ip 13315 350 24X 

Fiche 50-277.82/05/19.8206010561 


82061001S9 Forwards IE Insp Repts 50-277/03-09 L 50-279/82-09 on 
820421-0519 L notice of violation 

6TARQSTECKI. R Division of Project 8. Resident Programs 82/0-*l/.34 
DALTROFF, S L Philadelphia Electric Co 2pp 13445 240 SAX 
Fiche 50-277, 82/05/24.8506100150 


— 8S06100161 Notice of violation from insp on 020421-0519 

STAR08TECKI . R Division of Project it Resident Programs 0P/O5/i*4 
ip 13445 290 24X Fiche 50-277. 02/09/24.8206100150 


—8206100166 IE Insp ftepts 90-277/05-0? it 50-2/0/02-09 on 820421-0019 
Koncomp 1 (an ce noted failure to have instructions for 
selsmicaitg qualified air supplies to containment 
ventilation valves it to supervise control rod handling 
PLOUGH, A R , CQWOILL.C J . MCCABE, E C Division of Project tt 
Resident Programs 82/05/19 I5pp 13445 252 a4X 
Fiche 50-277.82/03/24,8206100158 


920603025B Ac k receipt of 820506 ltr informing NRC of steps taken bn 
correct violations noted in lE insp rspts 

SMJTH.O 9 Division of Emergency Preparedness 6 Operational Support 
B2/05/23 DALTROFF, S L Philadelphia Electric Co Ip 1333/ L'l / 
24X Fiche 50-277,02/05/23.0206030250 


— S206030262 Reipands to NRC 811224 ltr re violations noted in It liiS.p 
repts Corrective actions analy^si* performed of stack 
sampling sy s, heat trace sample lines, piping modified & 
initial braining of other personnel completed 
BOYER.? 8 Philadelphia Electric Co 82/05/06 HAVNEa. R, C 
Region 1. Office of Director 2pp 13337 218 24X 

Flcha 50-277, 82/03/25. 0206030250 


8206020413 Forwards respense to IE Bulletin 00-11, "Masonru Wall 
Design " 

GALLAGHER, J W Philadelphia Electric Co 02/09/26 STOLZ. J f' 
Operating Reactors Branch 4 49pp 13326 023 24X 

Fiche 50-277, 82/05/26.8206020415 


8202040147 IE Info Notice 02-15, "Notification of NRC '* Sve Ust enc 1 
DEYDUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/05/28 107pp 13426 099 24X 

Fiche 50-000, 02/03/28, 0202040147, 
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5204210373 IE Info Notice 82-16* ''HPCI/RCIC High Steam Flou» Setpnint'i *' 
C lint &nc 1 

JO'fDAM, E L Division of Friq i«eer ifig Zt Quality Asnuiance 02/05/20 
lOlpp 13'14C 264 24X Fiche SO- 000, 02/05/20. 0204210370 


EJ0i»l50261 Forwards l£ Itisp Repts 50-277/03-05 ^ 50-270/02-05 on 
G«'O2L0 V no+lce of viairttior 

T 7 Divinion of ETigmeer mg I Terfinitkil PtoQrams 02/05/2Q 
DALTFIOPF, 3 L Ph i lade! p h i El ec tr l c Co 2pp 13l‘?5 310 r4X 
Fiche 50-277, 02/05/ rO. 920 6150261 


'E206150263 llotioe of violation ^rnn map on 030210 

NARTIN, T T Roginn l< Office of Director 02/05/20 Ip 
13195 331 24t Ficho 50-277,02/05^20.0206150261 


150267 IE Insp Repts 50-277/02-05 50-3/0/02-05 on 03021 0 

iJpnc ctTip 1 1 an c e noted dose rate in rpar of ^Icepci of 
,ehicle exceeded 2 oi/h 

CLEMONS/ F , KNAPP, P J Region 1, Office of Director 02/03/30 
4pp 13495 322 24^ Fiche 50-27/ , 02/05/ 20. 0206 15026 1 


&^042tO3BO IC Oulletin 02-02. "Degradotion of Threaded Faiteners in 
Reector Coolant Preesurr Rnundafij of PWH PJonts " 

S./C list end 

DEVOyNCi, R C Director 's Office. Office of Inspection and 

Erforcem-nt 02/06/02 lOBpp 13527 130 ?4X 

Fiche SC-000 32/06/02.0204210300 


5106220392 Forwards IE In&p Rept*. 50-277/D2-07 50-270/02-07 on 

020450-21 I 26-30 No none ompHance noted 

KARTINj 7 T Division of Engincei mg fy Technical Programs 92/06/03 
DALTftOFF/S U Philadelphia Electric Co Bpp 135B1 320 24X 

Fiche 50-277. 82/06/03,8206320372 


—0206220404 IE Insp Repts 30-277/02-07 2( 50-2/8/92-07 on 020420-21 
26-30 No no ncomp I lance noted Major ai cas inspected QA/QC 
or jan liat 1 0 n N administrations f* design change mods 
NAPUDA. 0 , EAPEN, F K . 9HAUD, E T Division of Enplnearlng t< 
Technical Programs 82/05/26 I6pp 13501 322 24X 

Fiche 50-277,02/06/03,8206220372 


&206l002a7 Ack receipt of 920209 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Reptfl 50-277/81-25 & 
50-279/01-27 

MARTIN, T T Divismn of Engineering & Technical Programs 02/06/04 
DALTRQFF.S L Phi Inddphi a Eloctr i c Co 2pp 13453 344 24X 

Fiche 50-277.02/06/04.8206100227 


— 8206100230 Responds to NRC (120111 Itr re violations noted in IL Insp 
Repts 50-277/01-23 S. 50-270/01-37 Conrctlve actions 
pecord If eepi ng sys for recel pt, inventory, d jsposal , 
acqui Si ti on , transfer of fission detectors established 
OALTf^OFF, s L Philadelphia Electric Co 02/02/09 KEIMIO.R R 
Region 1, Office of Director 4pp 13433 346 24X 

Fiehe 30-27 7,02/06/04.0206100227 


0206150-232 Ack receipt of B20519 Hr informing NRC of steps taken bo 
correct violations noted in IE Insp Repts 50-277/82-06 it 
90-270/82-06 

STAROSTECKI, R Division of Project it Resident Programs 82/06/10 
DalTRDFF, S L Philadelphia Electric Co Spp 13476 326 24X 

Fiche 50-277, 82/06/10. 8206150232 


— 02O615O233 Responds to NRC B20422 Ifcr re violations noted In It Insp 
Repts 50-277/02-06 & 90-278/82-06 Corrective actions 
improved peak holding velocity indicator for snubber test 
machine installed it callbr on 820312 

DALTROFF, 5 L Philadelphia Electric Co 82/05/19 STAROSTECKI, R 
Division of Project tn Resident Programs* 8pp 13496 320 24X 

Flcha 50-277,02/06/10.0206190232 


82Q4S1038G IE Info Notice 82-17, *'Dverpre3sur 1 zation of RC8 *' 8vc list 
enc 1 

■JORDAN, E L Division of Engineering it Quality Assurance 62/06/11, 
iO&pp 13675 256 24X Fiche 50-000,62/06/11,8204210383 


8204210384 IE Info Notice 92-18, "Assessment of Intakes of Radioactive 
Itatl by Workers “ 0vc list end 

DEYCHJNOj R C Director's Office, Office of Inspection and 

E-nfnrcement 82/06/11 120pp 13675 109 24X 

Fiche* SO-000, 02/06/11, 6204210384 


820615014! Submits addl Info re Inservice Insp program in response to 
820305 request Revised pages will be submitted to 7B1122 
revisions Identification of Class I exempt components end 
OALTROFF. S.L Philadelphia Electric Co 82/06/11 QTOLZ, J F 
Operating Reactors Branch 4 I2pp 13504 344 24X 

Plche 50-277 , 82/06/11,8206190141 


R Periodic operating reports related correspondence 


0206110219 Submits second annual ropt on safety-relief valve cli allonges 
por Till Action Item II K 3 3 No chalLcngee to primary 
coolant sys safety ft relief valvos occurred during 1981 
DALTROF'T.SL Philadelphia Electric Co 02/06/0B eUCNHUT 
Division of Litonsing Ip 13467 007 24X Fiche 50-277, 02/ 06/C8, 

8206110219 


0206180078 Foruiards monthly oporaling repto far May 1902 

COOMEViM J Fhiladelphia Electric Co 02/06/09 Director's 
Office. Office of Insp(»ction and Enforcement Ip 13553 06P 24^ 

Fiche 30-277. 02/ 06/ 09. 0206100078 


— D2061BOOSO Monthly operating repts foi May 1902 

AUPEN, U It Philadelphia Electric Co 02/06/09 Vpp 13503 063 
24X Fjche 50-277,02/06/09.0206180070 


9 Reportable occurrences, LERs 6 related coi respondonce 


8206030193 LGH «E>-U/01P on 02051 3, dun ng refueling maint outage, 
clothes worn by individuals handling eddy current pi oho 
contaminated, reeul tl ng in skin c ontacn i na-t i on Caused by high 
levels of smearable contamination in heat exchanger tubes 
L'lLRICH.W T Philadelphia electric Co 82/05/14 HAVNC9, F? C 
Region t, Office of Director 2pp 1333 7 209 24X 

Fiche 50-277, 02/05/14.0206030103 


0206110017 Relea«5os sanitized version of overexposure rept per 
lOCFRao 40S 

•e Administration Uranch 02/06/01 Document Managcmcirit Dranch 

ip 13493 113 24X ficho 50-277,82/06/01.920611001? 


— B206110019 Forwards sonitized version of averqxposure ropt per 
10CFR20 405 submitted as LER 92-OlO/OLX-O 

CaONCV.rt J Philadelphia Electric Co 82/05/13 HAYNCa, 8 < 
Region 1. Office of Director 7pp 13493 113 24X 

Fiche 30-£>77. 02/06/01.8206110017 


—8206110031 Sanitized version of LER fia-OlO/OlX-O on 820413, Eb or 1 ino 
Instrument C-orp reported 9 175 rfi/n exposure to TLD badge 
Caused by deliberate tampering ui/ba-dge found near radiation 
source Individual denied access to site 

COONEY, MJ Philadolphia Electric Co 02/05/13 Region i» 
Office of Director Ip 13493 1 20 24X Fiche 50-277, 02/0 6/0 JL, 

8206110017 


0206200450 I feR 82-0ia/03U-0 on 820517. p restture drop across combined 
HEPA filters ic charcoal absorber banks in control room 
emergency ventilation sys exceeded Tech Spec limits Caused 
by pin on connecting linkage of damper ODV-30 falling out 
COONEY. M %t Philadelphia Electric Ce 02/06/U HAYNES, R C 
Region If Office of Director Ip 1.3621 095 24X 

Fiche 90-277. 02/06/11.8206280450 


0206290149 Forwards UER 02-01 l/OlT-O Detailed event analysis submitted 
COONEY, M J Philadelphia Electric Co 02/06/11 HAYNES,R C 
Region 1, Office of Director 4pp 13635 001 24X 

Fiche, 50-277, 02/06/ 1 1, 8206S7014 9 


—8306290156 LER 02-OH/OlT-O on 020913, anticontamination clothing of 
workers contaminated during eddy currant testing Caused by 
reactor water cleanup heat exchangor probe transporting 
contamination from tubas to room Procedures reviewed 
COONEY. MJ Phlladclph la Electric Co 82/06/11 Region 1. 
Office of Director 6pp 13635 005 24X Plche 90-277i 82/06/ 1 1, 

Q20629-£H49 


8206240293 PNO-1-02-044 on 020619, u/Uni t 3 at full power, HPCl t< reactor 
core Isolation cooling sys injected water to core for 30-s 
before safety injection verified unnecessary Caused by 
degradation of power supply unit 

MCCABE.C Region 1. Office of Director 82/06/21 2pp 13397:035 
24X Fiche 50-277,02/06/21,8206240293 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Security, medical, emergency 8< fire protection plans 


0206150016 Reap ends to FOIA request for documents re siren eye 
installed te provide early notification to populace In 
plume pathway around nucloar reactor sites In U8 Forwards 
documents listed in App A 

FELTON. J M Division of Rules and Records 02/04/21 WADE, J. 
Public Interest Research Group, New York 7pp 13524,010 24X 

Fiche 50-000,02/04/21,8206150016 
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— B2022504 15 Forward 4 for ttal to licenaeiesi responses denuinri 

rec^u^sts for exett^ptian from aS020t deadline for 
irrp lament at Ion of pronpt notification ays 

RAMASi S L Division of Etnerg-entii Preparedness B2/01/51 
STDL^, J Operating Reactors Branch 4 I2pp 13524 179 
Flche SO-000»B3/04/2l,a2061500l<> 


— 8203040506 Submits list of facilities that have filled eiemptlnn 
requests from B202OI prompt notification deadline 
Exemption requests will be denied 

ElSENHUTf D <S Division of Licensing 82/02/03 DENTON, H >< 
Office of Nuclear Reactor Hagulation, Director 3pp 13524 2Ub 
24!C Fiche 50-000.82/04/21,0206150016 


— 8206150023 Updates delivery schedule for siren shipments to faciiitu' 
AKOERSaNi M E Federal Signal Corp 82/01/28 CANNON, P 
Affiliation Unknown 5pp 13524 234 24X Ficfie 50-000. 82/01 /IM . 

B2D61 30016 


— 6206150070 Provides status rept re implementation of prompt 
notification sys Siren tests scheduled for 820120-0223 
BDYERiVS Phi Udelphla Electric Co 62/01/22 Region 1. 
Philadelphia, Office of the Director (01/03/01) 3pp 13524 ih\* 
24X Ficha 50-000 02/04/21.8206150016 


•''^82061 50079 Status of prompt notlflcatian ays 

e NftC - No Detailed Affiliation Given 82/03/09 Ip 13525 154 
24X Fiche SO-’OOO, 32/04/21* 8206 ISO 016 


a206'0200l4 Addl response to FOIA request for sii categories of 
documents re emergency preparedness Documents listed in 
App A availatle In PDR 

FELTON* J N Division of Rules and Records 32/04/26 SHOLLY.& C 
Union of Concerned Scientists 2pp 13342 255 24X 

Ficha 50-000.62/04/26*8206020014 


620609Q002 Responds to FQIA request far documents re Cammlssion 
decision to eitend deadline for licensees to Inplcment 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTOfl. J M Division of Rules and Records B2/05/11 REYNOLDS, N U 
Dftbevoise U Liberman 3pp 134S4 003 24X Fiche 50-000,32/05/11* 

8206090002 


--8203110473 Submits update of current assessment of licensees ability 
to ionplement prompt notification sys by 620201 deadline 
Thirteen licensees may not meet deadline 

D1RCK6, W 0 Office of the Executive Director for Operations 
82/01/26 Commissioners 2pp 13434 164 24]( 

Fiche 50-000, 82/03/ 1 1 * 8206090002 


—6206140386 Forwards public version oF Revi&mn 4 tn Emergency flnr* 
Implementing Procedure EP-207i me lud mg revisions to App A 
re ipTbediate notification call list \ D-2 re radiation 
survey team Affidavit encl 

DALTROFF, S L Philadelphia Electric Co 82/05/25 DENTON , M l( 
Office of Nuclear Reactor Regulation, Director 4pp S3509 3C>li 
24X Fiche 50-277.82/06/00,8506140382 


--02O614O3BB Public version of Revision 4 to Emergenci) Plan Imp Irmen t j mj 
Procedure EP-209i includ mg revisions to App A re immediate 
notification tall list t. D-2 re radiation survey team. 

Revised Index end 

< Philadelphia Electric Co 02/03/04 42pp 13309 307 TAX 
Fiche 50-277 83/06/08,0206140382 


0206150442 Releases public version of revised emergency plan 
imp 1 omen t in g proceduros 

FELTON, J M Division of Roles and Records 03/06/11 Documeht 

nanagemsnt Branch Ip l'’52P 254 24X fiche 50-277,02/06/11, 

8206130442 


— B306130443 Forwards public version of revised emergency plan 
inplementmg procedures, me lud mg Procodufos tP-lOl tq 
c lasatf 1 cat ion of emerg encies, EP-103 re alert response ^ 

EF-104 re site emargency response 

DALTROFF. S U Philadelphia Electric Co 82/06/07 OENTON.H K 
Office of Nuclear Reactor Regulation, Director 8pp 13522 
24X Fiche- 50-277,92/06/11.8206150442 


— 3206160042 Public version of revised emergency plan implementing 
procedures, Including Procedures EP-101 re classification of 
emergent ies, EP-103 re alert response f* EP-104 re site 
emergency response Revised index encl 

» PMladelphia Etrctnc Co 62/05/25 14Dpp 13322 268 I’OX 
Fiche 50-277 02/06/11.8206150442 


82O63LO20O- Informs that five blackout procedures re restoration nf 
emergency onsite ac power were issued on 820610, in response 
to NRC Itr re station blackout events 

DALTROFF. S L Philadelphia Electric Co 82/06/15 EISENHUT, l> G 
Division of Licensing Ip 13559 170 a4X Fiche 30-277, 82/06/ IL. 
8206210280 


B206220162 Forwards Amends 85 1. 84 to Licenses DPR-44 tt OPR-56, 
respectively U notice of issuance availability Amends 
revise Tech Specs re fire protection program Request for 
extension in testing interval denied 

STOLZ* J F Operating Reactors Drench 4 82/06/16 DAUER* E Q 

Philadelphia Electric Co 3pp 13S91 340 24X 

Fiche 50-277,82/06/16,8206220162 


•8203110481 Submits monthly update of status of imp leniantatlon of prompt 
notification sys 

SPENCERiO 8 Division, of Technical Inspsctian, 82/01/05 
GRIMES, D K Division of Emergency Preparedness 9pp 13434 176 
24X Fiche 50-000,82/05/11*8206090002 


--6206220173 Amends 85 & 84 to Licenses DPR-44 & DPR-56, respec 1 1 vu Ig* 
revising Tech Opecs re fire protection program Request for 
eitension in testing interval of early warning detection 
devices to I yr denied 

tt Operating Reactors Oranch 4 02/06/16 3Bpp 13391 351 VAX 

Fiche 50-277.82/06/16,0206220162 


— 82060^0088 Provides imp Ismentation status of prompt notification ays 
for facilities Eight licensees failed to meet 820201 
deadline 

DlftCKS*W J Office of the Executive Director for Operations 
82/03/04 PALUADINO, N Commissioners Ip 13494 196 247 

Fiche 58-000, 82/05/11. 0206090002 


— 8208060494 Forwards monthly status rept of licensee implementation pf 
prompt natiflcation sys 

DlRCRSiW J Office of the Executive Director for Operations 
82/03/30 PALLADINQi N 0 Coflunlatti oners 2pp 13454 292 24 X 

Fiche 50-000,02/05/11.8206090002 


8206220279 Faruards exercise objectives requested In NRC 811026 Itr re 
full-scale emergency exercise County & state agencies agreed 
to 020616 exercise date Exercise will demonstrate field 
monitoring capabilities ?{ personnel effectiveness 
OALLACHER*^ W Philadelphia Electric Co 82/03/11 HAYNES, H C 

n 4 n n (. na Qj.,.. .nc-r* an* w* a xr 


0206230014 Releases public version of revisions to emergency plan 
lAip 1 ement mg procedures 

FELTON, J K Division of Rules and Records B2/06/17 Documotit 
Management Dranch Ip 13594 119 24X Fiche 50-277,82/06/17* 

B30623Q014 


— 8206230018 Forwards public version of addl revisions to emergoncy plnn 
impiementing procedures, including Procedures EP-101, 

■'Classification of Emergencies'' & EP-102, "Unusual Event 
Response " 

DALTROFF Philadelphia Electric Co 82/06/07 DENTON, H R. Offln 
of Nuclear Reactor Regulation, Director 4pp 13594 120 VAX 
Fiche 50-277,02/06/17,8206230014 


8S06240075 ReleasES public version of revised emergency plan 
Implementing procedure 

FELTON, J M Division of Rules and Records, 82/06/10 Documunfc 

ttanagement Branch Ip 13612 264 a4X Fiche 30-277*02/06/18. 
8206240075 


—8206240081 Forwards public version of Revision 5 to Emergency t'lau 
Inplemontlng Procedure EP-206 ?, Revision 3 to EP-206A both 
concerning fire it damage team Revision 0 to EP-325 re use 
of containment source radiation monitor 

DALTROFF, S L Philadelphia Electric Co 82/06/10 DENTON* H R 
QFflce of Nuclear Reactor Regulation, Director Ip 13612 265 
24X Fiche 50-277,82/06/10,8206240075 


— 8206240006 Public version of Revision 5 to Emergency Plan Imp I rtnentnifl. 
Procedure Ep-206 U Revision 3 to EP-206A both concerning 
fire It damage team h Revision 0 to EP-339 re use of 
containment source radiation monitor Revised index end 
tt Philadelphia Electric Co 82/06/07 41pp 13612 266 r'4X 
Fiche 50-277, 03/06/18, 8206240075 
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Op^r^^ijng licerse st-age documents correspondence 


■'Z.riOSCi'S 1 3 Foruarj^ ^ppliration for americj to Licenses DPR-44 8< liPR'-'iAi 
C'l^argii'ig Tech * 1 } clHrify requirements re rod blocfr 

sgs. A-freni fee encJ 

j^flAtLEV.E J PhlUdelphn Electric To 02/05/26 DENTON. H R 
Dfflte of ^uclpa^ Peactor Regul'ition< Director tp 13324 26H 24>‘ 

riche 50-277, 82 05/26. 13 


- = 20tC5O517 Appltcation foi jmend to Licenses DPR-44 It. DPR-56. chanq inq 
A Tech Spec Table 3 2 C to clorify requirements re 
control rod blocl-s 

DALTflQFFi E L Philadelphia Electric Co 02/05/20 7pp 
13324 24i Firbe 50-277.83/05/26.0206020513 


6206300309 Foruiards request fer adtJl info tiifchin 30 days re 820512 1 fci 
submitting proposed Tech Specs on degraded grid voltage 
pro toction 

STGLZ.J F Qperatiag Heactors Branch 4 B2/06/16 9 AUER. E 0 

Philadelphia Electric Co 2pp 13670 275 24X 

Pjche 50-277. 02/06/16. B206300309 


0206290413 Foruardg update to B2041S respunae re status of NUREO-0737. 
TMI action plan requirements identified in Generic Ltr 
02-05 Mods associated uj/It&ms II F l(3>i(4> 6 <5),ir K 3 22 
>jt II B 3 c omp 1 efccd 

DAUTROFF.S L Philadelphia Electric Co 02/06/23 ElBENHUTi U Q 
Division of Licensing 2pp 13632 356 24X Fiche 30-277.93/06/23, 

5206390413 


'irC'60?:?*ic2 Prjj,j5Pd Tech Spec Table 3 2 C rt» instrumentation that 
iri*-iatC5 control rod bjoefs 

* Philadelphia Elnctric Co 02/O5'2O 3pp 13324 276 l>4X 
Flche SO-t*?” B?/05/ 26, 92.36020513 


r3C6090043 Foriuards response to B20505 Ganoric Ltr 82-10 re status of 
NUTEC'0737, It«m$ I A I 3 I I A 1 3 2. I C 1. II B 1. 1 1 K 3 10. 

Ml* 3 30/ ri V 3 31, III A 1 2, III A 2 2 & I H 034 
DIUTRCFF.SL Philadelphia Electric Co 02/06/03 EISENHUT/DG 
Ovi^ion of Lirsnsing 6pp 13436 293 24/ Fiche 30-277. 02/06/03, 

PSCdOGOCAl 


6^06140253 Forwards Franklin Pesoarch Ltr 
equipment environ qualification program 
«ji th I PI 30 daq s 

STOLZ.J F Operating R^tjctore Branch 4 
Ph 1 lade 1 phia Electric Ta 20pp 13506 
riche 50-277. 82/06/0/. 3206140253 


requests for addl info re 
Response requested 

82/06/07 BALTER. E G 
196 24X 


8206230005 Informs that evaluation of 010102 response to TMl Action 
Plan Item III D 4 "Control Room Evaluation" indicates 
criteria has been r.et ^ response acceptable Safety 
evaluation end 

5T0LZ.JF Operating Reactors Branch 4 02/06/07 BAUER, E G 

Philadelphia Electrir Co 5pp 13573333 24X 

Fiche 50-277i 02/06/07, 0306230005 


BS0614O376 Submits Info in icsponse to questions re util senior 
reactor operator reactor operator training program One 
oversiie chart end Aperture card is available In Pon 
DALTROFF.S L Philadelphia Electric Co 02/06/08 ST0L2, J T 
Operating Reactors Branch 4 5pp 134B9 311 24X 

Flcho 50-277.02/06/00.0206140276 


£206150420 Forwards Refs 1,5.16,20 V 49 from plant-unique analysis 
reptias r^^quosted W/o end 

SIEGEL. D Operating Reactors Branch 2 02/06/09 6EAQRAVCS. W 

Franklin tnst i tute/Frank 1 in Research Center Ip 13525 237 24X 

Fi cha 30-000, 02/06/09, 02061 50420 


E206tD0043 Lists refs requested by DNL t, Franklin Research Ctr for Mark 
I plant-unique analysis review Info needed by 020915 
STOLZ, F Operating Reactors Branch 4 02/06/15 BAUER, E 0 

Philadelphia Electric Co 2pp 13570 324 24X 

Flcho 50-277,92/06/15,0206100043 


6206220162 Forwards Amends 05 & 84 to Licenses DPR-44 & DPR-56, 
respactlsely & notice of issuant-e & availability Amende 
revise Tech Specs re fire protection program Request for 
eiteneion in testing interval denied 

STOLZiJ F Operating Reactors Branch 4 02/06/16 BAUER, E 0 

Philadelphia Electric Co 3pp 13591 349 24X 

Fiche 30-27 7 . 02/06/ 1 6 . 8206220 1 6 2 


■8206220173 Amends 05 84 to Licenses DPR-44 & DPR-56, respect Ive ly, 

revising Tech Specs re fire protection program Request for 
titenslon In testing interval of early warning detection 
devices to 1 yr denied 

e Operating Reactors Branch 4 02/06/16 3dpp 13591 351 24X 

Fiche 30-377,02/06/16,8206220162 


— 0206220179 Hotice of issuance J. availability of Amends 85 & 04 to 
Licenses DPR-44 ii DPR-56, respective ly 

BTOLZiJ F Operating Reactors Branch 4 02/06/16 2pp 

13592 027 g4X Fiche 50-277,62/06/16.0206220162 


6306250370 Forwards safety evaluation concurring ui/licensea 810100 
response to WUREO-0737, Item U K 3 21 re restart of LPC8 S< 

LPC! sys based on QWR owners group position Logic mods not 
war ran ted 

ST0L2.J F Operating Reactors Branch 4 02/06/16 BAUER, E 0 

Philadelphia Electric Co Spp 13630 066 24X 

Fiche 50-277, 02/06/16,8206250370 


Q Inspection reparts. IE Bulletins f< correspondence 


6206150016 Responds to FOIA request for documents re siren sys 
installed to provide oarly notification to populace in 
plume pathway around nuclear reactor sites In UB Forwards 
documents listed in App A 

FELTON. J N Oiviuiun of Rules and Records 82/04/21 WADE, J 
Public Interest Research Group, New York 7pp 13524 010 SdX 
Fiche 50-000, 02/04/2 1 , 02061 50016 


— 9206150094 Ac fc receipt of 620305 ltr informing NRC of full compliance 
u/requirem« nt B of lOCFftSO 94<3><2> h Section IV D 3 of App C 
to 10CFR50 No further actian will be taken re 020212 notice 
of violation 

LIEBERMAN.J Director's Office, Office of Inspection and 
Enforcement 82/03/24 BOYER. VS Philadelphia Electric Lo tp 
13525 201 24X Fiche 50-000,82/04/21,0206150016 


6206010561 Provides supplemontnl info to 010318 ltr re lE Bulletin 
60-25, ovorpre ssui'l 1 ation of saf etg/re 1 ief valve pneumatic 
supply sys Kod to provide backup pneumatic supply utiliting 
compressed gas cylinders UTvdortaken 

DALTROFF. 6 U Phlladolphl^ Electric Co 02/05/19 HAYNES. R C 
Region 1. Office of Director Ip 13315 350 24X 

Fiche 50-277, 82/05/ 19, 8206010561 


3206100159 Forwards IE Inap Repts 50-277/02-09 «< 50-270/02-09 on 
820421-0519 % notice of Violation 

STAROSTECKl, R Division of Project & Resident Programs. 02/05/24 
DALTROFF, S L Phi ladelph ia Electric Co 2pp 13445 240 S4X 
Fiche 50-277^02/05/24,0206100158 


—9206100161 Notice of violation from insp on 020421-0519 

STAROSTECKl , R Division of Project Resident Programs 02/05/24 
ip 1344S 2S0 a4X Fiche 50-277. 02/05/24, 8206100158, 


—6206100166 IE Jnsp Repts 50-277/02-09 L 50-270/02-09 on 020421-0519 
Noncompliance noted failure to have instructions for 
selsmlcally qualified air supplies to containment 
ventilation valves S, to supervise control rod handling 
DLOUOH, A R r COHO ILL, C J , MCCABE, E C Division of Project h 
Resident Programs 82/05/19 15pp 13445 252 a4X 
Fiche 90-277, 02/05/24, 8206100 1 50 


6206030250 Ac k receipt of 820506 Hr informing NRG of steps taken to 
correct violations noted in IE insp repts 

8H1TH,0 8 Division of Emergency Preparedness h Operational Support 
82/05/29 DA'LTRaFF,SL Phi Udelph la Elec trie Co ip 13337 017. 
24X Fiche 50-277,02/05/25,8206030250 


— B206030262 Responds to NRC 811224 ltr rc violations noted in IE itisp 
repts Corrective actions onalyeis performed af stack 
sampling sys, heat trace sample lines, piping modified It 
initial training of other personnel completed 
BOYER, V 8 Philadelphia Electric Co 82/05/06 HAYNES, R C 
Region 1, Offica of Director 2pp 13337 210 24X 

Fiche . 50-27 7f 02/03/25, 6206030250 


0206020415 Forwards response to IE Bulletin BO-U, "Masonry Wall 
Design " 

GALLAGHER, J M Phi lade 1 ph 1 a El ectrtc Co 82/05/26 STOLZ, J. F 
Operating Reactore Branch 4 49pp 13326 023 24X 

Fiche* 30-277, 82/05/26,8206020415 


8202040147 IE Info Notice 82-15, "Notification of NRC " Bve list end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement* 62/05/28 I07pp 13426 099 24X 

Fiche 50-000, 02/08/28,0202040147 


0204210378 IE Info Notice 82-16, "HPCI/RCIG High 9team Flow Betpolnts 
Sve list eticl. 

JORDAN, £ L Division of Engineering h Quality Assurance 82/05/20, 
103pp 13440 264 24X Fi che. 50-000, 82/05/20, 8204210378 
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62061S02&1 Foriuards IE Iusp Rflpts 50-277/B2-05 it 5O~278/02*'O3 oi’» 

8202Ja TiDticp of vloldttan 

MARTINi T T Division of Engineering & Technical Programs B2/05/2ti 
DALTROFFrS I- P h i lode I p h la Electric Co 2pp 13493 3lB .'^X 
Ficfia 30-277. 82/0 5 /2fl. 8206150261 


— 8206150263 Notice of violation from In-ap on &203je 

MARTIN# T T Region 1# Office of Director 02/05/28 tp 
V3495 321 24X Fiche 30-277# 02/05/20# H2061 5026 I 


—0206150267 IE Insp Repts 50-377/82-05 6 50-278/82-05 on 02021 B 
Noncomp 1 lanc* noted dose rate in rear of sleeper of 
vehicle exceeded 2 n/h 

CtEMaNSfP < KNAPP.P J Region 1. Office of Director 82/03/30 
4pp 13495 322 24XFiche 50-277, 02/05/20, 0206150261 


0204210300 IE Bulletin 83-03. "Degradation of Threaded fasteners in 
Reactor Coolant Pressure Qoundari# of PWR Plants 
Svc list erttl 

DEVOUNOj H C Director's Officei Office of Inspection and 

Eti f orcoment 82/06/02 lOQpp 13527 ISO 24X 

FI Che. 50-000# 02/06/02. 8204210360 


0206220392 Forwards IE Insp Repts 30-277/02- 07 50-273/82-07 on 

630420-21 It 26-30 No none cmp 1 1 a nc e noted 

KAfltTiNi T T Division of EnglneBring &. Technical Programs 82/06/03 
OALTRDFFrS L Philadelphia Electric Co 2pp 13581 320 24X 

F i c h • 50-277# 02/06/03, 8206220392 


—8206220404 IE Insp Repts SO-277/82-07 fc 50-270/02-07 on 620420-21 «# 
26-30 No noncompliance noted Major areas inspected QA/QC 
organixation St administrations 6 design change mods 
NAPUDAi 0 # EAPEN#P K # SHAyS# E T Divisson of Engineering 6 
Technical Programs 02/05/26 16pp 13SB1 322 24X 

Flche 80-277,82/06/03.0206220392 


8206100227 AcX receipt o-f B20309 Ur informing NflC of steps taken to 
correct violations noted in IE Insp Rapfes 50-277/81-25 & 

50-2 78/B 1-27 

MARTIN. T T Division of Engineering it Technical Programs 82/06/04 
DALTROpr. 8 L Philadelphia Electric Co 2pp 13453 344 24X 

FI c h * 50 -277, 62/06/04. 8206100227 


— 8206100230 Responds to NRC 020111 Itr re violations noted in Ik liisp 
Repts 50-27 7/BI-25 6 50-270/81-27 Corrective actions 
recordkeeping sgs for receipt # inventory, d i sposa 1 . 
a csiul s 1 tlon I transfer of fission detectors established 
DAUTRDFFrB L Philadelphia Electric Co SB/02/09 KEIKIO.R U 
Region 1, Office of Director 4pp. 13453 346 24X 

F 1 c h B 50-277. 02/06/04, 8 206100 227 


0206100078 Forwards monthly operating repts for Nag 1982 

COONET. H J Philadelphia Electric Co 02/06/09 Director's 

Office. Office of Inspection and Enforcement Ip 13553 062 
Fiche 50-277. 82/06/09. 82061 B007B 


24 X 


— B2061BD0BO Monthly operating repts for May 1982 

ALDENrW a Philadelphia Electric Co 82/06/09 9pp 13553 063 
24X Fiche 30-277.82/06/09.8206180078 


5 Reportable occurrences. LERs V related correspondence 


8206000376 tER e2~008/01P-0 on 820527. i ncreaa e in nitrogen makeup 
revealed containment leakage in excess nf Tech Spec limit 
Cause under investigation Unit will be placed in cold 
shutdoufn until source of leakage Identified 

ULLRICH. W T Philadelphia Electric Co 02/05/28 HAYNES. R C 
Region 1. Office of Director 2pp 13416 015 24X 

Fiche 50-270# 82/05/28.8206090376 


0206260551 LER 82-005/03L-0 on 020514# during normal opera ti an, t eac tor 
operator heard relay in primary containment isolation sys 
energize Caused by defective component in Rosemount Model 
510DU slave trip unit Instrument replaced 

CQONEY.M J Philadelphia Electric Co 02/06/14 HAYNES# R C 
Region 1. Office of Director ip 13625 326 24X 

Fiche 50-2701 82/06/14,8206200551 


8206280357 Forwards LER B2-OO0/OIT-O Detailed event analysis subifii tted 
COONEY. H J Philadelphia Electric Co 02/06/18 HAYNES# R C 
Region 1. Office of Director 3pp 13625 272 24X 

Fiche 30-270# 82/06/10.0206200557 


— 8206200566 LER 02-OO8/O1T-O on B20527 # n 1 tro gen makeup to containoLoni 
found higher than normal Caused by nonisolable empty 
manometer valued in svc to suppression pool air space 
Manometer valved out of svc# restoring containment integrity 
COONEY, M J Philadelphia Electric Co 82/06/18 Region 1, 
Office of Director Ip 13625 275 84X Fiche 50-270# 02/06/ 19# 

0206280557 


8206240293 PN0-t-e2-044 on B20619# u/Un 1 1 3 at full power# HPCl it Toaclor 
core isolation cooling sys injected water to core for 30-s 
before safety injection verified unnecessary Caused by 
degradation of power supply unit 

MCCABE. € Region 1. Office of Director 02/06/21 Spp 13597 033 
24X Fiche 50-277# 02/06/21# 0206240293 


DOCKET 50-280 SURRY POWER STATION# UNIT 1 


0206150232 Act receipt of 820519 Itr informing NRC of steps taken tn 
correct violations noted in IE Insg Repts 50-277/82-06 
30-270/82-06 

STAROSTECKIj fl Divislan of Project fc Resident Prograns 02/O6/1-O 
DALTROFF#B L Philadelphia Electric Co 2pp 13496 326 24X 

Fiche 50-27 7 . 02/06/ 1 0, 8 206 1 50232 


— 0206150233 Responds to NRC 020422 Itr re violations noted in IE lutp 
Repts 50-277/02-06 b 50-278/82-06 Corrective actions 
improved peak holding velocity indicator for snubber test 
machine installed & calibr on 820312 

DALTROFF. 3 L Philadelphia Electric Co 82/05/19, STAROSTECK I # j< 
Division of Project It Resident Programs Gpp 13496 328 24X 

Fiche: 50-277, 02/06/ 1 0, 0206 1 30232 


F Security, medical# emergency fire protection plans 


0206020014 Addl response to FOIA request for six categories of 
documents re emergency preparedness Documents listed In 
App A avallab le In PDR 

FELTON. J M Division of Rules and Records 82/04/26. SMOLLY, 3 C 
Union of Concerned Scientists 2pp 13342 255 24X 

Fiche- 50-000# 82/04/26, 8206020014 


— 8206020057 Confirms telcon r» malfunctions tn early warning ayt 
Existing equipment will be upgraded to provide improved 
reliability or replaced w/more secure devices 
LEASBUItO,R K. Virginia Electric & Power Co BS/02/24 

O'REILLY, J P Region 2# Office of Director Ip 13342 272, 247 

Fiche 50-000, 02/04/26# 0206020014 


0204210303 IE Info Notice 02-17# ^Dverpreisur 1 1 atlon of RC8 “ Svc liLt 
end. 

JORDAN, E L Division of Engineering & Quality Assurance B2/D6/1 1 
I06pp 13675 258 34X Fiche 50-000# 02/06/1 1# 0204210383 


9204S103G4 IE Info Notice 82-10# "Assessment of tntaVes of Radioactive 
Matl by Workers Svc List end 

DEYOUNOii R C Director's Office. Office of Inspection and 
Enforcement 02/06/11 120pp 13675:109 24X 

F 1 c h e ^ 50-000, 82/06/11. 0204210204 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to lir^plement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J H. Division of Rules and Records B2/05/U. REYNOLDS, N U 
Debevolst it Liberman 3pp 13454 0 0 3 8 4X Fichei 50-000, 02/05/1 1 # 

0206090002 


— 0206090009 Forwards first monthly rapt ra status of prompt notification, 
sys implementation at fac llitles. Meteorological programs# 
emergency response facilities it research reactors need addl 
mgt attention it clarification 

Q'ft£rLLV,J P Region 2, Atlanta# Office of the Directur 
(01/03/01) 01/01/00 DEYOUNOiR C Director's Office# Office of 

Inspection and Enforcement 4pp 13494 167 S4X 
Fiche SO-000# 02/05/1 1 1 0206090002 


——8206090133 Responds to 820203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info end 

STOHRfJ P Division of Emergency Preparedness it Operational 
Support. 82/02/04 CRIMES# B K Division of Emergency 
Preparedness 5pp 13454 239 24X Fiche* 50-000, 02/05/1 1, 

8206090002 
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^206070485 ForwdrtfB Region 2 Incident responRe plan dtd Mar Plan 

li-sued as Sup pi 2 tn NURE0-0B45« "Agency Procedures for NRC 
Incident Response Plan *' Plan should be of benefit to 
unilerstand i ng of NRC response to emergency W/o end 

STOKR. J P Division of Emergency Preparedness & Operational Support 

Ba/05/ia LEABBURO. R H Virginia Electric & Power Co Ip 

>3375 Oi4 24)( Fiche 50-000, 82/05/12. 82060 70435 


8206220312 Forwards IE Safeguards Insp Repts 50-280/02-15 C, 

50-281 /B2' 15 an 020601-04 No noncomp 1 lance noted 
DANCE. H C Division of Project it Resident Programs B2/06/16 
LEASBLRO. R H Virginia Elottric «< Power Co 2pp 13571 037 24/ 

Fiche 50-280,82/06/16,8206220312 


—8206220313 IE Safeguards Insp Repts 50-280/82-15 «« 50-281/02-15 on 
020601-04 No noncomp 1 iancfl noted Major areas inspected site 
on entation, secuT 1 ty plan & implementing procedures 
organisation mgt Details withheld <ref 10CFR73 211 
HALL. B L , MCGUIRE, D R Division of Engineering & Technical 
Programs 02/06/14 Ip 13571 Q39 24 X Fiche 50-280,82/06/16. 

8206230312 


P Operating license stage documents S. correspondence 


92D607Q762 Ack visit to util ofcs on 820423 for discussions on selected 
topics of mutual interest w/various members of util 
corporate mgt staff Meetings beneficial 

MARTIN, R D Region 2, Office of Director B2/05/17 LEASaURG, R H 
Virginia Electric ftt Power Co Ip 13369 322 24X 

Fiche 50-000,82/05/17,8206070762 


B206020036 Requests justlf I cation, wi th in 2 wks.of departure from NRC 
position on acceptance criteria for lab testing of used 
charcoal t( flow rates of control room air filtration sys 
Issues are more than 5 yrs old 

VARGA# 5 A Operating Reactors Branch 1 88/05/24 LEA8DUR0, R H 

Virginia Electric U Power Co 2pp 13333 060 S4X 
Fiche 50-280,02/05/24.8806020036 


6206080323 Informs that commitment schedule for implementation of 
NUReo-0737 items identified In Generic Ltr 03-10 will be 
provided by 820630, Rovisi on 3 to response to NUREO-0737 
post-TMI requirements to be provided In mid-June 1902 
UEASaURO, R H Virginia Electric «< Power Co 82/05/24 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. EI86NHUT, D. G 
Division of Licensing 2pp 13321 276 24X FicKe 50-000.02/05/24, 

0806020383 


8206L70351 Application for amend to Licenses DPR-32 U DPR-37p 
supplementing 780920 it. 810420 amend applications to Include 
revised listing of ail safety-related hydraulic It mechanical 
snubbers in Tech Spec Tables 4 17-1 l< 4 17-2 

LEASBURO,R,H Virginia Electric It Power Co 02/05/24 DENTON, II R 
Office Of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 2pp 13532 228 24X 

Fiche 50-280,02/05/24,8206170351 


—8206170353 Tech Spec Tables 4 17-1 l» 4 17-2 listing hydraulic l< 
mechanical supprasser data 

* Virginia Electric I# Power Co 08/05/24 42pp. 13532 230 24X 

Fiche 50-280,02/05/24.8206170331 


0206020399 Responds to 820421 request for addl info re clarification of 
820329 response re regenerative heat exchangers |< welds on 
RHR sye 

LEASBUROiR H Virginia Electric It Power Co 05/09/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Direr tor VARQA, 9. A 
Operating Reactors Branch I 4pp 13326 285 24X 

FI the 50-280,02/05/29,0206020379 


8206’040330 Submits response to NRC questions re VEP-FRD-33, "VEPCO 
Reactor Coro Thermal-Hydraulic Analysis Using CQBRA-IIIC/NIT 
Computer Code '* Requests NRC comments by 820625 

LEASBURO. R.H Virginia Electric It Power Co 08/05/57 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D G 
Division of Hcenslng 9pp 13354 043 24X Fiche 50-000.82/05/87, 

8206040330 


9’206l 10140 provides info resolving remaining outstanding issues in 
proposed Tech Specs for auxiliary bldg It control room 
vanti lation sys. per NRC 820524 ltr 6 820604 meeting Control 
room dose calculations end 

LEASBURG.R H Virginia Electric St Power Co 82/06/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VARGA, 8 A 
Operating Reactors Branch t 47pp 13465’ 167 24X 

FUhe 50-280,82/06/07,8206110140 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licansaes 1. 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Glnna Kept documents findings re cause of 
event U/o enc 1 

EISENHUT. D G Division of Licensing 82/06/09 HAUSPURO, A 
Consolidated Edison Co of New York LEABDURO.R H Virginia 
Electric I- Power Co CQMBS.F Z Appalachian Power Co I3pp 
13557 349 2 4X Fiche 50-000,02/06/09.0206090133 


B206210106 Forwards responses to NRC questions re 820331 General Design 
Criteria 17 submittal Outstanding items will be responded to 
by 020630 One overslie drawing end Aperture card is 
available in PDR 

LEASBURG. R H Virginia Electric & Power Co B2/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARQA, 8 A 

Operating Reactors Branch 1 19pp 13560 310 24X 

Fiche 50-280,82/06/11.0206210106 


8206240344 Application for amend to Licenses DPR-32 l< DPR-37, pr Qpos Ing 
change to Tech Spec 6 7<A) extending deadline for environ 
qual If ication of all safety-related electrical equipment to 
end of second refueling outage after 020331 

LEASDURO, R H Virginia Electric 6 Power Co 82/06/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director VARGA. 6 A 
Operating Reactors Branch 1 3pp 13603 ISO 24X 
Fiche 50-280, 02/06/16, 0206240344 


— 8206240353 Proposed Tech Spec 6 7-1. e xtending deadline fur environ 
quail f ica ti on of all safety-related electrical equipment to 
end of second refueling outage after 820331 

a Virginia Electric 5. Power Co B2/06/16 Ip 13603 153 24X 

Fiche 80-200,02/06/16,0806240344 


0206250309 Summary of 020604 meeting w/util 1. SbU re propoeed Tech 
Specs on auxiliary bldg l« control room filter sys 

NEIGHBORS. J. D Operating Reactors Branch 1 82/06/17 Operating 

Reactors Branch 1. 5pp 13630 089 24X Fiche 50-200.02/06/17. 

0206250309 


8206200590 Forward* Amends 78 & 79 to License* DPR-32 It DPB-37i 
respective! y . safety evaluation l< notice of issuance It 
availability Amends limit control rod misalignment 
NEIGHBORS, O' D Operating Reactors Branch 1 02/06/17 

LEAflflURG, R HI Virginia Electric It Power Co 2pp 13630 134, 24X 

Fiche' S0-2BQ. 82/06/17. S2O620O59O 


—9206200610 Amends 78 I. 79 to License* DPR-32 l< DPR-37. respectively, 
changing Tech Specs to limit control rod misalignment to no 
more than plus or minus 12 steps indicated positions 
VARGA, 8 A Operating Reactors Branch 1 02/06/17 tOpp 

13630 136. 24X Fiche 50-200,82/06/17,0206280990 


— 8206200614 Safety evaluation supporting Amends 70 It 79 to Licenses 
OPR-32 It DPR'37f respectively 

e Office of Nuclear Reactor Regulation, Director 82/06/17. 2pp. 
13630 146 24X Fiche 50-200,02/06/17,8206280990 


— 82062B0626 Notice of Issuance Ir availability of Amends 70 it 79 to 
License* DPR-32 tt DPR-37. respectively 

VARGA, 8 A Operating Reactor* Branch 1 02/06/17 2pp 

13630 149 a4X Fiche 50-200,82/06/17.8206280590 


8206240251 Advise* that completion of reactor cooling sampling sys. in 
response to Generic Ltr 82-03, delay ed due to failure of 
vent tank compressor It several internal wiring problems New 
commitment date *«t for 020901 Approval requested 

LEASBURG, R H Virginia Electric V Power Co 02/06/10 DENTQN, H. R 
Office of Nuclear Reactor Regulation. Director EISENHUT. D. 0. 
Division of Licensing 2pp 13590 344 84X Fiche 90-280,02/06/101 

0206240251 


0206290079 Request* extension of completion date until 830301 for 
installation of hydrogen monitor sys per NUREG-0737. 

Item II F 1 6 Request made in anticipation of const 
difficulties during installation 

LEASBURG. R H, Virginia Electric %i Power Co 82/06/23 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director EISENHUT. D O 
Division of Licensing 2pp 13634 335 24X Fiche 50-200.02/06/23. 

020629007^ 


0 Inspection reports, lE Bulletins I. correspondence 


02O6O7O61B Confirms 820507 arrangements for 020918-20 iri*p of RETRAN 
computer code activities re QA program implementation 
DANCE.H C Division of Resident, Reactor Project |c Englnttrlng 
Programs 82/04/10. CEASBUrG. R H Virginia Electric it Power Co. 
ip 13390 273 24X Fiche 50-000,82/04/10. 0206070610 


0206300106 Discusses IE insp on 820223-24 it forward* notice of 
violation I. notice of proposed imposition of civil p*nalt\|v 
DEYOUNG. R C Director's Office, Dffice of Inspection and 

Enforcement 82/09/10 LEASBURG, R H Virginia Electric li Power Go 

2pp 13653 005 2 4X Fiche 50-280.82/09/10.8206300106 
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— 82,06300169 Kotice of violafion t, notice of proposed impoaitlon of civil 
penalty in amount of OOO fJoncomp I lance noted operation 

(j/ttiree of six high steam flou neasure'^ent instruments 
inoperable 

DEV{iJNG<H C Director's Office- OPfice of Inspection and 
Enforcenont 82/05/10 3pp 13653 007 24/ 

Flche 50-280,02/05/10(6206300186 


“”6206010403 Corrected mon^My oper^tin^ rept for Jan 1982 
JONES I V H Virginia Electric 6 Fouier Co 82/02/05 ip 
13311 317 24X Fiche 50-260.02/05/17.8206010396 


— 6206010406 Corrected rtjnthly aperatirig rept fur Teb I9g'2 

JONES, V H Virginia Electric f Pouer f' a 82/03/08 ip 

13311 3ia 24X Firhe 50-280, 82/05/ J 7. 8206010 196 


0202040147 IE Info PJotice a2“15, "Notification of NUC '* &vc list cm I 
DEVOJNSjR C Director s Office. Office of inspection and 

Enf orcocnetit 0^/05/20 107pp 13426 095 24> 

Fiche 50-000. 92/05/2D- 8302040147 


— 820601040'^ Cairectcd ronthlij operating repts fir Mar 1982 
J0*»E3, V H Virginia Electric & Power Co 82'01/0' 2| 

13311 319 24X Fiche 50-200.83/05/17,62^6010396 


8204ai0376 !E Info Notice 02-16, "HPCl/RCIC High Steam Flou Setpoints: 
Svc list end 

JORDAN* E L Division of Engineering 6 Quality Assurance sa/OS/LO 
103pp 13440 264 a4X Fiche 50-000,62/05/20.8504210376 


n3042l03a0 IE OuUefcin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PHR Plants " 

Sve list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 32/06/02 lOBpp 83327 ISO 24X 

Ficha 30-000. 82/06/02.8304310300 


t0616DD23 Faruiards notice granting relief from ASME Code Section Xl. 
thservicB tnsp requirements fc evaluation of relief request 
VARGA. Q Operating Reactors Branch 1 02/ 06/07 LEASEURG. R H 

Virginia Electric & Power Co 4pp 13570 013 24Tf 
Fiche 50-000. 99/06/07.8206180033 


>8206180028 Safety evaluation supporting relief request for Inseivice 
tn»p hydrostatic tost regolrements 

a Operating Reactors Branch I 82/06/07 2pp 13570,017 i'lX 
FI Che SD-COO* 82/06/07. 0206180023 


-8206100035 Notice granting relief from ASHE Code Section Xt. inservlrp 
insp requirements 

VAFOA. 8 A Operating Reactors Branch I 02/06/07 2pp 
13570 019 24X Fiche 50-000.03/06/07.8206180023 


S Reportable occurrences, LERs !. related corrospondence 


8206010574 Forwards LERs 82-016/03L-0, 82-032/03L-0, Q2-035/01L-0 f, 
e2-O30/O3L-O 

WILSON, J L Virginia Electric 6 Power Co 82/04/02 O'RCIUI-Y. J f 
Region 2. Office of Director Ip 13314 117 24X 

Fiche 50-260.82/04/02,8206010574 


--9206010585 L6R 92-016/03L-0 an 820303, snub b c r 2-31 -MSS'20 foiiiKd 
inoperable due to low oil reservoir level Cauiod by seal 
leakage Snubbei repaired, tested f< reinstalled 

» Virginia Electric 6 Power Co 02/04/02 Region 2. OP Pi re or 
Director 2pp 13J14 IIQ 34X Fiche 50-280. 82/04/02, 820AOiO';/4 


— 8206010594 LER 02-O32/O3L-O an 820314. accumuj ator levels increased tu 
maintain Tech Spec level limits Caused bg operator failure 
to close containment isolation valve 1-81-32 per OP-/ 7 
WILSON, J L Virginia Electric 6 Power Cn DP/04/02 Rogiun I', 

Office of Director 2pp 1J314 120 24 « Fiche 50-980, Q2/04/1)*', 

8306010374 


— 8206010604 LER B2-035/03L-0 on B20307. procedure PT-19 7 revealed hicjli 
vibration from charging pump 1-CH-P-lD which was declared 
inoperable Pump 1-CM-P-lB inoperabi 1 i tg caused by worn 
outboard bearing on pump shaft 

WILSON, J L Virginia Electric 6 Power Co 82/04/02 Reg inn J. 
Office of Director 2pp 13314 122 24X Fiche 30-980. 02/04 /OT*. 

9206010974 


206160306 Responds to NRC 020510 lir re violations noted in IE Insp 
Rapt 50-580/02-58 Correct Ive action is prestartup checiZl&t 
will be performed by instrument supervisor (c all employees 
caungeled re pracedural compliance 

LEASBUROjR H Virginia Electric U Power Co 62/06/09 DEVODNL.R L 
Director's Office* Office of Inspection and Enforcement 3p p 
13521 294 2 4X Fiche SO- 290. 82/06/07. 85061 60306 


“-8206010613 LER 82-O30/O3L-O on 820307. nuc 1 e Or power rango instiument 
N-41 8c associated delta flu* indicator ojisratad orvatical ly 
Channel placed in trip mode Caused by possible detector 
malfunction or malfunction of detector cable in contdinment 
WILSON. JL Virginia Electric 8t Power Cn 02/04/05 Region C, 

Office of Director 2pp 13314 124 34X Fiche 50-580. 02/ OO/OP. 

8206010574 


804210383 IE Info Notice '52-17. "OveT presaur > lation of RCB “ Sve list 
enc I 

JORDAN* E L Dlvisinn of Enslnsering & Quality Assurance 62/06/11 
106pp. 13679 899 24X Fiche 50-000.92/06/11.8204210383 


8306010615 Forwards LERs 02-041 /03L-0. 02-040/ 03L-0 8, B2-036/03L '0 
WILBGN.J L Virginia Electric Power Co 02/04/23 O'REILLY* xl P 
Region 2. Office of Director Ip 13314 110 24X 

Fiche 50-200. 02/04/23. 82060 1061 5 


204210304 IE Info Notice 02-10. "Aesessment of Intakes of Radioactive 
liatl by Morkeri. " Sve list end 

DEYOUNO.R.C. Director's Office. Office of Inspection and 
Enforcement 82/06/11 t20pp 13675. 16? 24X 

Fiche 5O“0 OOj 03/06/ 1 1 . 82042 10304 


206520312 Foruerds IE Safeguards Insp Repts 50-200/82-19 8( 
50-281/02-15 un 820601-04 No noncempllance noted 
DANCE. H. C Division of Project Resident Programs 82/06/16 
LEABBVRO. R H Virginia Electric Power Co 2pp 13571 037 24X 

Fiche 50-280.62/06/16,8206220312 


-0206220313 IE aafeguards Insp Repts 50-280/82-19 & 50-281/02-15 on 
820601-04 No none omp I lance noted Kijor areas inspected site 
orientation, lecurity plan (< implementing procedures & 
organltation mgt. DetalU withheld (ref 10CFft73 au 
HALL* B L . HCODiRErD. R Division of Engineering ic Technical 
Programs 92/06/14 Ip 13571 039 24X Fiche. 50-280, 82/06/16. 

8206220312 


1206220412 Forwards cbscl for Insp fae» for Mar 1981 to Mar 1902 
LEA88URO. K Virginia Electric It Power Co 02/06/17. DENTON.HR 
Office of Nuc loir Reactor Rigulatiom Director lo 13577 167 24x 

Fifth# 90-280.05/06/17.8206220412 


--8206010621 LER 82-041/03L-0 on 820331 . during liquid waste relaos^^^ 
radiation monitor recorder RR-lOO failed low Caused by dirt 
buildup in drive motor stator Drive motor cleaned 6 returned 
to SVC 

WILSON. J L Virginia Electric U Power Co 82/04/23 Region S, 
Office of Dlrectop 2pp 13314 111 24X Fiche 50-280.82/04/^:1# 

8206010615 


— 8206010626 LER 02-O36/O3L-O on 020402, w/uni t at 1007. p awor. p r ec sUi e 
Indicator Pl-1468 drifted low Cause unknown Indicator 
returned to normal sve after blstablos tripped 

WILSON, J.L Virginia Electric 1< Power Co 02/04/23 Re pi on S, 
Office of Director 2pp 13314 113 24X Fiche 50-280, 02/04 /yj* 

0206010615 


■8206010634 LER 82-040/03L-0 on 020325. during normal startup, automatic 
start of 1-FW-P-3A pump failed to respond to safety 
injection Cause undetermined Pump manually started from 
control room 

WILSON. J L Virginia Electric Power Co 83/04/23 Rogiun 3, 
Office of Director 2pp 13314 115 24X Fiche 90-200.85/04/33, 

8206010619 


B206010244 Forwards updated LER 82-022/03X-1 8* LER 02-O47/O1T-O 

WILSON. J L Virginia Electric & Power Co, 82/04/30 O'REILLYi J P 
Region 2* Office of Director Ip 13307 080 24X 

Fiche 50-280*82/04/30,8206010244 


■8206010251 Updated LER 82-022/03X-i on 0202 09, rel 1 ef valve. BV-OW- 10/* 
opened causing pressure transient li> process vent sys «, 
damaging process vent flow transmitter Caused by pressure 
spike overranging flow transmitter 

MILBON.xSL Virginia Electric ?. Power Co 02/04/30 Ragion Pr 
Office of Director 2pp 13307 OBI 24XFicha 90-280. 02/ 04/30, 
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• — LER a2-047/OlT“0 on a204ia. trans f or of gasoous uasti/ bctuceit 
gas stripper surge tank f ujaate gas ^urgo tank resulted in 

of nv-GW-107 f unplanned release Caused by premature 
lifting of f<v-GW-107 Relief valve cleaned t< reset 

1nflLSD/ij J L Virginia Electric Power Co 82/04/G0 RagiOn 2, 
Office of Director Dpp 13307 OB3 24 ^ Fiche 50-200.02/04 730. 
0206010244 


«2jiOl059l Forijards LERs 82-053/OaL-0 l> e2-0l7/03L-0 

kJlLEO.’^. 0 L Virginia Electric C< Poiuer Co 82/05/07 O'REILLY. J P 
Psgton 2i Office of Director Ip 13314 004 24X 

Firhe 50-280. 02/05/07,8206010591 


— n2060l0599 LER a2-053/03L-0 on B2040B. rec ircuLat ion spray heat 
exchanger sve water radiation monitor pumps 1-BW-P-5A ?« 5D 
disce,/ered uioperable Caused by arc umulat ton of sediment in 
suction lines Bu'‘tiQn lines cleaned 

WILSON, J L Virginia Electric ^ Power Co 82/05/07 Region 2. 
Office oF Director 2p p 13314 005 g4X Fiche 30-200.02/00/07. 
8206010591 


-8206010608 LER a2-Ol9/03L-0 on 020412. rec trcuUtion spray heat 
eicbanger sve water radiation monitor pump ^-SW-P-SC 
discovered inoperable Caused by accumulation of sediment in 
suction lin* Suction line cleaned 

tilLSQNpJ L Virginia Electric S« Power Co 02/03/07 Region 2. 
Office of Director 2pp 13314 007 24 X Fiche 50-200.82/03/07. 

0206010591 


82S6010212 Forwards LERs 82-022/03L-0, 82-043/ 03L**0 ^ B2-050/03L '0 
WJLSONi J L Virginia Electric h Power Co 02/05/11 O'REILLY. J P 
Region 2. Office of Director ip 13300 090 24X 

Ficfie SO-280 82/05/11,0206010212 


■8206010213 LER G2-022/03L-0 on 8204 13. nuc 1 ear power range instrument 44 
panel automatically de-energiied by protection circuit 
Caused by Voltage surge on vital bus 4. due to lighting 
arrestor failure ?, differential lockout of transformer 2 
WlLSOfl, J L Virginia Electric Power Co 02/05/11 Region 2. 
Office of Director 2pp 13300 099 24X Fiche 50-880.02/05/11. 

3206010212 


—8306010225 LER 82-045/03L-0 on 820413. trip valve TV-CC-109B failed to 
close on safety injection signal Initiated by high steamflou 
low reactor coolant average temp coincidence Caused by 
faulty pilot valve Valve replaced 

WILSOM; J L Virginia Electric & Power Co 02/05/11 Region 2. 
Office of Director 3pp 13300 101 24X Fiche 50-200.02/05/11, 

9206010312 


—8206010233 LEr 82-050/03L-0 on B20413. post-reactor trip specific 
activity samples of RC8 indicated dose equivalent 
level greater than Tech Spec limit Caused by fuel element 
defect in reactor care 

WliSON, vl L Virginia Electric & Power Co 02/05/11 Region 2, 
Office of Director 4pp 13300 104 24X Fiche 50-200.82/05/11. 

8206010212 


82060l0il34 Forwards LERh 02-O46/O3L-O. 02-052/ 03L-0 Sc 02-01 1 /03L *0 
MIL SON, J L Virginia Electric & Power Co 02/05/17 O'REILLY, J P 
Region 2. Office of Director Ip 13300 008 34X 

Fiche 50-280,82/05/17,8206010134 


—0206010140 LER 8a-046/03L-0 on 020419. process vent particulate 
radiation inonitor filter fault alarm observed Filter paper 
unable to advance due to swelling caused bg water 
absorption Caused by lifting of relief valve RV-GW-107 
WILSON. J L Virginia Electric & Power Co 82/05/17. Region 2> 
Office of Director 3pp 13300 009 24X Fiche 50-200,82/05/17. 

8206010134 


— 8206010145 LEr 82-05a/03L-0 on 820428, amp I i fier for heat tracing panel 
□i circuit 3 d. read below acceptance criteria Caused by 
excessive heat Defective heat tracing replaced & tested 
Design change initiated 

WILSOM, a L Virginia Electric Power Co 02/05/17 Region 2, 
Office of Director 2p p 13300 012 24X Fiche 50-200, 02/05/17. 

0206010134 


—9206010151 LER Ba-0U/03L-0 on 020430. amp I i fier heat tracing panel Jl, 
circuit 6A, read below acceptance cr 1 teria . Caused by 
excessive heat Defective heat tracing replaced tested 
Design change Initiated 

tfIL&DNi J L Virginia Electric it Power Co 02/05/17 Region 2. 
Office of Director 2pp 13300 014 24X Fiche 50-280.02/03/17. 

8206010134 


0206110263 Forwards LERs 02-O55/O3L-O, 02-063/ 03L-0 h 82-025/03L '0 
WIL0PN. J L Virginia Electric 8< Power Co 82/05/28 O'REILLY. J P 
Region 2, Office of Director Ip 13466 140 24X 

Fiche. 50-230. 82/05/20,8206110263 


—0206110271 LER 02-O55/O3L-O on B20429. MDP 21 3 revealed that control 
room envelope might not meet Tech Spec requirements Caused 
by leak in door seals Z. improper exterior ventilation 
lineup Seals replaced & lineup corrected 

WILSDN, nJ L Virginia Electric Power Co B2/05/SS Region 2, 
Office of Director 3pp 13466 149 24X Fiche 50-280.02/05/20. 

8206110363 


—0206110278 LER a2-063/O3L on 820330, c Ircuit breakers for heat tracing 
panels 0 V 9. circuits 7» found inoperable Caused by 
mechanical failure in one breaker Defective breaker replaced 
f/ other circuit breaker reset 

VJILSUN. vf L Virginia Electric h Power Co 82/05/20 Region 2, 
Office 6f Director 2pp 13466 152 24X Fiche 50-280. 02/05/20, 

8206110263 


— 0206110203 UER 02-O23/O3L on B20S09, c ontrol room operator overfilled 
Q accumulator beyond upper Tech Spec limit Caused by 
Operator error HCV-2052n opened to drain accumulator tank 
to Toch Spec limits 

UILBON. xj L Virginia Electric I, Power Co 02/03/28 Region 2, 

Office (jf Director 2pp 13466 154 24X Fiche 50-200.92/05/20. 

8206110263 


0206210196 Forwards LERs B2**027/CaL-0. B2-057/oaL-0. a2-05B/03L-0 h 
02-024/0 lT-0 

WILSON, JL Virginia ElBctrlc Sc Power Co 02/06/09 Q'REll LY, J P 
Region 2. Office of Director Ip. 13560 114 24X 

Fiche 30-200.02/06/00,0206210196 


—8206210202 LER 02-O27/O3L-O on 020513. performsne e of PT 270 revealed 
amp readings for heat tracing panels 8 it 9. circuit 214. below 
acceptance criteria Caused by excessive heat Defective heat 
tracing rep laced 

UILSON, J L Virginia Electric S, Power Co 82/06/08 Region 3, 

Office of Director 2pp 13360 115 24X Fiche 50-280,02/06/00. 

6206210176 


— 8206210208 LER 02-O57/O3U-O on 83051 3. revl ew of 1-131 spiko history 
revealed that deviation repts not submitted for 020106 
t* 0323 post-roactar trip specific activity samples of RC6 
u/dose equivalent 1-131 hlyhor than Tech Specs 

WILSON. J L Virginia Electric Power Co 82/06/00 Region 2. 
Office of Director 4pp 13360 117 24X Fiche 50-830,02/06/08. 

8206210176 


— 8206210214 LER aP-05B/03L-0 on 020516. T-26 1 revealed component CDoUna 
sys radiation monitor Rf1-CC-l05 reading above alarm setpoint 
but not alarming Gatjaad by out of calibr alarm Sc oscillator 
cards Cards calibr 

WILSON. J L Virginia Electric Power Go 02/06/09 Region 2, 
Office of Director Spp 13560 121 24X Fiche 50-200.02/06/00. 

8206210176 


—0206210280 LER aa-OS4/01T-0 on 8S0524.weld leak on A steam generatpr 
channel head drain piping at 2-*RC“159 Identified during RC8 
Integrity tost PT-ll Caused by random defect in root weld, 
possibly due to split pass 

WILSON. J L Virginia Electric It Power Co 02/06/08 Region 2. 
Office of Director 2pp 13S60 123 24X Fiche 50-200.02/06/00. 

8206210176 


8206210032 Forwards LERs B2-060/03L-0 h 82-Oa8/03L-0 

WlLaONrJ L Virginia Electric & Power Co 82/06/11 O'REILLY. J P 
Region 2. Office of Director Ip 13560 0 38 24X 

Firhe 50-200. 82/06/1 1 . 0206210032 


--8206210036 LER 08-O6O/O3L-O on 020514. charg ing pump sve water pump 
l-SW-P-lOA found to have O discharge pressure due to 
loss of suction Caused by Increased use of sve water 
bg chillers One control room chiller secured 

WILSON, vf L Virginia Electric «t Power Go 02/06/11 Reglcn B. 

Office of Director 2pp 13560 039 24X Fiche 50-200.02/06/11, 

8206210032 


— 0206210043 LER a2-OS0/O3L-O on 820313. both charging pump ivc water 
pumps. 2-8{d- lOA U 108. lost suction Caused by clogged 
suction line strainer due to marine growth L Increased use 
of SVC water by chillars 

WILEON, J, L Virginia Electric h Power Co 02/06/11 Region B, 

Office of Director 3pp 13560 041 24X Fiche 30-200,82/06/11, 

0206210032 


0206220410 Farwards LERs Q8-OS9/03L-0. 82-062 /03L-0 8< 02-Oa9/OaL-O 
WIL0ON. J L Virginia Electric 8. Power Co 82/06/14 O'REILLY. J P. 
Region 2. Office of Director Ip 1357? 169. a4X 
Fiche 50-200.92/06/14.0206220410 
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— 9206230418 LE:R 83'-05‘?/03L-0 on Q20517, dur mg rcc Older p&n check. pm 
on FR-GW-lOO <pTi>ce^-3 vent) did not correspond to actual 
process vervt flom per Tec-h Spec Caused by selxod recaider 
motur bearing due to lock of lubricdtion Bearing replaced 
WItSDN. J L Virginia Electric U FOuer Ca 83/06/14 Region 

Office of Director 2pp 13577 170 24K Fiche 50-2QO. aq/06' M, 

8206320410 


— 8206230425 LER □2-063/03L-0 on 820520. PT-H 7 revealed laij ampeir 
readings for circuit 7A in panels 6 & 9. contrary to Tech 
Spec Caused by damaged tapes Tapes replaced 

WILSON. J L Virginia Electric & Power Co B2/06/14 Rccnoii 2. 

Office of Director 2p p 13S77 172 24> fiche 50-280,02/06/14, 

0206220410 


— 8206320431 LER 82-oa9/03L-0 on 820518. tjur i ng periodic test 3')'T j‘7D . 
snubbers 3-nc-05S-162 t, 163 found to hav» empty remote 
reservoir Caused by damaged fl ring on common valve blact 
□ ring replaced 

MIL&ONi J L Virginia Electric Power Co 03/06/14 Heniun J. 

Office of Director 2pp 13377 174 24 j( Fiche 50-230*02/06/14, 

3206220410 


DOCKET 50-2B1 BURRY POWER STATFQN. UNIT 2 


F Security^ medical, emergency ^ fire protection plans 


B206020014 Addl response to FOIA rec^uest for sli categories of 
docuinents re emergency preparedness Documents listed in 
App A available in PDR 

FELTON* 0 M Division of Rules and Records 82/04/26 S HOLLY, 6 ( 

Union of Concerned Scientists Spp 1334S 255 24X 

Ficbe 50-000*02/04/36,8206030014 


— 8206020057 Confirms telcon re malfunctions in early wrarning sys 
Existing equipment will be upgraded to provide improved 
reliab-ility or replaced w/rriore secure devices 
LEASBUROfA H Virginia Electric & Power Co B2/02/24 
O'REILLY* J P Region 3* Office of Director J3342 272 fMy 

Fietie 50-000,82/04/26,0206020014 


P Operating license stage documents *. coi res pondence 


•5305260071 Addl response to FQIA request for eight categories of 
documents Foiuards dnrumpnfs listed in App A bocumente 
listed in Api D available in PDR Confidential financial 
info deleted 

FELTON. U II Division of Rules and Records 82/05/ IJ Hi riljPflA/, ( u 
Kir kpatrick • Lockhart, Hill, Christopher 6 Phillips ^i4pp 
13639 453 24X Fith© 50-000.82/05/12.8306200071 


-“11103020313 Updates 501222 memo re decisions for degraded caoliny 
rulomakirig Steering group to issue justification for 
rulemaking activity in ad/ance of agi eement on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIROS. M S Reactor Systems Standards Qranch 81/02/02 

ARLQTtO.G h Division of Engineering Standards 20pp 136JD jO.’ 

24a Fiche 50-000,82/05/12. 8206280071 


3206070762 Ack visit to util ofes on 020423 for discussions on si‘)ecti>J 
topics of nutoa) interest w^various members of util 
corporate mg t staff Heetinys beneficial 

MARTIN. R D Region 2. Office of Director 82/05/17 LEACBURf-, R H 
Virginia Electric & Power Co ip 1338? 322 24X 

Fiche 50-000.92/03/17.52/^6070762 


820602C036 Requests justi f i cati on. ujithi n 2 uiks.af departure from NR( 
position on acceptance criteria for lab testing of used 
charcoal t flow rates of control room air filtration sys 
Issues are noi e than 3 yrs old 

VARGA, S A Operating Reactors Branch 1 82/05/24 LEASBURC U M 

Virginia Electric L Power Co 2pp 13333 060 a4X 
F i c h e 50-200. 63/05/34. 0206020036 


0206020323 Informs that commitment schedule for implementation of 
NUREO-0737 items identified in Generic Ltr 82-10 will be 
provided by 620630 Revision 3 to response to NU9EG-0737 
post-TMl requirements to be provided in mid-June 1902 
LEASQURG, n H Virginia Electric V Pouer Co 52/05/24 DENTUN, II H 
Office of Nuclear Reactor Regulation, Director CISENHUT* P G 
Division of Licensing 2pp 133Z1 276 24X Fiche 50-000* B2/<Jtj/,J/), 

e2Oa<3£0323 


82Q609'0002 Responds to FQIA request for documents re Commission 
decision to- extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documentfi also available in FDR 

FELTON, J rt Division Of Rules and Records 82/05/lt REYNOLDS, N £, 
Detevoise b Liberman 3pp 134S4 003 24X Fiche 50-000*82/05/11, 

B2G 6090002 


■B206090009 Forwards first tnonthlij rep t re status of prompt notification 
sys Imp 1 erne ntati D-n at facilities Meteorological programs, 
emergency response facilities research reactors nead addj 
myt attention Si clarification 

Q'REILLV.J p Region 2, Atlanta, Office of tha Director 
<ei/D3/0l) 81/01/08 DEY0UN0*R C Director's Office, Office of 

Inspection and Enforcement 4pp 13454 167 2A% 

Fiche 50-000*82/05/11,8206090003 


—3206090133 Responds to 820203 request for info re deficiencies 
identified in instUl testing of prompt notification sys 
Facility test Info end 

8TOKR, J P Division of Emergency Preparedness 4, Operational 
Support 02/02/04 GRIMES. B K Division of Emergency 

Preparedness Spp 13454 239 24X Fiche 50-000, 03/05/11, 

8206090002 


6206070465 Faruarilf Reglcin 2 incident response plan dtd Mar 190,' Plan 
issued as Sup pi 2 to NUREG-0fl45, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency M/p end 
STOHR^J P Division of Emergency Preparedness y Operational Support 
82/05/12 LEASBUfiOcR K Virginia Electric 6 Power Co Ip 

13375 014 a4X Fiche* 50-000, 82/03/12, 8206070405 


0206170351 Application for amend to Licenses OPR-32 Si DPn-37. 
supplementing 760920 6 B10428 amend applications to include 
revised listing of all safety-related hydraulic S« mechanical 
snubbers in Tech Spec Tables 4 i7-I St 4 17-2 

LEASDURO, R H Virginia Electric (< Pouer Co 92/05/24 DEMTON, H l< 
Office of Nuclear Reactor Regulation, Dirac tor VARGA, 8 A 
Operating Reactors Branch i Spp 13532 220 g4X 
Fiche 50-200,02/05/24,0206170351 


— ‘0206170353 Tech Spec Tables 4 17-1 ti 4 17-2 listing hydraulic 
mechanical suppressor data 

* Virginia Electric Power Co 02/03/84 42pp 13532 230 1:47 

Fiche 50-200.02/05/24.8206170351 


8206020335 Advises of status of Instrumentation for detection of 
inadequate care cooling per NUREQ-0737, Item II F 8 Reactor 
vessel level indication sys will be completed during next 
refueling outage scheduled for 030603 

LEASDURG, R H Virginia Electric t Power Co 83/03/85 DENTON, 11 N 
Office of Nuclear Reactor Regulation, Director VARQA, B A 
Operating Reactors Branch i ?pp 13321 274 24X 

Fiche 50-301,02/05/25,0206020333 


620602039? Responds to 820421 request for addl info re clar-if ic ati ari qI 
020323 response re regenerative heat exchangars li welds on 
RHR sys 

LEASDURG, R i| Virginia Electric & Power Co 02/05/25 DENTON, If H 
Office of Nuclear Reactor Regulation, Director VARGA. 8 A 
Operating Reactors Branch I 4pp 13326 205 24X 

Fiche 50-200,02/03/23.0306030399 


9206040030 Submits response to NRC questions re VEP-PRD-33, "VCI’LD 
Reactor Core Thermal-Hydraulic Analysis Using CDORA-I I IC/MIT 
Computer Code ■’ Requests NRC comments by 020625 

LEASBURGiR H Virginia Electric Si Power Co 02/00/27 DE'NTON, II R 
Office of Nuclear Reactor Regulation, Director ElBENHUTiD 0 

13354 043 24X Fiche 90-000, 02/Ol>/r3/, 

6206040330 


6206110140 Provides info resolving remaining outstanding issues in 
proposed Tech Specs for auxiliary bldg St control room 
ventilation sys, per NRC 820524 ltr St 020604 meeting Control 
room dose calculations end 

Virginia Electric & Power Co 02/06/07 DENTON, H Ji 
Office pF Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 47pp 13465 167 24X 

Fiche 30-280,02/06/07,8206110140 
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210i070l93 Gfl-nppic Utr to all LWR reactor plant licensees ?« 

Applicants re transmittal of NURE0-09t6 relative to 
r-cs^art of PE Ginna Rept docurnents findings re cause of 
^4ent W/o enc i 

ElSEhWUT, D G Division of Licensing R2/Oi/09 HAUSPURG. A 
Consolidated Edison Co of Neui York UEA^BURG* R H Virginia 
Electric 8^ Power Co COMBS/ F Z Appalachian Power Co I3pp 
13957 349 SAX Fiche 50-000/02/06/09,6206090153 


s2062l0l06 Forwards responses to NRC questions re B20331 Dsneral Do&lqu 
Criteria 17 submittal Outstanding items will be responded to 
B30630 One overswe drawing end Apei ture card is 
available in PDR 

LEASBORG.f! H Virginia Electric 8/ Powat Co 02/06/11 DENTON, H R 
Office of fJuclear Reactor Regulation, Director VARGA, S A 

Cperatirg Reactors Drartth I i9pp 13S60 310 24X 

Fiche 50-PBO. 02/06/1 1. 8206210106 


0204210370 IE Info Notice 92~1A/ <'HPC1/RCIC High Steam Flow Setpoints " 
6vc list end 

JORDAN, E L Division of Engineering h Qealitg Assurance 62/05/28 
I03pp 13440 264 24X Fiche 50-000,82/05/20,8204210370 


6204210390 IE Bulletin a2'02, "Degradation of Threaded Fastener® in 
Rflacter Coolant Pressure Bnundarg of PWR Plants " 

6vc list end 

DEYOUNG, R C Diractor'i Office, Office of Inspection and 

Enforcement 82/06/02 lOapp 13527 190 24X 

Fiche ao-000, 82/06/02,8304210300 


6206180023 Forwards notice granting relief from A5ME Code Section XI, 
inservicB ins p raqo 1 rements evaluation pf relief request 
VARGA. S Operating Reactors Dranch I 02/06/07 LEA8DURG/ R H 
Virginia Electric Sc Power Co 4pp 13570 013 24X 

Fiche 90-000, 02/06/07,8506160023 


9^06240344 Application for amend to Licenses DPR-32 & DnR-37, pr opos mg 
change to Tech Spec 6 7(A) extending deadline for environ 
q-ual I f I cation of all saf e ty *re] ated electrical equipment to 
end of second refueling outage after 6203J1 

LEASDURG, R H Virginia Electric & Power Co 02/06/16 DENTON, H « 
Offite of Nuclear Reactor Regulation, Director VAROA, 3 A 
Operating Reactors Drench 1 3pp 13603 150 24X 

Fiche 50-200. 62/06/16,8206240344 


B2C6240393 Proposed Tech Spec 6 7-1, e xtend 1 ng deadline for environ 
qwa n Fi cati on of all safety-related electrical equipment to 
end of second refueling outage after 020331 

a Virginia Electric & Power Co 02/06/16 Ip 13603 193 24X 

Fiche 50-20 0, 02/06/16, 8206240344 


8206250389 Summary of 820604 meeting w/util BhN re proposed Tech 
Specs on auxiliary bldg Si control room filter sys 

NErCHBGRS.J O Operating Reactors Branch 1 82/06/17 Operating 

Peactors Branch I 5pp 13630 005 24X Fiche 50-280,02/06/17, 

930623038? 


S2O620OS9O Forwards Amends 7B 79 to Licenses DPR-32 h DPR-37, 
respectively, safety evaluation & notice of issuance & 
av,ailatii 1 1 1 V Amends limit control rod misalignment 
NEIGHBORS, J D Operating Reactors Dranch 1 B3/06/17 

LEASBURG.R H Virginia Electric 6 Power Co 2pp 13630 134 ;J4X 
Fiche 50-280,02/06/17,8206280590 


— 8206180020 Safety evaluation supporting relief request for Inecrvice 
insp hydrostatic test requirements 

* Operating Reactors Dranch 1 62/06/07 2pp 13570 017 24X 

Fiche 50-000,82/06/07,0206180023 


—0206180035 Notice granting relief from ASHE Code Section Xl,inscrvice 
insp requirements 

VARGA, S A Operating Reactors B.-'anch I B2/06/07 2pp 
13570 019 34X Fiche 50-000,82/06/07,8206180023 


6204210383 IE Info Notice 02-17, "Overpressur i zation of RCS " Sve list 
enc 1 

JORDAN, E L Division of Engineering & Quality Assurance 82/06/11 
I06pp 13675 258 24X Fiche 90-000,82/06/11,8204210383 


8204210384 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Matl by Workers " Sve list end 

OEVOUNQrR C Director's Office, Office of Inspection and 

Enforcement 82/06/11 I20pp 13675 189 24X 

Fiche 50-000, 82/06/1 1, 8204210384 


6206220312 Forwards IE Safeguards ln»p Repts 50-280/82-15 (< 
50-201/82-15 on 020601-04 No noncompllance noted 
DANCE, H C Division of Project & Resident Programs 02/06/16 
LEASQVRO,R H Virginia Electric 8, Power Co 2pp 13371 037 24X 

Fiche 50-280. 82/06/16,8206220312 


--82062B0610 Amends 70 <i 79 to Licenses DPR-32 8i DPR-37, respect Ively, 
Changing Tech Specs to limit control rod misalignment to no 
more then plus or minus 12 steps indicated positions 
VARGA. S A Dperating Reactors Dranch 1 82/06/17 lOpp 

S3630 136 24X Fiche 50-290,82/06/17.8206280590 


— 5206200614 Safety evaluation supporting Amends 78 8< 79 to Licences 
DPR-32 U DPR-37i respectively 

* Office of Nuclear Reactor Regulation. Director 82/06/17 2pf 
30630 146 24X Fiche 50*200,82/06/17,8206200590 


— 02O62BO626 Notice of issuance ti availability of Amends 70 8, 79 to 
Licenses DPft-32 in DPR-37. respective ly 

VARGA, 8 A Operating Reactors Branch I 82/06/17 2pp 
13630 148 24 X Fiche 50-280,82/06/17,9206280990 


—8206220313 IE Safeguards Insp Repta 50-280/02-15 h 50-201/82-15 on 
820601-04 No none ampl iance noted Major areas inspected site 
orientation, security plan it Implomentlng procedures St 
organization mgt Details withheld (ref 10CFR73 21) 

HALL, B L , MCOUIRE, D R Division Of Engineering St Technical 
Programs 82/06/14 Ip 13571 039 24X Fiche 30-280,82/06/16. 

8206220312 


8206220412 Foruiarda check for Inep fees for Mar 1901 to Mar 1982 
LEABDURO.R H Virginia Electric 8< Power Co 82/06/17 DENTDN. H R 
Office of Nuclear Reactor Regulation, Director ip 13577 167 84X 

Fiche 50-280,82/06/17,9206220412 


R Periodic operating reports & related correspondence 


0206240251 Advises that completion of reactor coaling sampling sys, in 
response to Generic Ltr 82-05, d elayed due to failure of 
vent tank compressor several internal wiring problems New 
cccnnltment date set for 820901 Approval requested 

LEASBDRGiR H Virginia Electric «t Power Co 82/06/18 DENTON, II R 
□ fflce of Nuclear Reactor Regulation, Director EISENHUT, D 0 
Division of Licensing 2pp 13598 344 E4X Fiche 50-200,82/06/18, 
8206240251 


9206290079 Requests extension of completion date until 830301 for 
installation of hydrogen monitor sys per NURCO-0737. 

Item 11 F 1 6 Request made In anticipation of const 
difficulties during installation 

LEAsauRG.R H Virginia Electric t, Power Co 02/O6/S3 DENTON, hMl 
Office of NircUar Reactor Regulation, Director ETBENHUT,D 0 
Division of Licensing 2pp 13634 339 24X Fiche 30-280,02/06/23, 

8206290079. 


0 Inspection reports, IE Bulletins & correspondence 


8506070618 Confirms 820507 arrangements for 820518-20 Insp of REiRAN 
coniputer code activities re QA program implementation 
DANCE.H C Division of Resident, Reactor Project & Engineering 
Programs 82/04/10 LEA8BUR0, R H Virginia Electric << Power Co 
Ip 13390 273 24X Fiche 30-000, 02/04/10, 8206070618 


8202040147 le Info Notice 82-15, "Notif Ication of NRC " Sve list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

EnPorcement 82/09/28 t07pp 13426 093 24X 

fiche 90-000,82/05/2010202040147 


6206010396 Forwards monthly operating repts for Apr 1982. correc ted 
repts for Unit 1 for Jan li Mar 1982 l> repts for Feb it Mar 
1982 for Unit 2 

LEASBURO. R H Virginia Electric tt Power Co 82/05/17 HAl LEH. N M 
Office of Management and Program Analysis Ip 13311 273 24X 

Fiche 50-200. 82/05/17, 8206010396 


— 8206010399 Monthly operating repts for Apr 1982 

» Virginia Electric ?, Power Co 82/05/06 43pp 13311:274 24X 

Fiche 50-380.02/05/17,8206010396 


—8206010406 Corrected monthly operating rept for Feb 1902 
JONES, V N Virginia Electric V Power Co 89/03/08 Ip 
1331 1 318 24 X Fiche 50-200,82/05/17,8206010396 


— B206010409 Corrected monthly operating repts for Mar 1989 
JONES, V H Virginia Electric ^ Power Co 02/04/07 2pp 
13311 319 24X Fiche 50-280,82/09/17,8206010396 


5 Reportable occurrences, LERs St related correspondence 


8206010574 Forwards LERs 82-0 16/03L-0, 82-032/ 03L-0, 02-O35/O3L-O 8, 
B2-03a/03L-0 

WILSON. J L Virginia Electric «« Power Co, 02/04/02 O'REIULV, J P 
Region 2, Office of Director Ip 13314’ 117 24X 

Fiche 50-280.03/04/02,8206010574 
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— 3206010905 LER &2^016/03L-0 on 830303. snub b er 2-SI-H53-20 foun'l 
inoperable due to low oil reservoir level Caused by seal 
leakage Snubber rep a tre d . tes t ed ?< revnatalled 

» Virgin! a Electric Pouor ■Co 02/04/02 Rag i an 2 j Office 

Director 2pp 13314 llO 24^ F i che 50-280- 82/04/03. e206010L,/4 


0206010591 Foruiards LERs 82-053/03U-0 U 02-01 9/03L-0 

W1L&QN,J L Virginia Electric ^ Power Co 02/05/07 0'nEILL>»Jf' 
Raglan 2. Office of Director Ip 13314 004 24< 

Fiche 50-200.32/05/07*0206010591 


—8206010400 Left 02-O19/O3L-O on 8204 12- rcc ir dilation spray heat 
etchanger s vc water radiation -nonitor purnp 2'SW-P-9C 
discovered inoperable Caused by accumulation of sedimert in 
suction line Suttmri line cleaned 

UlLSON, J L Virginia Electric ^ Power 83/OS/07 Rhaiok ?. 

Office of Director 2pp 13314 007 24/ Firhe 50-ZB0- BS/O'V/O/. 

8206010591 


9306010212 Forwards LERs 82-022/03L-0. 82-045/ 03L-0 !< B2-050/03L 0 
MILSOh. J L Virginia Electric b Power Co 02/05/11 O'nciLLY. J f* 
Region 2» Office of Ikirector Ip 13300 090 24/ 

FlChe 30-200.82/05/11.0206010212 


— B2060'l02l9 LER B2-03a/03L-0 on G20413. nuc le ar power range instiuxntnt 41 
panel automatically de-erergiied by protection circuit 
Caused by voltage surge on vital bus 4, due to lighting 
arrestor failure t differential lockout of transformer 2 
WILSON. V L Virginia Electric ♦< Power Co 62/05/11 Regiuii 2, 

fVfflCB of Director 2pp 13300 099 24)CFiche 50-280. 82/OVl J . 
8206010212 


0206010134 Forwards LERs 82-046/03L-0 63-052/ 03L-0 L 02-01 i/OSL-d 
WILSON* J U Virginia Electric U Power Co 02/05/17 O'REiLLf. J P 
Region 2. Office of Director Ip 13300 OOB 24X 
Fiche 50-280. B2/05/ 17. 0206010134 


— 9206010151 LER 82-01 1/03L-0 -on 0204 JO. anp 1 1 f ler heat tracing punel il. 
circuit 4A. read belou acceptance criteria Caused by 
excessive heat Defective heat tracing replaced & tested 
Design change initiated 

HILSQNiJ L Virginia Electric U Power Co 02/05/17 Hagltni ti, 
Office of Director 2pp 13300 014 24X Fiche SO ''200. 82/05/ 1 /. 

8206010134 


9206010530 Forwards LER 82-023/03L-0 

WILSON. J L Virginia Electric, b Power Co 62/05/20 O'REJLLYit/ P 
ftegion 2. Office of Director Ip 13315 334 24X 

Fiche 50-201*02/05/20.8206010358 


—0206010566 LER B2-023/03L-0 an 820420 w/borlc add transfar pump 
t-CH-P-2D tagged for maint. baron injection tank 
recirculation lost due to failure of 1-CH-P-HC Caused by 
reversal of slow speed motor leads pump repaired 

WILSON. J L Virginia Electric i Power Co 92/05/20 Region 2i 
Office of Director 2pp 13315 3S5 24X Fiche 50-281.02/05/20* 

3206010550 


8206110263 Forwards LERs B2-055/03U-0. B2-063/03L-0 It a2-025/03U-0 
UILSONr J L Virginia Electric k Power Co 82/05/20 O'REILLY. J P 
Jlegloil 2. Office of Director Ip 13466 149 84X 

Fiche 50-280. 02/05/28. B 306 1 10263 


--0206110383 LER B3-025/03L on 020509. c o ntro I room operator overfilled 
B accumulator beyond upper Tech Spec limit CauseiT by 
operator error HCV-2652Q opened to drain accumulator tank: 
to Tech Bpec Units 

a Electric L Power Co 82/0^3/28 Regioii 2, 

2pp 13466 154 24 X Ficfie 50-280.02/03/211* 


or062l0032 Forwards LERs 83-060/03L-0 * B.:-02Q/03L -0 

WILSON, J L Virginia Electric b Power Lc Q2/06/11 a'PEILLV* J 1' 
Region 2. Oft- ice of Dnector Ip IJ560 03D 24/ 

Fiche 50' 280, 82/ 06, U . 02{}d.» 10012 


— 8206210043 LER S2-033/OjL“ 0 an t320bl3,both charqing pump svc w-tIli 
punp 5 . 2-SW- lOA lOE.lost suction Caused by clogged 
suctian line strainer due to marine orowth b increased use 
of s/c water by chillers 

WILSCN J L Virginia Elect'-ic f Poutoi Co 82/06/11 Reqi-uii 

Office of Director Ipp 13360 Oil 24y Ftihe SC 280* G2/(J/)/l I i 
gac 62 10032 


►^206220410 Forwards LEr«. B2-Ct:9/0jL -0, 82-062 < 03L-0 b 02' 029/03L (• 
WlLSONr J L Virginia Electric b Power Cq 82/06/ 14 O'PEIULY. J f' 
Region S* Office of Director tp 1357/ 169 24V 

Fiche 50-200, e2''06/l4 0':O622O41O 


--02O622O43J LER a2-029/03L“0 on 020510. dur ing poT iodic test 2-PT J9D )' 
snubbers 2-RC-H55~162 V 163 found to have empty remote 
reservoir Caused by damaged 0 ring on conmon valvo block 
0 Ting rep 1 aced 

NILBON.J L Virginia Electric It Power Co B2/06/14 Repjoii *-. 

Office of Diioctor 2pp 13577 174 PAX Fifhe 50-200.02/06/14. 
8206220410 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


^ Security, medical, erergency Fire p.otection plans 


0206150016 Responds to FOIA request for dacuments re siren sys 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Farwards 
documents listed In App A 

FELTON. J M Division of Rules and Records 62/04/31 WAOE* 
Public Interest Research Group. New York 7pp 13524 OlD L'4X 
Fjche 50-000* 02/04/31- G2061S001 6 


— 8306150023 Up dates delivery schedule for siren shipments to finiliticb 
ANDERSON. hi E Federal Signal Corp 02/01/20 CANNON. P 
Affiliation Unknown 5pp 13524 234 24X Fiche 50-000- 02 /04 /.Ji . 

8306150016 


6306090002 Respc-nds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notif I cat ion sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J M Division of Rules and Records B2/05/il REVNOLLilJ.N 11 
Debevoise ?■< Liberman 3pp 13454 003 24X Fiche 50-000- 62/0'>/ 1 1 . 

8306090002 


— 8206090033 Forwards updated info re prompt notification & warning siji 
for Region 3 licensees 

PAPERIELLO. C J Emergency Preparedness & Program Support Dronch 
01/12/01 RATIOS. S L Emergency Preparedness & Program Suppiirt 
Branch 4pp 13451 128 24X Fiche 50-000. 82/05/1 1 , 0206090002 


— 9303110477 Forwards update on prompt notification & warning syi. Tor 
Region 3 licensees FEMA estimates approx 657. of reviews Of 
proposed sys now complete 

HIND. J A Division of Emergency Preparedness Operational 
Support 02/01/05 ORIHES. B K Division of Emergency 
Preparadness 4pp 13454 133 24X Fiche 50-000,82 /05/11. 

0206090002 


—0206090073 Forwards monthly status rept re prompt notification figc *] I- 
facilities Commitments made by licensees to ensure 
deflcienciae are corrected by 030601 

HIND. J A Division of Emergency Preparedness & Operational 
Support 82/02/17 GRIMES. D Division of Emergency Prepar ediioSE. 
3pp 13454 190 24X Fiche 50-000. 83/05/11 • 8306090002 


820601-05(5 Requests mod of exemption from App R Section III-J to 
emergency lighting mods granted in 8SOS04 1 tr. ext ond Ing 
Implementation date to 9 months after 620401 Delay caused by 
need to modify units to accept substitute battery 
MAYER. L 0 Northern States Power Co 02/05/20 Docketing 

Services Branch 3pp 13314 OBI 24X Fiche 50-282,62/05/30. 
8206010515 


B306020166 Releases public version of revision to corporate amarjicnfi« 
response plan 

FELTON. J « Division of Rules and Records, 03/05/35 Dacum(?r,i 

Managamefit Branch Ip 13340 134 24X Fiche 50-009. 62/05/2 ^j* 

8306020166 
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^OTUjjrtJs public version of Revision A to conporabe 
erer^jencg response p Inn , cons i st mg of changes requested in 
»»"r eil5l7 1 tr re f’retie Island emergency preparedness 
jpprar 

MnViER, u P IJortliern States Poiupf Co B2/05/H Region CJi 

Office of Director Tpp 13*3^0 135 34 X fiche 50-000. 02/O5/3'»i 

e^06030t<b£ 


" PSOfeOSOl^T Public version of Re/ision 4 to corporate emergency response 
plan 

HUDSON. C . WARD, i: C . NEltS, G H Northern Stafcss Pouer Co 
05^05/03 npp 13340 137 24X Tiche 50-000. 02/05/35. 0SOiiO3Olt6 


rICiilE02Q7 f-cTuards post-e * er c i se evaluation of "Joint Emergency 
Eiercise on 81l£0B. " final rept Govts in vicinity have 
adec^uate offsite capability to protect public m event of 
radiological event 

i'RIhMjR H Fedeial Emergency Management Agency 02/05/26 

GRIMES. D Division of Emeigency Preparedness 3pp 13547 10[* 24/ 

FlCfie 50 '282. 02/05/26. 82061B0307 


- ??O6IB0288 "^0 st-eif ere 1 BO evaluation of "Joint Erpergency Exerci'^e on 
Qn2Dai " f i nal rept 

* Federal Emergency fTanagemEnt Agency 82/04/30 y4pp 
13547 las 24X Fiche 50-202,82/05/26.0206180287 


02O6OBO3O3 Ack receipt of B20115 J tr informing tJRC of steps taken to 
8.ddress items in Apps A ^ 3 of IE emergency preparedness 
Itrp lernenfcat i 0 n appraisal rept dtd 011217 Response 
atcep tab je 

PAPERIEULD. C J Diviaion of Emerqonty Preparedness Operational 
Support 82/06/03 GILDCRTS. D E Northern States Power Co Ip 
13420 152 24X Tiche 50-202.82/06/03,8206000303 


920fc?n0l 14 Submits addl fee for processing request for extension of 
fire protection mod completion date Addl fee in response to 
NRC 820520 request 

MJSOLFiO Northern States Power Co 82/06/08 MILLER. WO Licnisi. 
Fee lianagement Branch 2pp 13591 055 34X Fiche 50-202.82/06/08. 

6206230 M f 


J Insurance S< indemnity information 


6206050494 Foruiards Endorsement 48 to MAELU Policy MF-6B 6 Endorsement 
55 to WELIA Policy NF-197 

JDNJiBON. R 0 Northern States Power Co 82/05/26 DINITZ. I 
Antitrust 6 Economic analysis Drench (Utility Finance) 3pp 
13325 381 a4X Fiche 50-000. 02/05/86. 8P060 20494 


K Utility Final Safety Analysis Report (F3AR> 6 amends 


6206300216 Chapter 1 to Prairie Island updated F8AR. "Introduction 
ScijTimary Description " 

* Northern States Power Co 81/18/31 lOOpp 13647 095 P4X 
Fiche 50-202. 01/18/31,6206300216 


8206300210 Chapter 2 to Prairie Island updated FSAR. "Plant Bite l< 
Environs " 

« Northern States Power Co 81/12/31 200pp 13647 154 P4X 

Fiche 60-282.81/12/31,6206300210 


6206300220 Chapter 3 to Prairie Island updated F6AR. "Reactor Core " 
One oversiie drawing end Aperture card available in PDR 
a Northern States Power Co 01/12/31 200pp 13647 250 24X 

Fiche 50-202.01/12/31,0206300220 


02O63OO22J Chapter 4 to Prairie Island updated FQAR. "RCS " 

» Northern States Power Co 01/12/31 400pp 13640 001 24X 

Fiche 50-282.81/12/31.0206300283 


6206300226 Chapter 5 to Prairie Island updated fBAR, "Plant Containment 
Sy 5 " 

» Northern States Power Co 01/12/31 400pp 13640 15Q 24X 

Fiche 50-202, 01 / 12/31 , 0806300826 


82063-00220 Chapter 6 to Prairie Island updated FBAR. "EBPs '* 

» Northern Gtates Power Co 01/18/31 375pp 13640 330, a4X 

fiche 50-802.81/12/31,8206300220 


9206300230 Chapter 7 to Prairie Island updated FSAR. "Plant 
Instrumentation «c Control Sys 

» Northern States Power Co 01/12/31 373pp 13649 119 24X 

Fiche 50 -202, G 1 / 1 S/3 1 , 8206300230 


08063002 36 Chapter 9 to Prairie island updated FSAR, "Plant Rad waste 
Control Sys '■ 

* Northern States Power Co 81/12/31 I75pp 13650 006 34X 

Fiche 50-232. 81/12/31,0206300236 


820630023B Chapter 10 to Prairie Island updated FSAR, "Plant Auailioru 
Syo " 

a Narthern States Power Co 01/12/31 435pp 13650 074 L>4X 

riche 50-382.81/12/31,0306300338 


Q206300241 Chapter 11 to Prairie Island updated FSAR, "Plant Power 
Canveraiort Sys " 

e Northern States Power Co Bl/12/31 200pp 13650 270 24X 

Fiche 50-282.81/12/31.0206300341 


82063G0243 Chaptei 12 to Prairie Island updated FSAR. "Plant Structornt 
*. SbieldioG " 

« NortAorn States Power Co 01/12/31 SOOpp i3651 012 24X 

FiChe 50-282,81/12/31,0206300243 


0206300269 Chapter 13 to Prairie Island updated FSAR, "Plant 
Operations " 

t Northern States Power Cu 81/12/31 I6pp 13651 307 24X 

Ficho 50-202. 91/12/31.0206300269 


6206300271 Chapter 14 to Piairie Island updated FSAR. "Safety (< 
Accident Analysis " 

« Northern States Pnuier Co 01/12/31 425pp 13651 324 24X 

Fiche 50-282. 91/12/31,0206300271 


0206300204 Forwards updated SAR for facility 

ttUSOLF. D. t1 Northern States Power Co 02/06/lQ Office of 
Nuclear Reactor Regulation. Director 3pp 13647 061 24X 

Fiche 30-262,82/06/10.0206300204 


—8206300206 Updated FSAR for Prairie Island Units I & 3 

♦ Northern States Power Co 01/12/31 3. 966pp 13647 064 S4X 

Fiche 50-282.02/06/10,8206300204 


P Operating license stage documents •!< correspondence 


0206070660 Requests addl extensions re inpl ementation of NUREQ-0/37j 
Item II F 1 1 re steam relief monitors it Item II F 2 re 
qualified core exit thermocoup 1 so 

MAYER. L O Northern States Power Co 82/03/01 Office of Nuclear 
Reactor Regulation. Director Ip 13390 212 24X 

Fiche 90-202. 02/03/0110206070660 


0206290071 Addl response to FOIA request for eight categories of 
documents Forwards documents listen in App A Documents 
listed in App D available in PDR Confidential financial 
info deleted 

FELTON, J h Division Of Rules and Records 0S/09/1S MCMURRAV, C M 
Kirkpatrick. Lockhart, Kill, Christopher it Phillips 20pp 
13638 055 S4X Fiche 50-000.02/09/12,0206200071 


—0103020313 Updates @01222 memo re docisians for degraded coaling 
rulemaking Steering group to Issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
MEDCtROB. K s Reactor Systems Standards Branch 01/02/02, 

ARL0TTO. O A Division of Engineering Standards 20pp, 13630 102 

24 X Fiche. S 0-000. 02/05/12. 02O62QOO7 1 


0206110324 Advises that acceptance of response to Item 2 1 5a in 
NUReO-0570 also satisfies requirements of TMI Item II E 4 1. 
^'Dedicated Hydrogen Penetrations " Item considered resolved. 
CLARK. R A Operating Reactors Drench 3 02/06/01 MUSDUF. D M 

Northern States Power Co 2pp 13490 319 24X 

Fiche. 90-202. 82/06/01.8206110324 


0206190288 Forwards info re status of NUREG-0737 items w/lmp lemenfcatipn 
dates after 020301 in response to Generic Ltr 02-10 
MU0OLF. D M Northern States Power Co 02/06/04 Office of 
Nuclear Reactor Regulation, Director 20pp 13503 826 24X 

Ficho 90-202. 62/06/04.8206150200 


B206O9Q193 Generic Ltr 82-11 to all LWR reactor plant licensees 
applicants re transmittal of NURE0-09i6 relative to 
restart of RE Glnna Rapt documents findings re cause of 
event W/o enc 1 

EISENMUT. D 0 Division of Licensing 02/06/09, HAUSPURGi A 
Consolidated Edison Co of New York THQMAB.R A Southern Co 
Services, Inc CLAYTON. F L Alabama Power Co 13pp 13597 349 
24X Fiche 50-000.82/06/09.0206090193 


0206300233 Chapter 0 to Prairie Island updated FSAR, "Plant Electrical 
Si|s " 

» Northern States Power Co 01/12/31 175pp 13649 296 24X 

Fiche 50-202.81/12/31,0306300233 
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E33C6'220120 Application for ameniJ to Licanses DP^?-a2 ii OPR-AO changing 
flpp A Tech Spec Figure TS 3 10-7 re oorrnaliaed eiposure 
dependetit function far £* ton Nipclear Co fuel 

nuSQLFj D Northern States Pouier Co 02/06/14 Office of Nuitlrai 

Reactor Regulation* Director 3pp 13'573 234 24X 

Fiche 50-202. 02/06/14. B2D6220120 


--0206220121 Proposed Tech Spec Figure TS 3 10-7 re normalized eiipos.ui i 
dependent function for Exxon Nuclear Co fuel 

* Northern ijtates Power Co 02/06/14 2pp 13573 237 <MK 
Fiche 50-282.02/06/14.0206220120 


3206310170 3uppls license amend request re normaliied exposure 
dependent function figure by transmitting ltH-NF-ai-06(P j , 

LOCA ECCS Limiting Break ^ Exposure Senaitivitg Anali^sis *' 

Repfc utthheLd (ref l0rfR2 770) 

{1US0LF/ D Northern States Poujer Co 92/06/15 Office or Nuclcai 
Reactor Regulation! Director 6pp 13560 330 24X 

Ft the 50-202. 93/05/ iSi 0206210170 


e306230J33 Advises that util 011229 response to N0REO-O737» TMI Action 
Plan Item 11 K 3 25 requirirg licensees to demonstrate 
irtegtitg of reactor ccolant pump seats during potential 
loss of offsite pouer »' ent adequate I tern t esol ved 

A Operating Re actors Branch 3 02/06/17 NUSOLFiD N 

Northern Sta*^9s Poiior Co 2pp 13594 339 24X 

Fiche 50-2P2. Q3.06/17J e006S30il3 


Q Inspection reports. 1C Bulletins ♦< correspondence 


.32 i>20‘l0 1 4 7 Sf Info Notice 02-15. ‘Nut i Pic alion of fiRC Swe list eiii 1 
DEVOtiNO. R 1 Director's Office. Qrfice of Inspection and 

Enforcement 02/05/23- I07pp 13426 095 24X 

Fjche 50 000.62/05/29,9302040147 


0i:C'42lO37a IE Info Notice B2-16, "HPCI/RCIC High Steam Flow Setpoints " 
:vc list end 

JORDAN. £ L Division of Engineering & Oualitg Assurance 03/05/i’B 
103AP 13440 264 24X Ficho 50-000, 02/03/20. 020421 0370 


9206100203 Faruardi 1£ Insp Repts 50-202/92-06 & 00-306/02-06 on 
020401*30 No noncOTDpl lance noted 

STREETER, J F Division oh Project t. Resident Programs 02/03/20 

GILBERTS, D E Northern States Fomer Co 2pp 13453 308 24X 

Fiche 50-282.92/05/28.8206100203 


--0206100200 IE Insp Repts 50-282/82-06 h 50-306/02-06 on 820401-30 No 
noncompl lance noted Major areas Inspected plant operatian. 
main t< sorve i i lance, sec un tg.radiation protection, procedures, 
design changes 6 event repts 

FEIERABEND.C D , BURCESS. B 1 , REYCS. L A Division of Project «« 
Resident Programs Q2 ''03/28 7pp 13433 310 S4X 
Fiche 50-202,82/05/26,9206100203 


0204210330 IE Qulletin 62-02, “Degradation of Threaded Fasteners in 
Reactor Coalant Pressure Ooundary of PWR Plants “ 

Sve list end 

BEVOONOi R C Director's Office. Office of Inspection and 

EnforcomeTit 03/06/02 iOSpp 13527 150 SAX 

Fiche 50-000,02/06/02,9204210330 


9206060303 Ach receipt of 920115 Itr informing NRC of steps taten to 
address items in Apps A & B of IE emergency preparedness 
implementation appraisal rept dtd Q11217 Response 
dcceptab 1 e. 

PAPERIELLO.C j Division of Emergency Preparedness tc {Jperational 
Support 82/06/03 OILDEftTS, D E Northern States Ponaer Cp tp 
13420 153 24X Fiche' 50-262,03/06/03,6206060303 


0206210513 Forxuards IE Insp Repts 50-202/62-07 ^ 50-3O6/B2-O7 on 
620505-07 No nonComp 1 tanc e noted 

MILLER, J R Division Of Engineering Technical Programs. 83/06/04 
OILDERTS, D E Northern States Power ijq Spp 13560 093 34K 

Q5J3 


i?::042lO3Q4 IE Info Notice 83-19. "Assessment nf Intakes or Rad i Hcjc 1 1 ve 
Mat I by Workers " Sve list encl 

DE/OUNG. R G Director's Office Office of Inspection and 

Enforcement 92/06/ 11 I20pp 13673 189 24X 

Fiche SO OOO, 92 '06 ' 11 . 630 4210384 


p Periodic oporatinq reports i elated corr e spnndence 


0206150190 Foruards monthly operating repta for May 19Q? 

MUSOLF, D Norfhern States Power Co 82/06/10 Director's NFfjic, 
Office of Inspection and Enforcement ip I349Q 350 24X 

Fiche 50-292.82/06/10,8206150190 


— 6206150195 Monthly operating repts for Mag 1902 

OIPGSTAD. D Northern States Pouer Co B2/06/03 Qpp 13490 d'yJ 
247 Fiche 50-202, 83/Ofj/ 10, 9206150190 


CnCkEr 50-254 STATE UHJV Rt SEARCH PEACTOP 


R Pericidic (iperating r>'ports7« related curre apondence 


8206150364 Foi wards annual operating rept fiM License R*110 for ( /HJ 
CMITH, TM Iowa State Unw 82/03/24 R£ID,R W Dperatinq 
Peactars Branch 4 Ip 11495 326 24 K Fiche 50-204, 02/05/24 . 

8206l5u?64 


- 6206150265 Annual Opnatirg Rept for Cy81 

« Iowa State Univ 93/05/24 Ipp 11495 327 24X 

Fiche 50-204, 82/05^24, 6206150264 


DOCKET 50-295 FORT CALHOUN 3 f AT ION, UN.T I 


F Security, medical, emergency fire protection plans 


0206040302 Requests addl info re proposed actions in util 820r26 1 ti 
addressing NRC concerns for lack of QA program to 
periodically audit non-util personnel records Safeguards 
info cdithheld (ref 10CFR73 21) 

SEIDLE.W C Division of Resident, Reactor Project Enginedrins 
Programs 02/03/10 JONES, W C Omaha Public Power District Jp 
133S5 331 24K Fiche 50-285, 02/03/10, 8206040302 


9206100175 Forwards IE Emergency Preparedness Appraisal Ropt 
50-205/81-35 on 811207-16 No noncomp I lance noted 
COLLING, J T Region 4, Office of Director 02/05/04 JONES , W < 
0.saha Public Power District 35pp 13451 051 24X 

Fiche 30-203, 82/05/04. 6206100175 


— 8201130379 •Confirms agreements reached during 011216 mgt erlt Antervir 
fpl lowing NRC emergency preparedness appi'^ls^I of facility 
COLLINS. J T Region 4. Dallas, Office of the Director (Q|/0i/01) 
81/12/24 JONES. D C Omaha Public Power District 3pp 
13431 0B6 24X Fiche 50-285,92/03/04,0206100173 


— 0206100189 IE Emergency Preparedness Appraisal Rept 50-283/81 35 nn 
811207-16 Nq noncompliance noted Major areas Inspected state 
of emergency pinparedness program, including administration 
ot program development, emergency organization & tiaining 
ROHRER.D Division of Emergency Preparedness HACKNEY, C Fieri* ui, 
4, Office of Dirortor HOOKER, C Battel le Memorial Institute, 
Pacific Northwest Laboratory 02/05/03 69pp 13451 0B9 L'4X 
Fiche 60-285.82/05/04.0206100175 


6206090002 Responds to FQIA request for documents re Gornmlselon 
decision to eitend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J M Division of Rules and Records 82/05/11 REYNOLDS, N 'i 
Debevoise 6 I iberman 3pp 13454 003 24X Fiche 50-000,02/00/11, 

8206 090002 


■8203110470 Submits update of status of implementation of prompt 
notification sys Regional FEMA oPcs have indicated roviews/ 
tests of sys have not been conducted 

COLLINS. J T Region 4, Dallas. Office of the Director (01/O3/OJ ) 
02/01/04 DEYOUNG. R C Director's Office. Office pf Inspectinn 
and! Enforcement Ip 13454 175 24X FI che 30-000. B2/05/1 J , 

0206090002 


—8206090174 Advises of licensee compliance w/02O2Ol deadline for prompt 
notification sys 

COLLINS, J T Region 4, Office of Directoz, 02/02/09 ORlMESf R W 
Okvislon of Emergency Preparedness ip 13454 240 ;2.4X 

Fiche 30-000, 02/05/11, 0206090002 
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Adulres^es fviRC concerns re Open lto(T» 3 in safety evaluation 
cn control reom circuits on alternate shutdown capability 
Pevised uttl respon-ae to original 910327 response to 
iQ^FftSO ftpp R r equiT ements encl 

X',E5rW C Ofnafta Public Power District 92/05/29 CLARK. R A 
jGp^ratirg Peartijrs Oranch 3 4pp 13321 300 24X 

Fitfie 50-295. 92/05/ 25, 620(^020349 


Releases publi'’ version of revision to radiological 
e-arge-nty plan 

FELTOJ^p J n Division of Pules and Records 02/Oi/24 Oocument 
J-anagerenfc Drnnch ip 136B4 143 24X Fiche 50-205.02/06/24. 

e:D6-0QE3C} 


' (£2063301 31 Forwards public version of Revision 1 to radiological 
ensrjency response plan 

MDfilRl6 K J onaha Public Power District B2/06/03 DENTON, H H 

r RC - No Detailed Affilicitioo Given Ip 13604 144 24X 

rich« 5 l>'2B5, 02/06 '24 8206300130 


- 5206300133 Public version of Revision 1 to radiological emergency 
response plan 

* On^ha Public Power DistiicC 02/05/18 lOOpp 13694 146 24/ 

Fiche 50-285. 82/06/24; 0206300130 


H 4ereral correspondence 


6206010665 Advises that WG Gates will be plant manager effottive 
G50S16 

JO-JES; W C Onaha Public Power District 82/05/07 COLLINS, J 1 
Region 4. Office of Director tp 13314 139 ?4X 

Fiche 50-205; 92/'05/07, 8206010665 


P Operating license stage documents ^ correspondence 


8206010530 Advises of necessity to increaso allowable one pin peaks for 
C^cle B T I}- acccmmcdate increased one pin peaks. Util will 
perform analyses utilizing C-E setpoint S« safety analysis 
/D'iES.W C Q-Jiaha Public Power District 88/05/20 CLARK. R A 
Operating Reactors Qranch 3 3pp 13307 360 24X 

Fiche 50-285. &a/0S/20, 0206010538 


920&02GI594 Forwards request for addl info re spent fuel storage mod foi 
ircreased storage capacityfin response to licensee 620318 
request Response requested within 30 days 

CLARK, R A Operating Reactors Dranch 3 02/05/20 JONES. W C 

Oiaba Public Power District 7pp 13339 070 24X 

Fiche 50-283. QZ/OS/ffO. 8206020594 


E206020349 Addresses NRC concerns re Open Item 3 in safety evaluation 
on control room circuits on alternate shutdown capability 
Revised util response to original 910387 response to 
|0CFR50,App R requirements end 

JONES, y C amaha Public Power District 02/05/25 CLARKi R A 
Operating Reactors Dranch 3 4pp 13321 300 24X 

Fiche 30-283, 92/05/85,0206020349 


B20&020&23 Requests necessaru corrective actions to ensure that 
facility receives future generic Jtrs in timely manner 
Oenmi ss ion-i s sued generic Itrs applicable to plant have not 
teen received through normal NRC distribution channels 
JONES. W C Omaha PobUc Power District 02/05/27 EI8ENHUT,D 0 
Divisian of Licensing Ip 13384 333 24X Fiche 50-285,02/05/27, 

BS06020523 


&20&070080 provides status of implementation of NURE0-0737i Item 
II P 1 6 re containment hydrogen monitor Monitor returned to 
ventsor for repair Util expects receipt in 2 wks Ten days 
required to reinstall lit calibr monitor Next rept due 020701 
JONES, W C Q(t)iaha Public Power District 02/06/01 CLARK/ R A 
Operating Reactors Dranch 3 Ip J3370 34t 24X 

Fsche 50-203, 92/06/01, 0206070000 


0206070317 Submits addl infp re NUREG-0737, Item II D 1, "RC8 Vents,” 
Uti] has completed & included instructions for operotion of 
RCS gas vents during normal & refueling outage operations in 
operating instructions 

JDNE6, M C Omaha Public Power District 02/06/01 CLARK, R A 
Operating Reactors Branch 3 7pp 13363 280 24X 

Fiche 50-205,82/06/01,6206070317 


9206070616 Forwards comments on Franklin Research Ctr technical 
evaluation rept re Unresolved Safety Issue A-36, “Control 
of Heavy Loads ” Unavailability of certain requested info 
does not pose significant concern 

JONES, H C Omaha Public Power District 02/06/02 CLARK. R A 
Operating Reactors Branch 3 33pp 13371 317 24X 

FJehe 50-295, 02/06/02, 9206070616 


0206080237 forwards schedule or confirmation of completion for 
rrmaining TMI action items to be implemented after B20301 
JONES. U C Omaha Public Power District 02/06/04 CLARK. R A 
Operating Reactors Branch 3 6pp 13422 019 24X 

Fiche 50-205, 92/06/04, 8206090237 


6206160190 Informs of delay in completing shielding mod per NUREO-0737, 
Item II D 2 f. proposed completion schedule Dust control 
requirements, period ic vacuuming h cleanup activities 
slowed const process Nod to be complete by 020680 
JONES, W C Omaha Public Power District 02/06/00 CLARK, R A 
Operating Reactors Dranch 3 2pp 13521 122 24X 

Fiche 50-265.82/06/00.8206160198 


6206090153 Generic Ltr 83-11 to all LWR reactor plant licensees 
applicants re transmittal of NURE0‘'0916 relative to 
restart of RE Ginna Rept documents findings rc cause of 
event W/u one 1 

EISENHUT,0 O Division of Licensing 03/06/09 HAUapURO, A 
Consolidated Edison Co of New York CHITKARA. K K Cincinnati Gas ft 
Electric Co LVLE, H P Northern Indiana Public Service Co I3pp 
13557 349 24X Fiche 50-000,02/06/09.82060 90153 


G2061602BB Discusses 030510 Hr confirming 020324 telcon re instrument 
errors for equipment installed in respunse to NUREG-0737. 

Items I f r 1 4, 11 F 1 5 J. U F 1 6 

JONES, kl C Omaha Public Power District 02/06/11 CLARK, R A 
Operating Reactors Dranch 3 Ip 13521 322 24X 

Fiche 50-205. 82/06/1 i. 9206160200 


8206250336 Forwards Page 4 to End 2 inadvertently omitted from NRC 
920331 Itr re independence of reactor protection sys 
TOURIGNV.E Operatins Reactors Dranch 3 02/06/14 JONES. W C 

Omaha Public Power District 3pp 13629 080 24X 

Fiche 50-289,02/06/14,0206250336 


B2O624O209 Revises Q1072:2 application bo ^mend OL, resolving reactor 
protection sys/ESR actuation sys channel indopondence issue, 
detailed In NRC 01041^ Hr Revision reflects NRC concerns 
raised in 820219 tolctjn 

JDNE0.U C Omaha Public Power District B2/06/15 CLARK. R A 
Operating Reactors Branch 3 2pp 13597 039 24X 

Fiche 90-285,02/06/15.0206240209 


— 9206240297 Revised Tech Spec changes resolving reactor protection ays/ 
E9F actuation sgs channel independence issue it permitting 
greater operational fleiibilitv 

a Omaha Public power District 62/06/15 7pp 13997 041, [24X 

Fiche 90-285.82/06/15,0206240209 


8206250105 Summary of 820600-10 meetings w/utll in Washington County, NF 
re procedures & operator training dealing w/pressur i zed 
thermal shock Viowgraphs oncl 

TQURIONYiE 0 Operating Reactors Dranch 3 82/06/16 Operating 

Reactors Branch 3 9lpp 13626 319 24X Fiche 50-205,82/06/161 

8206290109 


8206300361 Forwards Amend 65 to License DPR-40r safety evaluation t* 
notice of IssuanCD & availability Amend changes 7ech Specs, 
adding sotpoi nti operabl 1 i ty & surveillance requirements for 
safetg^grade auxiliary feedwater automatic actuation sys 
CLARK, R A Operating Reactors Branch 3 82/06/18 J0NB8< W C 

Omaha Public Pou.er J>istrict 2 P 9 13661 322 24X 

Fiche 90-205, 02/06/ IQ. 0206300361 


—0206300365 Amend 65 to License DPR-40, add ing to Tech Opoctt setpoint, 
operatiUty St surveillance requirements for safoty-grade 
auxiliary feedwater automatic actuation sys 
CLARK. R A Operating Reactors Branch 3 02/06/10 14pp 

13661 324 24X Fiche 50-205,02/06/10,0206300361 


— B20630036Q Safety evaluation supporting Amend 65 to License nPR-40 
» Office of Muclear Reactor Regulation, Director 02/06/10 9pp. 
13661 330 a4X Fiche 50-305102/06/10.8206300361 


— 0206300374 Notice of Issuance & availability of Amend 65 to License 
DPR-40 

TRAMMELL, C M Operating Reactors Branch 3 82/06/10 3pp 

13661 344 24X Fiche 50-285,02/06/18,0206300361 


8206390496 Forwards addl Info requested In NRC 820520 Itr re prapbsed 
high density spent fuel pool storage rack mod 

JONES. N C Omaha Public Power District 82/06/23 CLARK. R A 
Operating Reactors Branch 3 2lpp 13634 180 24X 

Fitho 50-285, 82/06/53,8306290456 
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Q Inap^ctiort raport^i IE t c or tcsp OTidi*»'t & 


8206100175 FoT'WflT'da IE Erierge-ncy Prepar edtiess Appraisal Kept 
50-2Q3/QI— 35 oti 811207-16 No no n-C omp 1 1 anc e noised 

COLLINS* J T Regior 4. Of^icp of Director 82/0'>l/04 OONtS M ' 
Q-naha Pul>lic Pouer District 35pp 13451 051 ^A^ 

FJcJifl 30-285.62/05/04*82061001/5 


''”820113037*? Confirms agnjemcnts reached during 311216 mg t ejcit iiitirviiu 
followiny MRC enfergency preparedness appraisal of facility 
CQLLI^>ES*J T Reqian 4* Dallas* Office of the Director fBl/Ol/OJ) 
01/12/24 vJOMES. D C Omaha Public Poujer District 3pp 
13431 086 24X PichE 50-285*82/05/04.03061001/5 


— 8206100189 IE Emergency Preparedness Appraisal Hept SO-aBS-'Ql J'- un 
01I2O7-16 Nc none omp 1 1 ance noted Major areas inspected statr 
of emergency preparedness progr^n. inc luding administration 
of program development, emerge ncij arganization *< training 
nOHRER, D Division of Emergency Preparedness HACWNEV* C Rtqmi* 
4« Office Of Director HDQHER*C Qattelle Memorial IngtiiiHtPi 
Pacific Northuest Laboratory 62/05/03 69pp 13451 089 TM > 
Fiche 50-203,82/05/04,6206100175 


0206040270 Foruards IE Irsp Rept 50-285/82-08 on 830405-09 No 
non comp lianc B noted Major areas inspected program for 
protection against Industrial sabotage Rept uithheld 
<PBf 10CFR2 790 lOCFft73 2U 

SEIDLE* |4 C nivision af Resident. Reactor Project 6 Engineering 
Programs 89/05/35 JONES, W C Omaha Public Power District Spp 
13355 339 94/ Ficfie 50-203.82/05/25*8206040270 


0206010533 Advis-es of revised enforcement pal icy described in 920309 I |i 
notice i47FR9967) * rescind ing requirements that responses to 
all notices of violation be submitted under oath or 
affirmation 

SEIDLE, U C Division Of Raiidont. Reactor Project U Eng ineer inq 
Programs 88/03/26 JQNES*U C Omaha Public Pouei District .Ipp 
13307 358 54 X Flcho 50-265.82/05/26*8206010533 


3204210301 It Info Notir.* B2-:Q Assessment of Intake' of Rad i 1 1 vt. 
Mat! by W-orkers *' "bve list tncl 

DFVO'JNG n C Oirrctor's iffrice Offi(.e of Inspectian and 

EnfoTcem<?T>t 02/06/11 l^Cpp 13 j 75 lev t4i 

Fiche go-Cr‘10, 02/06/ 11, CC042i03a i 


R Periodic (iperaiiiig reports A i Elated con o '■pondenc e 


0206220583 Foruiurds monthly opeiating rept for May l9Qc! 

JONLB. U C amaha Public Pouier District 03/06/10 DC'. UDNO, f 
Director's Office, Office r,r Inspectiun and Enfoicpment ip 
13573 243 24/ Tirho 50-385, 02/06 '10 0206320203 


— 8206220287 Monthly operating rept for Hay 1902 

SHORT, P W Omaha Pub 1 1 ( Poiuer District 02/06/00 0pp 
13573 244 24 K Flchp 50- ?05, 02/06' 10. 0306220303 


S Reportable occiirren'es. tCRs ^ relavod c qt rcsponderico 


5206020369 Foiwardi. LER 82 rJ02/03L“l 

JOMESpll C Omaha Public Pouer District 02/05/30 SElDLr, W < 
Region 4, Office of Directoi Ip 13320 271 HAY 
Fiche 50-2HS, 02/05/20, 0206020369 


'“8206020375 LER O2'O0a/O3L-i on 820114* stack particulate prnce«.f 
radiation monitor RH-061 tripped cyusinq contauimunt 
radiation high signal actuation due to failure of lorlout 
relay QfiDl to trip Caused by burnt coil (oil replace/ 

MUELLER, R Omaha Public Power District 02/01 /2B Rooinn 4. 
Office of Director 4pp 13320 272 SAX Mcho 30-285, DP/O'i/UD, 
0206020369 ' ' 


B2O6O70431 Forwards LER aa-0l0/O3L-0 

-JONES. t4 C Omaha Public Power District 03/05/28 SEJDLF, W ( 
Region 4, Office of Director Ip 13372 013 P4X 
Fiche 50-285. 82/05/20, 0206070431 


S20631C2B7 Forwards IE Insp R«pt 50-235/02-07 on 820405-09 No 
non c omp 1 lance noted 

SEIDLE^W C Division of Resident* Reactor Project fc Engineering 
Programs BS/05/26 JDNES.lil C Omaha Public Power District 2pp 
1355B 107 B4X Fiche 50-205* 02/05/26* 8206210287 


—”8206210292 lE Insp Rept 50-285/65-07 on 8204‘03-09 No nDncompl i-ariLU 
noted Major areas inspected licensee action on previously 
identified IteAis* nonl icensed training L design change 
program 

jAUMM, J P K HALL*R E Division of Resident, Reactor Project 5, 
Engineering Programs 83/05/21 6pp i35S8 J09 24X 

Fiche 5D-2B5i 89/05/96. 82 06210237 


■8206070435 LER 02-OIO/O3L-O on 820430* during routine oper afcioo<*, ri'ur tai 
protection sys A channel trip Unit 3 (reactor coolant fioiyi 
setpoints di iFtod nut of spec in nonconsorvaii ve direction 
Caused by faulty negative 13-volt power supply 

MUELLER. R Omaha Public Power District 62/05/03 Hog inn 4, 
Office of Director 4pp 13372 0l4 a4X Fiche 50-28'), 00/ Q‘*/:'lL 
8206070431 


8206100105 Forwards LER 92-012/01T-0 

JONES* M C Omaha Public Power District 02/06/02 SEIDLE*W 
Division of Resident, Reactor Project ?« Engineering Proorama 
1344? 197 24X riche 50-505*02/06/02,0206100103 


r, 

ip 


8206210180 Forwards lE Insp Rept 50-285/82-06 on 820401-30 t, notjeo of- 
V iolatiorr 

SEIDLE.W C Division of Residenti Reactor Proje< t 6 Engineering 
Programs 83/05/27 JONES, W C Omaha Public Power District L'oo 
13560 130 24X Fiche 50-295,02/05/27.8206210100 


620610010? LER B2-012/01T-0 on 020519, aui 1 1 idry fcedwatci sys dcuirii, 
configuration found inadequate to withstand logs of onsite 
power w/subsequont steam supply line to feedwater pump FM-IO 
failure Pump FW-6 not designed for harsh environ 

BKANEVFELT, R C Omaha Public Power District G?/0g/r6 llrnioi, 
4, Office of Director App J344? I9S 2AX Fiche 50-283, 
02/06/02. 0206100103 


-0206210184 Notice of Violation from insp on 020401-30 

# Division of Resident. Reactor Project tt Engineering Progrtifns 
B2/0S/27 tp 13560 132 24X Fiche 50-205,02/03/27,0206210100 


-83106210109 IE Insp Rept 50-205/82-06 on 820401-30 Nan comp lianc o 
noted failure to follow procedures re inBertlon of fuel rod 
into fuel bundle 

VANDELLfL A , HALLr R E Division of Resident, Reactor Project *r 
Enginceririg Programs 02/05/24 6pp. 13360 133 24X 

Ffche 50-205*82/(53/27,0206210100 


0202040147 IE Info Notice 82-15. ''Notl f Icatlon of NRC '* Bve list end 
OEVQUNS.H C Dlr.c».r's 

Enforcement 02/03/28 I07pp 1342 6 095 24X 

Fiche 30-000,82/05/28,8202040147 


of 


0206100276 Ack receipt of 020920 Ur entitled, "Potential Falluv 
Turbine Driven Auxiliary Feedwater Pump Bteam Bupply Line " 
Corrective actions to be taken in interim until desinn 
evaluation can be completed acceptable RO end 
aFIDLE,W C Division of Resident. Reactor Project & Engineer lua 
Programs 02/06/03 JONES.W C Omaha Public Power OlstrUi Jo 
13458 186 24X Fiche 90-203.82/06/03,8206100276 


8206100278 RO; on 020519, potential failure of turbine driven auxiliaiu 
feodwater pump steam supply Une identified Condition not 
considered in BAR Design mod being evaluated 

JONES, W C Omaha Public Power District 82/05/20 SEIDLF* W I 
Owisian of Resident. Reactor Project ft Engineering Prooramt I'ep 
13458 107 24X Fiche 30-289,02/06/03*0206100276 


"'HPCl/flClC High Steam Flow Setpoints 


8204210378 IE Info Notice B2-16, 

Sve list end. 

JORDAN* E L Division of Engineering S, Quality Assurance 
103PP 13440 264. a4X Fiche 50-000, 82/05/20: 82042 IWa 


02/05 /aa 


8206100120 Forwards UR 82-01 I/O I T-0 

JONES. IJ C Omaha Public Power District, 82/06/04 
■Region 4, Office of Director Ip 13449 lOB 24X 
Fiche 30-205.02/06/04,0206100120 


BE IDLE. If C 


8204210380 IE Bulletin 82-OS* "Degradat len off Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PMR Plants *•» 

Bve List end 
DEYOUNO.R C 


^ , Director's Office* Office of Inspection and 

Enfortemfut, 52/06/02 lOBpp 13527 150 
F 1 c h e , 5 D-000* 82/06/02, 820 4210300 


24X 


8204210383 IE Info Netice 62-17, 

«nc I, 

JORDANrE U Division of Engineering Quality Assurance 
I06pp, 13675 255 a4X Fiche SO-OOO, 82/06/ U, 03042 10303^ 


'Overpressur I latton of RCS, " Sve List 
02/06/11 


—6206100131 LER B2-011/01T-0 un 020551* b lowd own sampling line lor atnjio 
generator D inboard containment isolation valve HCV-2307A 
found closed resulting in failure to muni tor far 
radioactivity Caused by inadvertent closing of valve 
KU 5 EK 1 L Omaha Public Power District 62/Q9/85 
Office of Director 5pp 13449 109 
B3C6lQ0i20 


Region 4* 

24 X Fiche 50-209*82/06/04, 
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I "i! C ''209 PpJS” TV~Q2"001 on nc!0i04» par <- tamp cmplokjec datcctod u/londcil 
“f*rr in pL’r^fi Employee detained ** ^si>clJ^ltg access badge 
Lac^l lou enforcoment aqoncies uill be notified upon 
c :;**p 1 et iQ" of proliininarq in/e :: t igci 1 1 on 

*%.C.:LL L ft . HftUL.R t" SFIDLCMJ i. rtegion 4 , Office of Direr tin 
ip 13451 Sna 24 > Fiche bO- 2 Q 5 , B 2 / 0 A/ 04 . 0206100200 


rilxllC'35? PN5 IV'Q2-00iA an P206C4i par l-timfe summer employee reported 
t u:rli u/lnaied firearm in pui sc Security badge pulled f< 
ac^'es* terminated Sheriff nub start latu d emplnijce 
5-e I f -protect 1 on claim No airest indicated 

ir’i^CSLL.L A JAlrCi^N.J P , 5FIDLE.W C Region 4> Office of Diiectoi 
r^Ob/O-' £pp 13466 ?85 24^ T i c h e 50- 38 5i 02/06/07, S206 1 i OP-jJ 


--:i-2?Dl72 Foruards LEfl t32-00J/03L-i 

amaha Public Foujot District 02/06/17 SEIDLE.U (' 
I'irfi 5 -ipn of R esid ent. Reactor Project ^ Engineering Programs Ip 
:3<rA 359 24* riche 50-?a5< 02/06/ 1 7, B206290 1 72 


- 'r 2 D£it 90174 LGR SS-OOS/OSL-l on 020201 , confca inment isolation va)vo 
?-Cy- 507 A failed to close upon demand Caused by solenoid 
.all's plunger stuck in enorgizod position Plunger Freed tt 
^alve cycled Emergency pi ocodure *< maint order Issued 
M'JtLiER,n amahe Publ + c Poujor District 02 / 02/17 Region 4 , 
GMlCf of Director Ipp 13634 310 247 Ticbe 90 - 205 * 02 / 06 / 17 , 

€206290172 


::>:»*ET 50 -06 Indian point station, unit s 


Sfrcuntij, medical, emergency !«♦ fire protection plans 


= 50016 Responds to FOIA request for documents re siren sys 

installed to pro.'lde early notification to populace in 
plL'-'e pathwonj around nuclear reactor sites in US Torwards 
documents listed xn App A 

FFLTDN, JM Division of Rules and Records 02/04/21 WADE* xJ 
Public Interest Research Oroup, New Vork 7pp 13524 010 FMX 
Piche 50-000,82/04/21.0206190016 


— E^20304050S Submits list of facilities that have filled exemption 
requests from 030201 prompt notification dciadJine 
Exemption requests will be denied 

EISENHUT,D 0 Division of Licensing 82/02/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 13524 200 
24X Fichfr 50-000,82/04/21,8906150016 


-81061500/9 Status of prompt notification sijs 

• NFC - No Detailed Affiliation Given 82/03/07 Ip 13525 1&4 
94X Fiche 50-000.82/04/21*0206150016 


&jri090002 Responds to FOIA request for documents re Commission 
ds'isiofi to extend deadline for licensees to implement 
prornpt notification sys Forwards documents listed in App A 
Dcciments also available in FOR 

FELTON, J H Division of Rules and Records 82/OS/ll REYNQl.na, N U 
Debe/olse L Liberman 3pp 13454 003 S4X Fiche 50-000. 82/05/1 1, 
e206'070002 


■G2060900BQ Provides implementation status of prompt notification syr, 
for facilUlos Eight licensees failed to meet 090201 
deadline 

DIRCKSj W J office of the Executive Director for Operations 
62/03/04 PalLADINQ, N , GILINSKY*V , BRADFORD. P Commissi on erf. 

Ip 13454 176 24X Fiche 50-000,02/05/11,0206090002 


— B20S060494 Fariiiards monthly status ropt of licensee implementation of 
prompt notification sys 

DIRCKI5, N J Office of the Executive Director for Operations 
02/03/30 PALLADTNOiN J Commissioners 2pp 13454 252 24X 

Fiche 50-000,82/05/11,0206090002 


&2O6020465 Advises that util cannot commit to augment on-shift staff 
iriiiMn 30 minutes per requirements of Table III A 1 2-1 of 
WVREO-0737 iTable B-1 of NURE0-06S4, Revision 1) 

BAYNE, J P Power Authority of the State of New York 82/05/20 
EISENHUr.D 0 Division of Licensing 2pp 13326 145 24X 

Fiche 50-286.02/03/28*8206020465 


6206250240 Forwards IE Safeguards Insp Rept 50-206/82-07 on 6204J6- 
0515 No none 0 mp 1 lance noted 

STAROSTECKl. R Division of Project l( Resident Program* 02/06/08 
GROWS, 0 C Power Authority of the State of New York Spp 
13613' 059 24X Fiche 50-206,02/06/00,0206290240 


— B206230244 IE Safeguards Insp Rept 30-206/02-07 on 020416-0315 No 
noncontpl lance noted Major areas inspected plant operations 
Including shift logs ^ records S( licensee action on previous 
Insp findings Details withheld <ref 10CrR73 21) 

FOLEY, T.* KENNY, T J. , BAUNACK* W Division of Project & Resident 
Programs 02/06/01 Ip. 13613 061 a4X Fiche 30-286* 02/06/08, 
8206250240 


8206220137 Confirmatory Action Ltr 82-14 acX util 020609 1 tr re .ilert 
T/ notification sys Corrective preventive actions to be 
examined in future insp 

SMITH, 0 H Division of Emergency Preparedness & Operational Support 
S2/06/I6 0 'TGOLC, J D Consolidated Edison Co of New York Ip 

13571 350 2 4/ Ftchr 90-247*82/06/16,8306220137 


— 0206220161 Voiifius that planned actions discussed w/HRC on 82042; 
remain unchanged ry alert t* not 1 f i cat ion sys deficiencies 
DAYNC, J P Power Authority of the Btalo of New York Q'TODLEiJ D 
Consol idat..d Edison Co of Now York 02/06/09 SMITH. G H 
Division of Emergenry Preparedness ft Operational Support p 

13571 351 24X Fiche 50-247,82/06/16.0206220157 


8206220440 Ack receipt of B2Q6Q9 ltr informing NRL of steps taken to 
correct deficiencies noted in NRC 020426 confirmation of 
action ltr re alert Zt not i f icat ion, sys 

SMITH, G H Disfiaiaii of Emergency Preparedness 6 Operational Support 

02/06/16 BrOMS, J C PoufBr Authority of the State of New York 

ip 13570 179 24H Fiche 30-286,02/06/16*0206220448 


—8206220457 Responds to NRC 020426 confirmation of action ltr re 
deficiencies m alert S* notification syc Planned actions 
discussed w/NRC on 020427 remain unchanged All deficiencies 
corrected prior to 020601 

O'TOOLE, J 0 Con%d 1 idated Edison Co of New York 02/06/09 
SMITH, G H Diviatnn of emergency Preparodneas 6 Gpeiatlunal 
Support 2pp 135/B IflO 24X Ticho 50-206, 02/06/16, 0306290440 


8206240347 Forwards R8 Jur k aw sfc i * AQ DelBello, FC Dohlandai', AB Curran. 
WO Oorghard.M iiaminski AR Harasco testimony re emergency 
evacuation plan F Dohlander &t AO DcLDello should bo added to 
witness list Certificate of Sve end Related correspondence 
VETERC. L A Wes tell enter County, NY 02/06/16 CARTER* L J Atomic 
Safety and Licensing Board Panel 4pp 13603 019 24X 

Fiche 30-247.02/06/16,0206240347 


— 0206240330 Testimony of B5 Jurkowski re emergency evacuation plan 
JURKOWSKI.R 8 Nestchoster County. NY 02/06/16 14pp 
13603 023 24 K Fiche 30-247.82/06/16,0206240347 


— B?0624035t Tostimany of AD DolBello re emorgoncy evacuation plan 

DEUDELLO, A D Wastchoster County, NY 82/06/16 4pp 1360 J 037 

24X Fiche 30-247,02/06/16.820624034 7 


— 0206240354 Testimony of FC Dohlander re emergency evacuation plan 

BOMLANDEfi.F C Westchester County. NY 02/06/16 Spp 13603 04J. 
24X Fiche SO-24?, 02/06/16, 0206240347 


— 0206240330 Testimony of ftS Curran re emergency evacuation plan 

CURRAN. A 8 Wrstchaster County, NY 82/06/16 5pp 13603 043 
24X Fiche 50-247.02/06/16,0206840347 


—0206240339 Testimony of WO Dorghard re emergency evacuation p Ion 

DOROHARO. w 0 Westchester County. NY 02/06/16 8pp 13603 040 
a4X riche 50-2474 02/06/16,8206240347 


— 0206240362 Te»timiini| of M Kaminski re emergency evacuation plan 
KAhINSKIrM Westchester County, NY 02/06/16 5pp 13603 090 
24X Fiche 30-247,02/06/16.8206240347 


— 8206240367 Tosttmony of AR Marasco re emergency evacuation plan 
NY State critique of 020303 simulated evacuation of 
surrounding lO-mile area end 

MARASCa, A R Westchester County. NY 02/06/16 I6pp 13603 055. 
24X Fiche. 50-247. 02/06/16, B206240347. 


O Adjudicatory correspondenc e 


0206010272 Answers to NRC Interrogatories Certificate of 8vc end 
Related corre spondeTice 

PDTTERFIELD, A r HOLT, J Public Interest Research Group* Neui York. 
BLUM. J M Union of Concerned Bcientists 82/09/21 Office of the 
Executive Legal Director 9pp 13307 123 24X 

Fiche 30-247.82/03/21,8206010272 


0206010307 Responses to interrogatories Certificate of 8vc enei. Related 
correspondenc a. 

REM3HAW. R P , BRANDENBURO, Q, Consolidated Edison Co. of Neu York. 
QPECTER, H Pouiar Authority of the State of New York. 82/0Q/24 
Friends of tha Earth 31 pp 13300 103 24X Fiche 50-247.82/05/24, 

0206010307 


0206010330 Responses to first set of requests for production of 
tfocuments t( i nterrogatorl ee Certificate of 8vc end Related 
correspondenc e 

BRANDENBURG. 0 Consolidated Edison Co of New York. MORGAN. C. 
Power Authority of the State of New York, MORGAN* C Morgan 

Associates 82/05/24 Parents Concerned About Indian Point, 
34pp, 13300 214. SAX Fiche 50-247,82/05/24.8206010330 
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— B'20£>010344 Responds to interrog atOT" i ts Certificate of Svc enc 1 (»c^«4tc{t 
correspondcnc e 

DRANDENDU'RQ. B Consolidated Edison Co of Na(u York MORGAN, C 

Pou/ar Authority of th® State of Meiu Yor|r MORGAN, C Morgan 

Associates 0a/O9/?4 Rockland Citizens for Safe Energy 4Jp(i 
13300 248 24S{ Fiche 50-247.62/05/24.9206010338 


— 6206010347 Responds to interrogatories Certificate of Svc end Relatin 
corresponds rtce 

BRANDENBURG, B Consolidated Edison Co of Hew York MOflGArh < 

Power Authority of the State of New York MQRGANfC Morgan 

As-aodates 92/05/24 Wes tc h eater Peoples Action Coa 1 i t inn, i nt 

SQpp 13300 2B8 a4X Flche 50-24 7.89/05/34,9206010338 


a2060l03*?a Notice of change of address 

POTTEflPlELD. A Public Interest Research Oroupi New York 95/05/Jb 
ip 13311 156 24X Fiche 50-247, 82/05/25. 6206010399 


— -82060-10405 Answer opposing licensee petition for directed cor t ) f itafci on 
of Issues arising from ASUB 820423 order NRC does not revieu 
Interl ocutopg orders of ASLB Directed certification of 
issues arising from A6LB orders impermissible 

BLUM, J M Union Of Concerned Scientists PQTTERFIELD, A Public 
Interest Research Group, New York BLUH, J M New York. Unlv 
92/05/23 Commissioners I2pp 13311 1S7 34X 

Fiche bO-24 7 . fl2/0g/25. B206010398 


— 8206010410 Response opposing PAENV appeal of A5LD 920423 order qrantiiitt 
Greater NY Council on Energy intervener status Group cann-ot 
be denied Intervenor status because of previouslg made 
statements Certificate of SVC enc 

CORflEN, D Greater New York Council on Energy 82/-03/24 
Commissioners 7pp 13311 263 24X Piche 50-247,82/05/25. 

02O6O1O39B 


9206040095 Objects to West Branch Conservation Assoc 9205)5 
interrogatories as untimely Interrogatories failed to meet 
A5LS 920423 order deadline bg nearlg 2 wks Response to late 
Interrotagori es declined 

CZAJA, R F Shea «c Oould CZAJA.R F Power Authority of the Btntp 
of New York 82/05/25 FLEISHER. 2 S West Branch Conservation 
Association 2pp 13350 040 24X Fiche 50-247,82/05/25.9206040095 


B206040126 Forwards outstanding answers Sc objections to 820503 
interrogatories it document requests W/o corrected Question 
83 tt corrected State of NY answers & objections Related 
•correspond enc e 

FEINBERGfJ, D Mew York. State of 92/05/25 HOLT. vl . 

POTTERFlELOi A Public Interest Research Group. New York BLUM,J M 
Union of Concerned Scientists ip 13347 087 24X 

Ftcll* 50-247, E2/05/25i 8206040126 


—*9206040134 Answers b objections to 920SO3 interrogatories 4( document 
requests Affidavits Certificate of Bve end Related 
correspondence. 

FEINBER0«J D New York-. State of 82/05/27 Union of Concerned 
Scientists 90pp 13347 089 24X Fiche 50-247,82/05/25, 

9206040186 


8206040123 Bupp lemental interrogatories & requests for production ol 
docunentf Certificate of Svc end 

lLUM,vl M Onion of Concerned Scientists POTTERFIELD, A Public 
Interest Research Groupp New York BLUM. J.H Mew York llnlv 
82/05/26. Consolidated Edison Co Of New York 9pp 13347 270 
24X Fi c hi ' 50-247. 82/05/26. 0ZO6O4O183 


8206040142 Notifies that all requested documents not objected to will 
be produced for Insp t copying by all parties on 9S0601 at 
ofes of &h«a Sc Oould in Mew Vor k, NY. Farmal response 
forthcoming. 

SOKINKIjS Power Authority of the State of New York. PIKUB, 8 H 
Conioll dated Edison Go of New York. 92/05/86 Office of the 
Executive Legal Director Ip. 13347 277. S4X Fiche 50-247, 


— 9206100103 Interrogatories to request for production of documrntt 
HCGURREN, H J Hearing Branch 1 82/03/26 Power Author ity u f 

the State of New York 8pp 13440 296 24/ Fiche 50-247. 

92/05/26, 8206100043 


— 8206100107 Interrogatories request for documents Certificate of 
Svc enc 1 

MCGURREN. H J Hearing Branch 1 82/05/26 Consolidated Ldi-.uii 

Co of New York llpp J3448 294 24X Fichu 50-217.82/05/^*6. 

82^6100093 


B206I00318 Forwards US Court of Appeals, DC Cl T cui i. DSOSl 4 opiniDit lu 
People Ayainst Nuclear Energy vs NRC Parties also -being 
served 

MOORE. J E Hearing Branch i 02/05/26 CARTER. L J . PARfS.O 1l . 
SHON. F J Atomic Safety and Licensing Board 1’anel 73pp 
i3444 005 24X Fiche 30-247.62/05/26,0206100319 


8306040070 Motion to compel discovery per 10CFR2 /40(f) Util ah-oiild 
provide RR Dynes. S Lecker.PL Rosenb latt, MD Rocca B Podiual 
for depositions 

BLUM. J K Union of Concerned Scientists 83/05/27 Atomic Safbitj 
and Licensing Board Panel Ip 13344 342 24X 

Fiche 50-247, 82/05/27, 8206040070 


— 0206040071 Affidavit of UM Blum supporting UCB 620527 motion fnt ontti 
conpelling util to produce RR Dynes. S Lecker.PL Rosenblatt. 

MO Rocca 8c B Podwal for depositions Certificate of Svc enc 1 
QLUM.J M Union of Concerned Scientists B2/03/27 6pp 
13344 343 24X Fiche 50-24 7,82/05/27,6206040070 


8206040073 Memorandum supporting 820527 motion to compel util tn 
produce RR Dynes. 8 Lecker.PL Rosenb la tt. MD Rocca D Podwal 
for depositions Util presented no reasons for Ignoring 
iOCFR.2 requirements Certificate of Svc end 

ai.UH.vIM Union of Concerned Scientists POTTERFIELD. A Public 
Interest Research Group. New York 92/05/27 Atomic Safety and 
Licensing Board Panel Spp 13344 334 a4X Fiche 50-247, 62/05 /.l7, 
8206040073 


8206040180 Maintains that US Court of Appeals for DC Circuit 82CI514 
opinion under NEPA applies only to TMI site Licensee PI 1201 
motion to exclude fear as issue in proceeding unaffected 
MORGAN, C Morgan Associates 82/05/27 CARTER, L , SHON, F J , 
PARIS, 0 H Atomic Safety and Licensing Board Panel 2pp 
13360 056 a4X Fiche 50-247,02/05/27.8206040100 


6206040104 Discusses status of matters raised in 02-0510 & 12 lira to 
Rockland Citliens for Safe Energy tt Parents Concerned About 
Indian Point, in response to 620525, request 

CrAJA,R F Shea & Gould 02/05/27 CARTER, L J Atomic Safety niid 
Licensing Board Panel 4pp 13360 104 24X Fiche 50-247. 62 /OD/*!/. 

8306040184 


8206040208 Motion for leave to file reply R reply to UCS/NY PIRCJ 
response to licensee motion for directed certlf ic atian of 
motion For stay of Commission 810108 U 0910 orders 
Certificate of Svc end 

MOROAN.C Power Authority of the State of New York MORGAN, C 
Morgan Associates 62/05/27 Commissioners 6pp 13344 3r’fJ 
a4X Fiche 30-247.82/05/27.8206040200 


6206040080 Follouon response to interrogatories listing addl ui iiiosses. 
Certificate of 6vc encl Related correspondence 

KESSLER. U Rockland Citizens for Safe Energy 82/05/20 Cjmce 

of the Executive Legal Director 3pp 13350 027 a4X 
Fiche 50-247. 62/05/29, 02O6O4OOBO 


8206040062 Supplemental response to request for production of 
documents Certificate of Svc end 

HART2MAM, R M Friends of the Earth HARTZMANi R M Audubon Ooclrty 
92/05/20 Consolidated Edison Co of New York 7pp 13350 020 
24X Fiche 50-247.82/05/28.6206040082 


62060401617 Requests for admissions Matrix for resp-onses 6 Certificate 
of Svc end 

JORDAN. W S Union of Concerned Scientists JORDAN, W 8 Harm-Dn -ft 
Meisa 82/05/20 Consolidated Edison Qo of New York 1 1 pn 
13347 259 24X Fiche 50-247,62/05728,0206040137 


6^06040228 Motion to Impose sanctions for default ^ to etrlke 
contentions Westchester Peoples Action Coalition, Rockland 
Citlirns for Safe Energy 8. West Branch Conservatipn Aesoc 
failure to respond warrants dismissal W/Cer tif icate of Svc 
BRANDENBURG, B Consolidated Edison Co of New York UEVIN, J J 

Power Authority of the State of New York LEVIN, J J Morgan 

Associates 02/05/28 Atomic Safety and Licensing Board Pzmul 
tGpp 13335 274 24X Fi che, 50-247, 02/05/28, 8206040226 
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Responise to request for production of documents bt^ all 
ijarties Certificate of Svc end 

BFfA’^DEWBUi^S, D Consolidated Edison Co of New York MaRQAN< C 

Pover Authority of the State of New York MOROANi C Morgan 

Associates ^3/05/25 Affiliation Unknown iOpp 13357 Stll 

a43( Fithe S0”a47. 82/05/2G, 0206040338 


8204070122 Response to first set of interrogatories Certificate of Svc 
tficl Related correspondence 

SCHWAftTZpR Metropolitan Trans p orta 1 1 on Authority New York. NY 
SCHWARTZ. R Dptein. Hays. Sklar Henherg 82/05/28 
Ifettchester Peoples Action Coal i t Ion* Inc IBpp 13369 329 u‘4X 
Fiche 30-247,82/05/20.8206070123 


8206040010 Second interrogatory for onsite Insp Certificate of 9vt 
er^c I Related correspondence 

FUCISKERi I fi West Branch Conservation Association 82/03/2'/ 
Ccinsa I i dated Edison Co of New York 3pp 13350 018 24X 

Fiche 50-247, 02/05/29. 8206040010 


&2060400B4 Interrogatory re probability of meltdoun accident 
propaurded pursuant to ASLB B20423 order Certificate of Svc 
enc I Related correspondonce 

FLEISHER.Z S West Branch Consorvation Association 05/03/29 
Consolidated Edison Co of Novti York 2pp 13347 237 24X 

Flcbe 30-247,02/03/29,8206040084 


0206040267 Request that M Holland be scheduled to appear during wk of 
820623 Scheduled data conflicts u/uiitness vacation & prof 
conferences Certificate of Svc end 

FLEISHER.Z 8 West Branch Conservation Association 02/03/29 
Atomic Safety and Licensing Board Panel 2pp 13334 346 24X 

Fiche 50^247, 02/05/29. 8206040267 


S306040290 List of addl uitnesses Certificate of Svc end 

FLEISHER.Z S West Branch Conservation Association 02/05/29 3pp 
13354 332 24X Fiche 30-247,05/03/29,8206040290 


&206D70332 Answer opposing UCS/NV PIRO 620320 motion to Compel 
RR Dynes, 8 Lecker U three employees of Pars ons. Dr Inckeroff, 

Ouad I* Douglas, Inc depositions Request fails to comply 
L»/CoiTunl ssiofi rules it A8UD order Certificate of Svc end 
BRANDENQUROr B Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN. C Morgan 

Associates 02/03/31 Atomic 8afflty and Licensing Board Panol 
I3pp 13374 071 24 X Fiche 50-247,82/03/31,8206070332 


82C6040Q76 Response supporting util 820510 request for certification t* 
far ualver of 10CFR9 i03 Questions re formulation & 
admission of contentions by ASLB need to be decided by 
Commission Certificate of Svc end 

MOORE, J E Hearing Branch 1 02/06/01 Commissioners 35pp 

i3345 292 2 4X Fiche 50-247,02/06/01,0206040076 


8206040143 Response to 020503 requests for documents re Interrogatories 
2-3 

klASBELL.D F> Hearing Branch 1 02/06/01 Westchester Peoples 

Action Coalition, Inc 3pp 13344 287 24X Fiche 30-247, 02/06/01 , 

&206040143 


— 0206040148 Response to 020503 requests for documents re Interrogatori eb 
10 b tl 

HASSELL, D F Hearing Branch 1 02/06/01. Rockland Citiiens fui 

Safe Energy 2pp 13344 290 24X Fiche 30-247,02/06/01, 

8206040143 


— ©206040151 Response to 020503 first set of document requests, pursuant 
to ASLB 020423 order 

HASSELL, & F. Hearing Branch I 82/06/01 Friends of the Earth 
2pp 13344 292 24X Fiche 50-247,02/06/01,8206040143 


— 02O6O4O1S4 Response to 820515 Second set of interrogatories pursuant to 
ASUg 020423 order Affidavit end 

HASSELL, D F Hearing Branch I 02/06/01 West Branch 
Conservation Association Spp 13344.294 24X 

FI ch e SO-247, 02/06/01 , 8206040143 


--9206040157 Response to Interrogatory 1 listing individuals to be 
presented as witnesses In proceeding re Commission Questions 

lr2r 5 6 6 

MOORE, J E Hearing Branch i 82/06/01 Union of Concerned 
©dentists I3pp 13344.299 24X Fiche 50-247,02/06/01* 

8206040143 


— 8206040160 Response to 320503 first request for documents. Cer ti ficatc 
of 8vc end 

ItASSELLi D F Hearing Branch 1 82/06/01 Union of Concerned 

Ecientists 5fP 13344.312 24X Fiche 50-247,82/06/01, 

8206040143 


02060900 1 7 Requests extension of time to file formal testimony Council 
unable to find pro bono hearing counsel Certificate of Svc 
end 

MESSINGEP, ft W New York. NY 82/06/02 CARTER, L J Atomic Safety 
and Licensing Board Panel 6pp 13435 299 24X 

Fit he 50-247.82/06/02,8206090017 


0206090020 Answers b objections to B20301 interrogatories Related 
correspontfenc a 

FEINBERO, J » New York. State of. Energy Office 02/06/02 

Fricniffi of the Earth I3pp 13440 001 24X Fiche 50-847.02/06/02, 

0206070028 


— B20609003L Answers b objections to interrogatories b document reque&is, 
Certificate of Svc end 

FEINDERO, J D New York. State of. Energy Office 82/06/02 
Rockland Citlions for Safe Energy t9pp 13440 013 24X 

Fiche 50-247, 82/06/02. 8206090028 


0206080098 Memorandum b order granting discovery by deposition by 
UCS/MY PIRQ b licensees All parties entitled to right of 
discovery by deposition 

CARTER, L J , PARIS, 0 H . GHON, F J Atomic Safety and Licensing Board 
Panel 02/06/03 Union of Concerned Scientists 4pp 13423 87P 
24X Fiche 50-347,02/06/03,8206090098 


0206100106 Motion for order compelling responses to Interrogatories 
from UC8/NY P!R0« Parents Concerned About Indian Point b 
Friends of the Earth/NV City Audubon Soc or , alternatively, 
to impose sanctions Certificate of Svc end 

DRANDENDURO, 0 Commonwealth Edison Co MORGAN/ C Power Authority 
of the State of New York MORGAN. C Morgan Associates 02/06/03 
Atomic Safety and Licensing Board Panel 3lpp 13449 166 24X 

Fiche 30-247, 02/06/03,8206100106 


6206080110 Response to licensee 020523 motion for sanction b to compel 
answers to interrogatories Opposes request for sanctions but 
supports requemt far order compelling answers Sanction of 
striking contentions too severe Certificate of Svc end 
MOORE, vj E Hearing Branch 1 82/06/04 Atomic Safety and 

Licensing Board Panel Qpp 13423 OBl. 24X Fiche 50-247.02/06/04, 
8206080110 


0206090034 Changes to witness list Related correspondence 

FLEiBHERr Z 8 West Branch Conservation Assodotlon 02/06/04 Ip 
13435 274 24X Fiche. 50-247, 82/06/04. 02060 90034. 


—0206090037 Reply opposing licensee 820526 motion to impose sanctions b 
strike contentions Answers to intorrogatories depend on info 
which only licensees can sypply 

FLElSHERfZ 8 West Orancfi Conservation Association. 02/06/04 
Atomic Safety and Licensing Hoard Panel 2pp 13435 275 24X 

Fiche 50-247,02/06/04,8206090034 


—6206090041 Request for loan of Vol 1 of Indian Point probabilistic 
safety study Certificate of Svc end 

FLEI6HER,Z 8 West Branch Conservation Association 82/06/04 
Conaelldated Edison C« of New York 3pp 13435 277 24X 

Fi ch e . 30-247/ 82/06/04, 8806090034 


0206090068 Motion to dismiss licensee motion to Impose sanctions for 
default (U to strike contentions Intervenor has acted in 
good faith &c should not be subj to sanctions Certificate of 
8vc encl 

SCHElNERcC A Westchester Peoples Action Coal ition, Inc 02/06/04 
Atomic Safety and Licensing Board Panel 6pp 13435 290 24X 

Fiche 30-247,02/06/04,0206090068 


8206090143 Motion for order to amend svc list to add D Davldoff, 
director of radiological emergency preparedness group 
Time to reproduce documents reduces time to review b respond 
to papers 

FROMER, H A New York, State of. Energy Office 82/06/04 Atomic 
Safety and Licensing Board Panel Spp 13439 266. 24X 

Fiche 50-247.08/06/04,8206090143 


8206090152 Motion for rscortsiderat i on of Commission ruling allowing 
Interim operation b for issuance of show cause order 
New info presented Certificate of Svc end, 

HOLT/ v> / POTTEBFIELD, A Public Interest Research Group, New York. 
WEIBSi E R Union of Concerned Scientists 62/06/04 Atomic 
Safety and Licensing Board Panel 40pp 1343? 014. 24X 

Fiche' 50-247, 02/06/04, 0206090152 


8206170162 Lists events associated u/aborted highway projects Involving 
county. Relate d correspondence. 

CHASE, W H. Rockland County, NY 62/06/04 ORANIRER, M Affiliation 
Unknown Ip 13531 *329 24X Fiche 50-247,82/06/04,8206170162 
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a206l00UO Peaponst opposing icqiiect to inspect plant West Branch 
Conse^'vat ion Assoc l<ails to spocify i tofis to be i nspec tsdi, to 
justify# nec essitij « to shou other <JiscD\.erq methuds 
i rtsuf i c 1 en t & to show rele/ance M/CertiFit ate of Sve 
GRAWDEMBURO. a Consolidated Edison Co of Ne»K Yorf KORGAN< C 

Poiijcr Authority of the State of Meu) VorV MORgaMj Q Morgan 

Associates B2/Q6/07 West Dranch Cense rs/at i on Assatiatton bpr 

1i 3449 157 34X Fiche 50-247,82/05/0 7.020^100110 


B2051 1005A Supplemental answer to intsrr 09 ^tar 3*>5 Certificate a>i Svt 
enc 1 

POTTEflFieLD, A Union of Concerned Scientists POrTERFiELD. A 
Public Interest Research Group. Ncu York PDTTERFIELD. A Ftochlnnci 
Citiicna for Safi’ Energy 62/05/07 Qfpicte of the Executive J-eg,,} 

Director 350pp 13461 101 24/ Fiche 50-247. B2/06/07. G?051 lOO^./l 


ii2061di0ai9D Ct os S"S*antnation plans re Contentions 3 5- 4 on licen*(*n 
620i6O7 testiriony concerning road cotid 1 tionsi capaci t y * flow 
ra<-e Si pnpu 1 at loii eqoifnent eatimatns Cartifltate of Sve 
enc 1 

FLEISHERjZ S West Hrarch Conservation Association 02/05/i 1 
135 17 310 24Y Fir he 50-247.82/06/11,8205160095 


32^6150121 R&sponsfl Qf-posmy licensee motion for order coc^palliiin 
responses to interrogatories or al ternati ve ly . r or imposing 
^arkchions for failure to respond Responses adequate 
Certificate, cf Sve end Rrlated correspondence 

WEIS'^kE R Union of Concerned Scientists V'EISS. E H Harfrpn ti 
Weiss 92.^06 'll Atainic Safety and Licensing Hoord ^ane 1 
13514 354 24X Fiche 50-247, 02/06/U . 0206160121 


—8206110064 fleqwest for eitension of tire until S20621 to file testimnini 
tt for ASiD to set dato by uihicti UtS/NY PIRO requests for 
ad>nl salons- must be ansuiered Good cause exists due to 
iinutuaily rapid hearing schedule 

HLUM, J M Union of Concerned <>dentist3 PQTTERFIELD, HQUIiJ 
Public Interest Research Group. Neui Sork B3/06/07 Atofi>»t 

Safety and Licensing Board Panel 50pp 13463 065 ai^' 

Fiche 50-247.02/06/07,8206110054 


8206140031 Objects to interrogatories dbd 820426 & 0526 but received oii 
820528 Deposition of Parsons, Br inck erhoff, Ouado & Douglasr 
Inc adequate Rojnaimng interrogatoi I es not proper Related 
correspondenc e 

BflAMDENHURG. D Peuer Authority o# the State of New York CZAJA, H f 
CottSal i dated Edison Co of new York 02/06/07 BLUM. J M Union oP 
Concerned Scientists GLUM-iU M Public Interest Research Ornup. Neiu 
York 2pp 13494 325 24K Fi ch e 50-247. 92/06/07, 6206140011 


8506170095 Notice of appearance vn pioceeding Certificate of 5/c end 
VETERE, L A Westchester County .NY 83/06/07 4pp I3S2'? 2S4. 24X 

Fiche 50-347, 62/06/07. 0206 1 7000 5 


Q2O617O301 Order directing responses tn licensee 820601 fliotion U.r 
01 doi canpelllng resporsei or. a Iternst ively . for icrposition 
of sarc <■' ons, be delivered to licensees by G206J5 Cppies to 
Washington parties A AISLB to he mailed by 820614 

C/iRT£R,L J Atonic Safety and Licensing Board Panol 82/06/11 
4pp I353i M7 ?4 k Fiche 50' 247. 82/06/ 1 1 , 02061 7038 1 


62O610'O2i 4 List of documents licensees ha'.e no objection to pi ocluc inn 
Docume-nts absent at 820526 document production requested 
VariO'jB documents have been copied V auiait receipt 

Pilous. D H Power Authority of the State of New York DR«NDENriUf»r, (f 
Consolidated Edison Co of rjew York 62/06/11 PQTTERFILlD . 

Public Interest Research Group, New York 3pp 13b54 ss? J ’4 X 

Fiche 50-S47, 83/06/ 1 1 ■ 0206 100214 


B2O61BB028 Amend to request for extension of time to file testimcmy 6 
for A5LD to set date by which UCS/NV PIRO admiooion requests 
must be answered Ref to R Albert should be deletrd 
Certificate of Sve end 

DLUfl. J « Union of Concerned Scientists POlTERFlELD. A Hub in 
Interest Research Group, Mew York BLUM. J M Neuj York Univ 
82/06/11 Atomic Safety and Licensing Board Panel Qpp 
13545 15? 24V Fiche 50-247.02/06/11.0206190328 


8306170167 Third response to IntoTrogatones supplementing 030531 
response, per ASLB 020604 order Certificate of Sve end 
Related correspondence 

KESSLER. J Rockland Citiiens for Safe Energy 62/06/07 
Consolidated Edison Co of New York 6pp 13534 033 24X 

Fiche 50-247.02/06/07.8206170167 


8206170341 List of witnesses on Contentions 3 & 4 

VETERE.L A Westchester County. NY 82/06/0? 2pp J333I 027 24)C 

Fiche 50-247. 82/06/07 . 82061 7034 i 


0206290203 Requests to make United appearance statement at public 
heating 

BflBNMANrH Affiliation Unknown 02/06/07 CARTER. L Atomic Safety 
and Licensing Beard Panel 2pp 13624 223 24X 

Fiche 50-247r 82/06/07 . 6206 3 90303 


0206140103 Response supporting UCB/NY PIRO 020604 motion for 
recoftsiderati on oY Camnnission ruling permitting interim 
operation of plants pending investigation & for show cause 
order Certificate of Sve encL 

HARTZMAM, R M Friends of the Earth HARTZMAM.RsM New York City 
AOdubon Society aCHElNER. C a Westchestor Peeples Action 
Coalition. Inc 92/06/00 Commissioners 20p& 13407 192 24X 

Fiche 5 0-247^ 82/06/08, 8206 140 1 03 


8206170236 Forwards D Davidof# 4^ L Ciech testimony %t exhibit State 
radiological emergency plan will be mailed separately 
FElNBeftOiJ & New York. State of. 82/06/08 CARTER, L J , 

PARIS, 0 H -I SHON. F J Atomic Safety and Licensing Board Panel Ip 
13531 048 B4X Fiche 30-247.82/06/09.9206170236 


-“8206170240 Motion for waiver of filing rules for exhibits re MV stafcp 
radiological emergency preparedness plan for plants Document 
vol umi nousi expensive 6 limited number of copies available 
Proposed order end 

FElNBCROiJ, D New York, State of 92/06/00 Atomic Safety and 
Licensing Board Panel 4pp t3531 049 24J< Fiche 50-247, 

02/06/00, 8206170236 


8206170267 Response supporting UCS/MY PlRO 820604 mation for 
reconsideration of Commission ruling allouing Imterl/n 
operatian Show cause order should be issued, Certi ficate o-f 
8vc encL 

HARTZMANiR N Friends of the Earth. HARTZMANjR M Hew Vorh City 
Audubon Society. aCKElNER.C.A Westchebter Peoples Action 
Coal i tion, Inc 82/06/08 Atomic Safety and Licensing Board Panel 
Sapp 13533 145 a4X Fiche 50-247.82/06/08,0206170267 


8206160110 Response to licensee motion to compel interrogatory 
responses or. al ternati /ely, for imposition of sanctions NRC 
will take no position on motion to compel If discovery order 
not obsyediABLB should consider imposing sanctions 
MOORE, tf £ Hearing Branch 1 92/06/14 Atoimc Safety and 

Licensing Board Panel 3pp 13517 345 24X Fiche 50-247. 8? /06/ 14, 

0206160110 


— 5206160115 Cross-examination plan for emergency planning Cortificnlo it- 
Sve end 

MOQREi J E . KASBELLr D F Hearing Branch 1 BP/06/ 14 5pp 

13517 349 24X Fiche 50~247. B2/06/ 1 4. 02061601 1 0 


9206170157 Motion kor order striking UC0/NY PIRO direct testimonu f< f<iT 
denial of UCS/NY PIRO request for extension of time to file 
testimony Filing entirely inconsistent w/dlrecfcion i« 
schedule of proceeding Certificate of Sve end 

PRANDENBlfRO, P Consolidated Edison Co of New York KOROAN. C 

Power Authority of the State of New York MORGAN!. C Morgan 

Associates 02/06/14 Atomic Safety and Llconslng Board Piine) 

I6pp 13534 04? 24X Fiche 50-247. 02/06/14, 02O>6 1 70 1 57 


S206170166 Answers t< objections to interrogatories ?< document requoits 
Certificate of 8vc end 

FEINBERG, J D New York. State of 82/06/14 Most Branch 
Conservation Association 13pp 13534 130 24X 

FicAe 50-247. 82/06/14. 8206/ 70J 66 


e206170265 Cros s-qxamination plan for intervenor. NRC, FEMA, 1 icon ano. NV 
State 4t County witnesses Certificate of 8vc end. 

DUBOFF. D Westchester Peoples Action Coalition, Jnc B2/06/14 ypn 
13531 340 24X Fiche 50-247.02/06/14,0206170265 


8206170260 Cross-examination plans for State of NY, Rockland County . 
FEMA & NRC under Commission Ouestlons 3 6 4 Certificate of 
Sve sncl 

MORGAN, C Power Authority of the State Of New York MDROAM. t' 
Morgan Associates 82/06/14 I2pp 13531 352 24X 

Fiche 50-247, 02/06/14,8206170268 


02061,00154 Motion for -order striking intervener witnesses B Palenik 6 
J Qeyea testimony Otil has not been served W/testimony 
despite ASLB 020423 order to do so Certificate of 3vc end 
Relateif correspondence 

BRANBENBURO, fl Consolidated Edison Co, qf New York 02/06/14 
Alomlc Safety and Licensing Board Panel 7pp 13592 220 24X 

Fiche 30-247.02/06/14.9206180194 


3206170160 First set of interrogatories & document request re 
Commission Question 6 Certificate of 8vc n,el Related 
correspondence 

LEVIN, d J, Authority of the State of New York BflANDENBVRO, p 

edlson Co of New York LEVlN.J, J Morgan Associates 
62/06/0? Orsater New York Council on Energy 35po 135D4 230 
24X Fiche, 90-247, 82/06/09,0206170160 


0206180211 Forwards DP Ouldo It CM Bates testimony U amended list oP 
witnesses Related correspondence. 

VETERE, L A Westchestsr CountyiNY 82/06/14. CARTER. L J . 

PARIS, fl.H , 8HQt>i»F J Atomic Safety and Licensing Board Panel J 
13554 262, 24X Fiche 50-247,02/06/14.0206100211 
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— ^^mfnqed list of uiitnossea Certificate of Svt end nrloteri 

corresponcJe nee 

VETERE. L A Ueatche^ter Counti^iNY 62/06/1^ 3pp 13334 2A3 
2 AX Pi the 53-247,82/06/14,8206100211 


5706180357 Cro s s 'c > ami nat i on plana for proposed Rockland County, NRC, 
FEMA S, State of NY ujltneaacs on Issues re Commloalon 
'Qjeations 3 4 Certificate of Sve end 

BRAMJEMBUflG, B Consolidated Edison Co of Neu York 02/06/14 Opp 
13551 277 24J( Fiche 50-247,82/06/14.8206100357 


0^06100316 Motion for order compelling UGC/NY PIRO to produce L>itnossp« 
J 0«y<a,0 Palenlk & K Erickson for deposi t i on, pursuant to 
A*L0 020603 memorandum order Certificate of Sve end 
Related correspondence 

ERAHOENBURO, Q Consolidated Edison Co of New York MORGAN, C 

Poutr ^^ut/ionty of the State of New Vork MORfiAN, C Morgan 

i,^ssoCiates B2/06/14 Atomic Safety and Licensing Board Pai,el 
ie?p 13549 OOa 24X Fiche 50-247,82/06/14.0206180316 


&306210-5BB Forwards emergency petition for directed certification of 
V/iIlage of Buchanan request for order directing ASLQ to 
icliedule upconing safety hearings at location within 10-mile 
e-ierjcncg planning lone 

PtEFrE. F W Buchanan, NY 02/06/14 PALLADlNO.N J Commissioners 
£p 13564 077 24X Fiche 50-247.82/06/14,0206210508 


— B20621O594 Emergency petition for directed certification of Villoge of 
Buchanan request for order directing ASLD to schedule 
upcoming safety hearings at location within 10-mile 
smergoncy planning zone Certificate of Sve end 
DLAIL, W H Buchanan. NV 09/06/15 Commissioners 6pp 
13564 070 a4X Fiche 50-247,82/06/14,9206210500 


0206170130 Urges granting of licensee 820510 petition for directed 
certification immediately to prevent inquiry from 
ettfieding intended scope Commission never intended some 
admitted contentions to be heard by ABLB 

ERANDENBUFO, D Consolidated Edison Co of New York MORGAN. C 

Power Authority of the State of New York 82/06/15 PALLADINO, M J , 

AlHEARNE, J F . GILINSKY, V Commissioners 3pp 13530 230 C4X 
FUhe 50-247,82/06/15,8206170180 


0206180163 Forwards corrected 8220614 motion for order striking 
intervener witnesses D Paienik it J Deyea testimony Notice 
of appearance end 

JOrlHS’UfiiP W Consolidated Edison Co of New York 02/06/15 
CARTER. L J , SHDN, F J , PARIS, 0 K Atomic Oafety and Licensing Doard 
Panel 9pp 13552 200 24X Fiche 50-247,02/06/15.8206100163 


'0206180171 Corrected motion for order etriking inervenor witnesses 
B Palenll tt j Seyea testimony Util has not been served 
w/t«stlmonv despite ASLQ 820423 order to do so Certificate 
of Sve enci 

SRANDENDUROr B Consolidated Edison Co of New York 02/06/14 
. Afeoiftit Safety and Licensing Board Panel 7pp 13552.202 P4X 
Fiche 50-247, 02/06/15, 8206180163 


0206100262 Response supporting UCS/NY PIRG it Friends of the Earth/ 
Audubon So-c 890604 it 00 motions for r econsl det atl on of 
Commission ruJmg allowing interim operation S< for issuance 
0 # show cause order against licensees 

FLEISHER, z S uest Branch Conservation Association 82/06/15 
Atomic Safety and Licensing Board Panel 3pp 13551 101 24X 

Fiche S0-247i 82/06/15, 8206100262 


8206180269 Added list of witnessos for cros s-eiaminat Ion on Contentions 
3 fic 4 Jc on status of evacuation plans Certificate of five 
and 

FLE10KER, Z S West Branch Conservation Association 82/06/15 
3pp 1355J 103 24X Fiche. 50-247, 02/06/15. 0206100262 


8206240405 Confirms that Friends of the Earth, NV City Audubon Boc «f 
Parents Concerned About Indian Point subscribe to UC9/NY 
PIflG 02Q611 response to licensee motion for order compelling 
responses to interrogator ies 

HART7t1ANrR fl Friends of the Earth HARTZMAN. R M New York City 
Audubon Society 02/06/15 CARTER, L J , BHON.F J , PARIS, O H 
Aiojiic Safety and Licensing Board Panel Ip 13603 000 24X 

Flrha 50-247,82/06/15,8206240405 


9206170169 Memorandum & order amending sve list by adding Dlroctor, 
Radiological Emergency Planning Group of atate of NY 
CARTER, L J Atomic Safety and Licensing Board Panel, 02/06/16, 
app 13534 143 24X Fiche 50-247. 02/06/16, 8206170169 


8206180296 Fir^t set of interrogatories document requests re AOLD 
Contention 1 Certificate of five end Related correspondence 
BRAMDENDUROr B Consolidated Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN, C Morgan 

Associates 82/06/16 Union of Concerned Bclentiets 33pp 
13S47 037 a4X Fiche 50-247,82/06/16.8206180296 


6206240221 Response to West Branch Conservation Assoc supplementary 
Interrogatories Related c orres pondenc e 

BRANDENBURG, D Cansolidatud Edison Co of New York MORGAN, C 

Power Authority of the State of New York MORGAN. C Morgan 

Associates 02/06/16 West Branch Conservation Association 
lOpp 13597 343 24 X Fiche 50-247.02/06/16,0206240221 


— 9306240235 Response to UCS/NY PIRO supplementary interrogatories 
Certificate of five end Related correspondence 
QRANdENBURo, B Consolidated Edison Co of New York MORGAN, C 

Power Authority of the Statu of New York MORGAN. C Mn-gan 

Associates 8S/06/16 Union of Con-cerned Scientists lUpp 
13597 353 24'C Fiche 50-247.02/06/16,8206240221 


8206240239 Prehearing motion on procedural matters Free daily 
transcript should be provided to interveners Opening 
statement should be alloued rntervenor direct case an 
emergency planning should he after NRc case 

POTTERFIELD, A Public Interest Research Group. New York BLUM, M 
Union of Concerned Scientists POTTERFIELD, A Potterfield, A 
62/06/16 Atomic Safety and Licensing Board Panel 6pp 
13597 300 24X Fiche 50-247,02/06/16,8206240239 


0206240257 First set of interrogatories re Commission Question 6 
CORREN, D R Greater New York Council on Energy 82/06/16 
Consolidated Edison Co of New Yot k Spp 13599 067 24X 

Fiche 50-247.82/06/16,0206240257 


6206260066 Submittal per ABLB 820616 oral order re intervenor witnesses, 
on emergency planning issues, 

POTTERFIELD, A Union of Concerned Scientists POTTERFIELD, A 
Public Interest Research Group. New York POTTERFIELD. A Rockland 
Citizens for Safe Energy 62/06/16 33pp 13625 073 S4X 
Fiche 50-247, 02/06/16. 8206280066 


--6206280135 Motion for order compelling licensees to produce curtain 
documents requested in formal Informal discovery & to 
respond to UCS/NY PIRG Interrogatory 67 No agreement could 
he reached List oP u/itnassae ancJ 

OLUM, J M Union of Concerned Scientists POTTERFIELD. A Public 
Interest Research Group, New York BLUM. J K New York Univ, 
82/06/21 Atomic Safety and Licensing Board Panel 17pp. 

13625 167 24X Fiche 50-247,02/06/16,0206300066 


—8206300137 List of witnesses on AELD Contention 4 3 

HARTZMAN, R M Friends of the Earth HARTZMAN. R M New York City 
Audubon Society Q2/06/2S Spp 13625 104 24X 

Fiche 50-247, 82/06/16. 6206200066 


8206230166 Reply to NRC 020526 interrogatories 

FLEISHER, Z.S West Branch Conservation Association 02/06/17 
Office of the Executive Legal Director Opp 13586' 347 34X 
Fiche 50-247,82/06/17.0206230166 


—0206330169 Reply to licensee first set of interrogatories, Ouastion -6 
Certificate of Bve end 

FLEISHER. 2 8 Nest Branch Conservation Association 89/06/16 
Consolidated Edison C» of New York 4pp 13586 350 24X 

Fiche 80-247,82/06/17,0206230166 


8206240169 Responses to NRC Interrogatories requests for documents 
Certificate of Gve end Related correspondence 
REMSHAW, R P Consolidated Edison Co of New York 82/06/17 
Office of the Executive Legal Director 66pp 13601 092 24X 

Fiche 50-947.02/06/17,8206240169 


9206240185 Responses to NRC interrogatories h document requests 
Certificate of 8vc end Related correspondence 
PRATT, C M Power Authority of the State of New York 82/06/17. 
Office of the Executive Legal Director 4Spp 13600 014 24X 

Fiche 50-247,82/06/17,8206240105 


0206240208 Responses to NRC interrogatories It document requests 
Certificate of 8vc end 

MORGAN, C Consolidated Edison Co of New York MORGAN. C Power 
Authority of the State of New York MORGAN. C Morgan Associates. 
82/06/17 Office of the Executive Legal Director 37pp 
13598 001 24X Fiche 50-247,82/06/17,8206240208 


8206240260 Notice of appearance In proceeding Certificate of Sve end 
DUBOFF, D Q Nestcheeter Peoples Actien Coa 1 1 tion. Inc 02/O6/J7 
5pp 13597 1B3 24X Fiche 50-247.82/06/17.8206240260 


B206240263 Certifies sve on 820617 of Greater NY Council on Energy 
first set of Interrogatories to licensees on Commission 
Question 6 UCS/NY PIRQ prehearing motion on procedural 
matters 

HOLT, J Public I-nterast Research Group, New York 02/06/17 Ip 
13597 159 24X Fiche SO-247, 02/06/17, 8206240263 
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e20t230l74 Join^ util protest of A51-3 e^pansiorv of scape ■'f lnqu>r«» * 
inclusion of add I witnesses begond Comtrtission order 
TODQRQVI CHj 11 M ijclertists Engmeeis for Secure Energy 

PALLACiNOrN J Con.ni s siorers Ip 1 33*9 A T09 2AK 

Flcha SO--2A7, 82/Oi,/ to, 02063301. /4 


0206240379 Response opposing tjCb/Nf PlRC motion for recDnsidara t ) nil 
of Co'nmisslon rulsnig aUcuiing interirv operatiori » #dt 
js^suance of show cavsc order le plant safety ^Uleged neu 
evidence over A montlvs old Certificate of 3 /c end 
H.(JRGAM, C Pouar Author itg of the State of tfeu vork I10F1GAH< C 
Margan Associates g2/0fc.'21 Atomii. Safety and luensmg hnoi d 

Panel 75pp 13602 16 ^ 24\ FiL^e 50-2 t7r 92/06^21 . 92062403 


flaO62B0aOO interrogatories on Contentiom AZ Rel.ited c orreapfind oui e 
^ Parents Concerned Ataut Indian Point 32/06/21 Coosa I id«j ti d 

Edison Co of flem york 2pp 13634 215 PI/ Tirhc 50-247, Q!V06/2l. 
B2062S0200 


8206200473 Reorgani lat i on of witnesses recossary to prove Contentinns 
3 7 6 4 7 on emergency evacuation t notification Eve list 
end 

♦ Parents Concerned About Indi-an Point 02/06/21 9pp I36t'5 35 < 
24X Fiche 30-247.02/06/21,0206230473 


S2O620O532 Response opposing UTS/M/ PIRS Q20&04 motion for 
roconaiderati cn of Cunmission ruling allowing interim 
aperation L for Issuance of show cause order Neui evidence 
more than 6 months old E*hibits Certificate of 6vc enul 
QRANQENOt/RCri D Consolidated Edison Co of New Vnrk 82/06/21 
Commissioners 23pp 13625 304 24X Pic he ^Q-247. 83/06/21. 

B2062BD532 


S206230190 Response opposing NV City Council £<20602 reiuest for 
extension of time to file testimony Mo good cause shown 
Buffioient time given to obtain counsel Testimong can bo 
-filed u/o counsel Certificate of Sve end 

HCGURRENpH J HcaTing Pranch 1 82/06/22 Atomic Safety and 

Licensing Board Panel, 6pp 13586 154 24)C Ficha 50-247p 82/06/22. 

0206230190 


62062001149 Response to UCS/N-V PIRG t'eqtiesta for admissions Details 
surrounding Thl''2 accident would require burdensome St 
oppressive research Affidavits 6 Certificate of Gve end 
PRANDENBURG, P Consolidated Edison Co of New York II Oft G AN. ( 

Power Authority of the State of New York MORGAN, C -Morgan 

Associates 82/06/22 Union of Cancerned Scicntasts 22p p 
13624 326 24X Fiche 50-247*82/06/22.6206200149 


0506250144 Second set Of interrogatories re t'emmi ssion Questions Ii2 N 
9 

MCGURREN. H J Hearing Qranch 1 82/06/24 Consolidated Edison 

Co of New Yark Spp 13616 383 24X Fiche 50-247,62/06/24, 

8206290144 


— B2062SOI47 Second set of interrogatories re Commission Questions t,r' {< 
5 Certificate of 8vc end 

MC&URRENrH 0 Hearing Branch 1 62/06/24 Pouar Authority rf 

the State of Mew York Bpp 13616 390 24X Fiche S0'-247, 

02/Q6/24, 8506350 144 


8206250153 Response opposing UCS/MV PIRO motion for reconsideration of 
Commission ruling allowing interim operation 6 for shou 
cause order No neu evidence presented Request for order to 
change proceeding inapproprlale W/Certi f icate of 6vc 
MCOURREN, H J Hearing Branch I 82/06/24 Commissioners 19pp 
13613 307 24X Fiche 90-247,82/06/24,0206330153 


— 8206010050 Forwards correspondence directed at DUE re facility 
safety Roquests reply 

ROKN. H H Energy. Dept of 85/04/57 DlPCiiS, W Office uf thu 

Eirecutive Director for Operations Spp 13J32 005 54/ 

Fiche 50-24 7 82/05/15. 85060 1 0048 


P2060£i0l75 Responds to R Johnson 050317 1 tr to D Uradloy opposinp 
continued eperation of facilities Forwards Director's 
Decision eirphasi i ing series of measures imposeti on 
operation of plants to assure public safety 

DlRCilSr H J Offiie of the Eiecutive Dnector for Opcratioris 
ea/05/20 QRADirV, U Senate 4pp 13M2 054 21^ 

Fich s 50“IO0 j- 62/05/20, 0206000175 


— 8306000177 Requests response to enc 1 1 ti rrpm constituent R fnhnson 
opposing operotion of facilities 

BRADLEY, 0 Senate 82/05/04 Office of Congress itir.al ATfaiis 

2pp 13445 050 24)( Fiche 50- 003. 02/03/20, 82060801 '4 


0 Advisory Comniittee oh Reactor Safeguards reports ** core esp on dencu 


0206280071 AtJdl response to FQIA rcouest for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App J3 available in PDR Confidential financial 
info deleted 

FELTON. J n Division of Rules and Records 82/05/12 HCMURHAV.C. rr 
Kirkpatrick. Lockhart. Hill, Christopher Phillips 20pp 
13633 055 34X Fiche 50-000,02/03/12,0206200071 


— 0206230560 Notification of bOlOli ACRS Safety Phi losophy , Trch on loqu h 
Criteria Subcommittee meeting re Diablo Canyon seismic 
tnkoractlon study »< North Anna LPl ^ RHR sy5 
SAVIO.R ACRS - Hdvisory Committee on Reactor Safeguards 
SO/lO/Ol ACRS - Ad/lsory Committer on Reactor Safeguards Ip 
3 3643 074 a4X Fiche 50-000,02/03/12,8206200071 


P Operating license stage documents h correspondence 


B2060-20062 Addl response to FDIA request foi all documents re 
probabilistic risk assessment for facilities Forwards 
CS Mood head 800530 memo to ES Chr istenbury 

FELTON, J M Division of Rules and Records 01/11/06 DDRHFY.J A 
Affiliation Unknown Ip 13339 212 24X Fiche 50-000.01/11/06, 

0206020062 


— 'B206020Q75 Discusses 000327 meeting re possible legal t/or public 
perception consequences to NRC plan for risk assessmuot of 
sites near high population areas Interim revision of 
lOCrniOO should be issued pending proposed rule 

UC10DHEAD,C P Office of the Executive Legal Director 80/0‘j/.m 
CHRISTENBURY.E Office of the Executive Legal Director 2pp 
13339 213 24X Ficho 30-000,01/11/06,8206020062 


8306230007 Addl response to FOIA request for eight categories -of 
documents Porwards documents listed in app rinanciai info in 
Documents 3-54,3-93 5-tl deleted 

FELTON. J M Division of Rules and Records 82/04/27 MCMURRAV, f H 
Kirkpatrick, Lockhart, Hill, Christopher 6 Rhilllps 2tpp 
13604 044 24X Fiche 50-000, 02/04/29, 0206230007 


'6206230271 Provides status & schedule for syu interaction program for 
facility Related info end 

CONRAN, J H Radiological Assessment Hranch 02/02/09. THAOANI.A 
Reliabiltty h Risk Assessment Branch 39pp 13607 14S fl4X 
Fiche 50-000,82/04/29,6206230007 


6206280071 Addl response to FOIA request for eight categorioa of 
docuntents Forwards documents listed in App A Documents 
listed In App D available in POR. Conf i denti al financial 
info deleted 

FELTONi J M Division of Rules and Records 02/05/12 MCHURflAV.C fT 
Kirkpatrick, Lockhart, Hill, Christopher It Phillips 28pp 
13638 035 a4X Fiche 90-000,82/03/12,0306200071 


8206080444 Forwards request for addl Infq re NURE0“0737i Ito/n I A S J h 
11 B 4 re upgraded senior reactor operator & reactor 
operator training !« training for mitigating core damage, 
respectively 

VARQA, 8 A Operating Reactors Branch 1 82/09/29 SINCLAIR. L H 

Power Authority of the State of New York 5pp 13440 124 ;24X 

Fiche. 30-266, 82/09/25,6206000444 


6206060091 Requests confirmation of 020520 agreement to allow 
menItoTing of testing of samples taken from shell weld 
problems in steam generators within 30 days of Itr receipt 
VAROAfS A Operating Reactors Branch i 82/05/27, SINCLAIR tU M 
Power Authority of the State of New York, 2pp 13441 176 HAX 
Ficha 90-286, 82/09/27, 0206080091 
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a2Ci&ll{>f337 Sunnsrij of Ef’OSSO meeting u/ut i 1> Wcstlnghousef DNl. & 
r«presentat We q f Jepangse govt in QefcheedaiKD re shell ueld 
prc-blens in facWity steam generators 

rtLEHArJt L Operating Reactors Branch 1 82/03/27 Operating 

Reactors Branch 1 32pp 13^93 140 24X ficho 50-206,82/05/27, 

ez06 110037 


eS06t7CO^I RESPONSE OF THE ZION K INDIAO POINT CONTAINMENT BUILDINQE TO 
SE'v'ERe ACCIDENT PRESSURES 

BUTi.ER. T A - FUGELSO, L E Lou Alamos Scientific Uaboratorg FIN 
A-7a70 NURE0/CR-2S69 02/05/31 Division of Engineering 41pp 

Available at NTIS 43 00 13D55 ?40 24 ^ Fiche 50-000,02/05/31* 

070 £>170051 


e; 06100296 Forwards applications for amend to Licenses DPR-59 8< l)PR-64 
■Change incorporates addition of executive vice president It 
thief development officer positions to mgfc organltdtion 
chart. Figure 6 i-l 

BAiNE.U P Power Authority of the State of New Vorh 02/06/04 

VAHCAiS A Operating Reactors Branch 1 VASSALLO, D B Dperating 

Reactors Branch 2 3pp 13451 328 24X Fiche 30-000,02/06/04, 

67C6100296 


— £206100999 Application for amend to License BPR-59 Change incorporates 
addition of executive vice president Sc chief development 
officer positions to mg t organization chart, Figure A l-l 
BAXNE. J P Power Authority of the State of New York 02/06/04 
Ip 13431 331 24X Fiche 50-000,82/06/04,0206100276 


-~02O6iOO3O4 Application for amend to License DPR-64 Change incorporates 
addition of Executive vice president 8t chief development 
officer positions to mgt organization chart, Figure 6 1-1 
DAVNE. J P Power Authority of the State of New York 82/06/04 
Ip 13451 3J2 24X Fiche 50-000,82/06/04,0206100296 


■-220610D30& Proposed Tech Spec pages, incorporating addition of executive 
vice president F< chief development officer positions to 
ngt organtiation chart, Figure 6 1-1 Safety evaluation end 
a ■Power Authority of tho State of Mew York 02/06/04 9p p 
13451 333 24X riche 50-000,82/06/04,8206100296 


0^061 lOSOO Responds to NRO 820505 request for commitments to implement 
certain N'JFIEO -0737 items Attachment I provides responses to 
each applicable item listed 

DAVMEiJ P Power Authority of the State of New York. 02/06/04 
E!SENHliT,DO Division of Licensing 6pp 13466 335 24X 

Fiche 50-206,02/06/04,8206110200 


02D614QO73 Submits addl Info for inclusion In analysis of fishery 
resources existing radioactive containment levels in fish 
near facility 

RADLE>e Now York, State of 82/06/09 CQDELL, R NRC •'No 
Detailed Affiliation Oiven Spp 13407 169 24X 

Fiche 30-247,82/06/00*0206140073 


8206170336 Informs that util will provide response to NRC BSO420 
request for addl info re masonry wall design by 020005 
BAYNE, vF F Power Authority of the State of New York 02/06/OB 

VARGA, 8 A Operating Reactors Branch 1 2pp 13531 310 24X 

Fiche SO -306, &2/O6/O0, 8206170356 


&206090 1 53 OeneMc Ltr 82-11 to all LWR reactor plant licensees St 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Ginne Rept documents findings re cause of 
event W/o one 1 

EISENHUr. D 0 Division of Licensing 82/06/09 HAl/SPUROrA, 
Consolidated Edison Co of New York DOLAN, J American Electric 
Rower Service Corp DOLAN, J Indiana 8i Michigan Electric Co iUpp 
13957 349 24X Fiche 50-000,82/06/09*8206090153 


8206210427 Forwards approved state pollutant discharge elimlnatipn 
discharge sys permit renewal w/cond t t ions, effective 010514, 
O'TOOLE, J D Consolidated Edison Go of New York. 02/06/10 
D€NroN*HR Office of Nuclear Reactor Regulation, Director Ifpp 
1356© 263 24X Fiche 50-003,82/06/10,0206210427 


0206290399 Forwards comments w/correctlons it changes on end telcon 
record re NyREO-0737, Items II F 1 4, H. F 1 5 & 11 F 1 6, per 
NRC 020519 request 

SAYNEi J P Power Authority of the State of New York 82/06/2? 
VARGA, S A Operating Reactors Branch I 4pp 13634 245 24X 
Fiche, 30-2a6r 02/06/28, 0206290399 


8206290351 Ack receipt of B20204 final rept re leaking detectors 
containing Ni-63 per tOCFRSl S(cM51 Resolution being 
pursued w/devics manufacturer 

MART I Ml T T Division of Engineering 6 Technical Programs 82/06/24 
BRONS, sf C Power Authority of the State of New York Spp 
13634 149 24X Fiche 50-286, 02/06/24, 8206890301 


O Inspection reparts* IE Qullotins l< correspondence 


0202040147 IE Info Notico 82-15, ‘'Notification nf NRC " 0vc list one! 
DEYOUNG, R C director's Office* Office of Inspection and 

Enforcement 82/05/28 107pp 13426 095 24X 

Fiche 50-000, 82/05/20,0202040147 


0204210370 IE Info Notice 03-16, "HPCI/RLIC High Steam Flow Setpoints 
Sve list end 

JORDAN ■ E L Division of Englnoering & Duality Assurance 82/05/20 
103pp 13440 264 24X Fiche 50-000,82/05/20,0304210378 


0204210300 lE Bulletin 62-02, “Degrada b ion of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of FUR Plants " 

Sve list end 

DEVQUMG^R C Director's Office, Office of Inspuctlnn and 

Enforcement B2/06/02 lOBpp 13527 ISO 24X 

riche 50-000. 82/06/03, 0204310300 


0206250240 Forwards IE Safeguards Insp Rept 50-206/02-07 on 920 416- 
0515 No nancomp 1 1 anca noted 

STAR0-3TECKI, R Division of Project 8< Reaident Programs 82/06/09 
BRQN©/ J C Power Authority of the State of New York Gpp 
13613 059 2 4X Fiche 50-206,02/06/00,8206250240 


—8206250244 IE Safeguards Inap Rept 50-286/92-07 on 820416-051 9> No 
nonconp] lance noted Ilajor aruas inspected plant opsrationa 
including shift logs t< records 6 licensee action on previous 
in»p findings Details withhold iref 10CrR73 2l> 

FOLEY, r , KENNY, T J * DAUNACK, H Division nf Project 6 Ro&idont 
Programs 02/06/01 Ip 13613 061 S4X Fiche 50-206. 02/06 /OEJ, 
0206250240 


0204210303 1C Info Notice 02-17* ''Ovorpressur iiation of RGB " 8yc li&t 
end 

JORDAN, E L Division of Engineering & Oualltg Assurance 03/06/11 
106pp 13675 258 24X Fiche 50-000.02/06/11.8204210303 


8204210304 IE Info Notice 82-1©* “Assessment of Intakes of Radioactivn 
Natl by Uorkere “ 8vl list end 

DEVnUKO, R, C DiTectOir’'s DfflcB, Office nf Inspection and 

Enforcement 02/06/11 I20pp 13675 109 24X 

Fiche 50-000,83/06/11*0304210304 


0206320440 Ack receipt of 820609 ltr informing NRC of steps taken tu 
correct deficiencies noted in NRC 830426 confirmation of 
action ltr ro alert U netiFication sys 

SMITH* O H Division of Emergency Preparedness &t Operalianal Support 

02/06/16 BR0N8, J C Power Authority of the State of New York 

Ip 13570 179 24X Fiche 50-206,02/06/16.0206220448 


— BR06230437 Responds to NRC 030426 confirmation of action ltr re 
deficiencies in alert & notification sys Planned actions 
discussed w/NRC on 820437 refnaln unchanged All deficiencies 
corrected prior to ©20601. 

0 'TOOLE# 0 D, ConeoUdafcfld Edison Co of New York 02/06/09 
SMITH, 0 M Division of Emergency Preparedness t< Operational 
Support. 2pp 13570 I BO a4X Fiche 60-206*02/06/16*8206230440 


ft Fsriodir operating reperte 6 related correspondence 


6S06010245 Forwards monthly operating rept for Apr 1963 

SftONS, J C Power Authority of the State of New York 62/05/12 
Office of Management and Program Analysis Ip 13307,073 SAX' 
Fiche 50-206# 02/05/ 12, 8206010545 


— 83060-10246 Monthly operating rept for Apr 1902 

AUTERIND, L Power Authority of the State of New York 82/05/01. 
6pp 13307.074 24X FI che: 50-206, 02/05/ 12, 8306010245 


S. Reportable occurrences, LERs related correspondence 


8206070707 Forwards UER 02-003/011-0 

BRQNSrJ C Power Authority of the State of New York 02/05/26 
HAYNES, R C Region 1« Office of Director Ip 13390.205 24X 

Fiche- 50-266, 62/05/26* 0206070707 


— Q2O6O70724 LER 02-003/0 1 T-0, on ©20415, during cold shutdown for 
refueling o utage# surve i 1 lance test 3PC-H4 Indicated that 
pressure transmitters FT“456 j PT-457 l< PT-474 were out of 
spec Transmitters calibr 

«UMDLE#F, W- Power Authority of the State of New York 82/05/26 
Region L* Office of Director 2pp 13390 206 S4X 
Fiche: 50-286, 82/05/26* 0206070707 
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9206100231 PNG- 1-62-04^1 on e2060'4i FEMA annojnc«(J Issuance of (i<osl- 
ixercise assoikiment of 620303 eiarciso 11a|ar areas of 
concorn InaudiblB sirens Effectiveness of existing 
radiological public program should be strengthened 
CROCKER* SMITH* <5 Region 1« Office of Director 82/06/04 Ip 
13453 342 24X Fithe 50-396*92/06/04.8206100231 


8206SS03S*? RQ during scheduled san^ple collection for Hag 1782, Windsor 
Farms Environ Sampling Station 51 ceased co<ninercial milk 
production Potential replacement locations are being 
investigated 

O'TOQLErJ D Consolidated Edison Co of New York Q2/06/10 
HAYNEBiR C Region 1. Office of Director 2pp 13624 084 24X 

F 1 C h e SO-003, 82/06/10, 0206230327 


T Hearing transcripts on non-ant i trus t matters 


0206040291 Transcript of 820601 telephone conference in Washington* 
DC Pp 935-769 

* Atomic Safety and Licensing Board Panel 82/06/01 36pp 
13355 270 2AX Flche 50-247.82/06/01.6206040271 


820617016S Lists events associated u/aborted higbuag prajecti Involving 
County Related correspondence 

CHASE* W rt Rockland County# NY 82/06/04 ORANlfiER, M Affiliation 
Unknown tp 13531 327 24X Fiche 50-247.82/06/04,6206170162 


“-6206170272 Testimony of 0 0 'Lear# provi d ing demographic data 

□ aEARrO Rockland County, NY 62/05/15 Spp 13531 330 24X 

Fiche 50-247# 82/06/04* 8206170162 


9206090175 Feruards testimonies of 8K Orimes*JR Sears, T Urbanik# 

P Nclntire. J1{ Keller le I Huiar re CommisfiioTk Questions 3 Si 4 
&- emergency planning cantsntl on i* pursuant tee ASLR S20423 
order Certificate of Sve end 

HASSELL* D F Ksarlng Branch 1 62/06/07 Atomic Safety and 

Licensing Board Panel 4pp 13434 097 a4X Fiche 50-247,62/06/07* 
6206090175 


— 6206090177 Testimony of BK Orlwis re emergency planning contentions 
admitted by A8LB 820423 order Prof qualifications end 
ORlMee.B K Division of Emergency Preparedness B2/06/07 I7np 
13434 101 24X Fiche 50-247# 02/06/07.8206070179 


—6206090185 Testimony of JR 6Rars on Commission Questions 3 4 Ic 

emergency planning contentions ad-mitted by ASLB 620423 
order Prof qualifications end 

BEARS* J R EP Licensing Branch, 62/06/07. 6lpp 13434 118 24X 

Fiche 50-24 7,82/06/07*8206090175 


—9206090130 Testimony of T Urbanik re evacuation time estimate etudlee 
Prof qualif tcetl ons end. 

URBANIK*T. Texas A «# M Univ 02/06/04 14pp 13434 101 24X 

Fiche 50-247# 02/06/07. 0206070175 


— 6206070192 Testimonies of P Hclntire, l Husar & JH Keller re Commission 
Questions 3 & 4 Prof qualifications encl 

MCINTIREiP # HUSAR, 1 * KELLER# J H- Federal Emergency Hsnagement 
Agency 82/06/07 I79pp 13434 1 75 2 4X Fiche 50-247*82/06/07, 

B206090175 


— B20614D134 Testimony of UC Orons.L Lomonaco !* 0 Ouinn Plant site plan 
procedures more than adequate to protect integrity S* health 
6 safety Util committed to making reasonable changes 
U/Cer tif ica te of Sve Related correspondence 

BR0M5* J C . LOHONACOrL . QUINN* D Power Authority of the Stnte of 
New York 82/06/07 41pp 13483 257 24X Fiche 50-347*92/06/0/ 

8306140113 


8206170236 Foruards D Davidoff 6 I Czech testimony & exhibit State 
radiological emergency plan will be mailed separately 
FEINBERO. JD NpwVork, State Of 02/06/08 CARTER* L J AtumiL 
Safety and Licensing Board Panel Ip 13531 048 34X 

FSche 30-247,82/06/09,8206170236 


— 0206170243 Testimony of DD Davidoff 6 LB Czech on Conmissio-n ODestia^hs 
3 1. 4 NY State radiological emergency preparedness plan 
discussed Certificate of Sve encl 

DAVIDOFF, 0 B . CZECH* L B Neu York, State of 82/06/07 3dpp 
13331 053 24X Fiche 50-247*02/06 / 08,8306170236 


8206170254 Forwards 0 O'Lear testimony R Northrup K E Dull testimony 
scbnitted on 820607 W/o testimony Unexecuted affidavit 
of SVC encl Related correspondence 

TMORSEN.C 0 Rockland County, NY 82/06/10 CARTER:, L J, 

PARIS. 0 H Atomic Safety and Licensing Board Panel 4pp 
13533 003 24X Fiche 50-247*02/06/10*0206170254 


0206180211 Forwards DP Ouido {< CH Dates testimony Sc amanded list af 
uitnesses Related correspondence 

VETERE.L A Westchester County, NY 82/06/14 CARTER* L J Atomic 
Safety and Licensing Board Panel Ip 13594 262 24X 

Fiche 30-247,82/06/14,8306100211 


— 9206180230 Testimony of DP Ouido Emergency planning drill demon'Stratrii 
that directions issued from emergency operating ctr could 
not be implemented in field due to variety of deficiencies 
OUIDO, D P Westchester County* NY 02/06/14 4pp 13554 26B 
24X Fiche 50-247*02/06/14*8206180211 


--02O610O243 Testimony of CW Dates that Westchester County Dept of Roclal 
Sves is not prepared to implement total r espons Ih 1 1 1 ty in 
real crisis due to significant problems in staffing, 
commirnicati on* equipment & training 

BATES, C U Westchester County, NY 02/06/14 4pp 135S4 2/2 
24X Fiche 90-847,82/06/14,8206180211. 


0206240347 Forwards R8 Jurkoutski*AB DelBellorFC DohlanderiAS Curs an, 

WO Borghard*M Ksminski ti AR Marasco testimony re emergency 
evacuation plan F Bohlandcr 6 AB DalBelio should be added to 
witness list Certificate of 8vc end Related torrespondence 
VETERErL A Westchester County* NY 02/06/16 CARTER* L J . 

PARI&iO H * 8H0N*F J Atomic Safety and Licensing Board Panel 4pp 
13603 017 24X Fiche 50-247*02/06/16*0206840347 


8206240350 Testimony of R8 Jurkowskl re emergency evacuation plan 
JURKOWSKIrR B Westchester County* NY 03/06/16 I4pp 
13603 023 24X Fiche 90-247*02/06/16,0206240347 


8206240351 Testimony of AB DelDellb re emergency evacuation plan, 
OELBELLOiA B Westchester County, NY 82/06/16 4ap 13603 03? 
24X Fiche 90-247, 82/06/16# 8306240347 


8206140073 Testimony re Commissicn Questions 3 k 4* addressing onsite 
emergency p Un# relationship of plan to other amargency 
measures, util personnel training* emergency facilities 6 
equipment !t communication sys Certificate of Sve flncl. 

* Consolidated Edison Co of New York 82/06/07 30pp 13409:317 
24X Fiche 50-247*82/06/07*8206140073 


6206140112 Testimony of R Oynas re Coirmisslon Questions 3 8< 4 Human 
responses to verious emergencies show consistency across 
different types of disaster ag ents# includ ing radipioglcal 
agents Related correspondence. 

DYNES* R R Consolidated Edison Co. af New York DYNES, R R Power 
Authority of the State of New York. 02/06/07 28^0 J34S3 J54 

24X Fiche. 50-247* 82/06/07* 8206140112 


— 0206140115 Testimony of S Lacker re Commi ss ion Questions 3 te 4. Hunan 
responses to radiological emergencies da not differ 
materially than response to other etnergencles Psychological 
& behavioral assumptions valid Related correspondence 
LECKER# 3 Consolidated Edison Co of New York LECKER.S Power 
Authority of the State of New York 82/06/07, ISop 13403 1B2 
24 X F 1 c h e • 5 0-247* BS/06/07# 0 206 i 40 1 1 2 


—8206240394 Testimony of FC Dohlander re emergency 
aOHLANDERi F C Westchester County* NY 82/06/16 
24X Fiche 50-247,82/06/16,8206340347 


evacuation plan 
Spp 13603 041 


—0206240358 Testimony of AS Curran re emergency evacuation plan 
CURRAN* A S Westchester County* NY 02/06/16 Spp, 13603 043 
24X Fiche* 50-247*82/06/16*8206240347 


— -820624D399 Testimony of WO Boryhard re 
BOROHARD.W Q Westchester County* NY 
24X Fiche* 50-247*82/06/16,8206240347 


emergency evacuation p Inn 
82/06/16 Spp 13603 04H 


—''8306240362 Testimony of M Kaminski re emergency 
KAMINSKI, M Westchester County* NY 02/06/16 
24X Fiche 50-247*02/06/16*8206240347 


evacuation plan 
5pp 13603, ObD 


''0206240367 Testimony of AR Marasco r* emergency evacuatio 
NY State crltlgue of 020303 simulated evacuatzan af 
surrounding iQ-mllo area end 

MARASCO, A R. Westchester County* NY 82/06/16 16 dd 
24X Fiche 50-247*82/06/16*0206240347 


plan 

13603 005 


-0206140120 Testimony of «8 Della Roqea.BE Podwal |t RL Rosenblatt re 
Coimnlssion Questions 3 & 4 Demonstrates adequacy of 
evacuation components of radiological emergency response 
plans Related correspondence 

DELLA ROCCA.M * PODMAL, D. E * ROSENOLAT* R. L Consolidated Edison 
Co, of New York. 82/06/07 97pp, 13483 200. 24K 

Fiche 50-24 7*02/06/07*8206140112 


6206230066 Bubmittal per A8L0 820^16 oral order 
on emergency planning issues, 

POTTERFIELD* A Union of Concerned Scientists, 
Branch Conservation Association POTTERFIELD, 
About Indian Point. 82/06/16 23pp 13625 0 
Fiche 50-247* 82/06/ 16, 0206280066. 


intervener wltniisei. 

POTTERFIELD, A Wrst 
Parents Concerned 
24X 
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— 9206200094 Testimony of U Kaagan re public opinion climate in which 
tvi/clear facilities boilt Public respansea to plans 8< 
procodurea for evacuation during serious accident will be 
highly VO la 1 1 1 B. unpred ic tab te U possibly unmanageable 
KAAGAN*L Union of ConcernctI Scientists KAAOANi L Public 
Interest Roaearth Groupi New Vork KAAOAN, t Rockland Citiiens 

For Safe Energy 02/06/16 I6pp 13623 103 24X 

Fiche 50-24 7.82/06/16.8206200066 


■9206200104 Teatimony of M Melbin re emergency plans Any set of plans 
will be carried out leas effectively at night Addl 
precautions must be taken to compensate for risks of errors 
in judgment 4c behavior 

HELBIN. H Union of Concerned Scientists NELBIN.M Public 
Interest Research Group. New Vork MELQIN.M Rockland Citizens 

for Safe Energy 82/06/16 5pp 13629 119 24X 

Fichu 50-247,02/06/16.0206200066 


— 8206280115 Testimony of J Kagan re emergency evacuation of children In 
10-mi le ertiergency planning lone Evacuating children 
separately from parents places children at serious levels of 
cholcg ica L risk 

KAGAN. U U-nion of Concerned Scientists KAGAN. J Public Interest 
Research Group. New Vork KAGAN. J Rockland Citizens for Safe 
Energy 82/06/19 2pp 13625 124 24X Plche 90-547.82/06/16. 

6206200066 


0aO'62BOl23 Testimony of TD Braielton that emergency plans should take 
account that parents would not be evacuated separately from 
children Proposed stipulation of facts end 

BRAZtLTON. T B Union of Concerned Scientists BRAZELTON, T B 
Public Interest Research Group. New York BRAZELTON. T D, Parents 

Concerned About Indian Point 82/06/15 22pp 13629 195 S4X 

Fiche 30-947.82/06/16.8206200066 


— 820628012B Testimony Of C Mazwell re organizational response of four 
hosps closest to plant Recommends future planning efforts 
MAXUELL. C Union Of Concerned Scientists KAXUELL. C Public 
Interest Research Group. New Vork MAXWELL. C Rockland Cltixens 
for Safe Energy 89/06/15 Qpp 1'1625 147 24X 

Fiche 50-547. 02/06/ 16. 6206200066 


—8206200133 Testimony of RL Morris re emergency evacuation planning - 
ASL9 Questions 3 1.3 3 6 3 6 Util consultant evacuation 
repts not based on worst case condition tt thus are invalid 
MORRiSiR L Union of Concerned Sclenvists MDRRI0iR L Public 
interest Research Group. New York 02/06/Sl 13pp 13625 lS9 
24X Fiche 50-247.82/06/16.8206200066 


— S206280142 Testimony of RJ Lifton Disasters involving ionizing 
radiation strongly & decisively differnnt from natural 
catastrophes used in most disaster research Certificate of 
3vc end 

LlPTDM. R J Union of Concerned Scientists LIFTONtR J Public 
Interest Research Group. New York LIFTON. R, J Rockland Citizens 

for Safe Energy 02/06/22 I9pp 13625 186 24X 

Fiche 30-247.82/06/16.8206280066 


8206210501 Transcript nf 020617 prehearing conference in White Plains. 
NY Pp 93S-1, 125 

a Atomic Safety and Licensing Board Panel 02/06/17 192pp 

13969 310 5 4X Fiche 50-247.02/06/17.0206210531 


6206220160 Transcript of 820610 special investigative proceeding in 
White Plains. NY Pp 1.126-1.293 

a Atonic Safety and Liceneing Board Panel 62/06/10 I29pp 
13573 202 54X Fiche 90-244. 02/06/10. 02O{,22O16O 


8206250129 Transcript of 820622 hearing in White Plains. NY. Pp 1.254- 
1.904 Supporting documentation end 

a Atomic Safety and Licensing Board Panel. 05/06/22 GBSpp 
13613 331 24X Fiche 50-247.02/06/22.0206250129 


8206290410 Transcript of 020625 hearing >n White Plains. NY Pp 2.050- 
2. 260 

e Atomic Safety and Licensing Board Panel 02/06/95 205pp 

13632 ns 24X Fiche 90-247.09/06/25.8206290410, 
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r Security^ medical, emergency & fire protection plans 


B206070623 Responds to NRC 911231 Itr re preparedness improvement Items 
6 e(nera*ncy plan deficiencies noted in 1C Emergency 
PreparedneiB Appraisal Repts 50-269/01-13,90-270/81-13 h 
50-207/01-13. 

PARKER, W Q Duke Power Co 02/01/29 O'REILLY. J. P. Region 2. 
Atlanta. Office of the Director (01/03/01 > 12pp 13390< 018 24X 

Fiche 90-269 . 02/0 1 /95. 8206070623 


— 9206070632 Forwards IE Emergency Preparedness Appraisal Repts 
50-269/01-13.90-270/01-13 U 90-287/01-13 on 810024-0903 ti 
lists of emergency preparedness defic lenc ies. preparedness 
improvement items & emergency plan deficiencies 
O'REILLY. J P Region 2. Atlanta, Office of the Director 
(81/03/01) 01/12/31 PARKER, W O Duke Power Co lOpp 

13390 030 24X Fiche 50-269.82/01/25.0206070623 


— 0206070645 IE Emergency Preparedness Appraisal Repts 90-269/81-53. 
50-270/81'' I 3 U 50-207/01-13 on 010024-0903 No none amp 1 i anc 8 
noted Significant appraisal daficisneies identified In 
post-accident sampling capability 

KEVEFIN. T A Division of Emergency! Preparedness & Operational 
Support 01/12/24 44pp 13390 040 24X Fiche 50-269,82/01/25, 

0206070623 


6206090002 Responds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PBR 

FELTON. J M Division of Rules and Records 82/09/11 REYNOLDS. N S 
Debevoise it Liberman 3pp 13494 003 24X Fiche 80-000. BS/OS/li. 

0206090002 


— 02O6O9OOO‘9 Forwards first monthly rept re status of prompt notificafcioi 
sys implementation at facilities Meteorological programs, 
emergency response facilitlns ^ research reactors need addl 
mgt attention tt clapif i catl on, 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
(81/03/01) 01/01/08 DEYOUNG. R C Director's Dffica, Office of 

Inspection and Enforcement 4pp 13454 167 84X 

Fiche 50-000.02/05/11.0206090002 


— B206090133 Responds to 020203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test Info end 

6T0HR.0 P Division of Emergency Preparedness & Operational 
Support 82/02/04 GRIMES. B K Division of Emergency 

Praparedneas 5pp 13454 239 S4X Fiche 50-000.02/05/11. 

8206090002 


6206070466 Forwards Region 8 Ircldant response plan dtd Mar 19B2 Flan 
issued as Suppl 2 to NURE0-0G45. “Agency Procedures lor NRC 
Incident Responee Plan *' Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

BTOHR.J, P. Division of Emergency Preparedness & Operational Support 
82/05/12 PARKER. W 0 Duke Power Co ip 13374; 214 24X 

Fiche; 90-000, 92/05/12, 0206070466 


9206020034 Releases public version of crlste mgt plan, revised crisis 
mgt plan Implementing p 1 ant /prnc edures 6 revised McGuire 
emergency plan Implementing procedures 

FELTON. J M Division of Rules and Records 02/09/89 Document 
Management Dranch Ip 13330 061, 24X Fiche 50-000.82/09/25. 

8206020034 


— 82060200-41 Feruards public version of crisis mgt plan, revised crisis 
mgt plan implementing plans/procedures 6 revised McGuire 
emergency plan imp lemonting procedures 

PARKER. W Q Duke Power Co 02/09/07 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp. 13330 062 24X 

Fiche 50-000. 02/03/39. 0206020034 


—6206020047 Public version of Revision 4 to crisis mgt plan One 
oversize brachure «ncl Aperture cards available in PDR 
e Duke Power Co 82/04/15 BOpp 13330 065 24X 

Fiche 50-000. 02/05/25. 8206020034 


— B2060200S8 Public version of revised crisis mgt plan itnplsmen ting 
p lans/proca durei. includ Ing Procedures 5 3 i re recovery 
manager it Immediate staff group plan. 5 3 7 re technical 
support group &< 5 3, 1 6 re quarterly inventory 
e Duke Power Co 02/04/30, iSOpp 13330 149 24X 

Fiche 90-000, 02/05/25, 0206020034 


6206020302 Forwards Revision B te security plan Revision withheld 
(ref 10CFR73 21 St tOCFR73 BO) 

PARKER. M □ Duke Power Co 62/09/89 DENTON, H. R Office of 
Nuclear Reactor Regulation. Director. ip 133SD 204. 24X 

Fiche 90-26^9.82/09/25,8206020302 


8206070196 Releases public vertion of revision to emergency plan S< 
emergency plan Implementing procedures 

FELTON. J.M Division of Rul»e and Records 82/05/27 Document 
Management Dranch Ip. 13427.031 24X Fi che 50-269. 82/09/27. 

8206070196 
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-<-02OiO7O2O^ Fdruards public versjpn of ReviEian A to emergenc<; plan ft 
r&i/iBpd emergancg plan inplenenting proc e-dorea , irc ludin^ 
f'T'oc Qdures PT/0/B/2000y04 re &stsb I lat^ment *t Insp of 
technical 5.upport ctr 

PAflKHRiW O Duke Power Co a2/05/’l0 DENTDN> H R Qiffice of 
Nuclear Reactor Regulation, J)irectar STQLZi J F Operating 
Reactors araoth 4 Spp 13427 032 24X Fiche 50-209,02/05727, 

8206070 19Z» 


- — B206t>7020B Public version of Revision A to emergEncij plan 

SMITH, J E Duke Power Co 32/04/30 22pp 13437 034 24)i; 

Fiche 30-269,82/05/37,6206070196 


--9206070214 Public version of revised ci^ergency plan implerrenting 
procedures, Inc lud Ing Procedures PI /O/B/2000/04 re 
establishment of technical support ctr t IP/O/D/ 1601/3 
re environ equipment check {Revised tabic of contents end 
SMITH, J E Duko Power Co 02/05/07 lOOpp 13427 096 24X 

Fithe 50-269,82/00/27.0206070196 


9206300095 Releases public version of revised emergeneg plan 
irip 1 eventing procedures 

FELTON p J M Division of Rules and Records 82/06/22 Documont 
Managenent branch Ip 10678 295 24X Fiche 50-269,92/06/22, 

8206300093 


— 8206000098 Forwards public version of revised emergency plan 
implementing procedures, me lud Ing Procedure HP/0/iC09/IO 
re procedures for quantifying gaseous releases through 
steam relief valves under post-accident conditions 
PARKER, W 0 Duke Power Co 92/06/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ST0L2,J F Operating 
Raactors Dranch 4 Ip 13678 296 24X Fiche 30-269,02/06/22. 

020 6300099 


—0206300101 Public version of revised emerjeneg plan implementing 
procedures, includ ing Pmcedure HP/0/1009/10 re proceduret 
for quantifying gaseous releases through steam relief valves 
under po-st-accldent conditions 

CO/. S A , OWEN.T fl Duke Power Co 62/05/06 Opp 13678 297 
24X Fiche 50-269, 82/06 /22i 8206300095 


P Opirating license stage documents correspondence 


8206110236 Forwards "Abnormal Transient Operating Ouldeilnes (A700>, 
Part II,Vol 2 Discussion of Selected Transients!," "ATOD, Part 
i Procedural Guidelines'* L “ATOO, Part IliVol I Fundamentals 
of Reactor Control for Abnoraial Transients " 

HALL, U J Rabcock 6 Uilcos Operating Plants Owners Group HALLiH J 
Consumers Power Co 82/03/31 EISEMHUT, 0 0 Division of 
Licensing 33pp 13463 134 24X Fiche 50-297,82/03/31,0206110236 


—0206110240 "Abnormal Transient Operating Ouldelines (ATOfll.Part i. 
Procedural Ouidallnes ” 

KELLY. J.O Sabcock Uilecix Co 82/03/23 91pp 13463 167 24X 

Fiche 50-287,02/03/31,6206110236 


— 8206110247 "Abnormal Transient Operating Guidelines lATQO),Part Il-Vol 
1 Fundamentals of Reactor Control for Abnormal Transients ♦* 

Three overs Ise figures end Aperture cards are availabls ia 
PDR 

KELLY, J ^ Babtock & Uilcoi Co 82/03/23 343pp 13463 250 

24X Fiche 50-287.82/03/31,0206110236 


— 0206110255 "Abnormal Transient Operating -Ouidelines lATQOl.Part Il-Vol 
2 Discussion of Selected Transients " Seven oversite figures 
end Aperture cards are available in PDR 

* DabcocSr Ullcac Co 82/03/23 240pp 13464 220 24X 

Fiche 50-207 , 02/03/31 , B206i 10236 


0206280071 Addl response to FQIA request for eight categories of 
documents. Forwards documents listed in App A Docueients 
listed in App 8 available In PDR. Canf identla 1 financial 
info deleted 

FELTON. J. M Division of Rules and Records 02/05/13 MCMURRAY, C M 
Kirkpatrick, Locthart. Hill, Christopher & Phillips 28pp 
13638 055 24 X Fl c he. 50-000, 82/05/12. 8206280071. 


'--8103020313 Updates 001222 memo re decisions for degraded cooling 
rui email ing. Steering group to issue justification for 
rulemating activity in advance of agreement on quantitative 
safety goal Examples of valve mi soperatlnn provided 
MEDEIROS, ti 8 Reactoi Systems Standards Brancb 81/02/02. 

ARLOTTO. 0 A Division of Engineering Standards 20pp. 13630 102 

24X Fiche 90-000,82/05/12,0206280071 


— 62021 7040S Forwarifs safety evaluation re NURE0-0737r Item XI K 2 9. 
"Tailure Mode Effects Analysis on Integrated Control Byq " 
plant design meets all regulittery requirements 
8PEI0, T. P Assistant Director for Reactor oafety. 02/Ot/2B, 
NOVAK. T. Assistant Director for Operating Reactors 7pp 
13639 075 24X Fiche 50-000^82/05/12.8206300071 


0rO6(J3O225 Forwards design proposal "Instrumentat ion to- Detect 
Incidequatu Gore Coolxng " Ropt submitted in response to 
mf»E0-'O7 37 Item II F ^ 

PARKER. VJ Q Duke Poiucr Co 02/05/25 DENTON, H R Office of 
Nuclear Reactor Rogulation. Directoi STOLZ.J F Opeiating Reactors 
Branch 4 2pp 13537 147 24X Fiche 50-269,02/05/25.0206030225 


— 02OfoO3O?JO " I ns truT«entati on to Detect Inadequate Coi e Cnoling,'-' dusLcin 
proposal 

^ Duke Power Co 02/05/24 17pp 13337 149 24X 

Fiche 50-269-02/03/25,0206030225 


6206040349 Forwards addl info re upgraded senior reactor operator 6 
reactor operatior training 6 training for mitigating core 
danagsrin resp-onso to 020406 requast 

PARKER. N Q Duke Power Co 02/05/25 DENTON, H R Office pf 
Nuclear Reactor Regulation, Director STOLZ.J F Operating fleaclars 
Branch 4 20pg 13354 0/6 24X Fiche SO-269, 02/05/25, 0206040349 


6206240455 Forwards Amends 112,112 L 109 to Licenses DPR-3B, rPR-47 I 
DrR-55, respec 1 1 volg %t notice of issuance 6 availability 
Atienas delete Sections 1 1 ?< I 2 from App B to Tech Specs 
NAGN£R.P C Operating Reactors Drench 4 02/05/27 PARKER. W H 

Duke Power Co 4pp 13620 122 24X Fiche SO-269, 02/05/27, 

B206240455 


—8206240450 Amends U2, 112 h 109 to Licenses DPn-30, DPR-17 DPI<-55, 
respect ivel g, deleting Sections 1 1, "Station Cooling Nater 
Sgs Thermal Limits ■' ?< 1 2, "Chemical Discharge Limits," 
from App B to Tech Specs 

STOLZ.J F Operating Reactors Branch 4 02/05/27 9pp 

J3620 126 24X Fiche 50-269,02/05/27,820 6240455 


— &2-062404S9 Notice of issuance it availability of Amends 112.112 & 107 lo 
Licenses DP R-36< DPR-47 t, DPR-55, res p ectlv b 1 y 
STOLZ.J F Operating Reactors Branch 4 02/05/27 2pp 

13620 135 24X Fiche 50-269,02/05/27,8206240455 


0206080183 Forwards response to 820219 info request re environ 
qualification of TMl action items 6 response to IE Bulletin 
79-oiB. "Environ Bual if Ication of Class IE Equipment " 

PARKER. U 0 Duke Power Co 02/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 13420 262 24X 

Fiche 50-269. 82/06/01,0206000103 


0206110285 Responds to Generic Ltr 02-10 request far status of 
completion of certain NUREO-0737 items scheduled for 
implementation after 020301 Tabulation end 

PARKER, M 0 Duke Power Co 02/06/04 DENTON, H R Office of 
Nuclear Reac tor Regulation, Director STQLZ, J F Operating neactors 
Branch 4 5pp 13467 074 24 X rich e 90-269, 02/06/04, 82061 i 0209 


8206100041 Forwards request for addl info re adequacy of station 
etectrlc distribution sys voltages Response requested within 
60 days of ltr receipt 

STOLZi J F Operating Reactors Branch 4 02/06/00 PARKER. W f) 

Duke Power Co 3pp 13970 084 24X Fiche 50-269,82/06/08. 

0206180041. 


B206090153 Generic Ltr 82-tl to all LklR reactor plant licensees L 
applicants r« transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event M/t> encl, 

eiSENHUr.D 0 Division of Licensing 82/06/09 HAOSPURO. A 
Consolidated Edison Co of New York KOESTER.O L Kansas Oas 8c 
Electric Co I3pp 13557349 24X Fiche 50-000,03/06/09. 

8206D90153 


8206lB>0tG4 Notifies that response to 820311 questions re low tomp 
overpressure protaction will be delayed until 820703 Delay 
due to manpower limitations L other higher priority issues 
PARKER. M 0 Duke Power Co 02/06/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 13553 072 24X 

Fiche' 50-269. 02/06/11,8206100104 


6306250373 Notification of 620720 meeting u/BLW owners group In 
Bethesda,MD to discuss small break model verification 
program 

V1S8IN0,G S Operating Reactors Branch 4 82/06/17 8T0LZ. J F 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche 90-000,02/06/17,8206250379 


B2D6290090 Requests addl info re auxiliary feedwater header repair 
reported in RQ 207/82-06 on 880514 

HOVAK. T M Assistant Director for Operating Reactors 02/06/23 
PARKER. If □ Duke Power Co 4pp 13661’ 295 24X 

Ficbf : 50-287 , 08/06/23, 8206890090 
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Q Irsflection v^portsf IE Qulletin^ 8« correspondence 


ecO£07<J6S3 Responds to URC 611331 Hr re preparedness improvement Iteme 
emergency plan deficiencies noted in IE Emergency 
freparodness Appraisal Repfca 30-269/01 -13. SO-370/Bl -13 »* 

50-2C17/61-13 

P/iR/ER. Ii* O Duke Pouer Co 62/01/25 O'REILLY, J P Region 2. 
Atlanta. Office of the Director <01/03/01) I2pp 13390 OlB 
Fiche 30^-269 62/01/25,0206070623 


— 'B206070632 Fan;^a^ds IE Emergency Preparedness Appraisal Repls 
50-269/61-13,50-270/81-13 6 50-2B7/B1-13 on B10Q2/J-0903 L 
lists of energency preparedness def icienc ies. preparedness 
irprovemertt items U emergency Plan deficiencies 
0'fiE£LLY<tJ p Region 5. Atlanta, Office of the Director 
(01/03/01) 91/12/31 PARKER. W a Duke Power Co lOpp 

13390 030 34X Flche 50-269.85/01/23.0206070623 


--6206070645 lE Emergency Preparedness Appraisal Repts SO-269/81-13, 
30-270/81-13 6 30-207/81-13 on 910024-0903 No noncompliance 
noted Gignlficant appraisal deficiencies identified in 
post-accident sampling capability 

KEVEHN, T A . HARSTON. R R , MCFARLAND, C R Division of Emergency 
Prepaiedness Operational Support 61/12/24 44pp 13370 040 
24X Flche 50-269.92/01/23.0206070623 


ea06070330 Foruards IE Insp Repts 30-269/62-13,30-270/82-13 8« 
30-207/82-13 on 020429-30 No noncomp I ianco noted 
DANCE, H C Division of Project & Resident Programs 62/03/13 
FARi<EFl, n a Duke Power Co 2pp 13363 113 24X 

Fichfi 50-267,82/05/13,8206070350 


--B206070360 IE Insp Repta 50-267/62-13.50-270/82-13 4, 30-267/82-13 on 
&20429-‘30 No none omp 1 1 anc e noted Major areas inspected once— 
through abeam generatqr auxiliary feedwater ring heater 
distortioin damage on Unit 3 

ECOHQMOS.N . HERDT, A R Region 2, Office of Director 62/03/12 
4pp 13363 U3 24X FI Che 50-269,82/05/13,8206070350 


0206070125 Forwards evaluation supporting relief from ASME code 
requiraments for core flood nuiile welds Decision Is based 
on re-ova luat ion of 820*108 denial 

WAGriE«,P C Operating Reactors Branch 4 8S/03/17 PARKER. W 0 

Duka Power Co 4pp 13424' 336 24X Fiche 30-269,82/05/17, 

6206070125 


-0206070128 Safety evaluation supporting relief request for facility 
inservlce testing program Request granted based on 
rec one i Jera tion of original decision 

* Operating Reactors Branch 4 82/05/17 2pp 13424 360 34X 

Pi Che 50-269.92/05/17,0206070125 


— 6206O7O13G Notice granting relief from A3ME code, Section XI, “Rules for 
Inservlce Insp of Nuclear Power Plant Components " 

STOLZfJ F Operating Reactors Branch 4 82/05/17 2pp 

13424 362 24X Fiche 50-269.82/05/17,0206070125 


8206070713 Ack receipt of 820420 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/02-09, 
50-270/82-09 JL 50-207/82-09, 

LEWIS* R C Division of Project 8. Resident Programs 82/05/25 
PARKERrU O Duke Power Co Ip 13390 001 24X 

Flche 50-269. 82/08/25, B206070713 


8206070721 Responds to NRC 020304 Hr re violations noted In IE Insp 
Repts 50-269/02-09,50-270/82-09 U 50-287/92-09 Corrective 
actip-ns computer alarms ^ stataiarms being modified to 
include Group 0 position limits 

PARKER. W O Duke Power Co 02/04/20 0 'REILLY, J P Region 2, 

Office t)f Director 3pp 13390 002 24X Flche 30-269,82/05/25, 

B206070713 


—8206070732 Forwards IE Insp Repts 30-269/82-09.50-270/82-09 
50-307/02-09 on 020210-0310 U notice of violation 
LEU13,R C Division of Project t. Resident Programs 02/04/02 
iPABKER*W O Duke Power Co 2pp 13390’ 005 24X 

Fi Che. 50-269, 02/03/25, 0206070713 


8206070737 Notice of violation from insp on 020210-0310 
^ Division of Project Resident Programs 02/04/02 Ip 
13390 007 24X Fiche, 50-269, 02/05/23.8206070713 


0206070740 IE Insp Repts 50-269/02-09, 50-270/82-09 30-287/02-09 on 

BSOSlO-0310 Noncemp llance noted failure to follow procedure 
in calculating radioactive discharge operating axial 
power Shaping reds in violation of spec limits 
□RDERB.N , BRYANT, J 0, Division of Project 6 Resident Programs 
Ba/04/02 9pp 13390' 000 24X Fi Che- 50-269, 02/03/25, 0206070713 


0206220222 Ferwards IE Insp Repts 50-269/82-07,50-270/82-07 E. 
50-207/82-07 on 02OStO— 14 No noncomp 1 lance noted 
DANCE, H C Division of Project & Resident Programs 02/05/27 
PARKER, W D Duke Power Co 2pp 13571 312 24X 

Flche 30-269,82/03/27,0206220222 


— S206220226 IE Insp Repts 50-269/82-07,50-270/02-07 U 50-267/82-07 on 
020510-14 No noncomp 1 1 ance noted Major areas inspected 
licensee action on previous enforcement matters , organ i lat i o n 
administration training S. procedures 
SKINNER. P H . UPRIGHT, C M Division of Englneoring 6 Technical 
Programs S2/03/27 3pp 13571 314 24X Flche 50-269, 02/05/27, 

6206220232 


0202040147 IE Info Motiro 82-15, '‘Notification of NRC " Svt list end 
DEYCUNO.R C Director's Office, Dffice of Inspection and 

Enforcament 02/05/28 107pp 13426 095 24X 

Fiche 50-000, 82/05/20.0202040147 


0204210378 IE Info Notice 82-16, ”HP0I/RC1C High Qteam Flow SetpointB ■' 
Sve list and 

JORDAN, E L Division of Engineorlng & Duality Assurance 62/05/28 
lOJpp 13440 264 24X Fiche 50-000,02/05/20,0204210370 


8206070366 Furwards IE Safeguards Insp Repts SO-269/02-16, 50-270/02-16 
6 50-207/82-16 on 020316-20 Nd noncomp lianc a noted 
DANCE, H C Division of Project 8c Resident Programs 02/06/01 
PARKER, W a Duke Power Co 2pp 13363 001 24X 

Flche 50-269 ,02/06/01, 8206070366 


—0206070305 IE Safeguards Insp Repts 50-269/82-16,50-270/02-16 8< 
30-207/02-16 on 820316-20 No noncomp I ianc a notad Major areas 
inspected security p Ian, physl cal barriers, 1 ightlng & alarm 
stations Details withheld <T«f 10CFR73 21 > 

HALL, B L . MCOUIRE. D R Division of Engineering 8, Technical 
Programs 02/06/01 ip 13363 003 24X Flche 50-269,82/06/01, 

8206070366 


0206070736 Expresses appreciation 'for cooperation during J Furet site 
visit 

O'REILLY, J P Region 2, Office of Director 62/06/01 SMITH. J.E 
Duke Power Cu Ip 13389 166 24X Fiche 50-269,02/06/01, 

0206070730 


0206080103 Faruiards response to 020219 info request rv environ 
qual i f ication of THI action Items it response to IE Bulletin 
79-OlB. “Environ Qualification of Class IE Equipment " 

PARKER. N O Duke Power Co 82/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6T0L2, J F Operating Reactors 
Branch 4, 48pp 13420 562 84X Fiche 50-269,02/06/01.0206080183 


8204210300 IE Bulletin 02-02, “Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PHR Plants “ 

Sve list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 03/06/02 lOBpp 13527 150 24X 

Flche. 30-000, 82/06/02. 8204210300 


0204210303 IE Info Notice 02-17, “Overpressur I ration of RCB » 0ve list 
end. 

JORDAN, E L Division of Engineering & Quality Assurance 82/06/11 
106pp. i;i675 250 a4X Fiche 30-000,82/06/11,0204210303. 


0204210304 IE Info Notice 82-10, "Aiiessment of Intakes of Radioactive 
Matl by Workers “ 0vc Hit end 

DEVQUN<».A G Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp 13675 10? 24X 

Flche 50-000, 02/06/1 li 8204210304 


6206lB008i Forwards response to NRC 020315 request for addl Infn re 
IE Bulletin 80-11, ''Masonry Wall Design *' 

PARKER, if O Duke Power Go 02/06/15 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ, J T Operating Reactors 
Branch 4 133pp 13532 016 24X Fiche 50-869,02/06/19,6206100081 


8206250181 Clarifies util 010601 request for relief from volumetric 
exam of reactor vessel support sklr t-to-vessel weld* in 
response to NRC 020400 Itr Burface exam of outside surface 
equivalent to Inside surface oxem 

PARKER, W a Duke Power Co 02/06/13 DENTON, H R Office t>f 
Nuclear Reactor Regulation, Director BTOLZ. J F Operating Reactors 
Branch 4 2pp 13613 205 24X Fiche 50-269,82/06/13,0206290101. 


8206280366 Forwards notUe granting exemption from tOCFRSO App H 
in-vfssel mat! surveillance program requirements for 3-yr 
term 

EIEENHUT, D 0 Division of Licensing 82/06/16 PARKER, W □. Duke 
Power Cp 4pp. i3630;053 24X Flch i 50-269, 02/06/16, 8206290366. 
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2062 5 0370 Exemption front la-veis^l ot^tl surveillance program 
req.li ireme-nta for 5-(jr term 

STOLZi v/ F Operating l^eactors Oranch. A 92/'06/l& Duke Fouer 
Co 2pp 13630 037 24X Fiche 50*^269^ G 2/06/ 16> 8206230366 


— ‘32060B0050 Public version of Revision 3 to Emergency Plan Imp 1 omen ttri$ 
Procedure 1004 7, "Df f s ite/Onsi te Dooe Projections " 

WELSGM.H 6 . TODLE.R J General Public Utilities >* GPU Service 
Corp 82/05/07 20pp 13441 130 24X Tiche 50-289,82/05/27. 

8206090039 


R Periodic operating reports & related corre spondence 


6206310072 Forward s monthly operating repts for Hay 1982 

PARKER, W 0 Duke Pouer Co B2/06/15 Director's Office. Office 
of Inspection and Enforcement Ip 13560 009 24X 

Fiche 50-269.82/06/15,8206210072 


—8206210077 Monthly operating repts for Hay 19B2 

flEAVlS. J A Duke Pouer Co 02/06/15 I7pp 13560 010 24X 

Fiche 5 0-26 9 1 02/06/15.8206210072 


8 Reportable occurrencesi LERs t< related correspondence 


G206160229 Releases public version of revised emergency plan 
implementing procedure 

FELTOW. si M Division Of Rules and Records 82/06/14 Document 

Management Branch Ip 13540 085 24X Fiche 50-2B9. 92/06/ 1 4, 

0306 <60238 


— 8S0616O234 Foruiards public ve»*sion of Revision I to Emergency Plan 
Implementing Procedure 1004 14 "Hon i tor mg/Cnntr ol 1 ing 
Liquid Discharges for Normally Uncontaminated Sys " 

* General Public Utilities - GPU Service Corp 02/06/04 
DENTON, H R Office of Nuclear Reactor Regulation, Director Ip 
13540 0D6 24X Fiche 50-289.82/06/14.8206160228 


8206010126 Foruiards LER 82-006/OlT-D Detailed event analysis end 
PARKERrM □ Duke Potuer Co 82/05/14 O'REILLY. J P Region 2. 
Office of Director 4pp 13300 oi9 24X Fiche 50-287.02/05/14. 
8206010128 


— 8206160341 Public version of Revision 1 to Emergency Plan Imp lemoriling 
Procedure 1004 14. "Monl fcoring/Controll ing Liquid Discharge 
for Normally Uncontaminated Sys *' 

* General Public Utilities - GPU Service Corp B2/05/2B 6pp 
13540 087 24X Fiche 50-299.02/06/14.020 6160238 


— 8206010135 LEr 82-006/01T-0 on 820430. vi sub 1 insp of internal auxiliary 
feedhiatar header in both steam generators revealed header 
deformatioh Caused by Inadequate design to uithstand 
tharmal S. pressure forces External header to be installed 
NQRRI8. J F Duke Pouer Co 03/05/14 Region 2. Office of 
Director 7pp 13300 023 24X Fiche 50-287.82/05/14.0206010123 


8206210029 PNQ‘-II-02-O6S visual it ultrasonic exams revealed cracks in 
51 of 96 thermal shield bolts Removal of bolts it associated 
locking clips revealed 19 of 27 bolt heads broken Bolts will 
be replaced u/stU'd it nut assemblies 

lONATCHIS.A J . HERDT.AR Region 3. Office of Oirector 03/06/11 
ip 13960'0a2 g4X Fiche 50-207.82/06/11.8206210029 


9206300111 FoTkiards updated LER a2-006/0iX-l Detailed event analysis 
end. 

PARKER. H 0 Duke Power Co 82/06/14 □'REILLY, J P Region 2. 
Office of Director I3pp 13656 054 a4X Fiche- 50-207. 82/06/ 14. 
8206300111. 


— 02063001 IS Updated LG« 02-006/01 X-l on 820430, vlsua I Imp of Internal 
auxiliary feeduater header in both steam generators revealed 
deformation of header Caused by inadequate design to 
uithstand thermal it pressure farces of cold feeduater 
NORRIS. J F. Duke Power Co 82/06/14 Region 2, Office of 
Director Ip 13656 067 24X Fiche 30-287,82/06/14.8206300111 


V Operator Examinations 


9206010027 Informs that third operator feedback workshop is to be held 
on B203S5-26 in Atlanta. OA ta discuss NRC policy on 
overtime, operator licensl ng. exams 6 requirement for second 
senior reactor operator on shift as of 820701 

STOLZi J. r. Operating Reactors Branch 4 B2/05/10 PARKER, N 0 

Duke Power Co. 3pp 13319 337 24X Fiche 30-269.03/05/10, 

8206010027 
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F, Becurltg. medlcali emergency 6 fire protiction plans 


8206010391 Confirms etatus of A0LB restart Items 2010 a-OOlO b. 
discussed during B2Od06 emergency preparedness meeting 
State pamphlet & risk county brochures distributed by 
B20901 Emergency info distribution plan end. 

HUKiLL.fl D General Public Utilities - GPU Service Corp 82/05/25 
0R1ME8. 0 K Division of Emergency Preparedness 6pp 13311 332 
24X Fiche 50- 2B9» 82/05/23, 8206010391 


8306030039 Releases public version of revised emergency plan 
Implementing procedure 

FELTON* U M Division of Rules and Records 82/05/27 Document 
Hanagement Branch Ip 13441 128 a4X Fiche 30-209.82/05/27. 
8206080039 


— 82060B0045 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure 1004 7, ''Of f si te/qnsi te Dose 
Projectione , ” Receipt form encl, 

NASH, B. General Public Utilities - OPU Service Corp 02/05/18 
DENTON, H R Office of Nuclear Reactor Regulation. Director. ip 
1 344 1129 24X FIch# 30-289. 02/05/27, 9206080039. 


8306280655 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M bivisian of Rules and Records 62/06/32 Document 
Management Branch Ip 13630 150 24X Fiche 50-309.82/06/22, 

0306260635 


— 6206380662 Foruards public version of Revision 3 to Emorgency Plan 
Implementing Procedure 1053, "Emergency Equipment 
Readiness " Receipt form end 

* General Public Utilities - GPU Service Corp 02/06/10 
DENTON.H R Office of Nuclear Reactor Regulation, Director Ip 
13630' 151 24X Fiche 50-389,03/06/22.8206280655 


— 8206200669 Public version of Revision 3 to Emergency Plan Implementing 
Procedure 1053, "Emorgency Equlpotent Readiness " 
n General Public Utilities - GPU Service Corp 02/06/03 37pp 
13630 152 24X Fiche 50-309,02/06/23,6206200655 


G Adjudicatory correspondence 


8306290071 AddI response to FOIA request for eight categories of 
documents Forwards documents listed In App A Dpcuments 
listed in App s available In PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/03/12 MCMURRAY, C H 
Kirkpatriclc. Lockhart. Hill, Christopher 6 Phillips 2Qpp 
13638 055 24X Fiche 30-000,02/05/12,82062 00071 


8206040274 Reply to parties' comments on Special Master 020428 rept 
ASLB should reject Special Master find inga, condus Ions 6 
Tecommendations per NRC earlier comments Certificate of 9vc 
end 

GOLOBERO.JR Hearing Branch 2 WAGNER, M £ Hearing Branch 4 
82/03/20 6pp 13339 tOl 24X Fiche 30-289,02/03/28,8206040274 


8206040292 Reply to TMI Alert comments on Special Master 820429 rept 
ASLB acted properly In inviting Miller comments Certificate 
of Sve end 

MILLER. G P Metropolitan Edison Co 02/05/26 Spp 13354 101 
?4X Fiche 50-289,82/03/20,8206040292 


8206040025 Order requesting NRC to submit update of emergency responie 
plan bt implementation of plan L status of coordination of 
plan «c Implemantatlon u/lic ensB e. federa 1 r state 6 local 
agencies 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 92/06/01, 
Office of the Executive Legal Director 3pp 1334B 356 2AX 
Fiche 30-289,82/06/01.8206040023 


8206040193 Reply comments on licensee, NRC, ltr~designated Individuals 
MM, 0 *c H St 0 Miller comments on Special Master 820428 rept 
on cheating Certificate of Sve encl 

AAMODT. M M Aamodts. The 82/06/01 34pp 13359,340 24X 

Fiche 30-289.82/06/01,0206040198 


820604D2S6 Advises that UCS will file no reply to comments on Special 
Master decision If other parties use filings to reply to 
UCS questions, UCS should get i-wk extension to reply 
WEISS, E.R Harmon 6 Wfiis HEI88>E R, Union of Concerned 
Scientist! 02/06/01 SMITH, I W , JORDAN, W H , LITTLE, L W Atomic 
Safety and Licensing Board Panel Jp 13335.200 24X 

Fiche' 50-209, 82/06/01.8206040226, 
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©2-0*070556 Ro-ply to oth«r parties' comfnenfcs on Special Matter 020428 
rept Zt (ftSLQ tentative Pinal draft Certificate of 8vc end 
SLAKE.E t Metropolitan Edison Co BLAKE i E U 36au. I^lttmanr Potts 

6 Treub ridge 82/06/01 39pp 13373 008 24J< 

Flch* 50-209. 92/06/01. 0206070596 


8206070563 Reply comments to licensee. NRC. 0 Miller U ltr-<Jesignated 
IndWidualt O. u J< MM comment* Special Master 020420 rcpt 
Certificate of 3vc encl 

BRAOPORD. L Three Milo Island Alert 02/06/01 7pp 13372 323 
24X Piche 50-209.02/06/01,8206070563 


8206^70056 Request for hearing on license amends 6 conditions required 
prior to restart Certificate of Svc end 

JQftDANi W S People Against Nuclear Energy JORDAN. W 9 Harnon Zt 

Weiss 82/06/03 Commissioners lOpp 13360 224 24X 

Fiche 50-209.02/06/03.0206070006 


8206070519 Response opposing licensee B20524 motion re psychological 
health issue Deadlines should be estab 1 ished. If at all. only 
^?ter careful consideration All who raised health Issue have 
right to adjudicatory hearing W/Certi f itate of Svc 
JORDAN, W 5 People Against Nuclear Energy JORDAN. M S Harmon %t 
W«li* 83/06/03 Commissioners aspp 13374 331 24X 

Flch* 30-289.02/06/03,0206070319 


8206090007 Response opposing licenses 020524 motion re psychological 
health issu'e If Commission adopts licensee suggestions. NRC 
ulll he blatantly violating NEPA requirement to act In good 
faith Certificate of Svc encl 

8RADPCRD.L Three Mile Island Alert 82/06/03 Commissioners 
6pp 13438 332 a4X Ficha 30-209.02/06/03.0806090007 


82O6tD0'099 Motion for extension of time to answer licensee 820524 
motion re psychological health issues people Against Nuclear 
Energy 020603 answer not received until 020607 Certificate 
of Sve encl 

OCJLDBERDj J R Hearing Branch 2 02/06/00 Commissioners Spp 

13449 213 24X Flche 50-209.02/06/00.0206100099 


B2O61O0317 Advises of ASLAD member RL Ootchy recusal from any 
participation in judging Aamodts appeal Ootchy involved in 
issue of increases In case* of neonatal hypothyroidism while 
memter -of NRC staff Appearance of impropriety to be avoided 
OOTCHV.R, L Atomic Safety and Licensing Appeal Panel 82/06/08, 
Hstropplitan Edison Co 6pp 13444 162 24X Fiche 50-289. 02/06/08, 

8206100317 


0206100331 Order advising that oral argument divided Into two phases, 
one -on Aamodts appeal ti one on all other issues Both phases 
to be hoard an 020624 

SHOENAKERrC J, Atomic Safety and Licensing Appeal Panel 82/06/00. 
2pp 13444 183 a4X Flche 90-289.02/06/08.6206100331 


0206140034 Answer to licensee 820524 motion re psychological health 
Usut Qucstien of Whether NEPA requires hearing on 
psychological stress should not be decided before need for 
ivppl to EI3 determined Certificate of 8vc end 
C'DLDBERO. J R Hearing Branch 2 MAONER. M E Hearing Branch 4. 
62/06/10 Commissioner* 33PP 13486.078 24X 

Flche S0-2Q9> 8S/06 / 1 Oi B206 1 40034 


8206160094 Advises that UC8 has no need to respond since heither NRC or 
Licensee made any substantive comment on relationship 
between Special Master decision 6 partial Initial decision 
on giant design 6 procedures 

WE 183, E R Harmon 6 Weiss WElSS. E R Onion of Cnnceirned 
Scientists 82/06/11 SMITH. 1 Wr JORDAN. W H . LITTLE, t.W Atomic 
Safety and Licensing Board Panel Ip 13517.300 24X 

Ficbs 90-209.82/06/11,8206160094 


6206170134 Advises that JR Gray will present argument for NRC at oral 
argument on emergency planning Twenty minutes each leiU be 
allotted for Aamodt. licensee 6 Commonwealth appeals 

R Hearing Branch 4 82/06/11 0HOEKAKER.C J Atomic 

Safety and Licensing Appeal Panel Ip, 13930229. 24X 
Flche S0“289. 02/06/11. 8206170134 


8206100342 Response to A8LAB 820601 order It motion for le#vi to file 
affidavit. RE Rogan describes coordination of actlvitie* of 
personnel at emergency operations facility before arrival of 
emergency support director Certlficato of 8vc end 
ZAHLER.R. E Metropolitan Edison Co ZAHLER,R E Shaw. Pittman> 
Potts Ia Trowbridge 82/06/16 Atomic Safety and Licensing Appeal 
Panel 5pp 13949^04. 24x riche> 50-269. 02/06/16. 020*100342 


—8206100344 Affidavit af RE Rogah in response to ASLAB 020601 Order, 
Licensee expects senior company mgt. environ assessment 
company staff 6 sanior NRC It Bureau of Radiation Protection 
representatives to mate decisions before director arrives 
RCX3AN.R e General Public Utilities - GPU Service Corp 82/06/15 
QOpp 13949 209, 24X Flche' 90-889. 82/06/16. 0206180342 


B206S10047 Response to AStAB ^0601 order requesting elaboration on 
certain emergency planning Issues Provides info on statui of 
coordination S. implementation of NRC incident response plan 
(i reasons for staffing eriergancy operations facility 
GRAY. J,R Hearing Branch 4. 82/06/17 I6pp 13560 044 a4X 

FlctiB 30-209 , 02/06/17.8206210047 


—8206210048 Affidavit of JE Himes responding to ABLAB 020601 orders 
OuastLon lire update of NRC incident response plan Dlscusss* 

HRC plans procedures Ir coor dinatinn w/other federal 
agencies Prof qualif Lea t ions end 

HIMES. J E Dlrectnr's Office, Office of Inspection and 
Enforcement 02/06/17. 7pp, 13960 060, 24X 

Flche 30-289.82/06/17,0206210047 


— 8206210051 Affidavit of CO Gall In* responding to A8LAD 020601 order 
Question 1 re update of NRC incident response plan Current 
regional suppl to NRC plan coordinated w/Ucen*ee Prof 
qualif Ications & Certificate of Bvc end 

GALLIHA.C. O Region I, Office of Director 02/06/17 Upp 
13560 067 24X Fiche 90-209. 82/06/17.0206210047 


0206240236 Responses opposing People Against Nuclear Energy BS0603 
request for hearing on license amends & conditions required 
prior to restart Discretionary hearing cannot be made 
mandatory solely by requesting hearing W/Gertlf icate of Bvc. 
TROWBRtDOE.G. F Hetropol i tan Edl son Co 02/06/18 Coinmls sinners 
'^pp 13597^ 300 24X Fiche 90-289. 02/06/10.0206240236 


0206240247 Memorandum 8. order relieving parties of serving WW Cohen. 

Mt Lewis, TJ Oermine.JE Minnich 6 RQ Pollard 

SMITH, I M Atomic Safety and Licensing Board Panel 02/06/10. 2pp, 
13599:040 24X Flche 90-209,82/06/18,0206940247 


0206230093 Answer opposing People Against Nuclear Energy 820603 request 
for hearing on license amend* L conditions required prior to 
restart Unnecassary to decide whether hearing required since 
hearing already held Cortificate of Bvc encl 

QOUDBERO.J R Hearing Branch S 05/06/23 Commissioners lOpp 
13616 269 24X Fiche 30-289.82/06/23,8206250093 


H Qeneral correspondence 


0286070118 Responds to Itr inquiring about restart of fadl ity. Re start 
will be delayed until at least Oct 1902 due to steam 
generator problem 

BERKOWtH N Planning L Program Analysis Staff 82/09/29. NA8H*J 
Affiliation Unknown 3pp 13424 391 24X Fiche 50-209, B2/03/25, 

0206070110. 


8206070121 Responds to Itr inquiring about restart of facility Restart 
will be delayed until at least Oct 1902 due to steam 
generator problem, 

BERKOH, H N Planning & Program Analysis Staff 02/09/29. 
hECKLiNO, M Affiliation Unknown 2pp 13424354 24X 

Fiche. 90-209. 02/09/29, 0206070121 


0206080191 Responds to undated Inquiry re restart of THI-i 
Determination will be made in near future as to whether Unit 
£ should b« allowed to operate Restart will b» delayed until 
at least Oct 1982 due to steam generator problem 
BERKQW, H N Management Analysis Branch 02/09/25 NA8H1J 
Affiliation Unknown 9pp 13442 OOB 24X Flche: 30-209. 82/09/25i 
8206080191 


P. Operating license stage documents 6 correspondence 


Q206a40449 Notification *f contract execution, *'Roanalysis of Existing 
Data Frofli Telephone Survey* C«-ncerning TMI. " awarded to 
Uniformed Bves Univ of Health Sciences. 

MILES. E Q. Technical Assistance Contracts Branch FIN B-0614. 
02/04/22 VOLLMER.R H , RaTMBUN. P Division of Engineering Ip 
13620:096 24X Fiche 50-209,82/04/22.8206240449. 


— 0206240493 Ltr Contract NRC-03-8a-l83 "Reanalysls of Existing Data 
From Telephone Burvays Concerning TMI." awarded to Uniformed 
3vcs Univ of Health. Beisnees. 

MATTIA, M J Technical Assistance Contracts Branch FIN B-8614. 
02/04/22. CRANFORD, K B. Uniformed Servicei Untv, of the Haalthi 
Sciences Bpp 13620 097. 24X Flche 50-289,02/04/22,8206240447. 


8206010031 Forward* Amend 77 to License DPR-90. safety evaluation It 
notice Of issuance b availability Amend revises 
administrative controls section of Tech Spec* to reflect 
major changes In organisation h safety review process 
8T0LZ.J F, Operating Reactors Branch 4 02/04/28 HUKILL. H D 

General Public Utilities - CPU Bervlce Corp, Ip. 13319 220 24X 

Fiche 90-289. 02/04/20. 8206010031 
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— 0206010034 ^dvltos of isfluantic of rt;nend If to License DPR-50- revi sinq 
administrative controls section of Tech Specs to reflect 
major changes in orjanl latlon U internal safety revieu 
process 

GOLDPERCi J R Office of the Eiecutive Ueaol Director 02/04/20 
EDLES-& J p nuCK, J H . K0li,.C M Atomic Safety and Licensirg 
/tppeal Panel 9pp 13319 221 24j(Fiche 50-289,02/04/23. 
8206010031 


—8206010039 AcnencJ 77 to License DPR-30. revis in® administrative controls 
section o# Tech Specs to reflect major chanpas in. 
organ iration it internal safsfcij roviau; process 
STOLZjJ F Operating Reactors D-ranch 4 32/04/28 Sip 

13319 226 24X Ficha 50“2S9i 03/04/ 28# 0206010031 


— 8206010043 Safety evaluation supporting Amend 77 to License DPR-50 
» OfficB of Nuclear Reactor Regulation* Director 82/04/20 Spp 
13319 257 24)1 Ficho 50-209, 83/04/28* 8206010031 


8206010463 Fcruiards Tech Spec Change Reciuest 103, Revision 2 re propoaett 
changes to Tech Spoc^ for min conditions for criticality, 
instrument operating conditions 6 accident monitoring 
i nstr umenta tl on 

HUAILL. H D General Public Utilities - GPU Service Corp 83/05/20 

STOLZ,J F Operating Reactors Branch 4 Ip 13315 303 24X 

riche 50-289.82/05/20.8206010463 


--0206010469 Tech Spec Change Request iOG.Revlslon 2 changing Tech Spe<* 
re min conditions for cri tlca 1 1 tg, i nstrument operating 
conditions 6 accident monltoi ing instrumentation 

TOOLE, R General Public Utilities - GPU Service Corp fl3:/O3/30 
4pp 13313 304 24X Flche 50-289,82/03/20,0206010463 


^‘0206010474 Proposed Tech Spec chenges ic min conditions for 
cr 1 1 i cal 1 tg , instrument operating conditions & accident 
nonitoring instrumentation 

^ General Public Utilities - GPU Service Corp 02/05/20 aSpp 
13313 308 24X Flcho 30-299,02/05/20.8206010463 


— 8206010045 Notice of issuance 6 availability of Amend 77 to License 
DPR-30 

3T0LZ,J F Operating Reactors Branch 4 B2/04/2Q 2p 

13319 262 a4X Fichfl 30-2Q9, 82/04/28, QSO'6010031 


0206230007 Addl response to FQIA request for eight categories of 
documonts Forufards documents listed in app Financial info in 
Documents 3-34,3-35 6 5-11 deleted 

FELTOM. J H Division of Rules and Records 82/04/29 ttCNURRAYiC M 
ttirkpatric t, Lockhart, Hill, Chrlstophor Ic Phillips 21pp 
13604 044 24 X Fiche 90-000,82/04/29,8206230007 


— 9103270322 Forwards Revision 1 to "Methodology te Content of THI-1 
Quality Classification List " Requests rtvieu to determine 
completeness of str uctures, sy s & components 
HAASS, U P Quality Assurance Branch 81/03/18 Quality 
Assurance Branch 3pp 13605 211 24X Flche 90-000,82/04/291 

8206230007 


—0103270333 Revision 1 to ‘'Methodology L Content of TMI-I Quality 
Classification List " 

G-DL1AM,T Oenoral Public Utilities - GPU Service Corp E8-0il Rt 
81/02/13 40pp 1360S 213 24X Flche 90-209* 62/04/29, 

8206230007 


— -8206230044 Forwards escerpt from testimony developed b-y Div of 8ys 
Integration re litigation of UCS Contention 14 in THI 
restart hearing, Doflnltions of "important to safety" & 
"safety-grade" provided 

CA5E*E Q Division of Safety Technology 92/04/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ?pp 13604 209 
24X Fiche 90-000,62/04/29,9206230007 


02O6OBO442 Notification of contract execution, Mod 2 to "Psychological 
Stress Generally & Psy chologleal Stress In Vicinity of THI ''' 
Contractor Mitre Corp, 

FIELDS, J A, Technical Asslttance Contracts Branch NftC-O3-02-l 13 
82/05/06 VOLLMER. R H Division of Engineering. SIN16GALLI.A NRC 
- No Detailed Affiliation Given Ip 13440 119 24K 

Fiche. 30-2891 92/05/06, 8206080442. 


— 82D60B0449 Mod S, incorporating RN Perry as participant in 820204-05 
workshop* to "Psychological Btress Generally & Psychological 
Stress in Vicinity of TMl " 

MULLEN, D.H Mitre Corp HAGAN, T P, NRC - No Detailed Afflllatian 
Given ffRC -03-62- 113 82/03/06 ip 13440 120. S4X 

Flche 50-28 9. B2/0S/06, 0206080442. 


9206280071 Addl response to POIA request for eight categories of 
documents, Foruiards documents listed in App A Documents 
listed in App B available In PDR Confidential financial 
info deleted 

FELTON, J.M Division of Rules and Records 02/05/12 MCMUFRAY, C M 
Kirkpatrick, Lockhart, Hilli Christopher fa Phillips, 28pp 
13638.035. 24X Fiche 50-000,82/05/12,6206200071 


— 8104030659 Responds to 81031G request for quality class Lf icat ion list 
review Unequivocal info should be provided in list to 
indicate portions of each sys In Clats 1, Glass IN or 
Class 2 

ROSA, F, Instrumentation fa Control 8yst»ms Branch, 81/03/30 
HAA88, W. F Ovality Assurance Branch 2pp, 13639 149 24 X 

Fiche* 50-000* 62/09/12, 6206260071 


— 82062C0147 Forwards work item implied by TMI-l hearing board partial 
decision re Item IT Hr "Integrated Control Sys " 

ROSSIiC, E Instrumentation fa Control Systems Branch 87/0 1/QB 
MATT80N.lt. Division of Egstems Integration (post 8110053 2pp. 
13639.120 a4X Fiche 90-000,62/05/12,6206280071 


820629013Q Notification of contract execution, Mod 3 to “Psychological 
Btress Generally fa Fsychologica 1 Stress in Vicinity of TMI " 
Contractor Mitre Corp 

FIELDS, J A Technical Assistance Controcts Branch NRC-03-82-in 
82/05/21 VDLLMER.R H , BINISGALLt, A Oivisian of Engineering Ip 
13630 266 24X Flche 90-26?, 82/05/21, 8206200138 


— 8206280144 Mod 3, incorporating RW Perry as participant in 020204-05 
uorkshop.to "Psychological Stress Oonoral ly fa Psychological 
Stress in Vicinity af TMI " 

MULLEN, 0 W Mitro Corp HAGAN, T F Technical Assistance 
Contracts Branch NRC-03-e2-H3 82/05/21 Ip 13630 267 .J4X 

Flche 90-209,02/05/21,6206200138 


8206060130 Responds to NRC 620519 Itr re arrangement of meeting u/ 
contractors who are studying socioeconomic impacts to 
Chesapeake Bay resulting from discharge of TNI processed 
water to Susquehanna River 

WATKINS. a B Maryland, State of 82/05/26 LYNCH, 0 D TMI Program 
Office 2pp 13423 024 24X Flche 90-209.82/05/26.0206060130 


0206040172 Foruords responses to NRC B10821 fa 1218 requests for addl 
Info re presiurlied thermal shock to reactor pressure 
vessel Final rept uilll be issued at end of June 1902 
hiUKILL, H D Oenoral Public Utilities - GPU Bervice Corp 02/06/01 
EJSENHUTtD 0 Division of Licensing I9pp 13360 027 24X 

Ficha 50-269, 02/06/01, 8206040172 


8206160201 Forwards response to Generic Ltr 82-iO, "Po«t-TMl 
Requirements " 

HUKILL.H D General Public Utilities - GPU Service Corp 02/06/0? 
EIEENHUT.DG Division of Licensing 5pp 13921.124 24X 

Flche 50-289,62/06/09,6206160201 


8206210069 Suppls 820921 response to Generic Ltr 82-09 N/exceptlpn at 
THI Itams II B 2 "Refflote Valve Operators," fa II F 1.6 
"Containment Hydrogen Monitoring," listed items uill be 
completed by Oct 19Q2 

HUKILL.K D General Public Utilities - GPU Service Corp 82/06/J5 
EISENHUT.D 0 Division of Licensing 3pp 13560 026 5?4X 

Fiche 50-289,82/06/19,8206210069 


9S062S037S Notification of 820720 meeting u/DfaW owners group In 
BithesdatMD to discuss smell break model verification 
program 

VIBSINO.O 8 Operating Reactors Branch 4 02/06/17. STOLZ, J F 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche 50-000,02/06/17,6206250375 


6206290231 Comments on proposed NRC regulatory position re pressurized 
thermal shock, requested at 82060? meeting u/NRC Input from 
various licensees u/B&W-destgned reactors Included 
HOCHINDiA P Babcock fa Wilcox Operating Plonts OuJners Group 

BQCHiNOrA P General Public Utilities - GPU Service Corp 82/06/22 

DENTON, H R Office af Nucleor Reactor Regulation, Dlractor 4pp 
13613 2SG 24X Flche- 50-209, 82/06/22, 8206250231 


Q Incpection reports, IC Bulletins fa correspondence 


8202040147 lE Info Notice 82-15, "Notification of NRC " Sve Hit end 
DEVOUNG.R C Director's Office. Office of Inspection and 
Enforcement 62/03/20 I07pp 13426* 0?3 24X 

Fiche 90-000, 62/05/20, 6202040147 


8204210378 tE Info Notice 82-16, "HPCI/RCIC High Steam Flout aetpolnts."' 
Sve list and 

jaRDAN, £ L. Division of Engineering fa Quality Assurance, 82/09/26 
I03pp. 13440-264 24X Fiche- 50-000, 02/05/28, 0204210370 
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IE Dulletiii 82-02f “DcgradAfc i ort of Threaded Faatanor-e In 
Reactor Coolant Pressure Qoundarg of PWR Plants ” 

Ewe li^fc end 

C€Y0Uf't3i R C Director's OfficEi Office of Inspection and 

Enforcenent tJ 2 / 0 ii >02 lOBpp 13327 ISO 24X 

Fic'he 50-000, D2/06/02, 8204210JBO 


&Sne!2£05&A Porujards IC Insp Rept 30-2a9/'G2-0t on 020413-0511 No 
Ticne crop 1 1 ^nce noted 

ETAFlDSfECKI.R Division of Project f. Resident Programs 02/Oi/O7 
KUKiLLtH 0 General Public Utilities - GPU Service Corp 2pp 
13579 02A 24X Fichc 50''?B9, 82/06/07, 8206220526 


*--02Ofe?2O53B IE Insp Rept 50-289/62-06 on B20413-0SII No noncomp llancc 
noted Major areas inspected previous msp f indingsi p lant 
Operations during long-term shutdoiiin including facility log 
Bt tours V RCS map & req^ual if icati on 

OHAY.E , lfAV£RK4MP,D , NICHOLAS* H Division of Project k Rftsident 
Pragrams 89/06/04 32pp 13579 020 24X Fxche 50-269, &a/06/07i 

82062 2 0526 


8206150194 Ack receipt of 020506 Itr informing NRC of steps tak&n to 
correct: violations noted In IE Health Physics Appraisal Rept 
30-289/00-22 Revleuj of actions documented In IE Insp Rept 
50-289/02-05 No reply req^uircd 

MARTIN. T T Division of Engineering h Technical Programs 02/04/00 

HUiitlLL, H D General Public Utilities - GPU Service Carp 2pp 

13501 335 24X Fiche 50-209.02/06/08.0206150194 


'-6a06li9020a Responds to NRC 801126 Itr re violations noted in IE Health 
Physics Appraisal Rept 30“'2B9/80-22 Corrective actions 
determined that absolute efficiency of 15X should be 
established for Ludlum 20001 HP-210 counting equipment 
HUKILL.K D General Public Utilities - QPU Service Corp 
02/05/06 HAYNES. R C Region 1, Office of Director Ip 
13501 356 24X Fiche 50-209.92/06/00.8206150194 


6204210303 IE Info Notice 82-17. ‘'averprossur i latlon of RCG " 9vc list 
«nc 1 

JORDAN. e U Division of Engineering 6 Quality Assurance 02/04/11 
lOftpp 13675 239 24X Flche 50-000,92/06/11,8204210303 


02O421OGB4 IE fqfo Notice 82-19, "Assessment of Intakes of Radioactive 
Mail by Workers,” Sve list end 

OEYCUNQ* R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 IBOpp 13673 189 24X 

Flche SO-OOO, 02/06/ 1 1 , 820 42 1030 4 


02O&1SO17O Forwards analysis of containment flood level, in response 
to MRC 611214 partial Initial decision 4 in support of 
responses to IE Bulletin 79-010, "Environ Qualification 
of Class IE Equipment ” 

HUKiLLf H D General Public Utilities - GPU Service Corp 92/06/U 
STOL^t^l F Operating Reactors Branch 4 13pp 13490 330. 24X 

Fic h e &0-3e9, 62/06/ U , 92061 SOI 70 


F? Periodic operating reports 4. related correspondence 


6206070251 roruiards monthly progress rept for Mar 1982 4 
Ichthyological Assoc iatee , Inc annual rept H/o annual rept 
TEITT, T R General Public Utilities - GPU Service Corp 02/04/30 
HIOKEYrC NRC - No Detailed Affiliation Otven Ip 1336B’270 24X 

Flche. 30-289, 82/04/30, 9206070251 


--'0206070260 "TMI Aquatic Study,” monthly progress rept for Mar 1902 
NARDACCltO A Ichthyological Assoc iates, Inc 92/04/30 2tpp 
13360 279 24X Flche 50-209.82/04/30,9206070231 


0206070465 Forwards errata sheet to 1981 annual environ 4 operating 
repts submitted 020303 

HUKIl-LrH D General Public Utilities •* GPU Service Corp 02/03/29 

HAYNES, R C Region 1, Office of Director Ip 13374 215 S4X 

FI c K a ' 50-299, 02/03/20 , 0206070465 


--8206070471 Errata to 1901 annual environ & operating repfcs submitted 
820503, 

# General Public Utilities -* GPU Service Corp, 82/03/29 Ip 
L3374 216 24X Fiche 30-299,02/03/29,6506070445 


8206100006 Forwards monthly operating rept for May 1902 

HWlLLrH D General Public Utilities - GPU Service Corp 92/06/14 

MCDONALD, H C Office of Management and Program Analysis ip 

113351 349 24X Flche 30-209,82/06/14,8206180006 


—8206180007 Monthly operating rept for May 1902 

SMYTH, C M General Public Utilities - OPU Service Corp 82/06/14 
tOpp 13331 330 24X Flche 30-209,02/06/14,0206100006 


Q206290622 Forwards uQekly status rept for wV of 020613-19 

&ARRE:TT,L H TMI program Office 0B/O6/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BNVDER. fl J THI Program 
Office lOpp 13038 131 34X Flche 50-209,02/06/21,0204290622 


0206290322 forwards "THI Aquatic Study Monthly Rqpt for May 1983 " 
TEITT, T R Oenoral Public Utilities - OPU Service Corp 02/06/25 
HICKEV.C NRC - No Detailed Affiliation Given Ip 13634 OOl 24X 
Ficho 30-209,82/06/25,0206290323 


—8206290326 "Tfil Aquatic Study Monthly Rept for May 1902 " 

NARDACCl.O A Ech thynlqg leal As soc ia tos, Inc Q2/06/S5 S4pp 
13634 002 24X Fiche 50-209.02/06/25,0206290322 


S Reportable occurrences. LERa 6 related cerrospondence 


8306030233 RO 92-007 on 020509. oxygen concentration exceeded Toth Specs 
limit of 27. after reactor coolant bleed tank was returned 
to ivc after maint Nitrogen purge initiated on tank to 
reduce oxygen Erroneously numbered. 

TOOLE, R J OBnoral Public Utilities - GPU Service Carp 02/03/11 
HAYNES, R C Region 1. Office of Director Ip 13337 142 a4X 
Flche 30-289.02/09/11,8206030233 


9206080235 RO Q2“00a on 020409 & 0509, oxygen concentration esceedoil 
Tech Spec limit after C reactor coolant bleed tank returned 
to SVC folLouing malnt Tech Spec Mill be revised to take 
fliaxnt affects Into account 

TOOLE, R J General Public UtiJitUa ' GPU Service Corp 02/05/U. 
HAYNES, R £ Region 1, Office of Director Ip 13422,004 24X 

Flche 30-209, 82/05/11,0206000235 


8206000144 Forwards LER 82-000/0 lT-0 

HU|ilUL,H D Oenoral Public Utilities - GPU Service Corp 02/05/26 
HAVNEB.fl C Region 1, Office of Director Ip 13423 317 a4X 
Flche 30-209, 02/05/36,0206000144 


'—0206090140 LER 02-OO8/O1T-O on BS051 1, oxygen concentration exceeded 
Tech Spec limit in C reactor coolant bleed tank after maint 
Caused by failure to provide for maint activities in Tech 
Spec Tech Spec change will clarify App I 

STEPHENSON. C J General Public Utilities - GPU Service Corp 
83/03/26 Region 1, Office of Director 3pp 13423 310 24X 

Flche 30-20 9.93/00/24.8206090144 


0206000390 Forwards LER 0a-OO6/O3L-O 

HUKILL.H D General Public Uillltlss - OPU Service Corp. 08/05/27 
HAYNES, R C. Region 1, Office of Director Ip 13417 114 24X 

Flche 30-209,82/05/2710506000390 


—0304000399 LER 02-006/031.-0 oh 020427, monitor RM-A9, which (non it ore 
reactor bldo purge par t iculate, loiiine & gaseous effluents, 
valved out uf sve due to Improper valve line up. Valve 
misalignment caused by illegible valve position markings 
STEPHENSON. C J General Public Utilities - OPU Service Corp 
62/03/27 Region U Office of Director 2pp 13417 U5 24X 

Flche 50-289. 83/05/37. Q 206060390 


8306310134 Forwards LER 02-007/03 L-0, 

MUKtLL.H.D. General public Utilities - GPU Pervice Corp. 93/06/03 
HAYNES. R C Region I, Office of Director, Ip 13339 249 34X 

Fiche 50-269,82/06/03,8304310134 


— B204310141 UE« 02-OO7/O3L-O on Q3050S, during long-term shutdown L 
reactor bldg purge, iadl ne channel of radiation monitor RH-A9 
failed into rtni ttently. No cause discernible Quarterly caltbr 
performed recarder charts uiill be monitored each shift 
STEPHEN 30N. C U General Public Utilities - GPU Service Corp 
82/06/03 Region I, Office of Director 3pp 13359 250 24X 

Fiche 50-287.83/06/03,8206510134 


T Hearing transcripts on non-ant l trust matters 


620IS00511 Forwards various doeumonts provided at Commissian 830100 
briefing by NRC, ACR8 L. vendors re status of programs on 
water level indicators Comments -on documents must be 
submitted by 820201 

CHILK, S J Office of the Becretary of the Commission. 02/01/13, 
Metropolitan Edison Cu Ip 11633 251 24X Flche. 50-209, 82/01/1 5, 

8201 3009 1 1 


0506300071 Add I response to FQIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed In App R available In PDR Confidential financial 
info deleted 

FELTON, O M. Division of Rulat and Records 82/05/13 KCMURRAV.C.M 
Kirkpatrick, Lockhart, Hill. Christopher L Phillips. 2epp, 
136301055. 24X Flche' 50-000. 02/05/12, 8206800071 
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— 6206280137 Forwards testimong of JH Conran re claas i fi cation o# iys & 
cofflponant* important to safrtij for THl-1 restart ihaarSng 
ROD NRC - No Detailed Afflliatior Given BO/lO/17 MRC - No 
Detailed Affiliation Given ip 13638 0S6 3qx 
FlcAe BO-GOOi 82/05/12. 8206380071 


— 3206200266 Testitnong of NRC staff in response ta Chairnap Ahesrne 6 
Commisa ionar Handrie 810128 ranuest for date of com^plian-ce 
w/1 terns contained in NUREG-0694 6 NUREO 0737 Certificate of 
Svc end 

CUTCHIN.J M Office of the Executive UagaJ Director 81/02/12 
Spp 136^3 330 24X Fiche 50-000. 82/05/ 12. &2062B007I 


—9203110^81 Sutinil ts monthly update of status of imp 1 erne n ta 1 1 an of pronpt 
notification sys 

SPENCER.C S Division of Technical Inspection 82/01/05 
GRIMES. B K Division of Emergency Preparedness Gpp 13454 176 
24X Fiche 50-000,82/05/11,3206090002 


♦'-8206090088 Provides Implementation status of prompt notification ays 
for facilities Eiglit licensees failed to meet 020201 
deadline 

DIRCKS.U J Office of the Executive Director for Operations 
82/03/04 PALLADINO.N Commissioners ip 13454 196 24X 

Fiche 30-000.82/05/11,8206090002 


8206040070 Proposed transcript corrections 

AAMODTrfI Aamodtsr The 82/06/02 Ip 13350 033 34X 

Fiche 50-289. 62/06 /02, 3206040078 


8206290166 Transcript of 820624 oral argument in Bethesda..HD Pp 1-114 
* Atomic Safety anif Licensing Appeal Panel 82/06/24 116pp 

13635 117 24X Fiche 50-239,02/06/24.8206290166 


9206290173 Transcript of 820624 meeting in Qethesda.ND Pp 1-103 
a Atonic Safety and Licensing Appeal Panel 82/06/24 lOSpp 
I363S Oil 84X Fiche 50-239.82/06/24.3206290173 


— 8205060494 Foruardi monthly status rapt of licensee implementation of 
prompt notification sya 

DiRCHS.tf J Office of the Eierutive Director for □peratlons 
82/03/30 PALLADINO, N J Commissioners 2pp 13454 252 24X 

Fiche 50-000.82/05/11.0206090002 


□30622(1306 Forwards IE Safeguards Insp Rept 50~293/0?-l5 on 020511-12 
Wo noncorp I ianc a noted 

MARTTW, T T division of Fngineering ti Technical Programs 82/06/04 
HAPRINOTOW. W D floscon Edison Co 3pp 13571 045 24X 

Fiche 50-293. 82/06/04, 8206220306 


DOCKET 30-293 PILGRIM NUCLEAR POWER STATION. UNIT 1 
F Security, medical, emergency fire protection p Ians 


—8206220309 IE Safeguards Insp Rept 50-293/82-15 on 820511-12 No 
noncompliance noted Major areas inspected organ! lat i on. 
operations, storage & internal control s. records tc repts 
Details uUhhetd (ref 10CFR2 790) 

CQHENi I . GOpy.A T Division of CnginoBring fc Technical Programs 
82/06/03 2pp 13571 047 24X Fi c h e 50-293. 02/06/04. 8206220306 


8206150016 Responds to FOIA rexiuest for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Foruards 
documentt listed in App A 

FELTON. J H Division of Rules and Records 02/04/21 UADE. J 
Public Interest Research Group. New York 7pp 13524 OiO 24X 
Fiche* 50-000. 83/04/21. G206150016 


—8203040291 Proposes that licensee request for exemption from prompt 
notlfiratidn lys deadline be denied Proposed Itr to licensee 
enc 1 

FERKINSrK E Incident Response Si Development Branch 83/02/12 
VASSALLD.D B, Opera tins Reactors Branch 2 9pp 13525 045 24X 

P 1 c h « 50-00 Oi 02/04 /2 1 . 3206 1 50016 


—6203040508 Submits list of facilities that have filled exemption 
requests from 820301 prompt notification deadline 
Exemption requests will be denied 

EISENHUT. D 0 Division of Licensing 02/02/03 DENTON. H R 
Office of Nuclear Reactor Regulatlotii Director 2pp 13524 2BB 
24X Fiche- 50-000. 82/04/21. 02061 50016 


— 8206150023 Updates delivery schedule for siren shipments to facilitlos 
ANDERSON, M E Federal Signal Carp. 82/01/28 CANNON. F 
Affiliation Unknoun 5pp 13524 234 24X Fiche 50-000.82/04/21, 

3206150016 


0 Adjudicatory correspondence 


6206100274 Ac k receipt of statement supporting Atty General request 
for hearing on order modifying license Hearing on order 
unnecessary since all agree util should comply w/order 
BURNS. E 0 Rulemaking 6 Enforcement Division 32/04/27 
Duxberry.NA tp 13444 180 24X Fi che 50-293. 02/04/27, 8206 100274 


6206100313 Ack receipt of statement supporting Atty General request for 
hearing on order modifying license Hearing on order 
unnecessary since all agree util should comply w/order 
BURNS, a G. Rutsmaking tt Enforcement Division 82/04/27 
OADNQN. S L Karshfietd. MA Ip 13451 170 24X 

Fiche 50-293.82/04/2710206100313 


9206210271 Order extending time until 020708 for Commission to decide 
lahether to review IE Director denial of MA Executive Qfe of 
Energy Resources 620310 10CFR2 206 request 

CH£LKfS J Office of the Secretary of the Commission 82/06/18 
Commissioners Ip t3S59 072 24X Fiche 50-293.82/06/10, 

8206210271 


M. General correspondence 


— 8206150066 Provides lUttunary of problems & progress re implementation of 
prompt public notification sys. Request for extension until 
320415 reiterated 

HQInrARD,J E Boston Edison Co 82/01/29 HAYNESrRC Region t, 
Philadelphia. Dffica of the Director (31/03/01) 4pp 13324*157 
24X Fiche 5O-OO0.es/O4/21i02a6l5OO16 


— 8206150079 Statu* of prompt notification eys 

» NRC - Na Dctailiif Affiliation Given. 82/03/09. la 13523 194 
24X Fiche 50-000.32/04/21.6206150016 


8206140340 Responds to B20503 request for add 1 info re safety concorns 
expressed by local residents concerning facility 
DIRCKE.W J Office of the Executive Director for Operations 
82/05/25 TSONOASiP E Senate 7pp 13510 163 84X 

Fiche 50-293.82/05/25,8206140340 


—8206140343 Requests info re facility safety concerns expressed by local 
residents inadequately discussed at 020322 public meeting 
TSONGAS.P E Senate. Small Business 02/05/03 KAMMCRER. C 
□ pfice of Congressional Affair*. Spp 13510 170 24X 

Fiche 50-293.82/05/25.8206140340 


820604026? Forward* appeal to NRC decision re securing steel filing 
ti map cabinets u/locking bars 6 locating In 
protected 4( controlltd areas Jgstlf icatloti withheld 
<ref lOCFRa. 790) 

HORieJiA V Boston Edison Co 82/05/05 BRADY. R J. Offica of 
Administration. Ip. 13355 320 84X Fiche 50-293,82/05/09. 

0206040269. 


6206090002 Responds to FOIA request for documents ra Commieslon 
decision to extend deadline for licensees to implement 
prompt notification sy* Foruerds documents listed In App A 
Documents also available in PDR 

FELTON, J li Division of Rules and Records 82/05/11 REYROLDStN, 3 
Debevolee 6 Liberman 3pp 13454:003 24X Fiche: 50-000,82/05/ li, 

8206090002. 


— 8203110473 Bubmlte update of current assessment of licensees ability 
to Implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DTRCKS, W \! Office of the Executive Director for Operation* 
82/01/26 Commissioners 2pp. 13454 164 84X 

Fiche 90-00 O, 02/05/ 1 1 . 0 206090002. 


P Operating license stage documents t< correspondence 


8206040293 Responds to 820119 order of mod. Submits info to torus saddle 
installation it temp monitoring per NUREO-0661. App A 
MORISI.A V , BALFOUR. H R Boston Edison Co 32/05/10 

VASSALLO, D B Operating Reactors Branch 2 Ip 13354:180 24X 

Fiche 50-293.02/03/10.8206040293 


8206230071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App 8 available In POR Confidential financial 
info deleted. 

FELTON. J M Division of Rules and Records. 02/OS/iS HCMURRAV, C M 
Kirkpatrick. Lockhart. Hill, Christopher 6 Phillip*, SBpp. 

13638 055 24X Fiche. 50-000, 02/05/12. 0206280071 


-3103D2D313 Updates 801222 memo re decision* for degraded cooling 
ruleneklng Steering group to issue justification for 
ruJeaaUng activity in advance of agreement on quantitative 
safety goal Examples of valve mlsoperatlon provided 
MEDEIROS, M 8 Reactor Eystems Standards Branch 31/02/02 

ARLOTTO. 0 A. Division of Engineering Standards SOpp 13638 102 

24X Fiche- 50-000.02/05/12,8206280071 
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830A02037B For(«irds design descriptions for NUREO-0737* Items II F J 4 
r* contd iriman t pressure monitorrll K 3 J3 re mod of bteak 
diiection logit St It K 3 1^ re feasibility study St sys mod 
concerning reduction challenges Concurrence requested 
K0Rl3t,A V Boston Edison Co B2/05/25 VASSALLO< D D Operating 
Pedctors Branch 2 6pp 13322 310 24X Fiche 50-293, 62/05/25, 

a 20^020 3 7a 


e20&oao<103 Informs that results of 620428 offsite survey Indicate 
no haiardnus inatls stored, manufactured or transported ulithin 
five mile radius of site, per NURE(J-0737, Item III D 3 4 
]1CM[6I,A V < BALFOUR, H Boston Edison Co 02/09/25 VASALLO, D D 
Operating Reactors Branch 3 Ip 13337 001 24X 

Fiche SO' 293, 82/05/23,6206030003 


B2-06010306 Forwards "Reactor Containment Bldg Integrated Leak Rate 
lest Typos A, B Ic C, Gurvei 1 lance Test *' 

HACHON.fi J> Boston Edison Co 02/05/26 EIBENHUT, D 0 Office of 
Nuclear Reactor Regulation, Director ip 13301 OlO 24X 
Fiche 50-293, 82/05/26, 0206010306 


6206010309 "Reactor Containment Bldg Integrated Leak Rate Test Types A, 
B 8, Cl Surve 11 lance Test " 

CAFARELLA, P T I SEERY. J A , MACHQN, R D Boston Edison Co 
02/02/28 40pp 13301 011 24X Fiche 90-293,82/05/26,0206010306 


S2060B0350 Advises that 021831 completion date for long-term mods to 
discharge vol ays has been rescheduled for completion 
in 1983 

miRiaiiAV Boston Edison Co 82/05/26 VAS8ALL0, D B Operating 
Reactors Branch 2 2pp 13410 361 a4X Fiche 50-293,82/05/26, 
0206000350 


6206080339 Advises that Secondary Containment Leak Rate Tf»t 0 7 3 
satisfactorily performed on 820317 to verify secondary 
containhiont integrity after Inner reactor bldg truckload 
door failed to pass leak rate test Test data end 
hACHON.R D Boston Edison Co 02/05/27 Office of Nuclear 
Reactor Regulation, Director 4pp 13416 228 24X 

Fiche 50-293. 02/03/27, 0206000339 


8206230200 Informs that acceptance of containment atmospheric dilution 
lys In Amend S5 to License DPR-33 also satisfies 
taqulretnenls of NUREO-0737, Item 118 4 12, '^Dedicated 
Hydrogen Penetrations " 

VASgALLO.D D Operating Reactors Branch 2 08/05/27 H0RI8I,AV 

Boston Edison Co 2pp 13592.806 24X FI che' 50-293, 02/05/27, 

8206830200 


S206290083 Formards Amend 61 to License DPfi-35, safety evaluation h 
notice of Issuance & availability Amend clarifies degraded 
grid voltage protection requirements 

ECCLESTON, K T Operating Reactors Branch 8 82/05/28 MORIBI,A V 

Boston Edison Co 2pp 13661 138 24X Fiche 50-293,02/05/20, 

0206290023 


—0206290026 Amend 61 to License DPR-3Si chang ing Tech 8p#c to clarify h 
modify euTvelllance requirements it limiting conditions for 
operation for degraded grid voltage protection equipment 
VASBALLq. 0 B Operating Reactors Branch 2 02/05/20 lOpp 

13661 140 24X Flcha 50-293,82/05/28,0206290023 


6206290032 Safety evaluation supporting Amend 61 to License DPR-OS, 
s Office Of Nuclear Reactor Regulation, Director 02/09/20 3pp 
13661.150 24X Fiche 90-293,02/05/20,0206870023 


8206290036 Notice of issuance 6 availability of Amend 61 to License 
DPH-35 

VASSALLO, D. B Operating Reactors Branch 2 02/05/20 2pp 

13661 153 24X Fiche 90-293,02/05/20,8206290023 


8206080453 Informs that requirements of NUREO-0737, Item II K 3 24, 
"Adequacy of Space Cooling for HPCI St Reactor Core Isolation 
Cooling figs,'* satisfied for facility 

VAB8ALL0, D. 0 Operating Reactors Branch 2 02/06/01 MDRlBItA V 

Boston Edison Co Spp 13439:397. 84X Fiche 50-293,82/06/01, 

8286080453. 


6206100360 Advises that review of 020517 submittal responding to NRC 
020331 request for info on MJREO-0737, 1 tem 1 1 K, 3 3, 

‘'Reporting Relief Valve 6 Safety Valve Failures & 
dial I enges, *' completed Item resolved 

VASSALLO. 0 B Operating Reactors Brench 2 02/06/01 HORlSItA V, 

Boston Edison Co 2pp 13470 090 24X Fiche 50-293,88/06/01, 

8806100360 


3206080335 Provides addl info re NUREO-073?, I tem II B 1 re RC0 high 
point vents. In response to MtC 820304 request BWR ouiners 
group position endorsed for Item 11 K 3.30 

NORI&I.A V Boston Edison Go 02/06/03 VA6BAUL0, D, B. Operating 
Reactors Branch 2 2pp 13416,244 24X Fiche 50-893,82/06/03, 

0206000335. 


0206 LOO i 80 Forwards response to NUREO-0003, generic 0ER re integrity OF 
BNR scram sys piping 

HORIBI, AV Boston Edison Co 92/06/04 VA83ALL0. D D Operating 
Reactors Branch 2 30pp 13450 270 24X Fiche 50-293,02/06/04, 

B2061 00100 


0206110275 Foruiarde design descriptions for NUREO-0737, Items II. F 1 1 
re noble gas effluent monltore i< II E 4 I re dedicated 
hydrogen penetrations for cjternal rBComhlners or 
post-accident purge ays 

HORIBI, A V Boston Edison Co 02/06/04 VAS9AUL0, 0 B Operating 
Reactors Branch 2 9pp 13466 271 24X Fiche SO-293. 02/06/04, 

8206110275 


8206170309 Responds to Generic Ltr 02-10 requesting schedules re 
imp le mentation of NUiRE0-07a7 items Status of items end 
nORl8t,A V Boston Edlsan Co 92/06/06 EIBENHVT, D 0 Division of 
Licensing Spp 13931 262. 24X Fiche 90-293,03/06/08,0206170309. 


8206090153 Generic Ltr 02- J I to all LWR reactor plant licensees it 
applicants r* transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event U/o end. 

EIBENHUT, D 0 Division of Licensing 08/06/09 HAUSPURO.A 
Consolidated Edison Co of Nem York TALLMAN,W C Public Bervlce 

Co. of New Hampshire THURLOW, E W. Maine Yankee Atomic Power Co 
13pp 13557 349 24X Fiche 50-000,82/06/09,0206090193 


82062L0620 Forwards response to Generic Ltrs 03-09 & 02-10 fe dates for 
completion of specific NUftEO-0737 mods 

MOBiai.A V Boston Edison Co G3/06/09 EIBENHUT, D 0. Division of 
Licensing 6pp. 13963:227. 24X Fit he 50-293,02/06/09.0206210620. 


8306210371 Application to amend App 6 of License DPR-39, nonrad 1 ological 
monitoring requirements Proposed Tech Specs end 

HOUAaD,J.C Boston Edison Co 02/06/14 VA8SALL0, D Q Operating 
Reactors Branch 2 Ip 13056^ 000 24X Fiche 90-293,02/06/14, 

0206210371 


—8206210374 Proposed Tech Rpecs rs application to amend App 6» 
nonradiolog leal monitoring requirements 
e Boston Edison Co 82/06/14, Spp 13950 089 84X 

Fiche. 50-299, 02/06/14, 8206210371 


0206210593 Forwards requested addl info in response to NUREG-0737, Items 
I A 2 1 re upgrading reactor it senior reactor operator 
training & 11 B 4 re training to mitigate core damage 
Training procedure forms encl, 

»iaRX8I,AV. Boston Edison Co 02/06/14. VA03ALLD, D. D. Dpereting 
Reactors Branch 2 49pp 13563' 226 24X Fiche' 50-293, 08/O6/i4p 

B2062 10593 


0206230163 Forwards payment for proposed Tech Spec Change 62-8 
transmitted in util 820614 ltr 

MORIBItA. V. Boston Edison Co 82/06/16 VA80ALLO. D B, aperating 
Reactors Branch 2. Ip 13506.354 SIX Fiche 50-293,03/06/16, 
8206230163 


B206240274 Advises that nuclear esecutivs support committee ulU be 
disbanded, off active 020701 

BTAeZESKY, F K. Boston Edison Co 82/06/17 DEYOUNG, R G. 
Director's Office, Office of Inspection and Enforcement Ip. 
13997 003 24X Fiche- 50-293, 82/06/ 17, 8206240274 


0206290394 Forwards matl in accordance w/commltment to provide NRC 
u/results of studies performed to demonstrate that addl 
undarvoltagi protection is not required on Glass IE buses 
when powered from unit auxiliary transformer 

MaRl8I,A V Boston Edison Co 82/06/17 VABBAULO, D B Operating 
Reactors Branch 2, 70pp 13634 030 24X Fiche 90-293, 82/06/ 17r 

8206290394 


0 Inipsctlun reports, IE Bulletins it correspondence 


0206150016 l^esponds to FOtA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites In US. Forwards 
documents listed in App A. 

FELTON, J H Division of Rules and Records 02/04/21. HADE, J. 
Foblte Interest Research ■Group, New York. 7pp 13924' 010 24X 

Fiche' 50-000, 02/04/21, 0206150016, 


— 82061SD089 Forwards notice of violation for failure to implement 
prompt notification sys by 020201 deadline 
DEYOUNOtR C, Director's Office, Office of Inspection and 
Enforcement 02/02/12 HARR I NOTON, W D Boston Edison Co 2pp, 
13929.092 24X Fiche 50-000,82/04/21,8206190016. 
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— a206l500'?2 Notice of violation far failure to implement prompt 
notif i cation lya by 920201 deadline 

[>EV09r4G<-R C Director's Office. Office of Inspection and 

f OTc emenc fi3f02/ 12 Ip 13525 054 2411 Ficbe 50-000* 

&2/04/21. B2061 50016 


E32OiiO4Ol70 Foruar^ls results of re /lew of N‘JREO-0737. I ten I! FI 3, 
"Arfdl Accident llanitarlng Instrunentati on> " in lesponse to 
IE insp Rept 50-273/82-13 He.-taimng reviews currently 
underway as h ig.h priority effort Concurrence requested 
n02lRJ*A V Boston Edison Co 02/05/lQ VASSAL L0» D B Operating 

Reactors Branch 2 6pp 13360 050 24K Fithe 50-293,82/05/10. 

C206040178 


0202040147 IE Info Notice 02~lSj “Notification of NdC " Sve list end 
BEV’C1UN0*R C Director's Office- Offace of Inspection and 

Enforcement £3/05/28 J07pp 13426 095 24X 

Pi Che 50-000-92/05/28.8202040147 


8204310378 lE Info Notice BL'-lfe. '‘KPCI/RCIC High Steam F-leu Setpoints “ 
Eve list end 

JQRDAN-E L Division of Engineering 6 Quality Assurance 82/05/50 
lD3pp 13440 264 24X Fiche 50-000- 82/05/23. f}a042I0370 


8204210300 IE Bulletin 82-02. "Degradation of Tfireaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants 
Sve list end, 

DS'/OUWQ- R C Director's Office* Office of Inspection and 

Enforcement 83/06/03 lOBpp 13527 150 24X 

F i c h fi 50-00 0. 82 / 06/02 . 8204 21 03BO 


a20'6220306 Forwards IE Safeguards Insp Rept 50-293/82-15 cn 920511-12 
Me noncomp ] iaric 8 noted 

MARriNiT. T Division of Engineering i> Technical Programs 0P/O6/O4 
HARRINGTON, W D Boston Edison Co 3pp 13571 045 24X 

F 1 c h 50-293, 02 /06/04 , 820623030* 


— 8306220309 IE Safeguards Insp Repfc 50-293/82-15 on Q205U-12 No 
non comp Hence noted Major areas inspected organi cation, 
operations, storage Si internal contro Is, records !e repts 
Details withheld (raf lOCFftfi 790) 

CDHEN- I , GODY, A T Oiviaign of Engineering 8r Technical Programs 
82/06/03 SpP 13971 047 24X FlCfie 50-293.82/06/04.9306230306 


8306IS0101 Ack receipt of 620426 ) tr informing NRC of steps taken to 
correct violations noted in IE Inap Rept S0-293/92~ll 
MARTl-NrT T Divieton of Engineering fc Technical Programs 82/06/09 
HARRINGTON. N D Boston Edison Co Ip 13S05 077 S4X 
FI c h a 50-293, 82 /O6/09, 020 A 1 5010 1 


-“‘8306150102 Reeponds to NRC 920401 Itr re violations noted in IE Insp 
Rept S0’‘a93/fl2-ll. Cor? active actions personnel involved lei 
critical functions during performance of Type A test ulll 
receive tra Ining/brief ing Type A test will be revised 
HARRINGTON, W 0 Boston Edison Co 82/04/36 MARTIN, T T 
Division of Engineering Sc Technical Programs, 3pp 13505:079 
24X Flche, 80-293 i 83/06/09. 0206130101 


0206170094 f}i(|utstt 3-month extension to 621^08 for submittal of 
revised 10-yp inservice insp pragram Extension will not 
Impact first scheduled insp period for new program Next 
refueling outage scheduled for Sept 1983 

KQR18I-A V Boston Edison Co 02/06/10 ElSENHQT-D O. Division of 
Licensing Ip 13330 103 24 X FUhe 50-293-82/06/10,9206170094. 


8206230141 Respofids to Item 3b of IE Bulletin GS<^0L. “Surveillance of 
Mechanical Snubbers " Thirtyj-flve mechanical enubbori 
subjected to visual 6. manuel testing No snubbers failed 
tostltig No further testing mandated. 

iMORlSIiA V Boston Edison Co 82/06/10 HAYNES, R.C Region I« 
Office of Director 4pp 1362 4 348. 24X Flche 30-293.82/06/10- 

8206280141 


82042103B3 IE Info Notice 82-17. "Overpressur liatl on of RC8 ** Sve list 
«nc 1. 

v/QRDAN.E L Oivlslan of Engineering 6 Qualltg Assurance G2/06/11 
i06pp 13675:250 24X Flche 50-000* 92/06/11- 6204210303 


62O42103G4 IE Info Notice 02-16. "Assessment of Intakes of Radioactive 
Matl hi) Workers " 9vc list end 

DEYOUNG. R C. Director's Office- Office of Inspection and 
Enforcement B2/06/U J20pp 13675189 24 X 

Flche- 50-000, 83 / 06 / 11 . 9204210384 


8206210190 Ack receipt of 820602 Itr informing HRC of steps taken to 
correct violations noted In lE Insp Rept 30-293/02-10. 

QTAROBTECKli R Divlolon of Project tt Resident Programs 02/06/15. 

HARRINGTON, W D Boston Edison Ce Ip 13560 106, 24X 

Flche 50-293,02/06/15,8206210190 


—0206310199 Responds to HRC 020305 Iti re violations noted m It Insp 
Rep 50-393/32-10 Collective actions change to isolation 
for Naint Request issued ?- naint supervisors 

counseled on impori-aitc** of foliouiing procedures 
HAriRlNGTCN, W D Hostoji Edison Co 32/06/02 STAROSTECK I . R 
D» 'ision of Project *■< Resident Programs 3pp 13360 107 .'4/ 

Fiche 50-293, 82/06/15, 8306710190 


8306330151 Confirmatory Action Ltr 83-19 confirning 820615 talc on ru 
spen* resin on rooftops t- pavement within piotected area 
HRC understand ing oF actions taken or to be taken listed 
5TAWQSTECKI, R Division of Project Zt Resident Programs 83/06/16 
HARRINOTOJ, U D Boston Edison Co 3pp 13373 240 24X 

Flche 50-393, 02/06/16, 820 6220 1 5 1 


82O622O40'’ Faruords Procedure Revision 1 to fP 8'’-25- ‘’Standby five 
Water/Roactor Bldg Component Cooling Water Sys hfeat 
Exchanger Test Per for mane e- ' in response to 020520 telcon 
re IE Bulletin 01-03, "Flow Blockage of Cooling" 

NOftlSI.AV Ooston Edison Co 02/06/16 VA5SALL0, D D Oporistinfl 
Reactors Branch S Ip 13582 136 24X Fiche 50-2‘’3, 02/06/ 1 6- 

8206220497 


8206220497 "Standby Sve Water/Reactor Dldq Component Cooling Uater f>ys 
Heat Exchanger Test Porformance. " Revision 1 

AflHSTfiOlJQ. » 0 Boston Edison Co 02/04/27 13pp 13502 13/ 

24/ Fichc 50-293,82/06/16.0206220407 


9206300015 Requests review t reversal of Director's Docielon 02-4 Htatr 
of MA wishes to use fine to finance weather 1 lati on St 
conservation program foi util sve area WC has statutory 
authority to grant MA I0CFR2 306 petition 

KEWJV>P vf Wassochllselts- State of 02, '06/ 10 PALLAPINB, N 
Corniss loners 7pp 13625 OOl a4X Ficho 50-293, 02/06/ I G, 
8206280015 


— 8?06SG0016 Requests action under 10CFR2 S06 to rescind or miciquto 
fine imposed on util 6 to order util to make payment to 
8tatc of MA public SVC program 

BENNY. P J Massachusetts- State of 82/02/00 BICKWIT. L Office 
of the General Counsel 2pp 13635 008 24X 

Ficho 50-293.82/06/10, 8206200013 


—8206280018 Forwards petition to intervene in 10CKR2 206 action re 
Enforcement Action 01-63 

KENNViP J Massachusetts, State of 03/03/10 DEVnUNO- H C 
Director's Office, Office of Itispectiun and Enforcement app 
13635 010 24X Flche 50-293,02/06/10.0306300015 


—0206280020 Petition to intervene in 10CFR2 206 proceeding for rpnlesUn 
of civil penalty t for order directing util to make paijment 
to MA public SVC program 

KKNNV, P J Massachusetts, State of 0S/O3/tB Commi sal oner S 
a9pp 13625 012 24X Fiche 50-293, 02/06/10. 9806200015 


—920620002 4 Requests util payment of penalty imposed under Eiif orco<»'flnt 
Action 81-63 be stayed until deposition of State of MA 
petition, to intervene 

KENNY. P Massachusetts, State of 82/03/19 DEYOUNOiR C 
Director's Office. Office of Inspection and Enforcement Ip 
13625 041 24X Ficfie 50-293.83/06/10.0306200015 


—0204150006 Ack receipt of petition on behalf of Executive Qfc of Energy 
Resources of Commonwealth of MA re proposal to redirect 
civil penalties to home weatheri lation 6 energy conservation 
program Petition treated as request under 10CFR3 306 
DEYOUNG, ft C Director's Officer Office of Inspection and 
Enforcement 83/03/31 KENNY, P J Boston. MA Ip 13635,042 
24X Flche 50-293,82/06/10,0206290019 


— B204190009 Notice of issuance t? availability of Executive Ofc of 
Energy of Commonwealth of MA 020310 petition to redirect 
civil penalties paid by util to home weatheriiation ft energy 
conservation program 

DEYOUNG, ft C Office of International Programs. Director 
02/03/30 Ip, 13625 043 24X Fiche* 90-293, 03/06/10. B2062COO 1 5 


— 0206200038 Forwards Director's Decision 82-4, denying State of MA 
10CFR2 206 petition that NRC have util pay NRC-imposed 
penalty to State of MA for public sve program 
DEYOUNG* R C Director's Office, Office of Inspection and 
Enforcement 82/05/80 KENNY. P J Massachusetts, atafce of Ip 
13625*064 24X Flche 50-393,82/06/10,0206200015 


'-B20628D042 Director's Decision 02-4, denying State of MA 10CrR2. 306 
petition directing utU to pay NRC-imposed penalty to State 
of MA for public SVC program 

DEYOUNG I, R C Director's Office. Office of Inspection and 

Enforcement 03/09/23 6pp 13625’ 065 24X 

Ficht. 50-293. 82/06/19,8206200015 
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GZ0ft.2e00n-5 Notice of i^suflnce of Dlrectkir's Decision Q2-4i deny mg 
cjf HA lOCFffa 206 petition reaucsting util pay NRC- 
inpatej penalty to State of HA for public svc program 
DEVGUUO, R C Director's □ffirci Office of Inspection and 

Enfarcement 92/03/20 2pp 136?3 071 24X 

Fjche 50-a<?3r 02/06/ IQ, 9206200015 


9 Periodic operating reports 6 t elated correspondence 


950601057£> Torwards monthly operating ropt for Apr 1902 

HACHON, R D Boston Cdinon Co 02/05/14 Office of Hanogoment and 
Rragram Analysis Ip 13314 015 24X Tiche 90-293,92/05/14, 


•D2060t09-B0 Hunthly operating I'ept for Apr 190? 

1*C10UGHC.1N, M T Dnston Edison Co 02/05/14 Qpp 13314 016 
34X Fiche 50-293. 02/05/14,0206010375 


^ Reportiiblo occurrences, L£fls & related correspondence 


02O6OIO44& Foi wards LErt 02 -014/011-0 

MACHOri.fi D Boston Edison Co 02/05/20 Region 1, Of fire of 
Director Ip 13315 323 24X Flche 50-293,03/05/20,0206010445 


82'C)6'1)104S5 LER Q2-014/01T-0 on 020506, si id i ng fire dooi found to be 
inoperable Door held open in normal manner except thot 
fusible link had been disconnected Cause not determined No 
evidence of vandalism or sabotagu found 

UHITNEV^O C Boston Edison Co 02/05/20 Region I, Office of 
Director Zpp 13315 224 ?4X Tiche 50-293, 02/05/20, 9206010445 


0206000215 Forwards LER 82-0t2/03L-0 

MACKHN, R 5 Boston Edison Co 92/05/27 Region I, Office of 
Director Ip 13421 357 ?4X Tiche 80-293,02/05/27,0206000215 


— 9306060219 LER B2-0i2/03L-0 on 020430, during steadij-ttafce operation, 
diesel generator A did not ircspond to start signal during 
surveillance test Caused by defective pak unit Circuit 
rapa ired 

WUTNEY, G O Boston Edison Co 02/03/27 Region 1, Office of 
Director Ip 13421 350 24X ft Che 50-293i 02/03/27* 6206090215 


62060S0152 PN0-I-B2~040 on 020603, trovers mg in-core probe ITIP 1 stuck 
causing high local radlaiian in reactor bldg due to TIP 
retracting beyortg normal shield chamber Portable shielding 
to be used to gain Access t* analyte TIP machine condition 
ELBASSERiT , gTARaSTeCKl,ft Region 1< Office of Director 02/06/03 
Ip 13423 080 a4X Piche 30-293.02/06/03,0206000152 


□206110297 Forwards LER 82-01 9/03L-0 

HACIKIN, n.c Boston Edison Co 02/06/03 Region 1, Office of 
Director Ip 13466 166 S4X Fiche 50-293,02/06/03,0206110297 


— 0206110301 LER B2-015/03L-0 on 02OSO4,tBat 0 D 4, Bection C, smoke «. 
heat detec t orsi not done within Tech Specs reguired time 
limit of 2 months Caused by misinterpretation of 
9urv» i 1 Ian c e schedule 

WHiTMEy', Q O Boston Edison Co 02/06/03 Region I, Office of 
Director Ip 13466 167 24X Fie he, 50- 293, 02/06/03, 0206110297 


S206100'091 PN0~1 -02-040 A on 920603* alert terminated following Surveys 
performed to ensure radiation levels localiied St decreasing 
No ovorexposuras occurred Traversing In-core probe to be 
repaired i restored to normal location 

ELSASSERpT • STAROaTECKl, R Region I* Office of Director 82/06/04 
Ip 13440 310 a4X Fiche. 50-293, 02/06/04*9206100051 


&2C6170070 RO on 820603* alert status declared due to mal functlcm of 
traversing in-*core probe retraction mechanism Radiation 
levels in area increased Caused by limit switch malfunction 
Probe outside chamber Source allowed to decay 

11ACH0N*R.D Boston Edison Co. 02/06/04 Region I* Office of 
Director Ip 13529 295. 24X Fiche 50-293,82/06/04.8206170070. 


9206170377 PNa-1-82-042 on 020611* spent resin found on ground near 
turbine bldg Roofs of turbine* reactor* off gas 8t retube bldgs 
cantominated Ro personnel or offsite locations contaminated 
Source of resin under investigation 

ELSASSER* BRUNNER, E J Region 1, Office of Director 02/06/11 ip 
135^Jl 007. 24X Fiche 50-293,02/06/11*8206170377 


D2C6210607 P NO- 1-02-0426 re release of spent resin Site surveys 
confirmed contamination of turb ine, administration* augmented 
offgas retube bldg roofs Duet surveillance program 
established No offsite release identified 
KIHlTZjR L I ELBAasER.T C Region 1* Office of Director 
STAROBTECKI * R. Division of Project it Resident Programs 02/06/14 
2pp, 13S61 102 84X Fiche* 30-293, 02/06/14* 8206210607 


U Congress 1 ona L/Exec utk v'e Corrpsp nndonce 


0206550006 Responds to B20503 Itr to NJ Palladino re concerns about 
facility operation Assignment of resident inspoctors to 
noiTifcain continuous 24-h coverage is not best approach to 
assure adequate protection of public hecilth h safety 
DIRLKS. W J Office p# the Executive Director fur Operations 
G2/06/0a STUDDS.O L House of Rep , rorolgn Affairs Qpp 
13*26 340 24 X Fiche 50-393,82/06/02,0206250006 


— Q2O62SOO09 ExpressoQ concerns re facility operation Urges 
reconsideration of Comnitssion position re potlbion from 
Atty General it request to place Inspectors at focility on 
24-h basis 

0TUDDS. 0 E HQU90 of Fop , Forvign Affairs 02/05/03 
PALLA03HQ.N J Camml 3s i oners 2pp 13626 340 a4X 
Ficho 50-293,02/06/02,0206550006 


DOCKET SO-29S 2 IQN NUCUfAR PaiCH STATION, UNIT 1 


F Security, medical, pmargency & firo protection plans 


0206090002 Responds to FOIA rociuest for documents rc CommloBinn 
dcclftion to extend deadline for Htenseus to implement 
prompt notification sys Forward* documents listed in App A 
Documents olcn nvailablu in PDF 

FELTON. J M Division of Rules and Records 02/05/11 REYNOLDS, N 8 
Dobovolsfl 6 Liberman 3pp 13454 003 24X riche 50-000,02/05/11, 

Q20609000? 


— 0206090033 Forwarda updated Info re prompt notification l< warning ngs 
for Region 3 licensBOs 

•pAPERlELLOi C J Emergency Preparedness & Program Support Branch 
ai/12/Ol RAH09, S L Emerguncy Preparedness I< Program Support 
Dronch 4p p L3454 120 24X Fiche 50-000.02/05/11,0206070002 


— 0303110477 Forwards update on prompt notification 8( uarping sys fnr 
Rug Ion 3 liconsaes FEHA ustimatas approx 657 of voviews of 
proposed sy a now cample to 

HIND, J A Diviadon of Emergency Preparedness l< Operatinnal 
Support PS/Ol/05 ORiriES, B K Division of Emorgency 

Preparedness 4pp 13454 133 24X Fiche 50-000, 02/05/U, 

0206090002 


— 8206090073 Forwards monthly status rapt re pt ompt notification ay a at 
facilities Commi tmonto nade by licensees to ensure 
deficiencies are corrected by 820601 

HIND.xf A Division of Emergency Preparedness Operational 
Support 0J?/Oa/17 ORIhCa.D Division of Emergency Prspavedness 
3pp 13454 190 24X Fiche 50-000*82/05/11,8206090002 


8206070B09 Informs that deficiencies identified during initial testing 
of prompt public notification sys for facilities documented 
In ulil 020216 Itr have been corrected prior to 020601 
DCLOEORGEtL O Oommonwca Uh Edison Co 82/05/28 KEFPLERrJ G 
Region 3* Office Of Director 2pp 13309 119 84X 

riche SO-OOD, 02/05/20, 0206070809 


8206100009 Forwards "Fire Protection Associated Cable Ropt**' in 
response to NRC 820208 i 0406 requests for info.Rqpt based 
on devolopment of alternate cafe shutdown cable charts 
LENTINE.R 0 Comfndnuieal tli Edison Cp Ba/06/07 DENTON, H R Office 
of Nuclear Reactor Regulation* Director 2pp 13440 319 24X 

Fiche 50-295, 82/06/07.8206100009 


—*8206100011 "Fire Protection Associated Gable Rept. " 

* Commoniiiealth Edison Co 02/06/30 lOOpp 13448 321 24X 

Fiche 50-295,02/06/07*0206100009 


8206140389 Releases public versien of revised emergency plan 
Implementing procedures index 

FELTON* 3 H Division of Rules and Records 02/06/00 Document 
Management Branch Ip I35IO 006 24X Fiche 30-295. 02/06/0 0* 

8206140389 


— 8206140390 Forwards public version of revised emergency plan 
Implementing proeadures index Receipt form end 

PLIML.O Oommanweelth Edison Co 02/05/12 DENTON, H R NRC - Kn 
Detailed Affiliation Oiven. 2pp 13310 008 24X 

Fiche. 30-295, 82 / 06 / 08 , 8206140389 


— 8206140393 Public version of revised emergency plan implementing 
procedures Indbx 

« CammonuiealtK Edison Co. 82/03/11 3pp 13310 010 24X 

Fiche 50-295*02/06/08,8206140389 
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B306S40332 Foriuat'ds Revision 3 to Procedure "He teoro logi c>o 1 

Honi toringj Off i te Dose Calculation Program for Emergrncg 
Preparrdr^esi av Operating Nuclear Ppwer Plants’ & Revtsicn 4 
to OA program for me tear o 1 ogl ca 1 noTiltoring progrant 
SCHROEDER^C W Comnonuea 1 th Edison Co B3j/0A/L& DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip t3£00 3ilj 24K 
FI Che 30-000, 32^06/ 16, 5306240332 


6S0623002I Releaies public version of generating stations emergency 
plan telephone dlrectarg 

FELTON, J M Division of Rules and Reeprds 02/06/17 Document 
Management Dr one h Ip 13594 073 24J(Ftche 50-000.02/06/17. 
9506230021 


— 9206230032 Fartifards public version of generating stations emergeneg 
plan telephone directory 

MOORE, R D Commanwea* th Edison Co 52/06/04 DENTON. H R NRC - 

Na DetalJed Affiliation Olven Ip 13594 074 34X 

F i c h a 50-0 00, 8 2/06/ 1 7. 8206230 03 1 


--'9206230037 Public version of generating stations emergency plan 
tfl lep hone d Irec tory 

# CommoniyaaHh Edison Co 02/05/25 40 pp 13594 076 24)f 

Fiche 90-000,92/06/17,0206230021 


5206240032 Releases public version of generating stations emergency 
plan telephone dlrectorv 

FELTON, J « Division of Rules and Records 52/06/19 Dncurtient 
Management Branch Ip 13617 336 24X Fiche 50-000, 52/06/19. 

5206240032 


— B206a:4004'9 Public version of generating station* emerganev pl4n 
telephone directory 

* Commontuealth Edison Co 82/05/28 4tpp 13617 337 24X 

Fiche' 50-000,52/06/15.820624 0032 


0206300112 Releases pgtlie version of revised generating station 
emergency plan environ director emergency plan implementing 
procedure* 

FELTON, J.tl DivIsiPn of Rifles and Records 63/06/23 Document 
Management Branch Ip 13695 001 S4X Fiche 50-000,62/06/33. 
6206300112 


—6206300121 Foruiard* public version of revised generating station 
emergency plan environ director emergency plan Implemonilng 
procedures, Including Revision 2 to Procedure Ed- 3 re demand 
polling of meteorologica 1 data 

ClCHYfO Commonuealth Edison Co 82/06/09 Director's Office, 
Office of Inspection and Enforcement 2pp 13695 002 S4X 
Fiche 50-000,62/06/23,9206300112 


— 6206300125 F-ublic version of revised generating station emergency plan 
environ director emergency plan implementing procedure*. 

Including Revision 2 to Procedure ED-3 re demand polling of 
meteorological data 

LITERSKr.L A Cotnmoniueal ih Edison Co 92/06/02 llpp 
13695,004 24X Fiche 50-000.92/06/23,8206300112 


J Ineurance & Indemnity Infarmation 


5206000370 Forwards Endorsements 136 to NELIA Policy NF-43. 144 to MACLU 
Policy fF-22i 59 to MAELU Policy MF-54.72 to NELIA Policy 
NF-i87. 39 to NELIA Policy NF-201 & 50 to MAELU Policy riF-64 
OS TER. J Commonwealth Edison Co 62/05/20. SALTZMAN.J Office of 

State Programs, Director. 7pp 13417. 137 24X 

Fiche: 50-000. 82/05/20, 9206080375 


P Operating license stage documents It correspondence 


8206020062 Addl response to FOIA re(|uett for all docvmeni* re 
probabilistic risk assessment for fac i 1 It i as. Forwards 
CS ifoodhead 800530 memo to Es Christenbury 

FELTON. U M Division of Rules and Records 01/11/06 OORSEV.J) A 
Affiliation Ifnknfiniin Ip 13339 212 24X Fiche 50-000,01/11/06, 

5206020062 


— S206020075 Discusses 600327 meeting re possible legal 9</or public 
perception consequences to NRC plan for risk asiessnent ef 
sites near high pepulatlon areas Inierim revision of 
lOCFRlOO should be Issued pending proposed rule 

MDODHEAD, C P. Office of the Erecutive Legal Diroctor 00/09/30 
CHRiSTENBURY, E Office of the Executive Legal Director 2pp. 
13339 213 24X Fiche 50-000,81/11/06,9206020062 


B2062B0071 Addl respense te FQIA request for eight categories of 
documents Forward* documents listed in App A Documents 
listed in App D available in FOR Confidential financial 
info deleted 

FELTON, J W Division of Rules and Records 02/09/12 MCMVRBAV.C M 
KlrkpatricR, Lockhart, Hill, Chr is tepher It Phil 1 i pa 20pp 
13635 055 24X Fiche - 50-000, 02 /05/ 1 2, 020620007 1 


— 8103020313 Updates 001222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Eiamples of valve misop oration provided 
MEOEIRQS, M 5 Reactor Systems Standards Branch 01/02/02 

ARLOTTO, <5 A Division of Engineering Standards 20pp 13630 JOa 

g4X Fiche 50-000. 03/05/12, 0206300071 


0206020551 /Application to amend License DPR-39, chang i ng Tech Spec 
Section 3 2 2 to specify neu limit on total poiuer peaking 
factor. FQ 

LENTINE F G Commonwealth Edison Co 02/05/21 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 13324 016 24X 

Fiche 50-295. 62/05/21 , 0206020551 


— 8206020563 Proposed Tech Spec changes to Section 3 2 2 re power 
pealing factor, F6 

* Cortmonupalth Edison Co 02/05/21 4p p 13324 010 24X 

Fiche 50-295.02/05/21,8206020951 


6206020402 Confirmatory action Itr re 020521 6 24 te Icons Unit may 
restart from Mode 5. but may not operate beyond Mode 3 until 
satisfactory completion of listed items Concurrence to gd 
from Node 9 to Mode 3 supersedes 820305 confirmation Hr 
KEPPLER.J G Region 3, Office of Director B2/05/26 REED, C 
Commonwealth Edison Co 9pp 13326 243 24X Fiche 50-295,82/05/26. 

9206020402 


8286030294 Advises that response to TMI Action Hem II K 3 25 r e loi.s 
of ac pouer on pump seals is acceptable 

VAROA, S A Operating Reactors Branch 1 02/05/26 DELGEORGE, L 0 

Commonwealth Edison Co 2pp 13361 324 34X Fiche 50-293,82/05/26, 

8206030294 


8206080103 Informs that util training program meets TMI Action Item 
II B 4 requirements It i* acceptable Future changes to 
facilities should be reflected in updates to training 
program 

VAROA,S A Operating Reactors Branch 1 82/05/28 D£LGEORO£> L (i 

Commonwealth Edison Co 2pp 13441 335 24X Fiche 50-279.02/05/20, 

8206000103 


0506170051 RESPONSE OF THE ZION it INDIAN POINT CONTAINMENT flLPILOINOS TCJ 
SEVERE ACCIDENT PRESSURES 

BUTLER, T A Los Alamo* Scientific Laboratory FIN A-7S70 
NUREG/CR-2569 03/05/31 Division of Engineering 41 pp 
Available at NTIS «3 00 13555 240 a4X Fiche 50-000,02/05/31, 

6206170051 


5206070281 Submits addl info requested in NRC 830524-27 discussions re 
820521 proposed change to License DPR-39 Results of 
Hastinghouse FAC analysis indicate that 3 091 is highest 
total pealing factor uhlth could occur during Cycle 7 
LENTINE, F 0 Commonwealth Edison Co 82/06/02 DENTON, H R Office 
qf Nuclear Reactor Regulation, Director 2pp 13368 269 24X 

Fiche 30-295, 02/06/02, 620607028 1 


62O61O0214 Forwards requested info re implementation status of 
NUREG~0737 Items per Generic Ltr 02-10 

SWARTZ, E D Commonwealth Edison Co 82/06/04 ElSENHUT, D G 
Division qf Licensing 20pp 13453 214 24X Fiche 50-000,82/06/04. 

0306100214 


6206140000 Clarifies discussion qf in-core Instrumentation contained in 
App C to util 020517 Itr re steam generator insp It repair 
Ten alternative thimbles can bo used for calibr 
i^ENTINE,F 0 Commonwealth Edison Co 82/06/07 EISENHUM) O 
Division of Licensing Ip 13407 029 24X Fiche 50-295,92/06/07. 

0206140008 


9206160222 Forwards Revision 2i to QA Program, Topical Rept CE-I-A 
SWARTZ, E D Commonwealth Edison Co 82/06/07 HAASS, M P Quality 
Assurance Branch Ip 13522 027 24X Fiche 50-000,82/06/07, 

0206160222 


—9206160236 Revised pages to CE-l-A, Revision 21, "QA Topical Rept " 
f Cannonwealth Edison Co CE-l-A R21 ERR 02/06/06 2Gpp 
13522*028 24 X Fiche, 50-000, 82/06/07, 8206160222 


0206160097 Notification of 820615 meeting w/util in BethfiSda,MD to 
discuss basis for Tech Spec to assure leakage rata of 
primary to secondary coolant in each steam generator tube 
HIOGINTON, D Operating Reactors Branch t 82/06/10 VARGA. S A 
Operating Reactor* Branch t 2pp 13538 023 24X 

riche 50-295. 82/06/ J 0. 9206 1 6009 7 


8206170394 Informs that, due to utU lack of attempts to satisfy 
10CFR2 790 re qulremsnts, 820414 response to control of heavy 
loads technical evaluitian rept i* being returned Addl info 
required 

VARGA, S A QperaPing Reactors Branch I 02/06/15 DELGEOROE, L. 0 
Commonwealth Edliun Co 2pp I35S7 193 24X Fiche 50-295,02/06/15. 

8206170394 
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62^&SlOltO Forwards l^est Ing house "Analytical Assessment for Effects of 
Lofi-ie Parts^Zion fi» affidavit reciuesting certain portions 
considered praprletarg & bo withhold 
IvENTlNEiF 0 Commonwealth Edison Co, a2/0f>/l7 EIBENHUT^ D 0 
division of Licensing Ip 13960 139 24X Fiche 50-Z95i 02/06/17, 

0206210110 


— 02O62iOl27 Discusses reasons for withholding info contained In 
‘‘Analytical Assessment for Effects of Loose Parts, Zion 1" 
it foruartis affidavit certifying proprietary nature 
NIE&EHAMMr R A Westinghouso Electric Corp 82/06/15 
EISENVHIT, D O Division of Licensing Ip 13560 MO 54X 
Filch* 50-295,02/06/17,8206210110 


--02O621O138 Affidavit certifying proprietary nature of portions of 
‘“Analytical Assessment for Effects of Loose Parts, Zion 1," 
IrliESEHANNr R A Uestlnghouse Electric Corp 82/06/15 7pp 
13960 Ml a4X Fiche 50~295i 82/06/17, 02062101 10 


'82D6210149 "Analytical Assessment for Effects of Loose Parts, Zion I " 
HLUHAM, R A , YIJ, C Uestinghouse Electric Corp 82/05/10 130pp 

13560 149 24X Fiche 50-295i 82/06/ 17, 8206210110 


0206340429 Application for amend to Licenses DPR~39 it 0PR-4B changing 
Tech Specs to replace 4S-day holdup requirement for 
radioactive gaseous wastes 

LCKTINE. F 0 Commonuiealth Edison Co 82/06/17 DENTON. H R, Office 
of Nuclear Reactor Regulation, Director 3pp 13601 152 24X 

rich* 30-295,82/06/17.0206240429 


B206B40203 Provides status of NUREO-0737, Item II F 2, "Reactor Vessel 
Level Indicating Sys " Design of proposed mods expected to 
b-e completed during next operating cycle 

U€MTINE,F.O Commonwealth Edison Co 82/06/21 EI8ENHUT. D 0 
Division of Licensing 2pp 13999 061 24X Fiche 50-299.82/06/21, 

02^6340203 


a2Q'ia9'0372 Confirms 020617 << 18 telcons u/uti 1, Actions delineated in 
aS0526 & 0622 confirmatory action Itrs are acceptable 
Startup It. operation of Zion Unit 1 mag proceed 
KET^PLER.UO Regions, Office of Director 02/06/22 REED, C 
Cnmfuonwealth Edison Co Ip 13634) 111 a4X Fiche 50-295, 82/06/22, 
0206290372 


9306290407 Confirmatory action Itr re missing piece from reactor 
coolant pump locp A cold leg stop valve d Isc. discussed 
during 820616 6 17 telcons Util will conduct two addl tests 
to evaluate potential presence of missing part 

KCPPLERiJO. Regions, Office of Director 02/06/22. REED, C. E 
Cammonueatth Edison Qo 2pp 13632 317 24X Fiche 50-295,82/06/22, 

63 06290407 


O, Imspeetlon reports, lE Bulletins 4< correspondence 


03060^0493 Forwards info re 16 Bulletin 79-14, "Beismic Analysis for 
As— Built 8af e tg-Related Piping 8ys" A IE Imp Repti 
50-237/02-01,50-249/02-01,90-254/82-01 U 50-265/82-01, 
discussed during B20520 meeting 

STIEDE, N L, Commonwealth Edison Co 82/05/24 KEPPLER, J 0. Region 
3* Office of Director, i4pp 13325 001 24X Fich# 50-000,02/05/24, 

6206020493 


--6306050902 "Beiimlc Ground Motion Hatard at Zion Nuclear Power Plant 
Site for PI c kard, Lowe I, Oarri e k, Inc, " 

HCQUIRE.R K. Damss St Moore 02/07/02 37pp 13325.019, 24X 

Flehf 30-000, 82/05/24, 8206020493 


— 61 12020951 ''Conditional Probabilities of Seismic Induced Failures for 
Structures U Components for Zion Nuclear Generating 
Station " 

WESLEV,D A. Structural Mechanics Associates, 8MA 12901 02. 

SO/ 10/3 1 39pp. 13329 092 24X Fiche. 50-000, 62/05/24, 8206020493, 


6206020377 Forwards photographs of ID tubesheet 4, resolution test 
pl^otographif d ef crlption l< evaluation of resolution teet 
photographs 4( BltW 810516 loose part noise investigation 
rmpt U/o photographs, 

C-ENTlKe,F 0. Commonwealth Edison Co 02/05/26, ElBENHUTrD L. 
Division of Licensing 15pp. 13326- 270 24X Fiche 50-295, 02/05/26, 

6306020377. 


0SO&O7O487 Submits monthly status rept of evaluations performed In 
rasponse to IE Bulletin 79-14, "aeismlc Analysis for 
As-SuiLt Safety-Related Piping Sys. '* No changes since last 
siatui rept 

RAUSCK, T J Commonwealth Edison Co 82/05/26. KEPPLER, J, 0 Region 
3,r Office of Director. Ip. 13374.326 24X Fiche 90-000,82/05/26, 

6206070407. 


B202040147 IE Info Notice 82-19, "Notification of NRC, '• Bve list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/09/29 107pp 13426 093 24X 

Fiche 50-000, 02/05/20,0202040147 


B20421037Q IE Info Notice B2-16, "HPCI/RCIC High Steam Flow Setpoints " 
5vc list end 

i/OROANi E L Division of Engineering h Quality Assurance 82/05/2B 
I03pp 13440 264 24X Fiche 50-000,82/03/28.0204210370 


02O421O3BO IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PUR Plants " 

Sve list encl 

DEVOUNOfR C Director's Office. Office of Inspection and 

Enforcament 83/06/03 lOBpp 13927 150 24X 

riche 50-000,82/06/02,8204210380 


8206140008 Clarifies discussion of In-core Instrumentation contained in 
App C to util 820517 Itr re steam generator insp & repair 
Ten alternative thimbles can be used for calibr 
LENTlNErF 0 Commonwealth Edison Co 82/06/07 E1SENHUT,D, 0 
Division of Licensing Ip. I34fl7'029 24X Fiche 50-295,02/06/07, 

8206140008 


3206250210 Forwards IE Insp Repts 90-295/82-12 &< 50-304/62-10 on 
920401-0514 notice of violation. 

&PESSARD, R L Division of Project !« Resident Programs 02/06/10 
REED,C Commonwealth Edison Co 8pp 13613 240 24X 

Fiche: 50-299, 82/06/10, 8206 290210 


—9206290213 Notice of violation from Insp on 020401-0514 

a Division of Project te Resident Programs 62/06/10, Ip 
13613 242 S4X Flcha 90-299,82/06/10,0206250210 


—8206250219 IE Insp Repts 90-299/02-12 «< 90-304/82-10 on 820401-0514 
Noncompliance noted, on 820402, opera tors observed routinely 
bypassing gripper tube up interlock In nonemergeneg 
situat 1 one. 

NATCRSt^f R. , BUR0E8S, B. L. * caNNAUGKTON, K Division of Project l< 
Resident Programs. 02/06/07 lOpp 13613 243 24X 

FlcKe 90-299,82/06/10,8206290210. 


8204210363 IE Info Notice 82-17, "Over p resiur i tatlon of RC8 " 8vc list 
end 

^JORDAN, E L Division of Engineering It Quality Assurance. B2/06/il 
106pp 13675 2 50. 24X Fiche 90-000,02/06/11,0204210303 


B2042103B4 IE Info Notice 82-iQ, ’'Assessment of Intakes of Radioactive 
Matl by Workers." 'Bve list end 

DEY017NO, R C. Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13679. 109, 24X 

Fiche 90-000, 82/06/11, 8204210384. 


B206220367 Discusses steam generator insp It repair Insp to be perforate 
at next refueling outage confirmed Reporting program re 
status of steam generator tube leakage described 
LENTXNErF.O Commonwealth Edison Co. 82/06/10 E16ENHUT* 1>. 0 
Division of Licensing. 2pp l358t 274 24X Flche> 50-299. 82/06/10, 

8206220369 


8206290407 Confirmatory action Ltr re missing piece from reactor 
coolant pump loop A cold leg stop valve disc, discussed 
during 820616 It 17 telcon s, i/tll will conduct two addl tests 
to evaluate potential presence of missing part. 

KEPPLER. J.O, Region 3, Office of Director 02/06/22, REED, 0 E. 
Commonwealth Edison Co 2pp 13632.317 24X Fiche 30-293, 82/06/22, 

8206290407, 


8206290477 Act receipt of 520609 ItT informing NRC of steps taken to 
correct violations not«d in IE Insp Repts 50-299/82-03 V 
90-304/82-03, 

NORELIue.C.E Division of Engineering fc Technical Programs. 
82/06/29. reed, C. Commonwealth Edison Co ip 13631 '399 24X 

Fiche 90-295. 82/06/29.8206290477 


‘--8206290480 Responds to NRC 820910 Itr re violations noted in IE Insp 
Repts 90-293/82-03 & 90-304/82-03. Correct Ive actions- 
Procedure ZAP 3-92-1, re change of Instrument setpoint, ui 1 1 
cover changes of safety-related Instrument scaling. 

DdUOLAS, Commonwealth Edison Co 82/06/09 KEPPLER. J 0, 

Region 3. Office of Director app 13631.360. 24X 

Fiche, 90-295. 82/06/29. 8206290477. 


R Periodic operating reports It related correspondence 


8206110206 Forwards monthly operating repts for May 1902. 

QRAE58ER.K L Gommonwea L th Edison Co 82/06/08, Director's 
Office, Office of Inspection and Enforcement Ip 13466' 346. 24X 

Fiche: 90-295. 82/06/08, S206U0206 
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-aSOAl 10209 Monthly operating rept* for Kay 1983 

COOKi J M CDffimonweaJ th Ellison Co 83/06/08 llpp 10^66 047 
24J{ Fiche 90-295,88/06/08.0206110206 


Reportable otcurreoce*. LER* it related cor reependence 


206020345 ForuJard* LER a2-01B/0-3L'0 
ORAESSERiK L commonuea 1 th Edison Co 03/03/21. KEFPLER, J G 
Region 3* Office of Director Ip 13322 294 24x 

Fiche 90-29 3, Sa/05/a I i B2060205 45 


“8206020560 LER 02-OtB/O2L-'O on 830422, during routine calibr 
eurvel llance, racist ion monitor ORT-AROa for 592-ft level of 
euelliarv bldg found louer than Tech Spec limit Cause 
unkeiown Procedures being revised. 

JAKUBAiTtS, T. C Cptn.non u-eal t h Eifisan Co 82/05/21 Region 3 * 

Office of Director Ip 13322 295 24X Fiche 5a“29S, 92/05/21 r 

9206020545 


1206020351 Foruardi LER B2'Ol?/03L-0 
OPAESSEft,KL GowRanweflth Edison Co 02/05/24 FEPPLER.JO 
Region 3, Office of Director Ip 13320 277 24X 

Fiche 50-293, 82/05/24, 8306020351 


'-0206020356 LER 0g“Ol9/O3L-O on B20424, dur ing caUbr surveillance, 
condenser air ejector gas fflonitor iREOOtS found to be 
reading lou in high range of monitor Cause unknoun Monitor 
rtcallbr & radiation manitor calibr procedures revised 
JAKUBAiriS, T C Commonwealth Edison Co 92/05/24 Region 3, 
Office of Director Ip 13320 270 24X Fiche 30-299,82/03/24, 

9206020351 


1206220125 Forward* LER e2-020/03L-0 
QRAESSER. K L. Coaifflonwia Uh Edison Co 02/06/07 KEPPLER. J G 
Region 3« Office of Director Ip 13573 231 24X 

Fiche 90-295P 62/06/07,0206220125 


-0206220129 LER S2-020/03L-0 on 020510, during refueling outage, fuel bldg 
area radiation monitor QR!£-0005 alarmed high Caused by 
failed detector tube Tube replaced & monlt-or calibr 
WANO, J Commonwealth Edison Co 92/06/07 Region 3, Office of 
Director. Ip. 13973 233 24X Fl c he' 50-299, 02/06/07, 8206220125. 


OCKET 50“a96 0RDWWS FgRRV Nl/CLEAfl POWER STATION, UNIT 3 


Security, meiflcal, entergcncg It fire protection plans 


1306090002 Respends to FOFA r<q,ue«t fdr documents re Commission 
decision to eitend deadline for licenseee to implemeitt 
prompt noti f i cation sgs Forwards doiruekente listed in App A 
Docuinents also available In PDR 

FELTON, J M Oivieion of Rules and Records. 02/05/3 J. REYNOLD0. N S 
Debevolse h Ll berean 3pp 13454-00 3 2 4X Fiche 50-000, 02/05/11, 

0206090002 


-0206090062 Forwards updated info r* status of prompt notification 
sys for facilities Util expects to meet 020301 deadline 
STQHRrJ P Energency Preparedness 8, Program Support Branch 
02/01/21 ORIM^BjB K Division of Emergency Preparedness. 3pp 
13454 195 24X Fiche. SO-OOO, 82/09/ 1 J , 8206090002 


“0203110473 Submits update of current essessment of licensees ability 
to implement prompt notification sgs by 02O2D1 deadline 
Thirteen ileeniees mag not meet de«dline 

OtRCK0,W. J Office of the Executive Director for Operations 
02/01/26 Commissioners 2pp 13454 164 34X 

F 1 c h B - 50-00 0, 02/05/ 1 1 , 8206070002 


9206070401 Forwards Region 3 incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREO~0845, '*Agency Procedures fur NflC 
Incident Response Plan *’ Plan should be of benefit to 
understanding of NRC response to emergency W/o enc 1 

STOI-IR, vf P Division of Emergency Preparedness h Operational Supp-urt 
82/05/12 PARRIS. N 0 Tennessee Valley Authority Ip 133/5 05J 
24X Fiche 50-000,83/05/12.0206070401 


G2D6020I06 Releases public version of revision to radioipglcel 
emergency plan 

FELTON. J H Division of Rules and Records 02/05/23 Ooc uwent 

Management Branch Ip 13333 074 24X Fiche 50-359,82/05/2 5, 

8206020108 


— 6206020116 Forwards public version of Revision nFN-R£P“B2“002 lu 
radiological emergency plan Receipt form end 

WISENDURO.H R Tennessee Valley Authority 02/04/30 DENtCiN. N R 
Office of Nuclear Reactor Regulation, Director 2pp 13333 0/5 
24X Fiche 50-259,82/05/25,8206020100 


--8206020131 Public version of Revision DFN-R EP“a2-002 to radiological 
emergfncy plan Revision log sheet end 

a Tennessee Valley Authority 82/04/28 43pp 13333 077 24X 

Fiche 50-259,02/05/29.8206020100 


0206030217 Forwards summary description of prompt notification sy& ril 
facilities Four oversiie located maps for fixed sirens encl 
Ap-orture cards are available in PDR 

MILLS, L M Tennessee Valley Authority 82/05/25 VASSAL LD. », D 

Operating Reaetur* Branch 2 2pp 13337 269 24X 

F i tha 50-259. 82/05/25, 820603021 7 


8206160129 Forwards FEMA 010922 I tr to 0tatB of AL containing repb of 
deficiencies noted In 810909-10 emergency preparedness 
exercise it regional assistance committee 6 State of AL 
review of exercise 

KRIHM.R W Federal Emergency Management Agency 02/06/02 
GRIMES, 6 Division of Emergency Preparedness I4pp 13552 lOT" 

24X Fiche 50-259,82/06/02,8206180129 


6206170137 Forwards revised physical security plan Plan withheld 
I ref 10CFR73 2| 1 

MILLS, L M Tennessee Valley Authority 62/06/U DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13531 047 24X 

Fiche 50-259, 02/06/ 1 1,8206170127 


O. Adjudicatory correspondence 


6206040268 Response to ASLAB 920S17 order requesting why util 811100 
submittal not provided to ASLAB Util did not intentionally 
mislead ASLB ti does not believe submittal matl to issues 
before ASLAB Certificate of Sve end 

5ANQER, H 8 , WALLACE, L £ , BUROER,J F Tennessee Valley Authority. 
82/05/27 7pp 1 3358 284 24X Fiche 50-259, 02/05/27, 8206040288 


0206040297 Memerandum tn response to ASLAB 820517 order Util failed to 
serve parties w/011103 amended application NRC technical 
staff did not Inquire into document distribution S< NRC 
counsel unaware of document existence W/Cer tl f Icate of Sve 
RAWSON, R J Hearing Branch 4 82/05/20 Spp 13354 143 34X 

Fiche 50-259, 82/09/28, 8206040297 


02O617D246 MBmorarfum ALAB-677, re-emphasi z ing need for ASLAB to be 
Informed of all significant developments which may have 
bearing on decisions in pending proceeding* Util failure to 
serve mod violated ABLAB imposed requirements 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/06/10 
13pp I3S33 190 24X Fiche 50-259,82/06/10.8206170246 


-0206090009 Forwards first monthly rept re status of prompt natificalion 
sys implementation at f ac s lit i ft Me teorol ogica 1 programi, 
emergency retponsa facllltlei A raeearch raactors need addl 
mgt attention i c lari f icat ion. 

O'HEZLLV, J P Raglon 2, AtUnta, Office of the Director 
(81/03/01), 61/Oi/OB. DEYOUNG, R C. Director's Office, Office of 

Inspection and Enforcement 4pf 13454* 167. 24X 

Fich* 50-000, 02/05/ilr 8206090002 


-8203110481 Submits monthly update of status of implementation of prompt 
notificatien sys. 

SPENCER, 0 3 Division of Technical. Inspection 82/01/05. 

ORtKES, 6 K Division of Emergency Preparedness 8pp 13454 176 
24X Fiche: 50-000, 82/05/ i 1 , 8206090002 


-8206090133 Rsiponds to 620203 request for info rs deficiencies 
identified in initial testing of prompt nntlf Icat Ion sy* 
Facility test info encl, 

STOHRrJ. P Division of Emergency Preparedrti* 6 Oparational 
Support. 62/02/04 GRIMES, B K. Division of Emergency 
Preparedness. 5pp 13454 239 24X Fi Che. SO-OOOi 82/05/1 1, 

8206090002, 


P Operating license stage documents correspondence 


8206280071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed In App b available in PDR Confidential financial 
Info deleted 

FELTON, J.M Division of Rules and Records 82/05/12 KCMURRAYi C M 
Kirkpatrick, Lochhart, HiU. Christopher I, Phillips 20pp 
13630 055 24X Fiche SO-000, 82/05/12, 0206280071 


—8103020313 Update* 001222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justl f Icatlon for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIROS, M G Reactor Systems Standards Branch 81/02/02 

Division of Engineering Standards 20pp 13638 103 
a4X Fiche 50-000,83/05/12,0206280071 
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£120^010051 Forwards Amentfs 03,00 8, 54 to Llcehsea DPR-33. DFR->5a h 
DPR-i8, reipBc t i vely, saf aty evaluation t notice of issuance & 
Availability Amends change Tech Specs to provide addl 
tupvel Ii lance requirements For scram discharge vol vent 
CLAflK.fi J Operating Reactors Branch 2 02/05/19 PARRIS, H 0 

Tennessee Valleg Authority 2pp 13320 020 a4X 
Flche 50-25*?, 02/03/19.8206010051 


— ea0i0l0055 Amends 03,00 ft, 54 to Licenses DPR-33, DPR~52 DPR-60. 
resflec fci ve I g, Chang mg Tech Specs to provide addl 
surveillance requirements for scram discharge vol vent, 
dra^n valves ft, limit switches 

VASSALLD, D 0 Operating Reactors Branch 2 82/05/19 31pp 

J3333 022 24X Flche 50-Z59, B2/05/ t9.B2Q60100dl 


'—0206010060 Safety evaluation supporting Amends 03,00 S< 54 to Licenses 
DPR '-3 3, OPR- 52 8, DPR-6B1 respec tively Technical Evaluation 
Rept TER-C5506-67/71/76 end 

+ Office of Nuclear Reactor Regulation, Director 82/05/19 2pp 
13332 052 24X Ficho 50-259.03/05/19,8206010051 


81202090403 "0WR Scram Discharge Vol Long-Term hods, TVA, Browns Ferry 
Nuclear Plants 1,2 V 3,” technical evaluation rept 
MUCHA, E Franklin Inst i tute/Frank 1 in Research Center 
TEfi-CS506-67/7l/76 02/02/05 71pp 13332 053 24X 

Fi c fi e 50-239, 82/05/ 19, 020601005 1 


-&206010063 Notice of issuance 8; availability of Amends 63,00 8< 54 tp 
Licenses DPR-a3, DPfi-52 fti DPR-68, respectively 
VASSALLOfO B Operating Reactors Branch 2 82/05/19 2pp 

13332 123 24X Flche 50-259,82/05/19,8206010031 


8206040063 Forwards Amends 04.01 ftc 55 to Licenses DPR-33, DPR-32 ft. 
DPR-fte, T^sp(?t t Ively, safety evaluation 8. notice of issuance 
&. aval tab 1 1 ity Amends change Tech Specs, adding addl 
requirements for insp of snubbers 8. seismic restraints 
CLARKnR O Operating Reactors Branch 2 92/05/24 PARRIS, H C 

Ternessee Valley Authority 2pp 13391 001 24X 

Fich* 50-259, 82/05/24,8206040063 


— 8206040065 Amends 04,01 ft< 3S to Licenses DPR-33, DPR-52 L DPR-68, 
respective I y, changing Tech Specs to add addl requirements 
ffrp insp of snubbers ft. seismic restraints in response to 
811120 generic request 

VASSALLOiD B Operating Reactors Branch 2 82/05/24 60pp 

13391 003 24X Flche 50-239,88/05/24,0206040063 


-8206040067 Safety evaluation supporting Amends 64,01 8t 55 to Licenses 
DPR-33, DPR-52 U DPR-69, respectively 

e Office of Nuclear Reactor Regulation, Director 02/03/24 4pp 
13391 069 a4X Flche 50-259,82/05/24.8206040063 


‘--8206040069 Notice of Issuance 6 availability of Amends 84>8i & 55 to 
Licenses OP R-33, DPR -52 8. DpR-60. respectively. 

VASSAL L O, D D Operating Reactors Branch 2 02/05/24 2pp 

13391,073 24X Flche. 50-259, 02/05/24, 0206040063 


6206100419 Notification of 820602 meeting u/util 8< E0S.0 In Chattanooga, 
Til to discuss info needed by NRO for Unresolved Bafety 
Issue A-47, "Safety Implications for Control Sys “ 

CLARK, R J Operating Reactors Branch 2 02/05/24 VA00ALLO,O I? 

Operating Reactors Branch 2 2pp 13458 3 52 24X 

Flche' 50-239, 02/05/24, 0506100419 


0206090008 Forwards response to D Vassal lo 020509 request for addl info 
k Corrections to Tech Spec typographical 8. omission errors 
KAJ1HER, D. 0 Tennessee Valley Authority. 82/06/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 23pp 13435*109 
24X Ficha - 50-260,82/06/0310206090000 


6206140169 Forwards Info re Section 2 1 of NUREO-0612, “Control of 
Neavy Laaifs at Nuclear Power Plants, in response to NRC 
801222 Itr 6ii oversize drawings end Aperture cards are 
av^jla^bla in PDR 

KAHMER, D S Tennessee Valley Authority 02/06/03 VASSALLO, D D, 
Operating Reactors Branch 2 I3pp 13407 212 24X 

Fiche 50-259,82/06/03,0206140169 


— 82061401:78 "Nechanical Naint Instruction 119 Refuel Floor Lifting 
Instruction •' Si)( oversize drawings end Aperture cards are 
^vail^bila in FOR 

* Tennessee Valley Authority 81/05/05 Itpp 13407 227 24X 

Flche. 50-259, 02/06/03, 0206140169 


— 8206140207 "Mechanical Maint Instruction 102 Rigging Equipment 
program ” 

* Tennessee Valley Authority 01/01/13 62pp 13487 240 24X 

Flche 50-239,82/06/03,0206140169 


— B2O6140211 “Nechanical Kaint Instruction 117 Installed Overhead 
Traveling Bridge Cranes - Insp, Testing k Preventative 
Maint ' 

» Tennessee Valley Authority 81/03/03 48pp 13407 302 a4X 
Flche 50-259. 82/06/03. 8206140169 


— 8206140214 "Crane Dporator Qua I i f icatlon ft. Authorization '* 

« Tennessee Valley Authority 01/03/25 lOpp 13407 350 24X 

Fiche 50-257,02/06/03,0206140169 


0206090153 Generic Ltr B2-1 i to all LUR reactor plant licensees ftc 
applicants re transmittal of NUREO-09I6 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o one I 

EISENHUT, D 0 Division of Licensing 82/06/09 HAUSPURO, A. 
Consolidated Edison Co of New York HATTIMOE, J J Sacramento 
Municipal Utility District WITHERS, B D Portland General Electric 
Co 13pp 13537*349 24X Flche 50-000,03/06/09,0306090153 


0206210300 Forwards corrections to 820430 Tech Spec change request 
MILLS, L K Tennessee Valley Authority 82/06/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 13502 345 
24X Flche 90-259,02/06/10,0206210300 


— B206210393 Corrections to B20430 proposed Tech Spec changes, c leri fy ing 
requirements on inoperable control rods to avoid 
mislnterpre tat i on 

» Tennessee Valley Authority 82/06/10 5pp 13902 344 24X 

Flche' 50-239, 82/06/10, 8206210300 


0206230272 Forwards request for addl info re environ qualification of 
safety-related eLsctrlcal equipment, includ ing TMI action 
plan equipment 

VA88ALL0, 0 D Operating Reactors Branch 2 02/06/16 PARRIS, H 0 

Tennessee Valley Authority 6pp 13592 227 24X 

Flche 50-859, ea/06/ 16, 8206230272 


0206230079 Forwards response to NRC 020513 request for addl info re 
NURE0-0737i Items II B 2. 1 1 F, 1 1 ft. II F I 2 re plant 
shielding, samp Ling of plant effluents ft. sampling of 
high-range re dloi ad in e, respectively 

MILLBiL K Tennessee Valley Authority 02/06/17 DENTON, HR 
Office of Nuclear Reactor Regulation, Director Spp, 135S0 245 
24X Flche 50-2594 82/06/17,0206230075 


9206290359 Declines participation In study re NUREQ-0705, 
"Identification of New Unsolved Bafety Issues re Nuclear 
Power Plants'* 9. Task A-47, "Bafety Implications nf Control 
eys, " pep 820602 request 

hills, L h Tennessee Valley Authority 82/06/23 DENTONiH. R. 
Office of Nuclear Reactor Regulation, Director 8pp 13632.341 
24X Flche 50-259.02/06/23,8206290359. 


6206290091 Forwards response to Oeneric Ltr 02-10, "Post-TMI 
Requirements '* Continued operation w/o suspension, mod or 
revocation of OLs justified 

HILL61L H Tennessee Valley Authority 02/06/24. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 13634' 330 
24X Flche- 50-299, 98/06/24, 0206290091 


0206290109 Endorses Bfttkf owners group work addressing interim hydrogen 
control rule, tOGFRSO 44 Mark I containment design adequately 
controls combustible gases ui/o need for containment venting 
Add! design features not required 

MILLS, L K Tonneisse Valley Authority 82/06/84, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 8pp 13634 316 
24X Flche 50-259,82/06/24,0806290109 


Q Inspection reports, IE Bulletins It correspondence 


0806150016 Responds to FOIA request for documents re siren sys 
installed to provide aarly notification to populace in 
plume pathway around nuclear reactor sites In UB Forwards 
documents listed in App A 

FELTONfJ..H Division of Rules and Records 02/04/81, NADE, J 
Public Interest Research Group, New York 7pp. 13524 010. S4X 
Flche - 50-000. 98/04/8 1 , 8206 i 500 1 6 


—8206150043 Ac k receipt of 011013 ltr informing NRC of steps taken to 
correct deficiencies noted In 810922 notice of violation. 

Actions acceptable 

DEYOONGiR C Dlracto-r's Office, Office of Inspection and 
Enforcementv 92/01/04 PARRiPiH 0 Tennessee Valley Authority 
ip 13524 083 24X Fi c he' 30-000, 92/04/81, 8806150016 


8206070505 Ac k receipt of B205J7 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/02-12, 
150-260/92-12 it 50-296/33- i 2, 

LEWIS. R C Division of Project L Resident Programs 82/05/26. 
PARRIB.HO Tennessee Valley Authority Ip 13374' 102 24X 

Fiche 50-259, 02/05/26, 0206070505. 
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— 820&07091S R«tpontfs to NRC ( tr t'e violation^ eioted in IE 

Repts 50-259/82-13. S0“260/ea- 12 «* 50-296/82-12 Corrective 
actions rup tun disc asse-fflbled correctly U mechanical maint 
Instruction 22 uiill be revised 

illLLSi L M Tennessee Valley Autfianty 82/05/17 0 REfULV, J |> 

Rejlon 2 j Office of Director 7p 13374 103 
Fiche 50-23 9,82/09/26.8206070505 


—8206070526 Forwards IE ln»p Repti 50-239/82 -12, 50-360/62-12 & 
50-296/82-13 on 820226-0325 no-tices of violation 6 
diviatian 

LEU 1 8, R C Oivistan of Project U Resident Programs 83/04/19 

PARRIS. H 6 Tennessee Valley Authority 2pp 13374 llO 34X 
Ftche 50-359, 82/05/26, 0206070305 


— 8206070533 llotlcf of violation from insp on 830326-0325 

a Division of Project & Resident Programs 63/04/15 2pp 
13374 113 34X FI Che 30-359,82/05/26,8206070505 


— B206070543 Notice of deviation from Insp on 620226-0325 

e Division of Project it Resident Programs 02/04/15 Ip 
13374 114 24X Fiche 30-259,82/05/26.8306070505 


— 0206070354 IE Insp Repts 90-239/02-12,50-260/82-12 it 50-296/82-12 on 
820-336-032S, None omp I lance noted violation of tOCFRSO App S 
Criterion V V Tech Specs 63A$«46H1 ii failure to meet 
commitment date 

SULLIVAN, R F , CHASE. J U . PAULK. L Division of Project & 
Resident Programs 83/04/14 lOpp 13374*115 24X 

Fiche 50-239,82/03/36,8206070505 


BS06070S61 Ack receipt Qf 020517 1 tr informing NRC of steps taken to 
carrect violations noted in IE Insp Repts 3O-299/0I-37, 
50-260/01-37 & 50-296/81-37 

LEWIS, H C Division of Project 6 Resident Programs 02/03/26 
PARRIS, H 0 Tennessee Valley Authority Ip 13373 086 Z4X 
Fiche 50-259. 02/05/36. 8206070361 


—8206070571 Suppls responses to NRC 820121 $< 0315 Itrs re violations 
noted in IE Insp Repts 50-259/81-37. S0-260/B1-37 tt 
50-296/81-37 Corrective actions new valve checl list run on 
radu-aste sys to ensure proper alignment of all valves 
MILLS. L M Tenneeeee Valley Authority 02/03/17 O'REILLY, J* P 
Region 2, Office of Director 5pp. 13373 087 24X 

Ficfie 50-259.82/05/ 36, 0206070 S 6 1 


8203040147 IE Info Notice 82-15, "Notification of ifftC ** 8vc list one} 
DEYOUNG, R C. Director's Office. Office of Inspection and 
Enforcement. 02/05/80 I07pp 13426 095 24X 

Fiche: 50-000, 82/05/20 , 8202040147 


8204310378 IE Info Notice 83-16, ^HPCI/RCIC High Steam Flow BetpoLnte *• 
8vc list end 

JORDAN. E. L. Division of Engineering & Quality Assurance 82/05/28 
t03pp 13440* 264, 24X Fiche 50-000,82/05/20,8204210378 


0204210300 IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PUR Plants 
Sve list end 

DEYOUNO.R C Director's Office* Office of Inspection and 

Enforcement 83/06/02 lOBpp 13527 190 24X 

Fiche 50-000. 03/06/02, 82042 10380 


8206220560 Provides addl justification for suspmsion of functional 
testing of scram discharge instrument vel level switches 
following each scram per IE Bulletin 00-17, Sup pi 3 
Reconsideratt on of susptnfion denial req.uestsd 

MILLS, U.M Tennessee Valley Authority. B2/06/04. Q'REILLY. J P. 
Region 2, Office of Director. 3pp. 13582 190 24X 

Fiche - 30-239, 82/06/04, 8206320368 


8S042103B3 IE Info Notice 63-f7. *'OYarpresiur 1 ration of RCB " Bve list 
■ ncl. 

JORDAN, E L Division of Engineering L Quality Aseurance. 02/06/1 i 
106pp 13673 238 24X Fiche: 50-000, 82/06/ 11. 8204210383 


8204210304 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Matl by Workers " Sve list end 

E>EYOUNO,R. C Director's Office, Office of Inspection and 
Enforcement 02/06/11. 120pp 13679*189 S4X 

Fiche 30-000,02/06/11,8204210304 


0206250070 Act receipt of 930601 1 tr w/info re wiring funds for 
payment of civil penalties 

LIEBERMAN, J Enforcement Staff 82/06/21. MILLS, L.M Teniressae 

Valley Authority 2pp 13628 320 24X FI che; 90-259. 02/06/21, 

8206250078 


P Periodic operating reports t related correspondence 


8206010319 Forwards monthly operating repts for Apr 1902 

JONES, 0 T Tennessee Val lay Authority 02/05/11 Office of 

Management and Program Analysis Ip 13300 129 24)f 

Fiche 50-239. 02/05/11,0206010319 


— B206010326 Monthy operating repts for Apr 1902 

JONES. 0 T Tenneisee Valley Authority 02/05/01 42pp 
13300 130 24X Fiche 50-259,02/05/11,0206010319 


8206290358 Forwards revisions to effluent it waste disposal semiannunl 
rept for 1900 Corrects errors in solid waste-drg 
compressible waste, cental nment equipment f i g ure$ , submi 1 1 e cf 
an 020513 

HILLS.L M Tennessee Valley Authority 02/06/23 VABSALLO. D 0 
Operating Reactors Branch 2 2pp 13631 053 24X 

Fiche 50-259. 82/06/23.8206290338 


—8206290363 Revisions to effluent it waste disposal semiannual rrpt fpi 
I960 

• Tennessee Valley Authoiity 62/06/23 4pp 13631 055 IMX 
Fiche 50-259,82/06/23,8206290558 


S Reportable occurrences. LERs & related correspondence 


0206010102 Forwards updated LER 0I-O65/O3X-1 

OREEN.H J Tennessee Valley Authority 02/05/04 O'REILLV. J F 
Region 2. Office of Director Ip 13307 195 24X 

Fiche 90-296.02/05/04.6206010102 


—8206010190 Updated LER 81-065/03X-1 on BH031 , reac tor core isolation 
coding steam supply isolation valve 3-FCV-71-3 could not be 
closed electrically Caused by wire lug broken off due to 
stress on motor field winding lead 

CARTER. S Tennessee Valley Authority 82/05/04 Region fJ, 
Office of Director 2pp 13307 196 24X Fiche 50-296,02/05/04, 

8206010102 


8206010230 Forwards LER 82-007/03 X-1 

OREEN, H J Tennessee Valley Authority 82/05/10 Q'REILLY,J,P 
Region 2. Office of Director, Ip 13301*156 24X 

Fiche 50-296, 62/05/ 1 0, 82060 10230 


—8206010234 LER 02-OO7/O3X-1 pn 820318. ice storm caused loss of offsite 
pouar to 4-kV bus-tie board. Caused by interruption of power 
to cooling tower transformers it 4*‘kV switchgear feeding 
bus-tie board due to loss of l61-kV Unas 

SOLLEY.S W Tennessee Valley Authority 82/05/14 Region 8. 
Office of Director 2pp 13301 157 24X Fiche 50-296,62/05/10, 

S2D6010230 


8206010534 Forwards LER 81-062/03X-1 

OREEN, HJ Tettneiiae Valley Authority 88/05/19 Q'REILLY, J P 
Region S, Office of Director Ip 13314 098 24X 

Fiche 50-296.02/05/19,0206010534 


— 8206010543 LER ai-062/03X-l on 011009, d lese 1 generator 3C taken out af 
SVC to callbr relay PFDl Relay PFOl out of tolerance ie would 
not repeatj however, generator was operable !, startable Delay 
relay replaced k timed 

GREEN, H J Tennessee Valley Authority 02/05/14 Region 8, 
Office of Director 2pp 13314 099 24X Fiche 30-296,02/05/19, 

8206010534 


0206010448 Forwards LER 02-01 3/03L-0 

CREEN.H J Tennessee Valley Authority 02/05/20, O'RElLLV. J P- 
Region 2, Office of Director ip 13307 340 24X 

Fiche: SO-296, 82/09/20, 8206010442 


-B8060I0490 LER ea-013/03L-0 on 020423, while performing SI 4 8, D-6i 
pressure switch 3-PS-64-57D operated above Tech Spec limits 
Caused by setpoint drift Statlc-O-R ing switch model 12N-AA4 
rccal ibr, tes ted tc returned to sve 

IRSYra. J Tennesiei Valley Authority 02/05/20 Region 2* 
Office of Director, 3pp 13307 349 a4X Fiche 50-296,92/09/20. 
8206010448 


8206010546 Forwards LER B2-018/03L-0 

GREEN. H J Tennessee Valley Authority 02/05/20 O'REILLY, J P 
Region 2, Office of Director Ip 13319 337 24X 

Fiche 50-296,02/05/20,0206010946 


——8206010595 LER B2— 012/03L-0 on 830482, drywe 1 1 pressure switch 
3-PS-64-3BC, switches 1 it 2 found operating at 2 517 psig, 
respective! y, outside Tech Spec limit plus/minus S 5 psig 
Caused by calihr drift Switch recalibr 

IRBY. D J Tennessee Valley Authority 82/05/20. Region 2, 
Office of Director 3pp 13315 338 24X Fiche 50-296,82/05/00, 

8206010546 
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^^iOiClOaiS Forwards LER sa-OU/O3L-0 

C^EEta, H J Tennessee Valley Authority 62/05/24 O'REILLY. JP 
F«9ia.n a. Office of Director Ip 13307 147 24X 

50-29A. 62/05/94, SaOiO 1026 5 


— 82'0iOl0275 LEr 82-0l4/03L*-O on 820425. continuous elr monitor 90-247 
It insp revealed loui flouj alarm in Caused by vacuum 
pump failure due to normal operation Unit changed out 8t 
r«turnBd to svc 

PORTEft-M R Tennessee Valley Authority 82/05/24 Region 2, 
Office of Director 2p p 13307 148 a4X Flche 50“296. 82/05/24, 
B20£i0t02&5 


5ZC4O7CA30 FoTuiards UFR a2-0l6/Q3L-0 

&REEfJ,h j Tennessee Valley Authority 82/05/26 O'REILLY. J P 
Region 2, Office of Director Ip 13389 291 24X 

riche 50-296.82/05/26.8206070630 


--B206070640 LER a2-016/Q3L-0 on 820428. EECW pump A3 did not 
au k ona b icai ly start when diesel generator 3D started 
Caused by wiring error on relay TD2A on A-kV shutdown board 
3EA Relaij replaced Personnel to be retrained 

Ch-TRISTOPHER. M Tennessee Valley Authority 82/05/26 Region 2. 
Office of Director 2pp 13389 299 24X Fiche 50-296.82/05/26. 

6206070630 


S206070414 Forwards LER 82-019/03L-0 

CREEW.H J Tennessee Valley Authority 82/05/28 O'REILLY. UP 
Region a. Office of Director Ip 13371 209 24X 

Riche 50-296,82/05/28.8206070414 


S20i070420 LER a2-Ol9/03L-0 on 820412, channel B containment atmospheric 
nvonitor FlC 76-104 discovered not indicating flow rendering 
hTjdrogen anaiyier B inoperable Caused by failure of solenoid 
assembly fSV 76-65 due to excessive moisture buildup 
miller, j Tennessee Valley Authority 82/OS/2B Region 2. 

Office of Director 3pp 13371 210 24X Fiche 50-296,82/05/28. 

820607041 4 


0206340339 Forwards updated lER B1-062/03X-1 

CREEN. H J Tennessee Valley Authority 82/06/15 O'REILLY. J P 
Rogion 2. Office of Director Ip 13603 172 24X 

Fiche 50-296.82/06/15.8206240339 


--8206240346 Updated LER 81-06a/035(-J on 81 1009, while performing EMI-3, 
diesel geneiator 3C made inoperable to calibr relay PFDl 
Caused by relay being out of tolerance Square D model EHD 
S253246 pneumatic time delay relay replaced 

SQLLEy. S W Tennessee Valley Authority 02/06/15 Region 3. 
Office of Director 2pp, 13603 173 24X Fiche 50-296.82/06/15. 

D206P 40339 


8^06540368 Forwards LER a2-020/03L-0 

CRCEM, H, J Tennessee Valley Authority 82/06/15 O^REILLY. J P 
Region 3, Office of Director Ip 13603 005 94X 

Fiche 50-296, 82/06/ 1 5. 8206240369 


— 0306340374 LER 82-020/03L-0 on 020523. control rod drive (CRDl 46~15 
failed to scram b CRD 54-47 had 90’/; scram insertion time of 
& 02-s. foiling to meet Tech Spec 3 3 C criteria Caused by 
incorrectly rebuilt pilot valves Valves reassembled 
UmOD, M D Tennessee Valley Authority 82/06/15 Region 2* 
Office of Director 2pp 13603 006 247 Flcha 50-296.82/06/15, 

0206240368 


02O£>S4O315 Forwards LER 82-024/03L-0 

GRfEN. H J Tennessee Valley Authority 82/06/18 0 'REILLY, J P 

Region 2, Office of Director Ip 13596 200 24X 

Ficha 50-296.82/06/18,8206240315 


—8206240317 LER aa-024/03L-0 on 020523. during startup testing, 3K average 
insert ion time for all control rads exceeded It 11 2x2 arrays 
failed to meet 5X insertion time for fastest 3 rods Cause 
unfiuie-r mined 

tfiMOO. H D Tennessee Valley Authority 82/06/10 Region 2. 
Office of Director 2pp 13596 201 24X Fiche 50-296.82/06/18, 

8206340315 


9206300222 Forwards LER Sa-Oai/OaL-O 

ORreif, K J Tennessee Valley Authority 82/06/10 O'REILLY. J P 
Region 2, Office of Director Ip 13654 282 24X 

Fiche 50-296. 02/06/ 1 8. 0206300222 


— 8206300332 LER 82-02i/03L-0 on 020525. core standby cooling sys pressure 
switch PB-60-93, switches 18-26 pressure switch PS-3-740, 
switch 2 opereted above allowable level Caused by instrument 
drift Switches reralihr, 

IR&Y, a t} Tennessee Valley Authority 82/06/10 Region 2. 

Office of Director 3pp. 13654 283 a4X Fiche 50-296.82/06/18, 
8206300222 


0206300217 Forwards LER 02-O22/O3L-O 

GREEN.H J Tonnaasee Valley Authority 82/06/22 O'REILLY. P 
Region 2. Office of DlrectoT Ip 136 54 2 94 24X 

Ftche 50-296.82/06/22.8206300317 


— 0206300225 LER 83-O23/03L-O on 020525.31 8. 0607. dry we 11 temp 
indicator TI-64-52A found reading downscale 6 declared 
inoperable Cause unknown Investigation continuing 
Followup rept will be submitted in 60 days 

IRDY. D J Tennessee Valloy Authority 82/06/22 Region 2. 
Office of Director 2p p 13654 293 24X Fiche 50-296.02/06/22, 

8206300217 


X Onsite Storage of Low Lsvol Watte 


B20&22Q055 Forwards safety evaluation ro low level raduaste storage 
facility at Broiiins Ferry 6 notice of availability 
ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 02/O6/Q4 
PARRIS. H Q Tennessee Valley Authority Ip 13305 040 24X 

Fiche 50-259,02/06/04.820622005 3 


— 8206220060 Safety evaluation supporting low level radwaste storage 
facility at Drowns Ferry 

♦ Advanced Fuel V Spent Fuel Licensing Branch 82/05/31. 27pp 
13585 049 24X Fiche 50-S59. 02/06/04. 8206220055 


—8206220064 Notice of availability Of safety evaluation re low level 
radwaste storage facility at Browns Ferry 

ROUSE.L. C Advanced Fuel 1. Gpant Fuel Licensing Branch 02/06/04 
3pp 133B5 076 247 Fiche 50-259.02/06/04.8206220053 


0206300009 Forwards E lA, sup par ting application for authority to stave 
low level radwaste at Drowns Ferry Units 1. 2 I, 3 site & 
notice of issuance It avallablUty 

ROUSE, L C Advanced Fuel I, Spent Fuel Licensing Branch 82/06/09 
PARRIS. H 0 Tennessee Valley Authority 3pp 13683 241 24X 

riche 50-259 . 02/06/09.8206300009 


—0206300015 Notice of issuance %t availability of EIA, supporting 
application for authority to store low level radwaste at 
Browns Ferry, Units 1.5 b 3 site 

R0U5E. L 0 Advanced Fuel 4, Spent Fuel Licensing Branch B2/Q6/0? 
2pp 13603 344 Z4X Ftchu 50-239,82/06/09.6206300009, 


— 8806300014 ElA supporting application for authority to store low level 
radwaste at Drowns Ferry* Units 1. 3 b 3 site 

e Division of Fuel Cycle b Material Safety 0S/O6/3O 7lpp 
13683:346 24X Fiche 50-239,82/06/09.6206300009 


DOCKET 50-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


B206220547 Ack receipt of 020510 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-111/82-03 ?, 
30-297/63-01 Violation A withdrawn 

LONO.F J Division of Projact b Resident Programs 02/07/03 
COCKRELL. R O North Caroline State Unlv Ip 13580 319. 24X 

Fiche 30-111, 82/07/03. 0506220547 


— 0206220556 Reeponds to NRC 820421 Itr r« Violations noted In IE Insp 
Repts 50-11 1/02-02 b 50-297/82-01 Corrective actions 020312 
incident reported b reactor safeguards advisory group mot 
020331 Disputes Item A re safeguards advisory group 
COCKRELL* R 0 North Carolina Btate Univ 02/05/10 LONO.F J 
Division of Project b Resident Programs 6pp 13500.320 24X 

Fiche 50-11 1,82/07/03. 8206220547. 


—8206220359 Forwards IE Insp Repts 50-111/02-02 b 50-297/03-01 on 
020315-19 b notice qf violation 

LONG. F, J Division, of Projiect b Resident Programs 02/04/21. 
COCKRELL. R O. North Carolina State Univ 2pp 13500; 328 24X 

Fiche 50-11 1. 02/07/03, Q306320 347 


— a206220S6<? Notice of violation from insp on 820315-19 

s Division of Project b Resident Programs 02/04/21 Ip. 
13380-330 24X Ftche 50-11 1 , 62/07/03. 0206220347 


—8206220378 IE Insp Ropts 50-111/02-02 b 50-297/82-01 on 820315-19. 
Noncoimp liancs noted control room left unattended b reactor 
sqfeguartis advisory group not convened semiannually 
UULIAN. C. , BUROER. C Division of Project b Resident Programs 
82/04/2! 7pp. 13500^331 24X Fi che* 50-1 i I, 82/07/03, B2062B0547 
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DOCKET 50'-a<?a COOPER NUCLEAR BTAT ION 

F Stcuriti^r fn«dIcaU «(n«rg«ncij fir^ protection plane. 


— 6206020247 Notice of issuance U availability of AtneniJ 79 to License 
OPR -4 6 

VASSAL UO • D D Operating Reactord Qranc/i 3 02/05/10 2pp 

13334 32B 24X Fiche 50-298. 82/05/ 10- 0206020237 


82-06090002 Responds to FQIA req^uest for docutnents re Coirinis s ion 
decision to extend deadline for licensees to implentent 
prompt notification syS Foruards documents listed in App A 
Doceimants also available in PDR 

FELTON. J M Division Of Rules and Records B2/0S/ 1 1 REyNOLHS, N S 
Oebevoise it Liberman 3pp 13454 003 24X Fiche SO'OdO. 02/05/11, 

8306070002 


— 8203110470 Submits update of status of implementation of prompt 
notification Regional F£HA ofcs have indicated reviews/ 
tests of sys have not been conducted 

COLLINS. J T Region 4i Dallas. Office af the Oirectur (81/03/01) 
02/01/04 OEVOUNOiR C Director's Office, Office of Inspection 
and Enforcement ip 13454' 175 24)( Fiche 30-000.02/05/11, 

820^090002 


82-06020267 Forwards request for addl info needed to complete review af 
Till Action Item I A 2 1 re upgraded reactor operator 
training tt Item II B 4 re training for mitigating core 
-damage 

VASSALLO. D B Operating Reactors Branch 2 82/05/IB P1LANT.,P N 

Nebraska Public Power District 4pp 13334 336 24)( 

Fiche 50-298.82/05/10,8206020267 


8206080140 Informs that acceptance of NUREO^O 578, Item 2 0 5 also 
satisfies requirements of NUBE0~0737i Item II E 4 1, 

‘'Dedicated Hydrogen Penetrations “ Item considered resolved 
for facility 

VASSALLO. D 8 Operating Reactors Branch 2 82/06/01 PILANT, J N 

Nebraska Public Power District 2pp I344t 284 24X 

Fiche 50-298,82/06/01,8206000140 


— 8Z06090174 Advises of licensee compliance w/B2020l deadline for prompt 
notification sys 

COLLINS. J T Region 4, Office of Director 82/02/07 GRIMES, D h 
Division of Fm«rg*ncv Preparedness Ip 13454 248 a4X 
Fiche 50-000.82/05/11.8206070002 


8206040061 Agrees that changes presented in 820IS8 Itr re Revision 10 
to physical security plan are consistent u/10CFR30 S4(p) 

Revised pages should be submitted 

VASSALLO. D D Operating Reactors Branch 2 82/05/20 PILANT, J M 

Nebraska Public Powar District 2pp 13363 345 24X 

Fiche 50-298 . 82/0 5/20, 820604006 1 


82062S0164 Ac k receipt of 020524 Itr re public notification sys (nod 
Proposal being reviewed If 820701 sys operational {fate 
cannot be met.NRC should be contacted 

COLLlNBijT Region 4. Office of Director 82/05/26 PILANT, J W 
Nebraska Public Fouer District Ip 13574 050 24X 

Fiche 50-296 , 82/0 5/26, 8206220164 


— 8206220166 Updates util actions re early warning sys Util will make 
tone alert radips available for all residences within 10- 
mile emergency planning lane not covered by fixed sirens 
PlLANT, J M Nebraska Public Power District 82/05/24 
COLLINS, J C Region 4, Office gf Director 3pp I3S74 05J 24X 

Fiche 50-298, B2/0S/26, 8206220 1 64 


8206180339 Responds to 820503 Itr re changes to physical security plan 
Changes consistent w/lOCFRSO S4fp) Revised pages requested 
VASSALLO. D B Operating fteactors Branch 2 82/06/11 PILANT, U M 

Nebraska Public Fewer District 2pp 13369 324 24X 

F i c h • . SO- 278, 82/06/ 1 1 . 8206 1 80339 


P Operating license stage documents 6 correspondence 


9206110093 Forwards response to NRC 820510 request for addl info on 
NUREG-0737, Items I A 2 1 re upgraded reactor It senior 
reactor operator training V II B 4 re training for 
mitigating core damage 

PILANT, J M Nebraska Public Power District 02/06/01 

VASSALLO, D B Operating Reactors Branch 3 4pp 13465 268 24X 

Fiche 50-278. 82/06/01, 82061 10003 


8206140237 Notifies that NUREG-0737. Item 1 1 K 3 3, "Reporting Flolief 
Valve b Safety Valve Failures 6 Challenges" respoTises 
acceptable I tern considered closed 

VASSALLO, D 8 Operating Reactors Dranch 2 02/06/01 PILANT, J N 

Nebraska Public Power District 2pp 13507 167 24X 

Fiche 50-298, 82/06/01,0206140237 


B206U0170 Forwards response to 020509 Generic Ltr 02-10 request for 
comiAitments to implement NUREG-0737 items remaining to be 
completed after 820301 

PILANT, J tt Nebraska Public Power District 82/06/04 
EISENHUT, D G Division of Licensing 4pp 13466 313 24X 

Fiche 80-290,82/06/04,0206110170 


6206300417 Ac k receipt of 820430 application to amend license t, Olaf-s 
11 fee Add! Class III fee required 

DIGGS, R M License Fee Management Branch 02/06/04 PILANT' 0 M 
Nebraska Public Power Olatriefc Ip 13661 360 24X 

Fiche 50-298, 82/06/04,0206300417 


9206140338 Notifies that electrical Instrumentation St control dos-ign 
aspects of override of containment purge valve isolation 8j 
other engineering safety feature signals for facility 
acceptable Multi-Plant Action Item D-24 completed 

VASBALLO.D B Operating Reactors Branch 2 82/06/07 PILANT, J « 

Nebraska Public Power District 3pp 13S09 0S2 24X 

Fiche 50-278, 89/06/07,0206140338 


0206160321 Responds to 820224 request for addl info re RC0 venting 
capability to ensure core cooling during natural 
c Ircul at 1 on, p er NUREG-0737. Item II B 1 Facility does not 
have Isolation condenser Special study unnecessary 
PILANT, J.M Nebraska Public Power District 82/04/30 
VAGSALLO, D B, Operating Reactors Branch 2 2pp 13921.323 24X 

F i c h « 80-278. 82/04/30. B2D6 1 6032 1 


8206010022 Summary of 820429 meeting u/utll Sc EDS Nuclear, Inc re 
plant“Unique analysis rapt for Mark I containment program. 

List of attendees end 

SIEGEL, II L Operating Reactors Branch 2 82/05/10 Operating 

Reactors Branch 2 Spp 13319 1 99 24X Fiche 80-278.89/05/10, 

0206010022 


02O6O2O937 Forwards Ame-nd 79 to License OPR-46, sa f ety evaluation 1. 
notice of Issuance It availability Amend permits operation 
during startup between 020322 6 29 w/conta I nment deinerted & 
w/o drysiell suppression chamber differential pressure. 

SlEGELxB L Operating Reactors Branch 2 92/03/10, PILANT, J H 

Nebraska Public Power District 9pp 13334 319 24X 

Fiche 50-278, 82/05/10,8206020337 


'*-8206020242 Amend 79 to License DP R-46i perm! t ting operation during 
startup for period not to exceed 4a-h betu/een 820322 25 

u/contal nment delnerted & u/o drywell suppression chamber 
differential pressure 

VASSALLO, 0 6, Operating Reactors Branch ? 82/05/10 8pp. 

13334:321 24X Fiche 50-278,82/05/10,0206020237 


— 0806020246 Safety evaluation supporting Amend 79 to License DPB-46 
SIEGEL, B Operating Reactors Branch 2 02/OS/lO 2pp 
13334' 326 24X Fiche 50-270, 82/05/10, 0206020237 


0206140341 "Technical Evaluation of Electrical Instrumentation 8< 
Control Design Aspects of Overside of Containment Purge 
Valve Isolation & Other Engineered Safety Feature Signals 
for Cooper Nuclear Power Station " 

COOPER. J H EOhO, Inc EOO-U 03-4 147 82/06/30 NRC - No 

petalUd Affiliation Given IBpp 13509 005 a4X 
Fiche 50-298,82/06/07.0206140330 


8206070153 Generic Ltr 02-11 to all LWR reactor plant licensees l< 
applicants re transmittal of NUREG*0916 relative 
restart of RE Ginna Rept documents findings re cause of 
event M/o end 

EISENHOT.D G Division of Licensing B9/06/09 HAUSP'URG,A 
Consolidated Edison Co of New Vork CHITKARA, K K Cincinnati Gas h 
Electric Co LYLE, HP Northern Indiana Public Service Co 13pp 
13557 349 24X Flthe 50-000,82/06/09,82060 90153 


8206150420 Forward* Refs 1,5,16,20 ic 49 from plant-unique analysis 
rept, as requested M/o eoc 1 

SIEGEL, 0 Operating Reactors Branch 2 82/06/07 SEAORAVEH,W 

Franklin Ins t itute/Frankl in Research Center lo 13525 237 24X 

Fiche 50-000.82/06/07,8206150420 


8206230176 Forward# revised proposed radiological effluent Tech Specs, 
offsite dote asaeiiment manual it process control program 
Tech Specs for Instrumentation InitaUed under NUREG-OTS?, 

Item II F I forthcoming 

PILANT, 3 M Nebraska Public Power District 02/06/09 

VASSALLO. D, B. Operating Reactors Dranch 2 I9pp 13597 017 a4X 

Fiche 50-29B< 82 /(J6/07, 0206230176 


—820623017? Revised proposed radiological effluent Tech Specs 

» Nebratka Public Power District 82/06/07 73pp 13597 D36 
a4X Fiche* S0-29B, 89/06/07, 8206230176 
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-“0206230182 dose assBaacnent ma(\ual For ^saesstnenb of gaseous Sc 

effluents 

* Nebraska Public Power District 82/06/09 9app 13907 109 
24X Fiche 50-2901 82/06/09, 0206330176 


— 8206330103 Process control program 

* Mebraslca Public power District 82/06/07 4pp 13987 202 
24X Fiche 50 -29Bi 82/06/09, 0206230176 


8206210636 Foruarda addl sum to cover Class III fee for portion of 
8£0430 oppitcation re changes in safety limits per NRC 
reciuest 

PILANT, J W Nebraska Public Power District 82/06/10 DI008»*I M 

License Fee Management Branch Ip 13S61 347 34X 

Fiche 50-298,82/06/10,0206210626 


0206220323 Forwards proprietart^ QE NEDC-24360-P# “Cooper Nuclear 
Station Suppression Pool Tamp Response " Rept withheld 
fref iOCFR2 790) 

PfLAMT, J M Nebraska Public Power District 02/06/10 
VASSALLO^D 0 Operating Reactors Branch 2 3pp 13971 06S 24X 

Fiche 50-29Bi 02/06/10* 8206220323 


8506180343 Ra^^uests that BNL 6 Franklin Research Ctr be provided u/ 
documents referenced in Mark I p lant*-uni 4 ue analysis review 
hV 020915 

VASSALLOj 0 D Operating Reactors Branch 2 82/06/11 PILANT, J M 

Nebraska Public Power District 2pp 13969 390 24X 

Fiche 50-298,82/06/11,8206160343 


6206210458 Responds to 820517 Itr requesting confirmation of telcon re 
NLPnEQ-0737. Items 1 1 F 1 4, 11 F 1 9 6 1 1 R 1 6, “Containment 
Pressure, Love 1 8- Hydrogen ’* 

P1LANT« J M Nebraska Public Power District 82/06/16 

VAQSALLQ, D B Operating Reactors Branch 2 4pp 13566 269, 24X 

Fiche S0-59ai 89/06/16, 6906210498 


8206560306 Confirms OE completion of reanalysis of limiting transient 
load rejection w/o bypass, using corrected ODYN computer 
code Cleanup Tech Spec submitted 620430 not affected 
PiLANTi J K Nebraska Public Power District 82/06/21 
VASSALLa, 0 B Operating Reactors Branch 2 Ip 13634 090 24X 

Fiche 30-290,82/06/21,6206260286 


8206290479 Forwards Info re operability of containment purge valves# per 
820419 request Valves given operability test weekly it 
closure tiftilng test quarterly Addl info re Questions 1 h 2 
will be provided by 820730 

PILANT, J M Nebraska Public Power District 02/06/23, 

VA9SALL0, D B Operating Reactors Branch 2 3pp 13631:349 2AX 
Fiche' SO-298, 02/06/23, 0206290479 


Q Inspection reports, IE Bulletins correspondence 


82060200-73 Informs that requirement to answer all notices of violation 
tinder oath or affirmation is rescinded NRC may still 
exercise option to require oath in specific cases 
NADSENrO t. Division of Resident, Reactor Project 8» Engloaerlnfl 
Programs 02/05/26 PILANT, J M Nebraska Public Power District 
5pp. 13322 238 24X Fiche 50-296,82/05/26,6206020073. 


6506020293 Ack receipt of 620427 itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 9O*-298/02-O4 
KADBENiO- L Division of Resident. Reactor Project & Engineering 
Programs 82/09/26 PILANT, J M Nebraska Public Power District 
Ip 13321:360 24 X Flcha 90-298,82/03/26,0206020293 


— 0206020297 Responds tg NRC 820331 Itr re violations noted in IE Inop 
Rept 30-298/82-04 Corrective actions administrative 
procedure I 11 will be revised to include shalf life 
control program 

PILANT#J M Nebraska Public Power District 02/04/27 

MADSEN, 0 L Division of Resident, Reactor Project It Engineering 

Programs 2pp 13321 361 24 X Fiche 50-298,82/05/26,8206020293. 


0202040147 IE Info Notice 02-15, "Notification of NRC " 8vc Hit end. 
DEYOUNOiR C Director's Office, Office of Inspection and 

enforcement 82/05/98 I07pp 13426 095. 24X 

Fiche 50-000,82/05/20,8202040147 


6204210378 IE Info Notice 82-16. “HPCI/RCIC High Steam Flow Setpoints,*' 
8vc list end 

^ROAN, E L Division of Engineering Quality Assurance 62/09/58, 
103pp. 13440 264 24X Fiche 50-000,82/05/28,0204210379, 


8504210380 lE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants *' 

Svc list end 

OEVCjVNGt R.C Director's Office, Office of Inspection and 

Enf or cement 02/06/02 lOBpp 13927 150, 24X 

Fi di » 90-000, 02/06/OS, 8204210380 


9206210103 Forwards IE Insp Rept 90-290/82-12 on 020426-29 No 
noncompl 1 ance notad 

MADSEN, 0 L Division of Resident, Reactor Project U Engineering 
Programs 02/06/03 PILANT, vl M Nebraska Public Power District 
2pp 13959 339 24X Fiche 90-290.82/06/03,8206210103 


— B2O631O1O0 IE Insp Rept 50-290/02-12 an 020426-29, Nq noncompliance 
noted Major areas inspected offsite committee tn support 
staff 

JAUDO^, J P . UEBTERHAN, T F , HALL, R E Division of Resident, 
Reactor Project Engineering Programs 02/05/25 5pp. 

13559 341 24X Fiche 90-298,02/06/03.8206210103 


8204-210303 IE Info Notice 02-17, "Overpressur Ixation of RGB " 8vc list 
end 

JORDAN, E L Divisioit of Engineering & Quality Assurance 02/06/11 
106pp 13675 2SB 24X Piche 50-000,82/06/11,8204210383 


02O42IO3B4 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Natl by Norkera '* Svc list end 

DEYOUNOtR C. Directur's Office, Office of Inspection and 

Enforcement 05/06/ tl 120pp 13679 109 24X 

Fiche 50-000.82/06/11,8204210304 


R Periodic operating reports U related correspondence 


0206010189 Forwards monthly rept for Apr 1982 

LESSOR# U C, Nebraska Public Power District 02/05/04 Office of 
Management and Program Analysis Ip 13307 190 24X 

Fiche 50-298,02/09/04,8206010109 


— 8206010193 Monthly operating rept for Apr 1902 

DALLINOERrP L Nebraska Public Power District 02/09/04, 4pp 
13307 191 24X Fiche: 50-290, aa/09/04, 0206010109, 


0206010264 Forwards corrected monthly operating rept for Apr 1985 

LESSOR, L C Nebraska Public Power District 62/05/iO Office of 
Management and Program Analysis ip 13307 ISO 24X 
Fiche 50-598,82/05/10,0206010264 


-''8206010860 Corrected monthly operating rept for Apr 1902 

DALLINOER, P. L Nebraska Public Power District 02/05/10 Ip. 
13307 151 24X Fiche 50-890,02/05/10,0206010264 


6 Reportabla occurrences, LERs 6 related correspondence 


B206070132 Forwards LER B2-009/03L-0 Detailed event analysis submitted, 
LESSOR, L.C Nebraska Public Power District 03/05/28 COLL INS, J T 
Region 4, Office of Director Spp 13371 026 24X 

Fiche 50-298,88/09/88,8306070138 


— 8206070136 LER 82-009/03L-0 on B2O480, suppression chamber level 
Instrument PC-LI-13 failed full-scale Caused by personnel 
error Ref water leg drained while collecting torus water 
sample Level transmitter replaced. Sampl Ing valve tagged, 

LAURENCE, L I. Nebraska Public Power District 02/09/86. Region 
4, Office of Director ip 13371.028 SAX Fiche 90-290,82/09/88, 
8206070132 


8206100140 Forwards LER 02-O1O/O3L-O Detailed event analysis submitted 
LESSOR# U C Nebraska Public Power District. 82/06/01. COLLINS, J. T. 

Region 4# Office of Director. 2pp 10448.264 24X 

Fiche. 50-598# 82/06/01, 0206100140 


—8206100143 LER B2“010/03L-0< on 820517, dlese I generator 1 t output 
breaker tripped ehortly after starting. Caused by open 
contact of potential transformer disconnect switch 
Interrupting voltage to overcurrtnt relay restraining coll 
DEDNARiL R, Nebraska Public Power District 02/06/01 Region 
4# Office of Director Ip 13448' 266 S4X Fiche' 30-290# 82/06/01 
8506100140 


8506510309 ForiK«rds LER 02-011/03-0 Detailed event analysis submitted 
LEBBORfL C. Nebraska Public Power District 82/06/11. CQLLINBtJ. 1 
Region 4, Office of Director Spp 1355?' 109. 24X 

Fiche: 90-598# 82/06/1 1 , 0206210309 


— 8206510310 LER 82-011/03-0 on 080514, liolat Ian valve RR-740AV faiJec 
to «: 1 ose, Ca used by dirty solenoid s lug, So lenoid valve 
replaced 

BCHEERi J L. Nebraska Public Power District. 02/06/11, Region 
4, Office Of Director Ip 13559.111 S4X Fiche. 90-S9B. B2/06/1 
8206S 10309 


8206220599 PNO- lV-e2-059' on 020614, ind lea tors in welds N in adjacent 
heat affected tones in rejctor water cleanup syi Inlet 
piping identified. Affected piping will be replaced. 

DUBOia#D, , WS8TERMAN#TF Region 4, Office of Director, 82/06/14, 
ip. 13573 299, 24X Fiche' 50-290, 02/06/14, B206S20299 
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DOCKETED ITEMS 


DOCKET 50-301 POmr BEACH NUCLEAR PLANT. LNIT S 


F Security, m^dic-eli B<ti»rgenctj & fire protection plans 


aa0&070002 H«*p end's to FOIA request for documents re Co/nmnslon 
decision ta extend deadline for licensees to ImpleAerit 
proni-pt notification sgs Poruards documents iisted in App A 
Documents also available in POR 

FELTaNi-J M Division of Rules and Records as/05/ll REV'NOLDS.N S 
Debevoisf & Libernan 3pp I345d 003 24X Fithe 50-000. B2/05/llp 

920AO<?0002 


—9206090033 Forwards updated info re prompt notification & uarni-ng sgs 
for Region 3 licensees 

PAPEflIELLD. C J Emergency Preparedness & Program Support Branch 
91712/01 RAMQS» S L Effierg«ncy Preparedness U Program Support 
Branch 4pp 13434 12a 24 X Fi ch e SO -000. 02/05/11. 62060*70002 


— B203110477 Forteards update on prompt natifi cation 8. uarning sgs for 
Region 3 licensees FEMA estimates approx 65% of revieus of 
proposed s^s nocj complete 

HIND# J A Division of Emergency Preparedness & Operational 
Support 92/01/05 GR ItlES. D K Division of Emergency 

Preparedness 4pp 13454 J33 24X Ficfie 50-000. 32/05/1 !• 

fl2060’?0002 


-‘'82060a0073 F-orwardt monthly status rept re prompt notification sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by BSObOl 

HiNDjsi A Division of Emergency Preparedness & Opera t lonal 
Support B2/02/I/ CRIMES. B Division of Emergency Prepar OiTnoss 
3pp 13454 190 24X Fiehe 50-000, 62/05/ U. 8206090002 


6206020400 Canf irmi -JA pagliaro Ic JE Knorr telcon fixing 320604 as due 
date for installation of upgraded me teorolng i cal monitoriTig 
iy» Hfg cal Ibr problems uj/tel erne try equipment have caused 
delay 

FAViC W Wiaconfin Electric Power Co 62/05/17 REPPLER. ^ Q 
Region 3. Office of Director Ip 13326 245 24X 

F I c h o 50-266. 62/03/ 1 7. 620602040 0 


82060S0159 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J W Division af Rules and Records 62/03/25 Document 
Management Branch Ip 13339 349 24% Fiche 50-266*62/05/25, 

6206020159 


— 6206020169 Forwards public version of revised Emergency Plan 
Implementing Procedures EPIP 1 1 re initial e lassif i cationi 
EPfP I 3 re estimation of source term & EPIP J 4 re 
radiol ogica I dose evaluation 

FAVfC W Wisconsin Electric Power Co 62/05/04 DENTON. H it 

Office of NDclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 3pp 13339 350 24X 

FlChe 50-26 6 j 62/03/25.8206030159 


—8206020174 PutHc version of reviseif emergeiicy plan impl enenting 
procedures, 1 nclud ing Procedures EPIP 1 1 re initial 
c lass if icat ion. EPIP 1.3 re estimation of source term & 

EPlP 1 4 re radiological dose evaluatidn 

» Wisconsin Electric Power Co E2/04/30 lOOpp 13339 353. 24X 

FI Cite 50-266. 62/05/25. 6206020159 


— e3C&230452 IE Mgt Meeting Repfcs 50-266/82-11 e, 50-301/62-11 on 02(3506 
No noncomp 1 ience noted Major areas discussed concerns re 
shift staffing tt augmentation findings resulting from 
820104-15 20 emergency preparedness appraisal 

pACLfARQ, J A Division of Emergency Preparedness & Operational 
Support 02/06/04 4pp 13SB0 029 24X Fiche 50-266. 83/06/08i 

8206220440 


G Ad iud lea tor 4 correspondence 


8206070105 Memorandum order denying WI Environ Decade 020503 motior 
for reconsideration of portion of ASLD 820422 Memor^andum & 

Order LBP-02-33 Reasons stated In 830422 order rdirain valid 
BLOCH, P B Atomic Safety and Licensing Board Panel B2/06/03 
Wisconsin's Environmental Decade Ip 13370 321 24X 

Flche 30-266,82/06/03,8206070105 


8206IOD314 Summanies 820601 telcon re scheduling matters Ltr to serve 
as minutes of telcon Schedule of proceeding adopted as list 
CHURCHILL, fl W Shaw, Pittman, Potts & Trowbridge CHURCHILL.H U 
Wisconsin Electric Pouter Co 02/06/07 BLOCK, P D Atomic Safety 
and Licensing Board Panel 7pp 13444 160 24X 

Fiehe 50-266, 02/06/07, 0206100314 


8206140033 Order granting Westinghouse 020609 request for extension of 
time until B20626 to file appeal from A5LB 8S0527 memorandum 
(> order Other parties' time to appeal also extended 
shoemaker, C J Atomic Safety and Licensing Board Panel 82/06/10 
Westlnghouse Electric Corp 2pp 13484 319 24X 

Ftche 50-266.82/06/10,8206140033 


B206180299 Opposes WI Environ Decade 820604 ltr re LER 82-007 I ssuee 
advanced re decontamination process ft removal of rnechanical 
plugs constitute ill-conceived attempt to raise new issues 
unr elated to case 

CHURCHILL. a » Shau, Pittman, Potts 6 Trowbridge CHURCHILL U W 
Wisconsin Electric Power Co 82/06/16 BLOCH, P B , KLINE, v/ U • 
PAXTON. H C Atomic Safety and Licensing Board Panel 4pp 
13545 329 a4X Ficbo 90-266,82/06/16,0206180299 


8206210272 Memorandum it order granting WI Environ Decade 820604 renewed 
request to obtain info about util 020416 LER 02-007 re leaks 
in cold leg of two steam generator tubes Request reasonably 
related to admitted contentions 

DLOCM.P $ Atomic Safety and Licensing Board Panel 82/06/10 
Uisco'nsin's Environmental Decade 3pp 13558 S16 34X 

Fiche 50-266.82/06/10,8206210272 


6206260153 Response objecting to WI Environ Decade second set of 
interrogator! es 6 request for production of documents re 
full-scale sleeving program Affidavit Certificate of Sve 
end 

RIDGWAY.DA Wisconsin Electric Power Co RlD(3WAYi 8 A Show, 
Pittman, Potts L Trowbridge 02/06/21 Wisconsin's Environmentak 
Decade 16pp 13624 302 24X Fiche 50-266, 82/06/21 . 02O62BO I tU 


520628005S Lists errors in transcription of OA Reed 770718 memo to 
8 Buritein h TR Wilson re meeting w/Westinghou«e on steam 
generator tube plugging Sve list end 

RIDGWAV.D A Shaw, Pittman, Potts & Trowbridge 82/06/S2 

ANDERSON. P Wisconsin's Environmental Decade 2pp 13624 SB6 24X 

Fithe 50-366,82/06/22,0206200055 


BSD614O203 Rsleafes public version of reviseif emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 02/O6/OB Document 
Management Branch Ip. I39D8 001 U4X Fiche 90-266.62/06/08, 
8206148283 


--BS06140287 Foriuards public version of revised emergency plan procedures 
& forms, inc luding Procedures EPIP 1.4 re radla logica 1 dose 
evaluation fe EPIP 1. B re emergeneg offsite dose estimation 
Receipt form end 

FAV, A. Wisconsin Electric Power Co S2/03/28 DENTON, H.R 

Office of Nudear Reactor Regulation. Director. CLARK, R A 
Operating Reactors Branch 3. 3pp 13508 002 24X 

Fiche. 50-266, 82/06/06. 0206140283 


— 6206140891 Public version of revised emergency plan, implementing 
procedures, Including Procedures EPlP-1 4, ''Radiological 
Dose Evaluation" Revision 9 6 EPlP-i.8, "Emergency Offsite 
0ose Estim-ati one; " Revision 1 

a Wisconsin Electric Power Co 82/05/28. 35pp 13508 0D4. 24X 

Ftche 90-266. 8 2/06/06, 6206140283 


8206280440 Forwards IE Ngt Meeting Repts 50-266/02-11 ii 90-301/82-1 J 
on 020906 No noncompliance noted 

KEPPL6R. J O Region 3. Office of Director 62/06/09 BtiRSTElN. 9 
Wisconsin Electric Power Co 2pp 13980.087 24X 

Fiche 90-266. 62/06/ OS. 0206220440 


J Insurance l. Indemnity informatlun 


6206040182 Forwards Endorsement 60 to NELIA Policy NF-i70 U Endorsement 
86 to MAELU Policy MF-53 

D(/NDA0i W J Wisconsin Electric Power Co 83/06/01 Antitrust 6 

Economic analysis Branch {Utility Finance) 3pp 13396 36D 24X 

Fiche 50-266,82/06/01,8206040152 


P Operating license stage documents h correspondence 


0204300003 Responds to FOIA request for five categories of documents 
re Sept 1979 rept. "Recommendations of 1111-2 IE 
Investigation Team " Approx 170 pates of matl being placed 
In PDR 

FELTON. li M Division of Rules and Record*. 02/04/02 WElSS.E R 
Union of Concerned Scientists Ip 12920,032 24X 

Fiche 50-000, 82/04/02, 8204300003 


8805130448 Add 1 response to FOIA request for ten categories Of racards 

re KRR generic safety Issue* Forwards F Schroeder 600930 ♦ 

memo to SH Hanauer It related correspondence \ 

FELTON. J M Olvieion of Rule* and Record*. 02/04/80 9HCILL7, S C 
Union of Concerned Bcientisti. Ip 13095’ 102 24X 

F I eh#' 90-301, 88/04/20. B205 1 304 48 1 
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6Otil0O360 Aclt receipt of 800930 mento re problem created when resetting 
safety injection couid negate automatic actuation of other 
lafetij features NRC will require specific action steps to 
ensure proper safety function actuation 

HANAUElRj S H Division of Human Factors Safety 80/1 l/OS 
SCHROEDER*F Assistant Director for Generic Projects Ip 
13095 116 2qX Flche SO-OOOi 02/04/20, 8205130440 


920frOa002A FoTutards Amends 59 h 64 to Liconses DPR-24 h DPR“27j 
r sepec tively, safety evaluation 8« notice of issuance 
availability Amends upgrade surveillance requirements for 
hydraulic snubbers 2, incorporate administrative changes 
CQLSORH, T 0 Operating Reactors Branch 3 02/05/25 FAY.C W 

l^isconsin Electric Power Co 3pp 13441 105 24X 

Fiche 50-266. 82/05/25i 0206000026 


— 8206080029 Amends 59 64 to Licenses DPR-24 «* DPR-27, respect Ively. 

upgrading surveillance requirements for hydraulic snubbers 
?t rtialring administrative changes 

CLARK. R A Operating Reactors Dranch 3 82/05/23 lOpp 

13441 103 24X Fiche 50-266.82/05/25,8206080026 


•8206000031 Safety evaluation supporting Amends 59 8. 64 to License 
DPR-S4 & DPR-27# respectively 

» Office of Nuclear Reactor Regulation, Director 02/05/25 2pp 
13441 lie 24X Fiche 50-266.03/03/25.0206080026 


0306080035 Notict of issuance 6 availability of Amends S9 & 64 to 
Licenses DPR-24 & DPR'-27r respective ly 

CLARK, R A Operating Reactors Branch 3 B2/0S/2S tp 

13441 120 24X Fiche 50-266.92/05/25,0206080026 


8206020461 Reconfirms & updates info previously provided 920426 re 
NUftEO-0737 items per NRC 020317 «. 0505 Itrs Status end 
FAV.C U Wisconsin Electric Power Co 02/05/26 DENTON, H R 

Office of Nuclear Reactor Regulation, Director EISENHDT, D 0 
Division of Licensing 5pp 13325 330 24X Fiche 30-266,02/05/26, 

G206D20461. 


6206110339 Forwards Amends 60 t 65 to Licenses DPR-24 U DPR-27. 
respectively 6 notice of issuance & availability Amend 
upgrades operability requirements for containment fan 
CQol ers 

COLEURN. T 0 Operating Reactors Branch 3 02/05/28 FAY, C W 

4-tseonsin Electric Power Co 4pp 13490 2 01 24X 

Fiche 30-266. 82/05/28, 03061 10339 


~“6206l 10340 Amends 60 b 65 to Licenses DPfi-24 DPR-27, respect ively. 
upgrading operability requirements for containment fan 
coolers 

CLARK, n. A Operating Reactors Branch 3 82/05/29 6pp 

13490 205 24X Fiche 50-266,82/05/28,0206110339 


~-9206ft0341 Notice of Issuence tt availability of Amends 60 It 68 to 
Licensee DPR-24 It DPR-27, respectively 

CONNER, E L Operating Reactors Dranch 3 02/09/20 2pp 

13490 213 24X Fiche 50-266.82/05/28,8206110339 


6206070405 Forwards clarification It updated info re adequacy of station 
electrical distribution sys voltages referenced in NRC 
810326 Itr Info combined u/8i0601 h 1230 Itrs completes 
response 

FAV.C. N Wisconsin Electric Power Co 82/06/01 DENTON, H.R. 

Office of Nuclear Reactor Regulation. Director CLARK. R. A 
Operating Reactors Branch 3 4pp 13371 279 24X 

Fiche 50-266,02/06/01,8206070405 


B2O6O0'O5O5 Forwards NRR Input for systematic assessment of llcensea 
performance rept for Wt Electric Power Co W/o and. 

CDLBURN, TO Operating Reactors Drench 3 82/06/01 EISENHUTi D 0 
Division of Licensing Ip 13440 116 24X Fiche 50-266.02/06/01, 
G2060B0SO5 


09O6O-9O133 Centric Ltr 02-11 to all LWR reactor plant licensees It 
applicants re transmittal of NURE0-09i6 relative to 
restart af RE Oinna Rept documents findings re cause of 
event W/o end 

ElSENHOTiDO Division of Licensing 82/06/09 HAl/0PURO,A, 
Consolidated Edison Go. of New York }3pp 13957 349 24X 

Fiche: 90-000. 82/06/09, 8206090193 


8206280677 Informs that util response to WC 020519 request for addi 
info on NUREG-0737, 1 terns II B 4 re training to mitigate core 
damage It I A 2 1 rt upgrading reactor operator It senior 
riactoT operator training quali f ications acceptable 
COLBURMi T 0 Operating Reactors Branch 3. 02/06/11 FAY.C W 

WlsconslTi Electric Power Co. 4pp 13630' 356. 24X 

Fiche' 30-266. 82/06/1 1, 8206200677. 


0206220307 Tech Bpec Change Request 00 for amends to Licenses DPR-24 l< 
DPR-27. permit ting changes re monthly testing of turbine stop 
|i governor valves near end-oF-cycle core life 
FAY.C W Wisconsin Electric Power Co 02/06/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13371 000 24X 

Fiche 50-266,02/06/14,8206220307 


— 8206220339 Proposed Tech Spec Table 15 4 1-2 re turbine stop & governor 
valve testing 

Wisconsin Electric Power Co 02/06/14 Ip 13571 011 24X 

Flthe 30-266,02/06/14,0206220307 


G5062301B7 Forwards request for addl info re proposed reactor vessel 
water level Indication sys Info should be submitted within 
30 days of receipt of ltr 

CLARK. R A Opsratlng Reactors Branch 3 02/06/14 FAV, C W 

Mleconsin Electric Power Co 9pp 13992 3 26 24X 

Fiche 50-266,02/06/14.8206230107 


0506220143 Forwards response to NRC question Attachment 1—5 re 
interfacing lift point evaluation Info provided as revised 
pages to 9-mDrjth response to NUREO-O6i2. "Control of Heavy 
Uoads " 

FAY, A Wisconsin Eloctric Power Co 02/06/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director CLARK, R A Operating 
Reactors Branch 3 6pp 13573 276 24!( Fiche. 50-266, 82/06/ 16, 

8206220143 


0506220213 Informs that util will be in technical violation of Gectlon 
L5 6 12 of Tech Bpoc, requiring environ qualification of 
electrical equipment per NUnEO-0508 by 020630 NRC should 
remove or modify Tech Spec 

FAY.C W Wisconsin Electric Power Go 02/06/17 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 13572 322 24X 

Fiche* 50-266. 02/06/17, 8206220213 


8206240214 Forwards addl info re NUREO-0737, I tom U B 1. ''RCS Oas Vent 
Sys. “ in response to NRC 820311 ltr Requests exemption to 
peraiit delayed installation by 840101 W/four oversize 
drawings Aperture cards are available In PDR 
FAVpC. W Wisconsin Electric Power Co 02/06/16 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 

Operating Reactors Branch 3 I6pp 13599 132 24X 

Fiche 90-266,82/06/16,8206240214 


Q Inspection reports, IE Bulletins l< correspondence 


6206020379 Notification of 020623 enforcement meeting In Olen Ellyn, IL 
to discuss results of radiation protection insp on 020503 
It 04, util proposed corrective actions h NRC enforcement 
options, par 820526 toLcon 

KEPFLERiJ o Region 3. Office of Director 82/09/27 BUR8TEIN, B 
Wisconsin Electric Power Co Ip 13326 269 24X 

Fiche 50-266.82/05/27,8206020379 


8302040147 IE Info Notice 02-15, "Notification of NRC " 9vc list end 
DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 82/09/28 I07pp 13426 095 24X 

Fiche 90-000.02/09/28,8202040147 


8204210376 IE Info Notice 02-16. "KPCl/RCIG High Steam Flow Qetpaintsd' 
8vc list encl 

JORDAN. E L Division of Engineering Ic Quality Assurance, 83/09/28. 
i03pp 13440:264 24X Fiche 50-000,82/09/28,8204210370 


G20421C30D IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary qf PUR Plants " 

Sve list encl 

DEVOUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOOpp. 13527 190 24X 

Fiche 90-000, 82/06/02. 8204210300 


8206230440 Forwards IE Mgt Meeting Repts 50-866/02-11 8< 50-301/02-11 
on 080906 No noncompliance noted 

KEFPLER.JO Region 3. Office of Director 0P/O6/OS. BUR8TE1N, 8 
W1 icons tn Electric Power Co 2pp 13900 027 S4X 
Fiche. 90-266. 82/06/08. 0206220440 


— 8206220492 IE Mgt Meeting Repts 90-266/02-11 It 90-301/82-iJ on 020906. 
No Tuoncampl iance noted, Major areas d 1 scussed. concerns re 
shift staffing ^ augmentation findings resulting from 
820104—15 u 20 emergency preparedness appraisal 

PAOLIARO, J. A , AXELSON.WL. PAPER I ELLO. C . J Division of Emerflency 
Preparedness l< Operational Support 82/06/04 4pp. 13980 027 
24X Fiche 50-266,82/06/00,8206220440 


0204210383 IE Info Notice 82-17, "Overpress ur liafclon of RC9. Bve list 
end 

JORDAN, E L Division of Engineering & Quality Assurance. 02/06/i i. 
I06pp 13675 298 24X F tc he ' 50-000, 82/06/ 1 1 , 0204210383 
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BSI}^2t03a4 IC Notice 82~|0i ''A»sesiment of mtAkes of Radioactive 

Natl by Morker* “ Svc li-at end 

DEYQUNO4 a C Director's Office* Office of Inspection and 

Enforceraent 0S/O6/11 120pp 13^75 IB? 24)t 

Pi Che' !}0-000i 02/06.^11* 8204210384 


8306170114 FoTuard* add I info re iafeig evaluetlon ccncernlng 
imp 1 etre ntat i e n of l£ Dulletln 80-11* "Masonry Nall Design " 
Results of -confirmatory plate analysis after mods on Malls 
I9i lll-l, li 1“3N* 113 & 114 end 

BUfiarEJN.e l/isconsin, Electric Pouer Co 83/06/11 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 3pp 13930 081 24X 

Pic he 50'’266. 82/06/1 1* 0206170114 


R Periodic operating reports t» related correspondence 


6206160319 Poruards monthly operating repts for Hay 1962 

BURSTEINrS Wisconsin Electric Pouer Co 82/06/10 NRC - No 
Detel led Affl nation Oiven Ip 13513324 24X 

FiCht 50-266.62/06/10*8206160317 


— 8206160324 Monthly operating repts for May 19D2 

FAT, C. W Wisconsin Electric Power Co 82/06/07 Gpp 13910 325 
24X Ficha* 30-266, 02/06/10. B206J60319 


8 Reportable occurrences* LERs (. related correspondence 


8206190209 Forward* LCR 82-003/031-0 

^URSTElNiE W1 scans in Electric Power Co 02/06/08 KEPPLER, J 0 
Region 3* Off ice of Director Ip 13503 220 SAX 
F i c h e 30-30 1 , aa /O6/0a* 020 61 50289 


—8206150293 LER 82-003/03L-0 on 020510. dvr inp periodic testing oP 
safeguard* protective relays* 4 kt* undcrvoJtage relays were 
outside Tech Spec limits Caused by limitations «f relay* 

Relay* adjusted 

FAYi C W Wisconsin Electric Power Co. 82/06/08 Region 3. 
Office of Director 9pp 13903 2 2 1 24X Ft che. 50-301 . 82/06/00* 

8206190289 


8206210107 Foruardt LER 82^004/01 T-0 

FAY/C. W Wisconsin Electric Power Co 82/06/15 KEPPLER. J 0 
Region 3. Office of Director Ip 13S99 393 S4X 
PI Che 50-301.82/06/19.0206210107 


—8206210107 LER 82-004/D1T-0 on S206O1 . comb 1 ned leakage rate of Type B tc 
C taet* for l^’lnch check valve in containment air 
partlc ulate/gas radiation monitor (R11/R129 exceeded Tec-h 
Spec limit Caused by accumulation of foreign matter 
FAYtC. W Wisconsin Electric Power Co 82/06/15 Region 3* 

OffUe of Director. 3pp 13559 354 SAX Flc he 50-301,82/06/15. 
8206210107. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


F. Security, medical, emergency 8( fire protection plans 


@206070347 Fufuards Region 2 incident response plan dtd Kar 19B2 Plan 
issued as Suppl 2 to NUREO-08494 "Agency Procedures for NRC 
Incident Respanse Plan." Plan should be of benefit to 
under s tending of NRC response to emergency W/a end. 

STOHR* J P. Division of Emergency Preparedness fi. Operational Support 
92/09/12 HANCOCK. J A Florida Power Corp Ip 13363 006 24X 

Flchei 50-302. 82/05/12.82 0 607034 7 


0206220314 Respond* to NRC 020310 confirmatory action Itr re tE tnap 
Reft* 50-302/81-21 «t 50-302/01-25. Corrective action*, 
operability of fire dampers verified 8c continuous fire watch 
established, 

HAROIS, D Q Florida Power Corp 82/05/27 O'REILLY, J F Region 2, 
Office of Director 3pp. 13571.034 24X Fiche: 50-302, 62/09/27. 

8206220314 


3206140373 Ack receipt af 820423 Itr r« changes to security plan 
Changes consistent w/provi slon* of lOCFRSO 54 (p) 1. are 
acceptab 1 e 

SrOLZiJ.F. Operating Reactors Branch 4 83/06/07. HANCOCK. J.A. 

Florida Power Corp, 2pp. 13507 204. 24X Pi ch e« 50-303* 82/06/07. 

8206 1 40273 


1206170198 Forwards revised pages for modified amended security plan. 
Revision 2 Pages withheld iref 10CFR73 211. 

MARpr8*D 0. Florida Power Corp 82/06/08 DENTON* H R Office of 
Nuclear Reactor Regulation* Director. 3pp. 13939 044 24X 

Pi Che: 50-302. 82/06/08. 8206170190 


f Financial information 


8306000403 Forwards 1782 internal cash flow projection ppr lOCPRiAO 21 
Anniversary date of indemnity agreement Is 630620 Requests 
info re continued compliance w/10CFfll40 21 requirement*; 

LOADER. JO Florida Power Corp 82/06/04 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 13417 107 24X 

Fiche 50-302.03/06/04.6206000402 


P Operating license stage documents 6 correspondence 


8306040204 Request* expedited review 8. author i xatlon to operate 
facility at power levels up to 2300 MWt w/reactor coolant 
pump power monitors bypassed Supporting doc umentation 
end 

MARDI8. D 0 Florida Power Corp 62/04/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director lOpp 13337 263 a4X 
Flch e 50-302. 62/04/06. 8206040204 


6206040202 Requests approval to operate unit at power levels up to /3X 
of 2300 WWt w/three of four reactor coolant pumps operating 
reactor coolant pump power monitors bypassed 
MARDIS. D 0 Florida Power Corp 82/04/09 DENTON. H R Off Ire of 
Nuclear Reactor Regulation. Director 3pp J3344 325 24X 

Fiche 50-302. 62/04/07. B206040202 


620623Q007 Addl response to FOIA request far eight categories of 
documents Forwards documents listed in app Financial info an 
Documents 3-54. 3-55 & 5-11 deleted 

FELTON. J M Division of Rules and Records 82/04/29 MCMURRAV.C N 
Kirkpatrick. Lockhart. Hill, Christopher Phillips 21pp 
13604 044 24X Fi che; 50-000. 02/04/29. 0206230007 


— 8103330522 Requests comments on candidate criteria for control «ys in 
std review plan Section 7 7 re implementation of electrical 
interconnections between protection S( control sys 
ROSSI. C E Instrumentation S. Control Systems Branch BI/D3/1S 
Instrumentation & Control Systems Branch 4pp 13607 190 24X 

FI c be 50-000, 82/04/29. 6206230007 


8206260071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App B available in PDB Confidential financial 
Info deleted 

FELTON. JM Oivialon of Rules and Records 02/05/12 MCHURRAV. C M 
Kirkpatrick, Lockhart. Hill, Christopher & Phillips 20pp 
13638 059 24X Ftche 90-000, 02/05/12. 0206280071 


—8205040027 Forwards safety evaluation re NUREO-0737. Item 11 K 2 9. 
"Failure Mode Effects Analysis on Integrated Control Sys " 

Design meets current regulatory requirament* No addl 
licensing actlo-ri necessary 

SPEIS/T P Assistant Director for Reactor Safety, 02/04/13 
NOUAKiTM Assistant Director for Operating Reactors 6pp 
13637 049 24X Fiche 50-000.02/05/18.0206280071 


0206020567 Tech Spec Change Request 76 for amend to License 0PR-72i 
changing Tech Specs to redefine acceptable intake canal 
dimensional requirements to assure min emergency cooling 
water flow Certificate of Svc end 

MARDIS, 0 0 Florida Power Corp. 02/05/26 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 13322 287 24X 

Fiche 90-302. 02/05/26, 0206020969 


0206020571 Proposed Tech Spec change requiring that min cross-sectional 
area be maintairteif below min depths. 

* Florida Power Corp 82/09/26 4pp 13322,290 24X 

Fiche 90-302,02/05/26.0206020569 


6206040244 Forwards Tech Spec Change Request 90. requesting amend to App 
A of License DPR-72 to allow operation at power levels up 
to 2.475 MW 1,400 MM u/four 6 three reactor coolant pumps* 
respectively 

MARDI6. D 0 Florida Power Corp 02/09/20 DENTONiH R Office of 
Nuclear Reactor Regulation. Director Spp 13354*104 24X 

FI che 50-302, 82/03/20. 0206040244 


—8206040294 Tech 8pac Change Request 90 re power levels for reactor 
coolant pumps 

a Florida Power Corp 02/09/28 8pp 13394 i09, 24X 

Fiche 90-302.02/03/20.0206040244 


—0206040293 "Crystal River Unit 3* Cycle 4 Reload Rept " 

a Babcock 6 Wilcox Co BAW-t684 R02, 02/05/31 15pp. 

13354 118 24X Fiche 50-302,02/09/20,0206040244 
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930AOa0121 OiscussDS phase» of task force action plan re shottfoun In 
Iat6 Jan 19B2 due to prlmarij coolant leak Consideration 
given to generic applicability to other therntailg sleeved 
nozzles Task force pursuing Phase 2 activities 

TIARDIS, D G Florida Power Corp 82/06/02 STOLZ, J F OperatinQ 
Reactors Branch 4 2pp 13433 347 24X Fiche 50-302,83/06/03, 

8206080121 


8206030321 Fesponds to NRC 820429 Itr re status of Generic Item D-24 
it TMI Action Plan Item 11 E 4 2 5, "Cbntainment Isolation 
Dependability " Addl info re containment purge valves Sc 
iSDiation setpoints provided 

HARD IS I D O Florida Power Corp 92/06/03 STQLZ, J F Operating 
ileactors Branch 4 6pp 13421 331 24X Fiche 50-302,02/06/02, 

6306080221 


9206090048 Forwards updated completion schedule for selected NUREO-0737 
itemsi in response to NRC 020805 rQq.uest 

HARDI3, D G Florida Power Corp 82/06/04 EISENHUT, D Q Division 

of Licensing 4pp 13436 001 24X Fiche 50-302,82/06/04. 

8206090040 


8206140128 Forwards "Pump t' Valve Program” revised through June 1902 
Program supersedes previous submittals Class III fee end 
14/0 fee 

KARDIS. D 0 Florida Power Corp 03/06/04 DENTON, H R Office of 
Nuclear Reactor Regulation# Director ip 13409 OOi 24X 
Fiche 50-302,02/06/04.8206140128 


--B206140135 ”Pump & Valve Program ” 

s. Florida Power Corp 82/06/30 300pp 13489 002 24X 

Fiche 50-302.82/06/04,0206140128 


8206160051 Submits status of engineering studies resulting from nuclear 
safety task force recommendations re 000226 transient 
HARD 1 8, D G Florida Power Corp 02/06/U DENTON, HR Office of 
Nuclear Reactor Regulation, Director Spp 13517 109 24X 

Fiche 50-302,82/06/11,0306160051 


9206160175 Confirms correctness of Info provided during 020315 ^ 19 
teJcons u/NRC it documented In NRC 030512 Itr re NUReG-0737, 

Itens IIFi4, IIFlS&IIFl 6f containment pressure, 
uater tc hydrogen monitoring ins trumentatl on, respectively 
KARDIS, D 0 Florida Power Corp 02/06/11 STOLZ, J F. Operating 
Reactors Branch 4 Ip 13532 013 24X Fiche 50-303,82/06/11, 

8306160175 


8206210524 Forwards "Crane Design Evaluation for Crystal River Unit 3 
Comparison to NUREG-0613, " in response to NRC 020120 
rectuest for addl info re NURE0‘'06i2i "Control of 
Heavy Loads '* 

HARDia, DO Florida Power Corp 82/06/15 8T0LZ, J F Operating 
Reactors Branch 4 6pp 13565 176 24X Fiche 50-302.02/06/15, 

8206210524 


—8206210533 "Crane Design Evaluation for Crystal River Unit 3 
Comparison to NUREG-0612 ” 

* TERA Corp 82/01/31 135pp 13565 182 24X 

Fiche 50-302,82/06/15,0206210524 


0206220089 Discusses postulated common mode fellure in radwaste gas 
sys,per 020607-08 telcon Common inlet piping header it 
associated valves not designed nor installed per Seismic 
Category 1 criteria Tech Spec amend will be submitted 
HARDI8, D 0 Florida Power Corp 82/06/16 O'REILLY, J P Region 2, 
Office of Director app 13573 329. 24X Fiche 50-302,02/06/16, 

62062SO0B9 


830-6250375 No 1 1 f 1 cet i on of 820720 meeting u/BS(W owners group in 
8etheeda,HD to discuss small break model verification 
progTam 

VlSSmo, Q 8 Operating Reactors Branch 4. 82/06/17 STQLZ, J F 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche 50-000.02/06/17.8206250375 


8206220215 Informs of delay in completing installation of emergency 
feedwater initiation it control sys by Spring i902 Equipment 
procurement not proceeding at rate to assure scheduled t, 
safe Installation. 

DAYNARD.P Y, Florida Power Corp 02/06/18 EI8ENHUT, D. 0 Division 
of Licensing 5pp 13572' 302 24X Fiche 50-302,82/06/10. 

0206220215 


6206240369 Justifies completion schedule for NUREO-0737, Items IJ D 2 
re design of plant shielding, 11 6 3 on post-accident 
sampling capability IX. F 1 1-6 on addl accident 
monitor Ing, per 020615 discussion 

HARDIS, D O Florida Power Corp 82/06/18, STOLZ, J F Operating 
Reactors Branch 4 2pp 13603 000 24X Fiche* 50-302, 02/06/ I8i 

B2062 40369 


Q Inspection reports, IE Bulletins & correspondence 


8206070406 Discusses IE Insp Rept 50-302/81-00 No noncompliance noted 
Sufficient potential existed for airborne radioactivl ty to 
warrant measurement of concentration of radioactive mails, 

LEHIS, R C Division of Project Sc Resident Programs 02/04/30 
HANCOCK, J A Florida Power Corp 2pp 13371 195 24X 

Fiche 30-302. 02/04/30, 0206070406 


8206070493 Ac k receipt of 820430 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept SD-302/B2-03 
DANCE, H C Division of Project it Resident Programs 02/05/24 
HANCOCK* J A Florida Power Corp Ip 13374 168 24X 

Fiche 50-302,82/05/34,6206070493 


— 8206070500 Responds to NRC 020401 Itr re violations noted in IE Insp 
Rept 50-302 ,'02-03 Corrective actions plant records reindesed 
& placed on computerized retrieval sys to alleviate record 
retrieval problems 

LUTKEHAU3. T C , MARDI8.D 0 Florida Power Corp 82/04/30 
O'REILLY, J P Region 2, Office of Director Spp 13374 169 a4X 
Fiche 50-302,82/05/24,8206070493 


—8206070504 Forwards IE Insp Rept 90-302/82-03 I, notice of violation 
LONO. F J Divlsien of Project h Resident Programs, B2/Q4/01. 
HANCOCK, J A Florida Power Corp 2pp 13374:174. 24X 

Fiche: 50-302, 02/03/24, 0206070493 


— 9206070509 Notice of violation from Insp on 820202-18 

e Region 2, Office of Director. 02/04/01 Ip 13374.176 34X 

Fiche. 50-302, 82/03/24, 0806070493 


— 8206070 514 IE Insp Rept 50-302/82-03 on 020202-10 Nnncompl lanci noted* 
radiographs of makeup sys welds MV-429i MV-437 & MV-456 were 
not retrievable 

HERDT, A R Division of Engineering Sc Technical Programs. 

02/04/01 22pp 13374 177 S4X Fiche 50-302,02/05/24,0806070493 


8206320314 Responds to NRC 620310 confirmatory action Itr re IE Insp 
Rapt* 50-302/ 01-2 1 8, 50-302/81-25 Corrective actions, 
operability of fire dampers verified & continuous firs watch 
establ i shed 

MARDie, D 0 Florida Power Corp 82/05/27 O'REILLY, J.P Region 2, 

Office of Director- 3pp 13571 034 24X Fiche* 50-302, 02/09/27, 

0206220314 


0202040147 IE Info Notice 98-19, "Notification of NRC '' Bve list end, 
DEYOUNG. R.C Director's Office, Office of Inspection and 

Enforcement 82/05/28. t07pp 13426 095. 24X 

Fiche 50-000,62/05/28,6202040147 


8204210378 IE Info Notice B2-16, "HPCI/RCIC High Steam Flow Betpoints »' 
Bve list end 

JORDAN, E L Division of Engineering St Quality Assurance 02/05/28 
103pp 13440 264 24X Ftchi 50-000,02/05/28,8204210378. 


9204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Prestore Boundary of PWR Plants " 

8vc list end 

DEY0UNQ,R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13927 150 24X 

Fiche 50-000,02/06/02,0204210380 


0204210383 IE Info Notice 02-17, "Dvarpressur Uatlon of RCS. " Bve list 
end 

JORDAN* E L Di vie ion of Engineering St Quality Asturafice. 92/06/11 
106pp 13679 258 24X Fiche 50-000,92/06/11,8204210393. 


9204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Hat! by Norkars, " 6vc Hit encl 

DEYOUNOrR C Diractor's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13673 189 24X 

Fiche* 50-000, 62/06/11*6204210384 


0206230515 Ack receipt of 820521 Itr informing NRC of step-' 
correct violations noted in IE Insp Rept 90-302/B2-05 
LEWIS, n C Division of Project U Resident Programs 0f 
HANCOCK, J A Florida Power Corp Ip 13990:241. 24X 

Fiche' 50-302, 82/06/11,0206220515 


—8206230533 Responds ta NRC B2D423 Itr re vlolatioi 
Rept 5O“3O2/0a“O5 Corrective actions* currant re' 
for Tech Spec changes Includes discipline anglnt 
supervisors to change required procedures 
LUTKEHAUa.T. C. Florida Power Corp 82/05/21, 
Region 2, Office of Director 2pp 13580.242 
ricliB 50-303,82/06/11,8206220515 
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— a20&»20327 Forwards IE Ir>sp Rfrp t 50^302/02-05 on B20304~36 & notice 
of violation 

LEMlQrR C Olviaion of Project fa Resident Programs 02/04/23 
HANCOCK^ J A Florida Pou/er Carp 2pp t35B0 244 24K 

FJthi 50 -302i 32/06/1 li B2062205J 5 


— 0206220335 Motic# of violation from insp on B20304-2& 

a Division -of Project fa Resident Programs 02/04/23 Ip 
13500 246 24X Fiche 5 O.-30a, 83/06/ 1 1 , 030622051 5 


— B206220349 IE Insp Rept 50-303/32-05 on 820304-26 Noncompliance 
noted Failure to adhere to administrative pracedure during 
plant operation fa failure to perform Type C leak rate 
test 1 ng 

STCTKA. T F , SMITHED W , BROUMLEE^V L Division of Project fa 
Resident Programs 02/04/20 I5pp 13SB0 247 24X 

Fiche 50-302^ 82/06/11. 8 20632i>3 IS 


R Periodic operating reports fa related correspondence 


8206140111 Advises that estimated completion date for 19B1 
semiannual effluent fa uast? disposal rept has been revised 
to 020701 Revision due to data recording equipment 
malf unc tion 

HAROISt D O Florida Power Corp 02/06/08 DENTON. H R Office af 
Nuclear Reactor Regulation. Director Ip 13484 145 24X 

Fiche. 50-302. 02/06/00. 8206140111 


02O6SIOO97 For\aards monthly operating rept for Hay 1982 

HAROrStD 0 Florida Fouier Corp 03/06/13 DEyOUNO. R C Director's 
Office. Office of Inspection and Enforcement ip 13S60 003 24X 

Fiche 30-302. 02/06/ 1 5. 82062 10097 


— 9206210101 Monthly oporating rept for May 19B2 

Cl/LVER.M w , flOOARTrO Florida Power Corp 8^/06/07 4pp 
13960:004 SAX Fiche 90-302, 02/06/ 1 9, 8306210047 


S Reportable occurrences. LERs fa related correspondence 


8S04300003 Responds to FOIA request for five categories of documents 
re Sepi 1979 rept. "Recommendations of 7111-2 IE 
Investigation Team ** Approx 170 pates of matl being placed 
in PI>R 

FELTON. J M Division of Rules and Records 82/04/02 WHIES. E 0 
iinloii of Concerned Scientists ip 12930 033 247 

rich# 30-000. 03/04/03. B204300003 


— 8007030473 Dlscusies 000226 turbine trip at 1.423 pslg Detailed audit 
of transient paramstCTs should be made to explain anomalies 
in data which indicate void formation occurred soon after 
trip Si stopped na tura I circulation 

hunter. D R Region Si. Chicago. Reactor Construction fa Engineering 
Support Srench G2/D4/30 JORDAN. E L Divisl-on of Reactor 
Dptrations inspections aspp 12920 134 24X 

Fiche 90-000. 82/04 /02i 6204300003 


0206010313 Faruards LER B2-01B/03L-0 

LUfKEHAUS. T C. ^ HARDI0. D 0 Florida Pouer Corp 02/04/00 
O'REILLT.J-P Region 2. Office of Director Ip 13300 063 24X 

Fiche' 30-302. 02/04/08.0206010313 


— B2060103d3 LER e2-0ia/O3L-O an 020300. f cl louplng recirculation of bnrlc 
acid sys tanks. both tanks were isolated Cause attributed 
to procedural deficiency Procedure QP-403 revised 
BROWN. C 0 Flopida Power Corp 02/04/08 Region 2. Office of 
Director. 2pp. 13300' 064 24X FI che 50-302, 82/04 /06i 8206010313 


0206010369 Forwards LER 02-O19/O3L-O 

LUTKEHAUS. T C , MAROISr D 0. Florida Power Corp 02/04/03 
O'REILLY. J P Region 2< Office of Director ip 13301 '302 24X 

Fiche. 50-302. 02/04/08. 8206010365 


8206010399 Forwards LER B3-017/03L-0 

LUTKEHAUS. T C . MARDIS. D G Florida Power Corp 82/04/00 
O'RElLUy. JP Region 2. Office of Director Ip 13311 331 24X 

Fiche 50-302, 82/04 /08. B2060 1030 9 


—9206010393 LER 02-O17/O3L-O on 020307, reactor bldg pressure indicator 
fluctuated between iO fa 20 lb Caused by water in junction 
box fa flex cable Junction box fa flex cable dried out fa 
instrument calibr fa sealed 

BROWN, C 0 Florida Power Corp 02/04/00 Region 2. Officio of 
Director 2pp 13311 332 24X Fiche 50-302, 02/04/00, 0306 010389' 


0206010530 Forwards LER 0a-Ol6/O3L-O 

LUTKEHAUS. T C , HAROlS, D 0 Florida Power Corp 82/04/00 
O'RElLtV.J P Region 2. Office of Director ip 13315 33B 24X 

Fichs 50-302. 63/04/09,8206010330 


' — GS06010563 LER B2-016/03L-0 on 020304, fai led to proporlg camplc^te 
1QCFR50 59 review on planned mod resulting in approval of 
mod to sys that could have allowed operation w/response tlm« 
greater than Tech Spec limit Caused by human error 
DROliN, C 0 Florida Power Corp 02/04/09 Region S. Office of 
Director 2pp 13315 359 24X Fiche 50-302.02/04/00,8206010550 


8SOAO 10636 Forwards LER fl2-020/03L-0 

LUTKEHAUS, T C , MARDIS. D 0 Florida Power Corp 02/04/08 
O'REILLY. J P Region 2. Office of Director Ip 13314 343 24X 

Fiche 50-302.02/04/08,0206010636 


— 6206010647 LER B2-020/03L-0 on 020305, while reviewing survo i 1 la'nc o 
data, nuclear overpower. RCS flow fa axial power imbalance, 
bistable in channel C discovered out of tolerance Caused by 
instrument drift Instrument recallhr 

BROWM.C G Florida Power Corp 82/04/00 Region 2. Office of 
Director 2pp 13314 344 24X Fiche 50-302.82/04/00,0206010636 


020601031 1 Forward 1 LER 0a-O25/O3L-O 

LUTKEHAU9.T C , MARDI8. D 0 Florida Power Corp 02/04/19 
O'REILLY, JP Region 2, Office of Director Ip 13300 073 24X 

Fiche 50-302,82/04/19.8206010311 


• — 0206010321 LER 82-02S/03L-0 on 020322. while performing surveillance 
procedure 179. station air valves 9AV-23 fa SAV-ig2 fa leakrate 
valve LAV-46 found not Included on procodure Caused by 
ineffective administrat ive control 

DROWN, C 0 Florida Power Corp 83/04/19 Region 2. Office of 
Dlrectdr 2pp 13300 074 24X Fi che 50-302. 02/04/19, 820601031 1 


0206010327 Forwards LER 82-021/03L-0 

LlfTKEHAUSiT C , MARDIS. D Q Florida Power Corp 02/04/19 
O'REILLY, JP Region 2. Office of Director Ip 13300 124 24X 

FI Che ' 50-302. 82/04/19,8206010327 


—0206010339 LER B2-021/0aL-0 on 020219. while using SP-221 (startup 
feedwater valve air accumulator leak test) for mpint 
crouble identification, feedwater valve <FWV-39) failed to 
meet surveillance criteria Cause undetermined 

OROWN*C 0 Florida Power Corp 02/04/19 Region 2. Office of 
Director 2pp 13300 123 24X Fiche 50-302. 82/04/19, 8206010327. 


8206010340 Forwards LER 02-O22/O3L-O 

LUTKEHAUS. T C , MARDIS, D 0 Florida Power Corp 02/04/19 
O'REILLY, JP Region 2, Office of Director Ip, 13301*130 SAX 
Fiche 50-302,62/04/19,8206010340 


"9206010345 LER fl2-022/03L-0 on 620321 . erne rg ency feedwater ultrosonic 
flow indicator not functioning Caused by failed power 
supply Ultrasonic flow transmitter will be replaced w/ 
conventional flow transmitter 

« Florida Power Corp 82/04/19 Region 2, Office of Director 
2pp, 13301 151 24X Fiche 50-302,02/04/19,0206010340 


— 8206010376 LER 02-O19/O3L-O* on 020301. while performing housekeeping* air 
start line to number 5 cvlinder on emergency diecel 
generator B found parted. Caused by fatigue on cylinder air 
start line Line repaired. 

BROWN, D 0 Florida Power Corp. 02/04/08 Region 2, Of flee af 
Diractar 2 pp 13301,303 24X Ft che 50-302, 02/04/00, 0206010365. 


0206010379 Forward! LER 02-01 S/03L-0 

LUTKEHAUS, T C. , HARD10. D 0 Florida Power Corp 02/04/00. 
O'REILLY, J-P Regions, Office of Director Ip 13301*305 24X 

Fiche. 50-302. 02/04/00, 0206010379. 


0206010470 Forwards LER 02-O23/O3L-O 

LUTKEHAUS. T C . MARDIS. D 0 Florida Power Corp 
O'REILLY. JP Region 2, Office of Director Ip 
Fiche 50-302,02/04/19,8206010478 


82/04/19 
13314 391 


24X 


8206010490 LER 0Z-O23/O3U-O' on 820320. mains team valve M8V-130f 
discovered leaking on high pressure side Caused by seal ring 
failure Valve removed, cleaned fa ring replaced 

DROWN, C 0 Florida Power Corp 82/04/19 Region 2, Office of 
Director 2pp 13314 352 24X Fiche 50-302,82/04/19.0206010470. 


— 8206010387 LER 82-015/03L-0; on 020204, reactor bldg pressure traniailtter 
isolation valve V-i shut in moda 5, Caused by undocumented 
valve closing Valve opened. 

BROWN, C 8, Florida Power Corp. 02/04/08 Region 2, Office of 
Director 2pp 13301 306 24X Fiche* 50-302, 82/04/00, 020601037? 


0206010517 Forwards LER 92-024/03L-0 

LUTKEHAUS, T C , MARDIS, D. 0 Florida Power Corp 
O'REILLYj J P Region 2, Office of Director Ip 
Fiche 50-302, 82/04/19. a2060i05 17 


82/04/19 
13314 324 


24X 
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— 8206010530 LEr Q2-054/03U-0 Qn 630321 , during nar<nal opera-tion* air tamp 
D»lta T matRonglog 1 cal monitoring inatrumantatiDn dlscovarod 
Inoperabla contrary to Toch 8pac C^uoed by failed aiplratlng 
fan motor Motor replaced 

* Florida Pouier Carp 03/04/19 Reglan 3i Office af Director 
app 13314 323 SAX Fiche S0'-302. 02/04/19.0206010317' 


8206010484 Foriuards LER 0S-O27/O3L-O 

LUTKEHAU3rT C , MARDIS. D Q Florida Power Corp 62/04/29 
O'REILLV'. J P Region 2i Office of Director ip 13314 340 34X 

Flcha 30-302.82/04/2918206010464 


— 82-06010491 LEr 0a“O27/O3L-O on 820327, reactor coolant pump 1C tripped 
Caused by failure of surge capacitor causing pump to trip on 
phase differential Shorted capacitor replaced & motor 
satlefactar 1 ly tested 

BiiaWN,C O Florida Power Corp 62/04/29 Region 2, Office of 
Director 2pp 13314 341 a4X Tiche 30-302,82/04/29,6206010484 


8206010616 Forwards LER 92-026/03L-0 

HJTKEHAU8. r C , MARDIS. D 0 Florida Pawer Corp 82/04/29 
O'REILLY, J P Region 2, Office of Director Ip 13314*043 24X 

Ftche 50-302.82/04/29,8206010616 


8206220140 Forwards LER 02-O3S/O3L-O 

LUTKCHAUS, T C , MARDIS, D 0 Florida Power Corp 62/06/16. 
Q'RElULYtJ P Region 2, Office of Director. tp 13371 331. 24K 

Fiche 50-302,82/06/16,8206220148 


'6206220154 LER S2-039/03L-0 on B20317. while performing 0P-32O , we e kl y 
battery check, pilot cell 29 failed to meat criteria for 
specific gravity Caused by minor fluctuation of specific 
gravity Water added to cell No further action necessary 
GROWN. C 0 Florida Power Corp 62/06/16 Rtgien 8. Office of 

Director 2pp 13571 332 24X Tiche 30-302,63/06/16,6206220146. 


8206300036 Forwards LER B2-039/03L-0 

LUTKEHAUS, T C , MARDIS, D, 0 Florida Power Corp. 62/06/22. 

O'REILLY, J P Region 2. Office of Director Ip 13635.339 24X 

F 1 c h« 30-302, 63/06/22, 8206300036 


—8206300061 LER 02-O39/O3L-O on 02OS23, once- through eteam generator D 
discovered performing erratically Caused by failure of level 
transmitter amplifier LAM 2 Amplifier replaced & channel 
celibr Operability restored on B20528 

BROWN, C.O. Florida Power Corp 02 / 06/22 Region 2, Office of 
Director 2pp 13653 360 24X FI ch e 30-302, 62/06/22, 8206300036 


8206010627 LER 62-026/03L-0 on 880326, during procedural review, 
procedure identified for security sodium hydroxide spray in 
mode 4 prior to entry into mode 5, contrary to Tech Specs 
Caused by procedural error Procedure rouiritten 

BROHMi C O Florida Power Corp 02/04/89 Region 2, Office of 
Director Spp 13314 046 SAX Fiche 30-302,82/04/29,0206010616 


8206010109 Forwards LER SH-OSA/OSL-O 

LUTKEHAUS,! C , MARDIS, D 0 Florida Power Corp 02/05/19 
O'REILLY, J.P Region 2, Of flea of Director Ip 13300 030. 24X 

Fiche 90-302,92/05/19,6806010109 


— B2060i0ll2 Leb 82-034/03L-0 on 620507, radiation monitoring ihstru-mant 
RM-A5, 1 odine channel , inoperab 1 e Caused by dirty contact 
surface on high voltage potentiometer. 8ur face cleaned. 

GROWN, C 0 Florida Power Corp 02/05/19 Region 2, Office of 
Director 2 pp 13300 039. 24X Fl Che, 30-308, 02/05/ 19, 0206010109. 


8806010387 Forwards LER 88-033/03L-0 

LUTKENHAUS. T C , MARDIS, D 0 Florida Power Corp 82/03/21 

Q'REILUY, JP, Regions, Office of Director ip 13314:001. 24X 

Fiche. 50-302, 92/05/21, 8806010387 


V Dperator Examlnatlone 


0206160232 Forwards 0 Morrison requal if i cat inn exam In support of util 
820224 & 0402 requests for reactivation 6 renewal of eenior 
operator license. Exam withheld iref iOCFUa 790) 

MARDIS, DO Florida Power Corp S2/06/U DENTON. H R, Office Of 

Nuclear Reactor Regulation. Director 2pp 13947' l74. 24X 

Fiche* 30-308, 02/06/11, 0206180232. 


DOCKET 90-303 CRYSTAL RIVER NUCLEAR PLANT, UNIT 4 


F Security, medical, emergency it flr» protection plans 


6206090002 Responds to FDIA re 4 >^esb far documents re Coirmlssf on 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed Ih App A. 

Documents also available In PDr, 

FELTON, J H. Division of Rules and Records 62/05/11 REYNOLDSr N. 6. 

Oebevoise & Liberman 3pp 13454.003 84X Fiche 90-000,62/05/11, 

8206090002 


— 8206010601 LER 8a-033/03L-0. on 680303, during normal operation. reactor 
bldg pressure Indicator QB-16-PI ditcavertd inoperable. 

Caused by Instrument drift Pressure transmitter cailbr per 
iurvell lance Procedure ep-t62 

SROWN.C 0 Florida Power Corp 68/05/21 Region 8, Office of 
Director. 2 pp. I33i4 002 24X Fiche. 30-302, 68/05/21, 8806010587, 


6806110883 Forwards LER 62-035/03L-0 

LUTKEHAUS, T C , MARDIS, D 0 Florida Power Corp 62/06/04 
O'REILLY, J P. Region 2, Office of Director Ip. t3466.001 24X 

Fiche: 50-302, 08/06/04, 82061 10233 


--82061 10262 LER ea-039/03L-0, on 820306, while performing control rod 
exerciie surveillance, control rod 7, group 3 abeolut* 
position Indication failed to Indicate motion Caused by 
faulty reed switch. Poe I tlon indication tube replaced. 

BROWN, C.O, Florida Power Corp. 02/06/04 Region 8, Office of 
Director 2 pp. 13466 008. 24X Fl c he. 30-302, 82/06/04, 0206 1 10253. 


—6206090009 Forwards first monthly rept re status of prompt notification 
sys Implementation at f «c 1 1 it ies. lie teoro I ogleal programs, 
emergency response facilities rteeareh reactore need addl 
mgt attention St clarification. 

O'REILLY, J. P, Region 2, Atlanta, Office Of the Director 
(81/03/01). 81/01/08, DEYOUNO.R C. Director's Office, Office of 

Inspection and Enforcement 4pp 13494 167 SAX 
Fiche 50-000, 62/05/11, 0206090002 


— 6206090133 Reeponds to 82O203 request for Info re deficiencies 
identified In Initial testing of prompt notification sys. 
Facility test info end 

dTOHRiU, F. Division of Emergency Freparadneso QperettDnal 
Support 82/08/04. CRIMES, 6. K Division of Emergency 
Preparedness. 3pp. 13434*269. 24X PLch e , 50-000, 62 / 00/1 li 

8206090002. 


DOCKET 30-304 ZION NUCLEAR POWER BTATIQN, UNIT 2 


S206210319 Forwards LER 02-O37/O3L-O. 

LUTKEHAUS. T C , MARDIS, D. 0. Florida Power Corp. 82/06/06 
O'RElLLYrUP Region 8, Office of Director Ip 13568 884. 24X 

Fiche. 50-302, 02/06/08, 0206810919. 


■6206210533 LER 82-037/03L-0* on 880510, during routine insp, leeks 
tfistovered «t weld penetrations MUU-272 MUV-2a3r contrary 
to Tech Spec 3. 1. 2. 4 1 Caused by vibration. Welds replaced I, 
bracing addtd to reduce vibration of makeup sys piping. 

BROWN, C 0. Florida Power Corp 62/06/06 Region 2, Office of 
Director 2 pp 13568 295. 24X Fiche 50-302,02/06/00,6206810519. 


0206210093 Forwards LER 8a-036/03L-0 

LUTKEHAUS, T C , MARDIS, D 0. Florida Power Corp 82/06/11. 
O'RElLLYiJ, P Region 2, Office of Director. ip 13560 033 
Fiche 30-302, 88/06/ i 1 , 6206210093. 


24X 


6206210036 LEr 02-O36/O3L-O on 820314, While reviewing responses to corp 
audit findings, determined that functional check for source 
range Instrumentation audible counts Wes not documented 
^•P°''^*tle iventj Procedure revised 

BROWNiC, 0. Florida Power Corp 82/06/11 Region 2, Office of 
Director, 2 pp 13360 034. 24X Fiche. 90-302, 62/06/11, 6806210053. 


F Security, medical, emergency tt fire protection plans 


B206090002 Responds to FOlA request fur documents re CatemissiOM 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A. 

Documents also available in PDR. 

FELTON, J M Division of Rules and Records. B2/03/tl REYNOLDS, N 6. 

Debevoise St Liberman. Opp 13454 003. 24X Fiche. 5-0-000, 82/05/1 !■ 

8206090002 


— 8206090033 Forwards updated info re prompt notification U warning Sys 
for Region 3 licensees 

PAPERIELLO, c 3 Emergency Preparedness Ic Program aupport Branch. 
8t/t2/0i RAMOS, 9 L. Emergency Preparedness V Program 6upport 
Branch. 4pp 13454*120. fi4X Fl ch e, 50-0 0 0, 82/09/ il, 8206090002. 


— 8203110477 Forwards update on prompt notification it warning eye for 
Reyton 3 llcensess FEKA estimates approx 69:( of reviewe of 
proposed sys now complete 

HIND, ^ A Division of Emergency! Preparedness It Operational 
Support 82/01/05 ORtMES, 6. K Division of Emergency 
Preparedness 4pp, 13454*133, 24X Fich e: 90-000, 82/09/11, 

6206090002 
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a8060?0073 Forwartff monthJv rvpt re prc<!ip^ notification stja at 

facilities Comniitments made bg licensees to ensure 
deficiencies are corrected by 6^0601 

HtKDi J A Division of Hmergency Preparedness tt Operational 
Support 02/02/17 ORIMESiP Division of Emergency Preparedness 
3PP 13494 190 24 X Flche 50-000,89/05/11.6206090002 


-'6206300125 Public version of revised generating station emergenctj plan 
environ director emergency plan implementing proceduresi 
icicludirig Revision 2 to Procedure £0-3 re demand polling of 
neteorolog ical data 

UTERSKI.L a Cortwnonuealtfi Edison Co 82/06/02 lipp 
13695 004 24X Fiche 50-000.63/06/23,0206300112 


^06070809 Informs that deficiencies identified during initial testing 
of prompt public notlf Ication sys for facilities documented 
In util 620-916 Itr have been corrected prior to 620601 
DELOEORQE. L 0 Commonuea Ith tdiscn Cd 62/03/20 KEPPLER. J O 
Region 3, Office of Director 2pp 133S9 113 24X 

Rich* 90-000. 62/03/28, 6206070809 


06100009 Forwards “Fire Protection Associated Cable Fcpt, " in 

response to MRC 620206 & 0406 requests fer info Rept bated 

on development of alternate safe shutdotm cable charts 

LEMTINE, F 0 C ommonuea 1 1 h Edison Co 02/06/07 DEMTON, H 6 Office 

of Nuclear Reactor Regulation, Director 2pp 13449 319 

Fi c h e 5 0-295. 82 / 06/07. 820 6 1 00009 


8206100011 ''Firs Protection Associated Cable Rept " 

e Conwnanuealth Edison Co 62/06/30 lOOpp 13448 321 24X 

Fiehe SO-295. 82/06/07/ 0206100009 


D61403B9 Releases public version of revised emergency plan 
Imp lemiin tl ng proteduras Index 

FELTON, s/ n Division of Rules and Records 82/06/08 Document 
rtanagemenfe Branch Ip 13510 006 24XFlche 30'-29 5. 63/06/09. 
0206140389 


3206140390 Forwards public version of revised emergency plan 
implementing procadures index Receipt form end 

PL I ML, 0 C ommopwealth Edison Ce 62/05/12 DENTON. H ft NRC - No 
Detailed Affiliation Oiven 2pp 13510 006 24X 

Fic he. 50-295. 02/06/06. 8206140389 


1206140393 Public version Of revised emergency plan implementing 
procadures indeat 

« Commonwealth Edison Co 82/05/11 2pp 13310 010 24X 

P 1 c h e t 50-295. 82/06/08. 8206140369 


>6240332 Forwards Revision 3 to Procedure 0291A. "Metaoralog 1 tal 
ionltorinjr, Of f s lie Dose Calculation Program for Emergency 
‘repartdness at Operating Nuclear Power Plants'* & Revistan 4 
0 QA program for meteoro loglca I monitoring programs 
IGHROEDERrC U Commonuiee 1 th Edison Ca 82/06/16 DENTON. H R 
Iffica of Nuclear Reactor Regulation. Director Ip 13600 315 24X 

Icht: 90-000. 92/06/ld^. 6206240332 


'6230021 Releases public version of generating stations emergency 
Ian telephone directory 

ELTON' -vP N Division of Rules and Records 82/06/17 Document 
anaganent Oranch Ip 13594 073 24X Fiche 50 -OOG. 02/06/17. 

206230021 


p Operating license stage documents U corres pend enc e 


8306020062 Addl response to FOIA request for all documents re 
probabilistic risk assessment for facilities Forwards 
L5 Noodhead 800530 memo to £S Cftristenbury 

FELTON. -J h Division of Rules and Records 61/11/06 DORSE V,J ^ 
Affiliation Unknown ]p 13339 312 24X Ficho 50-000. 81/11/06. 

6206030063 


--8206030075 Discusses 800537 meeting re possible legal 6/or public 
perception consequences to NRC plan for risk assessment of 
sites near high population areas Interim revision of 
lOCFRlOD should be issued pending propoeed rule 

WOOOHEAD, C f> Office of the Executive Legal Director 80/05/30 
CHRISTENBURV. E OffUe of the Executive Legal Director 2pp 
13339 213 24X Flcho 90-000,91/11/06.8206030062 


B20603C274 Advises that response to TKl Action Item 1 1 K 3 25 re loss 
of ac power an pump seals is acceptable 

VAROA.S A Operating Reactors Branch 1 82/05/26 DEUOEOROE.L □ 

Commonwealth Edison Co 3pp 13361 334 24X Fiche 50-295.02/09/26. 

0206030294 


0206080103 Informs that util training program meets TKI Action Item 
n 8 4 requirements 6 is acceptable Future changes to 
facilities should bs reflected in updates to training 
program 

VARGA'S A Operating Reactors Branch 1 02/05/38 DELOEORGE. L O 

Commonwealth Edison Co 2pp 13441 332 24X Fiche 50-295,82/09/28, 

6306000103 


8306170051 RESPONSE OF THE ZltW S. INDIAN POINT CONTAINMENT BUILDINOB TO 
SEVERE ACCIDENT PRESSURES 

BUTLER, T A Los Alamos Scientific Laboratory FIN A-7270 
NUftEO/CR-2569 82/05/31 Division of Engineering 4lpp 
Available at NTI8 43 00 13955' 240 24X Fiche 50-000. 02/OS/31. 

6206170051 


&3061002$4 Forwards requested info re implementation status of 
NUREG-0737 items per Generic Ltr 82-10 

SWARTZ. E D Commonwealth Edison Co 02/06/04 EISENHUT.O 6 
Division of Licensing 20pp 13453 214 S4X Fiche 50-000.02/06/04. 
0206100214 


6206160222 Forwards Revision 21 to OA Program. Topical Rept CE-l-A 
SWARTZ, E D Commonuiealth Edison Co 83/06/07 HAASS. W P Quality 
Assurance Branch Ip 13932.027 24X Fiche 90-000.82/06/07. 

8306160222 


206230033 Forward* public version of generating stations emergency 
plan telephone directory. 

HOQftE.ft D. Conmanuealtb Edison Co Q2/D6/04 DENTON, H R NRC - 
No Detailed Affiliation Given Ip 13594 074 24X 

Fiche* 90-000. 02/06/17. 8206230021 


206'230D37 Public version uf generating stations emergency plan 
telephone directory 

« Commonwealth Edison Co, 02/05/36. 40pp, 13594 076 34X 

Fiche* 50-000. 52/06/17. 8206230021 


— 6206160236 Revised pages to CE-l-A. Revision 31, "OA Topical Rept " 
# Commonwealth Edison Co CE-l-A R21 ERR 02/06/06 20pp 
13932 028 24X Ficha 90-000,82/06/07.8206160222 


8206170394 Informs that, due to util lack of attempts to satisfy 
10CFR3, 770 requirements. 030414 response to control of heavy 
loads technical evaluation regt is being returned Addl info 
required 

VARDA'S A Operating Reactors Branch 1 82/06/15 DELOEORGE. L 0. 

Commonwealth Edison Co 3pp 13557 193 24X Fiche 50-295,82/06/19, 

8206170394 


>240032 Releases public version of generating stations emergency 
an telephone directory 

LTONj J M Division of Rules and flecorda 02/06/18 Document 
inagement Branch ip 13617 336. 24X Fiche 50-000,82/06/18, 

'06240032, 


06240049 Public version af peneraking stations emergency plen 
telephone directory 

» Commonwf alth Edison Co 82/05/26 41 pp 13617*337 24X 

Fiche: 50-000, 62/06/ 1 Q, 6206240 032 


300112 Releases public version of revised generating stablon 
ergeTicy plan environ director emergency plan impl tment ing 
aceduret 

.TON. </ M. Division of Rules and Records. 82/06/23 Document 
lagement Branch. Ip. 13695:001 24X fl che' 90-000. 02/06/23. 

163001 12. 


8206240429 Applicetion fur amsnd to Licenses DPR-39 it DPR-40 changing 
Tech Specs to replace 45-day holdup requirement for 
radioactive gaseous wastes 

LENTINE.F 0 Commonwealth Edison Co 82/06/17 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 3pp 13601 152 24X 

Fiche 30-295,82/06/17,0206240429 


8206290372 Confirms 620617 6 18 telcons u/utll Actions delineated In 
820526 & 0622 confirmatory action Itrs are acceptable 
Startup 4< operation of Zion Unit I may proceed 
HEPPLER,J.O Region 3, Office of Director 82/06/22 REED, C 
Commonwealth Edison Co ip 13634 111, 84X Fiche 50-295,02/06/22. 

8206270372 


0 Inspection reports. IE Bulletins & correspondence 


>6300121 Forwards public vartion of revised generating station 
'mergency plan environ director emergency plan Implementing 
rocfdures, incloifing Revision 2 to Procedure ED-3 re dsmand 
oiling of meteorological data 

ICHy*<^. Commonwealth Edison Co 62/06/08 Director'* Office, 
fflce of Inspection and Enforcement 2pp 13695:002 Z4X 
iche* 50-000, 02/06/23. 0206300112. 


8266020493 Forwerd* info re lE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related piping Syi" U lE Insp Repts 
50-237/82-01,50-249/02-01/50-294/02-01 it 50-265/02-01, 
discussed during 020920 meeting 

STIEDE'M L Commonwealth Edison Co 02/05/24 KEPPLER. J 0 Region 
3' Office of Director I4pp 1 3329 > 001. 24X Ficha 50-000,02/05/34, 
8206D20493 
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— fla0£»O2OSOS "Seismic Ground Motion Haiai'd at Zion Nuclear Pouior Plant 
Site for PiekardrLoue 6' Oarrickilnc " 

KCGUlflErR K Dames & Moore 8S/07/02 37pp 13325 015 S4X 
Fiche SO'OOO, B2/03/24i 8206020473 


— 8112020951 "Conditional Probabilities of Seismic Induced Failures for 
Structures Components for Zion Nuclear Generating 
Station " 

WESLEVp D a Structural Mechanics Associates SKA 12901 02 

SO/3 0/31 35pp 13325 052 24X FI the 50-000,82/05/24,8206020493 


0206070497 Submits monthly status rcpt of evaluations performed in 
response to lE Bulletin 79-14, "Beismic Analysis for 
As-Built Safety-Related Piping Sys " No changes since last 
status rept 

RAUSCH, T J Commenmealth Edison Co 82/05/26 KEPPLER, J 0 Region 
3, Office of Director Ip 13374 326 24X Fiche 50-000,82/05/26, 

0206070487 


8202040147 IE Info Notice 82-15, "Notif itation of NRC " 9vc list end 
DEYOtlNGi R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 107pp I34B6 095 24X 

Fiche 50-000,82/05/28,8202040147 


0204210378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flou Setpoints " 
Sve list end 

UOROAN, E L Division of Engineering & Quality Assurance 62/05/20 
I03pp 13440 264 24X Fiche 50-000,82/05/20,8204210378 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEYOUNOjII C Director's Office, Office of Inspection and 

Enforcement 62/06/02 lOBpp 13527 ISO 24X 

Fiche 50-000,62/06/02,8204210380 


Sa062502lO Forwards IE Insp Repts 50-295/82-12 It 50-304/82-10 on 
820401-0514 6 notice of violation 

SPEBSARD, R L Division of Project & Resident Programs 82/06/10 
REED, C Commonwealth Edison Co 2pp 13613 240 24X 

Fiche: 50-295, 82/06/10, 82 06250210 


— 0206250219 IE Insp Repts 50-295/02-12 & 50-304/82-10 on 020401-0514 
Woncomp liance noted on 820402, operators observed routinely 
bypassing gripper tube up interlock in nonemergency 
tltuAtlons 

WATERS, U R , BUROESS, D L , CONNAUOHTON, K Division of Project 8< 
Resident Programs 82/06/07 lOpp 13613 243 24X 

Fiche 50-29 5,82/06/10,8206250210 


8204210363 IE Info Notice 82-17, "Qverpressur i lation of RCB " 8vc list 
end. 

JORDAN, E L Division of Engineering V Quality Assurance 82/06/11 
i06pp 13675 258 24X Fl che* 50-000, 62/06/ 11 , 8204210383 


8204210384 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Matl by Workers. '* 0vc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement. 02/06/ li. 120pp 13675 189 24X 

Fiche 50-000,82/06/11,8204210384 


9206290477 Ack receipt of 020609 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/82-03 8< 
50-304/02-03, 

NDRELXWS, C E Division of Engineering It Technical Programs 
82/06/25. REED, C Commonwealth Edison Co. Ip 13631 359 24X 

Fiche: 50-295, 82/06/25. 8206290477 


— 6206290468 Responds to NRC B20510 Itr re violations noted in IE Ihep 
Repts 50-295/02-03 tt 50-304/82-03 Corrective actions 
Procedure ZAP 3-52-1, re change of instrument setpoint, will 
cover changes of saf ety-related instrument scaling 
DOUGLAS, £ Commonwealth Edison Go 82/06/09. KEPPLER, J 0. 

Region 3. Office of Director 3pp 13631 360 24X 

Fiche 50-295, 02/06/25, 8206290477 


R. Periodic operating reports 8< related correspondence 


0206110206 Forwards monthly operating repts for Hay 1982 

0RAE&8£R,K L Commonwealth Edison Go 82/06/08. Director's 
Office, Office of Inspection and Enforcement ip 13466*346 84X 

Fiche 50-295, 02/06/08, 8206 1 10206 


— 8206110209 Monthly operating repts for Hay 1982. 

COOK, J M Commonwealth Edison Co 82/06/08 llpp. 13466*347. 
24X Fiche. 30-295,82/06/08,8206110206 


S Reportable occurrences, LERs 6 related correspondence 


8206020341 Forwards LER 82-01 1/03L-0. 

GRAES5ER,K L Commonwealth Edison Co 82/05/24 KEPPLER, J G 
Region 3, Office of Director Ip 13321 287 24X 

Fiche 50-304, 92/03/24, 8206020341 


>-8206020346 LER e2-01i/03L-0 on 820424, during calibr surveillance, 
condenser air ejector gas monitor 2RE0013 found to be 
reading low in lower range Caused by failure of high voltage 
power supply for monitor to adjust to within tolerances. 
JAKUBAITIS, T C Commonwealth Edison Co 82/05/24 Region 3, 
Office of Director Ip 13321 280 24X Fiche 50-304,02/0 5/24, 

8206020341 


8206100172 Forwards LER 82-012/03L-0 

0RAE88ER.K L Commonwealth Edison Co 82/06/04 KEPPLER, J 0 
Region 3, Office of Director Ip 13451 164 24X 

Fiche* 50-304, 82/06/04,8206100172 


—8206100179 LER B2-012/03L-0 on B20510, 120-volt ac feed switch to train 
Aidiv 2? safeguards actuating relays & train A safeguards & 
blackout sequence timers found in off position Cause 
unknown Mod to undervoltage alarm in prograss 

ROHDE. J E Commonwealth Edison Cq 82/06/04 Region 3, Office 
of Director. Ip 13451 165 24X Flchfl 50-304.02/06/04, 

8206100172 


9206150101 Forwards LER a2-013/03L-0 

0RAES8ER, K L Commonwealth Edison Co 82/06/09 KEPPLER, J. 0 
Region 3, Office of Director Ip 13503 339 24X 

Fiche 50-304.82/06/09,8206150181 


--8206150192 LER B2-0l3/0aL-0 on 020310, reactor coolant loop 2A overpower 
delta-T setpoint summator 2TC-41IE found out-of-tolerance 
high by 10 7K Caused by sporadic component failure within 
summator Summator replaced 

CANTWELL, P F Commonwealth Edison Co 82/06/09 Region 3, 

Office of Director Ip 13503' 340 24X Fiche 50-304,82/06/09, 

8206130181 


8206150204 Forwards LER 02-O14/O3U-O 

0RAE86ER, KL Commonwealth Edison Go 82/06/10. KEPPLER, J 0 
Region 3, Office of Director Ip 13501 358 24X 

Fiche. 50-304, 82/06/10,8206150204 


— 9206150214 LER 82-014/03L-0 on 82051 1,2A steam generator pressure 
comparator 2PC-516A/& setpoint found drifting w/max error of 
-7 3% Caused by failure of Input buffer empllfier in 
comparator Comparator (Hagan 118) replaced 

CANTWELL, P F Commonwealth Edison Co 82/06/10 Region 3, 
Office of Director. Ip 13301 339. 24X Fiche 50-304,82/06/10, 

8206130204. 


0206220353 Forwards LER 02-Ol5/O3L~O 

ORAE80ER,KL Commonwealth Edison Go 82/06/15, KEPPLERxJO. 
Region 3, Office of Director. Ip. 13582 097 S4X 
Fiche 50-304,82/06/13,8206220333 


— 8206220360 LER 82-0tS/O3L-O< on B20S25 L 29. Condenser offgas radiation 
monitor 2RE-0015 fatlad above alarm setpoint Caused by 
condeneate buildup flooding detector Monitor dried 
detector replaced Laakagt problem under investigation 
WANOiJ Commonwealth Edison Co 82/06/13 Region 3, Office of 
Director Ip 13382 090. 24X Fiche- 50-304, 82/06/15, 0206220333. 


DOCKET 30-305 KEWAUNEE NUCLEAR POWER PLANT 


F Security, madUali emergency it fire protection plant 


820603029L Requests correction of typographical errors on NRC 820421 
Itr transmitting Amend 39 to License DPR-43 re fire 
protection Docket 30-306 L License 3 should read Docket 
50-305 L License DPR-43, respect ively 

0R0TENHUI8, N Operating Reactors Branch 1. 82/05/26 MATHEWS, C R. 

Wisconsin Public Service Corp 2pp 13361 322 24X 

Fiche 50-305,02/03/26,8206030291 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for Itcentees to Implement 
prompt notification sys. Forwards documents listed in App A 
Documents also available In PDR 

FELTON, J.H Division of Rules and Records 02/05/11 REYNOLDS, N. 8. 

Debevoise L Liberman 3pp. 13454 003 24X Fiche* 50-000, 82/05/11. 

8206090002 


— 8206090033 Forwards updated info re prompt notification it warning eye 
for Region 3 licensees 

PAPERIELLQ, C J. Emergency Preparedness Program Support Branch, 
01/12/01. RAMOS, 8 L Emergsncy Preparsdness & Program Support 
Branch 4pp 13454 120 24X Fiche- 50-000, 02/05/1 1, 8206090002. 
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DOCKETED ITEMS 


~'<*6'2031 10477 Forwardi update on prompf; notification £t warning 
Region □ llcenieca FEhA e^tinatea appraz i&S'X of reviews of 
propoeed now complete 

HiNDi J Dlvieion of Emergency Preparedness ii Operational 
Support. S3/01/03 ORfME0i3 K Division of Emergency 

preparedness 4pp 13^94 1^3 24K Fiche 90-000.83/09/11. 

G20iQ9QQ02 


--*0206090073 Forward* monthly statu* r#pt re prompt notification igs at 
facilities Commitments made by licensees to ensure 
deficiencie* are corrected by 020601 

HINDj J A Division of Emergency Preparedness & Operational 
Support 82/0S/I7 ORIHES. D Division of Emergency Preparedness 
3pp 134S4 190 24X Flcfie 50-000. 82/05/1 J . Q20A09Q-002 


8206160249 Releases public version of revised emergency plan 
impl ement ing procedures 

FELTON. J M Division of Rules and Records 82/06/14 Document 
Management Branch Ip 13540 093 24X Fithe 50-305.82/06/14. 

0206160249 


— 0206160250 Forwards public version of revised radiological emergency 
response plan imp 1 erne rtti ng proc edure s. i nc I udlng Procedures 
EP-EW-SO re environ monitoring team actions & EP-eNV-4A re 
sample acqu J sltlon. portab le instrument use 
HATHEUEiE R Wisconsin Public Service Corp 02/03/36 
DENTONrH fl Office of Nuclear Reactor Regulation. Director 2pp 
13540 094 24X Flche 50-309.02/06/14.8206160249 


— 0206160266 Public version of revised radiological emergency response 
plan implemanting procedures. Including Procedures EP-ENV-SB 
re environ monitorinig teami actions 6 EP-ENV-4A re sample 
acquisition I portable snstrumeTit use 

* Wisconsin Public Service Corp 82/05/21 39pp 13540 096 
24X F 1 C h e . 5 0-305. B2 /06/ ! 4 . B2061 60249 


0206890194 Requests one-time esemptlon from annual exercise requireaient 
of IOCFR50. App E for 020223-031101 Proposed date of 03J £01 
will not deerratt effectiveness of program 

OtE0LER.C W Wisconsin Public Service Corp 82/06/24 DENTON^H R 
Office of Nuclear Reactor Regulatlorii Director 3pp. 13635 340 
24X Flche 50-309.03/06/24.0206290 1 94 


H Oentral eorr aspondence 


8206250201 Adyiias that CW Oiesler has been appointed vlca-pras identj. 
Riucltar poutr itt piece of ER Mathau* 

KATHEWS.E R Wltconsin Public Service Corp. 02/06/21 VAROA. S, A, 
Operating Rtictort Branch 1 KEPPt£R«J <0 Region 3. Office of 
Director ip. 13613 292 24X Flche; 50-305. 82/06/21. 0206250201. 


P. Operating license etaga documents 6 tore e* pent dence 


0206280071 Addl response to FOIA request for eight categories of 
documents Foruardt documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
info deleted, 

FELTDMiJrt Division of Rules and Records 82/05/12 MCMORRAV. C M 
Kirkpatrickr Lockhart. Hill. Christopher 6 Phillips. 2Bpp. 
13638^059. 24 X Flche 50-000.02/05/12,0206280071 


— 8103020313 Update* 801222 memo re decision* for degraded coeling 
rulenaking. Steering group to issue justif icat ion for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoparatlon provided. 

MEDEIROS. n, 0 Reactor Sgetems Standard* Branch 01/03/02. 

ARLOTTOrO. A Olvislon of Engineering Standards 20pp 1S630MO3 

24X Fiche 50-000.82/05/12.0206280071 


8206030291 Raqueet* correction of typograph Leal errors on MRC 820421 
1 tr transmitting Amend 39 to License DPR-43 re fire 
protect 1 on. Do Che t 50-306 h License 3 ihould read Doepet 
SO-SOO 4t License DPR^43i respectively 

OROTENHUIB, H Operating Reactor* Branch 1 02/05/36 MATHEWS. £ R. 

Wlsconain Public Service Corp 2pp 13361,332 24X 

Fiche, 90-305. 82/05/26. 820603029 1 . 


— 02O616O4B9 Safety evaluation supporting Amend 45 to License DPR-43 
a Office of Nuclear Reactor Regulation. Director 82/06/02 4pf 
13543 225 24X Flche 50-305,82/06/02,02061604 70 


-<-8206160492 Notice of issuance tt availability of Amend 45 to License 
DPR-43 

NEIGHBORS. J D Operating Reactors Branch 1 02/06/02 2pp 

13543 229 24X Flche 50-305, 82/06/02, 0206160470 


8206110075 Forwards response to Generic Ltr 82-10. "Po«t-TMI 
Requirements " 

0IE6LER. C W Wisconsin Public Service Corp 82/06/07 

ElSENHur. D 0 Division of Licensing 9pp 13467 094 24X 

Fiche- 50-305. B2/06/07. 02061 10079 


8206140007 Forwards list of current or anticipated activities which 
affect facility In addition to NUREO-0748 activities Listed 
activities significant enough to warrant discussion during 
020608 meeting 

GJESLER.C W Wisconsin Public Service Corp 82/06/07 

EISENHOT. D<5 Division of Licensing 7pp 13487 057 24X 

Flche 50-305.82/06/07,8206140007 


8206090193 Generic Ltr 82-11 to all LWR reactor plant licensees St 
applicants ra transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause Of 
event W/o end 

EISENHUT.OO Division of Licensing 82/06/09 HAUSPURG, A 
Consolidated Edison Co of New York 13pp 13557 349 24X 

Flche 50-000,02/06/09,8206090153 


8206210493 Forwards revised Tech Specs re adjustment to nuclear Hue 
trip setpoint . pressuri far heaters 6 auxiliary feedwater 
pumps, orl gina 1 ly issued u/Amend 45 

THDROER0EN. J 0 Wisconsin Public Service Corp 82/06/14 
LICCIARDO.R Operating Reactor* Branch 1 8pp 13570 337 24X 

Flche 50-309.82/06/14,8206210493 


— 8206210907 Revised Tech Spec Pages 2 3-1.3 l-2a.3 L-2c» 3 4-1.3 4-la h 
4 1-3 re adjustment to nuclear flux trip setpoint 
pTessurlrer heater* h auxiliary feedwater pumps 

« Wisconsin Public Service Corp 82/06/02 7pp 13570 345 24X 

Fiche 50-30 5, 82/06/14. 8206210493 


82D62I0273 Respond* to B20517 ltr re schedule for submitting required 
Infq on NUREO-0612. "Control of Heavy Load* at Nuclear Power 
Plants " Part 1 of response will be submitted by 021119 St 
Part 2 by 030215 

OIESLER.C W Wisconsin Public Service Corp 82/06/15 VAROA. B A 
Operating Reactors Branch 1 Ip 13559 071 24X 

Flche 90-305, 82/06/1510206210273 


8206320402 Forwards revised Tech Spec Page T8 3 l-2<c> in Amend 49 t» 
OL Revision necessary due to typographical error in 020614 
submittal 

THOROERBEN. J 0 Wisconsin Public Bervice Corp, 82/06/16 
LlCCIARDOiR Operating Reactor* Branch 1 Ip 13970 047. S4X 
Fiche 50-305.02/06/16.8206220402 


—8206220406 Revised Tech Spec Page T8 3 l-2ic> in Amend 49 to OL 
Corrects typographical error re pressurlrer heater* 

* Wisconsin Public Service Corp 82/06/02 Ip 13570 040 a4X 
Fiche 50-309. B2/06/I6. 8206220402 


0206230362 Notification of 020623 meeting u/util in Bethesda.HD to 
discuss basis for alternate shutdown schedule 

ORDTENHUia.M Operating Reactors Branch 1 82/06/16 VAROA.BA 

Operating Reactors Branch 1 2pp 13594 397 24X 

Flche 90-305,02/06/16.0206230362 


8206230224 Forwards correction to 820615 Ur changing dote of generic 
ltr from 001227 to 801222 6 Section 5 I, ''Oeneral Info" to 
2 1 

OieSLER.C W Wisconsin Public Service Corp 02/06/18 VARGA, S A 
Operating Reactors Branch 1 Ip. 13586 307 24X 

Fiche: 90-305. 82/06/18. 8206230224 


B206160470 Forward* Amend 45 to License DPR-43. safety evaluatien <c 
notice of issuance Ic availability Amend revises Tech Specs 
re adjustment to nuclear flux trip setpoint pressure heater* 

&i auxiliary feedwatsi* pumps, 

GROTENHUISiM Operating Reactors Branch 1. 82/06/02 MATHEWS# E R, 

Washington Public Power Supply 9y*tem, 2pf 13943:214, 24X 

Fiche. 90-305. 02/06/02. 820 61604 70 


— 0206160402 Amend 49 to License DPR-43i apply Ing trip settings for 
inetruments monitoring reactor power conlant pressure, temp, 
flow, pressuri xer level I, permissives re reactor protectian. 
t/ARGA, 5, A Operating Reactors Branch t 82/06/D2, 9pp 
13543,216 24X Fiche 50-305.82/06/02.02061604717 


8206280433 Forwards corrected Tech 8pec Pane T8 3,4-la to Amend 45 to 
Licensa DPB~43, dtd B20614 

THOROERSCN. J 0 Wticonsin Public Service Corp. 82/06/21 
LICCTARDO.R, Operating Reactors Branch 1 ip 13621 331 SAX 
Flche 50-305, 82/06/21, 8206280433. 


—0206200451 Corrected Tech 8pac Paee 
DPR-43 

a Wisconsin Public Service Core 
F1 q h r 50-305. 82/06/21 . 0206200433 


T6 3.4-la to Amend 49 to License 
02/06/14 ip 13621 332 54 X 


DOCKETED ITEMS 


eSOiS'FOl*?? Informs of deUg in submitting final rept ro specific 
analgsis of generic testing of PWR safety it relief valves 
Aept Initially scheduled for 820701, now scheduled for 
820712 submittal 

OlESLER, C W Wisconsin Public Service Corp B3/06/25 
EISENHUT.D G Division of Licensing ip 13636 257 24X 

Fiche 50-303.82/06/35/8206290199 


Q Inspection reports, IE Bulletins U correspondence 


02020^0147 IE Info Notice Q2-I5r "Notification of NRC " Svc 
DEYOONO.R C Director's Office, Office of Inspection and 

Enforcement 02/05/38 107pp 13436 095 34X 

Fiche 30-000/83/05/28/8202040147 


list end 


8204210379 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints 
Svc list end 

JORDAN, E L Division of Engineering & Guality Assurance 02/03/39 
103pp 13440 264 24X Fiche 50-000,92/05/30,0204210378 


0206170301 Forwards updated LER 03~O1O/O3X-1 S« LERs B2-012/03L-0 l< 

02-01 3/0 IT-O 

OIESLER, C U Wisconsin Public Service Corp 83/06/11 KEPPLERi-J 0. 

Region 3, Office of Director Ip 13331 248 24X 

Fiche 30-305.02/06/11.0206170301 


— B206170307 Updated LER 82-010/03X—1 on 020422, during refueling outage 
surveillance testing indicated RC5 flour transmitter out of 
calibr Caused by Instrument drift Transmitter recalibr 
SMOKER, C S Wisconsin Public Service Carp 82/06/11 Region 3, 

Office of Director Ip 13331 249 24X Fiche 50-303,02/06/11. 

0206170301 


— 8206170308 LER B2-012/03L-0 on 820512. mains team header lA. isolatian 
valve, MS-IA, exceeded Tech Spec closure time Caused by valve 
being dosed li dry since start of cold shutdown, Shaft 
cleaned (< lubricated externally 

DERNHQFT, 8 L Wisconsin Public Service Corp 02/06/11 Region 
3, Office of Director tp 13531 230 24X Fiche 30-305,02/06/11. 

0306170301 


02O42IO3BO IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEYOUNG/ R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 I08pp 13527 150 24X 

Fiche. 30-000, 82/06/02, 8204210380 


8206170189 Forwards IE Insp Rept 50-305/82-02 on 020111-14 tc 29 No 
noncomp 1 lance noted 

STREETER, J F Region 3, Office of Director 02/06/02 MATHEWS i E R 
Wisconsin Public Service Corp 2pp 13534 310 24X 

Fiche 50-305. 82/06/02, 8206 1 70 1 B9 


-6206170200 IE In«p Rept 50-308/82-02 on 820111-14 U 29. No noncomp 1 lance 
noted Major areas inspected special insp of potential 
matl false statement re applications for renewal of reactor 
operator tc senior reactor operator licenses. 

KONKLIN, J E . NELSON, R L Division of Project t< Resident Programs 
02/06/01 3pp 13534 312 24X Fiche; 30-305, 82/'06/02i 0206170109 


6204210303 IE Info Notice 02-17. "Overpressur i xation of RCS " 9vc list 
end. 

JORDAN, E L Division of Engineering U duality Assurance 02/06/11 
106pp 13675.238. 24X Fiche 30-000,08/06/11,0804210303 


0204210304 IE Info Notice 02-10, '‘Assessment of Intakes of Radioactive 
Matl by Workers " Svc list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 02/06/U i20pp. 13675 189 24X 

Fiche 30-000,02/06/11,0204210304 


R Periodic operating reports i< related correspondence 


8206010204 Forwards monthly operating rept for Apr 1982 

MATHEWBiER Wisconsin Public Bervice Corp 02/03/10 Office of 
Management and Program Analysis Ip. 13307 161 84X 

Fiche. 30-305, 82/05/ 1 0, 0206010204. 


—8206170314 LER 02-O13/O1T-O on 020528, prel iminary analysis of piping 
load evaluation per NUREG-0737, Item II 0 1 Indicated 
allowable stresses will be exceeded on pressuriter safety 
loop seal piping when safety valve opens Analysis underu^ay 
DERNHQFT, 8 L Wisconsin Public Service Corp 62/06/11 Region 
3, Office of Director Ip 13531 251 24X Fiche 50-305. 82/06/ 1 1. 

8206170301 


B206220233 Forwards LER B2-014/03L-0 

CIE9LER,C W Wisconsin Public Service Corp. 82/06/15 KEPPLER, J, 0. 

Region 3, Office of Director Ip 13571 205, 24X 

Fiche 30-303,02/06/13,0206220233 


— 6206220239 LER 02-O147O3L-O on 020517, during refueling outage, turb Ine 
driven auxiliary feedwater pump tC would not reach retiuired 
speed Caused by exercise of governor valve to eliminate flat 
spot in controller Governor adjusted per mfg manual 
BERNHOFT, 0 L Wisconsin Public Service Corp. 82/06/16, Region 
3, Office of Director Ip I3S71 286 24X Fiche 30-305,02/06/15, 

8206220233 


8206240197 Forwards LER 02-01 S/03L-0 

0EI8LER,C,W Wisconsin Public Service Corp 82/06/10 KePPLeR,J.O 
Region 3, Office of Director Ip 13597 J00 24X 

Fiche 50-303, 82/06/10, 0206240197 


— 0206240199 LER 02-01 5/03L-O, on 820510, while trying to borate RCS duri 
physic testlng.no boric acid flow obtained through blender 
due to freeie-up In boric acid tank to blender lint at valve 
CVC-40i,01d heat tracing tapa replaced. 

BERNHOFT, 8 L Wisconsin Public Service Corp 82/06/16 Region 
3, Office of Director Ip 13597 109 24X Fiche 50-305102/06/10, 

8206240197 


8206290180 Forwards LERi 02-O16/O3L-O Sc 02-01 7/03L-0. 

OIEeUER,C.W Wisconsin Public Service Corp 82/06/22 KEPPLER,J, 0. 

Region 3. Office of Director Ip 13635,343 24X 

Fiche 30-303,02/06/22,8206290180 


— B206010206 Monthly operating rept for Apr 1902, 

RUITER.O H. Wisconsin Public Service Corp 02/05/03 4pp 
13307 162 24X Fiche- 30-303, 02/03/ 10, 0206010204 


8206130255 Forwards monthly operating rept for May 1962. 

0IE8LER,C W Wisconsin Public Service Corp 02/06/09 Management 
Information Branch Ip t3503 208 24X Fiche 30-303,02/06/09, 

0206130233 


— 0206130250 Monthly operating rept for Hay 1982 

RUITER,G H Wisconsin Public Service Corp 02/06/09 4pp 
13305 209. 24X Fiche. 30-303, 02/06/09, 8206150233 


8 Reportable occurrences, LERs «< related correspondence 


—0206290103 LER 82-017/03L-0 on 020323. error in surveillance testing 
frequency discovered Br-60 calibr source listed as having 
60-month rather than 6-month test interval No cause stated 
Test schedule revision submitted. 

BERNHOFT. 8 L Wisconsin Public Service Corp 02/06/24. Region 
3, Office of Director Ip. 13635,346 24X Fiche 50-303.62/06/22, 

0206290100 


—8206290191 LER 82-016/03L-0 on 020524, one train of auxiliary bldg 
special ventilation sys filter efficiency fell below 90X. 

Caused by natural end of life of charcoal absorber cells. 

Fifteen of 27 cells replaced 

BERNHDFTiS L, Wisconsin Public Service Corp 02/06/23. Region 
3. Office of Director, Ip 13633 347 24X Fiche, 30-305, 02/06/22, 

8206290100 


0206070706 Forwards LER 02-011 /03U-0 

MATHEWS, E R Wisconsin Public Service Corp 02/05/20 KEPPLER, J 0 
Region 3, Office of Director Ip 13309:153. 24X 

Fiche- 50-303, 02/03/20, 8206070706 


—8206070712 LER a2-0U/03L-0. on 020420. RCS temp transmitter calibr was 
in excess of Tech Spec limit Caused by instrument drift 
Transmitter recalibr tested satis factor i ly 

LINDDERO, P H. Wisconsin Public Service Corp. 02/03/20, Region 
3. Office of Director. Ip 13309 134 24X Fiche* 50-305, 82/03/28, 

0206070706. 


DOCKET 50-306 PRAIRIE ISLAND NWCLEAR STATION, UNIT 2 


P Security, medical, emergency 4- fire protection plans 


8206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in U8 Forwards 
documents listed in App A 

FELTON, J.M, Division of Rules and Records. 82/04/21. WADE, J. 
Public Interest Research Group, New York 7pp, 13524:010 24X 

Fiche - 50-000, 02/04/21, 02061 SO016 


— 8206150023 Updates delivery schedule for siren shipments to facilitl 
ANDERSON, M.E Federal Signal Corp. 02/0 1 /80. ' ■ CANNON, P. 
Affiliation Unknown. 3pp 13524*234. 24X Fiche; 50-000, 62/04/21 , 

0206150016 
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DOCKETED ITEMS 


8206090002 R« 3 fronds to TOlA request iPor documents re Comtffti ion 
(fecls^lon to extend deadline For licensees to implertent 
prompt notification sys Foruiard* docoments listed in App A 
Docunxents also available in PDf? 

FELTON* J M Division of Rules and Records 62/03/11 REVN0LD3* N S 
Debevoise 4 Llbernan 3pP 13494 003 24X Fiche SO-OOO"* 62/05/1 1 1 

8206090002 


— B306090033 Forwards updated info re prompt notification 4 uarnlnp sys 
for Region 3 licensees 

PAPER J ELLD, C J, Emergency Preparedness 4 Program Support Branch 
81/12/01 RAMOS;S L Emergency Preparedness 4 Proffram Support 
Brancfi 4p p 13454 12B 34X Fiche 50-000*82/03/11.8206090002 


— 8203110477 Forwards update an prompt notification 4 uarnirg sys for 
Region 3 licensees FEMA estimates approx 65V of reviews of 
proposed sy s noui complete 

HIND* J A Division of Emergency Preparedness 4 Operational 
Support 62/Ol/OS ORIKES^Q K Division of Emergency 

Pr e pafetfnes s 4pp 13454 133 24X Fiche 50-000*82/05/11. 

0206090002 


— 8206090073 Poruards monthly status rept re prompt notification sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by B20601 

HJNDr J A Division of Emergency Preparedness 4 Operational 
Support ea/02/17 ORIMESjE? Division of Emergency Preparedness 
3pp 13454 190 24X Fiche 50-000. 62/05/li, 8206090002 


8206010315 Requests mod of exemption from App R Bectlon I II-J re 
eoitrgency lighting mods granted In 820504 1 tn extending 
implementation dat# to 9 months after 620401 Delay caused by 
need to modify unit* to accept substitute battery 
KAVERtL 0 Northern States Pouer Co 82/09/20 Docketing 4 
Service# Branch 3pp 13314:001 24X Fiche 50-282*82/05/20. 

6206010515 


8206020166 Releases public version of revision to corporate emergency 
response plan 

FELTON. J H. Division, of Rules and Record# 02/05/25. Document 
Nanagenient Branch Ip 13340 134 24 X Fiche 50-000*62/05/25, 

6206020166 


—8206020172 Forwards public version of Revision 4 to corporate 
emergency response p Ian . cansi sting of changes requested in 
NRC B11S17 Itr re Prarie Island emergency prenarcdness 
appra i sal 

hAVERiLa Northern States Power Co 83/05/11 Region 3. 
Office of Director 2pP 13340 135 24X Fiche 50-000.82/05/23* 

0206020166 


— B206020I77 Public version of Revision 4 to corporate emergency response 
plan 

HUDSON. 0 , HARDrE C . NEILS, 0 H Northern Etptes Pouier Co 
02/05/03 13pp, 13340 137 24X Fiche 50-000,82/05/25.8306020166 


8306160207 Forwards poet-ei erci se evaluation of "Joint Emergency 
Exercise on 811208,” final rept Oovts in vicinity have 
adequate offsite capability to protect public in event of 
radiological event 

KRmNrR.N Federal Emergency Management Agency 82/05/26 

ORINES, B Division of Emergency Preparedness 3pp 13947 182 24X 

Fiche 50-282*82/09/26,8206180307 


— B206180268 Post-exercise evaluation of *^*Joint Emergency E^^erciee on 
611208,*' final reft 

» Federal Emergency Nanagement Agency 82/04/30 74pp. 

13947 185 24X Plche. 50-202, 82/05/26, 8206180287 


B2060B03D3 Ac k receipt of 820115 Itr informing NRC of steps taken to 
address items in Apps A 4 B of IE onargcncy preparedness 
impteniinCatlon appraisal rapt dtd 011217 Response 
acceptable 

PAPERIELLQ, C J. Division of Emergency Preparednsss 4 aperatlonal 
Qupport 82/06/03 OILBERTS, D E Mortharn Gtates Power Co Ip 
13420. 152 24X Fiche 50-202, 82/06/03, 0206080303. 


8206230114 Submits addl fee for processing request for exteniion of 
fire protection mod completion date Addl fee in response to 
NRC 820920 request 

MUSOLF, D. Northern States Power Co 02706/OB MlLLERrW 0. License 
Fee Management Branch 2pp 13591 055 24X Fiche 50- 232r 92/06/08, 

0206230114 


J Insurance & Lndem-ntty information 


3206020494 Forwards Endor lament 45 to MAELU Policy MF-68 it Endorsement 
52 to MELIA Policy NF-197 

JOHNSON, R.O. Northern States Foutr Co 62/05/26 OINITZ. 1. 
Antitrust 6 Economic analysis Branch futility Finance). 3pp 
13323:321. 24 X Fiche* 90-000, 02/09/26. 0206020494 


K Utility Final Safety Analysis Report IFBAR) 8< amends 


a20b3002l6 Chapter I to Prairie Island updated FBAR. ”1 ntr educ k inn h 
Summary Description " 

« Northern States Power Co 91/13/31 iOOpp 13647 095 2'IX 
Fiche 50-292. 01/13/31, 8206300216 


0206300218 Chapter 2 to Prairie Island updated FSAR, "Plant Bike 5. 
Environs " 

e Northern States Power Co 01/12/31 300pp 13647 154 34X 

Fie Pie 50-202,81/12/31.8206300218 


8206300220 Chapter 3 to Prairie Island updated FSAR, "Reactor Core 
One oversiie drawing end Aperture card available in PDR 
* Northern States Power Co 01/12/31 200pp 13647 350 PAX 

Fiche 50-202. 81/12/31. B2063O0220 


6206300233 Chapter 4 to Prairie Island updated FSAR. "RCS " 

t Northern States Power Co 31/12/31 400pp 13643 001 24X 

Fiche 50-283.01/12/31.8206300223 


B2'0630022'6 Chapter 5 to Prairie Island updated FBAR, "Plant Containment 
Sys " 

t Northern States Power Co 01/12/31 400pp 13640 1 5G SAX 

Fiche- 50-383. 01/13/31.8206300226 


9206300220 Chapter 6 to Prairie island updated FBAR. "ESFs " 

s Northern States Power Co 01/12/31 a75pp 1364S 330 24X 

Fiche 50-293, 81/12/31.8306300228 


8206300230 Chapter 7 to Prairie Island updated FBAR. "Plant 
Instrumentation {< Control Sys " 

» Northern States Power Co 01/12/31 373pp 13649 119 a4X 

F 1 1 h a 90-283, 01/12/31, 0306300230 


6206300333 Chap ter 8 to Prairie Island updated FBAR, "Plant Electriral 
Sys '• 

« Northern States Power Co 01/12/31 I79pp 13649 396 SIX 
Fiche 50-283.01/12/31.0206300333 


8306300336 Chapter 9 to Prairie Island updated FSAR, "Plant Radieaste 
Control Sys " 

• Northern States Power Co 01/12/31 I79pp 13650 006 24X 

Fiche 90-282, 01/12/31, 8306300236 


6206300230 Chapter 10 to Prairie Island updated FSAR. "Plant Auxiliary 
Sys ” 

a Northern States Power Co 01/12/31 425pp 13650 074 D4X 

Fiche 50-202,81/13/31.0306300338 


B20630024I Chapter U to Prairie Island updated FSAR. "Plant Power 
Conversion Sys '* 

* Northern States Power Co 0i/12/3l SOOpp 13690' 376 SAX 
Fiche 90-302,81/13/31,8306300241 


0206300243 Chapter 12 to Prairie Island updated FSAR. "Plant Structure!* 
tc Shielding " 

* Northern States Power Co 01/I2/3I SOOpp 13691 012 H4X 
Fiche 50-282,01/12/31.0206300243 


6206300269 Chapter 13 to Prairie Island updated FSAR, "Plant 
operatiens " 

a Nnrthern States Power Co 81/12/31 I6pp 13651 307 24X 

Fiche 50-202,01/12/31,0206300269 


6206300271 Chapter 14 to Prairie Island updated FSAR, "Safety As 
Accident Analysis " 

* Northern States Power Co 01/12/31. 429pp 13691 324 34X 

Fiche 90-202,01/12/31,0206300271 


8206300204 Forwards updated 8AR for facility 

hUSOLF* 0 M Northern States Power Co 02/06/10 Office of 
Nuclear Reactor Regulation. Director 3pp 13647 061 24X 

FJche 50-202,02/06/18,8206300204 


8206300206 Updated F8AR for Prairie Island Units 1 & 2 

a Northern States Power Co 01/12/31 3. 966po 13647 064 24X 

Fi cho' 30-202. 02/06/18, 0206300204 


P Operefclmg license stage documents U correspondence 


0206070660 Requests addl extensions re implementation of NUREO'0737, 
Item If F 1 1 re steam relief monitor* & Item II F 2 re 
qualified core exit thermocouples 

MAVER,L 0 Northern States Power Co 02/03/01 Office of Nucieai> 
Reactor Regulation, Director Ip 13390 2 1 2 24X 

Fiche 50-282, 02/03/01, 02O6O7O66O, 



DOCKETED ITEMS 


1S6 


a20tU0334 Advijfs that atceptaric© of response tp item 2 1 5a in 
NUREG-0370 also satisfies re^oi rements of TMl item II E 4 1, 
“Dedicated Hydrogen Penetrations '* Item considered resolved 
CLARK. R A Operating Reactors Dranch 3 8S/0&/01 MUSOLF, D M 

Northern States Pouer Co app 13490 315 24X 

Plche 50-282, 0S/O6/O1. 820^1110324 


6206150288 Forwards Info re status of NUREO-0737 items tii/ implementation 
dates after 820301 in response to Generic Ltr 82-10 
HUSOLFr D K Northern States Power Co 82/06/04 Office of 
Nuclear Reactor Regulation, Director 20pp 13503 236 24X 

Fiche SO-202, 02/06/04. 8206150288 


0206210513 Forwards IE In»p Repti 50-2B2/B2-07 B, 50-306/82-07 an 
620503-07 No noneomp 1 i ance noted 

MILLER, J R Division of Engineering Be Technical Programs 82/06/04 
GILBERTS. D E Northern States Power Co 2pp 13360 093 S4X 
Fiche 50-282.92/06/04,0506210513 


—0206210523 IE Insp Repts 50-2B2/B2-07 8, 50-306/02-07 on 82050 5-07 
No noncompliance noted Major areas inspected actions taten 
In response to NUREO-0737 post-TMI Items 110326. 

II F 1 I D 2 B. II F 1 3 

HLfETER.L J . CREOER.L R Division of Engineering Be Technical 

Programs 82/06/04 9pp 13566 095 24X Fiche 50-262,62/06/04, 
8206210513 


8206090153 Generic Ltr 82-1 i to all LWR reactor plant licensees & 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event U/o enc I 

EiSENHUT, D 0 Division of Licensing 02/06/09 HAUSPURO. A 
Consolidated Edison Co of New YorJf THOMAS. R A Southern Co 
Services. Inc CLAyTON. F L Alabama Power Co 13pp 13557 349 
24X Fiche 30-000.82/06/09.0206090153 


Q206220I20 Application for amend to Licenses DPR-42 & DPR-60 changing 
App A Tech Spec Figure TS 3 10-7 re normal! lod exposure 
dependent function for Exxon Nuclear Co fuel 

MUSOLFr D Northern States Power Co 02/06/14 Office of Nuclear 
Reactor Regulation. Director 3pp 13573 234 24X 

Fiche 80-282. 82/06/14. 0206220120 


— B206220123 Proposed Tech Spec Figure T3 3 10-7 re normalized exposure 
dependent function for Exxon Nuclear Co fuel 

* Northern States Poorer Co 82/06/14 2pp 13573 237 24X 

Fiche 50-202. 02/06/14. 8206220 120 


8206210170 Supple license amend request re normalized exposure 
dependent function figure by transmitting XN-NF-8l-06(P ), 

"LOCA ECCS Limiting Dreat 4t Exposure Sensitivity Analysis 
Rept withheld (ref tOCFR2 790> 

MUSOLF. D Northern States Power Co 82/06/15 Office of Nuclear 
Reactor Regulation. Director 6pp 13560 330 24X 

Fiche 50-282.82/06/15.0206210170 


6206230333 Advises that util 811229 response to NUREO-0737, TMI Action 
Plan Item II K 3 25 re^iuiring licensees to demonstrate 
integrity of reactor coolant pump seals during potential 
Joss of offsite power event adequate Item resolved 
CLARK* R A Operating Reactors Dranch 3 82/06/17 MUSOLF. D M, 

Northern States Pouer Co. 2pp 13594 339 24X 

Fiche 50-202. 82/06/ 1 7, 8206230333 


Q Inspection reports. IE Bulletins 8< correep ondence 


0204210383 IE Info Notice 82-17. "Overpressurization of RGB ‘ Sve list 
enc I 

JORDAN. E L Division of Engineering 8, Quality Assurance 02/06/11 
106pp 13675 250 24X Fiche 50-000.02/06/11.0204210383 


0204210304 IE Info Notice 82-18. "Assessment of Intakes of Radioactive 
Matl by Markers " Sve list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 189 24X 

Fiche 50-000,82/06/11.8204210384 


R Periodic operating reports U related correspondence 


9206150190 Forwards monthly operating repts for May 1982 

MUSOLF. D Northern States Power Co 02/06/10 Director's Office. 
Office of Inspection and Enforcement Ip 13490 350. 24X 

Fiche 50-282, 82 / 06 / 10, 8206150190 


—8206190195 Monthly operating repts for Kay 1982 

0U08TAD. D Northern States Pouer Co 82/06/03, 8pp, 1349B 391 
24X Fiche 50-282,02/06/10,0206150190 


S Reportable occurrences. LERs 8, related correspondence 


8206100247 Forwards LER 82-009/03L-0 

MUSOLF, D M, Northern States Pouer Co 82/06/04 Region 3, Office 
of Director Ip 13498 232 24X Fiche 50-306. 82/06/04, 8206 100S47. 


—0206100249 LER 62-009/03L-0 on 820505. during surveillance tasting 
of 81 pump 22. test Isolation valve found closed Caused by 
Improper restoration of sys after maint Design change 
initiated 

HUN8TAD, A A Northern States Pouer Co 02/06/04 Region 3, 
Office of Director 2pp 13458 233. 24X Fiche' 50-306. 82/06/04, 

8206100247 


6202040147 IE Info Notice 02-15, "Notification of NRC " 8vc Hat end 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/05/20 I07pp 13426 095. 24X 

Fiche 90-000, 82/05/28, 82020^0147 


6204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end, 

JORDAN, E L Division of Engineering It Quality Assurance 02/05/28 
lOOpp t3440’264 24X F 1 che 50-000, 02/05/ 20. 8204210370 


8206100203 Forwards IE Insp Repta 50-282/03-06 «< 50-306/e2-‘06 on 
820401-30 No noncomp 1 lance noted 

STREETER, J F Division of Project l< Resident Programs 82/05/20 

OILSERTS, D E Northern States Pouer Co 2pp 13453 308 24X 

Fiche 50-282, 02/05/28, 8206 1 0020 3 


—8206100208 lE Insp Repts 50-202/82-06 8, 50-306/82-06 on 020401-30, No 
noncompliance noted Major areas inspected plant operation, 
ma inti surve il lance, security, radiation pro taction. procedures, 
design changes l< event repts 

FEIERABEND. C D , BURGESG, Q L. ♦ REYES, L A Division of project & 
Resident Programs 82/05/28. 7pp 13453 310 24X 

Fiche 90-282102/05/20,8206100203 


6204210300 IE Bulletin 02-02. "Degradation of Threaded Fasteners tn 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEYOUNG, R C, Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOBpp 13527 150 24X 

Ficha: 90-000, 02/06/02, 0204210300. 


B2O6O0O3O3 Ac k receipt of 820119 ltr informing NRC of steps taken to 
address items in Apps A 6 B of IE emergency preparedness 
Imp lamentation appraisal rept dtd 811217 Response 
accep table 

PAPERIELLO, C J Division of Emergency Preparedness 8, Operational 
Support 02/06/03 GILBERTS, D E Northern States Power Co Ip 
13420' 152 24X Fi cho* 50-202, 02/06/03, 0206000303. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency t< fire protection plans 


6206150016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace £n 
plume pathway around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records 82/04/21 WADE* J 
Public Interest Research Group, New York 7pp 13524:010 24X 

Fiche 50-000,02/04/21.6206190016 


— 8201250015 Forwards Central Files version of revised emergency plan 
implementing procedures, Includ ing revised page HstiPages 
App HI 23-111 24 re distribution of public emergency 
alerting sys 8. revised alerting sys map 

GARRITY, J H Maine Yankee Atomic Power Co 82/01/17, Office of 
Nuclear Reactor Regulation, Director 3pp. 13924:112 24X 

Ftche 50-000,02/04/21,8206150016 


0206170011 Informs that Commission granted 010209 exemption request re 
fire protection scheduler requirements of 10CFR9D 4B<c) I, 
design criteria specified in Section III C of App R to 
10CFR5O Evaluation of exemption request end 
DENTON, H.R Qfflca of Nuclear Reactor Regulation. Director. 

02/05/19 GARRITY, J.H Maine Yankee Atomic Power Co 7pp 
13559' 200 24X Fiche* 90-309, 02/05/19, 02061 70011. 


— 0206170012 Exemption from fire protection scheduler requlraatents of 
10CFR90, 4B(C1 8. design criteria specified In Section ZII.L 
of App R to 10CFR50 

DENTON, H.R Office of Nuclear Reactor Regulation. Director. 

02/09/19 Maine Yankee Atomic Pouer Go RBpp. 13999' 299. 24X 

Fiche 90-309,82/05/19,0206170011 
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DOCKETED ITEMS 


3204*140023 Motif lei of receipt of NRC 020519 I tr on Sa032'« Jnfo re flrp 
protflctlon safe shutilDufn cepab-llity ulll be submitted by 
821124 

GARRITVfJ H Maine Yankee Atomic Pouer Co 02/06/07 CLARK, R A 
Operating Reactors Branch 3 tp 134B4 34/ 24X 

Fiche 30-309.82/06/07,0206140023 


9206140243 Releases public version of e/nergencij notification procedure 
chanse rept 

FELTON, J M Division of Rules and Records 02/06/08 Document 
Management Branch Ip I330B 046 24X Fiche 50-309,82/06/00, 

B204 140245 


— 8206140251 Forwards public version af Procedural Cbenge Rept 82-155 foi 
Revision 3 to Procedure 2 30 17, '’Emergency Notification " 

♦ Maine Yankee Atomic Power Co 02/05/25 NRC - No DetaaleiP 
Affiliation ©iven Ip 13303 047 24X Fithtf 50-309. 02/ 06/ 00, 

0206 1 4024 5 


— 0206140255 Public vaTsion of Procedural Change Bept 82-155 for 
Revision 3 to Emergency Plan Implementing Procedure 2 SO 17, 
"Emergency Notification " Receipt form encl- 

e Maine Yankee Atomic Power Co 02/05/24 Ip 13500 046 34 X 

FI Che 50-309,02/06/08,8206140245 


8206290S9S Respond* to NRC 020305 Itr re TMI action items &i emergency 
preparedness Items addressed in SECV-B2-1U 

FRllZLEiC 0 Meine Yankee Atomic Power Co 82/06/25 CLARK. ft A 
Operetlns Reactors Branch 3 4pp 13636 217 24X 

Fi ch e 50-309* 82/06/25, 8206270395 


Q Adjudicatory correspondence 


B206040227 Advises that EIA «i EER will be issued by 820604 

(MJriERREZ, J M Hearing Branch 3 62/05/28 LAZA,R M , HAND.C H , 

MORRIS, P A Atomic Hafety and Licensing Board Panel jp 
13358 207 24X Flchfr 50-309,82/05/28.8206040227 


8206040165 Foruardc- DC Manheim 820521 postcard supporting corrective 
measures in anticipation of 9-yr mothballing of facility NRC 
does not anticipate filing formal reply to end 
coifVffiuni cation 

OUrieRREZ, J.M Wearing Branch 3. 82/06/01 LAZOrR M . HAND. C H . 

MORRIS, P A Atomic Safety and Licensing Board Panel Cp 
13359 151 24X fl che 30-309, 82/06/01 . 8206040165. 


— 8206040169 Requests initiation af appropriate corrective measures in 
anticipation of 5-yr mothballl-ng 

KAMHEirtrD C Affiliation Unknown 82/05/21 Director-'* Office, 
Office of Inspection and Enforcement Ip 13359 182 24X 

Fl c h • : 50-30 9, 02/06/01 , 8206040 165 


8206070601 Response to applicant 820517 motion for proposed schedule 
for further pToceedings Motion should be denieif«or If 
granted, granted sutj to listed amends or conditions 
Certificate of 8vc end 

miller* D.Q Eensitle Maine Power MILLER, D 8 Ml Her. D S 
82/06/01. Atomic Safety and Licensing Board Panel 9pp 
13373 307. 24X Fich e. 50-309, 02/06/01, 8206070601. 


8206090063 Response to applicant motion for proposed schedule for 
further proceedings Certificate of 8vc end 

BR0MM*R E, * AHRENSiP. , FRANK, R 8 Maine, State of. 02/06/01 
Atonic Safety and Licensing Board Panel 3pp. I343S 346. 24X 

Fl Che; 50-309. 82/06/01,8206090063 


^ Operating license stage documshts 6 corresparidence 


3206070142 Forwards summary of 820907 meeting w/util re need for review 
of facility eelsmjlc design Concurs w/utll proposal for 
program to address seismic design Issue by 820610 
NQVAKrT K Assistant Director for Operating Reactors 02/05/18 
OARR ITY, 0. H Main* Yankee Atomic Power Co Ip 13427 013 34X 

F i c h e 50-309, 82/09/10, 8206070142. 


9S06010667 Requests addj containment purge & vent Info within 45 dags, 
in support of review of licensee response to NRC 701129 Itr 
Info needed includes schedule for installing febris screens, 
valve operability & safety actuation override 

CLARK, R. A Operating Reactor* Branch 3 82/05/21 OARRITV, J « 

Maine Yankee Atonic Power Co 13pp 13331 287 24X 

Fiche. 90-309, 03/0 9/ 8 i. 0206010667 


3206020303 Responds to NRC B20402 questions re seismic qual 1 f 1 cat I an of 
auilliary feedwater sys 

OARRITY, J. M Main* Yankee Atomic Power Co 82/05/^7 CLARK, R A 
Operating Reactors Bratich 3 2pp, 13326 267. 24X 

Fiche; 90-309, 02/09/27. B2060203B3. 


0206000265 Foi'uards Suppl I to Proporsed Change 67 to License DPN-'36 
consisting of revision io Tech Spec 4 7 re inservlcr insp 
Aoirrd replaces Page* 4 7-1 through 4 7-6 ui/Page 4 7-1. in 
response to NRC 020323 request 

RAND47ZA, J 8 Maine Yankee Atomic Power Co 83/05/27 CLARK, R A 
Operating Reactors Branch 3 3pp 13420 068 24 X 

Fiche 50-309. B2/03/27, 820608026 9 


--82060B0370 Suppl I to P, oposed Change 67 to Tech Spec 4 7, msBfVXrr 
insp & testing of safety class components which replaces 
Pages 4 7-1 ftbrdugh 4 7-6 w/Page 4 7-i 

* Maine Yankee Atomic Power Co 82/05/27 Ip 13420 070 24X 

Fiche 50-309, 03/05/27, 0206080265 


83060703S4 Application for amend to License DPH-36 consisting of 
proposed changes to Tech Specs. Section 3, limitlnq conditions 
for operations 

RAHOAZZA, J 9 Maine Yankee Atomic Power Cn 82/03/20 CLAR K. R A 
Operating Reactprs Branch 3 2pp 13363 136 247 

Fiche 50-309.82/05/28,8206070354 


— G2060703 5B Proposed changes to Tech Specs to clarify 8« restructure 
Section 3, limiting conditions for operation 

* Maine Yank** Atomic Power Co 82/05/28 I03pp J3363 138 
24X Fiche 50-309,82/05/28.0206070354 


8206080126 Responds to 820519 request re Topical Rept VAEC 1296P 
concornlng local thermal hydraulic conditions at point of 
min departure from nucleate boiling ratio Review of rept may 
be necessary to enable Cycle 7 full power operation 
flfARHiTY, J H Maine Yankee Atomic Power Co 82/06/01 CLARK. 0 A 
Operafcinj Reactors Branch 3 I7pp 13423 048 24X 

Fiche 50-309. 92/06/01.0206000126 


82060B02S0 Forwards revision to 820510 response to NRC 020317 Oenerit 
Utr 02-D5, “Post-TMI Requirement* " Mods will be implemented 
during Fall 1982 refueling outage 

BARRITV.if H Maine Yankee Atomic Power Co 03/06/03 CLARK. H A 
Operating Reactors Branch 3 4pp 13420 1 53 84X 

Fiche 50-309, 82/06/03. 8206080350 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees L 
applicants re tranimittaJ of NUREO-0916 relative to 
restart of RE 0£nna Rept documents findings re cause of 
event U/o end 

EIGEMMUT, DO. Division of Licensing 02/06/09 HAUfiPURO, A 

Consolidated Edison Co of New York COUNSIL,N 0 , SlflTZER, D. C. 

Connecticut Yankee Atomic Power Co I3pp 13557 349 24X 

Fiche 30-000,02/06/09.8206090153 


8206230324 FarwardS Page 4 of Enel 2 inadvertently omitted from B20331 
ltr re independence of reactor protection sys 

NELSON. C Operating Reactors Branch 3 02/06/14 OARRITY, d H, 

Maine Yankee Atomic Power Co 3pp 13594 346 S4X 
Fiche 50-309,02/06/14,8206230324 


8206220238 Responds to NRC 020423 ltr re varifUatipn of draft 
radioactive effluent summary Also confirms 820521 telcon 
w/NRC Na Identifiable numerical errors In yearly summaries 
OARftfTY, 0 H Maine Yankee Atonic Power Co 82/06/15 BEEBE. H R 
Division of Data Automation & Management Information ip 
13571 204 Fiche 50-309,02/06/15,02062 20238 


6206240201 Confirms info eichangcd during 020329 talcor w/NRC re 
transmitter analysers 

OARRITY. J H Maine Yankee Atomic Power Co 82/06/15 CLARK.R A 
Operating Reactors Branch 3 2pp 13596 164 24X 

Fiche 50-309,02/06/15/8206340281 


0206250137 Fortuards safety evaluation L EJA re proposed facility mod* 
to increase capacity of spent fuel storage pool Response 
far open Items requested within 30 day* of receipt of ltr. 

Nods acceptable upon completion of open items 

CLARK, ft A Operating Reactors Branch 3 02/06/16 OARRiTYi <d H 

Maine Yankee Atomic Power Co 3pp 13629 015 24X 

Fiche 50-307,02/06/16,8206250137 


—8206250143 Safety evaluation re proposed facility mods to increase 
capacity of spent fuel storage pool Mods acceptable suhj to 
resolution af open items 

* Office of Nuclear Reactor Regulation, Director. 02 / 06/16 
S5pp. l36a9‘O10 24X Fiche 50-309.02/06/16,0206250137 


— 6206250J46 EIA supporting proposed facility mods to Increase capacity 
of spent fuel storage pool 

♦ Office of Nuclear Reactor Regulation, Director 82 / 06/16 
iOpp, 13629.043. 24X Fiche. 50-309, 82/06/16, 0206250137. 
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0'2O&220571 Notifies of delay until B20&23 for util response to NF<C 
Q205O9 Generic Ltr 32-10, “Post-TMI Pettuirementa ■' Rectuest 
received on Q20524 

GARRITY. J H Maine VariVec Atomic Power Co 83/04/17 EISENHUT>D G 
Division of Llcensirig Ip 13582 197 S4X Fiche 30-309*02/04/17, 
0206220571 


8306240147 Approves util 810518 S< 0727 req^uests to uithhold repts 
YAEC-*1249P & YAEC-1363P from public d i sclos ure* per 
lOCFRa 790 

CRUrCHFIELD, D aperaling Reactors Qranch 5 82/06/17 KAY, J A 

Yankee Atomic Electric Co 3pp 13600 011 24X 

Fiche 50-000,82/06/17,8206240147 


03Q624O253 Forwards "P'rogiam to Establish Seismic Sofety Margins Using 
Revised Criteria tt Analytical Methods " 

OARRITY, J K Maine Yankee Atomic Power Co 02/06/21 CLARK* R A 
Operating Reactors Branch 3 Ip 1359Q 346 24X 

Fiche 50-309102/06/21,8206240253 


— B206240259 "Program to Establish Seismic Safety Margins Using Revised 
Criteria ^ Analytical Methods " 

» Maine Yankee Atomic Power Co 82/06/30 3pp 13598 347 24X 

Fiche 30-309* 02/06/21* SP06240233 


9206290449 Provides response to 020427 request for addl info re environ 
qualification of safety-related electrical equipment 
OARRITY, J M Maine Yankee Atomic Power Co 02/06/24 CLARK* R A 
Operating Reactors Branch 3 4pp 13634 174 24X 

Fiche 30-309.02/06/24*8206290449 


8206290212 Forwards improved reproduction of Pages 3 t2-a 8* 3 14-3 of 
Proposed Change 69*Soppl l.per 820520 application 
CARRITY, J H Maine Yankee Atomic Power Co 82/06/25 CLARK»R A 
Operating Reactors Branch 3 3pp 13636 254 24X 

Fiche 50-309*82/06/25.0206290212 


Q Inspection reports. IE Bulletins fc correspondence 


8206040327 Forwards IE Insp Rept 50-309/02-06 on 820419-23 t( notice 
of violation 

MARTIN*! T Division of Engineering 4' Technical Programs 02/05/21 
OARRITY*U H Maine Yankee Atomic Power Co 2pp 13354.052 24X 

Fiche 50-309.03/05/21*0206040327 


—8206040329 Notice of violation from insp on 020419-23 

MARTIN* T T Division of Engineering & Technical Programs 
82/09/21 2pp 13394 054 24X Fiche 50-309*02/09/21*0206040327 


--920604033I IE Insp Rept 50-307/08-06 on 020419-23 Noncomp Uanco 
noted failure to control review 4 changes to controlled 
drawings 

DLUHBERO*N * MEYER* 0 * CAPHTQN* D L Region 1* Office of Director 
82/05/20 13pp 13354 056 24X Fiche 50-309*02/05/21*0206040327. 


8206080265 Forwards 3uppl 1 to Proposed Change 67 to License DPR-36 
consisting of revision to Tech Spec 4 7 re inservice insp 
Amend replaces Pages 4 7-1 through 4 7-6 w/Page 4 7-1* in 
response to NRC 820323 request 

RANOAZZAiU B Maine Yankee Atomic Power Co 02/09/87 CLARK* R. A 
Operating Reactors Branch 3 2pp 13420 060 24X 

Fiche 50-309*02/05/37*0206000365 


--8206000270 8uppl 1 to Proposed Change 67 to Tech Spec 4 7# Ineervice 
insp U testing of safety dess components which replaces 
Pages 4 7-1 through 4 7-6 w/Page 4 7-1 

« Maine Yankee Atomic Power Co 02/05/87 Ip 13420 070 24X 

Fiche 50-309,02/05/87*0806000265 


'0206150215 Responds to NRC 010901 ltr re violations noted in IE Insp 
Rept 50-309/01-16 Corrective actions Teledyne procedure will 
be used to perform Sr -89 4 90 analysis by radiological 
environ lab senior technical staff 

RANDAZZAiU B Yankee Atomic Electric Co 02/05/20 HAYNES* R- C 
Region 1, Office of Director Ip 13505 002 24X 

Fiche 50-309* 82/06/09* 82061 5021 1 


8204210303 IE Info Notice 02-17* "Overpressur i lafclon of RCS ” Sve list 
one 1 

JORDAN* E L Division of Engineering 4 Quality Assurance 02/06/11 
106pp 13675 250 24X Fiche 90-000,82/06/11*0204210383 


8204210304 IE Info Notice 02-10* "Assessment of Intakes of Radioactive 
Mail by Workers " Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 I20pp 13675 189 24X 

Fiche 50-000*82/06/11*0204210384 


S Reportable occurrences, LERs S< related correspondence 


9206150445 Forwards LER 0a-O17/O3L-O 

WODDiE C Maine Yankee Atomic Power Co 82/06/03 HAYNES, R C 

Region 1* Office of Director Ip 13503 029 24X 

Fiche 50-309,82/06/03,0206130445 


—9206130447 LER 02-O17/O3L-O on 020513* d lese 1 generator IB failed to 
phase during surveillance test following completion of 
redundant sys check Caused by failure to observe time frame 
during redundant sys check* al lowing continued operation. 

PAINE. W J Maine Yankee Atomic Power Co 02/06/03 Region 1. 
Office of Director 2pp 13503 030 24X Fiche 50-309102/06/03* 

8206150445 


DOCKET 50-3 tl SALEM NUCLEAR OENERATINQ STATION, UNIT 2 


A App Meat i on/construc tion stage documents 6 correspondence 


0206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-54*3-55 it 5-11 deleted 

FELTON, JM Division of Rules and Records 02/04/29 KCMURRAY.C M 
Kirkpatrick, Lockhart. Hill* Christopher U Phillips 21pp 
13604 044 24X Fiche 50-000*02/04/29,0206230007. 


—8102230492 Forwards requests for addl info re additions to recently 
review Q-lists Requests should be transmitted to applicants 
or licensees at earliest convenience 

NQDNANrV B Assistant Director for Materials U Ouali f lea tl ons 
Engineering 01/02/02 TEDE8C0*R. L Assistant Director for 
Licensing 4pp 13605 207 24X Fiche 30-000,02/04/29*8206230007 


F Security, medical* emergency it fire protection plans 


8206040365 Notifies of intention to conduct annual emergency plan 
exercise on 820919 

ZUPKO, J M Public Service Electric St Oas Co of New Jersey 
82/02/17 ORtHE0iD K Division of Emergency Preparedness ip. 
13354 323 24X Fiche 50-272,02/02/17,0206040365 


8206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in US Forwards 
documents listed in App A. 

FELTONtJ M Division of Rules and Records, 82/04/21 WADE* J. 
Public Interest Research Group, New York 7pp 13524 010. 24X 

Fiche 50-000,82/04/21*8206150016 


8202040147 IE Info Notice 82-15, "Notification of NRC " Sve list end 
DEYOUNO, R, C Director's Office, Office of Inspection and 

Enforcement 02/09/28 I07pp 13426 095 24X 

Fiche 50-000*02/03/28*8202040147 


9204210370 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints •' 
Rve list end 

JORDAN, E L Division of Engineering Sv Quality Assurance 82/05/20 
I03pp 13440 264 24X Fiche 50-000,02/05/28*0204210370 


9204210380 IE Bulletin 0S-O2* "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

5vc list end, 

DEYOUNG* R C Director's Office* Office of Inspection and 

EnforcsmeTit 02/06/02 lOBpp 13927 150 24X 

Fiche 50-000,08/06/02*8204210300 


9206150211 Ack receipt pf B30520 ltr Informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-309/01-16 
SMITH* G, H. Division qf Emergency Preparedness Operational Support 
02/06/09 RANDAZZAiJ D Yankee Atomic Electric Co Ip 
13505 001. 24X Fiche 30-309,02/06/09*0206150211. 


-020615004? Provides update re status of installation & testing of 
prompt notification sys 01ren sys silent growl tests 
successfully completed in Btate of NJ Related Info encl 
ZUPKO, J.M Public Service Electric tc Gas Co of New Jsrsey. 
82/01/29 DENTON* H R Office of Nuclear Reactor Regulation* 
Director VARGA, 8 A Operating Reactors Branch 1 6pp. 
13324.263 24X Rich* 50-000*82/04/21,0206150016 


-8206150076 Provides status pf installation L testing of prompt alertir 
notification sys Complete siren sys silent test completed 
in State of DE on 820129 

ZUPKO, J M Public Service Electric ^ Gas Co of New Jersey. 

82/02/03 DENTON* H R Office of Nuclear Reactor Regulation* 

Director VARGA* 8 A Operating Reactors Branch 1 4pp. 

13524.290 24X Fiche 90-000*82/04/21,0206150016 


8206090002 Responds to FOIA request for documents re Commlseion 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR. 

FELTON* J M Division of Rules and Records 02/05/11 REyNaLD8*N. 8 
Debevoiss it Liberman 3pp 13454' 003 24X Fiche' 50-00Q* 62/05/11, 

0206090002 
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-^a20i090011 List of facilities completing e(nerg«iicij prep aredne 5 * 
activities bi;; aiO^Ol 

* NRC - No Detailed Affiliation Gi'-en Ea/OS/Il 9pp 
134S4 006 245( Fiche 50-<H)0< Sa/05/ 1 i. 0206090002 


9206020039 Releases public version of intended scenario for 
radiological enisrgency response plan exercise 

FELTONi J M Division of Rules and Records 02/05/31 Docuinent 

rfanagement Branch Ip 13332 135 24X Fiche 50-272* 03/05/3 1 > 

8206020039 


— B&0&020064 FoTUards public version of intended scenario far 1 
FEtlA/NFlC witnessed enerctse oF NJ/DE/fac i I 1 ty radiological 
emergency response plans 

* Public Service Electric !♦ Gas Co of New Jersey 02/04/0*' 
VARGAi B A Operating Feactors Branch 1 I tOpp 13332 136 24X 

Fiche 50-272*82/05/21,0206020039 


3206230140 Fortuards fire protection program safe shutdown ft 
interaction analyses in response to 020420 1 tr Rept 
supplements original "Safe Shutdown Analysis Rept," 
submitted Sept 1901 

i.lDEN*e A Public Service Electric 6 Oas Co of ffew Jersey 

B2/06/16 VAROA* S A Operating Reactors Branch 1 2pp I359I 014 

24X Fiche 50-272,82/06/16,6206230140 


— 8206530147 Fire protection program safe shutdouin & interaction 
analyses, supplemental info 

» Public Service Electric 6 Gas Co of New Jersey 03/06/30 
lapp 13591 016 24X Fiche 50-272. 03/06/ 16. B206230140 


1S06S90333 Discusses 020610 telcon re req.u«st for discontinuation of 
post-strike security plan implementation Concurs 
u/dl scoot inua t ion 

HAYNEBj R C Region 1, Office of Director 03/06/25 UDERITZ. R A 

Public Service Electric 6 Gas Co of New Jersey Ip 13632 326 

a4X Fiche 50-272,02/06/25.0206290333 


4 General correspondence 


9206300170 Advises that corporate contact for correspondence changed 
from FW Schneider td RA Uderiti 

UDERITZjR a Public Service Electric 6 Gas Co of New Jersey 
02 / 06/21 SCOTTifl 8 Documsnt flanagement Branch Ip 13654 SSH 
24X Fiche 50-272,02/06/21,0306300170 


> Operating license stage documents 6 correspondence 


3206280071 Addl response to FDIA request for eight categories of 
documents Forwards documents listed In App A Documents 
Listed In App B available in POR Confidential Financial 
info deleted 

FELTOW, J M Division of Rules and Records 02/09/12 MCMURRAY.C H 
Kirkpatrick, Locihart, Hill, Christopher It Phillips SBpp 
1363B 055 24 X Fiche 50-000,02/05/12,0206280071 


— 0103020313 Updates 601222 memo re decisions for deyraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement njn i^uant i tative 
safety goal . Examp les of valve mlsoperation provided 
liEDEl ROS, M 5 Reactor Systems Standards Branch 01/03/02 

ARLOTTP, 0 A Division of Engineering Standards 20pp 13630 103 

24X Fiche 50-000.82/05/12,0206200071 


92061101 50 Forwards Amends 44 & 0 to Licenses DPR-70 t> DPR-79r 
raepec ti veJy, safety evaluation 6 notice of issuance |< 
availability Amend revises Tech Specs re surveillance of 
automatic Isolation & interlock action of RHR ays 
BOSS, W J Operating Reactors Branch t 82/05/25 UDBRITZ, R A 

Public Service Electric (, Gas Co of Nefa' Jersey 2pp 13490 322 
24X Fiche 50-272.02/05/25,0206110150 


—0206110194 Amends 44 0 to Licenses DFR-TO *t DPR-75, respective! y, 

ravislitg Tech Specs re surveillance of automatic isolation h 
interJoCk action of RHR «ys 

VAROA,!0 a Operating Reactors Branch 1 02/05/25 Upp 

13490 324 24X Fiche 50-272, 02/05/25,82061 10150. 


—8506110156 8af*ty evaluation supporting Amends 44 & 8 to Licenses 
DPR--70 l« DPR- 79 , respectively 

« Office of Nuclear Reactor Regulation. Director 02/O5/S5. 2pp. 
13490 33S a4X Fiche 50-272, 02/09/SS, 02061 10190 


— 0206110197 Notice of issuance & availability of Airands 44 It 0 to 
Licenses DPR-70 |( DPR~79i reap ec tive Ig 

VAROA, S A Operating Reactors Branch 1. 02/09/25 3 pp 

13490.337 24X Fiche 50-272,82/05/25,0206110150 


e''36020444 Application for Amend 82-10 to License DPR- 76. propos ina 
change tu completion date for TMI-related Item II F t 
Identified in Section 2 C<25>(h>(v> of license 
LlDEN. E A Public Service Electric 6 Oas Co of New Jersey 

02/05/28 VARGA. S A Operating Reactors Branch S 5pp 13^1/6 JVj 

34X Fichp 50-3il 82/05/28.8206020444 


8206070038 Forwards "Salem Generating Station Unit 2 Control Sy 
Failures Analysis." considering failure modes of major NS5S 
sys ec^uipment including sys Interreia tionsh 1 ps, per NPC 
G10416 request 

LIDEN, E A Public Service Electric Zt Gas Co of New Jersey 

Sa/06/02 VARGA, S A Operating Reactors Branch 1 ?po i34J2 iJJ/ 

24 X Fiche 50-311.83/06/02.8206090038 


— B206090042 "Salem Generating Station Unit 2 Control Sy s Failures 
Ana lysis " 

• Public Service Electric 6 Gas Co of New Jersey 82/05/31 
200pp 13432 23 <? 24X Fiche 30-311,82/06/02,8206090036 


8306160067 Notification of 820cil4 ?< 15 meetings w/util m Hancocks 
Bridge. NJ to review licensee proposed radiological effluent 
Tech Specs 

ROSS.W J Operating Reactors Branch I 02/06/08 VARGA. S A 
Operating Reactord Branch I 2pp 13530 031 24y 

Fiche 50-272,83/06/08.0206160067 


6206070153 Generic Utr 02-11 to all LWR reactor plant licensees ft 
applicants re transmittal of NUReG-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event W/a enc 1 

EISENHUT. D 0 Division of Licensing 82/06/09 HAUSPURG, A 
Consolidated Edison Co of New York FINFROCK, I R Jersey Central 
Power it Light Co JURGENSEN. R W American Eleitric Power Servlet' 
Corp I3pp 13557 349 a4X Fiche 50-000,02/06/09.8206090153 


0206240143 Provides updated info re shift technical advisor phase out 
program scheduled for Sept 1982 Senior shift supervl sor will 
take charge of affected unit & shift supervisor engineer 
will assume shift technical dutlas 

LIDEN,E A Public Service Electric A Gas Co of New Jersey 

82/06/16 VAROA. S A Operating Reactors Branch I 2pp 13 59? 3:v 

24 < Fiche 50-272.02/06/16,0206240143 


0206230403 Forwards request for addl info ro implementation of IMI 
action itemis. per 820S0S Generic Ltr 82-10 

R058,N J Licensing Branch 1 82/06/16 UDERITZ.R A Public 

Service Electric 8, Gas Co of New Jersey 2pp 13630 107 24X 

Fiche 50-272,02/06/16,0206250403 


Q Inspection reports, IE Bulletins tt correspondence 


8206040180 Forwards IE Safeguards Insp Repts 50-272/82-03 6 
90-311/02-03 on Q20HI-19 V notice of violation Ends 
withheld iref 10CFR73 21> 

MARTIN, T T Division of Engineering 6 Technical Programs 82/05/19 

UOERlTZiR A Public Service Electric I, Gas Co of New Jersey 9pp 
13360.114 24X Fiche 50-272,02/09/19,0206040188 


0206040396 Forwards IE Insp Repts 50-272/82-10 «< 50-31 1/82-09 on 
020406-0511 U notice of violation 

STAROSTECKl.fl Division of Project t< Resident Programs 02/05/19 
iJDERlT2[,R A Public Service Electric << Oas Co of New Jersey 2pp 
13352 264 24X Fiche 50-272, 82/05/ 19, 0206040356 


— 8206040360 Notice of violation from insp on 020406-0511 

STARC19TECK1 , R Division of Project ?t Resident Programs 82/0S/J9 
2pp 13352 26 6 24XFtche 50-272,02/05/19,0206040356 


—8206040371 IE Insp Repts 50-272/02-10 Zt 50-311/02-09 on 620406-051 * 
Noncompltance noted failure to make lOCFRSO 72 rept & 
failure to adequately monitor liquid release 
NORRHDLW, L J . SUMMERS, R , LAZARUS, W J Region 1, Office of 

Director 02/05/10 20pp 13392 268 24X Fiche 50-272* 02/03/17, 

0206040396 


8206170107 Forwards IE Insp Rept 50-311/81-23 on 010902-03 tt notice 
of vialatian 

MARTIN. T T Division 0 # Engineering & Technical Programs 02/05/26 
UDERITZ.R A Public Service Electric ie Gas Co of New Jersey i-’'pp 
13530rli4 24X Fiche 30-311,02/05/26,0206170107 


— 0206170110 Notica of violation from Insp on 010902-03 

MARTIN, T T Division of Engineering 8, Technical Programs 
02/05/26 Ip 13530 116 24X Fiche 50-31 i, 02/05/26, 8206170107 


•8206I70IU IE Insp Rept 5O-3tl/0i-23 pn 010902-03 NoncompUance nnted 
blowdown flow not diverted to waste mgt sys when stoam 
generator b lowdown moni tors Inoperable 

CLEMONS, P , GREEKMANtE Q Division of Engineering Technical 
Programs 82/03/24 6pp 13530 117 24X Fiche 50-311.02/09/26, 

8206170107 
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02020401^7 IE Info Notice B2-15, "Notification qf NflC ’■ Svc li*t end 
DEVOUfJOpR C Director's Office* Office of Inspection and 

Enforcement 82/0S/2B 107pp 13496 095 34X 

ft Che SO-OOOi 82/05/26* 8202040147 


6204210378 IE Info Notice B2-16, "HPCI/RCIC Hiqh Steam Flou Setpoints " 
Svc list end 

JORDAN* E L Division of Engineering & Quality Assurance 82/05728 
103pp 13440 264 a4X Fiche 50-000,82/05/28.0204210378 


6206150219 Forwards IE Insp Repts S0-272/82-0B 50-311/82-07 on 

620122 t notice of violation 

ttAKTiNi T T Division of Engineering 8. Technical Programs 92/05/20 
UDERITZ.R A Public Service Electric Gas Co of New Jersey app 
13503 29B 24 X Fiche 50-272,82/05/20,8206150219 


--9206150222 Notice of violation from msp on 820122 

MARTIN,! T Division of Engineering ^ Technical Programs 
82/05/2B Jp 13503 300 24X Fiche 50-272.62/05/28,8206130219 


—8206150226 IE Insp Repts 50-272/82-08 & 50-311/02-07 on 020122 
None omp 1 lane e noted delivery of shipment of licensed matl to 
carrier for transport w/tuio containers not strong, tight 
packages 

CLEMONS I P , OREENMANr E 0 Division of Engineering & Technical 
Programs 02/05/2/ 4pp 13503 301 24X Fiche 50-272,02/05/20, 

8206150319 


03O421O3BO IE Dulletin 02-02, ’^Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PWR Plants ” 

Svc list enc I 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 150 24X 

Fjche 50-000,02/06/02,8204210300 


82042103B3 IE Info Notice 02-17, "Overpressur i lation of RCB " Svc list 
enc L 

JORDAN, E L Division of Engineering & Quality Assuiance 82/06/11 
i06pp 13675 25Q 24X Fiche 50-000,02/06/11,8204210383 


0204210384 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Mat I hy Norkors " Svc list end 

DEYOUNG, R C Director's Office, Office of tnspec t ion 'aod 

Enforcement 82/06/11 laOpp 13675-189 24X 

Fiche 50-000,02/06/11,8204210304 


0206290402 Forwards IE Insp Repts 50-272/02-12 9< 50-311/02-13 on 
820512-0608 t/ notice of Violation 

STAROSTECKI, R Division of Project it Resident Programs 82/06/14 
UD£RIT2,R A Public Service Electric 6 Gas Co of Neoi Jersey 2pp 
13634 266 24X Fiche 50-272,82/06/14,6206290402 


—6206290406 Notice of violation from insp on 820512-0609 

STAROSTECKI , R Division of Project (. Resident Programs 82/06/14. 
2pp 13634 26B 24X Fiche 50-272,82/06/14,8306290402 


--8206290411 IE Insp Repts 50-272/62-12 «f 50-311/82-13 on 820512-0600. 
Noncompliance noted failure to review & approve procedures t, 
failure to perform surveillance tests re containment 
penetration isolation points 

NORRHOLM, L J , SUMMERS, R , LAZARUS, W J Division of Project & 
Resident Programs 02/06/14 Slpp 13634 270 24X 

Fiche 50-272102/06/14,8206290402. 


R Periodic operating reports & related correspondence 


8506150244 Forwards monthly operating rept for May 1982 

HIDURAjH j Public Service Electric S< Gas Co of New Jersey 
82/06/10 Director's Office, Office of Inspection and Enforcement 
ip 13498 313 24X Fiche 50-311,02/06/10,0206150244 


— B20615024B Monthly operating rapt for May 1902 

MILLER, L K Public Service Electric tc Gas Co of New Jersey. 
82/06/10, 12pp 13S07 314 34K Fiche 50-311,82/06/10,8206150244 


8 Reportable occurrences, LERs it related correspondence 


0206030191 Forwards LER 0a-OP0/OlT-O Detailed event analysis encj 
MIDURA. H J public Service Electric 6 Gas Co, of New Jersey 
82/05/12 HAYNES, R C Region 1. Office of Director 3pp. 
13337 205 a4X Fiche 50-311,82/05/12,0206030191. 


—0206030198 LER 02-O28/O1T-O on 820504, SVC mater leak discovered on 
containment fan coil unit 23 during visual insp of 
containment bldg Caused by leaky blank flange in svc water 
line to bank 3 primary coil 

FRAHlifR Public Service Electric 6 Gas Co of New Jersey 
82/05/12 Region 1, Office of Director Ip 13337 203 24X 

Fiche 50-31 1, 82/05/12, 8206030191, 


8206030265 Forwards LER 02-O27/O3L-O Detailed event analysis and 
MIDURA, H J , FRAHM, R Public Service Electric & Oas Co of New 
Jersey 82/05/12 HAYNES, R G Region 1, Office of Director 3pp 
13337 233 24X Fiche 50-311,82/05/12,0206030265 


— 8206030269 LER B2-027/03L-0 on 020410, RC3 water inventory not performed 
within Tech Spec 72-h time interval Changes in lenoii 
reactivity precluded performance of surveillance Sump pump I, 
rad 1 oac t ivi ty monitor surveillance increased 
FRANK, R Public Service Electric C, Oas Co of New Jersey 
82/05/12 Region 1. Office of Director Ip 13337 230 24X 

Fiche 50-31 1 . 82/05/12. 8206030265 


8206070666 Forwards LER e2-032/03L-0 Detailed event analysis end 
KIDURA.H J Public Service Electric 6 Gas Go of New Jersey 
62/05/19 HAYNES, n C Region 1, Office of Director 3pp 
13390 213 24X Fiche 30-311,02/05/19,8206070666 


— 8206070673 LER 82-032/03L-0 on 020420, steam generator feedwater pump 21 
tripped, cau sing axial flux to go outside target band Control 
rod low low insertion limit alarm received Caused by 
attempted sabotage 

FRAHM, R Public Service Electric & Oas Co of New Jersey 
02/05/19 Region t, OPflce of Director Ip 13390 216 S4X 
Fiche 80-311,82/05/19,0206070666 


8206100139 Forwards LER a2-029/03L-0 Detailed event analysis end 
MIOURA.H J Public Service Electric 6 Gas Co of New Jersey 
82/05/19 HAYNES, R C Region 1, Office of Dlroctor 3pp 
13449 092 34X Fiche 50-311,02/05/19,8206100139 


— 8206100142 LER 82-029/03L-0 on 820423, conta inment sump monitoring ays 
declared inoperable due to containment sump pumps running 
continuously since previous day Caused by closed pump 
discharge valve 2UL16 on breaker 3 in cabinet 26RC7 
FRAHM, R Public Service Electric U Gas Co of New Jersey 
82/05/19 Region 1, Office of Director Ip 13449 095 24X 

Fiche 30-311,82/05/19,8206100139 


0206100117 Forwards LER 82-033/03L-0 Detailed event analysis end 
MIDURA, H J Public Service Electric 6 Gas Co of New Jersey 
02/O5/8i HAYNES»R C Region I, Office of Director 3pp 
13449 114 24X Fiche 50-311,02/05/21,0206100117 


— 8206100123 LER 82-033/03L-0' on 820424, control room emergency air 
conditioning sgs fan 21 tripped it would not start Caused by 
failed overload contactor Contactor replaced 
FRAHM, R Public Service Electric t( Oas Go of New Jersey 
82/05/21 Region 1, Office of Director Ip 13449 117 24X 

Fiche 50-311,82/03/21,0206100117 


02O6O7O75B Forwards LER Q2-034/03L-0 Detailed event analysis end. 
MIDURA, H J. Public Service Electric it Oas Cp of New Jersey 
82/05/26 HAYNES, R C Region I, Office of Dlroctor 3pp 
13387 331 24X Fiche 50-311,82/05/26.8206070758 


— 0206070772 LER a2-O34/O3L“0 on 020501 , during routine operation, snubber 
623FH8N1SA seised it declared inoperable Cause under 
investigation Snubber replaced S 

FRAHM, R Public Service Electric It Gas Co of New Jersey 
02/05/26 Region It Office of Director Ip 13309 334 24X 

Fiche 50-311,82/05/26,0206070750 


8206100213 Forwards LER 82-036/03L-0 Detailed event analysis end, 
MIDURA, H J Public Service Electric h Gas Co of New Jersey 
82/05/26 HAYNES, R G Region 1, Office of Director 3pp 
13458- 215 a4X Fiche 50-311,82/05/86,8206100215. 


—0206100218 LER 82-036/03L-0; on B2OS03, conta Inment fan coil unit 21 
failed to start in low speed Caused by failed control board 
pushbutton. Pushbutton repaired 

FRAHM, R Public Service Electric It Gas Co of New Jersey 
82/03/26 Region 1, Office of Director. Ip 13430 218 24X 

Fiche 30-31 1,02/03/26,0206100215 


8206100219 Forwards LER B2-035/03L-0 Detailed event analysis end. 
MIDURA, H J Public Service Electric It Oas Co of New Jersey 
82/05/36 HAYNES, R G Region 1, Office of Director, 3pp. 

13430 209 24X Fiche 50-311,82/05/26,8206100219 


— 8206100222 LER 82-035/03L-0 on 820301, on two occasions, svc Weber flow 
to containment fan coll unit 22 was less than required by 
Tech Specs, First caused by stuck valve 22swS7j second caused 
by Improper valve position due to loose nut on valve stem 
FRAHM, R Public Service Electric It Gas Co of New Jersey 
02/05/26 Region 1, Office of Director, Ip 13436:212 24X 

Fiche 30-311,02/05/26,0206100219 


8206100248 Forwards LER 02-O38/O3L-O Detailed event analysis encl. 
MlDURAfH J Public Service Electric It Gas Co. of New Jersey 
82/03/26 HAYNEBiR C Region 1, Office of Director 3pp. 

13458 220 24X Fiche 50-311, 02/05/26, 82061 00240. 
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— 02 OA 1 00233 LER a2-03B/03L~0 an B20503i durlngi routine survei 1 1 ettcs/ 5 v( 
water ^ I cu to containment fan coil unit 23 discovered less 
than Tech Spec's Cau-sed flow transmitter p|tigg<ed u/s^ilt 
Tranartitter blown down 

FRAHMj-R Public Service Electric- t Gaa Co of Mew Jersey 
Q2/"0S/2^l Re{]i(»n I. Office of Director Sp L34'5a 231 JdX 

FUhe 50-31 1 « 32705/3^# 820610024B 


e20i»100307 Forwards LSR 02-020/01 X- 1 Detailed event analysis end 
HlDURAj H J Public Service Electric & Gas Co of New Jersey 
B2/09/26 HAYNES^ R C Region I* Office of Director 3pp 
13444 175 24X Flche 50-3 U. 02/05/26. SSOli 100307 


— 8206100326 LER eS-OSS/OlX-t on 020503. avc water leaV Pound on 
cofitairment for coil unit S3 On 820504. avc water flaw to 
conta liifflent fan coil unit 22 Pound below Tech Spec lioiit 
Caused by leak in blank Pjange S. plugged trarvsrel t ter 
FRAHMj R Public Service Electric te Gas Co of New Jersey 
82/05/26 Region 1. Office of Director Ip 13444 178 24/ 

Flche 50-311.82/05/26.6206100307 


8206070584 LER e3-039/01 P-0 sve water leak discoy^ered inside 
containment bldg an containment fan coil unit 21 Leak rate 
uas 100 gallons per ininute Investigation In progress 
MIDURA'H J Public Service Electric 6 Gas Co of Neui Jersey 
32/05/27 HAYNES. 8 C Region 1. Office of Directar [p 
13374 03D 24X Fiche 30-311.82/05/27.82060 70304 


8206240005 Fort/ard« corracted LER 82-034/091-0 

HIDURA. H J Public Service Electric tc Gas Co of Neu; Jersey 
02/06/01 HAYNES. R C Region 1* Office of Director Ip 
13601 073 24X Fiche 50-311.02/06/01*82062 40005 


8206150114 Forwards LER e2-037/03L-0 Detailed event analysis end 
MIDURA.H J Public Service Electric 6 Gas Co of New Jersey 
82/06/02 HAYNES*#? C Region 1* Office of Director 3pp 
1 350 1 327 2 4X Fiche 50-311,62/06/02,8206150114 


--B206150116 LER 82-037/03U-0. on 820308, conta Inment plant vent 
rad ioac tivi ty /nctiitor low flow alarm received renderirg 
particulate 6 gaseous radioac tivlty channels inoperable 
Caused ty SVC908 drifting closed due to loosened packing 
FR AHM r R Public Service Electric & Gas Co of Neu Jersey 

02/06/02 Region l, Office of Director Ip 13501 330 24X 

Fiche 50-311.82/06/02.8206150114 


82061 SOO^D Forwards LER B2-040/OiT-O Detailed event analysis end 
MIDURA.H J Public aervice Electric li Oss Co of New Jersey 
82/06/03 HAVNE8. R C Region 1. Office of Director 3pp 
13301 124 24X Fiche 50-31 J .62/06/03, 82061 50093 


— 0206150100 LEft 82-040/01T-0 on B205I9. durin j maint on eontaineient fan 
coil unit 22,1 5 9pw leak discovered on sve water piping 
Caused by eroded blank flange Blank flange replaced U 
leakage stopped 

FRAMN, R, Public Service Electric it Gas Co of New Jersey 
82/06/-03 Region 1, Office of Director Ip |3S0l 127 24X 

Flche 50-311,82/06/03,8206130093 


8206150109 LER 02-O4D/O1P on 820519, sve water leak discovered inside 
containment bldg on containment fan coil unit 22 Rept of 
event over looked due to another incident occurring 
concurrently on coil unit Leak isolated 

HrDURA, H J Public Service Electric & Gas Co of New Jersey 
02/06/04. HAYNESiR.C Region 1, Offlct of Director ip 
13304.342. 24!( Flche 50-011,82/06/04,0206150109 


62062103^2 Forwards LEf? 82-039/01 T-O. De tailed event analysis end 
tllDURA.H J, public Service Electric i* Gas Co of New Jersey 
82/06/07 NAVNESiR C Region 1, Office of Director 3pp 
139a3rl03 34X Riche 50'-3U, 82/06/07. 8206210302 


—8206210088 LER 82-039/01 T-O on B20526, lOO-gpm ivc water leak in 
containment fan coil unit 21 motor coaler discovered Caused 
by failed motor cooler seen weld Failed motor coaler & fan 
motor replaced Si tested 

FRAHH«R Public Eervice Electric li Oat Go of New Jersey 
82/06/07 Region 1, Office of Director Ip i35B3> 106 24X 

Flche' 50-31 1 , 82/06/07 . 82062 10302 


0206220094 Forward* LER 02-04 l/03L~0 Detailed event analysis end 
fllDURA.H J Public 8ervlce Electric 4, Gas Co of New Jersey 
92/06/09 NAVKEB. R.C Region 1, Office of Director 3pp 
13573 224 24X Flche 50-311*02/06/09,0206220094 


—9206220090 LER a2-04l/03L-0 on 820516.224 CFCU tripped shortly after 
being started- On 020919, sve water flow to 224 CFCU was less 
than Tech Spec limits Caused by supply breaker tripping 
because of low overload trip setpoint Trip adjusted 
FRAHlirR Public Service Electric 6 Gas Co. of New Jersey 
02/06/09 Region 1, Office of Director Ip 13573,227, 24X 

FUhe* 50-31 1, 02/06/09, 0206220094. 


0206220102 Forwards LER Q2-045/03L-0 Detailed event analysis ent 1 
HfDURAr H J Public Service Electric it Gas Co of New Jersey 
02/06^09 HAYNES. R C Region i. Office of Director 3p p 
13572 060 24X Fiche 50-311, 82/06/09. 0306220182 


— 0206320185 LER e2-045/03L-0 on 820522. opera tor discovered leakage rat^ 
of iOO-ft elevation containment air lock exceeded Tech Spec 
limits Caused by failed inner door latch mechanisn Latch 
medianism repaired ht tested 

FRAHM.R Public Service Electric S< Gas Co of New Jersey 
02/06/09 Region 1. Offxca of Diroctar Ip 13572 063 P^> 

Fithe 50-311.02/06/09.8206320182 


8206220501 Forwards LER 02-O46/O3L-O Detailed event analysis end 
HIOURA.H J Public Service Elect? ic L Gas Co of New Jersey 
82/06/09 HAYNES, R C Region 1, Office of Director Gpp 
13576 167 24X Fichfl 30-311, 02/06/09, 8206220501 


— 8206820505 LER B2'046/03L-0 on 020527. during routine s urve 1 11 anc a .!«■ s 
than ieq.uired sve water flow to containment coil unit 23 
discovered Caused by oysters plugging valve tube bundle 
23SW57 Oysters removed l sve water flow returned to normal 
FRANM, R Public Service Electric & Gas Co of New Jersey 
03/06/09 Region 1. Office of Director Ip 13576 170 24X 

F i c h P 50-31 1. 82/06/09, 8206220501 


0206230108 Forwards LER e2-044/03L-0 Detailed event analysis end 
MIDDRA. H J Public Service Electric fc Gas Co of New .Jersey 
02/06/09 HAYNES. R C Region I. Office of Director 3pp 
135B9 190 24X Fiche 50-311,82/06/09.8206230108 


—0306230112 LER 02-044/031-0 on 02091 B, opera tor discovered leakage rale 
of I30''ft elevation containment air lock exceeded Tech 
Spec limits Caused by improperly positioned inner donr seal 
Inner door seal properly positioned 

FRAHM.R Public Service Electric i Gas Co of New Jersey 
02/06/09 Region I. Office of Director Ip 13509 193 24X 

Flche 50-31 1.82/06/09, 8206230108 


0206290384 Forwards LER 02-O42/O3L-O Detailed event analysis encL 
HIDURA.H J Public Service Electric & Gas Co of New Jersey 
02/06/16. HAYNEStR C Region 1, Office of Director Ip 
13634 140 24X Fiche 50-311.82/06/16,0206290304 


— 8206290389 LER 82-042/03L-0 on 820510, number 21 operational temp 
channel trip actuated higher than Tech Specs Caused by 
failure of contacts on lead/lag-der ivative switch to 
complete trip circuit Contacts cleaned 

FRAHM, R Public Service Electric it Gas Co of New Jersey 
S2/06/16 Region I, Office of Director Ip 13634 143 a4X 
Fiche 30-311,82/06/16,8206290304 


V Gperabor Examinations 


6206290147 Submits new requalification training schedule for approval 
liOERITZiR A Public Service Electric It Gas Co of New Jersey 
82/06/24 VARGA, S A Operating Reactors Branch 1 Ip 1363D 301 
24/ Fiche 30-272,82/06/24.8206290147 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F Security, medical* emergency 8< fire protection plans 


0206150016 Responds to FOIA request fur documants re siren sys 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
document^ listed in App A 

FELTON, J M Division of Rules and Records 02/04/21 WADE, J 
Public Interest Research Group, New York 7pp 13524 010 SAX 
Flchg SO-DOO. 02/04/21,0206150016 


— 0202250415 Forwards for transmittal to licensee*, responses denyinq 
requests for exemption from 820201 deadline for 
Implementation of prompt notification sys 
RAflAS. S L. Division of Emergency Preparedness 82/01/21 
STOLZrJ Operating Reactor* Branch 4 I2pp 13524 179 24X 

Fiche 50-000*82/04/21,8206130016 


— 8203040508 Su bmits Hit of facilities that have filled exemption 
requests from 82QS0I prompt notification deadline 
Eiemption requests will be denied, 

ElSEHKUr. D 0 Division of Licensing 82/02/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 13S24 SBB 
24X Fiche 50-000,02/04/21.8206150016. 
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SSOAO'JOOOS Responds to FQIA reciuest foih documents rs CcioifniBsion 
decision to extend decidllne ^or licensses to ImpLemoixt 
prompt notification ays Forwards doci^monts listed in App A 
Documents also available in PDR 

FELT<3N* J M Division of Rules and Records B2/05/11 REVN0LD3. N S 
Debevcneo & Liberman 3pp 13454 003 24J( Fiche 50-000i 0S/O5/1 1, 

BSD* 090002 


— 6203110473 Submits update of current assessment of licensees ability 
to implement prompt notifitation sys by Q20201 deadline 
Thirteen licensees may not meet deadline 

DIRCMSiW J Office of the Executive Director for Operations 
G3/'0l/26 Commissioners 2pp 13454 164 24X 

Fiche 50-000.82703/11,8206090002 


— 8203110481 Submits monthly update of status of implementation of prompt 
natt f icatlon sys 

SPENCER,© 8 Division of Technical Inspection 02/01/05 
©RtMESiD K Division of Emergency Preparedness Gpp 13454 176 
24X Fiche 50-000,82/05/11,8206070003 


— 0206090080 Provides inp 1 ementat ion status of prompt notification sys 
for f ac 1 i 1 t lc5, Eight licensees failed to meet 020201 
dead 1 ine 

OlRCliSiM vl Office of the Executive Director for Operations 
02/03/04 PALLADINO, N Cammlssioners Ip 13454 196 24X 

Fiche 50-000,03/03/11,8206090002 


— 0205060494 Forwards monthly status ropt of licensee Implementation of 
prompt notification sys 

DiRCKSrW J Office of the Executive Director for Operations 
0S/O3/3O PALLADINDiN J Commissioners 2pp 13454 232 24X 

Fiche 50-000, 02/03/ U, 0206090002 


8206130242 Forwards 1C Insp Ropt 50-312/82-17 on 020422-23 No 
noncomp 1 lance noted 

3TERN8ER0. D h Region 5. Office of Director 82/03/10 
HATTiMOEfJ J Sacramento Municipal Utility District 2pp 
13477 331 24X Fiche 50-312,02/03/10,8206190242 


— 8206150247 JE Insp Rept 50-312/02-19 on 020422-23 No noncompl lonce 
noted Major areas inspected fire protection activities l< 
indspendent Insp of combustible matls 

WILLETT, D U , VDUNO, T Region 5, Office of Director 82/03/14 
4jip 13497 353 24X Fiche 30-312,02/05/10,8206190242 


02O6OBO443 Advises that Amend 10 to physical security plan, submitted on 
8fi207 & 0SO4 16, cons 1 stent la/pr avis ions of lOCFR94<p> St does 
not docrease plan effectiveness. Amend 10 withheld Iref 
1QCFR73 21), 

STOLZrJ F Operating Reactors Dranch 4 02/05/20 MATTIM0E,J J 

Sacramento Municipal Utility District 3pp 13440.121 24X 

Fiche 50-312, 62/05/20, 0206000443 


8206110286 Requests exemption of control room from all requirements 
of Bection III 0 2 of App R to lOCFRSO Redundant control 
panels not separated by required distance One overslxe 
drawfing enc 1, Aperture card available in PDR 

MATTIMOE, JJ Sacramento Municipal Utility District 82/05/28 
6TGLZ, J F Operating Reactors Branch 4 4pp 13466 078 24X 

Fiche 50-31 2, 82/05/28, 0206 1 10206 


—0206110287 "Conduit Insulation Fire Test I " 

e Sacramento Municipal Utility District. 82/03/28 16pp 
13466 003. 24X Fiche 50-312,82/03/20,0206110266 


8206250320 Responds to 020118 request for exemption from lOCFRSQi 
App EiSectlon IV F 1 a/changing date of full-scale 
emergency preparedness exercise from 820317 to 820623 
Request granted. 

EIBENHUT, D 0 Division of Licensing. 02/06/10. MATTIMOE, si >J 
Sacramento Municipal Utility District 4pp i362?<06l 24X 

Fiche 30-312, 82/06/10, 0206250328 


620630-0004 Releases public version of state county emergency response 
plans 

FELTON, J M Division of Rules and Records 02/06/22 Document 
Management Branch ip 13678:305 24X Fiche 50-312,82/06/22, 

8206300004 


— 9206300007 Forwards public version of emergency response plans for 
State of CA ft Amador, Ban Joaquin V 8acram«nto Counties Flans 
VFill be tested at 820623 full-scale FEHA reviewed exercise 
ifALBRIDOE.W, C Sacramento Munic Ipal Uti 1 Ity District 82/06/11 
0TOLZ,J F, Operating Reactors Branch 4 Ip. 13670.300 24X 

Fiche. 50-312, 82/06/22, 8206300004 


— 8206300008 Public version of emergency response plans for State of CA 
U Amador, Ban Joaquin L Sacramento Counties 

* Sacramento Municipal Utility District 82/03/01 if400pp. 
i367e 309 24X Fiche 50-312,82/06/22,8206300004 


G Adjudicatory correspondence 


0206280071 Add! response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App D available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 82/05/12 MCMJRRAY, C M 
Kirkpatricti Locthart, Hill, Christopher L Phillips 2Qpp 
13630 055 24X Fiche 50-000,83/05/12,8206200071 


— 0112030225 Forwards affidavits in response to ALAQ-665 Items 1 K, 3 re 
recommondat ions in QAU-1S64 & safety-grade anticipatory 
reactor trl p, respectively, per R Mattson 811030 request 
ROSA, F Instrumentation Control Systems Branch 01/11/12 
CAPRA, R A Division of Systems Integration (post 01tOO5> Ip. 
13639 132 24X Fiche 50-000,02/05/12,8206200071 


— 6112030231 Affidavits In response to A8LAQ 811007 Memorandum h Order 
(ALA0-635J Items 1 L 3 re recommendations In DAH-1964 & 
safety-grade anticipatory reactor trjp, r e spectivel y Prof 
qualifications end 

ROSSI, C E Instrumentation & Control Systems Branch 01/11/12 
7pp 13639 230 24X Fiche 50-000,02/05/12.0206200071 


— 8112030233 Requests info re status of unresolved safety issues to suppl 
generic discussion of issues in 5ER Info should include 
summary description of relevant programs 6 interim measures 
taken 

yaUNODLnODi 0 j Licensing Branch I 01/11/13 M DCS TER, 0 L 

Kansas Oas ft Electric Co a3pp 11064 2 97 24X 

Fiche 90-000,02/05/12,0206280071 


— 8112290091 Affidavit re status repts from SMUD & NRC on six 
recommendations in BAW-1964 to enhance auxiliary feedwater 
sys safety & reliability 

RO80t,C E Instrumentation ft Control Systems Branch 01/12/02. 
9pp 13639 123 24X Fiche 50-000,02/05/12,8206200071 


— 8206280214 Forwards affidavits for A9LAB re recommendations in 
BAW-1564, "Integrated Control Sys Reliability Analysis^' 6 
safety-grade anticipatory reactor trip 

RDaA,F Division of Systems Integration <post 0110051 81/11/10 

CAPRA, R A Division of Systeme Integration ipost 011005) Ip 
13639 237 84X Fiche 50-000,82/05/12,020 6200071 


— 8206280260 Draft affidavit of CE Rossi in response to Item I of 
ALAB-65S requesting status repts from util t- staff on 
six recommendations in DAU~1564 to enhance auxiliary 
feedwater Safety reliability 

ROSSI, C E NRC - No Detailed Affiliation Given 02/05/12 12pp 
13640 029 24X Fiche 50-000,02/05/12,8206200071 


8206170093 Forwards util 820609 itr to Dlv of Licensing indicating 
util will provide addl info requested in NRC 820531 Itr 
re repair of high pressure Injection noztles |< safe ends 
by 820701 

BLACK. R L Hearing Branch 3 82/06/14 ROSENTMALjA B , BUCK,J H , 

KOKLtC.N Atomic Safety and Licensing Appeal Panel 2pp. 

13930 1 29 24X Fiche 90-312. 82/06/14, 82061 70093 


— 8206170109 Advises that B20521 request for addl info re repair of high 
pressure injection notiles 6 safe ends will be answered by 
820701. 

NALBRIDOE, U C Sacramento Municipal Utility District 02/06/07. 
E18ENHUT,D. 0 Division of Licensing Ip 13530 131. 24X 

Fiche. 50-312, 82/06/14,0206170093 


P Operating license stage documents ft correspondence 


8206280071 Addl response to FDIA request for eight categories of 
documents Foruerds documents listed In App A Documents 
listed in App B available in PDR Confidential financial 
info deleted 

FELTON, J H Division of Rules end Records 02/05/12 HCMURRAY, C. H, 
Kirkpatrick, Lockhart, Hill, Christopher ft Phillips 20pp. 

13638 059 24X Fiche 90-000,02/09/12,8206280071 


— 8112270070 Forwards revised affidavits re recommendatlone in BAW-1564, 
’'Integrated Control Sys Reliability Analysis," ft 
safety-grade anticipatory reactor trip 

ROSA, F Instrumentation ft Control Systems Branch. 0i/12/Oa. 

CAPRA, R. A. Division of Systems Integration (post 811005). Ip. 

13639 123 24X Fiche 90-000, 82/09/12,820 6300071. 


—8206280140 Discusses close out of NUreO- 0737, Item II K 2. 9 re 
integrated control sys analysis Safety evaluation will 
iummarixe final action taken by licensee 

ROSA, F Division of Systems Integration <post 911009)^ 03/05/12 

MATTSON, R. Dlvieion of Systems Integration <pa»t 011009). 2pp 
13637 107 24X Flchs’ 90-000, B2/05/ 12, 0206200071. 
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B20&230D8A Subfllti atfrfl info re- auxlllaf^ feedwater header njod, por WffC 
req.i/P*t Existing /loaden have^ become distorted since 
original fabrication Headers will be replaced & stabiilted 
to prevent further unacceptable damage to steam generators 
iRODR I (?UESi -R J Sacramento Mon lei pal l/tllitg District 33/05/30 
EfSENliUT^ D J Division of Licensing 3pp t3S71 34B S4X 
Fiehe 50^3 12i 32/05/20, B2 06230 086 


6206320431 Submit* details re mod of once-througb steam goneralor 
autiliarg feedwater header- per NRC request at 830319 
meetlns Sketches end 

LATHAM, U K Sacramento Municipal Utility Di struct 83/05/30 
ElSENNiiT, D O Division of Licensing 4pp 1358J -002 24)t 

F I c h e 5 O-'S 1 2 . B2/09/20r 8S062304B I 


3306090093 Submits agreements reached during 32D51B discussi-ons re 
anticipated nods to steam generator auxiliary feedwater 
distribution headers Written wort scope for attaching notzla 
flange prior to work on steam generator expected 

STDLZ.J F Operating Reactors Branch 4 83/05/31 WATTIMOE, J J 

Sacramento Municipal Utility District 3pp 13441 173 24X 

Flche 50-313^33/09/31.6206060 0 88 


82-0'60603?l Requaets addl info In response tp listed questions re util 
Tsiponees to A8LAB 830415 mern-arandum & order concerning 
repair i< future operation of HPI noiiles Response requested 
bTlthln 20 days of receipt of Itr 

EISENHyr.DO, Division of Licensing 82/09/31 MATTIMDE. J J 
Bacramenta Municipal Utility District 7pp 13442 180 34X 

Flcho S0-3I3i 02/05/21 ►B20608039 I 


8306020370 Requests verification of end records of 6S0319 Ci 25 telcons 
to permit completion of review of TMt Action Hems II F 1 4 
re containment pressure /nonitorjlf F. J 5 re containment 
water level monitor & IT F i 6 re hydrogen monitor 
STOLZ.J F Operating Reactors Branch 4 83/05/24 MATTIMDE. J 

Sacramento Hunidpat Utility District 8pp 13334 340 24X 

Fiche 50-312* 83/05/24iS306020270 


02-06020425 Applicati-on for waiver from 1 i cent e* extending refueling 
interval to 24 months on a one time only basis & deferring 
diesel generator ovorhagl until next refueling 
HATTlWOErJ>J Sacramento Municipal Utility District 83/05/24 
blBENHUTiD 0 Division of Licensing 3pp 13326 101 24X 

Fiche: SO-313. 82/09/34* B306020439 


8206040049 Requests explanation of broken IAEA seals in reactor vessel 
head arpai found first on 820406 b again by IAEA insp on 
820426 Steps to prevent further occurrences should be 
outlined within 30 days 

STDLZ.U.r Operating Reactors Branch 4 02/03/28 MATTlMOEi J U 

Sacramento Municipal Utility District 3pp I3362-’341 24X 

Fiche 50-31 2i 82/05/28*8306040049 


62060B0261 Informs that due to present werkloadi infe requested in tmC 
92040? Itr re environ quaf If lea tion of safety-related 
electrical equipment installed per NUREO-0737 will not 
be provided until 820701 

MATTIMDE*J J eacranento Municipal Utility District B2/09/2B 
STOLZ^ J P. Operating Reactors Branch 4 Ip 13419 042 24X 

Fiche, 50-312* 82/09/28* 8206080361 


8306(17008? Clarifies Tech Specs re eddy current exam of steam 
generator tubes adjacent t& internal auxiliaini feedwater 
header* Util will inspect lOOX of peripheral tubes to depth 
of 1 9th tube support plate. 

MATTlHQEivT J Gacramento Municipal Iftitity District 82/06/0i. 
EI8EMHUr*0 Q Division of Licensing. 2pp 13370.338 24X 

Fiche 50' 31 2 . 82/06 /01 * 82060 7D0B9 


8206110143 Appllcatian to amend License DPR-94* rafl acting editorial 
changes in Tech Spec Table 4.14-1* ’'Snubber* Accessible 
During Power Operations.” 

MATTIMOE* J J Bacramenio Municipal Utility District BS/06/0S 
£ rsENHUT* D. -3 Division of Licensing tp 19467 060 24X 

Fiche* 30-312* 02/06/02* 8206110143 


— 9206110148 Proposed revision to Tech Spec Table 4 t4-I* "Snubbers 
Accessible During Power Operations." reflecting editorial 
changes 

* Sacramento litinicipal Utility District 82/06/02 2p9 

13467 061 24X Fiche 50-312.82/06/02.8306110143. 


3206190019 inform* of review of SlOl 16 response to 
NUREO-0737^ Item 11 K 3 3 re reporting relief valve & safety 
valve failures Ic cha l lenges, Comni tment* listed 

STOLZ.UF Oparatifig Reactors Branch 4 82/06/02 MATTIMOE* J. «f, 

eacramento Mu nid ipa I Uti 1 Ity Dlstrl ct 3pp 13523.1(3 24X 

Fiche 50-312*62/06/02*8206150019 


8206140077 Provides info on implementation dates of listed MURE0-07T7 
items in response to Generic Ltr 83-10* ''Post-TMI 
Requirements ” 

MATHHOE.J J Sacramento Municipal Utility District B3/06/04 

EISBKHUT, DO Division of Licensing 3pp 13484 178 24X 

Fiche 50-312.02/06/04,8206140077 


8206090153 Generic Ltr 02-11 to all UWR reactor plant licensees f< 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Cinna Rept documents findings re cause of 
e^ent U/o enc ] 

EISENHUT. 0 0 Division of Lxcensing S2/06/09 HAUSPURO. A 
Consolidated Edison Co of Kew York i3pp 13957 349 24X 

Ft c h e 30-000* 92/06/09* 92060901 33 


0206180187 Responds to NRC 020507 ltr requesting addl info ro 
NUREG'0737 Items IA216ftB4re upgraded senior 
reactor operator !< reactor operator training & training for 
nitlgatlng core damage* respect ively 

WAUBRIDQE.H C Sacramento Municipal Utility District 82/06/09 
SrOLZ* J F Operating Reactors Branch 4 9pp 13392 244 24X 

Fiche 90-312*02/06/09*8306100107 


8S062S0334 Responds to 020608 teiecdpy re preliminary description of 
stabllixatlon of steam generator internal auxiliary 
feedwater headers Util can proceed w/intarna! header 
stab i It xatl on as described based on review h 020609 telcons 
MQVAH, T M Assistant Director for Operating Reactors 62/06/0? 
MATTIMOE, J J Sacramento Municipal Utility District 3pp 
13629 077 24X Fiche 50-312*82/06/09*8206230334 


8206160047 Confirms telcon record end in NRC 820524 ltr re TMl Hems 
II F 1 4* II F I 5 b II F i 6 

MATTIMDE* J J Sacramento Municipal Utility District 02/06/11 
BTOLZ.U F Operating Reactors Branch 4 ip 13517 334 24X 
Fiche 50-312*82/06/11*6206160047 


8206160038 Informs that response to NRC 82030 7 request for addl info re 
aurlliaTy feedwater sys design will be delayed until 820625 
Delay caused by Increased workload required for mod of steam 
generator headers 

MATTiMOEiJ J Sacramento Municipal Utility District 02/06/11 
STOLZ*J F Operating Reactors Branch 4 Ip 13517 353 24X 

Fiche 50-312, 02/06/ J i, 6206160058 


8206170093 Forwards util ^20609 ltr to Div of Licensing indicating 
util will provide addl info requested in NRC 820521 ltr 
re repair of high pressure injection notxles 6 safe end* 
by 620701 

BLACK. « L Hearing Branch 3 02/06/14 ROSENTHAL* A 3 * DUCK.J H . 

KOHL* C N Atomic Safety and Licensing Appeal Panel 2pp 
13530. 129 24X Fiche 90-3124 02/06/14*0206170093 


**“02O617OiD9 Advises that 820521 request for addl info re repair of hiqh 
pressure injection noixles 6 safe ends will be answered by 
820701 

HALBftlDOE, N C Sacramento Municipal Utility District 02/06/09 

EISENHUT, D G Division of Licensing Ip 13530 I3I 24X 

Fiche 90-313, 02/06/14* 8206 170093 


0206250379 Notl flcation of 020720 meeting W/B6U owners group in 
Betlictda*MD to discuss small break model verification 
program 

VISSINO.O 8, Operating Reactors Branch 4 02/06/17 STOLZ* J T 

Operating Reactor* Branch 4 2pp 13630*063 24X 

Fiche. 90-000, 02/06/17* 8206290375 


6206240309 Commeitts on proposed regulatory position re pressurlied 
thermal fhoclt,a* discussed at 020609 meeting w/NRC Programs 
undertaken to prevent overcool Ing* fol lowing 780320 event, 
also discussed 

HATTJMOE, JU Sacramento Municipal Utility District 82/06/31 
DEHTDNiUft Office of Nuclear Reactor RegolatiaPr Director. Ip 
13997 020 34X Fiche* 50-312* 82/06/21, 8206240309 


8206290030 Requests addl info re auxiliary feedwater header repair* 
reported in LER 82-10, Response should be provided 10 days 
prinr to scheduUd restart 

NOVAK. T M Assistant Director for Operating Reactors 02/06/23 
MATTIMOE, J J Sacramento Municipal Utility District 3pp 
13661:280 24/ Fiche 50-312*88/06/23*0206290000 


Q Inipactlon reports* IE Bulletins ?c correspondence 


6206190016 Responds to FQIA request for documents re siren sys 
In-stBlted to provide early notification to populace in 
plume pathway around nuclear reactor sites in 08 Forwards 
documents listed in App A 

FELTOM, JM Division of Rules and Records 82/04/21 WADE. J 
Public Interest Research Group* New York 7pp 13524 010 54X 

Fiche* 90-000* 02/04/21,0206150016 
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— saoitSOO*?? Forwards noticB of violation for failure to Implement prompt 
natif icdtion sijs bi^ GSOSoi deadline 

DEVDUNO.R C Director'^ GffieCf Office of Inspection and 
Enforcement Q2/02/12 WALSH 1 OOEi U C Sacramento Municipal 

Utility Diatriet app 13533 067 24X Ficbe 30-000i B2/04/ai. 

a2061 30016 


— 8206150097 Notice of viplation for failure to implement prompt 
notification sys by 830312 deadline 

PEYOUNOiR C Director's Officei Office of Inspection and 

Enforcement 03/02/12 Ip 13525 069 a4X Fiche 30~000i 

B2/04/2l> 0206150016 


8206020455 Foruards IE In«p Hept 50-312/02-17 on 020405-09 No 
noncomp 1 lance noted 

BOQHiH E Region 5. Office of Director 88/05/18 MATTlMaE,J 
Sacramento Municipal Utility District 2pp 13325 335 24X 

Fiche 50-312,02/03/18,8206020453 


—8206020460 IE Insp Rept 50-313/82-17 on 820405-09 No noncomp I iance 
noted Ma^or areas inspected lab OC program including 
independent confirmatory measurements 

HAMAOA, G H , TEMPLE, 0 M . WENSLAWSKI, F Region 5, Office of 
Director 02/03/18 9pp 13323 337 24X FUhe 50-312,02/05/10, 

8206020455 


8206150243 Forwards IE Insp Rept 50-313/92-19 on 820423-23 No 
noncompliance noted 

BTERNBERO, D M Region 5, Office of Director 03/05/tB 
HATTIMOE, J J Sacramento Municipal Utility District 2pp 
13497 351 24X Fiche 50-312,02/05/18,8206150242 


— B2O6150247 IE Insp ftopt 50-312/02-19 on 020422-83 No noncompliance 
noted Major areas inspected fire protection activities It 
Independent insp of combustible matls 

WILLETT, D J , YOUNG, T Region 5, Office of Director 02/05/14 
4pp 13497 353 84X Fiche 50-312.02/05/10,0206150248 


Q20615D107 Informs of delays in schedule to distribute public info 
brochure designed to satisfy guidance of NUREG-06S4 
FEMA-REP-lrRev I, Item 0 1 per IE Insp Rept 50-318/01-22. 

□rochure to be distributed by 020701 

MATTiMOErJ J Sacramento Municipal Utility District 02/05/8) 
SPENCER, 0 8 Region 5, Office of Director Ip 13504 343 a4X 
Fiche 50-318,82/05/81,0206150107 


8806040261 rorwards IE Safeguards Insp Rept 50-312/B3-12 on 820436 
No noncompliance noted 

NORDERHAUG, L R Division of Radiological Bafety It Safeguards 
Program, 08/05/86 MATTIMOE, J J Sacramento Municipal Utility 
District Ip 13355 329, 24X Fiche 50-312,02/05/86.0806040861 


—8806040265 IE Safeguards Insp Rept 50-312/02-12 on 080426 No 
noncompl ian ee noted Major areas inspected^ observation of 
IAEA ad hoc insp to audit licensee records It repts Details 
withheld (ref 10CFR3 790 It 10CFR73 21) 

NELSON, G B , NORDERHAUG, L R Division of Radiological Bafety It 
Safeguards Program 82/05/26 tp 13355> 330 S4X 
Fiche 50-318,88/05/26,8306040261 


8208040147 IE Info Notice 82-15, "Notification of NRC » Svc list end. 
DEYOUNG, R C. Director's Office. Office of Inspection and 
Enforcement 02/05/28 t07pp 13426 095 24X 

Fiche 50-000,82/05/2010202040147 


8204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints ” 
Svc list end 

JOROANrE L Division of Engineering & Quality Assurance 03/05/20 
I03pp 13440.264 34X Fiche 50-000,82/05/20.0204210370 


8206000203 Responds to 820315 retiuest for addl info to util 0DOSO6 
response to IE Bulletin 00-04, "Analysis of Main Bteam Line 
Break H/Continued Feedwater Addition '* Effort to develop 
requested Info not justified 

MATTIMOE, J J Sacramento Municipal Utility District. 02/05/38 
BTOLZiU F Operating Reactors Branch 4 Ip 13430 254 24X 

Fiche; 50-312, 03/05/20,0306000203 


8206070009 Clarifies Tech Specs re eddy current exam of steam 
generator tubes adjacent to internal auxiliary feedwater 
headers Util will inspect 100‘/» of peripheral tubes to depth 
of ISth tube support plate 

MATTIMOE, >J J Sacramento Municipal Utility District 02/06/01 
EISENHUT, D G Division of Licensing 2pp. 13370' 320 24X 

Fiche 50-312.03/06/01,0206070009 


0204210300 IE Bulletin 02-08, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plante. " 

Svc liet end 

DEYOUNO.R C, Director's Office, Office of Inspection and 
Enforcement 88/06/02 iOSpp 13587 150 84X 

Fiche 50-000,82/06/02,8304810300 


8206150325 Forwards IE Mgt Conference Rept 50-313/02-18 on 020421, No 
noncomp Liance noted 

STERNBERG, D M Division of Resident, Reactor Project & Engineering 
Programs 82/06/07 MATTIMOE, J J Sacramento Municipal Utl 1 i ty 
District 2pp 13505 262 24 X Fiche 50-3 1 8, 03/06/07. 0206150325 


— 8206150326 IE Mgt Conference Rept 50-312/02-10 on 8204S1, No 
noncompl lance noted Major areas discussed NRC enforcement 
policies It procedures It NRC actions considered as result of 
violations identified during 820210-0428 insp 

CANTER, K L . O'BRIEN, J P , YOUNG, T Division of Resident, Reactor 
Project It Engineering Programs 02/05/10 3pp 13505 264 84X 

Fiche 50-312.03/06/07,0206150335 


0206150351 Responds to NRC 820313 Itr requesting addl Info re integrity 
of concrete masonry walls per IE Bulletin 00-11 Requested 
Info oncl 

WALBRIDGE.W C Sacramento Municipal Utility District 83/06/08 
BTOLZ, J F Operating Reactors Branch 4 2Bpp 13505.281 24X 

Fithe 50-312, 02/06/08. 8306150331 


0206200400 Forwards IE Insp Rept 50-312/82-08 on 020211-0420 No 
noncompliance noted 

STERNBERG, D M Division of Resident, Reactor Project & Engineering 
Programs 03/06/00 MATTIMOE, J J Sacramento Munici pal Utl 1 ity 
District Ip 13626' 252 24X Fiche 50-312,02/06/00,9806300400. 


— 8206200494 lE Insp Rept 50-312/02-00 on 02031 1*’O480 No noncomp 1 iance 
noted Major areas Inspected LER 82-05 on B diesel generator 
Inoperability Ic LER 02-03 on B KFl pump inoperability 
CANTER, H L , O'BRIEN, J , YOUNG, T Division of Resident, Reactor 
Project tc Engineering Programs 82/05/17 llpp 13686 853 a4X 
Fiche 50-31 2, 82/06/00, B2O628O400 


0204210303 IE Info Notice 02-17, "Overpressor 1 ration of RCS " Svc Hat 
end 

JORDAN, E L Division of Engineering St Quality Assurance 08/06/11 
I06pp 13675 250 24X Fiche SO-000, 02/06/ 11, 8204210383 


0804210304 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Matl by Workers " Svc list end 

OEVOUNO.R C, Director's Office, Office of Impaction and 
Enforcement, 88/06/11 120pp 13675 1B9 84X 

Fiche 50-000,82/06/11,8204210304 


8206200518 Forwards IE Insp Rept 50-312/82-21 on 880503-0601 No 
noncompliance noted 

STERNBERG, D M Region 5, Offite of Director 82/06/11. MATTIMOE, J 
Sacramento Municipal Utility District 8pp. 13626 285 24X 

Fiche 50-312, 82/06/ 11, 82062005 1 0 


—8206200527 IE Insp Rept 50-312/82-21 an 020 503-0601 No noncomp II an c e 
noted Major areas Inspected long-term shutdown activities, 
maint observations, surveillance observations, review of plant 
operation, receipt of new fuel & LER followup 

CANTER, H L. , O'BRIEN, J P , YOUNG, T Region 5, Office Of Director 
02/06/09 0pp 13626 207 84X FUhe 50-312, 82/06/1 1, 0206200518, 


8206250113 Confirms IAEA 020709 site visit to SVC spent fuel storage 
pool camera I, for insp of fuel accountability records 
8T0LZ, J F Operating Reactors Branch 4 82/06/16 MATTIMOE, J. J 

Sacramento Municipal Utility District 3pp 13626 350. 24X 

Fiche 50-312,82/06/16,8206250113 


R Periodic operating reports l< related correspondence 


8206150279 Forwards monthly operating rept for Hay 1902 

RODRIGUEZ, R J Sacramento Municipal Utility District. 02/06/10 
Dlractor's Office, Office of Inspection and Enforcement 3pp 
13495 349 24X Fiche 50-312,82/06/10,8206150279 


— 0206150281 Monthly operating rept for May 1902 

CQUOMQO.R Sacramento MunUipal Utility District. 82/06/10 Gpp 
13495 352 24X Fiche. 50-312, 02/06/10, 8206150279 


0 Reportable occurrences, LERs b related correspondence 


0206010481 Forwards LER 92-OlO/OlT-l Optimum repair schedule end. 
LATHAM, W K Sacramento Municipal Utility District 82/09/19. 
ENOELKEN.RH Region 5, Office of Director Spp, 13315.300 24X 

Fiche. 50-312, 62/05/19,0206010401 


—0206010507 LER 82-OlO/OlT-l , on 020419, insp of B once-through steam 
generator auxiliary feedwater header ring It A ring on 
820420 revealed deformations. Mod work to correct problem 
partially scheduled Old header will be stabilized, 

COLOMBOrR W Sacramento Municipal Utility District. 02/09/12 
Region 5, Office of Director Ip 13315' 302 24X 

Fiche; 50-312, 82/05/19, 0206010401. 
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8206040175 Forwards UER 0a-O13/O3L-O Dp tailed event analysis eobmktted 
MATTIMOE* J J Sacramento Municipal Utility District 02/05/25 
ENGELKENi R H Reg Ion 5. OPMco Of Director Ip 10357 273 24X 

Flche 50-312. 02/05/23, 0206040175 


— 8206040193 LER 83-01 2/03 L-0 on 820505. durin g cold shutdowti, A decay 
fieat pujiip Inboard bearing found Isaiing oil Cause of leak 
undetermined Probable cause <fu« to partial seal failure Lea It 
will be repaired 

COLOMBO.R W Sacramento Municipal Utility District 82/05/25 
Region 3, Office of Director Ip 13337 274 24)C 

FI Che 50-3121 83/05/25,8206040175 


03O61BO2O4 EN-82-020 on B20622, no tic e of violation !< proposed 
imposition of civil penalties in amount of ■tlPO-OOO uili be 
Issued^ based on two alleged noncompl iancss re inoperabl i i tg 
of dleSel abT^erator 

CRAID, J < LIEBEHMAN,J Dlreetor-'s Office, Office of Inspection and 
Enforcement 83/06/16 ip 13553 240 24X Fiche 50-312, 82/06/£fi, 

8206180304 


020630019^2 Part 21 rept fe potential defect In couplings drive element 
of DSRV or D3R standby dlesei generator Affected licensees 
will bd notified no later than 020715 

MILLS, L L Transamerica Delaval* Jnc 82/06/23 Director's 
Qffici. Office of Inspection and Enforcement 2pp 13633 328 24K 

Fiche 50-000, 82/06/23, 02063001?? 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F Security, medical, emergency b ftre protection plans 


320607023? Concurs Winterlm solution to meeting requlremenUi of 
industrial secyrlty P 1^^ until security sys upgraded Details 
withheld <T»f iOCFR73 211 

5EIDLE, W C Division of Resident, Reactor Project & Engineering 
Programs. 83/04/19 MARSHALL, U R Arkansas Power It Light Co Jp 
13366 342 2A% Fi c tie: 50-3 J3, 82/04/19, 02060 70359 


0206010004 Forwards exemption from schedulas roquiretnents of 
lOCFRSOMRicl re time allowed to complete reassessment of 
fire protection Features per 10CFR30, App R« Section III O 
ExcmgtlQTi re^L^dSts & design details due 820701 
EfSENNUr, 0 Q Division of Licensing 82/0 5/10 CAVANAUGH, W 
Artansa* Pouier tt Light Co 3pp 1331? 305 84X 

FI Ch# • 90-313, 82/09/10, 820 6010004 


, — 8206010008 Exemption from ichedular requirements of 10CFJ150 4B(ck re 
time allowed to complete reassessment of fire protection 
features per lOCFRSOjApp R, Section III 0 Clar If ication of 
Oenerlc Ltr 81-18 It criteria for evaluating exemption end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/05/10. Arkansas Power & Light Co 30pp 1331?' 308. 24X 

Ficho 50-313.82/03/10,0206010004 


0206-090002 Respands to FOIA request for documents re Commission 
decision to extend deadline far licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON,^ M Division of Rules and Records 82/05/11 REYNOLDS. N B 
Debevolse 6 Liberman 3pp 13494 003. 24X FIche 50-000,83/05/11. 

a3060?<]002 


— 9206090011 Lift of facilities completing smergancy preparedness 
activities by 810701 

a NR<; - No Detailed Affiliation Given 82/09/11. 9pp 
13494.006 24X Ficli if 30-000, 82/09/ 11# 8206090002 


— 0203110470 Submits update of status of imp 1 ementetlcn af prempt 
notlflcatlnn eys Regional FEMA ofee have indicated reviews/ 
tests of sys have net been conducted 

COLLINS# iJ T. Region 4, Dallee# Office of the Director <01/03/011 
02/01/04 DeyOUNO, R, C Dlreetpr's Office, Office of Inspection 
and Enforces fTit. ip. £3454 175 24y Fi che* 90-000, 82/05/ i 1, 

8206090002 


--02O6O9O174 Ad'vlics of licensee compliance w/030801 deedtine for prompt 
fiotif i catian tya. 

COLLINS, J T Region 4< Office of Director 82/02/09 ORIMESrB.K 
Division of Emergency Freparedness Ip. 13454 240 24X 

Fiche 90-00 0.82/05/11,8206090002 


0306020131 Releases public version of revised emargeney procedures 
FELTON, J. H Division of Rules and Records B2/05/S9. DocvmenI 
ffanagement Branch Ip 13333 199. 24X' Fiche 50— 3 i3« 02/03/25, 

0206020131 


— 8206020136 Forwards public version of Revision 1 to Emergency Procedure 
1904 01 re magnitude of release computsr method 6 
Revision I to Procedure 1904 04 re magnitude of release - 
0ERM5 

e Arkansas Power U Light Co 82/05/17 NRC - No Detailed 

Affiliation Oiven Ip 13333 200 24X Fiche 50-313 , 02/0 9/, 3 5, 

8206020131 


— 8306020143 Public version of Revision t to Emergency Procedure 1904 01 
re magnitude of release computer method 8< Revision 1 to 
Procedure 1904 04 re magnitude of releaHe - CERMS 
LEVINE. J N Arkansas Power & Li<jht Co 82/05/t7 47pp 
13333 201 24X Ficha 50-313. 02/05/25, 8206020131 


8206070205 Releases public version of revised emergency plan 
procedures 

FELTON, 3 M Division of Rules and Records B2/05/27 Document 

Management Branch Ip 13424 313 24X Fi che 30-313, 82/05/27, 

0206070205 


0206070310 Forwards public version of revised emergency plan 
procedures, including Procedures 1903 10 re emergency action 
level response, 1903 30 re plant evacuation f< 1903 60 re 
emargency supplies equipment 

* Arkansas Power ^ Light Co 82/05/10 NRC - No Detailed 
Affiliation Given Ip 13424 314 24X Fiche 50-313, B2/05/J’7, 

&206D7 0205 


— 8206070217 Public version of revised emergency plan procedures, 
including Procedures 1903 10 re emergency action level 
response, 1903 30 re plant evacuation 1* 1903 60 re 
emergency supplies It equipment 

LEVINE, J M Arkansas Power U Light Co 02/05/10 23pp 
13424 315 24X Fiche 90-313,82/05/27,8206070209 


0206100202 Forwards "Rapt on Floor «c Wall Penetration Fire Btops," 
providing test results for fire seals, per I tern 3 12 Of Table 
3 I of fire protection BER Fire seals meet requirement for 
3-h rating per IEEE 634 criteria 

MARSHALL, J R Arkansas Power & Light Co 02/06/02 8TaLZ,\^ f 
Operating Reactors Branch 4 2pp 13490 061 24X 

Fiche 50-313.82/06/02,0206100202 


—8206100205 “'Rept on Floor & Wall Penetration Fire Stops " 
e Underwriters Laboratory 0ONH16616 BO/12/12 175pp 

134S0 063 24K Fiche 50-313,02/06/02,8206100202 


820618D242 Forwards “exercise Critique Rept fur AR Nuclear Qap» 

Rue me 11 VI 1 1 e, AR, 01 0324-25 " 

KR1MH,R. W Federal Emergency Management Agency 32/06/02 
CRIMES, B K Division of Emergency Preparedness Ip 13991 2b5 
24X Fiche 50-313, 82/06/02, 8206100242 


— 8206380231 "Eierciee Critique Rept for AR Nuclear One, Russel I Vl M e, AR, 
810324-25 *’ 

e Federal Emergency Management Agency 02/06/02 54pp 
13951! 206 24X Fiche 90-313,02/06/02,8206180242 


—8206180259 Discusses State pf AR It local emergency preparedness piaps 
Plans le preparedness for offsite protection appear adequate 
Plans approved subj to FEhW Region 6 approval of alerting/ 
natlf ication sys by 020201 

TlfOHAd, L M Federal Emergency Management Agency 02/01/27 
OiRCKBiW J Office of the Executive Director for Operations Ip 
13951 340 34X Fiche 50-313,82/06/02,0206100242 


0206100216 Requests that util position re use of post-accident sampllr-g 
sys in emergency be reconsidered in light of discovery that 
manual block valves could not be opened safely, Response 
required ui th in 10 days 

COLLINS, J T Region 4, Office of Director 02/06/04 CAVANAUGH. H 
Arkansas Power «< Light Co 2pp, 134S8 213 24X 

Fiche 50-313,82/06/04,0206100216 


8206110238 Informs of recant developments affecting commlt^enis to 
conply w/NUREO-0737f Item 111 A I 2, ^'Upgrade of Emergency 
Support Facll itias, *' by 820701 Implementation contingent 
upon completion of negotiations w/union,to resume 020719. 

MARSHALL, J R Arkansas Power 8< Light Co 82/06/07. EIBENHUT, D <3 
Division of Licensing 2pp 13466 277. 24X Fiche 90-313,82/06/07, 

8206110238 


82D619D163 Ack receipt of 020912 ltr, Amend 4 to emergency plan 6 Amend 
I to nuclaar contingency plan Ii procedures 

COLLINS, V T. Region 4, Office of Director 82/06/11 CAVANAUOir.H 
Arkansas Power k Light Co ip 13497 357 24X 

Fic ha, 50-313, 82/06/11,8306150163. 


— B20615D167 Forwerds Amend 4 to emergency plan Sc Amend 1 to nuclear 
contingency plan Sc procedures, W/o end 

CAVANAUOHfkT Arkansae Power L Light Co 02/05/12, GOLLINSjV, t 
Raglon 4i Office of Director 3pp 13497*358 84X 

Flcbe 50-313,82/06/11, 0206150163. 
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820^220187 Forward* IE Safeguards In>p Rapt* S0~313/B2-16 & 
SO~G£3/B2-13 pn 620426-27 No noncomp 1 ianco noted Repts 
withheld <ref 10CFR2 770 & 10CFR73 211 

SEIDLE. U C Rogign A. Office of Director 82/06/11 CAV/ANAUOHi U. 
Arkansas Power it Light Co 2pp 13574 065 24X 

Fiche 50-313,82/06/11,0206220187 


6206160330 Releases public version of revised emergency plan 6 
implementing procedures 

FELTON, J M Division of Rules and Records 82/06/14 Document 
Management Branch ip 13530 327 24X Fiche 50-313,82/06/14, 

8206160330 


— 8206160333 Forwards public version of Amend 4 to emergency plan Amend 
1 to nuclear contingency plan 8< procedures Plans meet 
IOCFR50 47 Ic App E rea^ irements Privacy info deleted W/o 
Amend 4 to emergency plan 

CAVANAUOHrW Arkansas Power & Light Cd 82/05/12 COLLINS, J T 
Region 4, Office of Director 3pp 13536 328 34X 

Fiche 50-313,82/06/14,8206160330 


--6206160335 Public version of Amend 1 to nuclear contingency plan & 
procedures 

» Arkansas Power 6 Light Co 82/05/03 Li5pp, 13530 331 24X 

Fiche 50-31 3i 82/06/14. 8206160330 


—8206160338 Public version of communication equipment manual 

* Arkansas Power b Light Co 81/10/01 142pp 13539 085 24X 

Fiche 50-313,82/06/14,8206160330 


8206250016 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J N Division of Rulai and Records 82/06/18 Document 
Management Branch Ip 13628 090 24X Fiche 30-313,02/06/18, 

8206250016 


— 0206250020 Forwards public version of Revision 6 to Emergency Plan 
Implementing Procedure 1903 10, “Emergency Action Level 
Response “ 

« Arkansas Power St Light Co 82/06/08 NRC - No Detailed 
Affiliation Given Ip 13628 091 24X Fiche' 50-313, 82/06/16, 

S2062S0016 


’—0206250023 Public version of Revision 6 to Emergency Plan Implementing 
Procedure 1903 10, “Emergency Action Level Response “ 

Revised index end 

« Arkansas Power U Light Co 82/06/08 9pp, 13628:092 24X 

Fiche 50-313, 82/06/101 8206250016 


0206300333 Releases public version of permanent changes to emergency 
plan implementing procedures 

FELTON, J.M Division of Roles and Records. 02/06/22 Document 
Management Drench ip. 13661 347 24X Fiche 90-313,82/06/22, 

8206300333 


—8206300340 Forwards public version of permanent changes to Emergency 
Plan Implementing Procedures 1903 30 ra plant avacuetion, 

1903 31 re exclusion area evacuation St 1903 32 re area 
evacuation 

» Arkansas Power St Light Co. 82/06/11. NRC - No Detailed 
Affiliation Oiven Ip 13661,348. 24X Fiche 50-313,82/06/22, 

8206300333 


— 8206300345 Public version of Permanent Change 2 to Emergency Plan 
Implementing Procedure 1903 30, “Plant Evacuation," 

Permanent Change 2 to 1903 31, “Exclusion Area Evacuation" 

St Permanent Change 1 to 1903 32, “Area Evacuation '♦ 

« Arkansas Power Sc Light Co 62/06/11 6pp 13661,349. 24X 

Fiche 50-313,82/06/22,8206300333. 


P Operating license stage documents Sc correspondence 


6204060942 Forwards 12 overslxe revised PStlDe Drawing transmittal list 
anc 1. Aperture cards are availeble in PDR 

EHINO, E. Arkansas Powsr S< Light Co 82/03/17 NRC - No Detailed 

Affiliation Given 2pp 12606 200, 24X Fiche: 50-313, 82/03/ 17, 
0204080542 


9206230007 Addl response to FOIA request for eight categories of 
documents, Forwards documents listed in app Financial info in 
Documents 3-94, □-•55 St 5-11 deleted. 

FELTON, J M Divleion of Rules and Records 82/04/29 MCMURRAYiC K 
Kirkpatrick, Lockhart, Hill, Ghrletopher it Phillips 2lpp 
1 3604 044. 2 4 X F 1 c h f - 50-000, 82/04/29 , 8206230007. 


— 6111170117 Summary of 811023 meeting to asset* in-house availability It 
completeness of control syi info on operating plant for 
A-47 reviews. Meeting scheduled for 011109 to discuss 
findings of nonsafety control info. 

87UK1ENICZ, A J. Generic Issues Branch 81/10/28 KNIEL.K 
Generic Issues Branch. 3pp, 13609 347. 24X Fiche 50-000, 

82/04/29, 8206230007 


0206280071 Addl response to FOIA request for eight categories of 
documents Forwards document* listed in App A Documents 
listed in App B available In PDR. Conf identi al financial 
info deleted 

FELTON. J M Division of Rules and Records 82/05/12 MCHURRAY, C M. 
Kirkpatrick. Lockhart, Hill. Christopher l< Phillip* 2Bpp 
13638 055 24X Fiche 90-000.82/05/12,8206280071 


— 8103020313 Updates 801222 memo re decisions for degraded cooling 
rulemaking Steering group to issue juftl f Ication for 
rulemaking activity In advance of agreement on quantitative 
safety goal Examples of valve misopsration provided 
MEDEIROS, M S Reactor Systems Standard* Branch 81/02/02 

ARLOTTQ. 0 A Division df Engineering Standards 20pp. 13633 102 

24X Fiche 90-000.82/09/12.8206280071 


—8203090213 Forwards safety evaluation re NURE0>O737i Item I£ K 2 9, 
failure mode effects analysis on integrated control sys 
Design meets current regulatory requirements No addl 
licensing action required Item closed 

SPEIS. T P Assistant Director for Reactor Safety 82/02/19 
NOVAK. T Assistant Director for Operating Reactors 7pp 
13639 068 24X Fiche 90-000.82/09/12,8206280071 


8206020453 Notifies that due date for submittal re emergency feedwater 
sys upgrade reliabilty analysis has been extended to 020315 
MARSHALL. JR Arkansas Power |c Light Co 82/0S/26 STOLZ,J F 
Operating Reactor* Branch 4 Ip 13320 360 24X 

Fiche 50-313.82/05/26,8206020493 


0206020447 Responds to NRC 820402 Itr requesting addl info ra seismic 
qualification of emergency fseduater sys 

MARSHALL, JR Arkansas Power & Light Co 82/05/27 8T0LZ, J F. 
Operating Reactors Branch 4 2pp 13326 305 24X 

Fiche 90-313,82/09/27,8206020447 


8206030026 Advises that fees are not charged for deletian of 
nonradlolog Ic al water quality conditions in Cases where 
licensees have effective NPDEB permit Feei paid for Amend 
69 to License DPR 91 to be refunded 

MILLER, U 0 License Fee Management Branch 82/09/S7 CAVANAUGH, H 
Arkansas Power 9, Light Co tp 1336 1 340 24X 

Fiche. 90-313, 82/05/27,0206030026 


8206020371 Application for amend to Licenses DPR-91 I, NPF-6 consisting 
of proposed changes to Tech Bpecs 4.0 3 4,0 modifying 

language to reflect current C-E STS 

CAVANAUGH, U, Arkansas Power S, Light Co 82/09/28. CLARKiR. A. 
Operating Reactors Branch 3 8T0LZ, J F Operating Roactors Branch 
4. 3pp, 13326 290 24X Ficht: 90-313, 82/09/28, 8206020371. 


— 8206020418 Proposed Tech Specs changes modifying languagt of Section 
4 0 3 tc 4, 0 to reflect current language in C-E 8T8, 

« Arkansas power 6 Light Co. 82/09/28 4pp 13326 293, 24X 

Fiche* 50-313, 02/05/28, 0206020371. 


8206070611 Updates status of util efforts to upgrade emergency 
feedwater sys Final installation will be no later than Fall 
1984 

MARSHALL, J R. Arkansas Power 6 Light Co 02/05/28 gTOLZ,J.F. 
Operating Reactors Branch 4 2pp 13373*092 24X 

Ficht: 90-313, 82/09/28, 0206070611, 


0206070694 Requests exemption from requirement to install react or 
vessel head vents, per 811202 final notice In FR U 
NUREG-0737 Response requested by 820901 

MARSHALL, J R Arkansas Power St Light Co 82/06/02 STOLZiJ F 
Operating Reactor* Branch 4 3pp. 13389 360 24X 

Fiche- 90-313, 82/06/02,8206070694 


8206160124 Responds to 820904 Itr re purge valve sealing Ic leakage 
testing, Purge valve position light checked once during each 
8-h shift to verify valve closure, per THt Action Item 
II E 4 2 No further action will be taken, 

MARSHALL, J.R Arkansas Power b Light Co 82/06/07. CLARK, R. A. 
Operating Reactors Branch 3 STDLZ,J F Operating Reactors Branch 
4. 2pp 13514*392 24X Fiche 90-313,82/06/07,8206160124. 


8206160299 aubmlts addl info re emergency feedwater sys upgrade, per 
NUREG-0737, Items II. E i 1 It II. E 1 2 Equipment scheduled for 
Installation during refueling outage listed 

MARSHALL, J.R Arkansas Power b Light Co. 02/06/07, BTOLZ, J.F. 
Operating Reactor* Branch 4 9pp. 13521' 302. 24X 

Fiche - 90-313. 02/06/07, 8206160299, 


8206090193 Generic Ltr 82-11 to ell LUR reactor plant licensees tt 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event M/o enc 1, 

EI8ENHUT,D.O. Division of Licensing. 82/06/09. HAU8PURG,A 
Consolidated Edison Co of New York. SHIELDS, 8 N. Public Service 
Co of Indiana, Inc, TAUBER, H. Detroit Edison Go 13pp. 

13597' 349. 24X Fiche 50-000,82/06/09,8206090193. 
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e-ZOftl 10233 Forwards it rfc'^vsetf ov«rstie #>lilDs Drawlns Uat end 
Aperture <4rd« sr« available In PDif 

EHINOfE Arkansas Power & tight Co 82/0&/10 fiftC - No Detailed 
Affiliation Given 2pp 13463 132 24X FI the 50^313. 82/06/10. 

82061 1023 3 


BS0621O09B Requeits addl r'e(nlttance for 620526 application for pioposed 
Tech 9p«c changes Clast III fee has been- determined to be 
mare appropriate than Class It fee since revieiu will involve 
consideration of single safety issue 

MILLER. U 0 License F«« Management Branch 82/06/11 CAVANAUGH. Ut 
Arlansas Power & Light Co Ip 13303 066 24X 

Fiche 50~3l3i 02/06/1 li 0206210058 


8206010441 Notifies of nods to notice of violation requirements re 
submission of responses under oath or affirmation Notice of 
violation will indicate uhere sworn responses must be 
subml tted 

SEIDLE.W C Region 4. Office of Director 62/05/26 CAVANAUGH. U 
Arkansas Power & Light Co 2pp 13314 277 24X 

Fiche 50-313.62/05/26.8206010441 


8206210093 Forwards lE Insp Rept 50-313/82-08 on 020412-16 No 
none omp 1 i ante noted 

SElDLEiU C Division of Resident. Reactor Project & Enqlneerlns 
Programs 82/05/S6 CAVANAUGH. U Arkansas Power U Light Co 2pp 
13364 317 24X Fiche S0-“31 3, 02/05/36, 02062 10093 


B206220227 Gubmits addl info on emergeneg feedwater syt upgrade, m 
response to NRC 620514 request One oversiie drawing end 
Aperture card is available in POR 

HARSKALL.U R Arkansas Power U Light Co 82/06/15 5TDL2. J F 
Operating Reactors Branch 4 2pp 13577 136 24X 

Fiche 30-313,82/06/15.0206320227 


—0206210095 IE Fnsp Rept 50-313/02-00 on 020412-16 No noncompliance 
noted Major areas inspected repair & nondestructive esam oP 
four HPI no 1 1 Led 

TOMLINSON, D P , R08ERDS, M J . HALL, R E Division of Resident. 

Reactor Project & Engineering Programs 82/05/25 4pp 

13S64 319 a4X Fiche 30-313.82/05/26.8206210093 


8206220306 Notifies that responie to Generic Lir 82-10 re status of 
NUREG-0737 items will he delayed until 820701 

HARSRALL. U R, Arkansas Power 4c Light Co 92/06/15 EISENHUT. 0 0 
Division of Licensing tp 13381 170 24X Fiche 50-313.62/06/15. 
SS06220506 


8206250373 Notification of 820720 meeting w/B&U owners group in 
Bethesda.MD to discuss small break model verification 
program 

V1S31NG.0 S Operating Reactors Branch 4 82/06/17 STOLZ, J F 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche, 50-000. 02/06/17,020625037 5 


8206240029 Forwards status repts on evaluations of Licensee 
itTkplementati an of NRC racommenda tlons for emergency 
feedwater eye (EFSl.CFS upgrade proposal & basis for EF3 
flow requirements Open items listed. 

STOLZ. J F Operating Reactors Branch 4 82/06/18 CAVANAUGH. W 

Arkansas Fewer 4c Light Co 34pp 13617 302 24X 

Fiche 50-313. 02/06/IB. 0206240029 


3206290208 Infdrme that proposed Tech Specs requiring chlorine 
detector apcrebilitg will be submitted bg B20716 
MARSHALL. J R Arkansas Fewer & Light Co 82/06/18 BTOUZ. J F 
Operating Reactors Branch 4 Ip 13636 253 24X 

Fl< he. 50-313. 02/06/18. 0206290200 


8206290075 Delineates status of Investigation U action plan re 
deficiencies In B&W thermal sleeve of nakeup/HFl noiile 
Ouneri group established safe-end task force to determine 
cause of cracking h make recommendations 

MARSHALL, vl R. Arkansas Power & Light Co 82/06/21 STOLZ, J F 
Operating Reactors Branch 4 2pp 13634.337 24X 

Fiche 50-3! a. 02/06/2 1 . 0206290075 


6206290001 Responds to 820609 request for comments re propo-eal for 
resolving pressurised thermal shock issue Disagrees u/6aslc 
assumptions g. urgency for Imposing inflecltle reguJations 
that do not consider all parameters in issue. 

MARS HALL R Arkansas Power L Light Co 92/06/21 DENTON. H H 
Office of Nuclear Reactor Regulation. Director 2pp 13634 333 
24X Fiche 50-313.82/06/21,0206290001 


0 Inspection reports, IE Bulletins L correep ondance 


e20>628O18O Forwards IE Inaf Rspts 50-313/82-07 V 50-360/02-06 on 
920401-30. No noTicomp Lianc e noted 

SElDLEiH.C Dlyisian of Resident. Reactor Project 6 Engineering 
Programs. 02/05/19 CAVANAUGH. W Arkansas Power 6 Light Co. 2pp 
IG624 144 24X Fiche 50-313, 02/05/ I9r 6206280100 


—0206280190 IE Insp Rep is 50-313/82-07 I, 50-360/02-06 on 820401-30 No 
rtoncompl lance noted Major areas inspected operational safety 
Verl f 1 cat ion, iUryei llanc e.maint. f 0 L lowup on THX action plan 
items tc steam generator blowdown pipe leak 

JOHNSON, (f 8.. CALLAN.L. J. . HALL.R E Division of Resident, Reactor 
Project 8( Engineering Programs 02/08/07 lOpp 13624 146. 24X 

Fiche 50-3 13,82/05/19, 0206200 1 80. 


8302040147 IE Info Notice 02-15. '^Notification of NRC " Sve list end 
DEVDUNO.ft C Director's Office, Office of Inspection and 

Enforcement 82/05/28 I07pp 13426 095 24X 

Fiche 50-000,82/05/20.0202040147 


0204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints * 
Sve list end 

.JORDAN, E L Division of Engineering i Ouality Assurance 02/05/23 
103pp 13440 264 24X Fiche' 50-000, 02/05/20. 0204210370 


B2042103Q0 IE Bulletin 02-02. “Degradation of Threaded Faitensrs in 
Reactor Coolant Pressure Doundery of PNR Plants, " 

Sve 1 1 St encl 

DEVOUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 ISO 24 X 
Fiche* 30-000, 02/06/02. 8304210380 


6204210363 IE Info Notice 02-17, "Overpressurization of RCS " 8vc list 
end 

VOftOAN.E L Division of Engineering 8< Duality Assurance 03/06/i] 
I06pp 13675 250 24X Fiche 30-000, 02/06/ 1 1. 0204210383 


6204210304 JE Info Notice BB-18, "Assessment of Intakes of Radioactivo 
Matt by Workers " five Ust encl 

0EYOIiNO,R C Director's Office. Office of Inspection and 

Enforcement 82/06/11. 120pp 13675 109 24X 

Fiche. 50-000, 82/06/ 111 0204210384 


0206220109 Forwards IE Safeguards Insp Repts 50-313/02-16 tt 
50-360/82-13 on 020426-27, No noncompliance noted Repts 
withheld (ref 10CFR2 790 6 10CFR73 21) 

SEIDLE, W C Region 4. Office Of Director 02/06/11 CAVANAUGH, W 

Arkansas Power 1< Light Co 2pp 13574 063 S4X 
Fiche. 50-313, 02/06/11,8206220109 


R Periodic operating reports 6 related correspondence 


8306010330 Forwards monthly opereting rept for Apr 1982 

MARSHALL, J R Arkansas Power «c Light Co 02/05/12 HALLER* N H 
Office of Manage/nent and Program Analysis Ip 13300 113 24X 
Flch e 50-313, 02/05/ 12, 0206010330 


—8206010333 Monthly operating rept for Apr 1902 

OERTSCHfA J, Arkansas Power Light Co, 02/05/12 6pp 
13300 114 24X Fiche 50-313.82/05/12,0206010330 


8206010614 Forwards corrected pages to “Effluent L Waite Disposal 
Annual Rept for 1900.” in reiponie to NRC 020423 request 
MARSHALL, J R Arkansas Power 6 Light Co 82/05/14 BEEBE. M R 
Office of Management and Program Analysis tp 13314 251 24X 

Flchei 50-313, B2/05/t4, 0206010614 


8206010619 Corrected pages to “Effluent be Haste Disposal Annual Rapt 
for 1980 " 

• Arkansas Power fc Light Co 02/05/14 21pp 13314 252 S+X 
Fiche 50-313,82/05/14,0206010614 


0206010371 Forwards IE Insp Repts 50-013/02-09 b 50-360/02-07 on 
020426-28 No noncampi lance noted 

8£lt>LErN C Division of Resident! Reactor Project I, Engineering 
ProBrami 02/05/25 CAVANAUGH, W. Arkansas Power Ic Light Co 2pp 
13301 aid> 24X Fiche 50-313, 82/05/25, 8206010371 


— 8206010643 Requests conments, changes 6 addl info re encl “Effluent Zt 
Uesti Ditpoial Annual Rept for 1980," by 020521 W/o encl, 
HhATFlELOrR A. Office of Management and Program Analyil* 

02/04/23 CAVANAUGH, W Arkansas Power fc Light Co Ip 
13314 273 a4X Fiche 50-313,62/05/1410206010614 


—0206010373 IE Insp fiepts 50-313/02-0? & 50-368/02-07 on 820426-20 No 
nancomp 1 lance noted Major areas inspected; environ protection 
programs including audi ts, rad iolog i cal % nonradiologlcal 
environ monitoring & OA control of analytical measurements 
HXLBORN'L , KQLLEV',HL , MURRAY, 0 Division of Resident# Reactor 
Project it Engineering Programs 82/05/14 I3pp. 13301-310 24X 

Fiche 50-313,02/05/25,8206010371 


0206070234 Forwards intake impingement data, Apr 1982 
MAftBHALLrJR Arkansas Power k Light Co 82/05/28 STOLZ, U F 
Operating Reactoro Branch 4 ip 13370 355 24X 

Fiche 50-313.02/05/20,0206070234 
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~’-8S06070S40 thtake Impingeinent data« Apr 1*?8S 

♦ Arkansas Power & Light Co 62/05/20 lOpp 13370 336 a-lX 
F I c he 50-313, 02/05/20, 8206070234 


S Reportable occurrences, LERs tn related correspondence 


6206010401 PN0-IV-G3-020 on 820325, plant shutdown due to indications of 
tube leak In A steam generator Tube leak rate below 
resolution level of RC9 makeup sgs instrumentation, 

CALLANiL J , hall, R E , GElDLE. W C Region 4, Office of Director. 
82/03/29 Ip 13313 271 24X Fiche 90-313,02/05/25,0206010401 


8206220271 Forwards LER 02-OIO/O3L-O 

liAR SHALL, J R Arkansas Power 8, Light Co 02/06/08 SRIDLE, W C 
Division of Resident, Reactor Project 8t Engineering Programs Ip 
1357i 190 24X Fiche 30-313,82/06/00,0206220271 


—8206220277 LER e2-0lO/03L-0 on 020511, while at 457. full power* standby 
hydrogen purge sys failed monthly surveillance test, failing 
to meet Tech Spec requirements Caused by filter saturated 
u/uater Filter replaced 

HDEOOENDERO, 0 Arkansas Power I, Light Co 02/06/00 Region 4, 
Office of Director 2pp 13371 131 24X Fiche 50-313,02/06/00, 

8206220271 


0206220474 Forwards LER 02-O11/O3L-O 

MARSHALL, 0 R Arkansas Power Light Co 02/06/09 SRlDLE* H C, 
Division of Resident, Reactor Project & Engineering Programs ip 
13501 162 24X Fiche 50-313, 82/06/09, 0206220474 


— 8206220493 LER B2-011/03L-0 on 820514, d iscovcred that on 82090S reactor 
heated above 280 F w/o proving emergency feedwater ays 
operable through successful completion of required automatic 
actuation surveillance tests 

MOEOOENBERO, D Arkansas Power & Light Co. 02/06/09 Region 4, 
Office of Director 2pp 13981 163 24X Fiche 90-313,02/06/09, 

8206220474 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT, UNIT 1 


F Security* rnedlcal, emergency & fire protection plant 


0206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed In App A 
Documents also available In PDR 

FELTON, J M Division of Rules and Records 02/05/11 REYNOLDS, N 8 
Debevoise Liberman 3pp 13434 003 24X Fiche 50-000* 02/05/1 1, 

0206090002 


— 8206090033 Forwards updated info re prompt notification 6 warning tys 
for Region 3 licensees 

PAPERIELLO, C U Emergency Preparedness s. Program Support Branch. 
01/12/01 RAMOQ, 3 L Emergency Preparedness & Program Support 
Branch 4pp 13494 120 24X Fiche 50-000*82/09/11*8206090002. 


— &203110477 Forwards update on prompt notification 8< warning sys for 
Region 3 1 1 cansees. FEMA estimates approx 69K of reviews of 
proposed sys now complete 

HIND, J A Division of Emergency Preparedness Sc Operational 
Support. 82/01/09 CRIMES* Q H Division of Emergency 
Preparedness 4pp 13494 133 24 X Fich o. 50-000* 02/09/1 1* 

0206090002, 


— 0206090073 Forwards monthly status rept re prompt notification sys at 
facilitlec Commitments made by licensees to ensure 
deficiencies are corrected by 020601 

HIND, J A Division of Emergency Preparedness & Operational 
Support 02/02/17 0RIME8*B. Division of Emergency Preparedness 
app 13454 190 24X Fiche 90-000,02/05/11,0206090002 


0206020071 Releases public version of procedure temporary sheets for 
plant manager emergency plan procedures 

FELTON* J. M Division of Rules and Records 82/05/29 Document 
Management Branch, ip, 13332,243 24 X Fi c he. 90-319, 02/09/29, 

8206020071 


— 82O6O2OQ70 Forwards public version of procedure temporary sheets for 
Plant Manager Emergency Plan Procedures PMP 2080 EPP. 008 re 
calling off-duty plant personnel U PMP 2081 £PP. 023 re 
operation of emergency control ctr 

e Indiana U Michigan EUctrlc Co 02/09/06 NRC - No Detailed 
Affiliation Given Ip 13332 244 24X Ftche. 90-319, 82/09/25, 

8206020071 


— 0206020093 Public version of procedure temporary sheets for Plant 
Manager Emergency Plan Procedures PMP 2080 EPP, 008 re 
calling off-duty plant personnel & PMP 2oat Epp 023 re 
operation of emergency control ctr 

a Indiana 6 Michigan Electric Co 82/05/06 4pp 13332 249 
a4X Fiche 50-319*82/05/23,8206020071 


0206020005 Releases public version of revised plant manager 
emergency plan procedure 

FELTON, J M Division of Rules and Records 82/09/29 Document 
Management Branch Ip 13333 278 24X Fiche 90-315*02/05/29, 

8206020089 


— 0206020090 Forwards public version of Revision 1 to Plant Manager 
Emergency Plan Procedure PMP 2001 EPP 007* "Becurity Actions 
During Emergency Conditions " Receipt form end 

* Indiana U Michigan Electric Co 8S/05/07 NRC - No Detailed 
Affiliation Given Ip 13333 279 24X Fiche 50-315*02/05/29, 

B206020089 


— 8206020096 Public version of Revision 1 to Plant Manager Emergency 
Plan Procedure PMP 2001 EPP 007, "Becurity Actions During 
Emergency Conditions " Revised Index end 

e Indiana 8, Michigan Electric Co 82/05/07 12pp 13333.280 
24X Fiche 30-319*82/05/25,0206020005 


8206020320 Forwards response to BA Varga request for mods to two Iteme 
of security training It qualification plan amends submitted 
on 611130 re documentation retention & security force night 
usage of weapons End withheld <raf 10CFR2 7901 

HERING, R F Indiana S< Michigan Electric Co 82/09/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 13320 279 
24X Fiche 50-315,82/09/27.8206020320 


8206170300 Forwards modified amended security plan, in response to NRC 
B20427 request re deficiency in key & lock control tya 
Plan withheld (ref 10CFR2 790) 

HUNTER, R S Indiana 6 Michigan Electric Co, 82/06/07 DENTON. H, R 
Office of Nuclear Reactor Regulation, Director 2pp 13531 011 
24X Fiche 50-319,02/06/07,0206170300. 


0206140271 Releases public version of revision to emergency plan 
procedures 

FELTON, J, M Division of Rules and Records 82/06/08 Document 
Management Branch Ip 13SO0 049 24X Fiche 90-319,02/06/00* 

0206140271 


—8206140279 Forwards public version of Revision 1 to Emergency Plan 
Procedures PMP 2001 EPP 003 re personnel evacuation PMP 
2001 EPP 021 re activation t, operation of operations staging 
area U personnel accountability 

GARTEAUXiP Indiana U Michigan Electric Co 82/09/26 NRC - Nn 
Detailed Affiliation Given Ip. 13908 090 24X 

Fiche 50-319,82/06/00*0206140271 


—0206140200 Public version of Revision 1 to Emergency Plan Procedures 
PMP 2001 EPp 009 re personnel evacuation it PMP 2001 EPP 021 
re activation operation of oporatlons staging area & 
personnel accountability 

DUFFY* J P Indiana U Michigan Electric Co BS/09/29 14pp 
13908 091 24X Fiche 90-319*82/06/08*0206140271 


8206220224 Forwards IE Insp Repte 90-319/82-09 & 90-316/82-09 on 
020329-31 No noncomp liance noted 

PAPERlELLOiC. J Division of Emergency Preparedness Operational 
Support 02/06/08 DOLAN, U E American Electric Power Co. * Inc. 
DOLAN* J E Indiana it Michigan Electric Go 2pp 13971:207 24X 

Fiche' 90-319* 82/06/00, 0206220224 


—8206220232 IE Insp Ropts 50-315/02-09 it 90-316/02-09 on 020329-31 No 
noncomp 1 lance noted Major areas inspected ' observation of 
emergency exercise Involving Integrated response from State 
of MI local counties. FEMA/NRC exercise scenario end 
JANUSKA, A 0 , GRANT, H 0., SMITH* M J Division of Emergency 
Preparedness it Dperatlonal Support 82/06/04 20pp. 13971 289. 

24X Fiche 50-319,02/06/08,8206220224 


6206190328 Requests exemption from fire protection requirements, App R 
of 10CFR90 48, Sections HI 0,111 J & III 0 Detailed 
reanalyils of safety sys 6 formal seismic re-evaluation 
required Compliance schedule *ncl 

HUNTER, R 8 Indiana it Michigan Electric Co 02/06/11 DENTDN, H R. 
Office of Nuclear Reactor Regulation, Director 11pp. 13909*291 

24X Plchtt 90-315,02/06/11,0206190328 


8206160146 Rileaees public version of Instruction or procedure 
temporary sheets for emergency plan implementing procedures 
FELTON, J. M. Division of Rules and Records, 02/06/14. Document 
Management Branch Ip. 13938 186, 24X Fiche 90-319, 02/06/1 4i 

0206160146 


— 8206160191 Forwards public version of instruction or procedure 
temporary sheets for emergency plan implementing procedures, 

* Indiana U Michigan Electric Co 82/06/03 NRC - No Detailed 
Affiliation Given ip 13538 187. 24X Fiche. 90-319, 02/06/14, 

8206160146 
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— 820&1&019& Public version aF ini^ructlon or (iroc«dtfre tfniporary «hsets 
for «in«rg«r>cg plan Impl enenti og procodurea 

* Indiana i> Michigan EUctrlC Cp B2/06/03 60pp 13338 !69 
24X Fiche 30-3l9ia2/0&/14, aSO&iAOU6 


020^160277 Release* public v^rmiorh of reissued emergeneg plan 
lmplem*ptlng procadures 

FELTQM* J M Division of Rules and Facords 82/06/14 Docutnenb 
Kanagecnant Branch Ip 13539 231 a4K Fiche 50-315. 02/ 06/1 4i 
0206160277 


— 0206160282 Foruards public verslpri of rBissued Revision 1 to Emergenrg 
Plan Implementing Procedures FMR 2091 EPP 003 re personnel 
evacuation U P-HP 2061 EPP 021 re activatipn 6 operation af 
operations staging area i>l/o PtlF 2001 EPP 021 

e Indiana li Michigan Electric Co 02/05/28 NRC - Me Detailed 
Affiliation Olvan Ip 13539 232 24K Fiche 50-315,83/06/14, 

9206160277 


—8206160286 Public version of reissued Revssion 1 to Emergency Plots 
Implementing procedure P-IIP 2091 EPP 005. ''Peraonnel 
Evacuation ” 

e Indiana It Michigan Electric Co 82/05/28 7pp 1353? 233 
24X Fiche 50-315,02/06/14.0206160277 


0206160320 Releases public version d# Page 6 of 7 to Emergency Plan 
Procedure EPP App Ai "Telephone Numbers for Keg Plant 
Personnel " 

FELTON. J M Division of Rules and Records 82/06/14 Document 
Management Branch Ip 13539 241 24X Fiche 50-315.82/06/14, 

8206160320 


— 8206160325 Forwai'df public version of Page 6 of 7 to Emergency Plan 
Procedure EPP App A. "Telephone Numbers for Keg Plant 
Personnel 

« Indiana 6 Michigan Electric Co 82/06/01 NRC - No Oetallfd 
Affiliation Given Ip 13539 242. 24X Fiche 90-315,82/06/14, 

9206160320 


— 02O6i6{}32a Public version of Page 6 of 7 to Emtrgsticy Plan Procedure 
EPP App A, "Telephone Numheri for Key Plant Per sotinel. " 

Revised index encl 

a Indiana li Michigan Electric Co. 82/06/01 Opp 13537 243 
24X Fiche 50-315,83/06/14.0206160320 


8206210251 Corrects util 820504 Ur luhich responded to NRC 930430 
r«4.uett for addl Info re fire protection - App R compliance 
HUNTER, ft S Indiana & Michigan Electric Co 82/06/14 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 2pp 13557 079 
24X Fiche 50-315.82/06/14.8206210591, 


9206230045 Releases public version of revised energancy plan procedure 
FELTON, K Division of Rules and Records 62/06/17 Document 
Management Branch. Ip 13593 320 24X Fiche 50-315.82/06/17, 

8206230045 


—8206230047 Forwards public version of Revision I to Emergency Plan 
Procedures PMP 2080 EPP OlO, "Toeic Gas Release Cuidetlnes •* 
e Indiana 6 Michigan Electric Co. 82/06/04 MRC - No Deteiled 
Affiliation Given Ip 13573.321 24X Fiche: 90-315, 82/06/17, 

8206230049. 


—8206230050 Public verslpn of Revision i to Emergency Plan Procedure 
PNP 2000 EPP OlOi "Toxic Gat Release Guidelines." 
e Indiana Michigan Electric Co 92/06/04. 7^p 13973' 322. 

24X Fiche 90-319,92/06/17. 9206230045 


8206240483 Releases public version of licensee notice of cancellation 
of emergency plan procedure 

FELTON. J.M Division of Roles and Records. 02/06/18 Document 
Management Branch Ip 13620 10 5 24X Fi che* 50-315. 82/06/ 1 8. 

0206240483 


— B20624D4B4 Fnruards public verslpn of notice of cancclletlon of 
Emergency Plan Procedure PMP 2081 EPP 023 re activation of 
emergency c antrol ctr 

a Indiana |< Michigan Electric Co 02/06/07 NRG - No Detailed 
Affiliation Given Ip 13620 106 24X FI c he. 90-3 J 9,82/06/18, 

0206340483. 


— 8206290009 Public version of notice of cancelletlon of Emergency Plan 
Procedure PMF 2081 EPP 023 re activation ^ operation of 
emergency control ctr Procedure superseded by procedure PUP 
2081 EPP. 022 Revised index end 

e Indiana Michigan Electric Co 02/06/07 I5pp 13620 107. 

24X Fiche 50-319.82/06/18,8206240403 


P Operating license stage documents 6 rorret. pondence 


0206280071 Addl response to FOIA request for eight categories of 
documents Forcuards documents listed in App A Documents 
listed in App D available in PDR Confidential financial 
infp deleted 

FELTON. JM Division of Rules and Records 82/05/12 MCMURIWY.Cm 
K irtpatrick. Loctiharti Hill. Christopher & Phillips SBpp 
13638 055 24X Fiche 50-000.82/05/12.8206200071 


— 8103020313 Updates 801222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
riEOEIROS. H 5 Reactor Systems Standards Drench 01/02/02 

ARLOTTQ. G A Division of Engineering Standards EOpp 13636 102 

24X Fiche 50-000.02/05/12,0206280071 


3206030323 Summary of 020430 meeting u/util in Dethosda.MD re 
continued safe operation of plant Attendee list end 
CILIMBERG. R L Operating Reactors Drench 1 62/05/21 apernling 

Reactors Branch 1 7pp 13342 301 24X Fiche 90-315.82/09/21. 

8206030323 


8206040214 Revises reporting requirements in response to 9204S0 )tr re 
safety relief valve failures %i chal lenges. per TMI Action 
Plan NUREO-0737, Item II K 3 3 Challenges which occur after 
800401 will be reported in annual operating rept 

HERINQ.R F Indiana Michigan Electric Co 02/09/28 DENTON. 11 fi 
Office of Nuclear Reactor Regulation. Director 2pp 13360 OM 
24X Fiche 50-313.82/09/20,0206040214 


B206140125 Confirms 620607 telephone authorization for amend to 
License DFR~5e to allow one-time exclusion of inoperable 
status of one £CC8 subsystem to 144-h 

NOVAK. T M Assistant Director for Operating Reactors 92/06/011 
DOLAN. J Indiana & Michigan Electric Co 2pp 13507 213 24X 

Fiche 50-315.82/06/0010206140125 


8206130453 Forwards Tech Spec Pages 3/4 2-3 t 3/4 2-17. inad vert eiitly 
omitted from B203O4 transmittal of Amend 30 to License 
OPR-74 Amends 54 k 40 to Licenses DPR-SS & DPR-74. 
respectively. listed incorrect dockets 

CIHMSERO.R Operating Reactors Branch 1 02/06/08 DOLAN, J 

Indiana & Michigan Electric Co 2pp 13523 103 24X 

Fich* 50-315.02/06/00.8206150493 


—8206190454 Tech Gpec Pages 3/4 2-3 3/4 2-17, inadvertently omitted 

from 820304 transmittal of Amend 30 to License DPR-74 
» Operating Reactors Branch 1 02/06/00. 2pp 13523 105 S4K 

FKhe 90-315,82/06/00,0206150433 


8206070153 Generic Ltr 82-11 to all LUR reactor plant licensees N 
applicants re transmittal of KUREO-D716 relative to 
restart of RE Ginna Rept documents findings re cause of 
event U/o end 

EfSENHUT, D G Division of Licensing 02/06/07 HAU0PURG. A 
Consolidated Edison Co of New Vork DOLAN. J American ELectr'le 
Power Service Corp DOLAN, J Indiana Michigan Electric Co. I3pp 
13597 34?. 24X Fiche 90-000,02/06/09.8206090153 


6306140159 Foruiardt atfdl Info re upgraded senior reactor operator t< 
reactor operator training it training for mitigating core 
damage in response to B20303 request Info re hot license 
(replacement) braining In response to Item I A 2 I end 
HUNTER, R 8 Indiana it Michigan Power Co 8S/06/0? DENTON. H R 
Office of Nuclear Reactor Regulation, Director 140pp 13484 001 

24X FI Che. 90-31 5,82/06/09, 0206140155 


8206160312 Forwards affidavit in support of withholding proprialary 
Info contained In Attachment 5 to 020407 application for 
upratlng & Cycle 4 reload re spent fuel storage array 
criticality safety analyses 

HUNTER, R 5 Indiana k Michigan Electric Co B2/06/U DENT0M*H R 
Office of Nuclear Reactor Regulation. Director 6pp 13921,2^0 
34X Fiche: 50-315, 02/06/1 1.0206160312 


6206290388 Forwards Phase la response to NUREO-06I2 re control of 
heavy loads Phase la is resubmittal of part of response to 
Section 2 J of End 3 of DO Eiienhut 001222 ltr Response 
to technical evaluation rept also end 

hunter, R 8 Indiana 6 Michigan Electric Co 02/06/ J0 DENTON. H H 

Office of Nuclear Reactor Regulation, Director 44pp 13631.055 
24X Fiche 50-315,82/06/18.0206290308 


62D6290482 Forwards request for approval of amend to License DPB-50 pii 
020607 ltr re relief from Tech Spec 392 centrifugal 
charging pump requirements Amend fee end 

HUNTER, R S Indiana 6 Michigan Electric Co 02/06/23 DENTON^M R 
Office of Nuclear Reactor Regulation, Director 2pp 13631 3'&3 
24X Fiche 50- 315.82/06/23.0206290402 
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— 92D&S904B9 Application far ampnd to License 0PR»5B granting relief from 
requirements of Tech Spec 3 9 2 re centrifugal charging 
pump 

HUNTER, R 8 Indiana U Michigan Electric Co 82/06/07 
DENTON, H R - VARGA, 8 A Office Of Nuclear Reactor Regulation, 
Director 4pp 13631 39S 24X Fi che 90-319, 82/06/23. 8206290482 


Q Inspection reports, IE Bulletins ^ correspondence 


8202040147 IE Info Notice 82-19, "Notification of NRG '* 8vc list end 
DEVOl/NO, fl C Director's Office, Office of Inspection and 

Enforcement 82/09/28 I07pp 13426 093 24X 

FIche 30-000, 02/O3/2G, 8202040147 


8204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Floui Setpoints » 
Svc list end 

JORDAN, E L Division of Engineering $< Duality Assurance B2/05/2B 
I03pp 13440 264 24X Fiche 30-000.02/03/28,0204210378 


0206020533 Ac k receipt of B20912 I tr informing NRC of steps tatcen to 
correct vielations noted in lE Insp Repts 50-315/82-04 
50-316/82-04 

SPESSARD, R L Division of Project Si Resident Programs 02/09/28 
DOLAN, J E Indiana Si Michigan Electric Co DOLAN, J E American 
Electric Pouer Service Carp Ip 13324 279 24X 

Fiche 50-315. 82/09/28, 8206020333 


— 8206020541 Responds to NRC 820401 Itr re violations noted In IE liisp 
Repts 90-319/82-04 St 50-316/B2-04 Corrective actions 
suppliers of calibr svcs for test equipment ulil be required 
to be on qualified suppliers list 

HUNTER, R 3 Indiana Si Michigan Electric Co 82/09/U 
KEPPLER.J 0 Region 3, Office of Director 9pp 13324 280 24X 

Fiche 50-315,82/09/28.8206020933 


820421038D IE Bulletin 82-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13927 190 24X 

Fiche* 90-000, 82/06/02, 82042 10380 


8206220224 Forwards IE Insp Rept* 50-319/82-09 S< 90-316/82-09 on 
&a0389-3I No noncompliance noted 

PAPERIELLO, C J Division of Emergency Preparedness Si Operational 
Support 82/06/08 DOLAN, J E American Electric Power Go. » Inc 
DOLAN, J E Indiana St Michigan Electric Co 2pp, 13971’ 287 24X 

rich* 90-319. 62/06/08, 8206220224 


—9206220232 IE Insp Repts 90-319/82-09 St 90-316/82-09 on 820329-31 No 
noncompl lance noted Major areas inspected ’ observation of 
emergency exercise involving integrated response from State 
of MI local counties FEMA/NRC exercise scenario end 
JANU8KA,A Q , GRANT, W B , SMITH, M J Division of Emergency 
Preparedness li Operational Support 82/06/04, 20pp 13971 209 
24X Pi Che 50-319,82/06/08.8206220224 


8204210303 IE Info Notice 82-17, "Overpretsur i lation of RGB '* Svc lift 
enc 1 

JORDAN, E L Division of Engineering Quality Assurance 82/06/11 
106pp. 13679 298 24X Fiche' 90-000, 82/06/ 1 1, 8204210383 


B2O42IO304 IE Infe Notice 82-18, ’’Assessment of Intakes of Radioactive 
Mail by Workers *' Svc list end 

DEYOUNOcR C Director's Office, Office of Inspection and 
Enforcement 82 / 06/11 120pp 13679.189 24X 

Fiche 50-000, 82/06/ 1 1 , 8204210384. 


B206180273 Forwards raeponse to safety evaluation pn environ 
qualification of safety-related electrical equipment 
tranemitted in NRG 810926 Itr, per IE Bulletin 79-OlB 
Submittal does not reflect Generic Ltr 82-09 

HUNTER, R 8 Indiana 8< Michigan Electric Co 82/06/11 DENTON. H R 
Office of Nuclear Reactor Regulation, Director li200PP, 13948 027. 
24 X Fiche 90-319,05/06/11,8206100273 


8206220221 Ack receipt of 820607 ltr informing NRC of stepe taken to 
correct violations noted In NRC 820429 ltr 

HINOrJ A Region 3, Office of Director, 82/06/17 DOLAN, J E, 
American Electric Power Service Corp DOLAN, J, E Indiana tc Michigan 
Power Co. Ip, 13971 263 24X Fiche 90-319,82/06/17,8206220221 


R Periodic operating reports It related correspondence 


8206010400 Forwards mohthly operating rept for Apr 1982 

SMITH, W 0 Indiana 8, Michigan Electric Co. 82/09/13. Office of 
Management and Program Analysis Ip, 13313’ 261, 24X 

Fiche; 90-319, 82/09/13,8206010400. 


— 0206010404 Monthly operating rept for Apr 1902 

MIGHT, A Indiana 6 Michigan Electric Co 82/09/04 7pp. 
13313 362 24X Fiche SO-31 5, 82/09/ 13, 02060 1O40O 


S Reportable occurrences, LERs fc related correspondence 


8206020432 Forwards LER 82-027/01 T-0 

SMITH, M 0 Indiana 8t Michigan Power Co 82/03/55 KEPPLER, J. 0 

Region 3. Office of Director Ip 13326 198 24X 

Fiche 90-319,82/05/29,0206020432 


— B206020437 LER 02-O27/O1T-O on 02031 1 , during design change review, 
piping at containment air sampling penetrations discovered 
overstressed due to addition of padlocks ti chains Padlocks 
:(< chains replaced w/l Ightwelg ht seals 

PALMER. R A Indiana & Michigan Poiuer Co 82/05/25 Region 3, 
Office of Director 3pp 13326 159 24X Fiche 90-319,82/09/23, 

8206020432 


8206070802 Forwards LERs e2-028/03L-0 ^ 82-029/03L-0 

SMITH, W O Indiana & Michigan Pouer Co 82/05/27 KEPPLER, J Q 

Region 3, Office of Director Ip 133B9 239 24X 

Fiche 50-319,02/05/27,8206070002 


— 8206070010 LER 82-028/03L-0. on 820429, during power ascension loop, one 
wide range RCS pressure ind ication, NP9-122i fal led high 
Replacement read low on 020523 Caused by open stain gauge It 
faulty calibr, respectively 

PALMER, R A Indiana & Michigan Power Co 82/05/27 Region 3. 
Office of Director Ip. 13309 240 24X Fiche 90-319,82/05/27, 

8206070802 


— 8206070810 LER 82-029/03L-0 on 020903, during surveillance test, low 
pressure alarm XPA-t92 for emergency air supply to NRV-132 
actuated at less than 900 pslg. Caused by faulty calibr. 

Setpoint increased 

PALMER, R A Indiana I, Michigan Power Co 82/09/27 Region 3i 
Office of Director Ip 13309 241, 84X Fiche 90-319,82/05/27, 

8206070802 


0206070934 Forwards LER 82-030/ 04L-0 

SMITH, W 0 Indiana It Michigan Power Co. 82/06/01 KEPPLER, J 0 
Region 3, Office of Director Ip. 13374'069. 24X 

Fiche 90-319, 82/06/01, 8206070934 


—8206070541 LER 82-030 /04L-0 on 820503, flaw Indicator (6FR-20i) for 
turbine gland seal leatcoff foiled low Caused by ixcestive 
moisture on senting element of flow indicating probe 
Moisture removed It probe reinstalled 

PALMER, R. A Indiana It Michigan Power Co 82/06/01. Region 3, 
Office of Director Ip 13374*070 24X Fiche* 90-315, 82/06/01i 

8206070934 


82060BD0BS RO on 620601, boron concentration in boron Injection tank 
fell below Tech Spec requirements for 1. 9-h. Probab ly caused 
by failure to follow prescribed procedure for conducting 
ECCa operability surveillance test 

SMITH, U.O Indiana li Michigan Power Co 82/06/01 KEPPLER, J D 
Region 3, Office of Director. Ip 13423*294 24X 

Fiche 90-3t 5, 82/06/01 , 8206080082 


8206100290 Forwards updated LER Bl-00a/03X-l It LERs aa-03l/O3U-Oi 
a2-032/03L-0 It B2-033/03L-0 

SMITH, W G. Indiana It Michigan Power Co 82/06/03. KEPPLER, J, 0. 
Region □, Office of Director Ip 13498.239 24X 

Fiche 90-319.82/06/03,8206100290 


— BS0610D254 Updated LER 81-002/03X-i* on BlOElS.west motor driven 
auxiliary feed pump removed from *vc to repair emergency 
leakoff line check valve FU-i60. Caused by dirt in valve 
ciuslng valve to stick Valve cleaned It returned to svc. 

HIZNEH. D 0 Indiana I, Michigan Power Co 82/06/03 Region 3, 
Office of Director. ip 13498.236 24X Fiche 90-319, 82/06 /OGi 

8206100290 


— 8206100298 LER 82-031 /03L-0, on 820910, opera tor on tour dlicovered that 
fire door 227 would not latch Caused by slight misalignment 
between latch It latch plate. Latch plate adjusted It door 
operated satisfactorily 

PIEHL.R H Indiana li Michigan Power Co. 82/06/03 Region 3/ 
Office of Director ip. 13498 237 24X Fiche, 30-319, 82/06/03, 

8206100290 


—8206100263 LER 82-032/03L-0 on 820910, fire hose station 33 near 
emergency diesel generator rooms access removed from svc to 
replace leaking drain valve Seat leakage caused by normal 
wear. Drain valve replaced 

UIZNERfD G Indiana l< Michigan Power Co 82/06/03, Region 3, 
Office of Director Ip 13498; 238, 24X Fiche' 90-319, 82/06/03, 

8206100290. 
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-*'0206100264 L£R 02''O33/^O3L -0 on 020510# opera tor on kour discovered that 
fire door 2S6 ujould not fully close Caused t)«j insuffUient 
closure RLechanisRi against flnuf of thermostatically 
controlled ventHatlon supplq fan ikrfdl irecharnsra added 
PlEHLrR H Indiana & Hichigan Pouer Co 82/06/03 Region 3# 
Office of Director Ip 134S0 23*? 24X Fiche 50- 3 l5j 02/06/03. 

9206100250 


6206100141 Forwards LEfts a2- 034/03L“0 Si 82-03 5/O3L-0 

SHITKjW 0 Indiana is Micliigan Power Co 82/06/04 KEPPLEfl# J G 

Region 3. Offici Of Director Ip 13445 239 24X 

FI Che 50-315, 02/06/04# 8206100141 


*--9206100147 LER a2-034/00L-0 on 020500# opera tor discovered safety stop 
pin In track of pressuriier heaters transfgnner room 
overfiead door Caused by pin not being removed upon exit by 
unknown personnel Pin Immediately removed 

PlEhlLi R K Indiana U Michigan Power Co 92/06/04 Region 3* 
Office of Director Ip 134^5 240 24X Fithe 50-315,02/0 6/04, 

8206100141 


—0206100151 LER ea-035/03L-0 an 620507 Sc 10, fire detector 1-NV ACBF 
charcoal filter ins trumentati pn declared inoperable to 
troubleshoot & repair automatic reset function on fire 
detection actuation sys Caused by defective transistor 
PALKEArR A Indiana Si hlcMgan Power Co 62/06/04 Region 3, 
Office of Director Ip- 13445 241 24X Flche 50-3 1 5# 02/06/04, 

8206 1 0014 1 


8206170312 For wards updated LER 76- 043/03 X-1 & LER e2**036/03t--0. 
SrtrTH, W J Indiana 8t Ulchigan Power Co 02/06/09 KEPPLERn 0 

Region 3, Office of Director Jp 13531 044 24X 

PlcfiP 50-315# 02/06/07, 9206 1 7D3 1 2 


' — 0206170317 Updated LEF 76-045/03X-1 on 761001, three tenpcrary change 
sheets Institutsd an 760614 net approved until 7606S?# 
violating Tech Spec Plant procedure modi fled, assuring 
change sheet submittal for approval at tine of imtiatian 
PALKEiRrR A Indiana Michigan Poiaer Co 82/06/09 Region 3, 
Office of Director Ip 13531 045 24X Flche 50-31 5# 92/06/09# 

0206170313 


— 0206170323 LEP 62-036/031.-0 on 820512, hydrogen concentration meter 
laiproperly indicating during centainment hydrogen Monitoring 
sys calltir Caused by defective meter Neiif meter ordered Se to 
be installed on receipt 

PAUKBRfR A Indiana 6 Michigan Power Co 82/06/09 Region 3# 
Office of Director Ip 13531 046 24X Flche 90-31 5# 92/06/09# 

8206170312 


8206170282 Poruerds LER a2-037/03L~D 

SMITH/ W 0 Indiana tt Michigan Power Co 92/06/11 KEPPi.ER, J O 
Region 3, Office of Director Ip 13529.240 S-4X 
Flche 50-313, 82/06/ 1 1 # 8206 170202 


’-E12O6I7O20S LEF B2“037/03L-0' on 02O5SO# emerg ency diesel generator roon 
cardox sys found isolated w/no names on entry beard Caused 
by personnel error Incident will be reviewed by operations 
dept personnel to emphasise seriousness of event 
KRAUSE, D F Indiana & Michigan Power Co. 83/06/11 Region 3# 
Office of Director Ip 13529,241 24X Flche 50-315,82/06/11/ 

8206170292 


8206310143 Forwards LEF a2-038/03L-0. 

SMITHiH 0 Indiana 4, Michigan Electric Co 02/06/14 KEPPUER, J. 0 

Region 3# Office of Director Ip, 13559*243 24X 
F i Ch* 90-3t 5# 82 /06/ 1 4 , 8206 2101 4 5 


“-02O621O15I LEfl B2~03H/03L-0 on 820914# during routine plant tour, f ir« 
door w/no latching or closure ifevlce discovered Caused by 
perionnel error Fire watch re-established it maintained until 
device* Installed ii door declared operable 

DRAPER, D.H Indiana I< Michigan Electric Co 02/06/14, Region 
3, Office of Director, 2pp 13559 244 24X Flche 50-315, 

92/06/14/ BS0621D14S 


9206220508 Foruirds LER &2-039/01T-0 

8mTH#M O Indiana & Michigan Power Co 88/06/15, KEPPLEF# J 0, 
Region 3# Office of Director tp 1S5B2 152 34X 

Fi Che* 30-315/ 92/06/13,8206820588 


— 0206220573 LEF 02-039/011-0 on 020601 , during manthly Insp of ECCS«1iar'an 
Injection tank Itolation valve cycled u/r«c Irculati on valve 
open Caused by personnel error Procedure revised it 
appropriate edmln istrattve action taten 

DRAPER/ D M Indiana ir Michigan Power Co 82/06/19 Red ion 3# 
Office of Director ip 13562 193 24X Flche 50-319# 82/06/15# 

8206330509 


9206240103 Forward* LER 83-040/03L-0 

SMITH#W 0- Indiana li Michigan Power Co 0S/06/I7 KEPPLER# J 0, 
Region 3# Office of Director, Ip, 136D0 009 24X 

Fiche 50-31 5-/ 82/06/17# 0306240193 


-■"9206240109 LER B2-O4O/O3L-0 on 020521 # opera tor diecovcrad fire fr. ^ 
to nuclear sampling room would not close properly Causec t>Y 
3 of 4 screws missing from sequencer for double doors 
Sequencer securely fastened to frame 

PlEHLiR H Indiana t# Michigan Power Co 02/06/17 .Regioii 3 
Office of Director Ip 13600 OiO 24X Flche 50-31 5# B2/0fi M 7 
8^06240 1 B3 


0206240262 Forwards LEfis 82-04I/03L-0 !# a2-042/03L-0 

SMITH, WG Indiana !i Michigan Power Co 02/06/10 KEPPLER# J (r 

Region 3# Office Of Director ip 13597 107 24X 

Fiche 50-315# 82/06/10, 8206240262 


--9206240267 LER B2-041/03L-0 on 020920. duT ing normal s tartup. f •■tU 
isolation valve FMO-202 failed while being utiliied to 
regulate feedwater flow Caused by heat buildup due to 
frequent cycling Stem not & motor replaced 

PlEMLiR H Indiana 6 Michigan Power Co 02/06/10 P?egieii 3 

Office of Director Spp 13597 108 24X Flche 30-31 5# IlJf OS/J** 

8206240262 


— B206240275 LER B2-042/03L-0 on 020524# during operat loii# canlai rue .t i > 
particulate radiation monitoring sys <R-J1) found operating 
erratically Caused by high ac ripple on low voltage dc 
power sys Leu voltage dc power sys replaced 

palmer, R A Indiana b Michigan Power Co 02/06/10 Rigicn j 

Office qf Director ip 13597 i09 24X Ficho 50-315.02/06/10 

8206240262 


9206290513 Forwards LER aa-043/03L-0 

SMITM/VI 0 Indiana 6 Michigan Power Co 02/06/22 KCPPLEfi. J t 
Region 3# Office of Director Ip 13631 319 24X 

Fiche 50-315# 02/06/22# 8206290513 


—8206270521 LER a2-043/oaL-0 on 020523 8# 24. l-WMO-702. W essential i. 
water discharge valve# failed to operate during surve i i i arc r 
test Caused by buildup of corrosion products Model PRSO k50D 
(dratuiitg 5-6073) replaced w/Pratt valve 

PIEHL#R H Indiana t Michigan Electric Co 82/06/22 Aegli i :■ 
Office of Director 3pp 13631 320 24X Fluhe 50-315.02/06/;: 

9206270513 


8206290421 Forwards LERs 02-O44/O3U-O !# 82-04 5/03L-0 

SMITH# (4 G Indiana 6 Michigan Power Co 82/06/23 KrfPi FF# J 0 
Region 3# Office of Director ip 13634 157 24X 

Fiche 50-315. 02/06/83# 0206290421 


—8206290422 LER fi2-044/03L-0 on 820526# secur ity personnel d I ico^/r fiJ ?J 
emergency diesel generator carbon dioxide sye Isolated, no 
names on. entry board 6 no personnel in room Caused by 
personnel error Administrative action taken 

DRAPER, D « Indiana 8« Michigan Power Co 82/06/23 RigK’i J 
Office of Director Ip t3634 150 24X Flche 50-319# 02/06// >. 
8206290421 


—8206290420 LER aa-045/03L-0 on 020520# sec ur i ty officer dltcnwaref Lt 
pressure carbon dioxide $ys for auxiliary cable vault 
isPlatad w/o personnel on duty Caused bq personnel error 
Need for full compliance w/flre protection emphaslied 
HIZRER,D 0 Indiana 6 Michigan Power Co 02/06/23 Fleg lun J. 
Office of Director 2pp 13634 159 24X Fiche 50-31 !>. ^ 

8306290421 


DOCKET S0-3J6 DONALD C COOK NUCLEAR POHER PLANT# UNIT S 
F Security, medical# emergency L fire protection plans 


8206090DD2 Responds to FOIA request for documents re Commission 
decieiora to extend deadline for licensees to iniplemeni 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTDN, J M. Division of Rules and Records 82/05/11 AEVPfOl TD N b 
Debevoise 6 Liberman 3pp 134S4 003 24X Fiche 50-000# II. 

B206D90002. 


—8206090033 Forward* updated info re prompt notification Z< warnlrp i|i 
for Region 3 licensee* 

PAPERIELLOfC J Emergency Preparedness 6 Program Support Orent 
01/12/01 RAMQS.S L Emergency Preparedness 8# Program BuppcTl 
Branch 4pp 13494 128 S4X Fiche 50-000# 02/0^/ 1 1, 82(16090002 


’ 8203110477 Forwards update on prompt notification & warning lys fe* 
RegJcrv 3 1 1 censee*. FEMA estimates approx 655i of review* of 
propoied syi now complete, 

HIND«^ A Division gf Emergency Preparedness 8c Operational 
Support B2/01/09 CRIMES# B K Division of Ecnergency 

Preparednei* 4pp 13454 133 24X Fiche 50-000# 92/05/ 1 1 j 

9206070002 



DOCKETED ITEMS 


171 


'-02O^>O?OO73 Foruarii* monthly status rept re prompt notiflcAtion sys at 
facilities Commitments made by licensees to ensure 
deficiencies are corrected by 820601 

HINDi j A Division of Emergency Preparedness Operational 
Support 82/02/17 ORIKESjB Division of Emergency Preparedness 
3pp 13434 190 24X Fithe 50-000i 82/05/11, 8206090002 


9206020071 Releases public version of procedure temporarg sheets for 
plant manager emergency plan procedures 

PEL TOM, J M Division of Rules and Records 82/03/25 Document 
rianagement Branch Ip 13332 243 a4X Fiche 50-315,82/05/23, 

B20 602007 1 


— 82-06020079 Forwards public version of procedure temporary sheets for 
Plant Manager Emergency Plan Procedures PMP 2060 EPP 000 re 
calling off-duty plant personnel 8c PMP 2081 EPP 023 re 
operation of emergency control ctr 

* Indiana U Michigan Electric Co 02/05/06 NRC “ No Detailed 
Affiliation Given Ip 13332 244 24X Fiche 30-313,02/05/25, 

0206020071 


--8206020083 Public version of procedure temporary sheets for Plant 
Manager Emergency Plan Procedures PMP 2000 EPP OOS re 
calling off-duty plant personnel 8< PMP 2001 EPP 023 re 
operation of emergency control ctr 

♦ Indiana 8( Michigan Electric Co 82/05/06 4pp 13332 245 
24X Fiche 50-315,82/05/25.0206020071 


82D6O2OO0S Releases public version of revised plant manager 
emergency plan procedure 

FELTON I J M Division Of Rules and Records 82/05/25 Document 
Management Branch Ip 13333 270 24X Fiche 50-315,89/05/25, 

8206020085 


—8206020090 Forwards public version of Revision I to Plant Manager 
Emergency Plan Procedure PMP 2001 EPP 007, "Security Actions 
During Emergency Conditions " Receipt form encl 

* Indiana U hi.chlgan Electric Co 02/05/07 NRC - No Detailed 
Affiliation OiV.en Ip 13333 279 24X Fiche 50-315, 02/03/25, 

0206020005 ^ 


— 0206020096 Public version of Revision 1 to Plant Manager Emergency 
Plan Procedure PMP 2001 EPP 007, "Security Actions During 
Emergency Conditions " Revised indet end 

* Indiana Si Michigan Electric Co 02/03/07 18pp. 13333,880 

24X Fiche 50-313, 82/05/25, 0206080005 


0206080320 Forwards response to 8A Varga request for mods to two items 
of security training & qual if ication plan amends submitted 
on 611130 re documentation retention security force night 
usage of weapons Encl withheld iref 10CFR2 790) 

MERINO, R F Indiana & Michigan Electric Co 82/05/27 DENTONtH R 
Office of Nuclear Reactor Regulation, Director 3pp 13320 279 
24X Fiche 50-313,02/05/37,0206080320 


320617D300 Forwards modified amended security plan, in response to NRC 
820487 request re deficiency In key (i lock control sys 
Flan withheld <ref iOCFRS 790) 

HUNTER,R S Indiana & Michigan Electric Co 02/06/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp 13331,011. 

24 X Fiche 50-315,88/06/07,8206170300 


8206140271 Releases public version of revision to emergency plan 
procedures 

FELTON, J M Division of Rules and Records 02/06/00 Document 
Management Branch Ip 13500 049 24X Fi ch s' 90-313, 02/06/00, 

8806140271 


— B2O614027S Forwards public version of Revision 1 to Emergency Plan 
Procedures PMP 2001 EPP 005 re personnel evacuation 4< PMP 
2081 EPP 021 re activation & operation of operations staging 
area & personnel accountability 

CARTEAUXiP Indiana U Michigan Electric Co 02/03/26. NRC - No 

Detailed Affiliation Given. ip 13308‘050 24X 

Fiche 30-315,02/06/08,8806140271 


--8206140200 public version of Revision I to Emergency Plan Procedures 
PMP 8001 EPP 005 re personnel evacuation 6 PMP 2081 EPP 02i 
re activation & operation of operations staging area Si 
personnel accountability. 

DUFFY.O P Indiana Zt Michigan Electric Co 02/05/38 t4pp 
13503 OSl 24X Fiche 50-313,88/06/08,0206140871 


0206220924 Forwards IE Insp Repts 30-315/82-09 tt 30-316/08-09 on 
880329-31 No noncomp 1 lance noted. 

PAPER IELLOj c. J Division of Emergency Preparedness tc Operational 
Support, 02/06/00 DOLAN, J E American Electric Power Co , Inc. 
Spp 13371 807 24X Fiche 30-313,09/06/00,8806280284 


— 8S06220932 IE Insp Repts 50-313/02-09 6 50-316/82-09 on 820329-31 No 
noncomp 1 lance noted Major areas Inspected observation of 
emergency e icerclse involving Integrated response from State 
of HI local counties FEMA/NRC exercise scenario end 
JANOSHA,A O , AXEL8QN.W L , PAPER IELLa,C Division of Emergency 
Preparedness Si Operational Support 88/06/04 80pp 13571 S09 
84X Fiche 30-315.82/06/00,0206220824 


820615032B Requests exemption from fire protection raqu Irement s, App R 
of 10CFR50 40, Sections 1 1 ! 0, 1 1 1 J 6 II I 0 Detailed 
reanalysls of safety sys 6 formal seismic re-evaluation 
required Compliance schedule encl 

MUNTER.R 0 Indiana t Michigan Electric Co 02/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director llpp 13505 251 
84X Fiche 50-315,68/06/11,0306150320 


8806160146 Relaases public version of instruction or procedure 
temporary sheets for emergency plan implementing procedures 
FELTON, J M Division of Rules and Records 82/06/14 Document 
Management Branch Ip 13538 186 S4X Fiche 50-315,02/06/14, 
8806160146 


— 0206160131 Forwards public version of instruction or procedure 
temporary sheets for emergency plan implementing procedures 
* Indiana & Michigan Electric Co 02/06/03 NRc - No Detailed 
Affiliation Given Ip i3530> 187 24X Fiche 50-313,82/06/14, 

0206160146 


—0206160156 Public version of instruction or procedure temporary sheets 
for emargency plan implementing procedures 

a Indiana Hlchigan Electric Co 82/06/03 60pp. 13330.180 

24X Fiche 50-315,82/06/14,0206160146 


8206160277 Releases public version of reissued emergency plan 
Implementing procedures 

FELTON, M Division of Rules and Records 02/06/14 Document 
Management Branch Ip 13539 831 84X Fl che 50-315, 02/06/14, 

0206160277 


— B2O6I6O202 Forwards public version of reissued Revision 1 to Emergency 
Plan Implementing Procedures PMP 2001 EPP 005 re personnel 
evacuation & PHP 8001 EPP 021 re activation & operation of 
operations staging area W/o PMP 2081 EPP. 021. 

* Indiana U Michigan Electric Co 02/05/20 NRC - No Detailed 
Affiliation Given ip 13539 838 84X Fiche 50-319,02/06/14, 

0206160277, 


— ^0806160286 Public version of reissued Revision 1 to Emergency Plan 
Implementing Procedure PMP 3081 EPP 009, '^Personnel 
Evacuation " 

e- Indiana U Michigan Electric Co 82/05/80 7pp 13539.333 
24X Fiche 50-315102/06/14.0206160877 


0206160320 Releases public version of Page 6 of 7 to Emergency Plan 
Pracedure EPP App ^ "Telephone Numbers for Key Plant 
Personnel " 

FELTON, J M Division of Rules and Records 02/06/14. Document 
Management Branch tp. 13539’ 241 84X FI che 50-31 5, 88/06/14, 

8206160320 


— '6806160325 Forwards public version of Page 6 of 7 to Emergency Plan 
Procedure EPP App A, ''Telephone Numbers for Key Plant 
Personnel " 

e Indiana 6 Michigan Electric Co 02/06/01 NRC - No Detailed 
Affiliation Given Ip 13539 242 24X Fiche. 90-319, 02/06/14, 

8806 16 0320 


— ’0206160329 Public version of Page 6 of 7 to Emergency Plan Procedure 
EPP App A, "Telephone Numbers for Keg Plant Personnel " 

Revised index encl 

« Indiana 6 Michigan Electric Co 82/06/01 Spp, 13539.243, 

24X Fiche. 50-315,02/06/14,0806160320 


8206210291 Corrects util B20S04 Itr which responded to NRC 020430 
request for addl info re fire protection - App R compliance, 

HUNTER, R 8 Indiana & Michigan Electric Co 02/06/14 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp 13959 079, 

24X Fiche 90-319,82/06/14,8206210291 


8206230045 Releases public version of revised emergency plan procedure, 
FELTON, J M. Division of Rules and Records 82/06/17 Document 
Management Branch Ip 13593:320 24X Fiche 90-315,82/06/17, 

0806230045 


--8206230047 Forwards public version of Revision I to Emergency Plan 
Procedures PMP 2000 EPP 010, "Toxic Gas Release Guidelines " 

4 Indiana U Michigan Electric Co 02/06/04 NRC - No Detailed 
Affiliation Given Ip 13993 381 24X Fiche. 50 -319, 08 / 06/17, 

9206230045 
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0206230050 Public version af Revision 1 to E’dierg^ncy Plan Procedure 

PHP 2080 CPP 010» "ToJiic Oas Release Ouidelinos " 

» Indiana & Michigan Electric Co 02/06/04 7pp 13593 332 
24X Fiche 50-313.02/06/17.020623004 5 


82063404B3 Releases public version of licensee nntace of cancellation 
Of effleraeney plan prqceifure 

FELTON. J M Division of Rules and Records 33/06/10 Docujnent 
Managem-ent Branch Ip 13620 lOS 24X Fiche 50-31 5. 02/06/18. 
8206240483 


B206S404B4 Forward* public version of notice of cancellation of 

Efliergancti Plan Procedure PftP 2081 EPP 033 re activation of 
emeroencu control ctr 

a Indiana &< Michigan Electric Co 02/06/07 NflC - No OetaiJed 

Affiliation Given Ip 13620 106 24X plche 50-31 5. S2/06/J &. 

8206240403 

0206250009 Public version of notice of canc sllat t on of Emergency Plan 

Procedure PUP 2001 EPP 023 re activation «« operation of 
•fnergoncg control ctr Procedure superseded by Procedure PMP 
2081 EPP 022 Revised Indeit enc i 

» Indiana 6 Michigan Electric Co 02/06/07 I3pp 13620 J07 
24)( Fiche 5 0-315.02/06/10,8206240403 


P Operating license stage documents 6 comes putidenca 


8206030323 Summary of 020430 meeting w/util In Oefehasda.MD re 
continued safe operation of plant Attendee list end 
ClLIMBEROiR L Operating Reactors Branch I 02/05/21 Operating 
Reactor* Branch 1 7pp 13342 301 24X Fiche 50-315,82/05/21. 

B206O30323 


8206040214 Revises reporting requirements in response to 820420 1 tr re 
safety relief valve failures b cha I Unges. p er THl Action 
Plan NUREO-O737f Item ri K 3 3 Challonga* which occur after 
000401 will be reported in annual operating rept 

HERtflOrR F Indiana tk Michigan Electric Co 82/05/38 DENTON. H R 
Office of Nuclear Reactor Regujafeion. Director 2pp 13360 014 
24X Fiche 50-313.82/05/20,8206040214 


0206150453 Forwards Tech Spec Page* 3/4 2-3 it 3/4 2-17. Inadvertently 
onittfd from 8S0304 transmittal of Amend 38 to License 
^pg«74 Amende 54 ti 40 to Licenses 0PR-5fl 6 OPR-74. 

Taepectively. listed incorrect dockets 

OrUiNBERO.R Oparating Reactors Branch 1 03/06/08. DOLAN. xl 

Indiana it Michlgam Electric Co 2pp 13523 103 34X 

Fiche. 80-315. 82/06/00, 8206150433 


— 6206180454 Tech Spec Pages 3/4 2-3 it 3/4 2- 17. Inadvertently omitted 
from 820304 transmittal of Amend 30 to License DPR-74 
e Operating Reactors Branch !• 62/06/08 2pp 13523 105 24X 

Fiche 50-31 5. 02/06/0 0 . 0206 1 50453 


8206140155 Forwards addl info re upgraded senior reactor operator & 
reactor operator training it training for mitigating core 
damage in response to 620303 request Info re hot license 
(r eplactflient) training in response to Item 1 A 2 i enci, 

HUNTERiR S Indiana 8. Michigan Power Co 82/06/09 OENTON, H. R 
Office of Nuclear Rasetor Regulation. Director 140pp 13404 001 

24X rich*' 50-315, 02/06/09. 8206140155 


8206160312 Foruardt affidavit in support of withholding proprlstary 
Info contained in Attachment 5 to 820407 application for 
upratlng 4c Cycle 4 reload re spent fuel storage array 
criticality safety analyses 

hunter. R. 3 Indiana fc Michigan Electric Co 82/06/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 13521.288 
24X Fiche, 50-315. 6;2/06/tir 8206160312 


8206290386 Forwards Phase la response to NUREO-0612 re control of 
heavy loadi.Phasa la is raiubmlttal of part of response to 
8ection 2,1 of Enel 3 of DO Eisenhut 0O1S22 1 tr Response 
to technical evaluation rept alio end 

HUNTER. R S Indiana «< Michigan Electric Co 82/06/18 DENTON, H ft 
Office of Nuclear Reactor Regulation. Director 44pp 13631 ' 065 
24 X Fiche 50-315.02/06/18.0206290389 


Q Inspection report*. IE Bulletins U correspondence 


0203040147 IE Info Notice 62-15. "Notification of NRC ’■ Sve List end 
DEVOONOjR. C. Director^* Office. Office of Inspection and 
Enforcement. 82/09/28 t07pp, 13 4 26 095 24X 

rich a* 50-000t 82/05/28.8202040147, 


8204210370 EE Info Notice 02-16. "HPCl/RCtC High Steam Flow Setpoints » 
6v< list end. 

JORDANiE L. Division of Engineering I; Quality Assurance 82/09/20 
lOSpp 13440 264. 24X Fiche; 90-000. 82/09/28. 8204210378 


0206020533 Ad receipt uf 020513 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-315/02-04 6 
30-316/83-04 

SPES8ARD.R L Division of Project & Resident Program's 02/05/26 
DOLAN, J E Indiana 6 Michigan Electric Co DOLAN. J E American 
Electrii. Power Service Corp ip 13324 279 24X 

Fiche 30-315. B2/05/2B. 0206020533 


— 8206020541 Responds to NRC 020401 Itr re violations noted in IF Irsp 
Repts 50-31 9/02'*O4 6 90-316/02-04 Corrective actions 
suppliers of calibr sves for test equipment will be required 
to be on qualified suppliers list 

HUNTER. R S Indiana S* Michigan Electric Co 02/05/12 

KEPPLER.J 0 Region 3, Office of Director 5pp 13324 200 i'4K 

Fiche 30-31 9.82/05/28. B206020933 


82042(0300 I£ Dulietin 02-02. '^Degradat ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants 
Eve list end 

DEYQUNO. R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 iOBpp 13S27 190 24 X 

Fiche 90-000.02/06/02,8204210300 


0206220234 Forwards IE Insp Repts S0-315/B2-09 it 50-316/02-0*? on 
620329-31 No noncompl lance noted 

PAPERJELLO.C J Division of Emergency Preparedness 8t Oporatloiial 
Support 02/06/00 DOLAN. J E American Electric Potner Co . Inc 
DOLAN. J E Indiana & Michigan Electric Co 2pp 13571 207 24X 

Fiche 30-315.02/06/00,8206220324 


—6206220232 IE Insp Repts 90-315/02-09 it 50-316/02-0? on 820329-31 N.. 
noncomp 1 lance noted Major areas Inspected observation of 
emergency exercise involving integrated response from State 
of MI It local counties FEMA/NRC exercise scenario end 
UANUSKA.A G , GRANT. W B . SMITH.M U Division of Emergency 
Praparadness it Operational Support 02/06/04 20pp 13571 209 
24X Fiche 90-319,82/06/0010206220224 


8204210303 IE Info Notice 82-17, "Overpressur i lation of HCS " Bvt. lifit 
ene I 

JORDAN, E L Division of Engineering U Quality Assurance 82/06/11 
106pp 13675 290 24X Fiche 50-000.82/06/11,8204210383 


8204210304 IE Info Notice 82-10. "Assessment df Intakes of Radioactive 
Matl by Workers " Sve list end 

OEyOUNO. R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 120pp 13679 109 24X 

Fiche 50-000.02/06/11.6204210384 


6206160273 Forwards response to safety evaluation on environ 
qualification of saf ety-related electrical equipment 
transmitted in NRC 810926 Itr, per IE Bulletin 79-011] 

Submittal does not reflect Generic Ltr 82-09 

HUNTER.R 3 Indiana 6 Michigan Electric Co 02/06/11 DENTON. If R 
Office of Nuclear Reactor Regulation, Director l.aOQFP 13548 027 
24X Fiche 90-315.02/06/11,8206100273 


0206220221 Act receipt of 020607 Itr informing NRC of steps taken to 
correct violations noted in NRC 02042? Itr 

HIND, J A Region 3. Office of Director 03/06/17 DDLAN.U E 
American Electric Power Service Corp DOLAN. J E Indiana it Michigan 
power Co Ip 13571 263 24X Fiche 90-31 9. 02/06/1 7. 02062203?! 


R Periodic operating reports l< related correspondence 


820601D39S Forwards monthly operating rept for Apr 1982 

SMITH.M 0 Indiana & Michigan Electric Co 82/05/18 Office nf 
Management and Program Analysis Ip 13301 347 24X 

Ficha 90-316.02/05/13.0206010355 


— 6206010361 Monthly operating rept for Apr 1902 

MIOHT.A Indiana 6 Michigan Electric Co 82/09/05 6pp, 
13301.348 24X Fiche 50-316.83/05/13.0206010399 


S Reportable occurrences, LERs It related correspondence 


8205290329 Forwards updated LER 79-031 /03X- 1 it LER 03-O38/O3L-O 
SMITH^W 0 Indiana U Michigan Power Co 82/09/19 KEPPLER. J 0 

Region 3, Office of Director Ip 13240 390 24X 
Fiche 50-316.82/05/19.8205250239 


—8205260008 Updated LER 79-03I/03X-I on 790911 it IS. elavablon 
containment airlock interlock did not prevent opening of 
outer door w/inner door open Caused by fleninp of interlock 
support bracket preventing signal from engaging paul 
MIZNER.-D 0 Indiana it Michigan Power Go 02/05/19. Regson 3> 
Office of Director ip 13340; 151. 24X Fiche 90-316.82/05/19. 

B20539D22? 
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— 82032^0015 LER 02-O30/O3L-O on 920420# steam generator 3 stop valve dump 
valve MflV~232 removed from hvc to repair seat leakage# 
leading to valve in loss conservative configuration than 
Tech Spec req,q,uiren)ent Seat ring replaced 

PIEHL- R H Indiana fy Michigan Power Co 82/05/17 Region 3, 

Office of Director Ip 13240 352 a4X Fiche 30~3t6. 02/03/19# 
820325D2S? 


320A020054 Forwards LER 82-039/03L-0 

SMITH, U G Indiana & Michigan Electric Co 02/05/24 KEPPLER# J G 

Region 3# Office of Director Ip 13321 357 24X 

Flthe 50-316. 82/05/24# 8206020054 


— 8206020061 LER 9a-039/03L-0 on S20424, low flow alarm would not door 
after containment air particulate & gaseous radiation 
monitor sys <R~lt/B-l2) sample pump stopped to perform 
required sampling Pump St flowmeter replaced 

PALMER, R A Indiana f* Michigan Electric Co 02/03/24 Reqion 

3, Office of Director 2pp 13321 358 24X Fiche 30-316, 

82/05/34. 8206020054 


B206020296 Forwards LER a2“040/OlT-0 

SMITH#W Q Indiana ?# Michigan Power Co 02/03/25 KEPPLER, J 0 
Region 3. Office of Director Ip 13320 342 24X 

Fiche 50-316. 02/05/25# 0206020296 


— 8206020300 LER 92-040 'OlT-0 on 02031 1 . dur Ing design change review# 
piping at containment air sampling penetrations discovered 
overstressed due to addition of padlocks ^ chains Padlocke & 
chains replaced w/1 igh tweight seats 

PALMER# R A Indiana Michigan Power Co 02/05/25 Region 3# 
Office of Director Spp 13320 343 24X Fiche 30-316.02/05/25# 

8206020296 


0206040339 Forwards LER 02-041 /03L-0 

SMITH. W O Indiana 6 Michigan Power Co 82/03/26 KEPPLER, J 0 

Region 3# Office of Director Ip 13352 358 24X 

Fiche 50-316. 02/05/26# 0206040339 


—0206040342 LER 82-041/03L-0 on 020427. during surveillance teo ting# axi at 
power distribution .nonitoring sijs detector 0 FO) limit 
setpoints was incorrect Caused by use of incorrect data 
during test performance Procedures revised 

PALMER. R A Indiana & Michigan Power Co 02/03/26 Region 3# 
Office of Director 3pp 13352 359 24X Fiche 50-316# 02/05/86# 

8206040339 


8206070053 Forwards LER B2-042/03L-0 

S'MITH. U Q Indiana t* Michigan Power Co 82/03/27 HEPPLCR# J Q 

Region 3. Office of Director Ip 13307 350 24X 

Fiche 50-316. 02/05/27# 0206070833 


—8206070059 LER 08~O42/O3L-O on 020420# low pressure alarm XPA-153 for 
emergehcy air supply to NnV-153 actuated at 620 psig Cause 
not stated Setpoint re-evaluated 

PALMER. R A Indiana & Michigan Power Co 0P/O3/27 Region 3# 
Office of Director Ip 13307 359 24X Fiche 30-316/02/05/87. 

0206070053 


6206100203 Forwards LER 01-0S8/03X-1 

SWrTHtW 0 Indiana U Michigan Power Co Q2/06/03 KEPPLER, J 0 

Region 3, Office of Director, Ip 13453 339 24X 

FI ch*' 30-316# 02/06/03# 0206100203 


--0206100287 LER 0I-O3B/O3X-1 on ail023#RC9 leak rate estimated to bo In 
excess of tech Spec limits Caused by Crosby 8x3 style 
JD-a3-3 valve found to be lifting at 230 psig rather than 
600 psig setpoint Valve replaced 

UIZNER, D 0 Indiana 6 Michigan Power Co 02/06/03 Region 3# 
Office of Director Ip 13433 360 a4X Fiche 50-316.02/06/03# 
8206100203 


8206100155 Forwards LER 82-043/03L-0 

SMITH# Id 0 Indiana & Michigan Power Co 0S/O6/O4. KEPPLER# J 0 
Region 3# Office of Director Ip 13445 246 24X 

Fiche 50-316.02/06/04,0206100155 


—0206100199 LFR 02-O43/O3L-O on 020506# opera tor on tour noted fire 
barrier door 308 would not latch properly when closed by 
door closure Apparently caused by normal usage Latch 
lubricated U reinstalled Door adjusted 

JACQUES. P H Indiana & Michigan Power Co 82/06/04 Region 3# 
Office of Director Ip 13445 247 a4X Fiche 50-316.88/06/04# 
8206100155 


0206150196 RD on 020603# field Insp of panel VCC 2ADV-A showed panel to 
have mounting details different from drawings. Temporary 
lateral bracing Installed Installation of permanent mod In 
progress 

BMITHrW.G Indiana ?< Michigan Electric Co 02/06/04 KEPPLER, J. 0 

Region 3# Office of Director Ip 13501 354 24X 

Fiche 90-316r 02/06/04# 8206150178 


0306170222 Forwards LERs B2-044/03L-0 & 02-04 5/03L-0 

SMITH# H O Indiana & Michigan Electric Co 02/06/11 KEPPLER# J 0 
Region 3# Office of Director Ip 13534 334 24X 

Fiche 50-316,82/06/11.8206170222 


—0206170226 LER B2-044/03L-0 on 820518# during surveillance tasting# loss 
of bistable FP-44SA setpoint for loop 4 reactor coolant 
detected Caused by instrument setpoint drift Model 
63U-AC-0HAAF replaced, cal Ibr returned to avt 

PALMER. iR A Indiana Michigan Electric Co 68/06/11 Region 
3, Office of Director 2pp 13534 335 24X Fiche 50-316# 

82 /06 / 1 1 . 8206 1 70222 


— 0206170233 LER BH-045/03L-0 on 820513# during normal operation # uperator 
noted fire door 461 would not latch properly due to loose 
latch cover Caused by screws used to secure cover in place 
falling out Mew screws installed 

JACQUES.P H Indiana & Michigan Electric Co B2/06/11 Regitin 

3# Office of Director Ip 13534 337 24X Fiche 50-316,0 2/06/11# 
0206170228 


8206240333 Forwards LER e2-046/03L-0 

SMITH.W O Indiana «< Michigan Power Co 82/06/17 KEPPLER# J 0 
Region 3# Office of Director Ip 13603 181 84X 

Fiche’ 50-316# 82/06/17, S206240333 


— 8206240335 LER 02-O46/O3L-O on B20S20#west centrifugal charging pump 
removed from sve to repair leaking 1/8-inch threaded seal 
water line elbow at inboard mechanical seal HX Cause of leak 
undetermined Fitting removed ?< threads cleaned 

PIEHL, R K Indiana & Michigan Power Co 82/06/17 Ragion 3# 
Office of Director Ip 13603 102 a4X Fiche 50-316# 82/06/17# 
0206240333 


0206240345 Forwards LER B2-047/03L-0 

SMITHiW 0 Indiana & Michigan Power Co 02/06/17 KEPPLER# J 0 
Region 3# Office of Director Ip 13603 1 60 24X 

Fiche 30-316, 02/06/17# 0206240345 


—0206240349 LER 88-047/03L-0 on 020603, insp revealed that installation 
of valve control 2-A8V-A did not conform to design drawing 
Caused by Inadetiuate installation during const Emergency mod 
initiated 

UIZNER.D 0 Indiana & Michigan Power Co 82/06/17 Region 3# 
Office of Director 2pp 13603 161 24X Fiche 50-316.82/06/17# 

0206840345 


8206290053 Forwards LER aa-O40/O3L-O 

SMITH.W 0 Indiana it Michigan Power Co 82/06/83 KEPPLER. J 0 
Region 3. Office of Director Ip 13635 834 24X 

Fiche 30-316. 03/06/23.0206270053 


—0206290062 LER eS-O40/O3L-O on 020524# safety stop pin in tract of 
pressurlior heater transformer room overhead door 
discovered Caused by personnel error Pin removed Ltr sent to 
all personnel re proper use of pins 

WIZNER.D 0 Indiana Michigan Power Co 02/06/23 Region 
Office of Director Ip 13635 235 24X Fiche 50-316,82/06/23# 

0206870053 


DOCKET 50-317 CALVERT CLIFFS WCLEAR POWER PLANT# UNIT 1 


F Security# medical# emergency 1< fire protection plans 


02060100B6 Advises that changes to security p Ian# identif 1 ed as ttevlsion 
0# have been advi^uatelg incorporated into approved physical 
security plan & are therefore acceptable 

CLARK.R A Operating Reactors Branch 3 02/05/10 OWIAZDOWSKl. E 

Baltimara Oas & Electric Co 2pp 13331 224 24X 

Fiche 30-317# 02/09/10# 8206010086 


0206100234 Forwards IE Emergency Preparedness Appraisal Repts 
30-317/01-17 8. 30-310/91-10 on 011005-16 No noncompl lance 
noted 

SMITH#© H Division of Emergency Preparedness It Operational Support, 
02/03/26 LUNDVALLiA E naltimore Gas 6 Electric Co 30pp 
13493 076 24X Fiche 50-317. 88/05/26# 02061 00234, 


— 8206100241 IE Emergency Preparedness Appraisal Repti SO-SlT/ai — l? (t 
50-318/01-18 on 011005-16 No noncompliance noted Major areas 
inspected selected procedures It representative records# 
emergency facility 8c eaulpment 

ROHRER# D # KINNEY# W . SAKENAB.C Division of Emergency 
Preparedness U Operational Support 82/09/04 69pp. 13453:135 

24X Ftche 50-317# 88/05/26# 0206100234 
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620&140056 Fortuarda addl info re use of uiater curtains in protection 
of ad d 1 docruiays U openings in fire Earners Calculations 
will be performed by 920730 to confirm operability of sys 
far addl doors Oporabi 1 1 ty of Unit 1 sys confirmed 020429 
LUr^DVALL.A E Baltimore Gas & Electric Co Q2/O6/O0 CLARK, R A 
Operating Reactors Branch 3 4pp 13484 296 ?4X 

Fiche 50-317 , 02/06/00,82061400 5 0 


P Operating license stage documents ♦ correspondence 


62062'30007 Addl response to FOIA re<iuest for eight categories oi 
documents Foruards documents listed in app Financial info in 
Documents 3-54,3-55 & 5-U deleted 

FELTDW, J M Division of Rules and Records 02/04/29 HCMURRAY. f M 
Kirkpatrick, Lockhart, Hill. Christopher b Phillips 21pp 
13604 044 24X Ficho 50-000,82/04/29.0206230007 


— BLI1170117 Summary of 811023 meeting to assess in-house availability s< 
completeness of control sys infb on operating plant ror 
A-47 reviews Meeting scheduled for 011109 to discuss 
findings of nonsafety control info 

SZUKIEWICZ^ A J Generic Issues Branch 01/10/28 KMIEL,K 
Generic Issues Branch 3pp 1350 5 347 24)( Fiche SO-000, 

62/04/29, B206230007 


>6111230007 Submits alternate r ecnovnendations for facititihs to he 
reviewed re designs & identification of control sys uhose 
failure would have significant safety implications 
SZUKIEWICZ, A J Generic Issues Branch 81/10/07 BASDEKA6, L> I 
Instrumentation ?« Control Branch 4p 65710 239 24X 

Fithe 50-000,82/04/29.0206230007 


6206280071 Addl response to FDIA req^uest for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App g available in FDR Confidential financial 
info deleted 

FELTONr J M Division of Rules and Records 62/05/12 MCMURRAV.f H 
Kirkpatrick, Lockhart, Hill, Christopher & Phillips 2Bpp 
i3636 055 24X Fiche 50-000,82/05/12.6206280071 


-'’'>8103020313 Updates Q01282 memo re decisions for degraded cooling 
rulofnaking Bteerlng group to issue justification for 
rulemaking activity tn advance of agreement On quantitative 
safety goal Examples of valve misoperatlon provided 
MEDEIROS, h 8 Reactor Si^stems Standards Branch 81/0-2/02 

ARLOTTO, 0 A Division of Engineering Standards 20pp 13630 102 

24X Fiche 30-000.62/05/12,8206260071 


6206020589 Approves licensee B10707 request for withholding of 
Teeponies to NRC questions re C-E fuel performance 
oiefchodologg CeN- 161 (Dl-P, “ Improvements to Fuel Evaluation 
Model 

CLARK. R A Operating Reactors Branch 3 82/03/20 LUNDVALL.A C 

Baltimore Oas tt Electric Co 3pp 13339 034 24X 

Fiche 80-317, 82/05/20, ■6206030509 


0206000146 Forwards Amends 70 6 53 to Licenses DPR-53 & DPR-69, 
respectively U notice of issuance & ayalUbility Amends 
delete nonrad iological water quality-related requirements in 
current ETS 

CLARK. R A Operating Reactors Branch 3 82/05/26 LONOVALL,A E 

Baltimore Gas Ic Electric Co 4pp 13441 240 24X 

F I c h e : SO-3 1 7. 02/05/26, 82060001 4 6 


— 8206080151 Amends 70 Ir 53 to Licenses DPR-93 6 DPn-69» respect Ively, 
revising App B ET8 tg delete nonrad iologi cal water 
qua litv''related requirements 

CLARK, R A Operating Reactors Branch 3 82/05/26 3Bpp 

13441 244 a4X Fiche 30-317,82/05/26,0206080146 


— 0206000157 Notice of issuance availability of Amends 70 U 53 to 
Licenses DpR-53 6 DPR-69. respec ti Vely 
CLARK, R A Operating Reactors Branch 3 82/05/26 2pp 

13441 202 24X Fiche 50-317,82/09/26,0206080146 


ting w/util to discuss resolution 
safety implications of 
hermal shock 

'' "'i/nn/27 CLARK, R A 


steam 
UR A 


5206030511 Forwards Info requested in NRC 920 136 Itr rf> NUPFG-O/J, 
Items IA2I t If 04 on upgraoing reactor operaf-or 
senior reactor operator training qual i f icat t ans i, training 
to mitigate core damage, respoc t ively 

LUNDVALL.A £ OaitimorE Gas & Electric Co 83/05/28 CLARK A 
Operating Reactors Branch 3 I6pp 13324 ?G5 34Y 

Fiche 50-317, 92/05/38, 9206G2051t 


B206160003 Informs that HRC considers multi-plant issue. 'Boren 
Solubility During Long-Term Cooling Follouilng LOCA, " closed 
based on review of ‘'71110,780207,0331 020517 <tubmii-ta]s 

CLARK, R A Operating Reactors Branch 3 62/06/03 LUNDVALL.A F 

Baltimore Gas f. Electric Co 3pp 135P3 291 24X 

Fiche 50-317 82/06/0?. 6206160003 


8206140088 Forwards response tcj Generic Utr 92-10 requesting dei-rJilirf 
schedule info re post-Tfll requirements 

LUNDVALL.A E naUimore Gas x, Electric Co 03/06/04 ElSENHUlill 0 
Division of licensing 3pp 13497 173 34X Fiche 50-317,82/06/04, 

8206140088 


6306160336 Submits confirmatory items re 030601 memo concerning revieij 
of Cycle 6 reload Imposition of addl regulatory requirements 
are backflt items w/little real value when compared to 
impact resulting from imposition of requirements 
hiOVAK. T h Assistant Director for Oppiating Rpoctors Q3/06/04 
6PE1S. T Assistant Director for Reactor Safety ip 13569 J.16 
34X Fiche 50-317.83/06/04,0206180336 


93061C0091 Forwards response to S30120 request fur add! info re 
NUREG"0737. Items II K 3 2 4- II K 3 17 re power operated 
relief valve 6 ECC8 sys fai lures, respec tivc ly 

LUNDVALL.A E BaUimore Gas U Electric Co 83/06/07 CLARK , If rt 
Operating Reactors Branch 3 llpp 13440 305 SAX 
Fiche 50*317.82/06/07,9206100091 


Q206090153 Generic Ltr 02-11 to all LNR reactor plant liconsees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event W/o anc i 

EISENHUT, D G Division of Licensing 02/06/09 HAU9PUR0, A 
Consolidated Edison Co of New York SCOVILUE, J J Potomac Llectrli 
Power Co LUNDVALLiA E Baltimore Oas & Electric Co ]3pp 
13557 349 24X Fiche 50-000,02/06/09,0206090103 


Q206140380 Notifies that fee to be remitted due to deletion of 
nonradlolog ical water quality conditions from Tech Specs to 
Licenses DPR-53 & DPR-69 

MILLER.W 0 License Fee Management Branch 85/06/10 LUNDVAl L. A i 
Baltimore Oas 6 Clectric Go Ip 13509 301 24X 

Fiche 50-317,02/06/10.0206140300 


8206210004 Notification of 020610 meeting w/util in Defchesda.MU to 
discuss questions from consultant on cable separation 
JAFFE,DH Operating Reactors Branch 3 82/06/11 Cl ARK, R A 

Operating Reactors Branch 3 2pp 13583 010 04X 

Fiche 50-3i 7, 02/06/11.0206310004 


0206290221 Application for amend to License DPn'”53r consi at ing of 
proposed changes to Tech Spec Table 3 7-4 re saf ety-reloted 
hydraulic snubbers 

LUNDVALL.A E Baltimore Oas 8, Electric Cp 02/06/17 CLARK, li A 
Operating Reactors Branch 3 3pp 13635 338 24X 

Fiche 50-317.02/06/17.0206290221 


—8206290231 Proposed changes to Tech 8psc Table 3 7 -4 re saf oty-r elatr d 
hydraulic snubbers 

e Baltimore Gas It Electric Co 82/06/17 4pp 13635 341 24X 

Fiche 50-317.02/06/17,0206290221 


8206290503 Summary of 030524 meeting ui/util in Baltimore, MD re 
identification & resolution of priority licensing issues 
Establishment of contract w/utll to resolve selected 
licensing issues suggested First draft issued 

UAfFE.D h Operating Reactors Branch 3 02/06/21 Operatihn 

Reactors Branch 3 3pp 13659 007 24X Fiche 50-317, 02/06/ «| . 

8206290583 


8206390509 Summary of 020614 meeting w/utH In QatheBda,l1D re r aruiH 
steam generator tube damage. Util response requested re 
processing of analytic data In vicinity of support plates U 
on evaluation of tube data. 

JAFFE, D H Hcfhslng Branch 3 02/06/21 Licensing Branch 3 

5pp 13650 1 07 24X Fiche 50-317.02/06/21,0206290399 


8206300393 Forwards safety evaluation re NUREO-0737 t Item II E I P. 
'"Aoiiliary Feedwater Automatic Initiation 4< Flow 
Indication " Design features meet requirements Periodic 
testing of steam generator channels required 

CLARK. R A Operating Reactors Branch 3 82/06/21 LUNDVALL.A f. 

Baltimore (fas 6 Electric Co 2pp 13670,290 24x 

Fiche 50-317,82/06/21,8306300393 
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— 8206300406 Safety evaluatiiin re reliability of auxiliary fecdtJdter sijG 
Dasigri features meet requirements of NURE0-0737 p Item 
JI E 1 2 Periodic testing of steam generator differential 
pressore instrumentatlan channels required 

* Operating Reactors Branch 3 B2/06/2t 3pp 1367B 292 24X 

Flcha 50-317,02706/21.8206300393 


8206290106 Advises that util uill participate in resolution of 
Unresolved Safety Issue A’-q9, '*Pressurl led Thermal Shociti'' 
based on 620615 meeting Participation in Issue A-47i "Bafety 
Inplications of Control Sys, " not decided 

POJWBEXTER.C H Baltimore Oas Electric Co 82/06/22 DENTON. H H 
Office of Nuclear Reactor Regulation. Director HANAUER. S H 
Division of Safety Technology 2pp 13634 323 24X 

Fiche 30-317. B2/06/22i 8206290106 


5206300020 Notifies that design S' safety analysis reported for Unit 1, 
Cycle 6 is valid as result of independent analysis No 
impurities wh ich might have adverse effect on cladding 
found C-E reports no problem u/as-fab r 1 rate d boron pellets 
LUNDVALt^.A E Baltimore Oas li Electric Co 82/06/24 CLARK. R A 
Operating Reactors Branch 3 3pp 13656 033 24}( 

Fit he 30-317.02/06/24.9206300020 


Q Inspection reports. lE Bulletins 8< correspondence 


8206070199 Describes actions to Improve mgt controls over corrective 
action sys A lOCFRSO S9 re safety evaluations for facility 
changes per IE Performance Appraisal Insp Repts 30-317/82-01 
t 50-318/82-01.10 response to NRC 820414 Itr 

LUNOVALL. A E Baltimore Gas 8. Electric Co 02/05/13 TAVLOR. J M 
Division of Reactor Programs 4pp 13369 218 24X 

Fiche 50-317 . 02/05/13.82 06070199 


B206040107 Foruards IE Safeguards Insp Repts 50-317/82-09 it 
50-318/82-00 on 020412-16 No none ortip 1 lance noted 

NARTiNi T T Division of Engineering it Technical Programs 02/05/21 
RONMAKFR.N J Baltimore Oas it Electric Co 2pp 13347 075 24X 

Fiche 50-317.02/05/21.0206040107 


—0206040115 IE Safeguards Insp Repts 50-317/02-00 tt 50-318/02-00 pn 
020412-16 No noncompHance noted Major areas Inspected 
security plan it Implementation proccduros ^ security 
organiiatlon Details ulthheld (ref 10CFR73 21 > 

KCKEOWN.L M . CO0AN. N J , GDDY. A T Division of Engineering it 

Technical Programs 62/05/10 Ip 13347 077 24X 

Fiche 50-317.82/05/21.0206040107 


0206100190 Forwards IE Insp Repts 50-317/02-11 it 50-310/02-13 on 
020506-07 No noncompl lane e noted 

MARTIN. T T Division of Engineering it Technical Programs. 02/05/24 
LUNDVALL. A E Baltimore Oas & Electric Co 2pp 13453 350 24X 

Fiche 50-317.02/05/24,8206100190 


--02O61OO193 IE Insp Repts 50-317/82-11 if 50-310/02-13 on 020506-07 No 
nonconp 1 lance noted Major areas inspected salt water 
intrusion into steam generator it primary water leakage 
induced corrosion problems w/raactor coolant pump 
REYNOLDS. 8 D . DURR, J Division of Engineering it Technical 
Programs 02/05/19 Spp 13453 352 24X Fiche 50-317.02/05/24, 

0206100190 


8306170239 Forwards IE Insp Repts 50-317/02-07 U 50-318/82-07 on 
8204 1 3-05 li notice of Violation 

STAROSTECKir R Division of Project Resident Programs, 02/05/24 
LUNDVALL.A E Baltimore ©as Si Electric Co. 2pp 13538*001. 84X 
Fiche 50-317, 02/05/24, 0206170259 


—8206170270 Notice of violation from insp on 020413-0511 

STARDbTECKI . R Division of Project 4< Resident Programs 02/05/24 
Ip 13338,003 24X Fiche 50-317.02/03/24,8206170259 


—0206170290 IE Insp Repts 50-317/02-07 it 50-310/02-07 on 020413-0511 
Noncompliance noted failure to follow requirements for 
tagouts it failure to have operable hydrogen analyzer during 
Cycle S Page 6 withheld <ref 10CFR73 21) 

ARCHiTZELiR E . TRIMBLE, D C , MCCABE. E C Division of Project it 
Resident Programs 02/05/10, 20pp 13530 004 24X 

Fiche 50-317,02/09/24.0206170259 


8206100234 Forwards IE Emergency Preparedness Appraisal Repts 
50-317/81-19 & 90-310/91-10 on 011005-16 No noncompliance 
noted 

SMITH. 0 H Division of Emergency Preparedness 8( Operational Bupport 
82/09/26 LUNDVALL.A E Daltlmore Oas it Electric Co 30pp 
13493.096 24X Fiche 90-317.82/05/26.8206100234 


— 0206100241 IE Emergency Preparedness Appraisal Repts 50-317/01-19 8« 
90-318/01-18 on 011009-16 No none omp 1 lanc e noted Major areas 
Inspected selected procedures it representative records, 
emergency facility it equipment 

ROHRER. D . KINNEY. N . SAKENAS.C Division of Emergency 
Preparedness S' Operational Support 02/05/04 69pp 13493 135 
24X Fiche 50-317.02/05/26.0306100234 


0202040147 IE Info Notice 92-15, *'Notif 1 cation of NRC « Sve list end 
DEVOUNO, R C Director's Office. Office of Inspection and 

Enforcement B2/0S/2B 107pp 13426 095 24X 

Fiche 50-000, 82/05/20, 0202040147 


0204210378 IE Info Notice 02-16. "HPCI/RCIC High Steam Flow Setpoints •' 
Sve list end 

JORDAN. E L Division of Engineering it Quality Assurance 02/05/23 
t03pp 13440 264 24X Fiche 50-000.02/09/28.0204210378 


0204210300 IE Bulletin 02-02. <*Degradat ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEYDUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13927 ISO 24X 

Fiche 90-000.82/06/02,0204210300 


9206220960 Forwards IE Insp Rept 50-317/82-10 on 020503-07 No 
noncompliance noted 

MARTIN. T T Division of Engineering & Technical Programs 02/06/04. 

LUNDVALL.A E Baltimore Oas it Electric Co 2pp 135B0 113 24X 

Fithe 90-317.82/06/04.0206220960 


—8206220564 IE Insp Rept 50-317/02-10 on 020503-07 No none omp 1 lance 
noted Major areas inspected surveillance testing, malnt. 
preparation for ref uel 1 ng, ref ueling activities & followup 
on previous insp items 

PETRONE. C D . 0ETTENHAUSEN. L Division of Engineering St Technical 
Programs 02/09/24 7pp 13580 115 24X Fiche 50-317.02/06/04. 

0206220960 


0204210383 IE Info Notice 02-17, ^'averpressur 1 latlon of RCS 0vc list 
one 1 

JORDAN* E L Division of Engineering it Quality Assurance 02/06/11 
106pp 13675258 24X Fiche 50-000, 02/06/ 1 1 r 0204210303 


02O421O3B4 IE Info Notice 82-10. ''Assessment of Intakes of Radioactive 
Mat! by Workers Bve list end 

DEYQUNO,R.C. Director's Office, Office of Inspection and 
Enforcement 02/06/11 120pp 13675 189 24X 

Fiche 90-000.02/06/11,0204210304 


0206210501 Ack receipt of 020402 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/01-29 8* 

50-310/01-24 

MARTIN. T T Division of Engineering it Technical Programs 82/06/15 
LUNDVALLtA E Baltimore Gas it Electric Go 2pp 13502 398 S4X 
Fiche 50-317,02/06/15.0206210301 


— 0206210512 Responds to NRC B20304 Itr re violations noted In IE Insp 
Repts 50-317/81-29 it 50-310/01-24 Corrective actions 
nonfuel assembly SNM moved inside security fence 

LUNDVALL.A E Baltimore Gas it Electric Co 02/04/02 MARTIN* T.T 
Division of Engineering i Technical Programs 3pn 13502 360, 
24X Fiche. 30-317.03/06/15.8206210501 


0206200205 Updates Ic clarifies info previously submitted re IE Bulletin 
79-25, "Failures of Wastinghousa BFD Relays In Safety- 
Related 0ys " Annual maint/test Ing program set up Coils in 
NDFD relays will be replaced, 

LUNDVALL.A E Baltimore Oas & Electric Co 82/06/16 MAYNC0. R C 
Region 1. Office of Director 2pp 13624:221 24X 

Fiche 50-317.92/06/16,0206200209 


R Periodic operating reports S< related correspondence 


8206010437 Forwards monthly operating repts for Apr 1902 

LOTITO, E M Baltimore Gas l< Electric Co 02/09/17, Director's 
Office, Office of Inspection and Enforcement Ip 13313*225 24X 

Fiche 50-317,03/09/17.8206010437 


— 0206010443 Monthly operating repts for Apr 1902 

LOTITO. E M Daltlmore Gas 1. Electric Co 02/09/14 lOpp 
13313 226 24X FUhe 50-317,82/09/17,8206010437 


8206S10943 Forwards monthly operating repts for May 1902 Ic revised 
pages to monthly operating repts for Apr 1982 

LOTITQ.E M Baltimore Gas & Electric Cp 82/06/14 Director's 
OfficBi Office of Inspection and Enforcement ip 13964*028 24X 

Fiche, 50-317, 02/06/14.0206210543 
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— Q206aiOSS6 Monthly operating repti far May 1982 

LOTlTDiE Baltimore Gas Elei^tric Co Q3/Q6/i^ lOpp 
135&4 029 24X Fiche 50-217, a2/0fa/ 14 , 0206210543 


--B20621O562 Revised pages to monthly operating repts for 4pr l'^fJ2 
LOTITQjE Daltlmore Gas Electric Co 02/06/14 2pp 
13364 039 24X Flrhe 50-317.62/06/14.8306210343 


S Reportable occurrences^ LERs h related correspondence 


8206090 9 Forwards LER 82-023/011-0 

RUSSELL. U B Baltimore Gas 6 Electric Co 02/05/20 HAVr;E5.R L 
Region 1. Office of Director Ip 13417 111 24X 

Fiche 50-317. 03/05/20. B3060Q0399 


— 9206 080406 LER 82-023/011-0 on 830514. RCS eiperienced unplannot' 
dilution in etcess of 0 5/ delta K/K Caused by perforation 
of tube during steam generator 11 tube support plate rtm 
cut Leakage reduced by reducing steam generator level 
WENDERLICH. R L , JENMINQS.R Baltimore Gas 6 Electric Co 
02/03/28 Region 1. Office of Director 2pp 13417 112 34X 

Fiche 50-317,82/05/28,620608039'? 


8S0611.0S21 RDs 82-27 tf 82-25 on 820602, emergency diesel generatoi s 12 It 
21 tripped on loss of field while loaded after test start 
It cjecl-ared inoperable Details ?i further corrective action 
will be addressed in followup rept 

RUBSELL, L B OaUltnore Gas t Electric Co 02/06/02 HAYNES,!? C 
Region 1, Office of Director Ip 13467 042 24X 

Fiche 50-317,82/06/02.8206110221 


8206S20190 Forwards updated LER Gl-0S6/OlX-i 

RUSSELL, L Q Baltimore Ges %> Electric Co 62/06/ 10 HAYNES, R C 
Region 1, Qfflce of Director Ip 13572 354 24X 

Fiche 50-317, 02/06/10,8206220190 


—820-6220194 Updated LER 01-056/OlX-l on 010716, power operated relief 
valve declared inoperable Valva opened on erroneous high 
pressure signal caused by bumping pressuriier transmitter 
Configuration of transmitter modified 

UENIDERLICM, R L i HUSEQY.D E Baltimore Oas tc Electric Co 
€2/06/10 Region 1, Office of Director 2pp 13572 355 24X 

fiche 50-317,82/06/10, B206220 190 


6206280046 Forward* LER 82-025/031.-0 

RDSBELLiL B Baltimore Oas t< Electric Co 02/06/16 HAYNES, R C 
Region Ir Office of Director Ip 13624 280 24X 

Fiche 50-317,82/06/16,8206280046 


-*-62062a0058 LER B2-025/03L-0 on 820517, while in mode 5, discovered 
through boric acid residue at weld surfac es, that several 
deficient pipe penetrat ion we Ids existed In refueling 
water tani 11 Caused by poor woi kmanshlp by fabricator 
PAVI8,C 5 » L'HEUREUXiR W Baltimore Oas 8c Electric Co 02/06/16 
Region 1, Office of Director Ip 13624 209 24X 

Fiche 50-317,02/06/16,8206200046 


82062 BD369 Forwards LER 02-O26/O3L-O 

RU5&ELL, L B. Baltimore Oas & Electric Co 82/06/16 HAYNES, M C 
Region 1, Office of Director ip, I362i 351 24X 

Fiche 50-3 1 7 , 02/06/ i 6, B2062B0359 


--B2O6280377 LER 02-O26/O3L-O on 020517, during mode 6 operation, loss of 
shutdown cooling flow experienced when operating low 
pressure safety injection pump 11 breaker opened Cause 
undetermined Motor supply breaker alignment check performed 
IdENOERLlCH, R L r RIZZO, p 0 Daltimore Gas fc Electric Co 
02/06/16 Region 1, Office of Director ip 13621 332 24X 

Fiche 50-317,02/06/16,8206200369 


8206230216 PNO 1-92-045 on 620618, rept Hutmitted to resident inspector 
of apparently falsified records of catnposition analysis of 
sample burnable poison pellet* Failure to analyze pellets 
discovered during 820614-18 audit 

MCCABE, e Region 1, Office of Director 02/06/21 Ip 13306 275 
24X Fiche 50-317,82/06/21,0206230210 


DOCKET S0-3ia CALVERT CLIFFS NUCLEAR ROWER PLANT. UNIT 2 
F Socurity, medical, emergency i fire protection plans 


8206010086 Advise* that changes to security p Ian, Identified ae Revision 
Br have been adeq,uatcly incorporated Into approved physical 
security plan h an therefore acceptable 

CLARK, R. A Operating Reactors Branch 3 02/05/10 OW1AZDOW0KI, E 

Baltimore Oas b Electnr frt 24X 


0206100234 Forwards IE Emergency Pr eparodneas Appraisal Ropts 
50-317/01-19 fj 30-318/81-10 on 011005-16 No none ump 1 1 anc e 
noted 

SMITH, G H Division of Emergency Preparedness i Operational isuppa? t 
82/05/26 LUNDVALL, A E Daltimore Oas Electric Co 30pp 
13453 076 g4X Fiche 50-317,82/05/26.8206100234 


■8206100241 IE Emergency PiepareOness Apprai sal ftepts 50-317/01-19 
SO-310/61-10 on Bll005'16 No nontomp I lanc e noted Major areas 
inspected selecte** procedures A representative records, 
emergency facility equipment 

RQHRER. D . MATHEW?. D Division of Emergency Preparedness V 
Operational Support HOQ/ER. C Battello Memorial Institute. 
Pacific Northwest Laboratory 02/05-^04 69pp 13453 135 ."IX 
Fiche 5C-31 7. B2/05'2A. 0206100234 


F20614005R Forwards addi info re use of water curtains in protection 
of addl doorways openings in fire barriers Calculations 
will be performed by 620730 to confirm operability of sys 
for addl doors Dprrabil ty pf Unit I sys confirmed 020429 
LUNDVALL. A E Baltimore Gas i' Electric Co 02/06/08 CLARK,}? A 
Operating Reactors Branch 3 4pp 13484 296 24X 

Fiche 30-317.02,06/00,0206140050 


P Operating license stage documents ^ correspondence 


0CiO62GOOO7 Addl response to FQIA request for eight categories oi 
documents Forwards documont-s listed in app Financial info in 
Documents 3-54,3-55 A 5-11 deleted 

FEITON.J II Division of Rules and Records 02/04/29 fICMURnAV, I fl 
Kirkpatrick, Lockhart, Hill, Christopher *. Phillips 21pp 
13604 044 24X Fiche 50-000.82/04/29,8206230007 


— 0111230007 Submits alterncste recommendations For facilities to bo 
reviewed re designs 6 identification of control sys whose 
failure would have significant safety implications 
SZUKIEHIGZ, A J Generic Issues Branch 81/10/07 BASDEKA8, U L 
Instrumentation t Control Branch 4p 65710 239 24X 

Fiche 30-000,32/04/29,0206330007 


0206200071 Addl response to FQJA request for eight categories of 
documents Forwards documents listed in App A Document* 
listed In App Q available m PDR Confidential financial 
info deleted 

FELTON. J M Division of Rules and Records 02/05/12 MCMURRAV, C N 
Kirkpatrick, Lockhart, Hill, Christopher i* Phillip* 28pp 
13630 055 24X Fiche 50-000,09/03/12.9206280071 


—8103020313 Updates 80i222 memo re decisions for dsjraded cool it, p 
rulemaking Steering group to is^^ue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperation provided 
MEDEIROS, M S Reactor Systems Standard* Branch 81/02/02 

ARLOTTOiO A Division of Engineering Standard* 20pp 1363tt IDIJ 

a4X Fiche 50-000,02/03/12,8206200071 


02O6O8OJ46 Forwards Amends 70 6 53 to Licenses DPR-33 h DPR-69. 
respectively Ik notice of issuance << availability Amends 
delete nonrad lolog ical water quality-related requirements in 
current BTS 

CLARK#R A Operating Reactors Branch 3 89/05/26 LUNDVALL, A U 

Daltimore Gas Sc Electric Go 4pp 13441 240 24X 

Fiche 50-317,82/05/26,0206080146 


—0206080151 Amends 70 tc 53 to Licenses DPR-53 tc UPR-69, r e »poct ivo 1 y, 
revising App B E18 to delete nonrad iologi cal water 
quality-related requirement* 

CLARK, R A Operating Reactors Branch 3 02/05/26 38pp 

13441 244 24X Fiche 50-317,82/05/96.0206080146 


— 82D60BD157 Notice of issuance tc availability of Amends 70 t< 53 t« 
Licenses DPR-33 ?< DPR~69. respective ly 

CLARK/R A Operating Reactors Branch 3 B2/03/26 app 

13441 202 24X Fiche 30-317,09/05/96,0206000146 


02O6D2O50S Notification of 020613 meeting u/util to discus* resolution 
of Unresolved Safety Issues A-47 re safety Implications of 
control sys tc A-49 re pressurized thermal shock 
UAFFE.D H Operating Reactor* Branch 3 82/05/27 CLARK. R A 

Operating Reactors Branch 3 2pp 13339 000 24X 

Fiche 30-317,02/05/27,0206020302 


0206020311 Forward* info requested in NRC 020426 Itr re NURE0-07r<7 
Items IA21 t, 1104 on upgrading reactor operator 6 
senior reactor operator training qualification* |< training 
to mitigate core damage, respectively 

LUNDVALL, A E Baltimore Gas 8< Electric Co 82/05/20 CLARK, H A 
Operating Reactors Branch 3 16pp 13324 285 94X 

Fiche 30-317,82/05/28,8906020511 
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e;^06lA0003 informs that NHC considers multi^plant issuei "Boron 
Sotufailitg During Long-Term Cooling Folloii/lng LOCA< *' cloned 
baaed on revi auJ of 77U10. 7Boa07i 0331 & 820317 submittals 
CLARKf R A Dperatlng Reactors Branch 3 62/0&/02 LUNDVALL.A C 

Baltimore Gas 8, Electric Co 3pp 13533 251 24X 

Fiche 50-317, aa/06/02r 820A1 6000 3 


02O614OOBB Forwards response to Generic I tr B2-10 requesting detailed 
schedule info re post-Tttl requirements 

LUNDVALL,A E Baltimore Gas & Electric Co 82/06/04 EISENHOT. D 0 
Division of Licensing 3pp 13407 1/3 24X Fiche 50-3l7r 02/06/04, 

6206140038 


8306100091 Forwards response to 820120 request for addl info re 
NUREG-~0737i Items 1 1 K 3 2 S' 1 1 K 3 17 re power operated 
relief valve & ECCS ays f allures, resp ec tive ly 

LUhWALL, A E Baltimore Gas U Electric Co 82/06/07 CLARK, R A 
Operating Reactors Branch 3 tlpp 13440 305 24X 

Fiche 50-317.82/06/07,8206100091 


6206090153 Generic Ltr 82-11 to all LWR reactor plant llcenseos ^ 
applicants re transmittal of NUnEO-0716 relative to 
restart of RE Glnna Rept document^ findings re cause of 
event W/o enc 1 

EISENHUT, D G Division of Licensing 02/06/09 HAUSPURG, A 
Consolidated Edison Co of New York SCOVILLCiJ J Potomac Electric 
Power Co LUNDVALL. A E Qaltlmore Gas it Electric Co I3pp 
J3557 349 24X Fiche 50-000.02/06/09,8206090133 


B20614O3E0 Notifies that fee to be remitted due to deletion of 
tionrad i olog 1 C al water quality conditions from Tech Bpecs to 
Licenses DPR-53 ?< DPR-69 

MILLER. U 0 License Fee Management Branch 02/06/10 LUNDVALL, A E 
Baltimore Gas (t Electric Co Ip 13509 301 24X 

Fiche- 50-317, 82/06/ 1 0, 8206140380 


G2062I0004 Notification of 820618 meeting w/util In Dethesda.HD to 
discuss questions from consultant on cable separation 
JAFFE.DH Operating Reactors Branch 3 82/06/11 CLARK, R. A 

□perating Reactors Branch 3 2pp 13503 010 24X 

Fiche 50-317,02/06/11,8206210004 


B20629D&83 Summary of 020324 meeting u/utll In Bal tlmore, ND re 
identification Si resolution of priority licensing Issues 
Establishment of contract u/utll to resolve selected 
licensing Issues suggested First draft issued 

JAFFE, D H Operating Reactors Branch 3 92/06/21 Operating 

Reactors Branch 3 3pp 13659 087 24X Fiche 30-317,02/06/81, 

8206270583 


8206300393 Forwards safety evaluation re fWReO-0737, Item II E I 2, 
"Auxiliary Feedwater Automatic Initiation & Flow 
Indication ” Design features meet requirements Periodic 
testing of steam generator channels required 

CLARK, R A Operating Reactors Branch 3 82/06/21 t-UNDVALLiA E 

Baltimore Gas U Electric Co 2pp 13670 290 24X 

Fiche 50-317,02/06/21,0206300393 


—8206300400 Safety evaluation re reliability of auxiliary feedwater sys 
Design features meet requirements of NUREO-0737, Item 
1 1 E.. 1 2 Periodic testing of steam generator differential 
pressure instrumentation channels required 

a Operating Reactors Branch 3 02/06/21 3pp 13670*292. 24X 

Fiche 50-317,82/06/21,8206300393 


0206290106 Advises that util will participate in resolution of 
Unresolved Safety Issue A-49, "Preisuriied Thermal Shock," 
based an 820615 meeting Partlc tpetlon In Issue a- 47, "Safety 
Implications of Control Sys, " not decided 

POINDEXTER, C H Baltimore Gas & Electric Co 08/06/22 BENTON, H R 
Office of Nuclear Reactor Regulation, Director HANAUER,9 H 
Division of Safety Technology 2pp 13634.323 S4X 
Flcho' 50-317, 02/06/22,8206390106 


Q206300020 Notifies that design ^ safety analysis reported for Unit 1, 
Cycle 6 is valid as result of independent analysis No 
impurities uhich might have adverse effect on cladding 
found. C-E reports no problem u/as-fabri cated boron pellets 
LUNDVALL, A E Baltimore Gas Electric Co. 82/06/24 CLARK, R A 
Operating Reactors Branch 3 3pp 13656 033 24X 

Flcha 50-317,82/06/24,0206300020 


8206240040 REACTOR SAFETY STUDY METHODOLOGY APPLICATIONS PRCORAM, 
Calvert Cliffs No 2 PNR Power Plant 

HATCH, 8 N I KaLB,G 0 8andia Laboratories CYBULBKlSr P Battel le 
Memorial Institute, Columbus Laboratories FIN A-1047 
NUREO/CR-1659 V03 82/06/30 Office of Nuclear Regulatory 

Research, Director. 240pp Available at NTia 13618 016 24X 

Fiche 50-310,82/06/30,8206240048 


Q Inspection reports, IE Bulletins 8, correspondence 


020607019*’ Describes actions to improve mgt controls over corrective 
action sys 6 10CFR50 59 re safety evaluations for facility 
changes per IE Performance Appraisal Insp Repts 50-317/02-01 
8, 50-316/82-01, in response to NRC 820414 Ur 

LUNDVALL, A E Baltimore Gas U Electric Co 82/05/13 TAYLOR, U M 
Division of Reactor Programs 4pp 13369 21B 24X 

Fiche 50-317,82/03/13.8206070199 


8206040107 Forwards IE Safeguards Insp Repts 50-317/02-00 It 
50-318/82-08 on 820412-16 No noncomp 1 lane e noted 

MARTIN, T T Division of Engineering 6 Technical Programs 82/03/21 
DOWHAHERiN J Baltimore Gas 8c Electric Co 2pp 13347 073 SAX 
Fiche 50-317,02/05/21,0206040107 


—8206040115 IE Safeguards Insp Repts 50-317/82-08 8i 5D-310/82-OB on 
820412-16 No noncomp 1 lance noted Major areas Inspected 
security plan 6 Implementation procedures & security 
organiiation Details withheld fref 10CFR73 21) 

MCKEONNrL M , COOAN, N J , ODDY, A T Division of Engineering U 

Technical Programs 02/05/16 Ip 13347 077 24X 

Fiche 50-317,02/05/21,8206040107 


9206100190 Forwards IE Insp Repts 50-317/02-1 1 8c 50-310/02-13 on 
020506-07 No none amp 1 iance noted 

MARTIN. T T Division of Engineering U Technical Programs 02/05/24 
LUNDVALL, A E Baltimore Gas 8« Electric Co 2pp 13453 350 S4X 
Fiche 50-317,82/05/24,9206100190 


—0206100193 IE Insp Repts bO-317/02-1 i 6 50-310/82-13 on 820506-07 No 
noncompliance noted Major areas inspected salt water 
intrusion into steam generator 6 primary water leakage 
induced coirosion problems w/reactor coolant pump 
REYNOLDS, S 0 , DURR, J Division Of Engineering 8< Technical 
Programs 82/05/19 5pp 13453 352 24X Fiche 50-317,02/05/84, 

8206100190 


8206170259 Forwards IE Insp Repts 50-31 7/B2-07 8, 50-310/82-07 on 
820413-0511 8t notice of violation 

STAROSTECKI, R Division of Project 6 Resident Programs 02/05/24 
LUNDVALL, A E Baltimore Qas 8, Electric Co 2pp 1J53B 001 24X 
Fiche 50-3 1 7 , 02/05/24 , 8306 i 7025 9 


—8206170278 Notice of violation from insp on 020413-0511 

STAROSTECKI , R Division of Project it Resident Programs 02/03/24 
ip 13538 003 24X Fiche 30-317.82/03/24,0206170259 


—8206170290 IE Insp Repts 90-317/02-07 8< 50-310/82-07 on 020413-0511. 
Noncomp 1 iance noted failure to follow requirements for 
tagouts 8( failure to have operable hydrogen analyier during 
Cycle 5 Page 6 withheld (ref 10CrR73 21) 

ARCHITZeU, R E , TRIMBLE, D C. , MCCABE, C C Division of Project It 
Resident Programs 02/05/tB 20pp. 13530 004 24X 

Fiche 50-317,02/09/24,8206170259 


0206100234 Forwards IE Emergency Preparedness Appraisal Repts 
90-317/81-19 U 50"3ia/ai-l8 pn 811009-16 No noncomp 1 i anc a 
noted 

SMITH, O H Division of Emergency Preparedness it Operational Support 
02/05/26 LUNDVALL, A E Baltimore Gas 8t Electric Co 30pp 
13493 096 34X Fiche 50-317,02/03/26,0206100234 


—0206100241 IE Emergency Preparedness Appraisal Repts 50-317/01-19 8( 
50-318/01-18 on 011003-16 No nancompl ianc e noted Major areas 
inspected selected procedures 8, representative records, 
emergency facility 8, equipment 

ROHRER, D , KINNEY, W , 8AKENAB, C Division of Emergency 
Preparedness it Operational Support 02/05/04 69pp. 13453 135 

24X Fiche 50-317,02/05/26,8206100234 


8202040147 IE Info Notice 02-15, "Notification of NRC " Bve list and 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/38 I07pp 13426 095. 24X 

Fiche 30-000, 02/03/20, 8202040147 


8204210378 IE Info Notice 02-16, "HPCl/RCIC High Steam Flow 8stpoliita. " 
0VC list end. 

UORDAN, E L Division of Engineering ti Quality Assurance 62/03/28 
103pp 13440 264 24X Fiche 90-000, 82/05/20, 0204210370 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reector Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection anti 

Enforcement 02/06/02. lOBpp 13527 150 24X 

Fiche* 30-000, 02/06/02. 6204210380. 


0204210383 lE Info Notice 82-17, "Overpreesur 1 xatlon of RC8, " 0vc List 
enc 1 

UQRDAM, E L Division of Engineering 8< Quality Assurance, 82/06/11, 
106pp 13675 250 24X Fiche 50-000,82/06/11,0204210383. 
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02042103S4 lE Irtfo Notice 92-lB, "Asses?tnent of Inteket of Redlonctive 
Mat I by Workers " Svc list end 

DEYQiyNQfR C Director's Office# Office of inspection and 

Enforcament aa/06/U I20pp 13675 189 24X 

Fiche 80-000, 82/06/11# 8204210384 


0206210301 Ack receipt of 820402 Itr informing NRC of steps taken tn 
correct violations noted in IE Inap Repts 50-317/81-25 6 
aO-3lQ/ai-24 

MARTIN# T T Division of En 9 ineering i Technical Programs 82/06/15 
UUNDVALL,A E BaUImore Gas 6 Electric Co 2 dp 13582 359 24X 

F>che 50-317.82/06/15,8206210501 


— 9206210512 Responds to NR€ 820304 itr re violations noted in U Insp 
Repfta 50-317/01-25 6 50-318/Sl“24 Corrective actions 
nonfuei assembly SNM moved inside security fence 

LUNDVALL.A E Baltimore Gas U Electric Co 82/04/02 MARTIN. T T 
Division of Engineering 6 Technical Programs 3pp 13502 360 
24X Fiche 50-317,02/06/15.0206210501 


8206280205 Updates 6 clarifies info previously submitted re IE BuUrtin 
79-25, "Failures of Westinghouse DFD Relays in Safety- 
Related Sys “ Annual main t/test ing program set up Coils in 
N0FD relays uill be replaced 

LUNDVAUt, A e Baltimore OaS t* Electric Co 82/06/16 HAYNES.R C 
Region l, Office of Director 2pp 13624 221 24X 

Fiche 30-317, 82/ 06/16, 0206280205 


R Periodic operating reports related correspondence 


8206010437 Foruards monthly operating repts for Apr 1992 

LOTlTa,£ M aaltifflore Oas Electric Co 02/OS/17 Director's 
Officer Office of Inspection and Enforcement Ip 13313 22S 24X 

Fiche 50-317, 82/05/17.8206010437 


— 0206010443 Monthly operating repts for Apr 1902 

LOTI TO I E M Baltimore Oas i Electric Co 82/05/14 JOpp 
13313 226 SAX Fiche 50-317 92/05/17,8206010437 


6206210543 Forwards monthly operating repts for May 1982 I# revised 
pages to monthly operating repts for Apr 1982 

LQTITOfE M Baltimore Oas 6 Electric Co 62/06/14 Director's 
□ fficep Office of Inspection and Enforcement Ip 13564 028 24X 

Fiche S0-3i7. 82/06/14. B20621O543 


—02O621OS56 Month ly operating repts for May 1982 

LOT I TO, E Beltimore Oas h Electric Co 82/06/14 lOpp 

13564 029 24X Fiche 50-317,82/06/14,0206210543 


0206230120 Forwards LER e2-024/03L-0 

RUSSELL, L B Baltimore Oas 6 Electric Co 02/06/11 HAYNEB- H C 
Region 1. Office of Director ip 13591 047 24X 

Fiche 50-318,02/06/11.8206230120 


—8206230126 LER 02-O24/OaL-O on 920514, ESF actuation sys channel C 
pressuriier pressure failed law. resulting in removal of 
Channel ZF & subcooled margin monitor 22 from svc Caused by 
fault in ac/dc converter isolator 2-PY-102C 

PAVIS. G S , BASSO. L Baltimore Oas & Electric Co 82/06/11 
Region l« Office of Director Ip 13591 050 24X 

Fiche 50-318.82/06/11,8206230120 


0206280237 Forwards LER 82-025/01 T-0 

RUSSELL, L fl Baltimore Gas 6 Electric Co 82/06/16 HA'irNES, H C. 
Region I, Office of Director Ip 13624 140 24X 

Fiche 30-310.02/06/16,8206280237 


— B2062B0244 LER B2-025/01T-0 on 020603. emer g ency diesel generators 
21 &- 12 tripped on loss of field h declared inoperable 
Caused by voltage drift Emergency diesel generator voltage 
regulator assembly replaced 

PAVIS, G S , RIZZO, P G Baltimore Gas & Electric Co 82/06/16 
Region 1, Office of Director 3pp 13624 141 24X 

Fiche 50-318. 82/06/16, B206280237 


DOCKET 50-330 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


r Security, medical, emergency 8 # fire protection plans 


82060200B7 Releases public version of revision to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records B2/05/25 Document 
Management Branch Ip 13333 292 24X Fiche 50-320,02/03/25, 

B2060200Q7 


— B206020093 Forwards public version of Revision 1 to Emergency Plan 
Implementing Procedure 1054 16, "Contaminated Injuries/ 

Radiation Overexposure " Temporary change notice end 
MCKINNEY. M General Public Utilities - GPU Bervice Corp 
©2/05/17 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 3pp 13333 293 24X Fi che 50-320, 02/O5/2S, 8206020007 


— 8206020100 Public version of annotated Revision 1 to Emergency FM^n 
Implementing Procedure 1054 16, "Contaminated Injuries/ 

Radiation Overexposure " 

• General Public Utilities - GPU Service Corp 02/09/10 5pp 
13333 396 24X Fiche 50-320,82/05/25,0206020087 


--8206210562 Revised pages to monthly operating repts for Apr 1902 
LOTITD, E Baltimore Oas 6 Electric Co 82/06/14 2pp 
13564 039 24X Fiche 90-317,82/06/14,0206210543 


S Reportable occurrences, LERs & related correspondence 


0206110221 RQs 82-27 82-25 on 820602, emergency diesel generators 12 I, 

2 I tripped on loss of field while loaded after test start 
&< declared inoperable Details it further corrective action 
will be addressed in followup rept 

RUSBELL, L B Baltimore Gas <« Electric Co 82/06/02 HAYNES, R C 
Region I, Off ice of Director Ip 13467 042 24X 

Fiche' 50-317, 82/06/02, 8206110221 


0206 J 70027 Forwards LER ea-022/03L-0 

RUSSELL^L B Baltimore Gas it Electric Co 82/06/06 HAYNEB.R C 
Region 1, Office of Director Ip 13529 307 24X 

Fiche 90 - 318, 82/06/06, 8206170027 


8206070195 Releases public version of revision to emergency plan 
Implementing procedures 

FELTON# U M Division of Rules and Records 82/05/37 Document 
Management Branch Ip 13427 286 24X Fiche 50-320,82/05/27, 

8206070185 


— 8206070192 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure 1094 8 re callout of onsite $t offsite 
duty roster personnel i Procedure 1054 24 re recovery 
operations Receipt form end 

MCKINNEY, W General Public Utilities - GPU Service Corp 
02/05/19 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 13427 387 34X Fiche 50-320,02/03/27,0206070105 


— 8206070I9B Public version of Revision 2 to Emergency Plan Imp lemon ting 
Procedure 1054 8 re Callout of onsite 6 offsite duty roster 
personnel 6 Procedure 1054 34 re recovery operations 
a General Public Utilities - GPU Service Corp 82/05/11 22pp 
13427 2fla 24X Fiche 50-320, 02/05/37, 020 6070185 


— 8306170028 LER 02-O22/O3L-O on 820509, control element assembly 43 
reed switch position indicator channel erroneously 
indicating 127 inches withdrawn rendering channel 
Inoperable. Cauiad by failed reed switch. 

PAVISfG 8 , RAYNOR. J M Baltimore Oas Electric Co 02/06/08 
Region 1 , Office of Director Ip 13529 308 24x 

Fiche 50-31 8 , 02/06/06, 62061 70027 


8206220967 Forwards Updated LER 80-0il/0lX-l 

RUSSELL, L B Baltimore Gas U Electric Co 82/06/10 HAVNE 8 ,R, C 
Region 1, Office of 24 ^ 


8206140307 Releases public version of revision to administrative 
procedure 

FELTQN, J M Division of Rules and Records 83/06/08 Document 
Management Branch Ip 13509 058 24X Fiche 50-320,82/06/08, 

8206140307 


— 8206140311 Forwards public version of Revision I to Arfministr at! vc 
Procedure 1055, "Emergency Preparedness Drills " 
a General Public Utilities - OPU Service Corp 82/05/20 
DENTON, K R Office of Nuclear Reactor Regulation, Director Ip 
13509 059 24X Fiche 50-320,02/06/08,8206140307 


— 8206140314 Public version of Revision 1 to Administrative Procedure 
1055, "Emergency Preparedness Drills " 

* General Public Utilities - GPU Service Corp 82/05/19 17pp 
13509 060 24X Fiche 50-320,82/06/00,8306140307 


8206100314 Forwards Revision 1 to fire protection program evaluation 
BARTON, J J General Public Utilities - GPU Service Corp 82/06/15 

SNYDER, a vl TMI Program Office 9pp 13544 006 24X 

Fiche 50-320,82/06/15.8206100314 
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— 62O&10O317 Revision i to fire protection program evaluation 

QUINTETTE. J W , □ 'CONNOR, T A i BAR0IERl,P P General Public 
Utilities - GPU Service Corp 82/06/13 400pp 13544 016 24X 

FI Che 50-320, B2/06/15. S206180314 


G Adjudicatory correspondence 


0506080131 Forwards unexecuted stipulation It joint motion for approval 
of stipulation, proposed order 8< amend to order & proposed 
safety evaluation It Tech Spec JotTit motion y stipulation to 
be signed It sent to Lochstet 

UlLCayEiM N Hearing Branch 2 02/06/03 R IDOWAY, D A Shaw, 

PiUman, Potts It Trowbridge RID0WAY,D A Metropolitan Edison Co 
Ip 13423 005 24X Fiche 50-320, 82/06/03| 8206080131 


— G5O6O0D136 Advises that end joint stipulation It supporting papers sent 
to licensee counsel Papers to he forwarded for signature 
VfILCOVEiM N Hearing Branch 2 02/06/03 L0CH8TET, W A 

Lochsfcet. W A lepp 13423 006 24X Riche 50-320,02/06/03, 

B2060S0131 


8206220004 Notice of issuance of amend to NRR 000211 order It motion fot 
formal mod of Tech Specs to conform to 020517 amend of 
order Amend allows movement of one control rod drive 
mechanism to obtain info on core Certificate of Svc end 
HIUCOVE, M N Hearing Branch 2 02/06/lB Atomic Safety and 

Licensing Board Panel 3pp 13573 079 24X Fiche 50-320,02/06/18. 

6206220084 


0206200497 Response to NRC 820618 motion to conform proposed Tech Spec 
in accordance w/S205l7 amend to NRR 000211 order to permit 
movement of one control rod drive mechanism Licensee does 
not Oppose motion Certificate of 6vc end 

RIDOWAY, D A Metropolitan Edison Co RIDOWAY, D A Shawi Pittman. 
Potts |( Trowbridge 62/06/24 Atomic Safety and Licensing Board 
Panel 5pp 13626 264 24X Fi c he 50-320, 82/06/24, 0206280497 


P Operating license stage documents I, correspondence 


8206240449 Notification of contract execution ’’Reanalysls of Existing 
Data From Telephone Burveys Concerning TMI, " awarded to 
Uniformed Gves Univ of Health Sciences 

MILES, E B Technical Assistance Contracts Branch FIN B-8614 
82/04/22 YDLLMER.R H , RATHQUN, p Division of Engineering Ip 
13620 096 24X Fiche 50-289,82/04/22,0206240449 


— B206240453 Ltr Contract NRC-03-02-123 ’’Reanalysls of Existing Data 
From Telephone Surveys Concerning THl, “ awarded to Uniformed 
Sves Univ of Health Sciences 

MATTIA, M J Technical Assistance Contracts Branch FIN B-0614 
B2/04/22 CRANFORD, H B Uniformed Services Univ of the Health 
Sciences Bpp 13620 097 24X Fiche 50-209,02/04/22.0206240449 


0206080442 Notification of contract e xecutl on , Mod 2 to "Psychological 
Stress Generally I, Psychological Stress in Vicinity of TMI," 
Contractor Mitre Corp 

FIELDS, J A Technical Assistance Contracts Branch NRC-03-e2-U3 
02/05/06 VDLLMERrR H Division of Engineering SlNISOALLIrA NRC 
- No Detailed Affiliation Given Ip 13440 119 24X 

Fiche 50-209, 82/05/06,8206080442. 


— 0206080445 Mod 2, incorporating RW Perry at participant In 820204-05 
workshap, to "psychological Stress Generally 6 Psychological 
Stress in Vicinity of TMI *' 

MULLEN, D N Mitre Corp HAGAN, T F NRC - No Detailed Affiliation 
Given NRC-03-02-1 13 02/05/06 Ip. 13440.120 24X 

Fiche 50-209,02/05/06,0206000442. 


B2062B0309 FOIA request for documents It records re DOE decision to 
accept entire TMl-2 nuclear reactor core l, NRC decision to 
enter into memorandum of understanding w/DOE 

HANCOCK, D , ISBELL-8IR0TK1N Southwest Research and Information 
Canter 02/05/11. Office of Administration. 2pp. 13630.239 
24X Fiche 50-320,82/05/11,0206200309 


0206210031 Forwards amend of order changing recovery mode Tech Specs to 
allow operations necessary to prepare for future recovery 
mode activlti es. Changes made in response to 020400 requests 
SNYDER,B J TMI Program Office 02/05/17 BARTON, J J Oeneral 
Public Utilities - GPU Service Corp. 2pp 13502:303 24X 

Fiche 50-320, 82/05/ 1 7 , 02062 1 003 1 


— 8206210038 Amend of order to License OPR-73, chang ing recovery mode fech 
Specs to allow operations necessary to prepare future 
recovery mode activities I, allows for movement of control 
of axial power shaping rods to obtain core condition info. 

DENTQNi H R Office of Nuclear Reactor Regulation, Director 
02/03/17 General Public Utilities - GPU Service Corp. 4pp 
13582 305 a4X Fiche 50-320,02/03/17,0206210031 


— 9206210039 Safety evaluation supporting amend of License DPR-73 
» TMI Program Office 02/05/17 3pp 13502 309 24X 

Fiche 50-320,82/05/17,8206210031. 


— 0206210042 Proposed Tech Specs re control of axial powsr shaping rods 
♦ Oeneral Public Utilities - GPU Service Corp 82/05/17 3pp 
I35B2 314 24X Fiche 50-320,02/05/17,8206210031 


6206010009 Discusses shipment of subriarged deminerali tar eys waste 
vessels offsite to DDE facility, per JJ Barton 020514 ltr 
NRC will Inspect each shipping container on Individual 
basis prior to actual shipment 

BARRETT, LH TMl Program Office 03/05/19 BARTON, U J General 
Public Utilities - GPU Service Corp 2pp 13319 336. 24X 

Fiche 50-320. 02/05/19,8206010009 


6306080303 Forwards corrected Tech Spec Page D 3/4 4-1 including 
previous change to Section 3/4 4 1 , inadvertently omitted 
from NRC 620512 ltr transmitting recovery operations plan 
Change 12 

BARRETT, L H TMI Program Office 62/05/31 BARTON, J J General 
Public Utilities - GPU Service Corp Ip 13442 187 24X 

Fiche 50-320, 02/05/21, 02O6OBO303 


—8206080388 Tech Spec corrected Page 8 3/4 4-1 including previous change 
to Section 3/4 4 1 omitted from NRC 020512 ltr 
e TMI Program Office B2/05/2L 2pp 13442 100 24X 

Fiche 50-320,62/05/21,0206080303 


0206260136 Notification of contract ex ecutlon, Hod 3 to "Psychological 
Stress Generally I, Psychological Stress in Vicinity of TMI " 
Contractor Mitre Corp 

FIELDS, J A Technical Assistance Contracts Branch NRC-03-a2-l 13 
82/05/21 VDLLMER,R H , SINIBGALLI, A Division of Engineering Ip 
13630 S66 24X Fiche 50-289,02/05/21,0206200133 


— 0206200144 Mod 3, Incorporating RW Perry as participant in 020204-05 
workshop, to "Psychological Btrass Generally It Psychological 
Stress in Vicinity of TMI *' 

MULLEN, G W Mitre Corp HAGAN, T F Technical Assistance 
Contracts Branch NRC-O3-03-U3 02/05/21 Ip 13630 267 24X 

Fiche; 50-209, 82/05/21, 0206200136 


8206040117 Requests approval to use AN3I B31 I power piping code In 
place of ASHE III Class A in design It fabrication of 
contingency RC8 motor tube closure. 

barton, U J Osneral Public Utilities - GPU Ssrvice Corp 02/05/26 
BARRETT, L H TMI Program Office 4pp 13350 060 24X 

Fiche 50-320,03/05/26,0206040117 


9206000130 Responds to NRC B20519 ltr re arrangement of meeting ui/ 
contractors who are studying socioeconomic Impacts to 
Chesapeake Day resulting from discharge of TMI processed 
water to Susquehanna River 

HATKINB.S □ Maryland, Btate of B2/05/26 LYNCH, 0 D TMI Progrant 
Office 2pp 13423 024 24X Fi c he 50-209, 02/05/26, 0206000130 


0206000066 Provides results of sample of nvekeup I, purification sys 
deminerallier cubicles for combustible gases, taken on 
020513 No combustible gases detected 

BARTON, J J General Public Utilities - GPU Service Corp 02/06/02 
SNYDER, B J. TMI Program office Ip 13423 305 24X 

Fiche 90-320, 02/06/02,8206000066. 


B206100322 Requests change to standby pressure conttol sys limits on 
water level l< valve isolation Changes would allow variations 
In surge tank water level s< temporary Isolation of sys 
BARTON, J J General Public Utllltiss - GPU Service Corp 02/06/04, 

SNYDER, B J. TMI Program Office Bpp 13450 262 24X 

Fiche 30-320,02/06/04,0206100322 


8206170058 Responds to NRC 020426 questions re delay or cencillatlon of 
reactor bldg entry due to malfuitc t ionlng airlock doors, 

BARTON, J J General Public Utilities - GPU Service Corp. 0S/O6/O7 
BARRETT, L H TMI Program Office 4pp 13929.301 24X 

Fiche 50-320,02/06/07,0206170090 


0206230157 Responds to 020519 generic ltr re fracture toughness of PWR 
steam generator It reactor coolant pump supp orts. Requested 
analysis per NUREG-0977 not practical at this time. Comp lets 
analysis will be provided prior to TMI-2 restart. 

BARTON* J J General Public Utilities - GPU Service Corp 82/06/08 
EIBENHUT, D 0 Division of Ltcensing 2pp 1399P 035 24X 

Fiche. 50-320, 02/06/00, 0206230127 


6206160290 Forwards revised design requirements for temporary 
contingency RC6 motor tube closure. per request Closure 
will be designed !< fabricated In accordance w/AN8I B31 1 
Power Piping Coda 

BARTON, J U General Public Utilities - GPU Bervlce Corp 82/06/11 
BARRETT, L H TMl Program Office 2pp 13521“ 320. 24X 

Fiche 50-320.02/06/11,0206160270 
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B2O&2a03i2 Partial res{ion»e to 320511 FQIA request for do-cunents te 
records re DDE decision to accept entire TMI-2 nuclear 
reactor care Dircks & E Coffman 310107 tt 0603 ttrs ^ UD 
Travers 010327 riEmo end H/o NUflEQ-OABD, Vol s 1 & 2 
FELTUNj J M Division of Rules and Records S2/01>/U HANCOCK, D 
Southwest Research and Information Center 2pp 13630 241 24X 

Fiche ^0-320,32/06/11.0206200312 


— 8206200316 Informs that NRC has no jurisdiction over transfer of hiqh 
level raduastes from util to DOE facility Jurisdiction 
applioB only to receipt & storage facilities 
DIRCKS, W J Office of the Executive Director for Dperations 
31/01/07 BATEMAN, C W Eneryy, Dept of 2pp 13630 243 24X 

Flthe 30-320,03/06/11,0206200312 


— 82062B0321 Summary of 810323 meeting w/DOE re scope of DOE RI»I) 
activities at site Attendance list submitted 

TRAVERS, W D TMI Program Office 81/03/27 TMI Program Office 
2pp 13630 246 24X Fiche 50-320,62/06/11,0206280312 


0206100152 Forwards safsty evaluation rept for axial pouer shaping rod 
insertion test scheduled for 820624 per Tech Spec Change 
Request 37 Info also provided for use In reviewing 6 
approving required procedures per Tech Spec 682 

BARTON, J J General Public Utilities - GPU Service Corp B2/06/15 
BARRETT, L H TMI Program Office 20pp 13332 179 24X 

riche 50-320, 32/06/ 1 5, 8206 1 SO 1 92 


8206220004 Notice of issuance of amend to NRR 300211 order Si motion foi 
formal /nod of Tech Specs to conform to 320517 amend of 
order Amend allours movement of one control rod drive 
mechanism to obtain info on core Certificate of Sve enc 1 
NILCaVE,NN Nearing Branch 2 82/06/18 Atonic Safety and 

Licensing Board Panel 3pp 13573 079 24X Fiche 50-320,82/06/18, 

0206220084 


Q Inspection reports, IE Bulletins 6 correspondence 


B2D6070S22 Forwards response to IE Bulletin 80-24, "Prevention of 
Damage Due to Uater Leakage Inside Containment (801017 
Indian Point 2 Eventl " Requested short-term actions not 
appropriate given current post-accident condition 

0ARTON, J J General Publir Utilities - OPU Service Corp 32/05/26 

HAYNES, R C Region I, Office of Director 6pp 13390 165 24X 

Fiche 50-320,32/05/26,8206070522 


8202040147 16 Info Notice 82-19, "Notification of NRC " five list end 
DEYOUMOtR C Director's Office, Office of Inspection and 

Enforcement 02/03/26 I07pp 13426 093 24X 

Fiche 50-000,82/09/28.3202040147 


8204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list encl 

JORDAN, E,L Division of Engineering 6 Quality Assurance 02/09/28 
I03pp 13440 264 24X Fiche 90-000,02/09/28,0204210373 


82Q421O30O IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PNR Plants " 

8ve list end 

DEYOUNOfR C DIrector‘'s Office, Cfflce of Inspection and 

Enforcement 02/06/02 lOSpp 13S27 190 24X 

Fiche 50-000, 02/06/02, 3204210380 


3-2(56220260 Forwards IE Insp Rept 90-320/32-03 on 020329-0917 No 
noncQ/np 1 ianee noted 

STARQBTECKI* R Division of Project & Resident Programs 82/06/04 
BARTONr J J General Public Utilities - OPU Ser/ice Corp 2pp 
13971 093 24X Fiche 90-320,32/06/04,8206320260 


■8206220264 IE Insp Rept 50-320/82-03 on 320329-0517 No noncompl lance 
noted Major areas inspected training, reap Iratory protection, 
procedures, external doslmatryi internal dosimetry, 

Instrumentation 6 control of radioactive matl 

O'NEILL, B , SHAWBAKY, M , FA8AM0, A Division of Project 6 Resident 
Programs 82/06/02 24pp 13971*100 24X Fiche 30-320, 02/06/04, 

8206 2S 0260 


6204310333 IE Info Notice 02-17, "Dverpressur 1 1 at i on of RCS " Sve list 
encl 

JORDAN, E L Division of Engineering ^ Quality Assurance 03/06/11 
106pp 13675 258 24X Fiche 50-000,82/06/11,3204210303 


Q204210364 IE Info Notice 33-18, "Assessment of Intakes of Radioactiva 
Matl by Uorkers " Sve list one I 

DEYOUNG, R C Diroctor's Office, Office of Inspection and 

Enforcement 82/06/ U 120pp 13675 189 24X 

Fiche 50-000,82/06/11,8204210304 


R Periodic operating reports tt related correspondence 


8206070291 Forwards monthly progress rept for Mar 1902 6 
Ichthyologica I Associates, Inc annual rept W/o annual rept 
TEITT, T R General Public Utilities - GPU Service Corp B2''04/30 
KICPEY,C NRC - No Detailed Affiliation Given Ip 13360 270 
Fiche 50-239.32/04/30,3206070251 


■8206070260 "TMI Aquatic Study," monthly progress rept for Mar 1982 
KARDACCI,0 A Jchthyolog ical Assoc lates, Inc 82/04/30 2ipp 
13368 279 24X Fiche 90-289,82/04/30,8206070251 


8206090213 Forwards TMI Program Qfc Weekly Status rept for wk of 
020516-22 

BARRETT, L » TMI Program Office 82/05/24 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER, 0 J TMI Pronram 
Office I6pp 13456057 24X Fiche 50-320,02/05/24,8206090213 


8206040111 Submits first groundwater monitoring rept presenting rpsultr, 
of program to detect radioactive water leakage 

BARTON, J J General Public Utilities - GPU Service Corp 02/05/27 
BARRETT, L H TMI Program Office 55pp 13347 179 24X 

Fiche 50-320. 02/05/27, 82060401 1 1 


8206070223 Forwards TMI Program Ofc weekly status rept for wk of 
320523-26 

BARRETT, L H TMI Program Office 82/05/28 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER, D J TMI Program 
Office 7pp 13427 211 24X Fiche 50-320, 8P/O5/20, 8206070223 


6206070465 Forwards errata sheet to 1981 annual environ I* oporating 
repts submitted 820505 

HUKILL, H D General Public Utilities - GPU Service Corp 02/05/20 
HAYNES, R C Region I, Office of Director Ip 13374 215 34 X 

Fiche 50-289.82/05/28,8206070465 


—9206070471 Errata to 1981 annual environ operating repts submitted 
820505 

* General Public Utilities - OPU Service Corp 02/05728 Ip 
13374 216 24X Fiche 50-209,82/05/20,820 6070465 


8206190200 Forwards quarterly dose assessment rept for Jan-Mar 1782 
Dose summary table summarixes max hypothetical t#/or real 
doses to individuals (t general papulation 

BARTON, J J General Public Utilities - GPU Service Corp 02/06/04 

HAYNES, R C Region 1, Office of Director Ip 13901 347 HAX 

Fiche 90-320,82/06/04,3206150200 


— 3206150208 "Quarterly Dose Assessment Rept - First Quarter I90;^ " 
» General Public Utilities - OPU Bervice Corp 02/06704 6pp 
i350i 340 24X Fiche 30-320,82/06/04,8206150200 


8206290019 Forwards TMI Program Ofc weekly status rept for wk of 
020924-0604 

BARRETT, L H TMI Program Office 02/06/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BNYDER,D J TMI Program 
Office 12pp 13661 126 24X Fiche 90-320,32/06/07,0206290019 


6206290622 Forwards weekly status rept for wk of 820613-19. 

BARRETT, L H TMI Program Office 02/06/21 pENTON, H r! Office of 
Nuclear Reactor Regulation, Director SNYDER, B J TMI Program 
Office lopp 13638 131 24X Fiche 50-209,32/06/21,8206290622 


06290322 Forwards "TMI Aquatic Study Monthly Rept for May 1982 " 

TEITT, T R General Public Utilities OPU Service Corp 02/06/25 
HICKFVfC NRC - No Detailed Affiliation Given ip 13634 001 24X 

Fiche 90-289,82/06/25,8206290322. 


8206290326 "TMI Aquatic Study Monthly Rept for May 1982, " 

NARDACCI,0 A Ichthyological Associates, Inc, 02/06/29 24pp, 

13634 002 24X Fiche 50-289, 38/06/2 5, 8206290322. 
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S flfrportablB occ:iirrenc«si LERs St related correspondence 


e20&030l4& RQ Ba-lS on B205 i7* inc Ore thermocouple i4-D was Inoperable 
Details will bq included in followup rapt 

DARTONi J J General Public Utilities ~ GPU Service Corp 02/05/19 
HAVNES« R C Region I* Office of Director Ip 13337 020 24X 

Flche- 50-320, 02/05/19, 8206030146 


6206080360 Forwards LER a2-0l3/0aL-0 

BARTONj J J General Public Utilities QPU Service Corp 82/05/S8 
HAVNES, R C Region 1, Office of Director Ip 13416 106 24X 

Fiche 50-320,02/05/20,8206080360 


— 9206080365 LER 02-0 13/03L'-0 on 820428, seven sbiote detectors tested 
failed to provide required trip functions & alarets Caused by 
i'lal function Ing of fire indicating unit (FlU) which controls 
smoke detectors & alarm/trip FlU replaced 
CHAPLIN, S D General Public Utilities - GPU Service Corp 
83/05/28 Region li Office of Director 3pp 13416 187 a4X 
Flc he 50-330, 02/05/20. 0206000360 


9206110291 Forwards LER 82-014/03L-0 

BARTON, J J General Public Utilities GPU Service Corp 82/06/03 
HAVME8. R C Region 1, Office of Director tp 13466 3oi 24X 
Fiche 50-320, 02/06/03, 02061 10391 


--0206110295 LER 02-O14/O3L-O on B20504, auxi 1 iary bldg ventilation 
exhaust flow rate fluctuated between 67,000 (, 63,000 tfm, 
dxopplng below Tech Spec limit Cause unidentified 
CHAPLIN, S D General Public Utilities - GPU Service Corp 
83/06/03 Region 1, Office of Director 3pp 13466.202 24X 

Fiche 50-320,02/06/03,0206110291 


T Hearing transcripts on non-ant itrust matters 


G206040037 Transcript of Commission 820526 public meeting in 
Washington, DC re briefing on TMI-2 cleanup Pp 1-57 
* Commissioners 02/05/26 59pp 13362 26 5 24X 

Fiche 50-320. 02/05/26, 0206040037 


— 0206040037 Speech entitled '’Presentation to NRC on TMl-a Cleanup'* 
presented at Commission 820526 public meeting Responds to 
concerns raised in Cemmission 020403 Itr to Counsellor E 
Heese re acceleration of cleanup process 

COFFMAN, F E Energy, Dept of 02/05/26 12pp 13062 325 24X 

Fiche 50-320,02/05/26,8206040037 


DOCKET 50-321 EDWIN I HATCH WJCLEAR PLANT, UNIT I 


F Security, medical, emergency U fire protection plans 


9206020014 Addl response to FDIA request for six categories of 
documents re emergency prepaiedness Documents listed In 
App A available in PDR 

FELTON, J M Division of Rules and Records 02/04/26 GHOLLV, 8 C 
Union of Concerned Scientists 2pp 13342 255 24X 

Fiche 50-000,02/04/26,0206020014 


— 0206020046 Discusses operability of public notification sys at 
facilities Required contingency actions by licensee in event 
of sys failure should be considered 
ROGERS, R F Region 2, Office of Director 02/02/12 
BROWNLEE, V L Region 2. Office of Diroctor Ip 13342 S70 24X 

Fiche 50-000,82/04/36.0206020014 


8206220091 RO 02-20 on 820603, determined that recent overflow of 
auxiliary bldg sump occurred due to Influx of rainwater from 
berated water storage tank recirculation pump end sump 
Caused by deficient admin i strat i ve & design controls 
BARTON, J J General Public Utilities - GPU Service Corp 02/06/04 

HAYNES, R C Region 1, Office of Director Ip 13573 228. 24X 

Fiche 50-320,02/06/04,0206220091 


6206090002 Reoponds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt natiflcatlon sys Forwards documents listed In App A 
Documents also available in PDR 

FELTON, J K Division of Rules and Records 02/05/11 REYNOLDS, N. 8 
Oebevoise & Liberman 3pp 13454 003 24X Fiche 50-000,02/05/11, 

6206090002 


8206230130 PN0-TMI-82-0t4 on 6206 17, emp loyee contaminated both hands 
w/Cs-137 on palms Decontamination efforts effected Person 
wearing proper respiratory protection equipment at time of 
incident Individual exposures within planned ALARA limits 
0 'NEILL, B , SHANDAKY. M , FABANO, A TMI Program Office 02/06/10 
Ip 13591 034 24X Fiche 50-320,02/06/18,6206230130. 


8206200355 Forwards LER 02-01 5/01 L-0 

BARTON, J J General Public Utilities - OPU Service Corp 02/06/16 
HAYNES, R C Region 1, Office of Director Ip 13623 347 24X 

Fiche 50-320,02/06/18,82062003 5 5 


—0206200367 LER 02-0 1 5/01 L-0, on 820517, w/unl t in long-term cold 
shutdown, Incore thermocouple Dl4 exhibited erratic behavior 
Cause not d etermined, due to condition of core re incore 
Instrumentation Situation is being monitored 
CHAPLIN, S 0 General Public Utilities - GPU Service Corp 
02/06/10, Region i. Office of Director 3pp 13623 348 24X 

Fiche 50-320.02/06/18,0206200355 


0206250199 PNQ-THI-e2-015 on 020623, 1 ic insee will begin moving axial 
power shaping rods Rods will bo fully inserted for later 
decoupling from load screw before reactor head removal. 

CONTE, R , FAS AND, A , DARRETT, L TMI Program Office 82/06/23 Ip 
13613 300 24X Fiche 50-320,82/06/23,8206250199. 


0206290362 PNQ-TMI-02-O15A' on 020623. one of eight axxlal power shaping 
rode moved from initial pesitlon of 26X to 5% Axial power 
shaping rod test terminated due to reaching time limit for 
motor energliatlon. NRC continuing to manttor events 
CONTE. R , FASANO, A. I BARRETT, L TMI Program Office 02/06/24 Ip, 
13632 345 24X Fl c h e, 50-320, 82/06/24. 0206290362. 


8206290394 PNO- TMI -02-0 150 on 020623, during axial power shaping rod 
testing attempts to move Rod 62 unsuccessful & Rods 63 
t( 66 could not be Inserted fully Four rods remain to be 
moved Next update 020626 

CONTE, R , FAsaNO, A , BARRETT, L TMI Program Office 82/06/25 2pp 
13634 249. 24X Fiche 50-320,92/06/25,8206290394, 


82063:90236 PNO-TMI-02-O15C‘ on 820625, axial power shaping rod testing 
completed Rods 64 8, 69 did not move, Rod 68 inserted to 22 9X 
from bottom position Rod 67 inserted to position 1. IX from 
bottom No changes in neutron population occurred 

TH0NU8, L, , SHANDAKY, M , BARRETT»L, TMI Program Office 82/06/20. 
2pp 13636,317 24X Fiche 50-320,02/06/28,0206290236 


— 8206090009 Forwards first monthly rept re status of prompt notlficatlo 
sys imp lementatlon at facilities Meteorological programs, 
emergency response facilities 6 research reactors need addl 
mgt attention U clarification 

O'REILLY, J.p Region 2, Atlanta. Office of the Director 
(81/03/011 61/01/00 DEYOUNG, R C Director's Office, Office of 

Inspection and Enforcement. 4pp 13454’ 167 24X 

Fiche: 50-000, 82/05/1 1 , 0206090002 


— 8206090133 Responds to 020203 request for info re deficiencies 
identified In Initial testing of prompt notification sye 
Facility test info end 

STOHRi J P. Division of Emergency Preparedness 6 Operational 
Support 82/02/04 GRIMES, B K Dlvition of Emergency 

Preparedness 5pp 1345A 239 24X Fiche 50-000,02/05/11, 

8206090002. 


820607047B Forwards Region 2 incident response plan dtd Mar 1902. Plan 
issued as Suppl 2 to NUREG-0e45, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

8T0HR,J P Division of Emergency Preparedness 4( Operational Bupport. 

02/05/12 KELLY, R J Georgia Power Co ip 13375 011 24)( 

Fiche 50-000, 82/05/12, 0206070478 


B206070517 Confirms 020511 arrangements for 820517 meeting w/util In 
Region & ofes to discuss security performance at facility 
O'REILLY, J P. Region 2, Office of Director 82/03/13 KELLY, R J 
Georgia Power Co 2pp 13374 253 24)( Fi c he: 50-321, 02/05/13, 

8206070017 


6206020072 Releases public version of emergency plan Implementing 
procedure 

FELTON, J H Division of Rules and Records 82/05/25 Document 
Management Branch Ip. 13332’ 249 24X Fi che 30-321, 82/05/25, 

8206020072, 


— 8206020077 Forwards public version of Emergency Plan Implementing 
Procedure HNP-B033r "Quantitative Fit Testing " Receipt 
form end 

SENELLiE.C. Georgia Power Co 02/05/13 Office of Nuclear 
Reactor Regulation, Director Ip 13332’ 250 24X 

Fiche- 50-32 1 , 82/05/25, 8206020072 


— 6206020081 Public version of Emergency Plan Implementing Procedure 
HNP-QOSS, "Quantitative Fit Testing ” 

ROOEREi U. H. , NIX, H Georgia Power Co. 82/03/10, 16pp. 

13332:251, 24X Fiche* 50-321, 82/05/25, 82O6O2O072 
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201G0 RelEa 3 «s public verfion of em^rgencij plan i mp Istne-ntj nq 
cedur 9 

TONi J K Diviafon of Rules and Records B2/0S/2& Docurnent 

agemsnt Draricb Ip 13340 166 24XFiche &0-321 . BS/OS/2&. 
'6020180 


16020184 Foruards public version of Emergencg Plan Implementing 
rocedure h[NP-ai52j ’’Instrument Calibr Intervals " Receipt 
orm- enc I 

t Oeorgia Ppuier Co 62/05/17 Office of Nuclear Reactor 
legulatlon. Director Ip 13340 167 24X Fiche 30-321. 82 705/ »*5^ 

1206020180 


>6020187 Putllc version of Fmergencg Plan Imp lament irg Procedure 
lNP-8152i "Instrument Calibr Intervals ’’ 

IQOERSjM H , OREVE. T Oeargla Pokier Co 82/05/23 3pp 
13340 168 24X Fiche 50-321.82/03/23.6206020180 


>80471 Releases public versiqn of revised omergency plan 
elementing procedure 

.TON. J M Division of Rules and Records 02/05/28 Document 
nagement Branch Ip IG440 044 24X Fiche 50-321. g2/0S/28. 

>6080471 


D6O0O477 Forwards public version of Revision 2 to Emergency Plan 
I mp 1 ernient 1 n g Procedure HNP-S142. "Stabiiiied Assatj Meter. 

3AM“2 " Receipt form enc 1 

SORRELL. E C Oeorgia Power Co 82/05/24 Office of Nuclear 

Reactor Regulation. Director Ip 13440 045 2431 

Fiche 30-321.82/05/28.620 6080471 


060B0481 Public version of Revision 2 to Emergency Plan Implementing 
Procedure HNP-8142. "StabUiied Assay Meter. SAM-2 '■ 

Division request form end 

ROGERS. W K . NIX. H Georgia Power Co 82/05/20 I7pp 
13440 046 24X Fithe 30-321.62/05/28.020 6000471 


lii02?0 Requests verification of eienptlon of station batterg room 
ter-tight doors from having 3-h fire rating 

CKHAtti J T Georgia Power Co 82/06/02 Office of Nuclear 

actor Regulation. Director Ip 13466 161 24X 

Che 30-321.82/06/02.6206110290 


'140259 Releases public version of revision to plant site survey 
ocedure. 

LTON. J M Division of Rules and Records E2/06/0S Document 
'nagement Branch Ip 13508 037 84X Fiche 50-321,92/06/08. 

I061402S9 


106140263 Faruards public version of Revision 2 to Procedure HNP-B029* 
"Plant Bite Survey " Receipt form end 

SORHELLrE C Georgia Power Co 82/05/25 Office of Nuclear 
Reactor Regulation. Director Ip. 13508 038 24X 

Ficho 50-321,02/06/08.0206140259 


206140269 Public version pf Revision 2 to Procedure HNP-8029. "Plant 
Site fiurvey " 

* Georgia Power Co 02/03/24 7pp 13508 039 243C 

Fiche 50-321.02/06/08.8206140259 


bl40319 Releases public version of revised pages to emergency plan 
:LTONi J rt Division of Rules and Records 62/06/08 Document 
inagement Branch. Ip 13509 037 24X Fiche 90-321,82/06/08. 

206140319 


206140323 Forwards public version of Pages K-l* "Radiological 
Exposure Control" & P-l. "Responsibility for Planning 
Effort. “ to emergency plan for Vnifcs I It 2 

SERRELL, E C Georgia Rawer Co 02/05/24. Office of Nuclear 
Reactor Regulation* Director Spp 13509 03B 24X 

Fiche 90-321*92/06/08.0206140319 


206140325 Public version of Pages K-l. "Radiological Eiposure Control" 
6 P-t. "Responsibility for Planning Effort." to emergency 
plan for Units 1 Sc S 

» Georgia Power Co 02/05/31 2pp I350i9 040 24X 

Fiche 50-321.82/06/08,0206140319 


Financial Information 


6030239 Files guarantee of payment of deferred premiums for part 
unership in Unit 1 Cash flow statements for actual FVBl 
aken from certified audit 6 projected figures for FVea 
approved budget 

EADRlCKrT a. Dal ton, GA 82/03/ S7 SALTZMAN.J Antitrust t. 
cononic analysis Branch (Utility Finance). 3np. 13337 227 S4X 
i c h e ' 30-32 i . 82/05/27. 8206030239 


P Operating license stage docuenents !. correspondence 


9205110370 Notifies of procedural change re inservica testing of nH[< 
sgs LPC I check valves l(2)EU-r050 A b B Flow rate will be 
documented each cold shutdown in lieu of "test switch" 
method 

□ECKHAH. J T Georgia Power Co 62/04/30 Office of Nuclear 

Reactor Regulation, Director Ip 13027 267 24X 

Fiche 50-321.82/04/30,8205110370 


0206200071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App 0 available in PDR Confidential financial 
snfo deleted 

FELTON, J M Division of Rules and Records 82/05/12 HCMIiRnAV, C M 
Kirkpatrick, Lockhart, Hill. Christopher it Phillips 20pp 
13638 '055 24X Fiche 50-000,62/05/12.8206200071 


< — 0103020313 Updates 901222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve mlsoperation provided 
MEDEIROS, H S Reactor Systems Standards Branch 81/02/02 

ARLDTTO.G A Division of Engineering Standards 20pp 13630 102 

24X Fiche 50-000.92/05/12.8206200071 


0206010207 Summarizes findings ^ expands justification for c^inc lud lug 
no- safety concern exists re control of heavy loads Complete 
review of overhead handling sys performed No further review 
of design bases for load handling sys required 

BECKHAM. J T Georgia Power Co B2/05/24 Office of Nuclear 
Reactor Regulation. Director llpp 13313 251 24X 

Fiche 50-321,82/05/24,8206010207 


0206110336 Forwards response to 820505 Generic Ltr 02-10 re post-TMl 
requirement Implementation schedule, per NUREO-0737 
BECKHAM. J T Georgia Power Co 82/06/04 Office of NU'Clear 
Reactor Regulation. Director Spp 13467 087 24X 

Fiche 50-321,82/06/04.8206110336 


0206140242 Forwards corrected Tech Specs w/deleted ref limiting 
condition for operation St surveillance requirments for 600- 
voLt swing bus 

FAIRTILE. h B Operating Reactors Branch 4 62/06/07 BECKHAM, J T 

Georgia Power Co 2pp 13507 264 24X Fiche 90-321.82/06/07, 

0206 14 0242 


—8206140244 Corrected Tech Spec Page 3 9-4a deleting all refs to dcletuc 
swing bus 

» Office of Nuclear Reactor Regulation. Director 02/06/07 Ip 
13507 166 24X Fiche 50-321,82/06/07,0206140242 


6206140256 Forwards Franklin Research Ctr requests for addl info re 
equipment environ qual if 1 cation program Response requested 
within 30 days. 

STOLZ.vT F. Operating Reactors Branch 4 82/06/07 BECKHAM. J T 

Georgia Power Co 16pp 13507' 077 84X Fiche 90-321,02/06/07, 

8206140256 


0206170376 Forwards NUREO-0737 post-TMl Tequlrements implementation 
schedule revision 6 explanation in response to Generic Ltr 
82-05 6 B20526 request Info supersedes 820420 ltr 
triDNER. U A Georgia Power Co 02/06/07 Office of Nuclear 
Reactor Regulation. Director llpp 13531 094 24X 

riche 50-321.02/06/07,8206170376 


6206090153 Generic Ltr 82-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREG-0916 relative to 
restart of RE GLnna Rept documents findings re cause of 
event N/o end 

EI8ENHUT. DO Division of Licensing 02/06/09 HAUSPURO. A 
Consolidated Edison Go of New York MAURIN.L V Louisiana Pnwei & 
Light Co. CAVANAUGH, H Arkansas Power 6 Light Co 13pp 
13937 349 B4X Fiche 90-000.02/06/09,8206090153 


8206170365 Revises implementation completion date to Sept 1903 for 
NURCG-0737, Item 11 K 3 22 re automation of reactor core 
isolation cooling suction transfer 

(I I ONER. W A Georgia Power Co 02/06/11 Office of Nuclear 

Reactor Regulation. Director 2pp 13531 080 24X 

Fiche 90-321,02/06/11,8206170365 


8206170367 Application to amend License DPR-57, clarifying limiting 
condition for operation where secondary containment 
Integrity cannot be properly maintained 6 operability 
requirements for standby gas treatment sys 

WIDNERfM a Georgia Power Co 02/06/11 Office of Nuclear 

Reactor Regulation, Director 2pp 13531 126 24X 

Fiche 50-321,82/06/11,8206170367 
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'"•9206170370 Prpposed Tech Spec changes clarifying limiting condition 
fqr operation where secondary containment integrity cannot 
t)c properly maintained & operability requirements for 
standby gas treatment sys 

a Georgia Ppiuer Go 92/06/11 9pp 13S31 ISO 24X 
f^iche 50-321, 02/06/1 li 8206170367 


8206180170 Application to amend Uicenso DPR-*57 providing limiting 
condition far operation w/o secondary containment Integrity 
WiCNEftiM A Georgia Powet Co B2/06/11 Office of Nuclear 

Reactor Regulation# Director 2pp 13933 209 24X 

Flche a0“32l. 82/06/11# 8206100178 


— 82061801S1 Proposed Tech Specs providing limiting condition for 
operation w/o secondary containment integrity 
« Georgia Power Go 92/06/11 5p p 13SS3 211 34X 

Flche 90-321, 02/06/11# 9206190170 


8206310330 Application to amend Licenses DPR-97 tt NPF-5 increasing 
min shift crew composition requirements as shown in Table 
6 3 2-t it required by NUReG-0737 

WlDrfEHjW A Georgia Power Co 82/06/11 Office of Nuclear 
Reactor Regulation# Director 2pp 13557 154 24X 

Fiche 30-321# 02 / 06 / 1 1. 8206210330 


—0206210336 Proposed changes to Tech Specs increasing min shift crew 
composition requirements 

* Georgia pouer Co 02/06/11 4pp 13599 196 24X 

Fiche 50-321,82/06/11.9206210330 


G2D629O306 Forwards safety evaluation concurring u/licensee 601231 
response to NURE0"O737i Item II K 3 21 re restart of LPC8 it 
LPCl sys based on BI^R owners group position Logic mods not 
warranted 

STOLl. J F Operating Reactors Branch 4 02/06/16, BECKHAM J T 

Georgia Power Co 5pp 13630 080 24X Fiche 50-321# 02/06/16* 

S206250396 


0 Inspection reports# IE Bulletins correspondence 


8206070640 Forwards l£ Insp Repts 50-321/02-14 «< 50-366/02-14 on 
820321-0420 No noncompliance noted 

DANCEjH C. Division of Project 6 Resident Programs 82/05/14 

KELLY. R J. Georgia Power Co 2pp 13390 094 24X 

Fiche 50-32 1 # 02 /05/ 1 4 # 820 607064 B 


— 9206070657 IE Insp Rapts 50-321/92-14 It 50-366/82-14 on 920321-0420 No 
none omp 1 ianee noted Major areas inspected . Tech Gpec 
comp 1 iancf# housekeep ing# opera tor performance# overall plant 
operatl one# QA practices 6 station corporate mgt practices 
ROGERS, R F. , DRQWNLEErV L Division of Project it Resident 

Programs 02/05/14 3pp 13390 096 24X Fiche 50-321# 82/05/14# 

8206070648 


0202040147 IE Info Notice 82-15# "Notification of NRO. 6vc list end 
□EYDUNO.R C Director's Office# Office of Inspection and 

Enforcement. 62/09/28 107pp 13426 099 24X 

Fiche 50-000# 02/05/28# 8202040147 


0204210379 IE Info Notice 82-16# "HPCI/RCIC High Steam Flow Setpoints," 
8v< List end 

JORDAN, E L Division of Engineering it Quality Assurance 82/05/20 
I03pp 13440 264 24X Fiche 50-000, 02/09/20# 8204210378 


9206220442 Forwards IE Insp Repts 50-321/02-13 it 50-366/82-13 on 
820429-0504 No noncompliance noted 

DANCErH C Division of Project & Resident Programs B2/05/2B 
KELLYrR J Georgia Power Co 2pp 13578.102. 24X 

Fiche 50-321# 02/05/20# 0206220442 


— 8206220446 IE Insp Repts 50-321/02-13 it 50-366/02-13 on 820420-0504 No 
nancomplianct noted Major areas inspected witnessing 
preparation 6 performance of containment integrated leak 
rate test review of test results 

WH3TENER#H L # JAPE, F Division of Engineering it Technical 
Programe 02/05/26 5pp 13570' 104 24X Fiche 50-321# 82/05/20# 

8206220442 


0204210300 IE Bulletin 82-02# "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

0VC list encl 

DEYQUNGiR.C Director's Office# Office of Inspection and 

Enforcement 02/06/02 lO0pp 13527 150 24X 

Fiche* 50-000, 02/06/02,9204210300 


6206140064 Submits add I info requested in NRC 010904 Itr re 010901 
reeponee to Generic Ltr 01-01# "Qualification of Insp# Exam# 
Testing it Audit Personnel." Commits to conform w/Positions 
C 5.6# 7r0 S' 10 of Reg Guide 1 SBrRevision 1 

NiDNERj N. A Georgia Power Co 62/06/07, Office of Nuclear 
Reactor Regulation# Director Ip 13404 259 24X 

Fiche 90-321# 82/06/07# 0206140064 


— 8206140065 Forwards plan for augmented inssrvice insp of certain 
components to address Interest In intergranular stress 
corrosion cracking On B20424 water chemistry transient 
caused chloride intrusion Conditions may impact exam 
BECKHAM# J T Georgia Power Co 82/06/04 D 'REILLY# J P Region 
2# Office of Director ISpp 13484 260 24X 

Fiche 90-321# 02/06/07# 0206140064 


0206220390 Ack receipt of 820521 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/62-ii it 
50-366/82-11 

DANCE# H C Division of Project D Resident Programs 02/06/09 

KELLY# R J Georgia Power Co ip 13501 204. 24X 

Fiche 50-32 1 . 02/06/09# 0206220350 


—8206220356 Responds to NRC 020421 ltr re violations noted in IE Insp 
Repts 50-321/02-11 8# 30-366/02-11 Corrective actions 
personnel notified of mgt position on misuse of pocket 
dos Imeters 

HEAD.G F Georgia Power Co 02/05/21 O'REILLY# J P Region 2# 
Office of Director 2pp 13591 205 24X Fiche 50-321# 02/06/09# 
8206220350 


—0206220361 Forwards IE Insp Repts 50-321/02-11 it 50-366/82-11 on 
820329-0402 t, notice of violation 

DANCE# K C Division of Project 8# Resident Programs 02704/21 
KELLY, R J Georgia Power Co 2PP 13501,207 24X 

Fiche 90-321# 02/06/09, 0206220350 


— 8206220367 Notice of violation fi'cm insp on 020329-0402 

a Division of Project 8t Resident Programs 02/04/21 Ip. 
13501 209 24X Fiche 50-321# 02/06/09, 0206220350 


—0206220372 IE Insp Repts 50-321/02-11 it 90-366/02-11 on 820329-040S 
Noncompliance noted radiation protection procedures not 
esbab lished # maintained Implemented re personnel dosimetry 

FRANKLIN. L A # BARR#K P Division of Engineering k Technical 
Programs 82/04/16 6pp 13581 210 84X Fiche 50-321,02/06/09# 

BS06220350 


8204210303 IE Info Notice 02-17# "Overprestur i satlon of RC8. “ 3vc Uet 
end 

JORDAN# £ L Division of Engineering k Quality Assurance B2/06/U 
106pp 13679 298. 24X F 1 c he. 90-000. 02/06/ 1 1# 8204210383 


8204210384 IE Info Notice 02-18, "Assessment of Intakes of Radioactive 
Mat! by Workers " 8vc list end 

DEYOUNO.R C. Director's Office# Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109. 24X 

Fiche 90-000# 82/06/ 1 1 # 82042 1030 4 


8206170260 Forwards response to NRC 820312 k 0416 requests for addl 
info re relief requests for inservice Insp programs Diagram 
of RHR heat exchangers end 

WIDNER#W A Georgia Power Co 02/06/11. Office of Nuclear 
Reactor Regulation# Director 10pp. 13933 160 84X 

Fiche - 90-32 1 # 82/06/ 1 1 # 0206170260 


R. Periodic operating reports (< related correspondence 


6206150110 Forwards monthly operating repts for Hay 1902 

NIX#H C Georgia Power Go 02/06/00 Director's Office# Office 
of Inspection and Enforcement Ip. 13901-316 24X 

Fiche: 90-321# 82/06/00# 8206190110 


—0206150111 Monthly operating repts for May 1902 

0ILBRETH#T Otorgla Power Co 82/06/10. lOpp 13501 317 24X 

Fiche. 50-321. 02/06/00# 02061501 10 


a Reportable occurrences# LERs k related correspondence 


8206010504 Forwards LER 02-O29/O3L-O 

NIX#H C Offoryia Power Co, 82/04/21, O'REILLY# J P. Region 2# 
Office of Director Ip 13314 036 24X Fiche- 50-321 # 82/04/21# 
0206010584 


—8206010590 LER 82-025/03L-0 on 820322# while performing HNP-l-3653r 
Standby gas treatment sys failed to maintain secondary 
containment integrity Caused by leaking door seals# open 
drain valves tt inaccurate control room Instruments 
a Georgia Power Co 82/04/21. Region 2# Office of Director. 
Spp 13314 037, 24X Fiche- 90-321# 02/04/21,8206010584 


0206010650 Forwards LER 02-O23/O3L-O. 

NIXiH C. Georgia Power Co 82/04/28. O'REILLY. J. P, Region 2# 
Office of Director Ip. 13314:052. 24X Fiche. 90-321# 02/04/26, 

8206010690 



— e20£0l0&^2 UER B2-023/03L-0 on B2033?< dur ing «t^jidy-stat;Q poofer. tovuE 
U4t«r It-Vfl indicator inoptrablt on two event! Caused by 
loll of water Itv ref leg to transmitter 1T40-NOIOD due to 
(jorn valve manifold tlanlfold will be replaced 
HrX«R T Oeorgia Power Co 02/04/20 Region 2« Office of 
director 2pp 133U 093 34X Flche 30-321.03/04/20,0206010650 


B206010164 Forwards LER G2-027/03L-0 

NiXiH C Oeorgia Pouief Co 62/03/12 Q'REILLy, J P Region 2. 
Office of Director Ip 13307 21S 24X Piche 50-321,02/09/13, 
0206010164 


—0206010170 LER e2-027/03L-0 on 020412, site failed to prove operability 
for two trains within 4-l» w/itandby gas treatment filter 
train 1146-00016 Inoperable Caused by manometer failure 
Hanometers replaced 

SUMNER j M L Oeergte Power Co 82/05/12 Region 2. Office of 
Director 3pp 13307 S13 24X Piche 50-321.02/09/12.6206010164 


9206010903 Forward i LER e2-034/oaL-0 

NIXiH C OeorgU Power Co 02/05/14 O'REILLYiJ P Region 2. 
Office of Director ip 13307 317 24K Piche 50-321,02/09/14. 
BS06010903 


— B20601C910 LER &2-034/03L-0 on 820414, QA mg t review of current open 
item 79-FP-2/120 revealed that inadequately rated fire doors 
had been in place since 791026 Caused by inadvertent 
oversight of Tech Spec application 

SUMNER, H L Oeorgia Power Co 82/09/14 Region 2, Office of 
Director 2pp 13307 31Q 24X Piche 50-321, 02/09/14, B206010903 


8206010230 Forwards LER G2-031/03L-0 

NlXiM C Oeorgia Power Co 02/05/10 O'REILLY.U P Region 2. 
Office of Director Ip 13307 055 84X Piche 50-321.82/09/18. 
0206010290 


— 820601023? LER a2-031/03L-0 on 020422. par ti cuUte sample pump U noble 
gas panel monitors IDI 1 **K63l, 623 1, 633 declared inoperative 
Caused by component failure b Ihleakage of air to monitors 
Pump repaired ti air leaks stopped 

NIXi R T Georgia Power Co 02/09/18 Region 2. Office of 
Olrsctor 2pp, 13307 096 24 X Piche 30-321102/09/16,0206010290 


3206070077 Forwards LER e2-042/03L“0 

NIX,H.C Georgia Power Co 82/09/20 O'REILLY. J.P Region 2. 
Office of Director Ip 13360 221. 2AX Piche 90-321,62/05/20, 
6206070077. 


— B20607007? LER 82-042/03L-0, on 820505. unsea led penetration discovered 
pasiing through U2-ft to iSO-ft el evetion. Penetration 
overlooked during const phase tiaint request issued for 
installation of fire rated teal 

&UhNER,H L Georgia Power Co 62/05/20 Region 2, Office of 
Director 2pp 13360 222 24X Flche 90-321, 02/05/80. 8206070077. 


6206070149 Forward i LER 82-040/03L-0 

NIX. H C. Georgia Power Co 82/03/20 O'REILLY. J P Region 2. 
Office of Director Ip 13368 346 84X Piche 90-321.02/05/20, 

©206070 M9 


—■0206070159 LER 62'~040/03L-0’ on 020430, during testing, RHR sve voter 
pueip lEll-COOlA failed to meet rated flow requirements of 
Tech Bpecs. Caused by failed mechanical seal Mechanical seal 
replaced. 

NIX.1H C Georgia Power Co, 62/05/20, Region 2, Office of 
Director. 2pp. 13368:347 24X Piche 90-321,82/05/20,820607014? 


8206070564 Forwards LER 02-O39/O3L-O 

NIX*H C Georgia Power Co 02/09/20 O'REILLY, J. P. Region 2. 
Office of Director ip 13372:320 24X Flche 50-321,82/09/20, 

6206070964 


ea060700?6 Forwards LER 62-036/03L-0 

NlX.H C Georgia Power Co 02/05/25 O'REILLY, J P Region P, 
Office of Director Ip 13360 316 24X Fiche 30-321,02/05/25. 
6306070096 


— 6206070101 LER 82-036/03L-0 on 620429. 1B21-R613 reactor level rer order 
found inoperative Caused by open resistor Ri8 in recorder 
amplifier Component replaced t recorder recalibr 
NIX.R T Georgia Power Co 62/05/29 Region 2. Office of 
Director 2pp 13368 217 24X FUhe 90-321, 02/05/33, 6206070096 


820611010? Forwards LER 82-O30/O3L-O 

NIX,H c Georgia Power Co 02/09/27 O'REILLY, J P Region 2, 
Office of Director Ip 13467 030 24X Fiche 90-321,82/09/27. 
020611010? 


— 6206110162 LER B2-O30/O3L-O on 820430. c ontaminat I on found outside 
northeast corner of turbine bldg Caused by water backing 
into discharge of low pressure air blower during backwash of 
condensate demineral 1 ler vessel Procedure revised 
ROGERS, (f H Georgia Power Co 82/05/27 Region 2. Office of 
Director 2pp 13467 031 24X Flche 50-321182/05/57,620611010? 


8206110205 Forwards LER a2-04a/03L-0 

NlX.H C Georgia Power Co 82/09/37 D'REILLV.J P Region 2, 
Office of Director Ip 13467 033 24X Flche 50-321.02/09/27, 
8206110205 


—8206110200 LER 82'*048/03L-0 on 620512, no senior reactor operator on 
refueling floor during low power range monitor changeout 
Caused by failure of personnel to recognize operation as 
cere alteration Practice discontinued 

RAXLEV, S X Oaorgia Power Co 02/09/27 Region 3, Of fire of 
Director 2pp 13467 034 24X Flche 90-321,02/09/27.0206110205 


8206110235 Forwards LER 83-047/011-0 

NlX.H C Georgia Power Co 82/05/27 O'REILLY, J P Region 2, 
Office of Director Ip 13466 249 24X Fiche 90-321, 02/O9/'27. 
8206110239 


*0206110239 LER 02-049/OlT-O on 820517. fuel loading performed w/o nil 
control rods fully inserted Caused by second shift resuming 
operations w/o knowing first shift sutpandad operations due 
to inability to insert rods Procedure to be revised 
BAXLEY. 6 X Georgia Power Co 02/09/27 Region 2. Office of 
Director 2pp 13466 246 24X Flche 50-321.02/05/27.0206110235 


3206110259 Forwards LER 8a-090/03L-0 

NiXiH C Georgia Power Co 02/09/27 O'REILLY. J P Region 2, 
Office of Director Ip 13466 288 24X Flche 90-321,02/05/27. 
020611029? 


■6206110268 LER S2-090/03L-0. on 82051 4. w/uni t shut down b In refUil mode 
due to solvent intrusion. Intermed late range monitor 
functional test, HNP-1-3092 performed 34-h late Caused by 
personnel error. Test performed satl ifactorily, 

NIX.R T Otorgia Power Co 82/09/27 Region 2. Office of 
Director 2pp 13466 289 24X Flche 90-321.82/09/27.0206110239, 


020621011? Forwards updated LER B2-034/03L“t, 

NIX.H C Georgia Power Co 82/06/03 O'REILLY, J P Region 2. 
Office of Director. Ip. 1395? 234 24X Flche 90-321,02/06/03, 
82062101 19 


'—8206210131 Updated LER 02-O34/O3L-1 on 6204 14, during review of QA oarn 
Item 7?-P2-2/iao fire doors h door frames identified having 
inadequate ratings Firs watches had not been established 
Fire watches established on B20426, 

SUMNER, H L Georgia Power Co 92/06/03, Region 2, Office of 
Director 2pp 13959 239 24X Fi che 50-321, 02/06/03, 82062101 19 


—0206070868 LER e2-039/03L-o on &a0428i dor ing shutdown ?. performam 
of HNP-l -3082. intermediate range monitor failed to yield 
half scram when tripped. Ciuied by detector drift Correct 
point to jumper identified corrected 

SUMNER, H L Georgia Power Co 62/05/20 Region 2, Office q 
Director 2pp. 13372.321 24X Fiche, 90-321, 02/09/20, 02O6O7O8( 


0206210542 Forwards LER G2-047/03L-0, 

NIXjH C. Georgia Power Co. 02/06/03 0 'REILLY, J, P. Region 2i 

Office of Director. ip 13563 335. 24X Flche- 90-321, 08/06/03. 

8206210542 


6206210973 LER 0a-O47/O3L-O on 820911, OA auditor found that revisions 
to certain procedures had not been reviewed bu plant review 
board Caused by incomplete definition of safety-related 
procedures in HNP-0-9, "Procedure Writing. Use & Control." 

TIPP8.8 B Georgia Power Co 02/06/03 Region 2, Office of 
Director 2pp 13563 336 24X Fiche 90-321,02/06/03,0206210842 


0206210655 Forwards LER 82-043/03L-0 
NIK. H C Georgia Power Co 02/06/04 
Office of Director Ip 13564 065 
6206210699 


O'REILLYiJ, P Region 2. 
a4X Fiche- 90-32 1 . 02/06/04 . 
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—920^210660 LER e2-043/03L-0 an 820305. RHR avc water pump lEll-COOlC 
failed to ratet flow t/ discharge pressure requirements 
Caused debris entering pump & becoming lodged in 
impellers Screens repaired 

NJX.R T Georgia Power Co 82/06/04 Region 2. Office of 
Director 2pp 13564 066 24X Fiche 50-321.02/06/04.0206210655 


8206210359 Forwards LER 02-031/031,-0 

NlX.H C Georgia Power Co 02/06/00 O'REILLY. J P Region S. 
Office of Director Ip 13358 093 24X Fiche 50-321.02/06/00. 
02062 1 0359 


— B206210364 LER 02''O5t/O3L-O on 820524i w/unl t in refuel mode, routine 
performance of HWP-l-3iB2 showed that plant svc water pump 
1P41-C001A failed Caused bg normal wear 1. foreign matter in 
pump Pump r eb u 1 1 1. r B i ne ta 1 1 ed S< retested 

NIX.R T Georgia Power Co 02/06/00 Region 2. Office of 
Director 2pp 13538 094 24X Fiche 30-321.02/06/00.9206210359 


0206210448 Forwards LER 02-O46/O3L-O 

HIX.K C Georgia Power Co 92/06/09 □ 'REILLY, J P Region 2, 
□fflce of Director Ip 13370 352 24X Fithe 30-321.82/06/09, 
8206210440 


—0206210470 LER 82-046/03L-0 on 820310 Ic 19. during cold shutdown, 

RHR svc water pumps 2E1I-C001D ^ lEll-COOlO failed to meet 
flaw & pressure Tech Specs Caused by debris In pump 
Impellers Debris removed 6 screens repaired 

HIX.R T Georgia Power Co 02/06/00 Region 2, Office of 
Director 3pp 13370 353 24X Fiche 50-321.02/06/00,8206210440 


9206240-137 RO on 620524. during refueling outage ti performance of 
Procedure HNP-1-335I . e lec tr ic fire pump IX43-C001 failed to 
autostart properly Caused by component failure due to loose 
needle Needle replaced calibr performed 

NlX.H C Georgia Power Co 02/06/09 O'REILLY. J.P Region 2. 
Office of Director 2pp 13599 270 24X Fiche 50-321.02/06/08. 

0806240137 


0206300117 Forwards LER B2-029/03L-0 

NJX.H C Georgia Power Co 82/06/17 O'REILLY. J P Region ?, 
Office of Director Ip 13656 303 24X Fiche 30-321.02/06/17. 
02063001 17 


—0206300119 LER B2-029/03L-0 on 020601 . d url n g cold shutdown. P lant svc 
water pump D failed to meet operability test flow 
requirements Caused by normal wear damaged first stage 
Impeller Pump rebuilt & tested satisfactorily 
NIX.R T Georgia Power Co 82/06/17 Region 2. Office of 
Director 2pp, 13656 304 24X Fiche 80-321.82/06/17.9206300117 


9206000448 Forwards request for addl info re environ qualification of 
mechanical equipment 

aCHWENCER.A, Licensing Branch 2 02/06/01 POLLOCK. M S Long 
Island Lighting Go 3pp 13440 12? 24X Fiche 50-322.82/06/01. 
8206080448 


9206070566 Forwards revised response to NRC Question 223 93 rr remote 
shutdown panel Enel response clarifies items based on 020511 
discussions w/NRC Instrumentation h Control Sys Branch 
SMITH. J L Long Island Lighting Co 82/06/02 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 13372 238 24X 

Fiche 30-322, 82/06/02. 8206070566 


9206000299 Advises that util will have completed seismic qualification 
review team (SORT) evaluation for approx 90X of equipment 
required to be selsmically qualified by 020623 Util requests 
that audit be conducted during wk of 820623 

SMITH. J L Long Island Lighting Co 82/06/03 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 13419 312 24X 

Fiche 30-322,82/06/03.8206000299 


B2060G0281 Discusses util 820217 Ur re commitment to install bubbler 
sys for addl wide range suppression pool level monitoring 
Due to vendor delivery delays of required valves, util 
requests requirement for implementing sys be removed 
6MITH1 J L Long Island Lighting Co 82/06/04 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 13420 107 24X 

Fiche SO-322, 82/06/04. 020600028 1 


0206090153 Generic Ltr 02-11 to all LNR reactor plant licensees h 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Repb documents findings re cause of 
event N/o enc 1 

EIGENHUT, D G Division of Licensing. 82/06/09 HAUBPURO. A 
Consolidated Edison Co of New York BERRY, G T Power Authority of 

the State of New York POLUCK. K S Long Island Lighting Co 13pp, 

13597 349 24X Fiche 50-000.82/06/09,8206090153 


0206150036 Board notification notifying of dryuell to wetwell vacuum 
breakers which can bo tubj to air-clearing load resulting 
from pool swell following postulated LOCA Componantf can 
be ovcrstrWsed by Impact load 

TEDE8C0.R L Assistant Director for Licensing 02/06/10. Atomic 
Safety and Licensing Board Panel ttpp 13523 110 24X 

Fiche SO-000, 02/06/10. 0206150036 


0206810002 Notification of 020614 meeting w/utll in Bethesda. hD to 
discuss technical requirements for remote shutdown panel 
capabi lity 

GILBERT. R Licensing Branch 4 02/06/11 SCHHENGER.A Licensing 

Branch 4 3pp 13983 007 24X Fiche 50-322.02/06/11,8206210002 


DOCKET 50-322 BROREHAM NUCLEAR POWER STATION 


A App 1 Ication/eonstruction stage documents & correspondence 


8206030147 Forwards details of reliability study re 125-volt dc sys. 
providing basis for Info on dc sys reliability contained in 
util 911S08 submittal 

EHITH. JL Long Island Lighting Co 82/04/26. FISHER. D ACRB - 
Advisory Committee on Reactor Safeguards 12pp 13337 000 24X 

FJehe 50-322. 82/04/26. 8206030147 


9206230007 Add! response to FOIA request for eight cetegories of 
documents Forwards documents listed in app, Financ ial info in 
Documents 3-54.3-55 h 5-11 deleted 

FELTON. J M Division of Rules and Records. 82/04/29, MCMURRAV.C H, 
Kirkpatrick. Lockhart. Hill. Christopher & Phillips 21pp 
13604:044 24X Fiche, 50-000. 02/04/29. 8206230007 


8206220117 Confirms 020514 telcon re switch used to initiate standby 
liquid control sys. Switch is safety-related U is mounted 
on seismic Category I panel, 

SMITH. JL Long Island Lighting Co, 02/06/17. DENTON. H R, Office 
of Nuclear Reactor Regulation. Director Ip 13573 239 24X 

Fiche. 50-322. 02/06/17.8206220117 


8206230053 Forwards Region 1 820614 memo re util request for byproduct 
matl license amend 

BOROENICK. B H Hearing Drench 3 92/06/51 GARRETT.E.H i 

MCCAFFREY. B Long Island Lighting Co. OOLDSNlTHrH W Energy 
Research Oroup. Inc 4pp 13591 057 24X Fiche. 50-322. 02/06/21. 

0206230053 


— 0206230067 Ack receipt of 820614 amend request requests addl info r 
use of Sb-t24 & storage location 

GLENN. J.E, Region 1. Dffici of Director. 82/06/11 MIELE. M L 

Long Island Lighting Co Ip 13591 063, 24X 

Fiche 50-322.02/06/21.8206230053 


0206010518 Discusses interpretation of statement in util Apr 1977 rept. 
"Bhoreham Nuclear Power Station Schedule t< Const Mgt 
Evaluation.'* re critical design problems suppressed by S&W 
READ. H J New York. State of 82/05/19 HAYNES. R C Region 1. 
Office of Director 2pp 13314 322 24X Fiche' 50-322. BB/05/19, 

8206010518 


S206290174 Ack Commlsiion withdrawal of recommendation for control rod 
drive makeup flow design specified in NURE0-06l9r Siction 
8^ L.per NRC 920623 memo 

CURTIS. N.N. Pennsylvania Power Light Co 82/06/25 8CHWENCER.A 
Licensing Branch 2 tp 13631.050 24X Fiche. 50-000. 02/06/29. 

0206270174 


82-06020331 Forwards "Program Description. Independent Design Review for 
Shoreham Nuclear Station " 

SHITHtJ,L Long Island Lighting Ca 02/05/26 DENTON. H R Office 
of Nuclear Reactor Regulation. Director tp 13321*231 24X 

Fiche: 50-322. 02/05/26. 820602033 1 


— 8206020337 "Program Descr ip tlon. Indep endent Design Review for Bhoreham 
Nuclear Station " 

a Teledgne Engineering Services TR-5633-l 92/05/17 3Ipp, 

13321 232 24X Fiche. 50-322. 92/09/26.0206020331 


8206000164 Notification of 820600 meeting w/utll in Bethesda. MD to 
discuss open ^ confirmatory safety items 

GILBERT, B. Licensing Branch 2 02/05/28 8CHWENCER.A. Licensing 

Branch 2 2pp 13442-162 24X Fich e. 50-322, 82/05/29. 0206000164. 


— 0206290199 Forwards Auxiliary Bys Branch evaluation of BNR licensing 
review group 020326 ltr re proposal for elimination of 
control rod drive makeup flow test recommended in 
NOREG-0619. Section 0.1 Proposal acceptable 

RUBEN8TE1N. L 9 Assistant Director for Care !< Plant Systems. 
82/06/23. TEDEBCOrR L. Assistant Director for Licensing. Ip 
13631.059 24X Fiche 50-000.82/06/25.8206290174 


—0206270201 Safety evaluation supporting BUR licensing review group 
proposal for elimination of control rod drive makeup pump 
flouj test recommended in NUREO-0619. Sectl on 0. 1. 
a Auxiliary Systems Branch. 02/06/23 Spp. 13631; 060 24X 

Fiche* 50-000. 02/06/25. 0206290174 
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DOCKETED ITEMS 


E NRC Safatij Evaluation Report <SER). suppls ti correspondency 


9aO&OaOD75 R*q.UBtt* that NRC discussion in SER*Buppl 1. Chapter 22, of 
NURE0-0737J Item El K 3 IS r* automatic depressuri lation sys 
loglcibe revised per results of Sept 1982 studk} 

SMITH, J L Long Island Lighting Co 63/06/03 DENTON. HR Office 
of Nuclear Reactor Resulation, Director 2pp 134J7 134 24K 

FI Che 30-335,63/06/03.8206090379 


— 3206080380 Inferms that submittal hy B20930 of revised position L 
planned actiaris to resolve NUREO~0737, Item It K 3 18 re mod 
of automatic depressuri lat ion sys logic is acceptable, tn 
response to 820205 Itr 

ElfiENHOT, 0 0 Division of Licensing 83/04/23 DENTEi-J J DWR 
Owner* Croup ip 13417 136 24X Fiche 50-323,82/06/03. 

8206080375 


F Securlt-g, medical, emergency tt fire protection plans 


9206080316 Foru-ard* IE Insp Rept 50-322/92-07 on 820315-17 No 
none amp 1 i ance noted 

MARTIN, T T Division of Engineering U Technical Programs 02/05/20 
POLLOCK, M S Long Island Lighting Co 2pp 13420 074 24X 

Fiche 50-323,82/05/20,0206080316 


'—8206090317 IE Safeguards Insp Rept 50-322/02-07 on 920315-17 No 
noncomp 1 lance noted Major areas Inspected security 
organ 1 zatl on, testing 6 malnt & nuclear matl control L 
accounting program Details uilthheld (ref iOCFR73 21) 

BAILey, R, J . KUSHNER.W L , GQDV. A T Region 1. Office of Director 
B2/04/37 ip 13420 076 24X Fiche 50-332,82/05/20,9306080316 


8206280379 Foruards info clarifying fire protection program, Inc lading 
personnel q.ua 1 1 fleet Ion t. training it revised response to 
Question 420 39. ref iecting mgt procedural changes 

SMITH, J L Long Island Lighting Co 92/06/21 DENTON.HR Office 
of Nuclear Reactor Regulation, Director I6pp J 3623 331 24X 

Fiche 30-322,83/06/21,6206380379 


0 Adjudicatory correspondence 


8206040174 Requests to be informed re steps taken to assure campllanca 
u/Paragraph 2(b> of 790919 stipulation re adequacy of 
training of licensee personnel Certificate of B/c end 
SHAPinOrR. Catnmer li Shapiro SHAPIRO. R North Shore Committee 
Against Nuclear i Thermal Pollution 02/05/23 BRENNER, L , 
CARPENTER, J L , MORRIS. P. A Atomic Safety and Licensing Board Panel 
4pp 13360 046, 24X FI che. 50-322, 02/03/25. 9206040174 


8206010317 Request fer confidential treatment of certain proprietary 
info re 3iy QA activities 

EDOARtO. L Stone L Mebster Engineering Corp B2/0S/27 Atomic 
Safety and Licensing Beard Panel 4pp 13300 049 24X 

Fiche SD-322, 82/05/27,9206010317, 


— 82060103-22 Affidavit of RB Kelly re request for confidential treatment 
Public diiclasure likely to cause substantial harm to E&U 
competitive position Certificate of Sve end, 

KELLY. R B Stone It Webster Engineering Corp 62/05/26 7pp 
13300 033. 24X Fiche 50-322.82/05/27,6206010317 


0206040230 Foruiards notice of appearance in proceeding W/o end 
BLACK* R L Hearing Branch 1 62/06/01 BRENNNER,L , 

CARPENTER, J U * MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip. 13395.273 24X Fiche 30-322.52/06/01.6206040230 


8206070110 First request for production of emergency planning 
documents. Not Ices of appearance 6 Certificate of 8vc end 
CHRISTMAN. J, N Long Island Lighting Ga CHRISTMAN, J N Hun ton «< 
Williams. 82/06/02 Suffolk County, NY lapp 13370 190 24X 

Fiche 30-3^2. RP/OA/nn. nSOAftTAIlO. 


—0206070521 Requests amend to License 31-17432-01 to increase quantity 
of single source, each source not to exceed 3.300 Ci 
MIELE, M L Long Island Lighting Co 92/05/14 JERHAN, P Region 
1, Office of Director Ip 13374 093 24X Fiche 50-322,62/06/03, 

6206070518 


— 8011030574 Ha t i /Dyproduc t License 31-17432-01 for Long Island li-ghting 
Co is amended per 900703 Itr Amend 3 adds Am-24l in any 
form for calibr of radiation measuring equipment 
BROWN. J H Licensing Hsnagement Branch 80/10/10 Ip 
13374 094 a4X Fiche 50-022.32/06/03,8206070510 


— 9206070530 Ha tl/0y product License 31-17432-01, author i i ing possession 
of C5-I37 i U-239 

e Radioisotopes Licensing Branch (Pre 770501) 79/04/10 3p p 

13374 099 24X Fiche 50-322,82/06/03.9206070519 


6206070538 Ad/lses of 020527 conversation ui/R Shapiro re 020525 Itr 
Requirements of 790916 st ipulat ion, Paragrap h 2(b) fulfilled 
BOROENICK.D H Hearing Branch 3 02/06/03 BRENNER, L . 

CARPENTER, J L , MORRIS. P A Atomic Safety and Licensing Board Panel 
2pp 13374 041 24X Firhe 50-322, 02/06/03. B2O6O7O530 


— 9206070542 Forwards util Itrs to NRC, transm i tting new fuel receipt 
procedures for review, forwarded per 920527 verbal request 
to R Bordenick W/o end 

HIGGINS. J C Region 1. Office of Director 82/05/28 SHAPIRO, R 
Cammer & Shapiro Ip 13374 043 24X Fiche 50-322,02/06/03, 

8306070536 


8206070591 Responds to 820601 Itr re NRC 820524 response to Suffolk 
County informal discovery requests Suffolk County has 
received all items County should have received per request 
for emergency planning documents 

BORDENICK B M Hearing Branch 3 02/06/03 MCMURRAV, C M 

Klrkpatnclc, Lockhart. Hill, Christopher i Phillips MCMURRAV, C M 
Suffolk County, NY Ip 13372 213 24X Fiche 50-322,82/06/03, 

02O6O7O5S1 


—8206070595 Advises that Suffolk County objects to NRC treatment of 
County 020512 request for documents as informal discovery 
request Documents under Category 2 of NRC 820224 response 
should be provided or County notified if none exist 
MCMURRAV, C M Kirkpatrick, Lockhart. Hill, Christopher 6 Phi 11 Ips 
MCMURRAV, C M Suffolk County, NY 92/06/01 BORDENICK, B M 
Hearing Branch 3 2pp 13372 214 24X Fiche 50-322,82/06/03, 

8206070581 


8206090096 Forwards SECY-82-207 re final rule on environ qualification 
of safety-related electrical equipment for nuclear power 
plants 

RAW50N, R J Hearing Branch 4 82/06/04 BRENNER. L , 

CARPENTER. J L , MORRIfi.P A Atomic Safety and Licensing Board Panel 
2pp 13439 110 24X Fiche 30-322,02/06/04,8206090096 


8206100102 Forwards revisions to std affidavit of nondisclosure 
revised protective order governing access to security plan 
info Problem of availability of NRC mailroom for filing 
originals of documents u/safeguards info not resolved, 

LANPHER.L C Kirkpatrick, Lockhart, Kill, Christopher & Ph i 1 1 ip s 
82/06/07 Atomic Safety and Licensing Board Panel iipp 
13449 202 24X Fiche 50-322,92/06/07,8206100102 


8206100311 Forwards State of NY Dept of Public Sve 020519 Itr to NRC re 
statement in Apr 1977 ''fihoreham Nuclear Power Station 
Schedule i Const Mgt Evaluation ** NRC response to be sent 
when available, 

BORDENICK, B M Hearing Branch 3 02/06/07 BRENNER, L J , 

CARPENTER, U L • MORRIS. P A Atomic Safety and Licensing Board Pane) 
2pp 1345! I7t 24X Fiche 50-322.62/06/07, 0206100311 


0206110045 Motion to strike portions of util testimony on Contention 
7B ASLB 820330 order clearly stated that details of 
probabilistic risk assessment V assessment adequacy outside 
scope of Contention 7B Certificate of 8vc end 
LANPHER.L C Suffolk County, NY LANPHER.L C Kirkpatrick, 
Lockhart, Hill, Christopher t< Phillips 02/06/07 Atomic Safety 
and Licensing Board Panel 6pp 13465 247, 24X 

Fiche 50-322,82/06/07,8206110045 


B2060901S5 Motion to eeparate applicant NRC witness panels on 
Shoreham Opponents Coalition Contention 16 re clad swelling 
C( flow blockage Both applicant h NRC oppose contention but 
for different reasons 

REPKA, D A Hearing Branch 3 02/06/08 Atomic Safety and 

Licensing Board Panel Ip 13433 315 24X Fiche 50-322,02/06/001 

9206090155 


— 8206090157 Motion to add ON Lauben to NRC witness panel on Shoreham 
Dpponents Coalition Contention 16 on clad swelling flow 
blockage Prof quallf leal tions i Certificate of 8vc end, 

REPKAi D A Hearing Branch 3 02/06/08 Atomic Safety and 

Licensing Board Panel Spp 13439 316 24X Fiche 50-322. 

62/06/08. 6206090155 



DOCKETED ITEMS 


w 


5SO&I4O100 Motion to add S Lucks as witness on Shorohani Opponento 
Coa 1 1 1 i an Contention i9Ce> Lucks can provide discifsaion of 
scientific C< technical bases of plant design response 
spectra Prof qualifications h. Certificate of Svc end 
IRUtrf^D P Long Island Lighting Co IRWIM»D P Honton It Williams 
G2/06 j' 08 Atomic Safety and Licensing Board Panel 7pp 

13409 337 24X fiche 50-322, 02 /Oi/08. 8206140100 


6206240211 Motion to add WJ Roths as witness on Suffolk Cotlnty/8^4l^oham 
Opponents Coalition Contention 7G It Coalition Contention 
19<b) Prof qualifications! draft agreement & Certificate of 
Svc enc 1 

EARLEY. R A Long Island Lighting Co EARLEV.R A Honton 8i 
Williams 62/06/17 Atomic Safety and Licensing Board Panel. 
lOpp 13598 019 24X Flche 50-322.82/06/17,0206240211 


8206110051 FortJards NRC 820601 Itr to util requesting addl info re 
Open Item 9 Zt County Contention 8 & Coalition Contention 
I9<h) 

BORBENJCK^B Ml Hearing Branch 3 02/06/09 BRENNER, L . 

MORRIS, P A , CAHPENTER.J L Atomic Safety and Licensing Board Panel 
2pp 13465 235 24X Fiche 50-322,82/06/09.8206110051 


620616OD99 Motion to add J8 Baron as uii tness on Suffolk County 
Contention 2B(a)(iii> l< Shoreham Opponents Coalition 
Contention 7A(31 Prof qualifications li Certificate of Svc 
enc 1 Related correspondence 

EARLEY. A F Long Island Lighting Co EARLEY, A F Harmon !< Weiss 

02/06/09 Atomic Safety and Licensing Board Panel 8pp 

J3517 323 24X Fiche 30-322.02/06/09.0206160099 


0206240210 Motion for summary disposition of Shoreham Opponents 
Coalition Contention 9ld |< motion to strike portions of 
Coalition testimony No genuine issue of matl fact exists 
Certificate of Bvc end 

IRWIN, D P Long Island Lighting Co IRWIN, D P Hunton it Will lams 
82/06/17 Atomic Safety and Licensing Board Panel iOpp. 

13590 009 24X Fiche 50-322,02/06/17.8206240210 


0206240371 Motion to file motion for summary disposition of Shoreham 
Opponents Coalition Contention 9(d S' to file partial motion 
to strike Coalition testimony Motion uill narrow issues & 
reduce hearing time Certificate of Svc end 

IRWIN, D P Long Island Lighting Co IRWIN, D P Hunton It Williams 
02/06/17 Atomic Safety and Licensing Board Panel 6pp 
13603 210 24X Fiche 50-322,02/06/17,0206240371 


8206170360 Revised protective order governing access to security plan 
info Clarifies persons permitted access to info, revises 
conditions governing access It r e-emphas i tes importance of 
holding protective data in confidence 

EREMNERfL Atomic Safety and Licensing Board Panel 82/06/09 
Suffolk County, NY lOpp 13531 113 24X Fiche SQ-322, 02/06/09, 

8206170360 


8206160004 Bettlemant agreement re Shoreham Opponents Coalition 
Contention 16 on dad swelling le flow blockage Certificate 
of Svc enc I 

B DR DENICK I B Hearing Branch 4 * Long Island Lighting Co « 

Shoreham Opponents Coalition 32/06/10 iOpp 13517 290 34X 

Fiche 50-322, 02/06/10, 0206 1 60084 


8206170362 Stipulation resolving Suffolk County Contention 28<o}(iil)/ 
Shorehaiin Opponents Coalition Contention 7A{3} l< Suffolk 
County Contention 27(d /Shoreham Opponents Coalition 
Contention 3<c) Certificate of Svc end 

BORDENlCK,n Hearing Branch 3 EARLEY. A F Long Island Lighting 
Co LANPHERfL C Suffolk County, NY 02/06/11 5pp 13531:100 
24X Fiche 50-322,62/06/11,3206170362 


0206160127 Motion to Strike portions of OC Minor, of Shoreham Opponents 
Coal itl on, dir ect testimony on Contention 9 re notification 
of disabled safety sys Testimony would broaden contention re 
applicability of Reg Guide 1 47 Certificate of Svc end 
REFKAiD A Hearing Branch 3 62/06/14 Atomic Safety and 

Licensing Board Panel 6pp 13514 346 24X Fiche • 50-322, 82/06/14, 

0206160127 


8206170375 Confirmatory order lifting interim order staying fuel 
shipment Parties' agreement on security concerns re fuel 
shipment et 020609 hearing approved 

BRENNER, L Atomic Safety and Licensing Board Panel 02/06/14 7pp 
13331 133 24X Fiche 50-322,82/06/14,0206170375 


8206100066 Response to Suffolk County motion to strike portions of util 
Contention 7B testimony. NRC takes no position re striking of 
specified portions of testimony Opposes striking of 
Attachments 2 6 4 to util testimony Certificate of Svc end, 

RAWSONiR J Hearing Branch 4. 02/06/14 Atomic Safety and 

Licensing Board Panel 9pp 13S52 256 24X Fiche 50-322.02/06/14, 

8206180066 


8206180284 Response to 820511 first request for production of 
emergency planning documents Certificate of Bvc end 
MCCLEBKEYiK E Long Island Lighting Co MCCLE8KEY,K E Hunton Be 
Williams 82/06/14 Suffolk County, NY 34pp 13551.151 24X 

Fiche 90-322,02/06/14,3206180204 


B206230172 Second request for production of emergency planning 
documents Certificate of Svc end 

HCMURRAYiC M Suffolk County, NY HCMURRAV, C M Kirkpatrick, 
Lockhart, Hill, Christopher 6 Ph i Hip s 02/06/10, Long Island 
Lighting Co Spp 13506 309 24X Fiche 50-322,02/06/10,8206230172 


BP06230059 Forwards util 820514 amend request Ic NRC 8206U request for 
addl info 

GLENN, JE Region 1, Office of Director 82/06/14 BORDENICK, B. M 
Hearing Branch 3 Ip 13591 061 24X Fiche 50-322,82/06/21, 

8206230053 


“0206230062 Requests amend to License 31-17432-01 to change description 
of authorized matl No single source will exceed 3,300 Cl. 

H1ELE,M L Long Island Lighting Co 02/05/14 JERMAN,P. Realon 
1, Office of Director Ip 13591 062 24X Fiche, 50-322, 82/06/21, 
0206230053 


0206230149 Coneolldated emergency planning contentions, pursuant to 
ASLB 620420 order Iodine monitoring 8< technical support ctr 
contentions forthcoming Certificate of Svc end 

HCMUR«AY,C M Suffolk County, NY SHAPIRD.R North Shore Committee 
Against Nuclear l< Thermal Pollution SHEA, J. F Shoreham Opponents 
Coalition 02/06/22 Atomic Safety and Licensing Board Panel. 

48pp 13590 320 24X Fiche* 50-322, 02/06/28, 0206830149 


0206800161 Second request for production of emergency planning 
documents Certificate of Svc end 

REVEUEY.W T. Long Island Lighting Co REVELEY, W T Hunton %t 
Williams 02/06/22 Suffolk County, NY 11pp. 13624*291 

Fiche 50-322,02/06/22,8206280161 


02O620O516 Position on Suffolk Countyi Shoreham Opponents Coalition l< 
North Shore Committee emergency planning contentions 
Intervener draft contentions not adequately consolidated per 
ASLB 820420 order Certificate of Bvc end. 

MCCLESKEYt K. E Long Island Lighting Co. MCCLESKEYrK E Hunton If 
Williams. 02/06/22 Atomic Safety and Licensing Board Panel 
7pp 13626*278 24X Fiche 50-382, 02/06/22, 0206200516 


0206290300 Rtsponee to first request for production of emergency 
planning documents Certificate of Svc end 

KELLY, M J New York, State of 82/06/22 Suffolk County, NY. 
lOOpp 13637 160 84X Fiche* 50-322, 02/06/22, 0206290300. 


8206300043 Forwards NUREG-OSOa It NURE0“0783r p er request W/o end 

REPKArDA Hearing Branch 3 02/06/25 HUBBARD, R MHB Technical 

Associates Ip 13656 016 24X Fiche 50-322,02/06/25.0206300043 


8206210454 Motion to strike portions of OC Minor prepared direct 
testimony re Suffolk County Contention 28<a)(lv) Ik Shoreham 
Opponents Coalition Contention 7A(4) re safety parameter 
display syi Certificate of Svc end Related correspondence 
FLANAGAN, D Q Long Island Lighting Co FLANAGAN, D 0 Hunton It 
Wiltiams 02/06/15 Atomic Safety and Licensing Board Panel 
9pp 13502 349 24X Fiche 50-322, 02/06/15, 8806210454 


8206240365 Certifies svc on 820616 of FR Hayes prof qualifications, 
omitted from util 020614 testimony on Suffolk County 
Contention 28(al(vi) It Shoreham Opponents Coalition 
Contention 7A<6) 

MCCLE8KEY, K E Long Island Lighting Co MCGLESKEY, K E Hunton It 
Williams 02/06/16 5pp 13597 111 24X Fiche* 50-322, 08/06/16, 

0206240265 


H General correspondence 


8206240167 Urges protest of hearing schedule It fuel loading data of 
Sept, 1982 ASLB proceeding too rapidly to allow sufficient 
time to present pertinent testimony 

ZAVESKIiM Affiliation Unknown 02/05/07 BEHAN, J New York, 
State of Ip, 13599 205, 24X Fiche 50-322102/05/07,8206240167. 


8206240229 Opposes fedllty. 

MING, J P. Affiliation Unknown 82/05/15 BRENNER Atomic Safety 
and Licensing Board Panel ip 13601*078 24X 

Fiche: 90-322, 02/05/15, 0206240229. 



! Financial Information 


820602031^ Forwards ftnnual Financial Repts 1981 for Niagara Mohawk 
Power Corp^NY 8tat» EUctrit fx Gas Corpi LILCD. Rochester Gas 
t Electric Corp *< Central Hudson Oas h Electric Corp 
TROSTEM^L M LeBo«uff Lambi Lei by t MacRae 02/05/27 DENTON. H H 
Office Of Nuclear Reactor Rejulatioh. Director Ip 13324 021' »J4X 
Fiche 50-000.02/05/27.0206020312 


— e?0i0203a5 Annual Financial Rept 1901 

a Long Island Lighting Co 82/05/27 37pp 13324 103 24X 

FUhB 50-000.02/05/27.0206020312 


Q Inspection reports* IE Bulletins tt correspondence 


0206070800 Forwards lE Insp Rept 50-322/92-04 on 820208-26 «4 notices 
of violation & daviatlcn 

hARTIM.T, T Division -of Engineering 8< Technical Programs 83/05/12 
POLLOCK. M 8 Long Island Lighting Co 2pp 13387 296 34X 

Fiche 50-322. 82 / 05 / 12 . 8206070000 


--Q2O6O7O0O7 Notice of violation from insp on 820208-26 

MARTIN.! T Division of Engineering & Technical Programs 
82/08/12 3pp 13307.290 24X Fiche 50-322,82/03/12.8206070800 


— a20607'0ai2 Notice of deviation from insp on 820200-26 List of 
obsarvatlons re various licensee programs end 
MARTIN. T T Division of Engineering Technical Programs 
82/05/12 4pp 13397 301 24X Fiche 50-322.92/03/12,0206070800 


— B206070B22 IE Insp Rapt 50-322/82-04 on 820208-26 Noncomp Uanee noted 
1-lnch HPCt steam drain line w/onlg tua checti valves for 
containment isolation LCPI k reactor bldg dosed loop 
cooling water do not meet Reg Guide 1 62 
BETTENHAUSEN. L , CHAUDHARY.6 K . K1GQ1NS. J C Division of 
Engineering i Technical Programs 82/05/10 42pp 13387 305 
24X Fiche 50-322.52/05/1218206070800 


0206010454 Forwards revisions to pretervice Insp program Procedures 
eOA0470.eOA0472i 80A04a2, e0A04Bl ki 90A4437. per NRC Request 
121 16 

SMITH. J L Long Island Lighting Co 02/03/19 DENTON, K R Office 
of Nuclear Reactor Regulation. Director 6pp 13315 023 24X 

Fich#' SO-332. 02/05/19. 0206010454 


— S206010460 Revision 6 to "Manual Ultrasonic Exam Procedures for Vessel 
Noiile Safe-ends Closure Head Noi z le-Flange Welds " 

« Nuclear Energy Service, tnc 62/03/30 34pp 13315 029 24X 

Fiche 30-322,82/05/19.8206010434 


— 6206010462 Revision 1 to "Preservice Insp Automated Exams Scan Plan for 
Reactor Vessel Idelde " 

NICHOLS, E J Nuclear Energy Service. !nc 82/04/27 SSpp 
13315 063 24X Plche 50-322.02/05/19,8206010434 


0206000316 Forwards IE insp Rept SO-322/82-07 on 820313-17 No 
noncomp 1 lance noted. 

MARTIN, T.T. Division of Engineering k Technical Programs 62/03/20 
PaULGCKrM.S Long Island Lighting Co 2pp 13420 074 24 X 

Fiche' 30-322. 88/OS/SO, 0206080316 


— 0206000317 IE Safeguards Insp Rept 30-322/82-07 on 020315-17 No 
noncomp liancf noted. Major areas inspected security 
organ! zatlom teat Ing Si malnt Si nuclear matl central Sc 
accounting program Details withheld iref 10CFR73 21} 

BAILEY, R J , KUSKNER.W U , OODY. A T Region I, Office of Director, 
f^p/M/97 In 13420 076 24X Flchs 50-322,82/03/80.8206090316 


8206220507 Forwards IE Insp Rept 50-322/02-00 on 020330-0510 & nolle i? 
of violation 

STAR03TECK1, P Division of Project k Resident Programs 82/0*1/2/ 
POLLACK, M B Long Island Lighting Co 2pp 13581 165 24x 

Fiche 50-332, 82/05/27, 820622050 7 


— 8206220512 Notice of violation frum insp on 880330-0510 

STAROBTECKI. R Division of Project k Resident Programs a?/05/j/ 
2pp J3581 167 a4X Fiche 50-322,82/05/27,8306220507 


—8206220510 IE Insp Rept 50-322/82-08 on 820330-0510 None omp 1 1 ai.c e 
hoted failure to properly control issuance of documents re 
startup instructions 

HIGGINS. J C , PADLINO.R , RICHARDB.S Division of Project S< 
Resident Programs 03/03/26 7pp 13581 169 24X 

Fiche 50-322, 82/05/27, 8306220507 


0202040147 IE Info Notice B3-I3, ' Not i f 1 cat 1 tjn of NRC *’ Sve Ust cm I 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 82/05/20 107pp 13426 095 24X 

Fiche 50-000,82/05/28,0202040147 


0204210378 IE Info Notice 82-16, "HPCl/RCIC High Steam Flow Betpriints “ 
5vc list end 

JORDAN, F L Division of EnginoDrlng & Duality Assurance 83/05/^8 
I03pp 13440 264 24X Fiche 50-000,02/05/28,8204210378 


0206320324 Forwards !E Insp Rept 50-322/82-12 on 820518-21 No 
noncompl lance noted 

STAROSTECKI. R Division of Project *, Resident Programs 02/O9/E>fc| 
POLLOCK, M S Long Island Lighting Co 2pp 13381 309 24X 

Fiche 50-327.82/09/28.8206220324 


— 8206220329 IE Insp Rept 50-322/82-12 on 020518-21 No noncontpl lorcu- 
noted Major areas inspected licensee work & OC activities 
re corrective action for significant deficiencies 6 other 
outstanding items 

NARROW.L , MCCABF, E C Region 1, Office of Director 02/05/27 
3pp 13581 311 24X Fiche 50-322,82/05/28.8206220324 


0204210300 IE Bulletin 62-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PWR Plants '* 

Sve list end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOapp, 13527 150 24X 

Fiche 50-000.82/06/02,8204210380 


8204210383 IE Info Notice 82-17. "Overpressur i lation of RCS ’’ 8vc list 
enc 1 

JORDAN, E L Division of Engineering t< Duality Assurance 82/06/1 1 
I06pp 13675 258 24X Fiche 50-000. 02/06/ 1 1. 8204210383 


8204210384 IE Info Notice 82-18. "Assessment of Intakes of Radiooctive 
Matl by Workers ” 8vc list end 

DEVOUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 120pp 13675 18? 24X 

f^lche 50-000,82/06/11,8204210304 


T Hearing transcripts on non-ant i trust matters 


8206010247 Transcript of 820529 hearing In Rlverhead.NY Pp 1,846* 1.V04 
tc 1,924-2,043 Testimony of RE Fortier 8t RA Hill on water 
hammer contentio'n end 

a Atomic Safety and Licensing Doard Panel 82/09/25 195pp 

13302' 001 34X Fiche 90-322.82/09/25,8206010247 


8306040279 Forwards OC Minor testimony on behalf of Sliorebani 
Opponents Coalition re Contention 9 un notification of 
disabled safety sys Suffolk County 6 Shoreham Opponents 
Coalition testimony re Contentions 3, 8, 18 S< 22 adequate 
LATHAM, 8 B. Twomey, Latham k Schmitt LATHAM, 8 D Bhoreham 
Opponents Coalition 82/09/25, BRENNER, L Atomic Safety and 
Licensing Board Panel Ip 13359 000 24X Fiche 50-322.82/05/23. 

8206040279 


—8206040263 Testimony of OC Minor on behalf of Shoreham Opponents. 
Coalition re Contention 9 on notification of disabled 
safety sys Certificate of 8vc end Related correspondence, 
MINOR. G C Shoreham Opponents Coal Itlon MINDR. 0 C MH8 
Technical Associates 82/05/29 20pp 13359’ 081 24X 

Fiche 50-322, 82/05/25, 0206040279 


8206040390 Foruiards testimony of JL Mauck.RJ Eckenrode.SB Sun, 

JW Clifford. 0 Rlvenbark.TP SpeisrWR Haass.MW Hodges. CE 
Rosel.JH ConranrR Kirkwood. VA Dellso.F Eltawila.MD Flelde, 

OP Tan 6 RJ Wright 

SORDENICK.D M Hearing Branch 4 02/09/25 BRENNER. L . 

CARPENTERiJ L . MORRIStP A Atomic Safety and Licensing Board Panel 
2pp 13352.077 24X Fiche 50-322, 82/09/25, 8206040390 
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^-820i»0^0374 testliTtonij of JL Mauck re Suffolk Coontg Contention 27 f< 
Shoreham Opponents Coalition Contention 3 on poet-accident 
■rnonktowrtg inetrutnentat i on T< Intervenor coinpliance u/Reg 
1 97i Revision 2 Prof q.ual 1 f Icationa end 
HAUCKi J L Inalrumenta t ion Sc Control Systems Dranch 82/03/29 
Bpp 13332 079 24X Fiche 30-322,82/05/25.8206040390 


8206040399 Testimony of RJ Eckenrode re Shoreham Opponents Coalition 
Contention 7 A(4) 8« Suffolk County Contention 2B<a)(lV) on 
safety parametei' display console, per MJREG-0737, Item I D 2 
Prof qualifications one I 

ECWEfJROOE, R J Human Factors Engineering Branch 92/05/29 6pp 
13332 037 24X Fiche 50-329i 02/03/23, 9206040390 


0206040404 Testimony of SO Sun re Suffolk County Contention 3 
Shoreharn Opponents Coalition Contention 0 on intervonor 
compliance uj/KUREO-0737, I tem II F 2 concerning detection of 
inadequate core cooling Prof qualifications end 
5U1J.S 0 Core Performance Branch 82/05/29 lOpp 13352 094 
a4X Ft Che 50-322. 82/0S/25i S206040390 


■a20604£>400 Testimony of JL MaUeV re Shorehom Qpponents Coalition 
Contention 9 on Intervenor compliance u/Reg Quido 1 47 
concerning notification of disabled safety sys Prof 
qua I i f icat 1 ons end 

MAUevt. J L Instrumentation & Control Systems Dranch 92/05/29 
9pp 13352 lOA 24X FIche 50-322.02/09/25,0206040390 


9206040-4li Testimony re RJ Eckenrode re Suffolk County Contention iQ 
on adequacy of control room design equipment Prof 
quail f tcati ons enc 1 

ECKENRODE, R J Homan Factors Engineering Dranch 92/05/25 15pp 
13352 113 24X Firhe 50-322.82/03/25,8206040390 


6206040414 Testimony of JW Clifford, RJ Eckenrode U 0 Rivenbark re 
Suffolk County Contention 19(a) , (b >, <c ) U (d> on adequacy of 
intervenor emergency operating procedures Prof 
qualifications end 

CLIFFORD, J W Procedures Tost Review Branch ECKENRODE. R J 
Human Factors Engineering Branch RIVENBARK, 0 Licensee 

Qualifications Branch 82/05/29 I5pp 13332 120 24X 

Flths 50-322,02/05/25,9206040390 


— 8206040430 Testimony of TP Speis,WP Haass, MM HodgoSiCE Rossi. JH Conron 
I* R Kirkwood re Suffolk County/Shor eham Opponents Coalition 
Contentions 7B 19<b) Prof qualifications end 
8PEIS, T*P Assistant Director for Reactor Safety HAABS, W P 
Quality Assurance Branch HODOES, M W Reactor Systems Dranch 
B2/05/25 SOpp 13352 143 24X Fiche 50-322,02/05/29,9206040390 


— 6206040427 Testimony of VA Dellso re Suffolk County Contention 20 on 
simulator training Prof qualifications end 
0ELI8O, V A Operator Licensing Branch 82/05/25. 12pp 
I33S2 213 24X Fiche 90-320,02/05/25,0206040390 


— B206040432 Testimony of F Eltawlla, MB Fields CP Tan re Suffolk 
County Contention 21 on Mark II containment Prof 
qualifications end 

ELTAUILA, F . FIELDS. M D Containment Systems Dranch TAN. C. P, 
Structural Engineering Branch. 02/05/25 21pp 13352 225 24X 

Fiche. 50-322, 82/05/23. 8206040390 


8206040439 Testimony of RJ Mright re Suffolk County Contention 22 on 
adequacy of generic safety relief valve test program, per 
NyneO-0737, item 2 D l 

MRIOHTjR J Equipment Qualification Branch 02/05/25 9pp 
13352 246 24X Fiche 50-322.82/05/29,8206040370 


6206020301 Transcript of 820526 hearing In RlverheadiNY Pp 2,044-2,270 
♦ Atomic Safety and Licensing Board Panel. 02/09/26, 226pp 

13321:001 24X Fiche 50-322.82/09/26,8206020301 


6206040209 Transcript of 020527 hearing in Riverhoad.NY Pp 2,271-2.482 

* Atomic Safety and Licensing Board Panel 82/05/27 27lpp 

13345.001 24X Fiche 30-322.02/05/27.0206040209 

82C6030001 Transcript of 820528 QL hearing in Riverhead.NY 
Pp 2. SI 7-2, 677, 

♦ Atomic Safsty and Licensing Board Panel 02/05/28 16ipp 

13336 002 24X Fiche 30-322, 82/O3/20i 8206030001 


020604001? Transcript of 820601 OU hearing in Riverhead, NY. Pp 
2, 678-2. 891 

* Atomic Safety and Licensing Board Panel 82/06/01 215pp 

13349 001, 24X Fiche 50-322.02/06/01,0206040017 


0206040294 Forwards correction to Page 1, Question 1. of RJ Mright 820525 
testimony on Suffolk County Contention 22 re NUREO-0737. Item 
II D 1 enneerning performance testing of safety relief 
valves 

REPKAr D A Hearing Branch 3 92/06/01 Atomic Safety and 

Licensing Board Panel Ip 13394 175 24X Fiche 30-322,02/06/01. 

8206040294 


— 8206040298 Correction to Page l.Ouastlon 1. of RJ Height 820525 
testimony on Suffolk County Contention 22 re NURE<3-0737i 
Item II D 1 concerning performance testing ef safety relief 
valves Certificate of Sve enc I 

MRIOHT.R J Equipment Qualification Branch 02/06/01 4p p 
13394 176 24X Fiche 30-322.82/06/01,0206040294 


0206070203 Revised transcript of 820601 QL hearing In Riverhead.NY 
Pp 2,670-2/991, 

a Atomic Safety and Licensing Board Panel 02/06/01 215pp 

13366 081 24X Fiche 50-322,02/06/01.9206070283 


8206240254 Requests Eagle Estates Civic Assoc statement be added to 
record of hearings at Riverhead , Long Island. NY 

STaSBEL, A Affiliation Unknown 02/06/01 NRC - No Detailed 
Affiliation Given Ip 13590 341 24X Fiche 50-322,02/06/01. 

0206240254 


—9206240256 Statement to be entered in 920526 hearing record opposing 
opening of plant 

MICHTA. D Affiliation Unknown 82/05/26 2pp 13370342 24X 

Fiche 90-322.02/06/01,0206240294 


0206070160 Transcript of 020602 OL hearing In Riverhead.NY Pp 2.092- 
3, 146 

* Atomic Safety and Licensing Board Panel 82/06/02 256pp 

13366 343 24X Fiche 50-322.82/06/02,0206070160 


0206060232 Transcript of 82060G OL hearing In Riverhead.NY Pp 3,147- 
3.393 

« Atomic Safety and Licensing Board Panel 62/06/03 300pp 

13420 348 a4X Ficho 50-332.02/06/03,0206080232 


0206100152 Transcript of 020604 OL hearing in Riverhead.NY Pp 3.394- 
3, 609 

e Atomic Safety and Licensing Board Panel 02/06/04 217pp 

13444 338 a4X Fiche 50-322,02/06/04,8206100192 


8206110216 Transcript of 820600 hearing in Hauppauge.NY Pp 3,610-3.817 
Supporting documentation end 

e Atomic Safety and Licensing Board Panel 82/06/00 22ipp. 

13499 004. a4X Fiche 90-322,82/06/08.82061 10216 


8206140010 Transcript of 820609 OL hearing in Hauppauge.NY 
Pp 3,810-4.0417 

« Atomic Safety and Licensing Board Panel 82/06/09 227pp 

13486 113 24X Fiche 30-322,82/06/09.6206140018 


8206150253 Transcript oF 020611 evidentiary hearing in Hauppauge.NY 
Pp 4,299-4.321 

e Atomic Safety and Licensing Board Panel 02/06/11 22pp 
13499 204 24X FI che. 50-322, 02/06/1 1 , 02061 90293. 


8206170197 Forwards direct testimony of HH Hodges, MB HaieltoniCV Cheng, 
HR Hum. DE Smith. OA Malton 6 CS Hinson re Suffolk County 
Contentions 28(a)<vi} 6 29 6 Shoreham Opponents Coalition 
Contentions 7(a>(6} 6 19(a) 

PERLI8. R 0 Hearing Branch 3 82/06/14 BRENNER. L . 

CARPENTER, J L , MORRIS. P A Atomic Safety and Licensing Board Panel 
2pp. 13939 199. a4X Fiche 90-322,02/06/14,0206170197 


—0206170202 Testimony of MM Hodges re Suffolk County Contention 20(a} 
(vl) tc Bhoreham Opponents Coalition Contention 7<a)(6} on 
reduction of safety relief valve challenges Prof 
qualifications end 

HODOES, M W Reactor Systems Branch. 02/06/14 7pp 13935’ 200. 
B4X Fiche 50-322.02/06/14,8206170197 


—0206170206 Testimony pf MS Kaielton.CY Cheng. MR Hum.DE Smith. OA Walton, 
G8 Hinson re Suffolk County Contention 25 6 Bhoreham 
Opponents Coalition Contention 19(a) on preservice 
inservice Insp programs Prof qualifications end 

HAXEUTOff. H 0 , CHENO.C Y . HUH, M R Materials Engineering Branch. 
02/06/14 a9pp 13935*207 24X Fiche 50-322.02/06/14,8206170197. 


8206170238 Testimony of DO Qridenbaugh on behalf of Suffolk County re 
County Contention 29 on ABME Section XI preservlce/inservice 
insp program 

BRIDENBAU(JH.D Suffolk County. NY. 02/06/14 40pp 13932-207 
24X Fiche 50-322,02/06/14,8206170230 



— B20&170244 Toitimontj of DG Oridenbaugh U GC Minor on ftphalf of Suffolk 
County re County Contention 2a(aJ(vi) b Shoreham Opponents 
Coalition Contention 7a(6) on reduction of safety relief 
vaWe challenges Certificate of Svc encl 

BR IDENBAUGH i D * MlNOfii G C Suffolk Countyp NY 82704/14 16pp 
13532 327 24X Fiche 50- 322 j 82/06/ 1 4i 8206170238 


8206180188 Tefttmony of PB BarryiCK Beaman 6 S Ranganath re pre service 
& inservice insp program it reactor pressure vessel 
integrltii Certificate of Svc end 

□ARRYj P S j SEAMAN, C K p RANGANATHp S Long Island Lighting Co 
82/06/14 30pp 13553 077 34X fiche 50-322. 82/06/ H, B2061 B01B8 


— 8206190193 Testimong of JJ Boseman.RH Crauiford.F Hayes. JJ Hrepi; & JL 
Smith re implementation of NURE0-0737 j Item It K 3 16 
concerning reduction of challenges L failures of relief 
valves Schematic of three-stage pilot operated valve end 
BaSEMAN. J J . CRAWFORD. R M , HAYES, F Long Island Lighting To 
82/06/14 101 pp 13553 107 24X Fiche 50-322.83/06/14, 

8206180189 


8206170067 Trnscript of 820615 hearing in Hauppaugs, NY Pp 4. 322-4, 519 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel B2/06/I5 425pp 

1332B 001 24X Fiche 50-329,82/06/15,8206170067 


9206210940 Transcript of 820617 OL hearing in Hauppauge.NY Pp 
4,520-4,656 8, 4,748-4.775 Supporting documentation end 
♦ Atomic Safety and Licensing Board Panel 63/06/17 2D2pp. 
13564 323 34X Fiche 50-322.82/06/17,8206210540 


8206220178 Transcript of 820618 hearing in Hauppauge, NV Pp 4,776-4.991 
* Atomic Safety *nd Licensing Board Panel 82/06/18 217pp 

13572 078 24X Fiche 50-322,02/06/19.8206220178 


8206240174 Transcript of 020622 hearing in fti verhead, NY Pp 4,992-5,166 
♦ Atomic Safety and Licensing Board Panel 62/06/22 I75pp 
13600 136 34X Fiche 50-322,82/06/22,0206240174 


0206230138 Transcript of 020623 DL hearing in Riverhead.NY 
Pp 5,167-5,339 Supporting documentation end 
♦ Atomic Safety and Litensing Board Panel 82/06/23 laSpp 
13616 036 24X Fiche 50-322.62/06/23,6206250136 


0206280304 Transcript of S20624 QL hearing in Riverhead, NY Pp 5. J40- 
5,533 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 82/06/24 250pp 

13623 069 24X Fiche 50-322,62/06/24,0206280304 


8206290499 Transcript af 620625 hearing in Riverhead. NY Pp S, 534-3i /OO 
* Atomic Safety and Licensing Board Panel 62/06/25 160pp 

13631 143 24X Fiche 50-322,82/06/25,0206290499 
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A App 1 ication/construction stage documents & correspondence 


8206040222 Discussa-s problems encountered u/Teledyne indepeniienb review 
of facility design t< const 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS. -J li . 
FLE 1 EC MAKER, D Joint Intervenors-Oiablo Canyon 02/05/20 

DENTON. H R Office of Nuclear Reactor Regulation. Director bpp 
13359 289 24X Ficho 50-275,82/05/20,0206040222 


6206070269 Dlscusaes reiiuirement of License Condition 2 C (8) n. 
"Sequential Auxiliary Feedwater Flow Analysis '* Util 
believes that condition met prior to issuance of OL for 
Unit 1 

CRANE, P. A Pacific Oai k Electric Co 02/06/01 MIRACLIA,F J 
Licensing Sranch 3 Ip 13368 323 24X Fiche. 50-275, 82/06/01, 

8206070269 


8206090153 Oentric Ltr 82-11 to all LMR reactor plant licensaes in 
applicants r* transmittal of NUREG-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
avent W/o anti 

EISENHOT,D 0 Division of Licensing 82/06/09 KAUSPURO. A 
Canaoli dated Edison Co of New York 13pp 13557 349 24X 

Fiche 50-000 , 82/06/09. 62060701 53 


6206230329 Responds to 820504 ltr expressing concern that 82-0430 
meatlng between NRCjutil Bechtel Power Carp not 
transcribed Meeting not part of selemic design verification 
program H/o end netting sunvnary 

DENTON, K R Office of Nuclear Reactor Regulation, Director 
82/06/11 FLElSCHAKERrD Flelschaker, D 8 5pp 13594 34 1 24X 

F 1 c h e ; 50-275, 82 / 06/1 1 , 8206230329 


0206230197 Advises that project work to obtain commercial operation oi 
facilities will be performed per end BO-TOP-1. Revi s i on 3A. 

"Bechtel QA Program for Nuclear Power Plants " Discussion 
of mods to Bfl-TOP-1 included 

CRANE. F A Pacific Oas A Electric Co 82/06/18 MIRAOLTA.F J 
Licensing Branch 3 2pp 135B6 017 24X Fiche 50-275,02/06/18, 

S206230197 


D206280428 Forwards portions of QA program. KV Seyfrit UP Haass 81D6l> 
L 801016 lira & BQ-TOP-1, Revi si on 3A 

CRANE. P A Pacific Gas 6 Electric Co 02/06/10 MIRAGLlA.F J 
Licensing Branch 3 JBpp 13621 230 24X Fiche 50-275,82/0 6/18, 

0206280420 


8206280335 Forwards application for .imond tn License DPR-76 Class 11 
fee end 

CRANE. P A Pacific Gas ’t- Electric Co 02/06/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 13621 335 24X 

Fiche 50-275, 02/06/23. 8206280385 


F Security, medical, emergency fire protection plans 


0206090002 Responds to FOIA request for documents re Commission 
decision to attend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/05/11 REYNOLTia. N 0 
Dehevolse k Liberman 3pp 13454 003 24X Fiche 50-000,82/05/11, 

8206090002 


—8203110401 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER, O 6 Division of Technical Inspection 02/01/05 
GRIMES, D K Division of Emergency Preparedness Qpp 13454 i/6 
24X Fiche 50-000,82/03/11,8206090002 


0206020490 Forwards Revision 11 to security plan Revision withhold iref 
lOCFRZ 790) 

CRANE, P A Pacific Oas k Electric Co 82/03/27 DENTON, H Office 
of Nuclear Reactor Regulation, Director 2pp 13325 324 24y 

Fiche 50-275,82/05/27.8206020490 


8206000039 Responds to 820311 ltr re changes to physical security plan 
Changes are consistent w/provisions of iOCFRSO 34<p) 

MIRAOLIAiF J Licensing Rranch 3 82/03/28 CRANE. P A Pacific 

Oas «, Electric Co Ip 13441 153 24X Fiche 50-273,82/05/30. 

0206000059 


02O62SO313 Forwards changes to security plan effective 020703 
Changes withheld (ref 10CFR73 21) 

CRANE, P A Pacific Oas 6 Electric Co 82/06/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13617 234 24X 

Fiche 50-275,82/06/21.8206250313 


G Adjudicatory correspondence 


8205040348 Expreses concern re Bechtel activities w/o complete OA 
program development k approval 8< util deficiencies after 
1978. discussed at NRC 820430 meeting w/utll 

DROWN, HH Kirkpatrick. Lockhart, Hill, Ch ri stopher A Phi I li p n 

DROWN, H H California. State of 82/04/30 DENTON. H R Office of 

Nuclear Reactor Regulation, Director 2pp 13583 001 24X 

Fiche 50-275,82/04/30,8205040348 


6206010314 Reply to Governor Brown motion re board notification 
transmitting PND-V-a2-09 k IE Info Notice 02-11 When util 
investigation into errors identified in PNO camp lete. rept 
will be included in bimonthly rept W/Certi f icate of Svc 
CRANE. P A Pacific Oas k Electric Co 82/05/25 4pp 13300 06f4 

24X Fiche 50-275,82/05/23,8206010314 


8206040053 Response in support of Governor Brown 820513 motion fur 
order directing util to provide full info to all parties 
re status of util Investigation of PNO-V-82-009 8< re IE 
Info Notice 82-1 1, Certi f icate of Svc end 

REYNOLDS, J R Joint Intervenors-Diab lo Canyon REYNOLDS, J R 

Center for Law in the Public Interest 82/03/25 Atomic Safnty 
and Licensing Board Panel App 13347 298 24X 

Fiche 50-275,82/03/23,8206040033 


8206030166 Opposes early audit conclusion Timely access to documufits 
issued by Teledyne requested Maint of adequate record oF all 
future meetings reiterated 

REYNOLDS, J R, , FLEISCHAKER, D Center for Law in the Public Interrst 
REYNOLDS, JR, Joint Intervenors-Diablo Canyon 02/05/20 
DENTONrH Office of Nuclear Reactor Regulation, Director Spp 
13337 358 24X Fiche 50-273,02/05/20,8206030106 
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8206040109 R^spon^e apposing Governor Broun B20513 motion for ftSl B 
order directing ytil to provide Info on Implication of 
errors identified in PNO-V-sa-09 ?< IE Info Notice 02-11 No 
fvrther ASLG action needed W/Certif itate of Bvc 
JONES/ B W Hearing Branch 1 02/06/02 Atomic Safetij and 

Licensing Board Panel 6pp 13344 355 24X Ficbe 30-279.82/06/0?, 

8206040109 


820A1400S4 Motion to reopen record to receive significant new evidence 
on recently established breakdowns in plant GA/GC control 
Order sbautd be issued vacating ASLB B107J7 findings 
approving GA program revoking OL W/Certi f Icate of five 
REYNOLDS, J R , PUEIBCHAKFR, D Joint Intorvenors-Diab lo Cangon 
REYNOLDS, J R Center For Law in the Public Interest 82/06/0/ 
Atonic Safetg and Licensing Board Pane] 19pp 1348B 001 24X 

Fiche 50-275/02/06/07.0206140034 


--8206140059 Affidavit of RB Hubbard re breakdowns in QA program 
Significant new info recently available clearly demonstrates 
util t major subcontractors failed to develop i implement 
OA/QC program complying u/NRC regulations 

hJBBARD.R D Joint I n t ei venoT 8-0 i ab 1 o Canyon HUBBARD, R 0 MHB 
Technical Associates 82/05/24 250pp 13408 020 24X 

Flche 50-27 5.82/06/07.8206140054 


0206170079 Memorandum 4« order denying Governor Drown 820513 motlnn for 
order directing util to provide info re implications of 
errors in PNa-V-02-009 IE Info Notice 82-11 Util 
investigation re PNO continuing Info notice inapplicable 
WOLF. J F , BRIGHT, 0 0 . KLINE, J R Atomic Safety and Licensinp Hoard 
Panel 82/06/14 California, State of 2pp 13529 290 24X 

Fiche 50-275,82/06/14,8206170079 


8206170412 Ac k receipt of 020512 peti ti on, supplemented by B2052S Itr 
requesting issuance of order to util to show cause why util 
should -not be required to submit amend to OL applications 
DEtlTONiH R Office of Nuclear Reactor Regulation, Director 
82/06/16 REVKOLOS, J R Center for Law in the Public Interest 
4pp 1^555 325 94X Fiche 50-275,82/06/16.8206170412 


—6206170417 Notifies Of receipt of 020512 (< 15 petitions requesting 
isiuahee af order to util to show cause why util should not 
be required to submit amend to OL applications reflecting 
rece-nt changes in organiiatlon It mgt 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/06/16 4pp 13555 330 24X Ft chc 50-275. B2/06/1 6. 02061704 12 


— 02O617O'4l8 Forwards announcement Itr organisation chart of facility 
orgeniiation which integrates util t( Bechtel resources 
CRANE, P A Pacific Gas U Electric Co 82/04/22 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 2pp 13555 342 
24X Flche 50-275,02/06/16,8206170412 


—9206170421 Forwards 820512 petition filed on behalf of Joint 
Interveners requesting issuance of order to util to show 
cause uihy util should not be required to file amend to OL 
applitations to reflect organization restructuring 
MURRAY, JP Deputy Executive Legal Director 02/06/02 
DENTON, M R Office of Nuclear Reactor Regulation, Director ip 
13555 346 24X Fiche 50-275,02/06/16.8206170412 


9206240393 Motion for extension of time until 820626 to file answer to 
Joint Interveners motion to reopen record Addl time needed 
due to vol of matl to be analyzed *a absenco of necessary 
personnel W/Certl f icaie of 8vc Granted by ASLAB on 820622 
crane. P A Pacific Oas ^ Electric Co 02/06/10 Atomic Safety 
and Licencing Appeal Panel 8pp 13603 119 24X 

Fiche 50-275, 02/06/18. GP06240393 


9206200428 Forwards portions of QA program. KV Seyfrit 8< WP Haase 01061? 
B01O16 Itrs S« BQ-TDP-l. Revision OA 
CRAMS, P A Pacific Gas h Electric Co 02/06/10. MIRAOLIA, F J 
Licensing Branch 3 18pp 13621 230 24X Fiche 50-275,09/06/18, 

8206200428 


8206250049 Advises that NKC does not object to util 820618 motion for 
extensicn of time to respond to Intervenor 820511 motion, as 
long as NRC response will be due S days after applicant 
response 

JONES, E W Hearing Branch 1 02/06/23 MOORE, T 5 , EJCK, J H . 

JOHNSON. W R Atomic Safety and Licensing Appeal Panel ip 
13616 265 24X Fiche 50-275.02/06/23,8206250049 


O Advisory Committee on Reactor Safeguards reporte It correspondence 


8206280071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App Q available in PDR Confidential financial 
info deleted 

FCLTON. J M Division of Rules and Records 82/05/12 MCMURRAY,C M 
Klrtpa trick, Lockhart, Hill, Christopher It Phillips 2app 
13636 053 24X Fiche 50-000.82/05/12,8206280071 


—8206290556 Notification of 8010D8 meeting of ACR5 Safety Philosophy, 
Technology b Criteria Subcommittee Proposed agenda end 
9A9IO. R ACRS - Advisory Committee on Reactor Safeguards 
80/09/25 OKRENT, D . EBERSDLE, J . KERR, W ACRS - Advisory 
Committee on Reactor Safeguards 3pp 13643 071 24X 

Fiche 50-000, 02/05/ 1 2, 8206280071 


— 8206290560 Notification of 801011 ACRS Bafety Fh i 1 osoph y. Tec h n ol ogy h 
Criteria Subcommittee meeting re Diablo Canyon seismic 
interaction study & North Anna LPI S. RHR sys 
6AVI0. R ACRS - Advisory Committee on Reactor Safeguards 
80/10/01 ACRS - Advisory Committee on Reactor Safeguards Ip 

13643 074 24X Fiche 50-000, 02/05/ 12, 9206280071 


— 82062B0572 Provides status of review of sys interaction study discussed 
during 801008 meeting of ACRS Safety Phil osophy. Technology i* 

Criteria Subcommittee 

SAVIO.R ACRS - Advisory Committee on Reactor Safeguards 
00/10/30 ACRB ~ Advisory Committee on Reactor Safeguards 4pp 

13643 073 24X Fiche 50-000,02/05/12,8206380071 


Q Inspoction reports, IE Bulletins 6 correspondence 


8206000328 Forwards IE Insp Repta 50-275/02-13 K 50-323/02-00 on 
820419-23 It notice of violation 

BISHOP, T U Region 5, Office of Director 02/05/24 CRANE, P A 
Pacific Gas g< Electric Co 2pp 13420 092 24X 

Fiche 50-275. 82/05/24, 0206000328 


—8206080331 IE Insp Repts 50-275/02-13 ^ 50-323/02-08 on 020419-23 
Noncomp 1 1 ence noted failure to take adequate corrective 
action -on identified audit findings re prehydrostatic test 
walkdouns to prevent recurrence of conditions 
BURDOIN, J. F . ECKHARDT. J H Region 5, Office of Director 
02/05/24 Bpp 13420 005 24X Fiche 50-275,82/05/24,0206080328 


8202040147 IE Info Notice 82-15, "Notification of NRC " 8vc list end 
DEYOONO, R C Director's Office, Office of Inspection and 

Enforcement 82/03/28 I07pp 13426 095 24X 

Fiche 50- 000, 02/05/20,8202040147 


8204210376 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN, E.L Division of Engineering & Quality Assurance 02/05/28 
103pp 13440 264 24X Fiche 50-000,02/05/28,8204210376 


6204210380 IE Bulletin 62-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Daundary of PWR Plants '* 

Sve list end 

OEYOONO, R C Director's Office, Office of Inspection and 

Enforcement 62/06/02 lOQpp, 13527 ISO 24X 

Fiche 50-000,82/06/02,0204210360 


a2O42irJ03 IE Info Notice 02-17, "Overpressur I lati on of flCS " 8vc list 
end 

JORDAN.E U Division of Engineering fA Quality Assurance 82/06/11 
106 pp 13675 258 24X Fiche 50-000, 02/06/ 11, 8204210303 


02O42IO3B4 IE Info Notice 02-10, “Assessment of Intakes of Radioactive 
Hat! by Workers *' Bvc list encl 

DEYOUNG, R 0 Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 169 24X 

Fiche 50-000, 62/06/11, Q204210384 


6206180226 Forwards requested info re IE Bulletin 79-02 open Issues 
End info constitutes final rept for Unit 1 Unit 2 final 
rept will be provided by 830215 

CRANE, P A Pacific Gas & Electric Co 62/06/11 ENOELKEN, R H 
Region 5r Office of Director lipp 13554 241 24X 

Fiche 30-a75, 02/06/11,0206100226 


R Periodic operating reports I, related correspondence 


8206180192 Forwards “Progress Rept 15 of Seismic Safety-Related 
Contracts Prior to 1978,“ work period of 620520-0611 
REEDY, R F R F. Reedy, Inc 02/06/11 DENTON, H R Office of 

Nucleer Reactor Regulation. Director ENOELKEN, R H Region 5, 

Office of Director KANEATIB,© A Pacific Gas 6 Electric Co. Ip 
13553 073 24X Fiche 50-275,02/06/11,6206160192 


— 8206160196 “Progress Rept 15 of Seismic Safety-Related Contracts Prior 
to 1970,'' work period of 020528-0611 
e R F. Reedy, Inc 62/06/11 3pp 13553' 074 24X 

Fiche 30-275,82/06/11,0206100192 
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DOCKETED ITEMS 


T Haaring transit ipts on non-ant 1 tr^jst (natteis 


02O62.‘JO5A4 Com(nisaion doterr.ina tion telcasmq portions of tr=in5cript 
of CofTuni ssion 030113 meeting In Wash i ngton. DC Pp 1-47 
CHILK^S J Office of the Secretary of the Cor, mission 02/06/.*! 

51 pp 13659 244 24X Fichs 50-275. 82/06/2 1. 9206290564 


DOCKET 50^324 BRUNSWICK STEAM ELECTRIC Pi MIT. UNIT ? 


F Socunty. fppdloal. emergoncig f< fire pratpction plan« 


0203170522 Responds to NRC 620111 Hr re /lolationa noted in IC Insp 
Rapt 50-324/61-25 t/ 50-32 9/0 1-'26 Corrective actions 
corporate emergency plan is being Te/ised evaluation 
be completed bi| B20401 in determine need for mods 
f URRi B J Carolina Power 6I-ight Co B2/02/18 O'RFILLT. J 
Region S. Office of DlTCCtor 5pp 13368 037 24)( 

FlCh» 50-324, 82/02/18.0203170522 


— 6206070784 Forwards IE Emergency Preparedness Appraisal Repta 
50-324/81-26 U 50-325/01-26 on 011013-22 U lists of 
emergency preparedness defici encies, preparedness improvement 
Hems emergency plan deficiencies 

O^REILUYfJ P Region 2. Atlanta, Office of the Director 
tBl/03/01) B2/0i/U JONES, tj A Carolina Power t Light <'n 

Qpp 13360 042 24X Fichs 50-324, 62/02/ 18. 8203170522 


— -B806070792 IE Emergency Preparedness Appraisal Repts 50-324/81 t*6 
50-325/91-26 on 011013-22 No noncompl lanc e noted Significant 
appraisal deficiencies identified in emergency plan 
train tng/re training i dose assessment 

KEVEflN, T A , HICKMAN. V> 0 . MCFARLAND, C R Division of Emergency 
Preparedness ^ Operational Support 82/OI/DB 45pp 1330D OEfO 
24X FlChe 50-324,82/02/10.0203170522 


8206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in Ug Forwards 
documents lilted in App A 

FELTON, J M Division of Rules and Records 82/04/21 WADC. J 
Public Interest Research Oroup. New York 7pp 13524 010 24)f 

Ftche 30-000.02/04/21,8506150016 


'8202100137 Foruiards final repb on case study re reactor vessel lavel 
instrumentation in BWRs, consi st ing of findings h conclusions 
re 010120 6 0313 events W/o end 

D1RCK8.W J Office nf the Eiecutlve Director for Operations 
02/02/02 PALLADIN0»N J CnmmlSSl oners Ip 13524 279 i»4K 
Fiche 50-000.82/04/21.6206190016 


B206090002 Responds to FQtA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records B2/05/U REVNOLUS.N □ 
Debevoiee b Liberman 3pp 13454 003 24X Fiche 50-000. 62/03/ U. 

8206090002 


— 82060'9000? Forwards first monthly rept re status of prompt notlfiratinn 
sys implementation at facilities Meteorological programs, 
emergency response facilities It research reactors need addl 
mgt attention & clarification 

O'^RElLLYrJ P Region 2, Atlanta, Office of the Director 
<81/03/011 fll/Ol/08 DEYOUNO.R 0 Director's Office. Office of 
Inipaetlon and Enforcement 4pp 13454 167 24X 

Fiche 90-000.82/05/11.0206090002 


— B206090133 Responds to 820203 request for info re deficiencies 
Identified in initial testing of prompt notification sys 
Facility test Info end 

8T0KR,J P Division of Emergency Preparedness t< Operational 
Support 82/02/04- <3RlME8ifl K Division of Emergency 
Preparedness 5pp 13454 239 24 X Fiche 50-000, 82/05/1 1 ♦ 


^1206220071 Forwards IE Insp Repts 90*324/02-13 *. 50-325/82 12 ai. 

020420-22 No noncomp 1 lant e noteo 

LDNO. F J Division of Projec*- fy Resident Programs 02/05/24 
JONES, J A Caiolina Power ♦ Light Co 2pp 13573 f^O^ 24X 
Fjche 50*324,03/05/24 n2r'63200‘’l 


-b2062?0075 IF Insp RepH 50-724/02-1? ’ 50 3?5/0?-j? on 020420 P,,2 No 
noncor.p I i,»nce noted rUjor areas inspected small-^cile 
radiological emergency niercisu on H20421 

MCf ARLAt-ID. C R , HUFFMAN, G N . JENUIN'?. 0 Division of Lmeniurxif 

Preparedness U Operatloiial Support 03/05/20 Hpp 1J573 F)07 
24V Fiche 50-324 R2 '05/ 24. 02062200 / 1 


8206140195 Responds tu Generic Ltr 81-04, "Emprgoncy P'rppTeJres' * 
Training For Station lUarkout Events ' t/t i i does nor 
consider lo5« of offsi*’*' *• tiriaite a* on^iier sir.qip failure 
criteria event nor desii”" basis evenf" 

HDUE. P W Carolina Power *. Light Co 82/06/09 EISENHUT, D 6 
Division of Licensing lOpp 13404 20? 24V nrhe 50-324 QJ/0»5'ti'^ 

0206140185 


^3061 50040 Notification of 020617 meet my lu/util in Roth neda, MD to 

discuss fire protection submittals 

VAN VUIET. J A OpeiatitiQ Roartc'r,^ Brinrh 2 02/06/09 

VASSALLO P n Operating RB,icfor6 Rranch 3 2pp 11523 129 
Fiche 50-324. 03/06/09.820^150040 


6306220622 Advises that Revision 3 to security personnel traimnn ft 
qualification plan/.. Revision / to industrial security 
plan, acceptab le 

VASSALLO, D !J aperatlng Reactors Hranrh ? 82/06/16 FURR. D J 

Carolina Power t. Light Ca ?pp 11591 179 .’AK 
Fiche 50-324, 82/06/16,0206220622 


P Operating license stage documents N r orr ns pondrnc e 


8206230007 Addl response to FOIA request for eight categories of 
documents Fot wards documents listed m app financial info in 
Documents 3-14.3-35 6 5*11 deleted 

FELTON. J H Division Of Rules and Recoidg 02/04/29 MCMURRAV.i M 
Kirkpatrick. Lockhart, Hill. Christophei A Phillips 2lpp 
13604 044 24X Fiche 50-000. B2/04/29, 0?O6?nOOO7 


— 8111230007 Submits alternate recommendations for facilities to be 
reviewed re dosigns ^ identification of control sgs whoso 
failure would have significant safety implications 
8ZUKIEWICZ, A 0 Generic Issues Uranch 01/10/07 RA5DEKAG. D 1 
Instrumentation V Control Dianch 4p 63710 239 24X 

Fiche SO-OOG, 02/04/29, 0206230007 


8206030140 Advises that eections 5 5 1 6 S 9 2 of ANSI NIB 1-1971 on 
retraining t replacement training intended to apply to 
entire operating argsnliation not just ttj licensed operators 
as in util 020317 interpretation 

VABBALLO, D D Operating Reactors Oranch 2 02/09/19 J0NE8, vl A 

Carolina Power & Light Co 3pp 13342' 311 24X 

Fiche 90-000.02/03/19.8206030140 


8206010335 Application for amend tq License DPR-AH, revlsingi Tech Bpic® 
to bagin Fuel Cycle 5 reload operation 

HQNErP N Caraiina Power h Light Co 02/05/20 VAS0ALUQ, D II 
Operating Reactors Dranch 2 4pp 13307 316 P4X 
Fiche 50-324,82/05/20,8206010539 


— 8P.06010539 Proposed Tech 8pecs re power distribution Umlts foi I noj 
Cycle 5 reload operation 

* Carolina Power & Light Co 02/05/20 29pp 13307 220 L'4y 
Fiche 50-324,82/05/20,0206010533 


— 8206010547 "Supplemental Reload Licensing Submittal for DrunsiuJck Qtt an 
Electric Plant, Unit 2, Reload 4 (ll/o Roc ircuiation Pump 
Trip Feature) " 

ZARBISiW A , CHARNLEV, V S , ENOEL, R E Ooneral Cl oc trie Co 
Y1003J01A37 82/03/31 37pp 13307 249 P4X 

Fiche 50-324,82/05/20.8206010335 


-8206010557 "Bupplemental ReUad Licensing Submittal for Brunswick Bti aa 
Electric Plant Unit 2, Reload 4 <W/Rec ircu latlon Pump Trip 
Feature). " Revision 1 

ZARDiB.W A , CHARNLGY,J 8 , ENOEL, R E General Electric Co 
V1003J0IA37 ROl 82/03/31 33pp 13307 204 24 X 

Fiche 50-324,82/05/20,8206010533 


0206070338 Confirms 8205P0 telcon re 020920 meeting in Raleigh* ML to 
review results of first phase of annual appraisal for 
systematic assessment of licensee performance program Agenda 
enc 1 

O'REILLY. J P Region 2, Office of Director 02/09/21 JONLD, *1 A 
Carolina power Light Co 2pp 13363 067 24X 

Fiche 50-000, 02/05/2 1 , 8206070330 
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35040703^3 Proposed revisiong to Tech Specs to allow unit operation up 
90y. of rated thermal power fij/'one ( cc ircu lotion loop out 
Q ( ivc 

« C'Orolina Power ?< Light Co 82/04/03 2Spp 13307 211 2^X 

Flche 50-324 82/06/03,0204070839 


8206)00162 Stippls 020519 response to Generic Utr 62-03 Util endorbei 
GE application of ECCS evaluation model changes to ofFset 
riAPLHGR penal ties, per GE 010506 1 tr 

HOWE, P U Carolina Power 6 Light Co 02/06/07 VASS/SLLOi D U 
Operating Peactars Branch 2 Ip 13444 326 24X 

Fiche 50-324. 82/06/07.0206100162 


0206090153 Generic Ltr 8’’-! 1 to all LWR reactor plant licensees ?< 
applicants re transmittal of NUREG-0916 relative to 
restai t of RE Omna Rept documents findings re cause of 
event W/o enc 1 

EtSENHUT-D G Division of Licensing 82/06/09 HAUSPURG, A 
Consolidated Edison Co of New York HUKILL.H D Metropolitan 

Edison Co BAUER. E G Philadelphia Electric Co 13pp 1355/ 349 

34)f Fiche 50-000.02/06/09.0206090153 


aa06l400B0 Forwards addl itiFo re post-ThI requirements. Generic Ltr 
82-10 

UTLEV.E E Carolina Power & Light Co 02/06/09 ElSENHUT, D O 
Division of Licensing 7pp 13483 124 24X Fichc 50-324,02/06/09, 

8206140000 


8206150046 Confirms that safety evaluation for TMI Action Items II D 4 
t 7 A 2 I 4 will be reworked, per 820604 tel con 

VASSALLO, D fl Operating Reactors Branch 2 82/06/10 BECKHAM, U H 

Operator Licensing Branch Ip 13523 134 34X 

Fiche 50-324,02/06/10.6206150046 


&206170249 Comments on NUREG-0803. "Generic BER re Integrity of UWH 
Scram Sys Piping" transmitted m Generic Ltr 81-34 
Conclusions are overly conservative S» not justified on basis 
of risk to public 

HGWE. P W Carolina Power t. Light Co 88/06/14 EIBENHUT. 0 G 
Division of Licensing Bpp 13534 OlS 24X Fiche 30-324.62/06/14. 
QE06170249 


B20621051G Application to amend Licenses DPR-71 l« DPR-62 Tech Specs 
reflecting projected completion of certain plant mods as 
re^iuired by TMI Items II F 1 6. II F 1 1 6 1 1 F 1 2 re 
accident monitoring instrumentation 

HOWE. P W Carolina Power h Light Co 82/06/16 VASSALLO. D D 
Operating Reactors Branch 2 3pp 13568 059 24X 

Fiche SO-324. 02/06/16, 02062 1051 B 


— 8206210526 Proposed revisions to Tech Specs reflecting projected 
completion of plant mods as required by NUH60-0737 
» Carolina Power Light Co 82/06/16 30pp 13560 062 24X 

FUhe 90-324.02/06/16.8206210518 


02O625O11B Forwards revisions to results of 810302 inservice insp/test 
program* resol ving inappropriate classification per 
requirements of ASME Boiler 1 Pressure Vessel Code. Section 
XI & lOCFRSO 55a(g) 

KClWe, P W Carolina Power 8, Light Co 02/06/10 VA88AULO. D D 
Operating Reactors Branch 2 2pp 13616 279 24X 

Fiche 50-324. 82/06/18. 8206250118 


— 0206290121 Revisions to •'Brunswick Steam Electric Plant Units 1 & 2 
Valve Test Program " 

e Carolina Power & Light Co 02/06/10 4pp 13616 201 24X 

Fiche 50-324,82/06/18.8206250110 


B206240271 Forwards Periodic Tests PT 14 2 I, Revision 7. "Single Rod 
Scram Insertion Times Test," & PT 1 11, Revision 14. "Core 
Performance Parameter Check," S< Procedure ENP-1 1, Revision 0. 
"Software Changes to Process Computer." per NRC request 
ZIMMERMAN. S R Carolina Power t* Light Co 82/06/21 VASSALLO. D D 
Operating Reactors Branch 2 Ip 13597 095 24X 

Fiche 90-324. 82/06/21 . 820624027 1 


— 6206S402BS Revision 7 to "Single Rod Scram Insertion Times Test." 
periodic test 

a Carolina Power e. Light Co 02/06/02 39pp 13577 056 24X 

Fiche 50-324. 02/06/21 . 020624027 1 , 


--8206240288 Revision 14 to "Core Performance Parameter Check," periodic 
test 

» Carolina Power Sc Light Co 02/06/02 7pp 13597 096 24X 

Flch* 50-324,02/06/21.0206240271 


— 8206240290 Revision 0 to "Software Changes to Process Computer " 

^ Carolina Power it Light Co 79/05/08 5pp 13997 102 24X 

Fiche. 50-324. 02/06/21 . 0206240271 


9206280407 Forwards SAI-1.G6-029-1 IR it BAI -106-029-31 , “Improvements In 
Training & Requal if ica 1 1 on Programs as Required by TMI Items 
I A 2 1 8, 11 0 4." technical evaluation rep ta 

JOHNSON. B W Science Applications, Inc NnC-03-a2“096 02/06/24 

f^RC - No Detailed Affiliation Given Ip 13621 168 24X 

Fiche 50-000, 82/06/24. 0206280407 


— B2O620O436 "Improvements in Training 8. Requal if 1 cation Programs as 
Required by TMI Action Items I A 2 1 8, H B 4 " 
tt Science Applications, Inc Nnc-O3-02"O96 9AI-106-O29-3i 

82/06/14 NRC - No Detailed Affiliation Given I6pp 

13621 103 24X Fiche 50-000, 02/06/24, 0206900407 


0206290406 Application for amend bo License DPR-62. proposing Tech Bpec 
changes to correct ODYN transient computer code used tu 
perform Cycle 3 analysis of pressuri lation transients Tables 
re corrected min critical power ratio encl 

HOWE, P W Carolina Power ^ Light Co 02/06/24 VASSALLO, D B 
Operating Reactors Branch 2 5pp 13632 014 24X 

Fiche 90-324 . 02/06/24, 0206290406 


— 8206290490 Proposed Tech Spec 3/4 2 3 re min critical power ratio 
* Carolina Power 5, Light Co 02/06/24 3pp 13632:019 24X 

Fiche 50-324, 02/06/24, 8206290496 


a20f^^90539 Forwards response to NRC 920126 request for addl info re 
NUREO-0737, Item II B 1. "RCS High Paint Vents " Facilities 
in comp 1 1 ance 

ZIMMERMAN, S R Carolina Power it Light Co 02/06/25 VA89ALLD. D 0 
Operating Reactors Branch 2 4pp 13631 037 24X 

Fiche 50-324,02/06/25,8206290539 


Q Inspection reports. IE Bulletins & correspondence 


0203170522 Responds to NRC 020111 Ur re violations noted In IE Insp 
Rept 50-324/01-25 it 50-325/01-26 Corrective actions 
corporate emergency plan is being revised Si evaluation will 
be completed by S2040I to determine need for mods 
FURR, B J Carolina Power it Light Co 02/02/18 O'REILLY, J P 
Region 9, Office of Director 5pp 13300 037 84X 

Fiche 50-324. 02/02/10. 8203170522 


—8206070704 Forwards IE Emergency Preparedness Appraisal Repts 
30-324/01-26 8, 50-325/01-26 on 811013-22 8f lists of 
emergency preparedness defic ienc ies, preparedness Improvement 
Items tt emergency plan deficiencies 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
(81/03/01) 02/01/11 JONEG.J A Carolina Power «< Light Co 

0pp 13308 042 24X Fiche 50-324.02/02/18,0203170522 


—8206070792 IE Emergency Preparedness Appraisal Repts 50-324/01-26 «. 
50-320/01-26 on 0UO13-22 No noncomp 1 lane e noted Blgnificont 
appraisal deficiencies identified in emergency plan 
training/retraining & dose assessment 

KEVERNi T A . HICKMAN, J □ . MCFARLAND, C R Division of Emergency 
Preparedness j. Operational Support 09/01/00 48pp> 13300 050 

24X Fiche 30-324,02/02/10.0203170522 


0206020053 Forwards request for addl info re Inservlce insp program. 
Response requested within 30 days of receipt of ltr 
VASSALLO. a B Operating Reactors Branch 2 02/05/05 JONES. J 

Carolina Power l< Light Co 6pp 13333 069 24X 

Fiche 30-324.02/05/05,8306020053 


0206070569 Forwards IE Insp Repts 50-334/82-13 & 50-335/02-13 an 
820413 & 15 No noncompl lance noted 

LONOjF j. Division of Project Resident Programs 02/05/U 
JONES. J A Carolina Power it Light Co 2pp 13372 232 24X 
Fiche. 50-324 , 82/05/11. 0206070369 


— 0206070583 lE Insp Repts 50-394/02-13 it 50-325/02-13 on 820413 fa 15 
No noncompliance noted Major areas inspected emergency 
planning interface between licensee organiiatlon fa NRC 
Region 2 organization at emergency response facilities 
TAYLOR. P A , JENKINS. G R Division of Emergency Preparedness fa 
Qperattanal Support 02/03/07, 4pp 13372 234 24X 

Fiche- 50-32 4 , 02/03/ 1 1 , 8206070569 


8206220078 Forwards IE Insp Repts 50-324/02-14 fa 50-325/02-14 cn 
020504-07, No noncomp I lance noted. 

LONO.F J Division of Project fa Resident Programs 02/05/21 
JiONES, J A Ca-qlina Power fa Light Co 2pp 13373 lOO 24X 
Fiche 30-324. 82/05/21,8206220078. 


— 8206220083 IE Insp Repts 50-324/02-14 fa 50-325/02-14 on 820505-07 No 
noncompl lance noted Major areas inspected radiological 
environ mon Itoring. mgt controls fa review of licensee actions 
on previous insp findings 

CUNNINGHAM. A L , MPNTODMERY.D M Region 2. Office of Director. 
82/05/21 7pp 13573 102 a4X F i cho. 50-324, 82/03/21 . 0206820078 



8206220071 Forward* IE Insp Repts 50>"334/B3-l 2 50-325/62-12 on 

820420-22 No none Dirp 1 lanc e noted 

LONO- F J Dt vision of PTojett tt ftesidont Programs 62/05/24 
JONES * J A CaroUna Pouar ?< Light Co 2pp 13573 OOi 24* 
Fiche 50-324. Q2/03/24. 9206220071 


— 6206220075 IE Insp Repts 50-324^82-12 h 50-325/62-12 on 020420-22 No 
noncompliance noted Major areas inspected small-scale 
radiological emargency exercise on G504c!l 

MCFARLAND. C R . HUFFHAN. 0 N . JENKINS. 0 P Division of Emergency 
Preparedness & Operational Support 82/05/20 8pp 13573 005 
24X FiC’he 30-324.62/05/24,0206220071 


9202040147 IE Info Notice B2-15. "Notification of NRC ‘ 5vt list ont 1 
DEYOUMO.R C Director's Office. Office of Inspection and 

Enforcement B2/03/2B t07pp 13426 095 24X 

Flche 30-000. 82/05/26,8202040147 


62042 1 0378 IE 1 nfp Notice 62-16. "HPCI/RCJC High Steam Flow Setpoints 
Sve list enc 1 

JORDAN. E L Division of Engineering t Quality Assurance 82/05/28 
103pp 13440 264 24X Flche 50-000,62/05/28.6204210370 


620607 0719 Act receipt of 020512 Itr informing NRC of steps takei, to 
correct violations noted in lE Insp Repts 50-325/82-08 !< 
50-324/83-08 

LEUIS. R C Region 2. Office of Director 82/05/28 JONES, J A 
Carolina Power Light Co Ip 133B9 335 24X 

Ficfie 50-324, 02/05/20, B20&070719 


— 0206070729 Responds to NRC BS0412 Ur re violations noted in Ib Insp 
Repts 50-32S/B2-08 i 50-324/92-08 Corrective actions 
raduiaste operators wilt perform second verification to 
complete valve lineup prior to releases 

fURR.D J Carolina Power h Light Cn 02/05/12 O'RBItLV. J P 
Region 2, Office of Director 4pp J3309 336 24X 

Fiche 50-324.62/09/20.0206070719 


--8206070736 Forwards IE Insp Repts 50-325/82-08 «< 50-324/82-00 on 
020215-0315 & notice Of violation 

lewis. R C Division of Project 6 Resident Programs 02/04/iP 

JONES. J A Carolina Power «« Light Co 2pp 13369 340 24X 

Fiche 50-324.82/05/28.8206070719 


—0206070750 Notice of violation from insp on 020215-0315 

* Region 2. Office of Director 92/04/12 3pp 13309 342 G4X 
Fiche 50-324 . 82/09/26. 0 2060707 i 9 


— 8206070755 Notice of deviation from insp qn 820215-0315 

« Region 2. Office of Director 92/04/12 Ip 13369 344 24X 

Fiche 50-324,82/05/28.8206070719 


—8206070767 IE Insp Repts 50-325/82-08 & 50-324/82-08 on 020215-0315 
Noncompliance noted failure to maintain updated control 
procedures h to revise procedures in accordance u/TMI action 
Item raqulraments 

OARNER.L W . CHASE. J . JULIAN. C Division of Project <( Resident 
Programs 62/04/09 ISpp 13309 345 24X Fiche 50-324,82/03/28, 

9206070719 


0206220174 Bubmite supplemental info in respanie to IE Bulletins 77-07 
Si 79-14 Supports of all saf ety-related control drive tines 
modified to meet long-term moif criteria Supports meeting 
short-term criteria will not he modified 

DlETZrC R Carolina Peuer (c Light Co 02/O6/Oi O'REILLY. J p 
Region 2, Office of Director 4pp 13572 070 24X 

Fiche 50-324 . 62/06/01.0206220174 


G204S10380 IE Bulletin 92-02. "Degradation of Threaded Fafteners in 
Reactor Coolant Pressure Boundary of PWR plants " 

8vc list end 

DEY017N0, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 iDBpp 13327 150 24X 


82^6220236 Responds to NPC 020423 Iti te violations noted ir> II lub^j 
Rents 50-32 4/02-09 ft 50-325/82-09 Corrective actions 
rotameter float installed correctly t, drawing posted 
showing correct point to read flow level 

DIETZ. C f? Carolina Power «< Light Co 82/05/17 O'REILLY. J F 
Region 2, Qfficp of Directoi 6pp 13571 17b 24X 

Fiche 50-3? 4 . 02/ 06 / 09, B20t*220 225 


— 0206220242 Foi wards IE Insp Repts 50-324/02-09 ». 50-32''/B2-0'? on 
020322-36 *1 30-31 ^ notice of violation 

LEWIS.RC Region 2, Office of Director 83/04/23 vONbS, vl t\ 
Carolina Power Light Co 2pp 13571 lOt 24X 
Fiche 50-324.82/06/09,8206220225 


--0206220245 Notice of violation from insp on 020322-26 b 30-31 
■* Region 2, Office of Director 02/04/23 Ip 13371 103 
Fiche 50-324.02/06/09,8206220225 


- -0206220252 IE Insp Repts SO-J24/02-O9 f* 50-325/02-09 vO 02O32r-.''ii fr 
30-31 Noncomp 1 lance noted stack gas samples not collected 
per approved procedure from 0 1 0601 -Q20324 
EVANS. C D . MONTGOMERY, D M Region 2. Office of Director 
02/O4/2? lOpp 13571 104 24X Fiche 50-324, 82/06/09, Q206?2'O-2?b 


32r»t:]?0467 Ack receipt of 020524 Ur informing NRC of steps taken tn 
cQirect violations noted in IE Insp Repts 50"324/G2“10 f. 

50-325/ 02- 10 

long, F J Division of Project ^ Resident Programs 82/06/09 
JPNES. J A Carolina Power t« Light Co tp 13500 J44 24X 

Fsrhe 50-324,02/06/09,8206220467 


— 8206220475 Responds to NRC 020402 Ui re violations noted in Ib ln',p 
Repts 50-324/82-10 ^ 50-325/02-10 Corrective actionb 
instructions developed as part of plant operating manual t* 
independent verification training provided 

FURR.B J Carolina Power 6 Light Co 02/05/34 O'REILLY, J F 
Region 2, Office of Director 6pp 13500 345 24X 

Fiche 50-324.02/06/09.0206320467 


— 9206320486 Advises that util response to NRC B20402 ItT re viola tionf 
noted in IE Insp Repts 50-324/02-10 & 50-325/82-10 will be 
submitted by 020531, per 030503 teUon w/NRC 

DIETZ, C R Carolina Power t* Light Co 02/05/11 O'REILIV.^J 1“ 
Region 3. Office of Director Ip 13500 351 24X 

Fiche 50-324,02/06/09.8306220467 


— B206220493 Forwards IE Insp Repts 50-324/02-10 Sc 50-325/82-10 iin 
020119-31 $( notice of violation 

lewis. 8 C Division of Project Si Resident Programs 02/O4/()*7 

JONES, J A Carolina Power S< Light Co 2pp 13500 352 2AX 

Fiche 50-324,02/06/09,8206320467 


— 8206220498 Notice of violation from inop on 020119-21 

* Division of Project Sc Resident Programs 02/04/02 3pp 
13500 354 24X Fiche 50-324.82/06/09.0206330467 


—9206320508 IE Insp Repts 50-324/83-10 8< 50-325/02-10 on 020119-21 
Noncompliance noted failure to follow procedures, fai lure to 
meet commitments of TMI Action Item I C 6, failure to take 
corrective action Sc failure to Implement procedures 
GARNER, L , JULIAN, C , BURGER. C Division of Project S« Residnnt 
Programs 03/04/01 7pp 13580 3 37 2 4X Fiche 50-334.02/06/09. 

0206220467 


0206220510 Ack receipt of 020430 8. OStO Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
90-324/02-05 St 50-333/83-05 

LEWIB.R C Division of Project 8, Resident Programs 02/06/09 

JONES, J A Carolina Power J Light Co Ip 13500 309 24X 

Fiche 50-324,82/06/09.8206330310 


—'8206230522 Forwards supplemental response to NRC 020430 Itr rn 
deviation from commitments per IE Insp Repts 90-324/82-05 £c 
50-325/82-03 Corrective actions caltbr performed on 
radiation monitors Maint scheduling program revised 
FURR, 5 J Carolina Power Si Light Co 02/05/10 O'REILLY, J P 
Region 2, Office Of Director 3pp 13500 290 24X 

Fiche 50-324,02/06/09.0206320910 


— 8306330529 Forwards response to NRC 020331 Ur re violations noted In 
1C Insp Repts 50-324/82-05 8< 50-323/82-05 Corrective 
actions procedures revised to include safety-related 
annunciator alarm St dally surveillance rapt sheets 
FURR.D J Carolina Power Se Light Co 02/04/30 □'REILLY J P 
Region 2, Office of Director 4pp 13580 393 24X 

Fiche 50-324,02/06/09.8206220510 


—8206220536 Forwards IE Insp Repts 50-324/02-05 8. 50-325/02-09 on 
020115-0215 S< notices of violation St deviation 
LEWIB.R C Division of Project Si Resident Programs 82/03/lU 

JONES, J A Carolina Power Si Light Co 2pp 13580 297 24X 

Fiche 50-32 4 1 02/06/09, 8206220510 
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-*-eS06220342 Notice of vlalatian from insp on BEOllS-OaiS 

* Region 2, Office of Director 02/03/31 Spp 13SSQ 299 24X 

Fiche 50-324, 82/06/07, 62062205JO 


--B206220548 Notice of deviation from Insp on 020115-0215 

e Region Z, Office of Director 82/03/31 Ip 13500 301 24X 

Fiche 30-324, 82 / 06 / 09 , 0206220510 


— B206010332 LER e2-063/03L~0 on 020326, routine surveillnce revealed 
that primary containnient atmospheric oxygen analgier 
2-C AC -AT— 1263-2 was not shoulng expected trend In dryuell 
oxygen concentration Caused by stuck contacts 

PASTVAiH J Carolina Power & Light Co 02/04/21 Region 2, 
Office of Director 2pp 13301 006 24X Fiche 5D'-334, 02/04/21, 

02060 1034S 


— 820622095B IE Insp Repts 50-324/82-05 S< 50-325/B2-05 on 820115-0215 
Moncotnp 1 lanc c noted failure to adequately establish 
proc Bdure, r etain survei 1 lance, maintain records & initiate 
standby liquid control limiting condition of operation 
GftRNER.L W . PAULK, 0 . QUROERrC Division of Project & Resident 
Prosrams 02/03/25 17pp 13580 302 24X Fiche 30-324,02/06/09, 

8206220310 


3204210383 IE Info Notice 82-17. "Dverprcssur I ration of RCS " Svc list 
one 1 

JORDAN, E L Division of Engineering U Quality Assurance 02/06/11 
I06pp 13673 258 24X Fiche 30-000,02/06/11.0204210303 


9204210304 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Hat] by Workers " Svc list end 

DEVOURS, R C Director's Office, Office Of Inspection and 

Enforcement 82/06/11 120pp 13675 189 24X 

Fiche 30-000, 02 /06 / 11 , 8204210384 


0206010394 Forwards LER a2-062/03L-0 

DIETZ. C R Carolina Power Light Co 02/04/21 O'REtLLY, J P 
Region 2, Office of Director ip 13314 360 24X 

Fiche 30-324.05/04/21,8206010394 


—8206010402 LER 02-O62/O3U-O on 820322, CAD tank level lowered below Tech 
Spec level to permit investigation of potential problem up/ 
operation of tank west-end pressure control buildup coll 
sys 

PASTVA, H J Carolina Power h Light Co 02/04/21 Region 2, 

Office of Director 2pp 13314 361 24X Fiche 50-324,02/04/21, 

8206010394 


8206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in U8 Forwards 
documents listed in App A 

FELTON, J M Division of Rules and Records B2/04/21 WADE, J 
Public Interest Research Group, New York 7pp 13524 010 24X 

Fiche 50-000,82/04/21,8206150016. 


820625011a Forwards revisions to results of 01O3OS Inservlce insp/test 
program, resol vlng inappropr iate classification per 
requirements of ASME Boiler h Pressure Vessel Code, Section 
XI 1QCFR50 55a (g) 

HOWE.P W Carolina Power & Light Co 82/06/10 VAS8ALL0. D B 
Operating Reactors Branch 2 2pp 13616 279 24X 

Fiche 50-324.02/06/10,8206230118 


— 82062S0121 Revisions to ♦■Brunswick Steam Electric Plant Units 1 8, 2 
Valve Test Program " 

^ Carolina Power ?, Light Co 82/06/18 4pp 13616 281 a4X 
Fiche 30-324,82/06/10,0206250118 


8206250150 Forwards response to NRC 8205Q5 request for addl info re 
inservlce tnsp program 

KOWEiP W Carolina Power S, Light Co 02/06/18 VAS3ALL0, D 0. 
eperatifig Reactors Branch 2 7pp 13616 301. 24X 

Fiche 50 -324 , 02/06 / 1 0, B2062S0 1 30 


0206010324 Forwards LER B2-049/03L-0 

DIETZ, C R Carolina Power 6 Light Co 02/04/22 O'REILLY, J P 
Region 2, Office of Director Ip 13300 1 27 24X 

Fiche 50-324, 02/04/22, 8206010324 


—0206010331 LER 02-O49/O3L-O on B20325, during channel callbr & 
functional test of ECCS shroud level instrumentation, level 
switch actuated out of Tech Spec tolerances Caused by drift 
of instrument mechanism Instrument recalibr 

PASTVA, H J Carolina Power h Light Co 02/04/23 Region 2, 
Office of Director Ip 13300 120 34X Fiche 50-324,02/04/22, 

0206010324 


8206010406 Forwards LER 02-061 /03L-0 

DIETZ. C R Carolina Power & Light Co 02/04/22 O'REILLY, J P 
Region 2, Office of Director Ip 13314 330 24X 

Fiche 30-324,02/04/22,0206010406 


R Periodic operating reports Ik related correspondence 


0206150235 Forwards monthly operating repts for May 1902 

DIETZ, C R Carolina Power & Light Co 82/06/04 STELLOr V 
Director's Office, Office of Inspection and Enforcement 3pp 
13496 337 24X Fiche 50-324,02/06/04,0206150235 


--8206150238 Monthly operating repts for May 1702 

HARR ISDN, F Carolina Power & Light Co 02/06/01 0pp 
13496 340 24X Fiche 50-324.82/06/04,8206150233 


S Reportable occurrences, LERs related correspondence 


0206010302 Forwards LER 92-056/03L-0 

DIETZ. C R Carolina Power «c Light Co 82/04/15 D'REILLy, J, P 
Region 2, Office of Director. Ip 13301 137 24X 

Fiche 50-324, 82/04/13. 8206010302. 


— 8206010300 LER 82-056/0aL-0 on 820317, during performance of torus- 
reactor bldg vacuum breakers air operated butterfly valve 
actuation test, auto open actuation switch of valve 2-CAC-V16 
failed Caused by instrument drift 

PASTVA.M J Carolina Power it Light Co, 82/04/15 Region 2i 
Office of Director Ip 13301 138 S4X Fiche 50-324, 02/04/15, 
0206010302 


8206010664 Forwards LER 0a-O64/O3L-O 

DIETZ, C R Carolina Power 6 Light Co 82/04/19 O'REILLY, J P 
Region 2, Office of Director Ip 13314 134 24X 

Fiche 50-324.82/04/19,8206010664 


— 82060L0673 LER B2-064/03L-0 on 820321, during performance of diesel 
generator 3 monthly load test.PT-lR 2C, diesel tripped << 
locked out due to jacket water temp exceeding trip setpoint 
of 200 F Caused by MX inlet valve, DJN-V206, being closed. 

FASTVAiM J Carolina Power 8, Light Co 02/04/19 Region 2, 
Office of Director Ip 13314.135 a4X Fiche, 50-324, 82/04/19. 
0206010664 


820601034B Forwards LER B2-063/03L-0 

DIETZ, C R Carolina Power Light Co 82/04/21 O'REILLY, J P 
Region 2, Office of Director Ip 13301,005 24X 

Fiche; 50-324, 02/04/21, 8206010348, 


— 8206010492 LER 02-061 /03U-0 on 020323, routine surveillance revealed 
that electrolyte levels in cells 34 It 59 of 125-volt dc Div 
11 Batteries 20-1 2B-2 were higher than max level mark 

Caused by ovarwatarlng of cells & temp increase 
PASTVA, M J Carolina Power tt Light Co 02/O4/S2 Region 2, 
Office of Director Ip 13314 33? 24X Fiche 50-324,82/04/22, 

0206010486 


0206010576 Forwards LER 02-O43/O3U-O 

DIETZ, C R Carolina Power t. Light Co 02/04/22 O'REILLY, J.P 
Region 2. Office of Director ip 13314 136 24X 

Fiche 90-324,02/04/2210206010596 


—0206010612 LER 02-D43/O3L-O on 820323, "tripped /not available*' 6 
"abnormal condition" annunciators for diesel generator 3 
received at RTOB. Caused by diesel barrier gear limit switch 
actuattna/iidtlatlng lockout due to personnel error 
PASTVA, H J Carolina Power tt Light Co 02/04/22 Region 2t 
Office of Director 2pp 13314 137 24X Fiche 50-324.82/04/22, 

0206010596 


0206010419 Forwards LER B2-067/03L-0 

DIETZ, C.R Carolina Power 8. Light Co 82/04/29 O'REILLY, J P 
Region 2, Office of Director Ip 13313 245 24X 

Fiche 50-324,82/04/29.0206010419 


— 8206010429 LER B2-067/03U-0* on 020407, suppression chamber water temp 
recorder 2-CAG-TR-77B on remote shutdown panel showed normal 
temp Indications, but did not record on chart recorder. Cause d 
by worn Instrument print wheel Print wheel replaced 
PASTVA, Carolina Power tt Light Co 02/04/29 Region 2, 

Office of Director. Ip 13313 246 24X Fiche 50-324,82/04/29, 

020601041? 


8206010141 Forwards LER 02-072/031-0 

DIETZ.C R, Carolina Power & Light Co 02/05/04 O'REILLY, J P 
Region 2, Office of Director Ip 13300 016 24X 

Fiche 90-324,02/09/04,8206010141 


—9206010 ISO LER 82-072/03L-0 on 820411, RHR pump 2C motor breaker 
tripped upon start, Cause not determined Breaker 9HK290 
racked out, inspected 6 tested. Pump started 

PASTVA. M J. Carolina Power 4i Light Co 02/05/04. Region 2, 
Office of Director 2pp 13300 017 24X Ficha 90-324,82/09/04. 

8206010141 



e2O6OH0645 ForuardlB LEfI 82-O73/Odt-'‘0 

DIETZj C R Cdralina Power fr Light Co a3/0&/10 0'REILLV»J P 
Hogion 2, Office of Director Ip 13313 27B 24X 

Flch* 50-334, B2/'05/10, B206010A4 3 


— 9206010657 LER aa-O73/O3L-0 on 82041 4, cal ibr chact revaaleti that lenmtB 
ahutdown instrument panel 2 - C AC -LI -3342 indicated incorrect 
water level Caused by slight change In trickle flom to (jet 
ref leg ef injicatar transmitter Transmitter adjusted 
PASTVA,M J Carolina Pouicr it Light Co 62/05/10 Region 2. 

Office of Director 2pp 13313 279 24X Fich® 50—324192/05/10, 

B2060 10645 


B2060103&3 Forwards updated LEf? OS-OSl/OGL-l 

DIET2»C R Carolina Power 6 Light Co 92/05/17 0'REILL7< J i’ 
Region 2. Office of Director Ip 13301 33B 24X 

Fiche 50-324,82/05/17,8206010363 


— 9206010367 Up dated LEP 82-051/031-1 on B20318, pr imary containment 
atmospheric hydrogen an algier, 2-CAC-AT-1263-1, Ind i cated O’/C 
to 1 B'A change in hydrogen concentration in drgwell On 
B20325,3/« change noted Caused bg erratic potentiometer 
PA8TVA»M J Carolina Power it Light Co Q2/05/I7 Region 2, 

Office of Director 2p p 13301 339 34X Flche 50-324, S:/ 05/ i /. 

B2060 10363. 


3206010490 Forwards LER 82-076/03L-0 

DIETZ, C R Carolina Power ft tight Co 82/05/17 D'REILLV, J P 
Region 2. Office of Director Ip 13314 336 24X 

Fiche 50-324, 62/05/17, B206010490 


— 9206010505 LER a2-076/03L-0 on 620417, CST suction low water level 
Instrumentf 2-E4I-LSL-N003, did not actuate & repeat within 
reRulred ca 1 Ibr tolerances Caused hg organic deposit within 
instrument float stam guide tube Deposit removed 
PASTVA. H J Carolina Power 6 Light Co 82/05/J7 Region 2, 
Office of Director Ip 13314 337 24X Fiche 50-324,02/05/17, 

0206010470 


8206010020 Forwards updated LER 82-024/ 03L-2 

DIETZ, C R. Carolina Power 6 Light Co 62/05/J8 a'REILLy^J P 
Region 2. Office of Director Ip 13313 221 24X 

FCcha 50-324. 82/05/13, 8206010020 


— 9206010039 Updated LER 62-024/03L-2 on 830311, torus epoxy coating found 
blistered under normal waterline Caused by demirkeral i zed 
water becoming entrapped between steel liner it coating due 
to permeability of Lining to demineralized water 
PASTVAiM J Carolina Power << Light Co 82/05/10 Region 3, 

Office of Director 3pp 13313 222 24X Flehe 50-324,82/05/18, 

6306010020 


6206010196 Forwards LEft e2-Oi9/03L-0 

DIETZiC R Carolina Power ((Light Co 62/05/10 0'REILLV*U P 
Region 2. Office of Director ip 13307 179 34X 

FichC 50-324,83/05/18,0206010196 


—6306010201 LER 92-069/03L-0 on 820424, during reactor startup, rod 
overtraveL annunciation received during verification of 
rod-drive coupling for rod 30-31 Cause un known. Rods Inserted 
Ik deactivated Rod will be inspected 

PASTVA. M J Carolina Power & Light Co 63/05/18 Region 3, 
Office of Director. Ip 13307 180. 34X Flehe 50-324,02/05/18, 

8206010176 


0206010629 Forwards LER a2-079/03L-D. 

DIETZ, C R. Carolina Power (i Llpht Co fl2/0S/ia O'REILLT, U M 
Region 2, Office of Director Ip 13314 274 24X 

Flehe- 50-324, 62/05/18, 0206010627 


— 6206010639 LER 02-O79/O3L-O on 920422, primary containment atmosphere 
hydrogen analy tar, 2-CAC-AT-1257-1, indicated below scale 
hydrogen concentration in drgwell Caused by nxidatian of 
internals of potentioma ters R3 Ic R5 

paSTVA.M i r>- Light Co 82/05/18. Region 3, 

13314 275. 24X Ftche 50-324,82/05/18, 


-“0206070164 LER Q2-059/03L-O on 820426, d ur inq refueling uhil'C rcoliqiurg 
core spray subsystem pump suction to core spray ^anlr vs 
suppression pool, tank water inventory fell below Tech Spec 
requirement Caused by personnel error Inventory restorod 
PASTVA, H J Carolina Power it Light Co 82/05/27 Region 

Office of Director 2pp 13360 306 24X Fiche 50-324, 02/U!>/2/. 

9206070159 


0206170100 PNO- 1 1-82-060 on 820S27, during jnservice insp, pinhole leak 
discovered in 6-inch reactor water cleanup sya suction 
piping Reactor defueied Southwest Research Inst evaluating 
defective pifie section 

HEHL, C , BURGER, C Region 2, Office of Director 02/05/23 ,'PP 
13530 !0l 34X Fiche 50-324, 82/03/20, 82061 70100 


0206170125 PHD- fl-02'-O61A, updating 020603 submittal re bent me ore* 
neutron range monitoring tubes found beneath reactor 
vessel Sabotage suspected Security measures including daily 
walkthrough insp 6 add! patrols initiated 

HARDIH.A K , DURGER, C M Region 2, Office of Director B2/06/O4 
2pp 13530 160 24X Fiche 50-324, 02/06/04. 9206170125 


8206210437 Forwards LER 82-000/01 T-0 

DIETZ. C R Carolina Power it Light Co 82/06/09 O^REIULV, D p 
Region 2, Office of Director Ip 13568 290 24X 

Fiche 50-324,82/06/09,8206210437 


--02O621O449 LER B2~080/0lT-0 on 020525, dur 1 ng inscrvlco insp>t9slinq uf 
6-inch reactor water cleanup suction line, leak discovered 
approx i/8 inch from elbow pipe weld Caused by sensitization 
of elhcw matl with heat affected zone of weld 

PASTVA.M j Carolina Power tt Light Co 82/06/09 Reglou L'. 
Office of Director 2pp 13368 299 24X Fiche 50-324,82/06/09, 

8206210437 


8206210479 Forwards LER B2-077/01T-0 Detailed event analysis eniJ 
DIETZtC R Carolina Power It Light Co 02/06/0? O'REILLY. J P 
Region 3, Office of Director 2pp 13560 055 24X 

Fiche 50-324 , 62/06/09,8206210479 


—9206210409 LEfl 02-O77/O1T-O on 020584 . d is c overad baseplate an support 
brace for hydraulic snubber missing nuts on wedge anchors & 
fourth wedge anchor missing Caused by improper installation 
Brace I* baseplate will be repaired prior to startup 
PASTVA, Carolina Power it Light Co 82/06/09 Region D. 

Office of Director Ip 13560 057 24X Fiche 50-324,03/06/09, 

0206210479 


9206210520 Forwards updated LER 82-041/03L-1 

DIETZ, C.R Carolina Power it Light Co 62/06/15 O'REILLY, V \* 
Region 2, Office of Director, Ip 13565 307 24X 

Fiche 50-324,02/06/13,8206210520 


—8306210330 Updated LER 92-04l/03U''l on 020314, dur ing performance of 
standby liquid control sys relief valve operability test, 
relief valve 2-C4I-F029A lifted outside Tech Spec 
requirements Caused by setpoint drift Setpoint adjusted 
PASTVArM J Carolina Power (t Light Co 02/06/19 Region 2. 
Office of Director 2p 13569 300 24X Fiche 90-324,02/06/10, 

0206210320 


DOCKET 50-325 0FUN3WICK STEAM ELECTRIC PLANT, UNIT 1 


F Security, medical, emergency (< fire protection plans 


0203170522 Responds to NRC 020111 Ur re violations noted In IE Inop 
Rept 50-324/01-25 |< 50-325/01-26 Corrective actions 
corporate emergency plan is being revised l< evaluation will 
be completed by 020401 to determine need for mods 
FURR,B U Carolina Power it Light Cg 02/02/18 O'REILLY.J P 
Region 2, Office of Director 3pp 13380 037 24X 

Fiche: 30-324, 02/02/10,0203170328 


— B206070794 Forwards IE Emergency Preparedness Appraisal Repts 
50-324/01-26 l< 90-325/01-26 on 011013-22 & lists of 
emergency preparedness d«f lei eAties, preparedness impravement 
Items (i emergency plan deficiencies 

O'^RElLUYiJ P Region 2, Atlanta, Office of the Director 
(ai/03/0U. 02/01/11 JDNESiJA Carolina Power it Light Lo 

8pp I33B8 042 24X Fiche- 30-324, 82/02/ IB, 8803170922 


— 8206070792 IE Emergency Preparedness Appraisal Repts 50—324/01-26 
30-325/01-26 on 811013''22 No npncompl ianc e noted Significant 
appraisal deficiencies Identified in emergency plan 
train! ng/r* training I, dqie asiesiment 

KEVERN, T A , MAR 8 TON, R R , JENKINB, 0 R Division of Emergency 
Preparedneis (i Operational Support 02/01/08 42pp 13300:050 
24X Fiche 50-324,88/02/10,0203170922 
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B204090002 Re-aponds to FOIA request for dacurnents ro Commission 
decision to eirtsnd deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

PELTON, J K Division of Rules and Records 02/05/11 REVNOLDS# N 3 
Debevoi^e Liberman 3pp 13454 003 24X Fiche 50-000*82/09/11, 

0206090002 


— 8206090J33 Responds to 820203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info end 

STOHH, J P Division of Emergency Preparedness it Operational 
Support 02/02/04 GRIMES* Q K Division of Emergency 

Preparedness 5pp 13494 239 24X Fiche 50-000,82/05/11, 

8206090002 


€206070277 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREG-0843i "Agency Procedures for NRC 
incident Response Plan " Plan should be of benefit to 
understand ing of NRC response to emergency W/o end 

STGKR*J P Division of Emergency Preparedness St Operational Support 

82/05/12 JONES* J A Carolina Power r. Light Co Ip 13381 152 

24X Fiche 50-000*82/05/12*8206070277 


8206020044 Forwards list of questions re safety/safeguards Interface 
to be used as agenda for future meeting No formal response 
required 

ErSEMHUT.D 0 Division of Licensing 82/03/19 JONES* J A 
Carolina Power & Light Co 6pp 13333 062 24X 

Fiche 50-324*02/09/19*8206020044 


B206220071 Forwards IE Insp Repts S0-324/B2-12 St 50-329/82-12 on 
820420-22 No noncomp 1 i anc e noted 

LONG* F J Division of Project & Resident Programs 82/05/24 
JONES. J A Carolina Power St Light Co 2pp 13573 003 24X 
Fiche 50-324,82/05/24,8206220071 


—0206220075 IE Insp Repts 50-324/82-12 h 50-325/02-12 on 820420-22 No 
noncompl iance noted Major areas Inspected small-scale 
radiological emergency exercise on 020421 

MCFARLAND* C R Division of Emergency Preparedness 6 Operational 
Support 02/05/20 Bpp 13573 005 24X Fiche 50-324,82/09/24* 

0206220071 


9206140185 Responds ta Generic Ltr 01-04, "Emergency Preparedness 6 
Training For Station Blackout Events " Util does not 
consider loss of offsite 6 onsite ac power single failure 
criteria event nor design basis event 

HOWE,P M Carolina Power 6 Light Co 02/06/09 EISENHUT, D Q 
Division of Licensing iOpp 13484 247 24X Fiche 50-324,02/06/09* 

8206140189 


8206150040 Notiflcatian of G2D617 meeting w/util in BethesdaiMD to 
discuss fire protection submittals 

VAN VLIET.J A Operating Reactors Branch 2 02/06/09 

VASSALLO, D 0 Operating Reactors Branch 2 2pp 13523 129 24X 

Fiche 50-324* 82/06/09* 82061 50040 


6206220622 Advises that Revision 2 to security personnel training 
qualification plan & Revision 7 to Industrial eecurlty 
p Ian, ac ceptab 1 e 

VASSALLO, D B Operating Reactors Branch 2 82/06/16 FURR* B J. 

Carolina Power S( Light Co 2pp 13991 175 24X 

Fiche 50-324* 02/06/16* 8206220622 


P Dpereting license stage documents & correspondence 


8206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed In app Financial info in 
Documents 3-54,3-55 6 5-11 deleted 

FELTON, J,M Division of Rules and Records 02/04/29 MCMURRAY* C M 
Kirkpatrick* Lockhart, Mill, Christopher it Phillips 8lpp 
13604 044 24X Fiche 50-000,02/04/29*0206230007 


— 8111230007 0ubmlt3 alternate recommendations for facilities to be 
reviewed re designs identification of control sys whose 
failure siould have significant safety implications 
aZUKlEWlCZr A J Generic Issues Branch 81/10/07 BA8DEKA9, D L 
Instrumentation 6 Control Branch 4p 65710,239 24X 

Fiche: 50-000* 82/04/29* 8206230007 


8206030140 Advises that Sections 5 S 1 8, S 5 2 of ANSI Nl8, 1-1971 on 
retraining $< replacement training Intended to apply to 
entire operating organization not just to licensed operators 
as in util 020317 interpretation 

VASSALLO, 0 B Operating Reactors Branch 2 82/05/19 JONES, J A 

Carolina Power « Light Co 3pp 13342 311, 24X 

Fiche, 90-000* 02/09/19* 8206020140. 


B2O607033B Confirms 020520 telcon re 820520 meeting In Raleigh, NC te 
review results of first phase of annual appraisal for 
systematic assessment of licensee performance program Agenda 
enc 1 

O^REILLV, J P Region 2, Office of Director 82/05/21 JONEg, J A 

Carolina Power U Light Co 2pp 13363 067 24X 

Fiche 50-000, 02/05/21*8206070338 


8206070843 Proposed revisions to Tech Specs to allow unit operation up 
to 50V. of rated thermal power w/one recirculation loop out 

of SVC 

« Carolina Power & Light Co B2/06/03 2Spp 133B7 Sil 24X 
Fiche. 90-324. 02/06/03* 0206070029 


8206100162 Suppis 020519 response to Generic Ltr 62-03 Util endorses 
GE application of ECGS evaluation model changes to offset 
MAPLHOR penal ties* per GE 810906 ltr 

HOUE.P N Carolina Power & Light Co 82/06/07 VA80ALLO, D B. 
Operating Reactors Branch 2 Ip 13444 326 24X 

Fiche- 50-324* 02/06/07* 8206100162 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees Bt 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Glnna Rapt documents findings re cause of 
event W/o one 1 

EISENHUT.DG Division of Licensing 62/06/09 HAUSPURG, A 
Consolidated Edison Co of New York HUKILL* H D Metropolitan 

Edison Co BAUER, E 0 Philadelphia Electric Co 13pp 13S57 349 

24X Fiche 50-000*02/06/09*8206090153 


0206140080 Forwards addl Info re post-TMI requirements* Generic Ltr 
82-10 

UTLEY, E E Carolina Power & Light Co 82/06/09 EIBENHUT* D 0, 
Division of Licensing 7pp 13403 124 24X Fiche 50-324*82/06/09, 

8206140000 


8206150046 Confirms that safety evaluation for TMl Action Items 11 B, 4 
& I A 2 1 4 will be TBWorked*per 820604 telcon, 

VA60ALLO* D B Operating Reactors Branch 2 62/06/10 BECKHAM, D H 

Operator Licensing Branch Ip 13523, 134 24X 

Fiche 50-324,82/06/10,0206150046 


8206170349 Comments on NURE0-0B03* "Generic BER r« Integrity of DWR 
Scram Bys Piping" tranimitterf in Generic Ltr 01-34 
Conclusions are overly conservative 8< not justified on basis 
of risk to public 

KaWE,P W Carolina Power t. Light Co 82/06/14 EIBENHUT, D 0 
Division of Licensing. Bpp 13534 Old 24X Fiche 50-324, 82/06/i4* 
8206170249. 


8206210816 Application to amend Licenses DPR-71 i< DPR-62 Tech Specs 
reflecting projected completion of certain plant mods as 
required by TMI Items II F 1.6,11 FI 1 6 Z I F 1 2 re 
accident monitoring instrumentation 

HQWE*P.W Carolina Power 6 Light Co 62/06/16 VASSALLO, D B 
Operating Reactors Branch 2 3pp 13568.059, 24X 

Fiche 50-324,62/06/16,0206210518 


—6206210526 Proposed revisions to Tech Specs reflecting projected 
completion of plant mods as required by NUREO-0737 
e Carolina Power 6 Light Co 82/06/16, 30pp 13568 062 24X 

Fiche 90-324*62/06/16*8206210518 


8206250118 Forwards revisions to results of 010302 inservice inip/teat 
program* resolving inappr opr late classification per 
requirements of ASHE Boiler 6 Pressure Vessel Code* Section 
XI lOCFRSO 55a (gl 

HOWE, P W Carolina Power 6 Light Co 62/06/18, VASSALLO* D. 0. 
Operating Reactors Branch 2. 2pp. 13616' 279 24X 

Fiche 50-324* 02/06/18*6206250118 


— 8206350121 Revisions to "Brunswick Steam Electric Plant Units 1 t, 3 
Valve Test Program " 

a Carolina power 6 Light Co 82/06/18 4pp, 13616.201 24X 

Fiche 50-32 4* 82/06/18* 0206250110 


8206240271 Forwards Periodic Tastf PT 14 2 1, Revision 7, "Single Rod 
Scram Insertion Times Test," 6 PT 1, 11, Revision 14, "Core 
Performance Parameter Check*" 6 Procedure ENP-l I, Revisi on 0* 
"Software Changes to Process Computer," per NRC request 
ZIMMERMAN*a R Carolina Power 6 Light Co 82/06/21. VASSALLO, 0. 0. 
Operating Reactors Branch 2 Ip. 13597*059 24X 

Ficha* 50-324* 02/06/21* 0206240271. 


— 0306240205 Revision 7 to "Single Rod Scram Insertion Times Test," 
periodic test, 

a Carolina Power 6 Light Co. 82/06/02. 39pp 13597’ 056 E4X 
Fiche, 50-324, 62/06/21* 6206240271, 


— 03O634O2BB Revision 14 to "Core Performance Parameter Check* " periodic 
test, 

a Carolina Power 6 Light Co 02/06/02 7pp 13597:096. 24X 

Fiche 50-32 4*82/06/21,8206240271 



— ea06S40a90 R^vi'slor* 0 to "Softuiart Changes to P^□ces^ Computer " 
* Carolina Power Light Co 79/05/00 5pp 13597 102 
Fiche S0-324rBa/06/ai. B206240271 


820-6200407 Forwards SAI-tGfe-029-1 IR & SAI“lfl6'029-31r •' IrnprQvefne?it » in 
Trafnins it fie qua 1 1 Fication Programs -as Required bq TMI Stems 
IASI L II B 4r '* technical evaluation repta 

JOHNSON'OW Science Applications! Inc NftC-OO-es-O?* B2/06/34 
NRC “ No Detailed Affiliation Given Ip 13621 168 24X 

Fiche SO-M 0-1 02/ 06/24, 8206280407 


— 9206280436 "Improvement* in Training fc Requal » f t t at ion Programs a' 
Required bg T«| Action Items 1 A 2 I l< il 0 4 " 

* Science App 1 ica 1 1 ons, Inc NRC- 03-03- 096 SAI- 106-029- 31 

92/06/14 NRC - Ko Detailed Affiliation Given I6pp 

13621 183 24X Flehe 50-000,03/06/24,8206280407 


9206290539 Forwards response to NRC 830126 request for addl info re 
NOREO-0737, I tern 11 3 li "RCS High Point Vents ” Facilities 
in compliance 

ZIMMERMAN, S 8 Carolina Power 6 Light Co 02/06/25 VASSAL LO, D 8 

Operating Reactors Branch 2 4pp 13631 037 24X 

FI Che, 30-324, 92/06/25,9206290539 


O Inipectlan reports, lE Bulletins & correspondence 


8203170522 Responds to NRC 820111 Itr r« violations noted in IE Insp 
Rept 50-324/81-25 *» 50-325/81-26 Corrective actions 
corporate emergency plan is being revised & evaluation will 
be completed by SS0401 to determine need for mads 
FURR, D nI Carolina Power L Light Co 02/03/19 O'REILLV. J P 
Region a, Office of Director 5pp 13300 037 24X 

F i c h e 50-324 , 83/02/ 10, 0203 1 70522 


— 9206070704 Foruiards IE Emergency Preparedness Appraisal Repts 
50-324/81-26 8t 50-385/81-26 oh 811013-22 6 lists of 
emergency preparedness defl cl anciest preparedness improvement 
items emergency plan deficiencies. 

O'^RElLLYrO P Region 2, Atlanta, Office of the Director 
(Bl/03/0n 82/01/11 JONES, J A Carolina Power (, Light Co 

8pp 13308 042- 24X Fiche 50-324,03/02/18,8203170522 


— 9206070798 IE Emergancy Preparedness Appraisal Repts 50-324/81-26 tc 
50-329/91-26 on 011013-22 No noncomp liance noted Significant 
appraisal deficiencies Identified In emergency plan 
training/retraining & tfose assessment 

KEVERN,T A < HICKMAN,J B , MCFARLAND, C fi Division of Emergency 
Preparedness & Operational Support 83/01/00 42pp 13338 050 
24X FI Che: 50-324, 02/02/18,8203170922 


8306020053 Forwards request for addl info re Inservice insp program 
Response requested within 30 days of receipt of itr 
VASBALLOi D B. Operating Reactors Branch S 82/05/05 JONES, J 
Carolina Power k Light Co 6pp 13333 06B S4X 
Flehe 90 - 324, 02 /OS/OS, 83060300 53 


8206070969 Farwards IE Insp Repts 50-324/82-13 L 50-385/02-13 on 
930413 6 IS No noncomp 1 lance noted 

LONG, F J. Division of Project tr Resident Program*, 82/05/11 
JONES, J,A Carolina Power t< Light Co 2pp 13372 232 S4X 
Flehe* 50-324, 62/05/11, 0206070569 


—9206070583 IE Insp Repts 90-324/02-13 6 90-325/02-13 on 920413 & 15 
No noncompl iance noted. Major areas Inipec ted- emergenc y 
planning Interface between licensee organ i cation 6 NRC 
Region 2 organiiation at emergency response facilities 
TAYLOR, P A * JENKINS, 0. R Division of Emergency Preparedness & 
□peratlonal Support 02/05/07 4pp 13372.234 24X 

F i c h e ' 50-324, 92/09/1 1 , 8 30607056? 


8206220^79 Forwards lE Insp Repts 50-324/62-14 L 50-329/82-14 on 
820904-07. No noncomp 1 lane a noted 

LONOtF J Division of Project & Resident Programs 92/05/21 
JONES, J. A Carolina Power It Light Co. 2pp. 13970 100 24X 

Fi c h • 50-324, 02/03/21 1 9206220070 


— 0206220093 lE Imp Repts 90-384/82-14 Sc 50-323/82-14 on 020509-07 No 
noncompliance noted Major areas inspected: radioJog lea 1 
environ monitor Ing» mg t controls 6 revieu of licansee actions 
an previous insp findings 

CUNNINGHAM, A L , MQNTOOMERYi 0. « Region 2, Office of Director 
02/09/21 7pp 13373 102, 24JC FI ch* 50-324, 82/05/21, 9206220079, 


9206220071 Forwards lE Insp Rept* 30-324/82-12 k 50-329/82-12 an 
820420-22. No noncomp 1 lance noted, 

LONG, F. J Division of Project 6 Resident Programs, 02/05/34 
JONEBi J A Caroline Power 6 Light Co 8pp 13573 003 24X 

Flehe* 90-324, 82/09/24,9206220071 


—9206320075 IE Insp Repts 50-324/02-12 k 50-325/02-12 on 020420-22 Nr> 
noncomp] lance noted Major areas inspected small-scale 
radiological emergency etercise on 820421 

MCFARLAND, C R , HUFFMAN, G N , JENKINS, G R Division of Emsmcniv 
Preparedness 6 Operatianal Support 02/05/20 0pp 1357.1 OOb 
24X Fiche 50-324,92/05/24,8206220071 


0202040147 tE Info Notice 82-15. "Notification of NRC '* Sve list em 1 
DEYOUNG, R C Director'^s Office, Office of Inspection and 

Enforcement 02/05/30 I07pp 13426 09S 24X 

Ficho 50-000,02/03/28,8202040147 


9204210378 IE info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sv< list enc I 

JORDAN, E L Division of Engineering & Quality Assurance 82/05/29 
103pp 13440 264 34X Fiche 50-000.02/05/28,8204210378 


B20607G719 Act receipt of 820912 Itr informing NRC of steps taton to 
correct violations noted in lE insp Repts 50-323/02-00 i 
50-324/02-08 

lewis. RC Region 2, Office of Director 02/05/28 JONES, J A 
Carolina Power 6 Light Co Ip 13389 335 24X 

Fiche 50-324, 82/05/20,0206070719 


— 0206070729 Responds to NRC 820412 Itr re violations noted in IT Inip 
Repts 50-325/82-00 6 50-324/82-08 Corrective actions 
radwaste operators will perform second verification to 
complete valve lineup prior to releases 

FURR.B J Carolina Power k Light Co 82/05/12 O'REILLY, J P 
Region 3, Office of Director 4pp 1336? 336 24X 

Fiche 50-324,02/09/28,9206070719 


—0206070736 Forwards lE Insp Repts 50-323/82-00 k 50-324/62-08 on 
020215-0315 I, notice of violation 

LEWIS, R C Division of Project 6 Resident Programs 02/04/12 

JONES, J A Carolina Power k Light Co 2pp 13399 340 3AK 

Fiche 30-324,82/09/20,8206070719 


—8206070750 Notice of violation from insp on 820215-0315 

* Region 2, Office of Director 82/04/12 2pp 133B9 342 adX 
Fiche 50-324,02/05/20,8206070719 


— 82060707S5 Notice of deviation from inep on 82021 S-031& 

e Region 2, Office of Director 82/04/12 Ip 13309 344 SOX 
Fiche 50-324,82/05/28,0206070719 


—9206070767 IE Insp Repts SO-325/82-08 k 50-324/02-09 on 020213-0315 
Noncompl lance noted failure to maintain updated control 
procedures 6 to revise procedures in accordance u/THl action 
Item requirements 

GARNER, L W , CHASE, J , JULIAN, C Division of Project k Resident 
Programs 02/04/09 15pp 13389 343 24X Fiche SO-a24i 82/03/20, 

9206070719 


8206220174 Submits supplemental info In response to IE Bulletins 7? O-f 
k 79-14 Supports of all safety-related control drive lines 
modified to meet long-term mod crl ter ia. Sup ports meeting 
ahort-term criteria will not be modified 

DIETZ, C R Carolina Power k Light Co 82/06/01 O'REILLY, J P 
Region 2, Office of Director 4pp 13572 070 24X 

Fiche SO-324, 82/06/01 . S2062201 74 


8204810380 IE Bulletin 62-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEV<]1/N0,R C Directors Office, Office of Inspection and 

Eriforcament 82/06/02 lOapp 13527 ISO 24X 

Fiche 50-000, 82/06/02,0204210380 


9206820229 Ack receipt of 820521 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/82'*07 k 
50-325/02-09 

LEWIS, R C, Region 2, Office of Director 82/06/09 JONES, J. A 
Carolina Power k Light Co. Ip 13571,171 24X 

Fiche 50-324,82/06/09,8206220229 


— 8806220230 Responds to NRC 820423 Itr re violations noted in It Insp 
Repti 50-^24/82-09 k 50-325/82-09 Corrective actions new 
efficiency curves established using NBS sources to allow for 
accurate marlnelll beaker sample Procedure changes effected 
FURR.B J Carolina Power k Light Co 82/09/21 O'REILLY, J P 
Region 2* Office of Director 3pp 13371 172 24X 

Fiche 30-324,02/06/09,8206220229 


— 8206220236 Responds to NRC 820423 Itr re violations noted in IE Iirsp 
Repts 50-324/02-09 k 30-325/02-09 Corrective actions 
rotameter float Installed correctly k drawing posted 
ehoulng correct point to read flow level 

DIETZ, C R. Carolina Power k Light Co 09/03/17 O'RElLLYi J P 
Region 2* Office of Director 6pp 13571 175 24X 

Fiche 30-324,82/06/09.8206220229 



DOCKETED ITEMS 


199 


— 8206230542 Forujards IE Insp Rapts S0-324/B2-09 h 50-323/B2-09 an 
020322-26 & 30-31 & notice of violation 

LEWIS, R C Region 2. Office of Director 02/04/23 JDMES. J A 
Carolina Po uer ^ Light Co Spp 13371 181 24X 

riche 50-324,02/06/09,6206220253 


— 820622024 3 Notice of vialation from insp on 020322-26 & GO-31 

^ Region 2. Office of Director 02/04/23 Ip 13571 103 24X 

riche 50-324,02/06/09,0206220225 


— 0206220252 lE Insp Repts 50-324/92-09 i, 50-325/82-09 on 02O3a2“26 l< 
30-31 Nanco (np lionce noted stack gas semplee not collected 
per approved procedure from 010601-820324 
EVANS, C D - MONTGOMERY, D M Region 2, Office of Director 
G3/04/22 lOpp 13571 104 24X Flche 50-324,82/06/09,0206920229 


8206220467 Ack receipt of 820524 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repls 50-324/82-10 & 
90-325/03-10 

LONG, r J Division of Project 8, Resident Programs 82/06/09 
JONES, J A Carolina Pouer 4^ Light Co tp 13580 344 24X 

Flche 50-324 , 02/06/09, 8206920467 


— 8206250475 Responds to NRC 020402 itr re violations noted in IF Insp 
Repts 50-324/82-10 V 50-329/82-10 Corrective actions 
instructions developed as part of plant operating manual & 
independent verification training provided 

FURR, D J. Carolina Power 8< Light Co 82/09/24 O'RElLLYr J P 
Region 2. Office of Director, 6pp 13560 345 24X 

F i c li e 50-32 4, 82/06/09, 8206220467 


--8206320486 Advises that otil response to NRC 020402 Itr re violations 
noted in TE insp Repts 90-324/02-10 4- 90-325/82-10 will be 
submitted 620521, per 650503 telcon w/NRC 

DIETZ, C R Carolina Power & Light Co 82/05/11 O'REILLY, J P 
Region 2, Office of Director Ip 13580 391 24X 

P i c he 50-324, 02/06/09, 8206220467 


—8206220493 Forwards IE Insp Repts 50-324/82-10 4, 90-325/82-10 oh 
920119-21 8( notice Of violation 

LEWIS, R G Division of Project 4c Resident Programs 82/04/02 

JONEBtJ A Carolina Power 4< Light Co 2pp 13980 352 24X 

rj Che- 50-324, 02/06/09, 0206220467 


— 8206230498 Notice of violation from insp on 020119-21 

« Division of Project 4c Resident Programs 02/04/02 3pp 
13500:394. 24X Flche 50-324,02/06/09,0206220467 


— 8206220508 lE Insp Repts 50-324/82-10 4c 50-329/02-10 on 820119-21 
No-ncontpiiance noted* fai lure to follow procedures, failure to 
vneeit commitments of TMI Action Item 1 C 6, failure to take 
corrective action 4c failure to implement procedures 
<?ARNER,L j JULIAN, C , BURGER, C Division of Project k Real dent 
f^rograms 02/04/01 7pp 13500 357 24X Fic he. 50-324, 82/06/09, 

0206220467 


8206220910 Ack receipt of 820430 4< 0510 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-324/82-03 k 90-329/02-05 

LEWIS, R C Division of Project k Resident Programs 82/06/09 

JONEB, il A Carolina Power 4< Light Co Ip 13580.289 24X 

F i c h e 90-324. 82 /06/09 . 82062209 1 0 


—8206220522 Forwards supplemental response to NRC 820430 Itr re 
nSevlatioft from commitments per IE Insp Repts 90-324/02-09 4« 
30-325/82-05 Corrective actions callbr performed on 
radiation monitors Maint scheduling program revised 
FURRrB J Carolina Power k Light Co 02/05/10 O'ReiLLV, J, P 
Region 2, Office of Director 3pp 13500 290 24X 

Flche. 90-324, 82/06/09, 0206220910 


--B206320529 Forwards response to NRC 880331 Itr re violations noted In 
IE Imp Repts 50-324/82-09 k 90-325/02-03 Corrective 
ac tions. procedures revised to Include safety-related 
annunciator alarm 8< dally surveillance rapt sheets 
FURR, B J Carolina Power Si Light Co 82/04/30 0 'REILLY. U P 

Region 2, Office of Director 4pp 13500 293 24X 

F i c h e . 3 0-324, 82/06/09, 82062209 1 0 


— 0206820936 Forwards IE Imp Repts 50-324/02-05 k 50-329/82-09 on 
820115-0219 4i notices of violation Si deviation 
LEVIISj A C. Division of Project S< Resident Programs 82/03/31 

OONEBrJ A Carolina Power Sc Light Co 2pp. i390O 297 24X 

Flche 90-324,02/06/09,6206220510 


— 8206220942 Notice of violation from Insp on 080115-0219 

e Region 2, Office of Director 02/03/31 2pp 13980 2?7. 24X 

Fiehe 90-324, 02/06/09, 0806220910 


— 8206820540 Notice of deviation from insp on 880119-0219 

» Region 2, Office of Director 02/03/31 Ip 13900 301 a4X 
Flche 90-324,02/06/09,8206820910. 


—0206220550 IE Insp Repts 90-324/82-05 4i 50-385/02-05 on 020115-0215 
Moncompliance noted failure to adequately establish 
procedure, retain survei Uance, maintain records 4i initiate 
standby liquid control S, limiting condition of operation 
GARNER, L W , PAULK. 0 , BURGER, C Division of Project k Resident 

Programs 82/03/25 i7pp 13900 302 24X Fiche 90-324,82/06/09, 

8206220510 


B204S103&3 lE Info Notice 82-17, "Overpressur 1 latlon of RCB " Svc list 
enc 1 

JORDAN* E L Division of Engineering S, Quality Assurance 02/06/11 
106pp 13675 298 24X Fiche 50-000,82/06/11.8204210333 


0204210384 IE Info Notice 62-10, "Assessment of Intakes of Radioactive 
Hat I by Workers " 8vc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 iSOpp 13673 1B9 24X 

Flche 90-000. 02/06/11. 82042103B4 


0206290110 Forwards revisions to results of 010302 inservlce insp/test 
prpgram, resol ving Inappropriate classification per 
req.oiromBnts of ABME Boiler k Pressure Vessel Codo,9ectlon 
XI k 10CFR90 55a<g) 

HQMEiP W Carolina Power 6 Light Co 02/06/10. VA0SALLO, D D. 
Operating Reactors Branch 2 2pp 13616 279 24X 

Fiche 90-324. 82/06/ 1 0, 0206250 1 1 0 


8206290190 Forwards response to NRC 820505 request for eddl info re 
thservlce insp program 

HOWE.P M Carolina Power «, Light Co 02/06/10 VABSALLD, D. 0. 
Operating Reactors Branch 2 7pp 13616 301 24X 

Fiche 90-324,02/06/18,8206250130 


R Periodic operating reports Si related correspondence 


8206190235 Forwards monthly operating repts for May 1902. 

DIETZ, C R Carolina Power Si Light Co 82/06/04. BTELLO, V. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
13496 337 24X Flche 90-324,82/06/04,82061 50239. 


— 8206190233 Monthly operating repts for May 1982 

HARRISON, F Carolina Power Si Light Co 82/06/01 Bpp 

13496 340. 24X Fiche 50-324.02/06/04,8206150239 


8 Reportable occurrences, LERt It rslated correspondence 


0206010635 Forwards LER 0a-O37/OaL-O 

DIETZ, C R Carolina Power k Light Co 82/04/15 O'REILLYjJ P 
Region 2, Office of Director Ip 13314 039. 24X 

Fiche 90-329,02/04/15,8206010639 


—0206010691 LER a2-037/O3L-0 on 020317, RTOB instrument l-CAC-LR-2602 
indicated level of -31.2 inches While RTOB instrument 
I-CAC-Ll-2601-3 read -29 0 inches. Actual level -20 5 inches. 
Caused by incorrect trickle flow to transmitter 
FA0TVA,M. U Carolina Power Si Light Co 82/04/19 Region 2, 
Office of Director 2pp 13314 040 24X Flche' 50-389, 02/04/15, 

8206010639 


0206190016 Responds to FDIA request for documents re siren sys 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in 08. Forwards 
documents listed in App A 

FELTON, J H. Division of Rules and Records 02/04/21 WADE, 0. 
Public Interest Research Group, New York 7pp 13524 010. 24X 

Riche. 90-000, 82/04/21,8206190016 


—8206190090 PNO-n-e2-031 on 820321, Brunsuic k County, NC sheriff ofc 
incorrectly activated emergency warning sys sirens. No 
emergency condition occurred. NRC Incident Response Ctr 
notified 

BURGER, C W Region 2, Office of Director 82/03/22 Ip 
13929 196 24X Flche* 90-000, 02/04/21,8206190016 


B2O601O239 Forwards LER 82-047/03L-0 

DIETZ, C R Carolina Power 6 Light Co 82/09/04 O'REILLV, J P. 
Region 2, Office of Director Ip 13307 104. 24X 

Flche, 90-329, 02/09/04, 8206010239 


—3206010243 LER e2-047/03L-0: on 020409, vibra tlon nf 3 2 mile measured 
for IB RHR ivc water pump. Caused by failure of pump packing 
gland, allowing svc water to enter pump bearing, result ing in 
bearing surface corrosl on. New packing gland to be installed. 
PA8TVA, M J Carolina Power Si Light Co 02/05/04 Region 2, 
Office of Director 2pp 13307 109 a4X Flche: 90-329, 82/05/04, 
8206010239 


8206010193 Forwards LER e2-022/03L-0 

DIETZ.C R Carolina Power Si Light Co 02/09/17 □'REILLY, J.P 
Region 2, Office of Director ip 13300*006 E4X 
F i c ha 90-329, 02/09/17* 8206010193 



— 820&0i0l60 LER 02^O&a/O3L-O on a204i7j rpac^or circulation pump lA 
tripped due to motor B^ntfrator sot undervoltajje. resul ting 
from spurloui opening it closing of unit suitcAgard PCB 
33A it CGB CauiOd bg transmission line per turbations 
PASTVA. M J Carolina Power U tight Cq &2/03/I7 Region a. 
Pfflce of Director ip 13300 007 2dy Flthe 30-325.03705/17. 
0206010153 


0206010202 Foruiard» LCR 02-033/ 03t-0 

D1£TZ.C R Carolina Power Li ght Co 82/05/17 O^REILLV^J P 
Region 2/ Office of Director Ip 13307 1 71 24X 

Flehe 50-32 3. 02 /03/17,8206010202 


— 0206010203 LGR 82^03B/03L-0 on 820419, reac tar scrartiined due to opnnina 
of ia3~volt battery charger output breafcer while rennving 
electrical clearance on Div II battery -Caused by operator 
error Breaker reclosed i. power restored to lB-1 bus 
POULK. R fi Carolina Power 6 Light Co 82/05/17 Regtan if, 
Office of Director 2pp 13307 172 24X Fiche 50-323,02/05/1/. 

82060 1 0202 


0206010114 Foruards LER a2-042/03L-0 

DZETZi C R Carolina Power t' Light Co 02/05/18 D'REILLViJ P 
Region 2, Office of Director Ip 13300 041 24X 

F i c h e 50-325 1 62/09/18, 02060 101 1 4 


— 9206010122 LER SB-O^S/OOL-O on 620423, post-accident manitarlng control 
roam r e cord er/ Indicator l-CAC-AR-1263 exhibited unvarying 
Indication of dryuiail oxygen concentration Caused by broken 
drive card due to normal wear Drive cord replaced 
FASTVA.n J, Carolina Power L Light Co 82/05/18 Region 2. 
Office of Director Ip 13300 042 24X Fiche 50-329,02/05/10, 

0206010114, 


0206010217 Forwards LER e2-030/03L-0 

DIETZ. C R Carolina Poucr 6 Light Co 82/09/18 O'REILLV.J P 
Region S* Office of Director Ip 13300 084 24X 

riche 50-325. 82/05/18. B206010217 


— B2060I0220 LGR B2-030/03L-0 on a20419jHPCt steam line area high 
dl-f f erentia 1 temp switch l~E51-DTS-N6040 would not respond 
be applied test signal Caused by electronic failure af 
switch module Module 86DT replaced 

pARTk^AiM J Cam Una Power it Light Co 82/05/10 Raglon 2, 
Office of Director Ip 13300 085 24X Flchc 50-325,82/05/10. 

0206010217 


0206010358 Forwards updated LER 02-«O47/O3L-l 

DIETZ, C R Carolltia Power Light Co 82/05/lfl O'REfLLY.J P 
Region 2, Office of Director Ip 13301 341 24X 

Flcha. 50-329, BS/09/lBr 8206010398 


— 8206010362 Updated LER e2-047/03L-l on 020405. dur ing RHRSU operaMlltU 
test, vlbrat Ian of 3 2 mils meesured for IB RHR8W pump On 
B20420, dur ing suppression cooling, smole observed ematiatifig 
from pump bearing housing 

PA3TVA, H J Carolina Power it Light Co 82/05/18 Region 2, 
Office of Director 2pp 13301 342 24X Fiche 50-325.02/05/10, 

6206010350 


8206010418 Forwards updated LER 82-017/03L-1 

DIETZ.C. R Carolina Power L Light Co 82/05/18. O'REILLV.^ P 
Region 2, Office of Director Ip 13313 2^7 84X 

Fiche 90-325, 02/09/18.0206010418, 


— 0206010424 Updated LER 82-017/03L-1 on eS0128i El 1-FO40A valve had no 
Indication on RTO0 due to failure of valve breaker magnetic 
trip to trip breaker w/valve In open pasltion Caused by 
loose D L C phase power leads to magnetic trip unit 
PDULKiR M, Carolina Power 6 Light Co B2/OS/10 Region 2, 
Office of Director Ip 13313 248 24X Fi cbe; 50-325, 02/05/10, 

S20 6010410, 


0206010493 Forwards LER 82-046/03L-0 

DlETZiC.R Carolina Power 4, Light Co. 02/05/21 O'REILLV.J.P 
Region S, Office of Director, Ip ia3J3‘275 a4X 
Fiche; 90-329. 02/09/21, 0206010493 


—0206010502 LER 82-046/03L-0 on 820429-0503, uht I# performing weeSly 
verification of DIvs 1 6 If 129-voIt Sc bettery 6 charger 
operabllitv PT“i7, IP. d i icoversd specific gravity for pilot 
cell of Div 11 less than rfttulrei 

PAQTVAi N J Carolina Power k Light Co 82/05/21 Region 2. 
Office of Director 2pp I33ia‘276 24 X Fiche, 50-325. 82/09/21 , 

0206010493 


0206070079 Ferwardi LER S2-051/03L-0 

DIETZrC.R. Care! Ina Power L Light Co 02/03/26 O'REILLY. U P 
Region 2, Office of Director. Ip 13370 317. 24X 

Fiche' 90-329, 02/09/26,0206070075 


— 0206070070 LER B2-051/03L-0 on 820505, dur mg rod sequence control sy« 
operability testiPT-1 6 1, fully inserted control rod 30~19 
had intermittent full-m RTGD position indication Caused by 
defective rod position reed switch 

PASTVA, M J Carolina Power 4 Light Co 83/05/26 Region L'p 

Office of Director Ip 13370 310 34X Fiche 50-325,02/05/36. 

0206070075 


8206070295 Forwards LEO 02-OSO/O3L-O 

DIETZ. C R Carolina Power 6 Light Co 02/05/26 O'REILLY, j P 
Region 2. Office of Director Ip 13363 304 24X 

Fiche 50-323,02/05/26.0206070299 


— B2060703O4 LER 92-050/03L-0 on 820505, d iscovered broken insfcrumrnt 
diaphran nipple on main condenser low vacuum PCIS instrument; 
1-D2I-PS-M056D Caused by operating environ vibration of 
instrument Model 02T-Mia35-L6 replaced 

PASTVA, M J Carolina Power L Light Co 02/05/26 Region Hj 
Office of Director Ip 13363 30S 24X Fiche 50-329,82/0 5/96. 

0206070295 


82060703BB Forwards LER 82-049/03L-0 

DIETZ* C fl Carolina Power Light Co 03/05/26 O'RCJLLY, J F 
Region 2, Office of Director Ip 13371 290 24X 

Fiche 50-325.82/09/26,8206070390 


— 9206070396 LER 02-O49/O3L-O on 020904, primary containment atmosphere 
oxygen anal y ler, l-CAC-AT-1263-3, showed erratic indication 
of dryuell oxygen concentration Caused by icq formation In 
analyzer air dryer Dryer defrosted it Model F3M3 calibr 
PA9TVA,M vf Carolina Power «c Light Co 02/09/26 Region iS 
Office of Director 2pp 13371 291 24X Fiche 90-325.02/05/26, 

8206070308 


8206070570 PRO- 1 1-82-061 on 020514,12 In Incore source range monltoriiifi 
4- intermediate range monitoring neutron debectar tubas Found 
bent where tubes exit beneath reactor vessel Cause not 
known, 6abatog e suspected Event under investigation 
HARDIN.A K , OURGER.C W Region 2» Office of Director e?/06/03 
2pp J 3372 230 24X Fiche 50-329, 02/06/03, 8206070570 


0206110310 Forwards updated LER 02-O30/O3L-i 

DIETZ. C ft Carolina Power it Light Co 82/06/04 Q'REILLY, J H 
Region 2, Office of Director Ip 13467 063 24X 

Fiche 50-329*02/06/04,8206110310 


— 8206110314 Updated LEft a2-038/03L-l on 020419 Reactor scrammed wbrn 
electrical bus lA-1 dc de^energ 1 led Caused by operator error 
in opening t2S-volt dc battery charger output breaker for 
battery lA-i Breaker closed & power restored Ho bus 
POULK, R M Carolina Power 6 Light Co 02/06/04 Region 2, 
Office of Director 2pp 13467 064 24X Fiche 90-329*93/06/04. 

0206110310 


8206170125 PMO- II -02-O61A. updating 820603 submittal re bent Incarc 
neutron range monitoring tubes found beneath reactor 
vessel Sabotage suspected Security measures including daily 
walkthrough imp (r addl patrols initiated 

HARDIN. AK, DUftOER.CH Region 2. Office of Director 83/06/04 
2pp 13530,168 24X Fiche' 30-324, 02/06/04,0206170185 


8206210228 Forwards LER 82-032/ 03L-0 

DIETZ, C R Carolina Power k Light Co 82/06/09 O'REILLY, J P 
Region 2, Office of Director Ip. 13959 099 24X 

Fiche 30-329.82/06/09,8206210220 


— 8206210333 LER 82-032/03L-0 on B20510, primary containment temp record 
i-CAC-Tfi-l25B found mal functioning Caused by dirty recorder 
slideufre k slidewire contacts 1, loose print mechanism 
timing delay 61 idewire, contac ts !* print contacts cleaned 
PASTVA, H J Carolina Power & Light Co 82/06/09 Region &, 
Office of Director 2pp. 13999 060 24X Fiche 50-329,02/06/07. 

8206210220 


8206210337 Forwards LER 02-O49/O3L-O 

DIETZ, C ft Carolina Power k Light Co 02/06/19 O'REILLY.J F 
Region 2* Office of Director Ip 13367 0 0 4 24X 

Fiche 90-329,82/06/19,0206210537 


—8206210948 LER 02-O49/O3L~O on 820919, during testing C12-LBH-ia'? 
accumulator leak detectors of control rod driveline 
accumulators 30-11,34-43,22-27,22-03 k 42-15 would not 
respond to applied test inputs, Caused by reed switch arcing 
PASTVA, M J Carolina Power it Light Co 02/06/19 Region 2, 
Office of Director 2pp 13567 005. 24X Fiche 50-329, 82/06/ 1 tz* 

0206210537 


8206220344 Forwards LER 82-059/03L-0 

OIETZ. C R Carolina power k Light Co 02/06/15. O'REILLY, J P 
Region 2, Office of Director Ip, 13901*242 24X 

Fiche 90-323,02/06/19,8206220344 



DOCKETED ITEMS 


201 


—8206220354 LER B2'-059/03L-0 on BS0522< «urve 1 1 lane e revealed that full^ 
withdrawn control rod 30-39 had intermittent RTOB position 
40 Indication luhile full-out RTOB Indication uas operable 
Caufed bij defective rod poiltion reed switch 

PA0TVA.M J Carolina Power Light Co 02/06/15 Region 3, 
Office of Director Ip 13501 243 24X Flche 50-325,03/06/15, 

8306320344 


0206220309 Forwards LER 02-O52/O3L-O 

DIETZ, C R Carolina Power 6 Light Co 02/06/16 O'REILLY, J P 
Region S, Off ice of Director Ip 135BS 040 24X 

Flche 90-325102/06/16.8306220309 


--0206220399 LER e2-052/03L-0 on 02O524i surve 1 1 lance revealed that 
primary containment atmosphere oxygen ana ly ler, 1-CAC-AT-1S5 
9-2 would not indicate expected drywell oxygen 
concentrations Caused by calibr shift on lero end 
PASTVAcM" J Carolina Power 6 Light Co 82/06/16 Region 2, 
Office of Director ip 13982,041 24X Flche* 50-329, 02/06/16, 

0206220389 


820'624017S Forwards updated LER 01-O95/O3L-1 

DIETZ.C R Carolina Power 6 Light Co 02/06/18 O'REILLY, J P 
Region 2, Office of Director Ip 13599 342 24X 

Flche. 90-329, 02/06/10, 0206240173 


— e20&240iS? Updated LER ei-095/03L-l on 011206, RHR sve water subsystem 
pumpe B li D would not start due to simulated low header 
preseure lockout Caused by open circuit breaker in motor 
coolers lour suction pressure permissivs switch 
PASTVA.H J Carolina Power 6 Light Co 02/06/18 Region 2, 
Office of Director. 2pp. 13999 343 24X Fiche 90-329,82/06/10, 

820624017S 


0306240186 Forwards updated LER 81-093/011-2 

DIETZ, C R Carolina Power 6 Light Co. 02/06/lB D'ReiLLY, J P. 
Region 2, Office of Director Ip 13999 1 28 24X 

Flche. 90-325, 02/06/18, 0206240106, 


— 8206240192 Updated LER 01 -093/0 lT-2 on 011226, reactor protection sys 
veftSfl Low level trip inetrumenti 1-B21-LT-N017D-1, was 
Indicating upscale, Caused by personnel failure to recognise 
& perform Tech Bptes Personnel counseled, 

PA8TVA, « J. CaroHna Power 6 Light Co. 02/06/10, Region S, 
Office of Director. 3pp 13999:129 a4X Flche 90-329,02/06/18, 
S206240186 


0206000109 Forwards updated LER B1 -092/0 tT-2. 

DIETZiC. R Carolina Powtr h Light Co 82/06/21 O'REILLY, J P 
Region 2, Office of Director. Ip. 13696.090, 24X 

FJche: 90-329^ 02/06/21,0306300109 


—8206300109 Updated LER 81-092/01T-2: on B1 1226, action statenent 3.3.2b 
not entered when B21-LT-N017D'-1 Instrument failed upscale. 

Caused by failure of operations personnel to recognize 6 
perform req.uired action 

PASTVA,H J. Carolina Power S, Light Co 02/06/21. Region 2, 
Office of Director 3pp 13696 091. 24X Flche- 90-329, 82/06/21, 

8206300109 


DOCIAET 90-326 UNIV OF CALIFORNIA AT IRVirc RES REACTOR 


F. aecurlty, medlcel, emergency 6 fire protection plans 


82D6D804O1 Forwards Amend 2 to License R-U6, Incorporating approved 
physical security plan into license. 

BERNARD, H. StendardLzation 6 Bpecial Projects Branch. 02/06/02, 
HlLLERiO Chicago, Unlv. of. 3pp. 13442.172. 24X 

Flche. 90-336, 82/06/02, B2O6O0O4O1. 


—8206080404 Amend 2 to License R-116 Amend incorporates approved 
physical security plan into license. 

BERNARD, H. Standardization 6 Special Projects Branch, 82/06/02. 
2pp 13442,179 24X Fiche. 90-326, 02/06/ 02, 8206000401 . 


F. Operating license stage documents 6 correspondence 


B2043DOO-03 Responds to FDIA request for fivs categories of documents 
re a«pt 1979 rept, "Recommendations of TMI-2 IE 
Investigation Team. " Approx 170 pages of mail being placed 
in PDR. 

F6UTCW, J.H Division of Rules and Records. 82/04/02, WEISS, ER 
Union of Concerned Scientists. Ip. 12920.032. 24X 

Fiche, SO-OOOi 02/04/02,0204300003 


82060B0401 Forwarifs Amend 2 to License R-116, incorporating approved 
phyeical security plan into license. 

BERNARD, H Btandardl zatl on 6 Special Projects Branch 82/06/02 
hlLLERi 0. Chicago, Unlv of. 3pp. 13442:172 24X 

Flche: 90-326, 02/06/02, 0206000401. 


— 8206080404 Amend 2 to License R-116 Amend incorporates approved 
physical security plan Into llcsnse 

BERNARD, H Standard 1 la t i on & apscial Projects Branch 02/06/02 

2pp. 13442 179 24X Flche: 50-326, 82/06/02, 0SO6OBO4O1 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


A Appt ication/ construction stags documents I, comspondsnce 


B206230007 Addl response to FOlA request for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-94,3-53 6 S-U deleted 

FELTON, J.M Division of Rules and Records 02/04/29 MCMURRAY, C H 
Kirtcpatrlct, Lockhart. Hill, Christopher Phillips 2lpp 
13604.044. 8 4X Fiche 90-000,02/04/29,0206230007 


— B006230Bi9 Forwards memoranda re facility O-list review Addl comments 
or questions requested. W/o ends 

HAA88, W P, Quality Assurance Branch. 00/06/09, Quality 
Assurance Branch Ip 13609.297 24X Flche 50-000,82/04/29, 

8206230007. 


— 8102230492 Forwards requests for addl info re additions to recently 
review Q-lists Requests should be transmitted to applicants 
or llcantees at earliest convenience 

NOONAN, V 8. Assistant Director for hfateriali 1. Qualifications 
Engineering. 81/02/02 TEDE8C0, R L Assistant Director for 
Licensing 4pp, 13609 207 24X Flche 90-000,82/04/29,8206230007, 


F eecurity, medical, emergency St fire protection plans 


6206090002 Responds to FDIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR. 

FELTON, J K Division of Rules end Records 82/09/11 REYNOLDS, N. 0, 
Debevoise b Liberman 3pp 13454! 003 24X Fiche' 90-000, 02/05/11, 

0206090002 


— 82060900U List of facilities completing emergency prepartdnee* 
activities by 810701. 

« NRC - No Detailed Affiliation Oiven 02/09/11. 9pp. 

13494 006. 24X Flche. 90-000, 82/09/ 1 1, 8206090002. 


— 8206019000? Forwards first monthly rept re etatus of prompt notification 
sys implementation at facilities Ke teorol ogical programs, 
emergency response facilities U research reactors need addl 
mgt attention tt clarification 

O'REILLY, vl P. Region 2, Atlanta, OPPice of the Director 
<01/03/01). 01/01/08. DEvaUNOjR. C. Director's Office, Office of 

Inspection and Enforcement. 4pp L3494. 167. 24X 

Flche* 90-000,82/09/11,8206090002 


— 0206090133 Responds to 020203 request for Info re deficiencies 
idantlfiid in initial testing of prampt notification sys. 
Facility test info end 

BTOHR, 0. p Division of Emergency Praparednssi tc Operational 
Support. 62/02/04 ORINESiS.K. Division of Emergency 
Preparedness. 9pp 13494.239, 24 X Flch s. 90-000, 02/05/11, 

0206090002 


6206070481 Forwards Region 2 incident response plan dtd Mar 1992. Plan 
Issued as Buppl 2 to NOREO-OB49, "Agency Procedures for NRC 
Incident Response Plan." Plan should be of benefit to 
under itandtng of NRG response to emer gency. H/o end. 

STOHRr^. P. Division of Emergency Preparddnete It Operational Support, 
02/09/12, PARRIS, H.O Tennessee Valley Authority. Ip. 13379:093 
24X Fiche. 90 -000,02/09/12,8206070401. 


8206160279 Forwards TN ofe of Civil Defense Ic Emergency Preparedness 
•valuation of 000616-17 offsite emergency preparedness 
exercise w/FEMA obeervetlons. FENA 010724 Itr noting 
deficiencies of 810707-00 exercise also end. 

KRIHK, R N Federal Emergency Hanagement Agency, 82/06/02, 

ORIMEB, 0 K Division of Emergency Preparedness 79pp 13991:201 
24 X F i c h e * 90- 327, 02/06/02, 02061 0O27S. 


8206170199 Advises of util plans to conduct full-scale exercise of 
emergency plan once every 9 yrs for each plant, in accordance 
W/10CFR50 App E Small-scale exercise will be performed each 
yr full-scale exercise not conducted. 

MILLB, L H. Tennessee Valley Authority 82/06/10 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 13534.040. 
24 X Flche 90-327,02/06/10,8206170199. 


8206170117 Foruardi estimated completion dates for physical security 
plan, per 020414 mestlng. Submittal withheld (ref 10GFR73. 21). 
HILLB,L. N Tennessee Valley Authority 02/06/11. ADEN8AM,E. 
Licensing Branch 4 Spp. 13929.202. 24X Fiche: 90-327, 02/06/1 1 , 

8206170117. 



8206S&0270 Cla-rlfl«B tsctioni of Fire protection proQrani re^^eva I va tions 
re " fait-rasp oht#" eprlnkler hsede Onlg OL lietedi or factory 
iT^utual approved iprlnklcr heads ulll be u«ed 

Kites. L n Tenneisee Valley Authority 92/0A722 AOENSAK. E 
Llctnilng Srinch 4 2pp I36I7 194. 24X F|«he 50-000,92/04/22, 

6206250270 


8206160117 Forward* '^Summary of Testing to Determine agltablllty of 
Tayco Igniter for Use In Permanent Hydrogen Mitigation Bys, ” 
as addi Info to 820430 sixth (luarterly rept 

MILLS, L M Tennessee Valley Authority 92/06/14 ADENSAM. E 
Licensing Branch 4 Ip 13517 332 24X Flehe 50-000,82/06/14, 

B206I601S7 


^ Insurance & indemnity information 


6206250247 Forwards Endorsement 23 to MAELU Policy HF-102 & Endorsement 
26 to NELIA Policy NF-247, 

FIELDER, J Marsh St McLennan, Inc , H Si M Nuclear Consultants, Inc. 

Div 82/06/21 SALTZMAN. J Assistant Director for State b Licensee 
Relations 3pp 13613 17? 24X Fiche 50-327# 82/06/21, 6206250247 


P Operating license stage documents Sf correspondence 


9205270043 FoT'Wardt repts by R Strehlou re hydrogen control sys at 
Sequoyah plant, Issues raised bg repts have baen Incorporated 
into review of Grand Oulf hydrogen control *yi 
SCKWENCER,A. Licensing Branch 2 02/05/17 MCOAUOKV, J. P. 

Mississippi Pouer St Light Co 2pp 13297 003 24X 

Fiche 50-000, 02/05/17# 0205270043 


— 920-5270091 Comments on end '^Evaluation of 0econd Quarterly Progress 
Rept Research Program an Hydrogen Combustion St Control Dtd 
810316, TVA Sequoyah Nuclear Plant " 

RATHBUN. D.X Office of Policy Eva 1 uatlon s. Bl/05/12 
MENDRIE, J.M # 0ILIN8Ky,V, BRADFORD, PA Commissioners 2pp 
13297 016. 24 X Fiche 90-000, 82/05/ 17, B20 5270043 


— 820927005? ^'Evaluation of Second Quarterly Progress Rept Research 
Program on Hydrogen Canbustfon 6 Control Otd 010316, TVA 
Bequoyah Nuclear Plant ** 

BTREHLOHrR. A Strehlaw# RA Bl/09/01 MILHOAN# J Office of 
Policy Evaluetlons. lOpp 13S97 018 24X Ficht 50-000102/09/17, 

0205270043. 


—0110190280 Forwarde “Evaluation of Quarterly Progress Rept 3, Research 
Program on Hydrogen Combustion li Control " Ofc of Policy 
Evaluation suggests addressing flame accelsratlon question 
more comprahens Ivaly. Accident sequence range under review 
REMJCK#F J. NRC - No Detailed Affiliation Given. 81/09/23 
PALLADINOfN , OILINSKY, V, , BRADFORD# P Commist loner t 2pp 

13397.026 24X Ftche 50-000,82/09/17,920 5270043. 


8206010073 Notlflai of acceptability of Hestinghouse I7tl7 esseisblies, 
per Sirppl 1 to safety evaluetlen 6 License Condition 2 C, 2i« 

In response to 620506 Itr.Ouidc thimble tube wear issue 
resolved, 

ADEN0AM, E.O Licensing Branch 4. 62/08/21 PARR18#H G. Tennessee 

Valley Authority 2pp. 13331 232. 24X Fi che^ 50-327# 82/09/21, 

5206010073 


0206030121 Application for amend to Licenees DPR-77 $i DPR -79, changing 
license conditions re environ qualification of safety- 
related electrical equipment <ref NUREO-0960) R control roam 
design review 

KAMI«R,D. 8 Tennessee Valley Authority. 02/09/25 ADEN8AM, £. 
Operating Reactors Branch 5. lOpp 13337:021, 24X 

Fiche: 90-327, 02/08/33, 8206030121 


0206070661 Forwards response to NRC B20429 rsquest for addl Info re 
B20303 request for amsnrf to License 0PR-77 k DPR-79 to 
Cheng* Tech Bpecs 6,4 re trelning,6, 9 1 re plant operations 
review conwnlttee tc 6, 9 1. 7b re committee authority. 
mLL8#L,M Tennsssei Val l#y Au thort tg 92/09/27. A DENS AM, E. 
Licensing Branch 4 app. 13390' 274. 24X FI ch a* 90-327# 82/09/37, 

9206070661 


— 8206160123 "Summery of Testing to Determine Suitability of Tay-co 
Igniter for Use In Permanent Hydrogen Mitigation Sys “ 

« Tennessee Valley Authority 82/06/14 12pp 13517 333. 2;4X 

Fiche 90-000,82/06/14,8206160117 


8206160132 Forwards info re proposed changes for Cycle 2 operatlonB 
Refueling outage scheduled to begin 020917, u/tenta tlve 
startup scheduled for 821230 

MILLS, L M Tennessee Valley Authority 92/06/14. A DENS AM, E 
Licensing Branch 4 4pp 13517 302 24X Fiche 50-327,82/06/14, 

9206160132 


0206230000 Confirms 820604 telcon re outstanding requests for amends to 
DL Action on four items discussed listed Amend fees paid by 
util will be returned for amend requests withdrawn 
BTAHLE.C Licensing Branch 4, 92/06/16 PARR 1 9# H 0 Tennessee 

Valley Authority Spp 13594 117 24X Fiche 90-327, 82/06/18. 

8206230009 


8206290261 Application to amend Licenses DPR-77 k DPR-7? far temparary 
change re requirement that containment sump level 
instrumentation be operable for automatic switchover from 
refueling water storage tank to containment sump. 

HAMMER, D S Tennessee Valley Authority 02/06/10 DENTON. H R, 
Office of Nuclear Reactor Regulation, Director 2pp 13636. 167 
24X Fiche 90-327,82/06/18,9206290291 


— 6206290270 Proposed Tech 9p*c changes r* requirement that containment 
sump level instrumentation be operable for automatic 
switchover from refueling water storage tank to containment 
sump h accident monitoring 

« Tennessee Valleg Authority 62/06/16 19pp 13636 169 ;?4X 

Fiche 50-327, 02/06/18, 8206290281 


8206290614 Confirms B2061B telephone authorii ation for Tech Spec 
changes. Amends to Tech Specs authorlilng changes, safety 
evaluation <( FR notice will be sent when completed. 

TEDE8C0#R L Assistant Director for Licensing, 82/06/23 
PARRIS* H 0 Tennessee Valley Authority 3pp 13698 123 24X 

Fiche. 90-327, 82/06/23, B2062706H 


0 Inspection reports, t£ Bulletins fc correspondence 


0206070462 Forwards IE Insp Repts 50-327/02-09,50-328/82-08.50-390/ 
02-16, 90-391/02-13, 50-438/82-10, 50-439/02-10, 50-910/82-09, 
90-519/02-09, 90-520/82-05,90-921/02-09, 90-993/02-01 1 
50-594/02-01, 90-566/82-02 k 50-967/82-02 

LONQ,F J Di vision of Project 8f Resident Programs 82/09/20. 
PARRIS, H 0 Tennessee Valley Authority 3pp 13374’ 295 24X 

Fiche 90-000,82/09/20,8206070402 


—6206070496 IE Insp Repts 50-327/02-09, 90-328/82-08# 90-390/02“ 16, 
90-391/62-13, 90-438/82-10, 90-439/02-10, 90-510/82-09, 

90-519/02-09, 90-520/82-09, 50-921/82-09, 50-553/02-01, 90-994/ 
62-01,90-966/82-02 t< 90-967/02-02. No noncompl lane * noted 
LENAHANiJ, J. Division of Project k Resident Program*. 02/05/18 
9pp. 13374.290 24X Ficht. 50-000, 02/09/20, 0206070482, 


0202040147 IE Info Notice 02-19^ "Notification of NRC " Sve Uet end, 
OEYDUNG, R. C Director's Office, Office of Inspection and 
Enforcement 82/05/2B, 107pp. 13426.099. 24X 

Fiche 50-000,02/05/20,8202040147 


— 8206070667 Revised proposed Tech gpec Figures 6 2-1 k 6 2-2 k Tech 
8pac 6 2.3 re offsite orgenizatlan for facility mgt k 
technical support 

» Tanntssee Valley Authority 02/09/27. 10pp. 13390.282. 24X 

Fiche 90-327, 02/09/27, 8 206070 66 1 


0204210378 IE Info Notice 02-16, "HPCl/RCIC High Steam Flow Setpointe “ 
Sve list end, 

■wfORDAN. E L Division of Engineering St Ouelity Assurance. 02/09/20. 
f03pp. 13440 264 24X Fiche 50-000,02/09/20,8204210378 


6206080903 Forward* questions Sc comments re inservic* testing program 
for pumps k valves, which will eervt as agenda for 020629-30 
site meeting. 

ADEN&AM,E 0 Licensing Branch 4 82/06/02. FARRr8,HG Ttnnessei 

Valley Authority. 14pp. 13440 102, 24X Fiche* 90-327, 82/06/02, 

0206080503 


8204210380 IE Bulletin 82-02, "Degradation of Threeded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plant* " 

Sve list encl. 

DEVOUNOiB.C. Diractor's Office, Qfflcs of Inspection and 
Enforcement 02/06/02 lOSpp 13927 190, 24X 

Fiche 90-000,82/06/02,0204210300 


0206090193 Generic Ltr 02-11 to all LWH reactor plant II causes s I, 
applicants ra transmittal of NUREO-0916 relative to 
restart of RE Ginna Rept documents finding* re causa of 
event. H/o encl. 

EiaENHVT, D O. Division of Licensing. 82/06/09. HAySpURO#A 
Consolidated Edison Co. of New York 13pp 13597:349, 24X 

Fiche: 90-000, 02/06/09# 8206090193 


82042103B3 IE Info Notice 02-17, "Qverpreiiur 1 lation of RCS 
end 

JORDAN# E L Division of Engineering 8( Ouelity Assurance. 
I06pp, 13679 290, 24X Flch# 50-000, 02/06 /U, 0204210303 


" Bve list 
02/06/11. 


8204210384 IE Info Notice 02-10, "A«eisment 
Mail by Werksn. " 8vc list encl, 

DEYOUNG# ft C Director's Office, Office pf 
Enforcement 82/06/11 120pp 13679; 109. 
Fiche' 90-000, 82/06/11, 0204210304 


of Intakes of Radiaactlva 

Inspection and 
24X 
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R P«rtodlc operating reports U related correspondence 


&20i»Ol0227 Foruards monthly operating repts For Apr 19B2 

^[ASD^rrC C Tennessee Valley Authority BS/09/14 Office of 
Kanagenent and Program Analysis. Ip 13301 159 S4X 
Flche 30-327,62/05/14,8206010237 


8206010540 Fourth revised final deficiency rept re spent fuel pool 
gates, initial ly reported 800501 QA aspects of gate seismic 
integrity to be verified through evaluation of insp tt repair 
records, certi f icates of compliance or testing 

KtCLS, U M Tennessee Valley Authority 82/05/18 O'REILLV, J. P 
Region 2. Office Of Director 3pp 13313 341 24X 

Ftche 30-327.02/05/18.8206010540 


— B20601022? Monthly operating repts for Apr 1982 

MA80NjC-0 Tennessee Valley Authority 82/05/14 34pp 
13301 160 24X FUhe. 50-327i 82/03/14,6206010227 


0306010116 Foruards LER 82-051/03L-0 

GREEN. H J Tennessee Valley Authority 82/03/21 O'REILLV, J P 
Region 2, Office of Director Ip 13300 0 3 4 24X 

Fiche 50-327, 82/03/21. 8306010116 


8206070369 "Discharge honitoring Rept, Feb 1982 *' 

EL-ASHRY.M T Tennessee Valley Authority 82/03/28 50pp 
13372.018 24X Fiche 30-327.82/05/2018206070369 


S Reportable occurrences, UERs U related correspondence 


8206010572 Forwards LER 02-O41/O3L-O 

GREEN, H J Tennessee Valley Authority 82/04/15 O'REILLV. J P 
Region fi. Office of Director Ip 13315 148 24X 

Fiche 50 -327.82/04/15.8206010572 


— 8206010579 LER 82-041/03L-0 on 820317. pressurijtr level transmitter, 
1-LT-6B-335, failed to meet surveillance requirements Caused 
by leai In 3-way valve manifold where loop LT-6a-321 sense 
line tees to loop 335 Manifold will be replaced 
RaOERS,HR . KARDINO.M R Tennessee Valley Authority 82/04/15 
Region 2, Office of Director Ip 13315.149 24X 

Fiche 50-327,82/04/15,8206010372 


B206D10S86 Forwards LER 82-040/ 03L-0. 

GREEN, H J Tennessee Valley Authority 02/04/15 □'REILLY, J P 
Region 2. Office of Director Ip 13313*356 24X 

Fiche: 50-327. 02/04/13,8206010506 


—0206010592 LER 02-O4O/O3L-O* on 820319. loop 2 temp Indicator. l-TI-60-25, 
far RCS failed to meet surveillance requirements Caused by 
failure of temp modifier lenir diode which allowed setpoint 
ta drift out of tolerance Modifier repaired 

HAROINO. H R , ROGERS, H R Tennessee Valley Authority 82/04/15 
Region 2, Office of Director. Ip 13313 357 24X 

Fiche 30-327.02/04/15,8206010506 


6206010494 Forward t LER 82-043/01 T-0, 

OREEN.H J Tennessee Valley Authority 82/04/21 O'REILLY, J P 
Region S. Office of Director Ip 13314 090, 24X 

Fiche: 50-327, 82/04/21, 8206010494 


— 8206010504 LER 82-043/01 T-0. on 820407, Nestinghouie notified that recent 
qualification tests in post-accident high energy line break 
environ indicated that RC8 wide range pressure channels 
exhibit ambiguities in accuracy Cause undetermined. 

KIRK, 4.8, HARDINO, M R Tennessee Valley Authority 02/04/21. 

Region 2i Office of Director 2pp 13314 091 24X 

F 1 C h * 50-327, 02/04/21 , 82060 1 0 494 


8206010329 Forwards LER 82-046/ 03L-0. 

GREEMiH J Tennessee Valley Authority 82/04/23, 0 'REILLY, J P 

Regions. Office of Director. Ip. 13300*120. 24X 

Fiche. 50-327, 82/04/23,8206010329. 


—8206010337 LER 82-046/03L-0f on 020205, surve illance instruction 166 6 
not performed on steam generator blowdown Isolation valve, 
found during review of malnt requests on 820326. Caused by 
misplaced maint request 

CARVERiAM , HARDINO, M R. Tennessee Valley Authority 82/04/23. 

Region 2, Office of Director. 2pp 13300*121 24X 

Fiche: 30-327,82/04/23. 8206010329. 


8206010460 Forwards LER 82-039/03L-0. 

GREEN, K.J Tennessee Valley Authority 82/04/23 O'REILLY, J.P 
Region 2, Office of Director. Ip 13315 010. 24X 

Fiche 50-327. 02/04/23, 0206010460 


—8206010476 LER g2-039/03L-0‘ on 02O32B. w/unl t In Mode 1, one power range 
channel N-41 of excore neutron instrumentation declared 
inoperable due to failing low. Caused by natural end-of-life 
of instrument Power supply replaced 

RC1OER0,R R . HARDINO, M R. Tennessee Valley Authority. 82/04/23 
Region 2, Office of Director Ip. 13315*011 24X 

Fiche 50-327, 82/04/23, 8206010468 


a2'060l051& RO 82-2; on 320326, fire barriers In control bldg cable 
spreading room & bstween turbine & auxiliary bldgs were 
breeched for more than 7 days. Caused by contaminetion of 
cable k need to align piping In penetration. 

OREENrH 0. Tennessee Valley Authority. 82/04/30 O'REILLY. J. P. 
Region S« Office of Director. 2pp, 13311:355. 24X 

Fiche; 30-327. 62/04/30, 820601051 2 


— 8206010121 LER e2-031/03L-0 on 020423. eon ta inmen t ventilation isolatior 
lys declared inoperable due to lose of automatic initiation 
capability Caused by design error which prevents automatic 
reactuailon after isolation signal reset 

ROGERS. H R . HARDINO, K R Tennessee Valley Authority 02/05/21 
Region 2. Office of Director 3pp 13300 035 24X 

Fiche 50-327,82/05/21,0206010116 


8206010654 Forwards LER 82-055/03L-0. 

GREEN, H. J Tennessee Valley Authority. 62/05/21 O'REILLY, J.P 
Region 2, Office of Director, Ip 13314 048 24X 

Fiche- 50-327, 82/05/21. 6206010654 


—8206010669 LER a2-05S/03L-0 on 820424. during full power, demand positior 
indicator control banks A 8c C group 2 step counters declared 
inoperable Caused by faulty step counter & circuit boards. 

Counters replaced 8< board repaired 

ROGERS, H R , HARDINO, M R Tennessee Valley Authority. 02/05/21 
Region 2, office of Director 3pp 13314 049, 24X 

Fiche. 50-327, 82/05/21,8206010654 


8206070157 Forwards LER 02-O54/O3L-O 

GREEN, H J. Tennessee Valley Authority 82/05/28. Q 'REILLY, J P 
Region 2, Office of Director ip 13368 300. 24X 

Fiche: 50-327, 02/05/28, B206070157. 


—8206070162 LER e2-054/03L-0 on 820502, at lOOX power, steam generator 
blowdown containment Isolation valve l-FCV-1-25 would not 
reopen after blowdown was isolated. Caused by ruptured valve 
operator diaphragm Diaphragm replaced 

CARVER, A M , HARDINO, M R Tennessee Valley Authority. 82/05/20 
Region 2. Office of Director ip 13360' 309 24X 

Fiche. 50-327, 82/05/28. 0206070157 


02D6O7O179 Forwards LER B2-056/03L-0. 

GREEN, H J Tennesses Valley Authority. 02/05/20 O'REILLY, J P 
Region 2, Office of Director Ip 13369*003. 24X 

Ficha* 50-327, 82/05/20,0206070179. 


—0206070188 LER 82-056/03L-0 on 820502, w/unl t In mode 1, one auxiliary 
feedwater automatic control valve declared inoperable due to 
failure to meet surveiUanci requirements Caused by faulty 
signal from pipe break detection pressure twitch 
RDOERB,H.n,, HARDINO, M R Tennessee Valley Authority. 82/05/20 
Region 2, Office of Director Ip 13369-004 24X 

Fiche* 50-327, 82/05/28,8206070179. 


8206150022 Notification of 820515 noncompliance w/effluent limitations 
re diffuser gate discharge to TN River Cause unknown. 

Increase in release vol from Chickamauga Dam Initiated to 
increase rlverflow past plant to increase mixing ratio. 

EL-ASHRYiM. T Tennsfsee Vallsy Authority, 82/06/10,* MARLAR.J 
Environmental Protection Agency 7pp. 13501.088 24X 

Ftche* 50-327, 02/06/10, 8206150022 


8206210139 PNO-1 1-02-066 on 820612,12 TVA employees 

contaminated after radioactive gas leaked from check valve 
flange on waste gas compressor, Employees decontaminated. 

Leaking flange repaired Release limits not exceeded 

COLLINS, T R. , BARR,K P. Region 2, Office of Director. 82/06/14. 

Ip 13539:248. 24X Fiche* 50-327, 02/06/14. 0206210139. 


8206210463 Forwards LER 82-059/03L-0 

OREENrH J Tennessee Valley Authority 82/06/14 
Region 2, Office of Director Ip. 13568:360, 24X 

Fiche: 50-327. 82/06/ 14, 8206210463. 


O'REILLY. J P, 


—0206210466 LER 82-039/03L-0' on 820517. one excore neutron 
inetrumenta tlon power range channel (N-42) declared 
inoperable due to loss of power Cause of high voltage power 
supply failure not known Component replaced 

ROOERSfHR. I HARDINO, M R Tennessee Valley Authority 82/06/14 
Region 2, Office of Director Ip. 13560*361 24X 

Ftche, 50-327, 82/06/14, 8206210463 



8206300314 Supp lein»tit4i RO 62-2 on G203264 29« 30 b 0413< slactri cal 
p»n*trattor> 72JC0420QOOO b four pipt panetratton* ttriachad 
far Aore than 7 da^t. Cau«edf panorinel arr«r PertonnaJ 
Initructad Communication betuaan shifts «tra««ail 
0R6EN.H J Tinnd*<*P Vallay Authority 82704/17 0*REH.LY. J P 
Region 2f Off let of Director 2pp 1349-6 347 24X 

Fichf 30-327.82/06/17.6206300314 


S 206240312 Forward* LER 82-067/0 3L-0 

QREENi H J Tinna**** Valley Authority 02/06/18 O'REILLY, J P 
Region 2, Off lev of Director, Ip t33'76 203 24X 

Flch* 50-327, 62/06/18.8206240312 


— 8206240313 LER 62-067 /03L-0 on G20521. d la«a 1 ganaratar IB-B deelarad 
Inoparatlv whvH i20-volt control pouar fuses blatif during 
replacamsnt of bulb in control board Causad by shattarad 
bulb glass shorting filanianti Fuses b bulbs replaced 
ROMINE. M D. , HAfmiNOiH R Tennessee Vaklay Authority 62/D6/1B 
Region 2. Office ot Director Ip 13996 206 24X 

FI Cha: 30-327. 02/06/ IB, 8206240312 


X Onsite Storage of Lou Level Maste 


8206100401 Notification of contract execution. Kod 3 to "Environ 
Asteatfflent for Lou Level Naste Storage at TVA Sequoyah 
Nuclear Plant " Contractor Science AppUtations, Inc 
HAIRSTOMiC . FLEENOR, C Technical Assistance Contracts Branch 
NRC- 02-01-033 02/05/20 DAVIS, L0Y8EN.P Office of Nuclear 

Hater ial Safety b Safeguards. Direc tor Lp 13456 299 24X 

F 1 C h a 50-327# 82/0 5 /20# 8206 100 40 1 


— B206090DO? Forwards first /monthly rept re status of prompt notiflcatlai 
sys imp lementatlon at facilities Meteorological programs# 
energency response facilities b research reactors need addl 
fflgt attention b clarification 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
<81/03/011 01/01/00 DEVOUNO,R C Director's Office, Office Bf 

Inspection and Enforcement 4pp 13454 167 94X 

Fiche 50-000,62/09/11,6206090002 


— 0206090133 Responds to B2020Q request for info re deficiencies 
Identified In initial testing of prompt notification sy« 
Facility test info end 

STOHR.J P Division of Emergency Preparedness b Operational 
Support 62/02/04 ORtHESiS K Division of Emergency 

Preparedness 5pp 13454 239 24X Fiche 50-000,02/05/11, 

B206090002 


6204070481 Forwards Region 2 Incident response plan dtd Mar 1982 Plan 
issued as 6uppl 2 to NUREO-0645. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
STOlffi, J P Division of Emergency Preparedness b Dperatlonai Supper 
82/05/12 PARRIS, H G Tennessee Valley Authority Ip 13373 05 
24 X Fiche 50-000,82/05/12,0206070401 


B2041Q0275 Forwards TN ofc of Civil Defense b Emergency Preparodnei* 
evaluation of 600616-17 offsite emergency preparedness 
exsretsa w/FEMA obiervations FEMA 010724 Itr noting 
deficiencies of 910707-00 exercise alto and 
KRIHM, fl W Federal Emergency Management Agency 82/06/02 
6RIHE8, B K Division of Emergency Preparedness 79pp I3d5i*20i 
24X Fiche 50-327,02/06/02,0206180275, 


--8206100404 Mod 3, extending period of perfarmanca to 820930, to "Environ 
Assessment for Low Lsvel Naste storage at TVA Ssquaya-h 
Nuclear Plant ” 

F1NDLEV,DE acicnc# Applications, Inc HAOAN, T F Division of 
Contracts NRC-O2-B1-053 82/05/20 Ip 13498 300, 24X 

Fiche 90-327# 62/05/20, 8206100401 


8206170159 Advises of util plans to conduct full-scale exer-cisa of 
emergency plan once every 3 yrs for each plant, in accordance 
uf/10CFR50 App £ Snail-scale exercite will be performed each 
yr full-scale exercise not conducted 

MILLS# L H Tennessae Valley Authority 82/06/10 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 13534.040 
24X Fiche 50-327,82/06/10.0206170159 


DCKKET 50-328 SEOUOYAH NUCLEAR PLANT, UNIT 3 


A Applica ti on/con*tr uction stage documents b correspondence 


6206230007 Addl response to FQIA request for eight categories of 
documents. Forwards documents listed in app. Financial Info in 
Doeumants 3-54,3-95 b 5-11 delated 

FELTON# J N Dlvlsian of Rules and Record# 32/04/29 HCMURRAY, C M 
Kirfcpatricki Lockhart» Kin# Christopher b Phillips 21pp. 

13604 044 2 4X Fiche; 50-000. 02/04/29. 8206230007 


—8006230819 Forwards mamoranda ra facility Q-list rtvitw, Addl comments 
or questtcni riqirasted N/o encls 

HAA88, N, P. Duality Assurance Branch 80/06/09. Quality 
Assurance Branch. Ip 13605 297 24X Ftche; 50-000# 82/04/29. 

6206230007. 


8206170117 Forwards estimated completion dates for physical securltv 
plan. per 620414 meeting, Submittal withheld (ref 10CFR73 
MILL8.L. H Tennessee Valley Authority 62/06/ii ADENSAM, E, 
Licensing Branch 4. 2pp 13529 262 24X Fiche* 50-327# 02/06/ 1 i ■ 

0206170117 


820623-0270 Clarifies sections of fire protection program re-evaluatl< 
ra "fast-response" sprinkler heads Only OL Hstid or factory 
mutual approved sprinkler heads will he used 
MILL8<L.M Tennessee Valley Authority. 62/06/22, ADENSAM. E, 
Licensing Branch 4 2pp 13617.184 24X Fiche' 50-000. 82/06/22# 

8204250270 


J Insurance b indemnity information 


— 8102230492 Forwards requests for addl Info re additions to recently 
reYieu a-li sts. Bequaiis should be transmitted to applicants 
or licensees at earliest conyenlince, 

NOONAN, V, 8 Assistant Director for Katerialf b Qualif Ications 
Engineering 01/02/02 TEOE8CO1R L Assistant Oiractor for 
Licensing. 4pp, 13605 ‘207 24 X Fiche 50-000# 82/04/29, 8204230007. 


0206250247 Forwards Endorsiment 23 to MAELU PoUcu MF-102 b Endcrttmi 
28 to NEHA Policy NF-247 

FIELDER, J. Harsh b McLennan# Inc. # H b M Nuclear Consultant*, Inc, 
Dlv. 82/06/21. BALTZHAN,J. Assistant Director for State b Uiceni 
Relations, 3pp 13613.179, 24X Fiche 90-327, 62/06/21 # 8206230247, 


P Operating license stage documents b correspondence 


f. SecYrity# medical# anergency b fire protection plans 


8206010395 LER 02-O47/O3L-O; on 820327, d ur 1 ng Bl-564, essentiet raw 
cooling water flow verification test# flow through 
contminnent spray heat excha-nger 2B discovered to he 8OO 
ypoi, Probab It cause was incorrect procedure. 

KIRK. 0.8.# HARDJNO.hr Tennessee Valley Authority 82/04/23 
Region 2, Office ef Director, 2pp. 13311:329 24X 

Fiche: 50-328# 82/04/23# 82060 10390. 


8206090002 Reepondf to FOIA request for documents re Commission 
decielon to extend deadline for licensees to implement 
prompt notl f I cation sys Foriaarifs dacumente listed in App A 
Documents also available In pDR. 

FELTON. J.H Division of Rule* and Record*. 92/05/i£, REYNOLDS, N 6 
Debevotse fc Liberman. 3pp. 13454 003 24X Fiche; 50-000, 82/05/11^ 

8206070002 


— 8206090011 List of facilities completing emergency preparedness 
activltlee by 010701. 

* me - No Detailed Affiliation Given 82/05/11. 9fp. 
13454:006. 2AH Fiche: 50-000. 82/05/11, 0206090002 


G205270O43 Forwards rapts by R Strehlow re hydrogen control syi at 
Sequoyah plant Issues raised by repts hev# been incorporated 
into review of Grand Gulf hydrogen control tge. 

8CHWENCER, A Licensing Branch 2. 82/05/17. MCGAUGHVi J P. 

Mlsiissippi Power b Light Co, 2pp 13297*003 24X 

Fiche. 50-000# 02/05/17,8205270043. 


'0205270031 Comments on end "Eveluation of Second Quarterly ProgT* 
Rept Research Program on Hydrogen Combuition b Control Dtd 
010316. TVA Requoyeh Nuclear Plant, '* 

RATHBUN.O.K Office of Policy Evaluations 81/05/12 
HENDRlEiV H , GILIN3KV# V. # BRADFORD# P. A, Commissi oner s, Spp. 
13297. 016. 24X Fichs , 50-000, 82/05/ 17, 8205270043 


0205270059 Evaluation of Second Quarterly Progress Rept Research 
Program on Hydrogen Combustion b Control Dtd 810316, TVA 
Sequoyah Nuclear Plant " 

8TREHLDH.R. A Btrehlow. RA 01/05/01. MILHOAN.J Office of 
Policy Evaluations lOpp, 13297.018, 24X Fiche* 50-000# 02/05/1 

0205270043. 


— 6110190280 Forwards "Evaluation of Quarterly Progress Rept 3# Rosea 
Program on Hydrogen Combustion b Control " Ofc of Policy 
Evaluation suggsits addressing flame ecceleretion queitlon 
more comprehensively Accident sequence range under review 

NRC - No Detailed Affiliation Oivan. 01/09/23 
' 0*LINBKY#V.# BRADFORD# P, Commissioners. 2pp 
13297 02B. 24X Fiche* 50-000. 82/05/17# 0205270043 
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BSO£010073 riotlfias of acceptability of lAlest inghauso 17x17 aaeemhlie&r 
per Sjppl 1 to safety evaluation St License Condition 2 C 2l< 
in response to 020906 Itr Guide thimble tube L/ear issue 
resolved 

ADEfiSAM-£ 0 Licensing Dranch 4 02/05/21 PARRIS, H 0 Tennessee 

Valley Authority 2pp 13331 232 24X Tiche 50-327,02/09/21, 

©206010073 


82060301st Application for amend to Licenses DPR~77 h DPR-79, chanj) ing 
license conditions re environ qualification of safety- 
related electrical equipment (ref NURE0-058B) & control room 
design review 

KAM,*1ER, D S Tennessee Valley Authority 02/09/23 ADLNSAM, E 
Operating Reactors Dranch 9 lOpp 13337 021 24X 

Ficha 50-327,02/05/25,0206030121 


0306030112 Application to amend License DPR-??, request Ing relief from 
hydrostatic test requirements for KSIV inarming line per 
Article IWC-5000 of ASME Section XI. 1975 Ed 1 tion-Summer 1973 
Addenda ll/Class HI amend fee 

MILLS, L M Tennessee Valley Authority 02/05/27 ADENBAM, E 
Llcenslns Dranch 4 3pp 13337 106 24X Fiche 50-320,02/03/27, 

8^06030112 


620-6070661 Forwards response to NRC 820429 request for addl info re 
820303 request for amend to License DPR-77 it DPR-79 to 
c-hange Tech Bpers 6 4 re tralning,6 5 1 re plant operations 
review committee & 6 5 1 7b re committee authority 
MILLS, L M Tennessee Valley Authority 82/05/27 ADEN8AM, E 
Licensing Branch 4 Gpp 13390 274 24X Fiche 30-327,02/05/27, 

0206070661 


— 8206070667 Revised proposed Tech Spec Figures 6 2-1 h. 6 2-2 & Tech 
Spec 6 2 3 re offsite organization for facility mgt S( 
technical support 

* Tennessee Valley Authority 02/09/27 lOpp 13390 202. 24X 

Fiche 50-327,02/03/27,8206070661 


02O&O9O3O3 Forwards questions it comments re inservice testing program 
for pumps it valves, which will serve as agenda for 820629-30 
site oieeting, 

ADEhTSAMrE 0 Licensing Dranch 4 82/06/02 PARRIS. H 0 Tennessee 

Valley Authority 14pp 13440 102 84X Fiche 50-327,02/06/02, 

9206000503 


0206090153 Generic Ltr 02-11 to all LNR reactor plant licensees & 
applicants re transmittal qf NUnEO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event U/o end 

EISEWHUT, DO Division of Licensing 02/06/09 HAUSPURO, A 
Consolidated Edison Co of New York I3pp 13557 349 24X 

Fiche SO-OOOi 02/06/09, 0206090153 


920616-0117 Forwards ''Summary of Testing to Determine Suitability of 
Tayco Igniter for Use In Permanent Hydrogen Mitigation Sys, " 
as addl info to 820430 sixth quarterly rept 

HILLS, LN Tennessee Valley Authority 82/06/14 A DENS AM, E 

Licensing Branch 4 Ip. 13517; 332 24X Fiche 50-000,82/06/14, 

8206160117, 


— 8206160123 "Summary of Testing to Determine Suitability of Tayco 
Igniter for Use in Permanent Hydrogen Mitigation Sys *’ 
a Tennessee Valley Authority. 02/06/14 12pp 13917*333 24X 

Flehei 50-000, 82/06/14, 02O616OH7 


8206230008 Confirms 020604 tolcon re outstanding requests for amends to 
OL Action an- f-our Items discussed listed Amend fees paid by 
util will be returned for amend requests withdrawn 
BTAMLE.C Licensing Branch 4 02/06/10, PARRIS, HO Tennessee 

Valley Authority 2pp. 13394,117 24X Fi che* 50-327, 82/06/18, 

8206230000 


0206290291 Application to amend Licenses DPR-77 & DPR-79 for temporary 
change re requirement that containment sump level 
Instrumentatl on be operable for automatic switchover from 
rnfueling water storage tank to containment sump 
KAhMER,D 8 Tennessee Valley Authority 02/06/10 DENTON, H B 
Office of Nuclear Reactor Regulation, Director. 2pp 13636 167 
24X Fiche: 30-327, 02/06/10, 8206290201. 


— 0206290290 Proposed Tech Spec changes re requirement that containment 
sump level inetrumentatlon be operable for automatic 
switchover from refueling water storage tank to containment 
sump U accident monitoring 

* Tannessee Valley Authority 02/06/10 IDpp 13636.169 24X 

Flcha: SO- 327, 02/06/18, 8206290281 


6206290614 Confirms 020610 telephone authoriiatinn for Tech Spec 
changee Amends to Tech Specs authorizing changes, safety 
evaluation & FR notice will be sent when completed 
TEDESCQi R L Assistant Director for Licensing 02/06/23 
PARRIS, HO Tennessee Valley Authority 3pp 13650 123 24X 

Fiche 50-327, 82 /06/ 23, 82062 906 1 4 


Q Inspection reports, IE Dulletins & correspondence 


8206070402 Forwards IE Insp Repts 50-327/02-09, 50-320/82-09) 50- 390/ 
02-16, 50-391/02-13. 50-430/02-10, 50-439/02-10, 50-310/02-05 
50-019/02-09, 50 -920/82-05, 50-321/02-05, 50-353/02-01, 

50-534/02-01, 30-366/02-02 tc 50-367/02-02 

LONG, F J Division of Project 8c Resident Programs 92/05/20 
PARRIS, H 0 Tennessee Valley Authority 3pp 13374 255 24X 

Fiche 30-000, 82/03/20,0206070482 


—8206070496 IE Insp Repts 50-327/02-09.50-320/02-08,50-390/02-16, 
30-391/02-13, 5O-438/02-1O, 50-439/02-10, 30-510/02-03, 
50-519/02-05, 30-920/02-09, 90-521/02-05, 50 -553/02-01 , 50-554/ 
02-01, 50-966/82-02 & 50-567/02-02 No none ompiiance noted 
LENAHAN, J Division of Project << Resident Programs 02/05/10 

9pp 13374 230 34X Fic he 50-000, 02/05/20, 8206070402 


8206030309 Forwards safety evaluation supporting request to waive 
hydrostatic test (insp) requirements of Article lUC-5000 of 
ASHE Section XI, following repair of bypass line an main 
steam tine 

TEDE8C0,R L Assistant Director for Licensing 82/05/27 
PARRIS, H Q Tennessee Valley Authority 3pp 13342 390 24X 

Fiche 80-320,82/09/27.0206030309 


— 0206030310 Bafvty evaluation supporting request for relief from 
performing Itiservice Insp requirement re hydrostatic testing 
following repair of bypass line on main steam line 
e Office of Nuclear Reactor Regulation, Director 82/05/27. Jp 
13342 361 a4X Fiche 90-320.02/05/27,0206030309 


8202040147 IE Info Notice 02-19, "Notlf Untlon of NRC." Sve list end 
DEYGUNO, R C Director's Office, Office of Inspection and 

Enforcement es/OS/20 107pp 13426 095. 24X 

Fiche 50-000,82/05/20,0202040147 


8204210370 IE Info Notice 02-16, "HPCl/RCIC High Steam Flow Getpoints 
8vc list end 

JORDAN, C L Division of Engineering It Quality Assurance. 02/05/20 
t03pp 13440 264 24X Ficho 50-000,02/05/20.8204210370. 


8204210380 IE Otflletln 82-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PHR Plants. " 

Bve il«t end 

OEYOUNO, R C Director's Office, Office of Inspection and 
Enforcement. 0S/O6/O2, lOBpp 13527:150 2*^ 

Ficho. 50-000, 82/06/02, 0204210300 


B2042103B3 IE Info Notice 02-17, "Dverprestur i lation of RCB. " 8vc list 
end 

JORDAN, E L. Division of Engineering it Quality Assurance 02/06/11. 
106pp 13675:250 24X Fiche' 50-000, 02/06/ 1 1, 0204210383. 


8204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Mail by Workers *' 8vc list end 

DEYOUNO,R.C Director's Office, Office of Inspection and 

Enforcement 82/06/ 11 I20pp 13675 109 24X 

Fiche 50-000,02/06/11,0204210394 


R Periodic operating reports it related correspondence 


B206010227 Foru-ardt monthly operating repts for Apr 1982. 

MASON, C.C Tennesaee Valley Authority. 82/05/14 Office of 
Management and Program Analysis Ip 13301 159 24X 

Fiche: 90-327, 82/05/14,0206010227 


— 0206010229 Monthly operating repts for Apr 1982 

MASONiC.C Tennessee Valley Authority 82/05/14 24pp 

13301.160 24X Fiche 90-327,02/05/14,0206010227 


8206070369 “Discharge Monitoring Rept, Feb 1902 " 

EL-A8HRY, M T. Tennessee Valley Authority. 02/05/20. 5Dpp. 
13372:010. 24X Fiche 90-327,82/05/20102060 70369 


8 Reportable occurrences, LERs 6 related correspondence 


0206010520 Forieardf LER 02-O37/O3L-& 

(?R£EN* H J Tennessee Valley Authority 02/04/19. O'REILLYf J. P. 
Region 2, Office of Director Ip 13314:310. 24X 

Fiche: 50-320, 82/04/19,8206010920. 



ea06010932 l-ER &2-037/03L-0 on 02O3Je, Uol* tiofi valves 2FCV-8l-2t «< 23 

in heed injection siji closed on low level signal frgn 

accumulator tank level switch** Caused by pTessura drop to 
switch call VaWaa raopaned 

BOOEftfljH R , KARDlNOrli R Tennessee VaU eg Authority 63/04/19 
Region a< Office of Director 3pp 13314 31*? 24X 

Fichff 50-320,62/04/1510206010 520 


B206010600 Forwards LER 32-03Q/03l-'0 

Q^EENrH J Tarnessaa Valley Authority 03/04/15 □''REILLY, J P 
Region 3i Office of Director Ip 13313 311 a4X 
FI Che 5O-330raa/O4/i5i92O6OlO6OO 


02060 lO 606 LER ea“OO0/O3L-O on 020316, audl 1 am feedwater automatic 

control bypase valve, 2-LCV-3- 171 A. fa i lad to Ppen Caused by 
worn flapper rorile on elec tm-pnewmatic isasonelllon valve 
tr*nfduc«r, model 8005 Transducer replaced- 

RaOER0-H n , HARDINO, rt R Tennessee Valley Authority 02/04/lS 
Region S, Office of Director- Ip 13313 3(2 24X 

FlChe 50-320, ea/04/13; 6206010600 


6206010124 Forwards LER e2“044/0lT-O 

0REEN,H J Tennessae Valley Authority Q2/04/S2. a'REILLYr J.P 
Region lit afflce of Director Ip 13300 030 24X 

FI Che: 50 '326, 02/04/23,8206010124 


— 0206010130 LER 62-044/01T-0 on 620409, containment purge air exhauet 
radiation monitor declared Inoperahl* due to inadequate 
sample paints Caused by const drawing failure to indicate 
flours to & from radiation monitors Piping Teworked 
ROOERerH R , HARDINO, ft R Tennessee Valley Authority 02/04/22 

Region 2. Office of Director 3pp. 13300 031 24X 

F 1 C h e : 50-320, 02/04/32 , B20601 0 i 24 


6206010390 Forward* LER S2-047/0au**0 

OREEN, H J Tennessee Valley Authority, 02/04/23 O'REILUY, J P 
Region 2, Office of Director Ip- 133U 3Sa 24X 
Fi c h a 90-320, 82/04 / 23, 820 6010390 


8206010435 Forward! UER 82-042/0aU-O 

ORECM, H J. Tennessee Valley Authority 82/04/23 0 ^REILLY, J P 

Region 2, Office of Director Ip 13314 294. 24X 

Ficha* 9O'“320, 82/04/23,8206010439 


— 0206010439 LER 02-O48/O3L-O on 020327, one automatic control va.lvo 
2-LCV-3-17I In auxiliary feedwater sgs declared Inoperable 
due to failure to open on cammand. Cauied by failure of 
pneumatic relay Relay replaced 

RO0ER8rH-R , hard 1 NO, H R. Tennttteo Valley Authority. 03/04/23 
Region 2, Office of Director Ip 13314 295 24X 

Fie he* 90-320, 62/04/23,6206010 439. 


6206010522 Forwards LER B3-045/03L-0 

green, H J. Tennessee Valley Authority 82/04/23 O^RElLLY. JP 
Region 2, Office of Director Ip 13314*316. 245C 

FI Che, 50-32«i 02/04/23,8206010922 


— 6206010926 LER e2-049/03L-0 on 020327, power operated relief block valve 
2...FCV~66-333 declared Inoperable when valve would not close 
c omp 1 etely, Cause not stated. On 820407, valve stroked 
worked properly Torque switch setting increased. 

ROHIK£,U.D. , HARDlf«,« R. Tennessee Vel 1 ey Authority. 62/04/23, 
Region 2, Office of Director. Ip. 13314.317. 24X 

F i c h a 90-328, 62/04/83, 02060109 32 


0206010413 Forward < LER 82-049/ 03L-0 

GREEN, HJ. Tentiassee Valley Authority 62/04/28 D'REILLY, J. P. 
Region 2, Office of Director. Ip. 133(3' 269 24X 

Fi c h e 90-320, 03/04/20. 82060 104 1 3 


— 8206010420 LER e2-049/03L-0' on 620330, v/uni t in modi 1 at 30X reactor 
powertone upper containment airlock dear found jammed 
c losed. Caused hy failure of CAfI roUer bearing in operating 
ntecKanifffl Staring replaced 6 door satlsfac tor lly tested. 

KIRKj 0- B , HARPING, M R Tennessee Valley Authority 62/04/28. 
Region 2, Office of Director Ip 13313:270 24X 

Fiche - B0-32B, 02/04/28, 820601 0413- 


6206010514 Forward* updated LER 82-002/03X-1 

OREEN,HJ Tennetsee Valley Authority. 62/05/09. G^REILLY, JP 
Region 2r Office of Director. Ip. 13314’ 07B 24X 

Flche* 90-320, 82/09/09,8206010914. 


'—82060(0929 Updated LER e2-002/03X-l ’ dn 8201 12, turbine driven auxiliary 
feedwater pump declared inoperable due to failure to start 
on safety injection actuation Caused by failure to reset 
electronic overspeed trip latch function to pgnp stop valve 
ROGERBiH.R. I HARDlMO, M. R. Tsnnissse Valley Authority 82/09/08, 
Region 2, Office of Director, app 13314:079. 24X 

FI Che* 90-328,82/09/05,8206010914. 


8206010540 Fourth revised final deficiency rept re spent fuel pool 
gates, initial ly reported 000501 QA aspects of gate seismic 
Integrity to be verified through evaluation of insp U repair 
records, cortl flcatss of compliance or testing 

HiLLSrL M Tennessee Valley Authority 02/05/10. O'REILLY, -J P 
Region a, Office of Director 3pp 1331S 341 24X 

Fi che^ 50-327. 02/09/18, 8206010540 


8206870440 Forwards LER a2-052/03L-0 

CREEN, H J, Tennessee Valley Authority 02/05/25 O'REILLY, J P 
Region 2, Office of Director Ip 13374 242 24X 

F i c he 90-328, 02/05/29, 8206070440 


—0206070449 LER 82-0S2/0aL-O on 020426, during full ppwer, ice condenier 
intermediate deck doors beneath air handling unit 93 
discovered frozen closed Caused by Improper installation of 
uni t drain pan Ice removed from doors l< drain pan 
KIRK, 0 B t HARDINO, H R Tennessee Valley Authority 02/05/25 
Region 2« Office of Director 2pp 13374 243 E4X 
riche 90-320, 02/09/25, 8206070440 


8206070169 Forward* LER e2-O50/O3L-O 

OHEEN,HJ Tennessee Valley Authority 02/05/20 D’REILLY, .IP 
Region 2, Office of Director Ip I337I 149 34X 

Fiche 50-328,02/05/28,0206070169 


—8206070178 LER 82-05S/03L-0 on B20429iafter routine ma Int, d I s eel 
generator 2A-A tripped on both crankcase overpressure 
switches before reaching 900 RPM Caused by improper latching 
of reset button Switch assembly relatched 

ROmME,W D , HARD1N0,M R Tsnnssaps Valley Authority 82/05/20 
Region 2, Office of Director 2pp 13371 150, 24X 

Fiche 50-328,02/09/28,8206070169 


8206 U0196 Forwards LER 82-057/03L-0 

GREEN, H J Tennsise# Valley Authority. 82/06/04. D'REILLV. J P 
Region 2, Office of Director Ip. 13466 330 S4X 
Fiche 90-328.82/06/04,8206110196 


—0206110203 LER 82-057/03L-0 on 820507, at lOOX power, ope steam gehsrato 
narrow range level indicator, 2-Ll-3-i07r declared inoperable 
due to loie of power to inetrumentati on loop Caused by 
Inproperly installed fuse in relay rack Fuse reinstalled 
ROGERS, H R , HARDING, MR. Tennessee Valley Authority 82/06/0^ 
Region 2, Office of Director tp 13466 331 24X 

Flcha: 50-320, 82/06/04, 02061 10196 


8206110224 Forwards LER 82-060/03L-0 

GREEN, H.J, Tennessee Valley Authority 02/06/04 O'REILLY, J F 
Region 2, Office of Director Ip 1349? 002 24X 

Fiche 90-320, 02/06/04, 02061 1021 4 


—8206110219 LER 02-O6O/O3L-O. on 820506, at 20% power, on* lower 
containment airlock door would not close. Caused by broken 
follower bearing Bearing replaced 8< door secured properly 
Bearing failure probably due to heavy use during const 
KIRK, G B , HARDING, H R Tennsiete Valley Authority 62/06/04 
Region 2, Office of Director Ip. 13499*003 24X 

Fiche 90-328, 82/06/04, 82061 10214 


8206190022 Notification of 820919 noncompliancs w/*f fluent llmltatlori 
re diffuser gate discharge to tN River Cause unknown. 

Increase in release vol from Chickamauga Dam initiated to 
increase riverflow paet plant to increase mixing ratio. 

EL-ABHRY.MT Tennessee Valley Authority 82/06/10 J1ARLAR»t/ 
Environmental Protection Agency 7pp. 13901 000, 24X 

Fiche? 50-327, 82/06/10, 0206150022 


0206210339 Forwards LER 82-062/03L-0 

GREEN, H J Tennsisee Velley Authority. 02/06/11. O'REILLY, J. P 
Region 2, Office of Director. tp. 13959.162 24X 

Fiche* 90-328, 82/06/1 1, 8206210329. 


—8206210334 LER e2-062/03L-0: on 820914, several snub bare found 
inoperable Caustd by improper handling during Inetallatlon 
6 adjustment b by exceisive pipe vl bratlon. Support 
redesigned 6 snubbers replaced. 

CARVER, A M , HARDING, M.R Tennessee Velley Authority, 32/06/11 
Region 2, Office of Director. Ip. 13959 163 24X 

Fiche 50-328,82/06/11,8206210329 


8206210410 Forwards LER 82-06 I /03L-0. 

GREEN, H J Tennessee Valley Authority, 82/06/11 O'REILLY# J. F. 
Region 2^ Office of Director. ip. 13968.334, 24X 

Fiche. 80-328, 82/06/11,8206210410. 


— 8206210417 LER 82-061 /03L-0' on 820514, pneumatic jumper found installs 
on damper 2-FC0-30-271 such that controlling solenoid wai- 
bypaesed Caused by personnel not checking to ensure that 
pneumatic jump hed been removed following repair on 820313. 
CARVERiA,M , HARDING, M R. Tennessee Valley Authority. 82/06/il. 

Region 2, Office of Director. 2pp 13560*339. 24X 

Fiche; 80-32Q, 02/06/U , 8206810410. 



DOCKETED ITEMS 


207 


e20<&2'40140 FoTuiartJs LER a2-064/03L''0 

CREEN>H J TannesseB VaUov Authority 02/06/18 O'REII-LY, J P 
Region s, Office of Director Ip 13600 068 S4X 
Flcho 80-320, 02/06/15, B206240140 


—0206240144 LER 82“064/03L-0 on 020523, lower containment airlock door 
Palled air leak rate teat Caused by air leakage through door 
fianduheel ahaffc packing Packing tightened b door reteated 
Deaign change request submitted 

HARDiNOrM R , KIRKrO D Tennessee Valley Authority 02/06/15 
Region 2. Office of Director Ip 13600 066 24X 

Fiche 50-328.02/06/15,8206240140 


3206220234 Final deficiency rept re potential for inadvertent boron 
dilution event at cold or hot shutdown conditions while on 
RHR sy s , ini ti al ly reported on B00710 Uestinghouse preventive 
operating procedures acceptable 

MIILL0I U M Tennessee Valley Authority 0S/O6/16 O'REILLY. J P 
Region 2, Office of Director 2p 13571 202 24X 

FI Che: 50-328, 02/06/16, 8206220234 


02O6S2O42O Forwards LER a2-063/03L-0 

OREEN, H J Tennessee Valley Authority 02/06/16 O'REILLY, VP 
Region 2, Office of Director Ip 13570 045 24X 

F i c h fr 50-320, 02/06/16, 0206220420 


—8206220432 LER 02-O63/O3L-O on 020518, during surveillance instruction 
t06j several ice bed flow passages found blocked w/excessive 
frost St ice in bay 8 of ice condensor Caused by blockage of 
air handling unit 9A by sandblasting pellets 

CARVER, A M , HARO 1 NO, M R Tennessee Valley Authority 02/06/16 
Region 2, Office of Director. Ip. 13570 046 24X 

Fiche 50-320. 82/06/16, 0SO622O 420 


X Dniitft Storage Of Low Level Waste 


8206100401 Kotificatlon of contract execution, Hod 3 to ’’Environ 
Assessment for Low Level Masts Storage at TVA Sequoyah 
Nuclear Plant ” Contractor Science Appl icat ions, Inc 
HAIRSTON, C , FLEENOR.C Technical Assistance Contracts Branch. 
NRC-Oa-Bl-0S3 82/03/20 DAVIS, J , LOYSEN,P Of f ice of Nuc loar 
Haterial Safety U Safeguards, Director Ip 13458 29?. 24X 

Fiche 50-327, 82/05/20, 8206100401 


— 8206100404 Mod 3, extending period of performance to 020930, to "Environ 
Assessment for Lou Level Meste Storage at TVA Sequoyah 
Nuclear Plant " 

FINDLEYiDE, Science Applications, Inc MAOAN, T. F Division of 
Contracts NRC-02-ai-053 B2/0S/20 Ip 13450 300 24X 

Fiche- 50-327,02/03/20, 0206100401 


DOCKET 30-329 MIDLAND PLANT, UNIT 1 


A App 1 Ication/conitruction stage documents & correspondence 


8206230338 Advises that Revision 12 of CPC-lA, "QA Manual for Midland 
Nuclear Plant, Vol 1," submitted on 020426, meets criteria of 
App B to lOCFRSO w/one exception. Revi sion acceptable w/ 
incorporation of stated change 

HAABBj M. P Ouellty Assurance Branch. 82/05/19 COOK, J N 
Consumers Power Co. 2pp. 13394{337 24X Fiche 50-329,82/05/19, 

8206230338 


0206020271 Forwards Amend 3 to CPPR-81 V CPPR-82 b notice of issuance b 
aval la-b 1 1 1 ty Amend Issued pursuant to ASLB 020430 
memora-ndum 4e order b outlines steps to be taken re soils- 
related activities 

ADENSAHiE. O. Licensing Branch 4 02/03/26 COOK, V W Consumers 

Pouer Co 2pp. 13342.242 24X Fiche 50-329,02/05/26,8206020271 


— 0206020274 Amend 3 to CPPR-Si b CPPR-82i imposing certain interim 
conditions pending issuance of partial initial decision 
pur eu ant to A8LB 020430 memorandum b order 

ElSENHUr, D. 0 Division of Licensing 02/05/26. Spp. 13342' 244. 
24X Fiche 50-329,82/05/26,8206020271 


--8206020276 Notice of issuance b availability of Amend 3 to CPPR-S) b 
CPPR-02, 

ADENBAM.E Licensing Branch 4. 02/03/26 3pp 13342.252 24X 

Fiche. 50-329, 02/05/26, 8206020271 


0206080226 Advises that response to NRC 820523 request for addl info re 
soils remedial activities will be submitted by 620615 
COOK, V M, Consumers Power Go. 82/06/01 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 13421* 347. 24X 

Fiche’ 50-329, 82/06/01, 8206000226 


B206D80340 Forwards response to NRC request for settlement-related 
analyses for diesel generator bldg, ’’Btructural Stresses 
Induced by Differential Settlement of Diesel Generator 
Bldg " 

COOK, J W Consumers Power Co 82/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 13417 155 24X 

Fiche 50-329, 02/06/01,8206000340 


— 8206060344 "Structural Stresses Induced by Differential Settlement of 
Diesel Generator Bldg " 

« Consumers Power Co. 02/06/01 71 pp 13417 150, S4X 

Fiche 50-329. 02/06/01 , 82060B0340 


8206090010 Forwards analysis re diesel goneratpr bldg settlement* 
evaluation of data to support conduslen that structure 
is settling as rigid body b analysis of bldg using lero 
springs b/or reduced springs 

CODKr J W Consumers Power Co 82/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 13435 033 24X 

Ft Che* 50-329, 82/06/01, 0206090010 


—8206090013 "Technical Rept, Structural Stresses Induced by Differential 
Settlement of Diesel Generator Bldg " 

e Consumers Power Co 82/06/01. 32pp 13435 030 24X 

Fiche 30-329,82/06/01,0206090010 


—0206090015 Attachment t-1 to 'Technical Rep t, Structural Stresses 
Induced by Differential Oettiement of Diesel Generator 
Bldg " 

a Consumers Power Co 02/06/01 S7pp 13433 074 24X 

Fiche 50-329,02/06/01,0206090010 


—0206090018 Attachment 1-2 to, "Technical Rept, Struc tural Btreises 
Induced by Differential Settlement of Diesel Otnerator 
Bldg " 

a Consumers Power Co 82/06/01 7pp 13435.102 24X 

Fiche 50-329,02/06/01,8206090010 


8206100239 Forwards "EPRI PUR Safety b Relief Valve Test Program, Power 
Operated Relief Valve Block Valve Info Package," in response 
to NUREO-0737, 1 tern II. D 1 D,as discuesed at 810717 meeting 
Uf/NRC 

YOUNODAHL.R C Consumers Power Co 82/06/01 DENTON, H. Office of 
Nuclear Reactor Regulation, Director 2pp. 13452.192. 24X 
Fiche 50-000, 02/06/01 , 8206 100259. 


—8206100261 "EPRI PUR Bafety b Relief Valve Teet Program, Power Operated 
Relief Valve Block Valve Info Package " 

« Electric Power Research Institute. 02/05/31 i3pp. 13452:194. 
24X Fiche. 30-000,02/06/01,8206100259 


— 8206100265 "EPRl/Marshall Electric Motor Operated Valve (Block Velve), 
Interim Teet Data Rept " 

KUCHARSKtrS. D. , HOUSE, R K , CORDES, G A Intermountaln 
Tfchnologlesi Inc 82/05/31 166pp 134S2 209. 24X 
Fiche- 50-000, 82/06/01, 0206100259 


— 8206100268 "EPRI Summary Rept Mas ting haute Gate Valve Cloture Teeting 
Program, " Revlilon 1 

DRAKE, J. A , LERItM A , COLLIER, D R Ueetinghouse Electric Corp 
CM 9683 ROl. 82/03/31. e4pp 13493.013. 24X 

Fiche* 30-000, 02/06/Oi, 0206100239 


8206280483 Forwards add! info re soils remedial action at facilitiee* 
Including verification test for permanent dewatering eye 
recharge time b underpinning of autillary bldg M/five 
oversiie drawings Aperture cards are available in PDR 
COOKiJ M Consumers Power Co 82/06/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 54pp. 13626,160. 24X 

Fiche: 50-329, 82/06/07, 8206200403 


02O6S2O627 Forwards util 020518 Itr to Bechtel transmitting quality 
plan for underpinning activities, re I evant to Amend 3 to CPi. 

HOOD, D. Licensing Branch 4 02/06/08 Licensing Branch 4. 4pp. 

13591. 152 24X Fiche. 50-329, 82/06/08* 0206220627 


— 8S06220628 Quality plan for underpinning ac tivities, Revision 8 

» Consumers Power Go. MPQP-1 R02 02/05/10 16pp. 13591.136 

24X Fiche* 50-329,82/06/00, 0206220627 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees b 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re cause pf 
event M/o end. 

E 18 ENHUT,D. 0 Division of Licensing. 82/06/09 HAUSPURO, A 
ConeoHdeted Edison Go. of New York I3pp 13657.349 24X 

Fiche 50-000, 82/06/09, 8806090153. 



0206840002 Notification of 620615 meeting u/util In Bethe«da<HQ to 
element* of staff review schedule being developed 
for soila remedl-eL activities. 

K0aD< 0 S Licencing Branch 4 82/06/09, ADENSAM.E 0 Lfcen&lnsj 

Branch 4 2pp 13607 332 24 X Fiche 50-329*82/06/09.8206240002 


8206240044 Notification of 620611 meeting w/util in BethesdarKD to 
clarify Enel 0 from NRC 820525 Itr re soils re/nodial work 
HOQDi D S Licensing Branch 4 82/06/09 AD£N8AHi E 0 Licensing 

Branch 4 3pp. 13617 297 24 X Fiche 50-329* 82/06/09. 8206240044 


D riRC Oraft/Final Environmental StatpmentH* suppls 6 correspondence 


8206080285 Forwards errata sheet containing minor corrections to 
responses re DHS Onlg substantive change relates to 
authorized rate of return for electric operations All 
other corrections involve typographic errors W/o end 
WELLS, R A Consumers Power Co 82/06/03 DENTON* H R Offico af 

Nuclear Reactor Regulation* Director Ip 13419 309 24X 

Fiche 50-329,82/06/03.8206080285 


8206210001 Notification of 820616 meeting u/uttl in Bethesdai-MD to 
discuss add! info needed for equipment environ quallf icatlon 
audit 

HERMAN. R N Licensing Branch 4 62/06/11 aDEN^AH. E 0 Licensing 

Branch 4 2pp. 13583 003 24X Fiche 50-329.82/06/11*9206210001 


8206080247 Forwards Certificate of Sve for 020521 errata sheet for 
response to DEG comments 

WELLS* R A Consunters Power Co 82/06/04 DENTOfl* H R Office of 

Nuclear Reactor Regulation* Director 3pp 13420 157 24X 

Fiche 50-329,82/06/04.8206080247 


6206210118 Poruards suppl to 820611 response to Enclosure 8 of NRC 
820525 request for addl info to complete review of soils 
remedial uork. 

COOW. O' M Consumers Power Co 02/06/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 67pp 13559 253 S4X 
Fiche 50-329,02/06/14.8206210118 


8206210590 Forwards ‘'Observed Cracks in Walls of Midland Plant 
Structures. “ in response to 920525 request for addl info 
Sufficiently conservative acceptance criteria for crack 
monitoring program established 

DEWlTTiR. B Consumers Power Co 62/06/14. DENTON.H R Division of 
Licensing 4pp 13563 357 24X Fiche 50-329. 82/06/1 4* 0206210590 


E NRC Safety Evaluation Report ISERl. suppls & corrosp ondence 


8206080256 Forwards marked-up 8ER pages re site emergency plan 6 
technical memo "Site-Spec if ic Atmospheric Diffusion & 

Dose Projection Models for Midland Nuclear Power Plant." in 
response to open issues discussed at 820524 meeting w/NRC 
CQaK,%f W Consumers Power Co B2/06/01 DENTON* H R Division of 
Licensing I2pp 13420 172 24X Fiche 50-329. D2/06/01, G2060aoaSj6 


— 9206080260 "Site-Specific Atmospheric Diffusion L Dose Projection 
Models for Midland Nuclear Power Plant." teclinical memo 
WAMO. H DaeiB* 6 Moore 82/04/14 30pp 13420 104 24X 

Fiche 50-329,62/06/01*0206080256 


--6206210598 "Observed Cracks in Walls of Midland Plant Structures." 
CORLEVi W 0 , FIORATO.A E Construction Technology Laboratories 
82/06/14 29pp 13563 361 S4X Fiche 50-327,82/06/14.0206210590 


8206180004 Fortirards revised auxiliary feedwater throe-pump reliability 
analysis Proposed sys meets BRP reliability criterion 
COOK, J W Consumers Power Co, 82/06/16 DENTON.H R Division of 
Licensing 4pp. 13553 008 24X Fiche 50-329.02/06/16.0206100084 


— 8206180-080 "Midland Plant Auxiliary Feoduater 9ya Reliability 
Analysis." Revision 1 

■* Pickard Louie Ic Oarrlck* Inc PL0-O147 82/06/10 47p 

13593 012 24X Fiche 50-329,92/06/16.0206100084 


8206150312 Forwards confirmatory info for SEH , NiJRE0‘'0793. re poat- 
accldent access to decay heat removal manual valves per 
request Water headers have flow alarms to indicate water 
discharge 

COOK. J W Consumers Power Co 02/06/07 DENTON.H R Office Of 
Nuclear Reactor Ragulatlon* Director 4pp 13506 133 24X 

Fiche 50-329*82/06/07*8206150312 


8206140402 Forwards request for addl info on 8ER open Items re masonry 
walls t< ultimate containment capacity Response duo within 7 
days of receipt of Itr 

TEOESCa.R L Assistant Director for Licensing 82/06/08 COOK, J W 
Consumers Power Co 4pp 13510 060 24X Fiche 50-329.82/06/03, 

8206140402 


8206220537 Feruapd* Revision 12 to CPC-l-A. "QA Program Manual for 
Midland Nuclear Plant. Vol 1 

COOK, J U Consumers Power Co 82/06/17 DENTON.H R Division of 
Licensing Ip 13580 122 24X Fiche* 90-329. 82/06/17. 8206220537 


— 0206220553 Revision 12 to "OA Program Manual for Midland Nuclear Plant* 
VdI I " 

COOK. J W * MEINS* 0 L , DEWITT* R fl Consumers Power Co CPC-l-A 
VOS R12 82/04/03 S14pp. 13580 123 24X Fiche 50-329*82/06/17* 

8206220937, 


8206250193 Confirms telcon scheduling 820621 meeting w/utlL in tfackson. 
KI to discuss util response to systematic assessment of 
lictnsff performance held 820426 

KEPPLER*J 0 Region 3* Office of Director 82/06/10 COOK. J W 
Conttffners Power Co Ip. 13613 263 S4X Fiche; 50-329* 62/06/ 18* 
8206250193, 


8206250246 Forwards supplemental info on feed water isolation valve 
pits. Two oversize drawings end Aperture cards are 
available In POR. 

CDGKivF H Consumers Pouer Co 02/06/18 DENTON* H R. Office of 
Nuclear Reactor Regulation* Director. 6pp 13613*001. 24X 

Fiche* 50-329. 02/06/18.9206250246 


8206240142 Requests list of specific new BtU steam generator auxiliary 
feedwater header design deteili required for NRC design 
review of new scheme to supply auxiliary feedwater to steam 
g anerators 

HELLG.R,A Consumers Power Co, 82/06/21. DENTON* H R Office of 
Nuclear Reactor Regulation. Director. 2pp. 13600*061 24X 

Fiche > 50-329. 82/06/2 li 8206240142 


8206290566 Summary of 820615 meeting u/utll in Bethesda.MD re status 
of schedule development for review of soils rensdtal 
actions. Ltr of clarlf ication re FIVP proof load test will b* 
issued In future, 

HOOD, D Licensing Branch 4 62/06/23 Licensing Branch 4 6pp 

13659.077 24X Flcht! 50-329* 82 /06/23* 8206290566 


8206240D06 Notification of 820611 meeting w/util t* Bechtel In Belhesda. 
MD to reaolve SER Open Item 3 on tornado missile protection 
HERMAN, R Licensing Branch 4 82/06/09 ADEN9AM. C Q Licensing 

Branch 4, 2pp 13607 349 24X Fiche 50-329*82/06/09.8206240006 


8206220491 Forwards supplemental 8ER input re compliance w/WllREG-06S4 
concerning emergency operations fact U ttes^ per 820601 
commitment Info will be Incorporated into next emergency 
plan revision 

DEWITT* R D Consumers Power Co 02/06/15 DENTON.H R Division of 
Licensing 6pp 133B1 138 24X Fiche 50-329*02/06/15*0206220491 


F Security* medical, emergency 6 fire protection plans 


8206080094 Notification of 020601 meeting u/utll In Silver Qprlnp.MD 
to discuss security plan 

HQOD.D 8 Licensing Branch 4 82/05/28 ADEN9AM* E 0 Licensing 

Branch 4 Ip 13441 170 24X Fiche 50-329, 82/05/20* 0206080094 


0206080128 Forwards review comments for Revision 4 of security plan tr 
Revision 1 of safeguards contingency plan. Requests response 
within 30 days of receipt of Itr Enel withheld 
(ref L0CFR73 21) 

ADENSAM.E 0 Licensing Branch 4 82/06/01. COOK. J W ConsumBro 

Power Co. 2pp. 13441.201 24X Fiche 50-329* 02/06/01* 020608 0120 


8206080256 Forwards marked-up BER pages re site emergency plan 6 
teciintcal memo "Bltf-8p*c if U Atmospheric Diffusion !f 
Dose Projection Models for Midland Nuclear Power Plant*" in 
response to open issues discussed at 820524 meeting w/NRC 
COOK, J W. Consumers Power Co 02/06/01 DENTON* H P Division of 
Licensing t2pp. 13420 172, 24X Fiche 50-329* 02/06/01 * a2060Q02 56 


•8206080260 "8 ite-8peclf Ic Atmospheric Diffusion h Dote Projectipn 
liadels for Midland Nuclear Power Plant* “ technical memo 
WAMO. H- Dames 6 Moore 82/04/14 30pp 13420 104 24X 

Fiche. 50-329. 82/06/01 * 8206080256 


0206210611 Forwards Info re prompt public notification sys, Incl udinp 
description of public warning sys.amblent sound surveys* 
alternat Ivs warning sgs h preliminary site selection Three 
overs lie drawings end Aperture cards are In PDR 

DEWITTiR B Consumers Power Co. 82/06/15 DENTON, HR, Office of 
Nuclear Reactor Regulation. Director. 87pp. 13560:344 S4X 

Fiche 50-329*02/06/15*8806210611. 
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QZC6220491 Furwards supplemental SER Input ra compliance u/NURC G-0654 
conternilng energency operations f ac 1 1 iticsr per 8S0601 
■comcnl tcnent Info mill be Incorporated Into nait emergencg 
plan Tovislon 

DEWITT. R 0 Canaumors Potuer Co 82/06/10 DEMTOM, H R Division of 
Licensing 6pp 139B1 138 24X Fic he 50'"329, 82/06/13, 0306220491 


6206200394 Notification of G20628-30 meetinos u/util & Dechtel in 
MD to discuss fire protection & safe shutdown 
HERMAN. F1,M Licensing Branch 4 82/06/22 ADFNSAM, E Q Licensing 

Erancfg 4 2p p 13630 09S 24X Fiche *50-329. B2/06/22i 0206230394 


6206290596 Surnmary of 820601 meeting w/ubil in Bethesda.ND re elements 
of pftgiical security plan Comments luithheld per 10CFR73 21 
Response to comments it corresponding revisions to plan siill 
be forwarded by 020630 t 0713, r espec t ively 

HOODj D e Licensing Branch 4 02/06/23 Licensing Branch 4 

4pp 13653 113 24X Fiche 50-329,02/06/23.8206290996 


O Ad ju-d icatary correspondence 


8206D70102 Order denying WH Marshall 020928 request for halt to const 
Requested ralief not within ASl B authority 

BECHHDEFE-Rj C Atomic Safety and Licensing Board Panel 02/06/03 

MARSHALL. W H Affiliation Unknown 2pp 13370 342 24X 

Fiche* 50-329. 02/06/03. 8206070102 


0206170344 Critique of 8ER. submitted for WC L ASLB evaluation L 
action Related correspondence 

HAHBHALL.WH Affiliation Unknown 02/06/11 7pp 13531 037 24X 

Fiche 5 0 -329. 82/06 / 1 1 , 0206 1 70344 


@206100331 Requests extension of deadline to appeal A8LD 820430 
(nemorandum 6 order re irreversible effect of Amend 3 Delay 
in submittal of appeal caused by pending hearing on soils 
remed 1 a I wor k 

STAHIRIB. a Stamiris. B 02/06/14 KOHL. C N , BUCK, J H . 

HO ORE, T S Atomic Safety end Licensing Board Panel IP 13945 104 
24X Fiche 50-329.82/06/14.8206100331 


8206170109 Informs that time for Commission to act to review ALAD-674 
expired Commission declined review Decision became final 
agency action on 820614 

CHILK.B J Office of the Secretary of the Commission 02/06/19 
□fflco of the Executive Legal Director ip 13930 086 24X 

Fiche 90-329 . 02/06/ 1 5. 8206 1 701 09 


0306210568 First &«t of interrogatories Certificate of Bve end. 

STEPTQEiP P, Consumers Power Co 02/06/16 Affiliation Unknown 
44pp 13563 277 24X FiChe 90-329.02/06/1618206210968, 


@206210983 First set of interrogatories Certificate of 8vc end 
STEPTDE. P p Consumers Power Co STEPTOE. P P Isham. Lincoln 6 

Beale 82/06/16 MARSHALL. H H. HarshaU.H, H 41pp 13961 358 
24X Tic he: 50-329. 82/06/ 16. 0206210983 


0206230194 Notice of appearence In proceeding Certificate of 6vc end 
HE6T<A E Consumers Power Cq WEST. A E Ishem. Lincoln St Deale 
82/06/18 3pp 13586 190 24X Fiche. 50-329. 02/06/18. 8206230194 


B206240S26 Discovery questions pursuant to ABLB 790226 speciol 
prehearlny conference order Proof of sve encl, Related 
correspondence 

SINCLAIR. H P Blnclair.M 82/06/18 Consumers Power Co« 19pp 
(3597.324 24X Fiche 50-329. 02/06/10/ 0206240226, 


0206240243 New contantions for OL hearing Proof of sve encl, 

SINCLAIR.H P Binclair.M, 82/06/18, Atomic Safety and Licensing 
Board Panel 3pp 13997 287 24X Fiche 90-329/ 02/06/18. 0206240243 


B2D6240398 Contentions for OL hearing 

ETAKIRI&jB Stamlrisr D 82/06/18 Atomic Safety and Licensing 
Board Panel Bpp 13603-100. 24X Fiche 90-329. 02/06/10/ 8206240398 


8206290331 Requests extension of time to complete response to util 
first set of interrogatories Extension needed due to poor 

health 

MARSHALL. HH Marshall/W.H MARSHALL, WH, MapUton Intervenors 
02/06/21 NRC - Ne Detailed Affiliation Olven Ip 13632 327 
24 X Fiche 90-329.82/06/21,8206290331, 


0206230196 Order treating B Stamiris 820607 8( 14 itrs as motion for 
leave to file untimely appeal Accompanying brief on merits 
lodged rather than filed pending decision on acceptance of 
brief Replies to motion due 820702 

SHOEMAKER. C, J, Atoe^ic Safety and Licensing Appeal Panel 82/06/22 
SbamlTli^ S. 2pp 13986:148. 24X Fiche 50-329.82/06/22/ 

8206230196 


6306300250 Keinorandum & order memorial 1 x ing 820625 telcon B Stamiris L 
M Sinclair permitted to suppl earlier filings of new 
contentions to Incorporate good cause showing for ABLB to 
consider Addl info to b-o filed by 020709 

BECHHOEFEH. C Atomic Safety and Licensing Board Panel BS/06/20 
4pp 13652 358 24X Fiche 50-329.82/06/28.8206300250 


0206300040 Advises that previous testimony by Region 3 needs to be 
supplemented 

PATON.W 0 Hearing Branch 2 82/06/29 BECHHOEFER, C. CDVIAN. F P . 

decker, R B Atomic Safety and Licensing Board Panel Ip 
13656 017 24X Fiche 50-329.82/06/29.0206300040 


H General correspondence 


BS06160096 Discusses quality of low level waste mgt techniques at 
nuclear power plants L potential haiards of raduaste 
storage 

BTEMPEK, D K Affiliation Unknown 02/04/04 HERMAN. R W Division 
of Licensing 4pp 13552 227 24X Fiche 30-329.92/04/04. 

0206100096 


M Antitrust correspondence 


0206030000 Concurs w/MI Public Power Agency views contained In D20510 
Itr Resolution on matters raised In 1 tr should be resolved 
per Midland Agreement 6 antitrust principles 

NEWBY, 14 N Wolverine Electric Cooperative 02/05/27 BKJEl.a S 
Antitrust & Economic analysis Branch iUillltij Finance) Ip 
13336 331 24X FU he: 90-329. 02/05/27. 8206030000 


O Advisory Committee on Reactor Oafeguards reports t< correspondence 


0206140166 Discusses ACRS Interim reft re CP appl icatlon, Addl QA info 
requested Recommendation re full-power operation deferred 
pending review of audit plan 

8MEWI10N.P ACRE - Advisory Committee on Reactor Safeguards 
02/06/00 PALLADIND.N J Comml ssl onoPS 6pp 13403 356 24X 

FkChe 50-329, 82/06/09. 9206140166 


0206220039 Forwards ACRS 820608 Itr re ACR8 interim rept on facilities 
NRC plans to issue supplemental BER on 020630 to address 
ACRS recommendations Response re any changes In util 
position or other decisions requested by Q2061D 

TCDE6C0.R L Assistant Director for Licensing 02/06/11. COOK.J, W 
Consumers Power Co 4pp 13585 209 24X Flcho, 50-329. 02/06/11. 

0206220039. 


0 Inspection reports. IE Bulletins & correspondence 


0202040147 IE Info Notice 02-15, "Notification of NRC " Sue list unci, 
OEyaUNOiR C Director's Office. Office of Inspection and 
Enforcemont. 02/09/29 107pp 13426.095 24X 

Fiche 90-000. 82/09/20. 0202040147 


8204210378 IE Info Notice 82-16, "HPCI/RCIC High Bteam Flow Setpoints " 
Bve list encl 

JORDAN, E L Division of Engineering S, Duality Assurance 82/05/28 
I03pp 13440 264 24X Fiche* 90-000. 82/05/20. 8204210370 


8206000109 Forwards status of areas to be addressed in IE Bulletin 
79-02 re anchor bolts Next rept will be provided by 830130 
COOK.J W Consumers Power Co 82/06/01 KEPPLER. J 0 Region 3. 
Office of Director 4pp 13423 009 24X Fiche. 50-329. 02/06/01. 

8206000 ID? 


0204210300 IE Bulletin 02-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressura Boundary of PWR Plants 
Bve list and 

DEYOUNOiR C Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOQpp 13527* 150 24X 

Fiche SO-OOO, 82/06/02,8204210380 


02O421O3B3 IE Info Notice 82-17. "Dverpressur 1 lation of RCB " Bve list 
encl 

JORDAN.E L Division of Engineering U Quality Assurance 82/06/11. 
I06pp 13679 250 24X Fiche 90-000/02/06/11,8204210383. 


8204210304 IE Info Notice 82-10, '•Assessment of Intakes of Radioactive 
Hatl by Norkers, " Bve list end 

DEYOUNO.R C. Director's Office. Office of Inepection and 
Enforcement. 02/06/ U 120pp. 13675 109 24X 

Fiche. 90-000. 02/06/1 1 , 8204210384 



R, Periodic opereting reports %t related corr eipondence 


820&07010Q QA program ngt corrective action r ep te* nonconp 1 ianc e reptft< 
g.u'alliy' action r« 4 ueit« & audit finding reji te. 

« Consu/ners Power Co 82/04/14 '7O0pp 13363 341 S4X 
Fiehe: 50-339, 02/04/14,0206070108 


5 Repartable occurrences, LCRs £< related car reepondence 


9206070379 Interim deficiency rept re design of internal aurillArg 
feetfiuater header in BlH steam generator Probable cause of 
deformation is header inability to bJithstand temp & 
pressure External ring to be added Next rept due 820730 
CDOKiJ U Consumers Pourer Co 82/05/26 K£PPLER, J 6 Region 3r 
Office of Director 5pp 13372 003 24X Fi che* 50-339» 82/05/36, 

8206070379 


8206080159 Interim deficiency rept re auxiliary fseduater level control 
valve power supplies PSAR review completion to assure all 
commitmchts met for feeding sys Fran preferred power 
supplies anticipated by «ay 1932 Next rept due by B20702. 

C00K*J, W Consumers Rower Co B2/06/01 KEPPLER. J 0 Region 3, 
Office of Director 2pp, 1342 3 292 24)f FJche 50-329.82/06/01, 

8206030159 


83-06080238 Interin Deficiency Rept 3 re noncanfornance of electrical 
cojnpenents associateif w/ffSlV ac tuator s, log i c cabinets b 
control panel Inserts Tech Spec 7220-M'238 for upgrading 
components issued to Gulf it Western Neit rept by 620730 
COOK.vT W , BALLWEO/T 0, r CURTIS iL H Consumers Power Co B2/06/01 
KEPPLER, JO Region 3, Office of Director 3pp 13422 Ot 6 24X 
Fiche 50-329, 82/06/01, 8206080238 


8306100284 Interim Part 21 Rept 7 re underrated ternlnal strips on 
Linitorgue valve operators. Environ gualificafeion test I 
repts expected by latter part of Ney 1963 Nest rept expected 
820Q06 

COOKr J M ConeomeTS Power Co 82/06/04 HEPPLER,J 0. Region 3, 
Office of Director 7pp 13458 160 24X Fiche: 50-329. 02/06/04, 

8206(00234 


0206170304 Final deficiency rept re rodent damage to electrlcel 
penetrations# initially reported on 811203 Rodent control 
Initiated, inc lading renoval of nesting U debris, addl baiting 
It re-entry prevention 

COOKi J Coniumeri Power Co 33/06/09 KEPPLER. J 0 Region 3, 
Office of Director, 6 pp 13531:234 84)C Fich# 80-339. 82/06/09, 

6206170304, 


02O63OO19S Pert 21 rept re potential defect in couplings drive element 
of DSR\f or D 8 R standby dissel generator Affected licensees 
will 6 e notified no later than 820715 

HILLS. L L. Transemirlca Delaval# Inc 62/06/23 Director's 
Office, Office of Inspection and Enforcement 2pp 13653*328 S4K 
FI cha* 50-000# 02/06/23, 8206300192 


t Hearing transcripts on non-anti trust matters 


8206040021 Transcript of ACRS Subcommittee on Midland Plant Units 
1 8 | 2 820602 meeting in Uaihing ton, DC pp i-170 
e ACR 8 -* Advisory Committee an Reactor Safeguards 85/06/03. 
173pp. 13348 OOl, S4X Fiche 50-329, 83/06/02, Q506040021 
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A Appl I ca tion/conftruction stage docu/nents it correspondence 


8306230330 Advl tee that Revision 12 of CPC-IA# "QA Manual for Midland 
Nuclear Plant. Vol i, " submitted on 620426, meets criteria of 
App D to 1-O-CFRSO w/one exception Revision acceptable u/ 
incorporat i on of stated change, 

HA A 88 .N,P. duality Assurance Branch 63/05/19 C-OOK, J. N 
Consumers Power Co. 2pp 13594 337 24X Flcho' 30-329# B2/05/i9, 

8206230338 


3206020271 Forufards Amend 3 to CPPR- 8 I I# CPPR- 8 S U notice of issuance It 
availability Amend issued pursuant to ASLD 820430 
memorandum it order S« outlines staps to bs talen re soils- 
related activitlss 

ADCNSAMiE 0, Licensing Branch 4, 62/05/26 CDOK#J R Consumers 

Power Co. 2pp 13342 242. 34X Fich e. 50-359, 62/05/36, 6306050271. 


— S306020274 Amend 3 to CPPR-Sl 6 CPPR-a2, imp os tng certain Interim 
conditions pending issuance of partial Initial decision 
pursuant to A 6 UB 820430 memoraiidum 6 order, 

ElSENKOr, D, O Division of Licensing 85/09/26 8 pp 13342 244 
24X Fiche 50-329, 82/0 9/26# 6206020571 


— 6206020276 Notice of issuance & availability of Amend 3 tp CPPR-eJ tr 
CPPR-B2 

ADENSAM.e Licensing Branch 4 02/05/26 Spp 13342 252 24X 

Fiche 30-329,02/05/26,6206020271 


B2060B0236 Advises that response to NRC 020925 request for addl info re 
soils remedial activities will be submitted by 620615 
COOK, J W Consumers Power Co 82/06/01 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp J3421 347 24X 

Fiche 30-329, 82; 06/01 , 92060B0226 


8206060340 Forwards response to NRC request for set tlemetit-r ela ted 
analyses for diesel generator bldg, "Structural Stresses 
Induced by Differential Settlement of Diesel Generator 
Bids " 

COOK.J W Consumers power Co 62/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 13417 155 24X 

Fiche 50-329, 62/06/01, 0206080340 


—8206080344 "Structural Stresses Induced by Differential Bettlement af 
Diesel Generator Bldg " 

* Consumers Power Co 02/06/01 7lpp 13417 iSS a4X 
Fiche 50-329, 82/06/Oi , 6206060340 


8206090010 Forwards analysis re diesel generator bldg settlement, 
evaluation of data to support conclusion that structure 
is settling as rigid body It analysis of bldg using zerp 
springs Ic/or reduced springs 

COOK, J N Consumers Power Co 85/06/01 OENTQN. H R Office of 
Nuclear Reactor Regulation, Director 3pp 13435:035 24X 

Fiche 50-329,52/06/01,0206090010 


—8206090013 "Technical Rep t, Strut tural Stresses Induced by Diffnientlal 
Settlement of Diesel Generator Bldg " 

a Consumers Power Co 82/06/01 32pp 13435 039 24X 

Fiche. 50-329, 82/06/01, 9206090010 


— 8206070015 Attachment I-l to "Technical Rep t, Btruc tura 1 Streosupi 
Induced by Differential Settlement of Diesel Generator 
Bldg ** 

# •Consumers Power Co 82/06/01 27pp 13435 074 24X 

Fiche 30-329,62/06/01,8206090010 


- -82060900 18 Attachment 1-5 to, "Technical Rept, 8 tru< tura 1 Btrasfe* 
Induced by Differential Settlement of Dieeel Generator 
Bldg. 

a Consumers Power Co 62/06/01 7pp 13435 102 24X 

Fiche 50-329,62/06/01,0206090010 


8206100299 Forwards "EPRI PWR Safety l< Relief Valve Test Program, Pouer 
Operated Relief Valve Slock Valve Info Package, " in response 
to NUREO-0737, Item II 0 1 B.as discussed at 010717 fliBBting 

YOUNOOAHL.R C Consumers Power Co 82/06/01 DENTON, N Offic« 
Nuclear Reactor Regulation, Director 5pp 13455' 192 24X 

Fiche. 50-000, 62/06/01, 8506100599 


—6206100261 "EPRl PHR Safety It Relief Valve Test Program, Power Operated 
Relief Valve Block Valve Info Package ** 

» Electric Power Research Institute 65/09/31 13pp 13435’ 194 
a4X Fiche 90-000,82/06/01.02061002 89 


•>->8206100269 *'EPRI /Marshal I Electric Motor Operated Valve iBlpct Valve I# 
Interim Test Date Rept *' 

KUCHAR 8 KI 18 D I HOUSE, R.K , CDROEB, 0 A Intermounta 1 n 
Technologies, Ihc 82/05/31. 166pp. 13452 209. 24 }C 

Fiche 90-000,62/06/01,8206100259 


--B206100268 "EPRI Bummery Rept Westinghouse Gate Valve Closure Testing 
Program#" Revision 1 

DRAKE, JA.r LERI,M A , COLLIER, D R. Westinghouse Electric Cotp, 

EM 5693 ROl 82/03/31 B4pp. 13453-013 24X 

Fiche, 50-000, 82/06/01 # 6206100299 


8506560483 Forwards addl info re soils remedial action at facilities# 
Including verification test for permanent dewatering ays 
recharge time it underpinning of auxiliary bldg H/flve 
o-versite drawing! Aperture cards are available in PDR 
COOrttJ. W Consumers Power Co 02/06/07. DENTON.H R Office af 
Nuclear Reactor Regulation, Director. 54pp, 136S6. 160. 54X 

riche.- 90 '329, 82/06/07. 0206280403 


8S062206S7 Forwerdi util 850510 Itr to Bechtel transmitting quality 
plan for underpinning activities, relevant to Amend 3 to CP*. 

HOOD, D. Licensing Branch 4 82/06/08 Licensing Branch 4. 4pp 

13991:195 24X FIch# 50-329,82/06/00,6206220627. 


— 8506220628 Quality plan fur underpinning ac tivitlei, Revision S 

• Consumers power Co. MPOP-1 R 02 82/05/18 t 6 pp 13S9i‘l3& 

24)C Fiche 90-329,62/06/08,0506220627. 
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SSO^O^OISS Generic Ltr QS*-! 1 to all LWR reactor plant llcenseas & 
applicants re transtnlttal of NUREO-0916 relative to 
restart Of RE Oinna Rept documents findings re cause of 
event w/o end 

EISENHUTiD Q Division of Licensing 62/06/09 HAUSPURG» A 
Consolidated Edison Co of Neu Vorlt 13pp 13537 349 243( 

Fichfl- SO-OOOj 82/06/09, 8206090133 


B2D6240002 Notification of 820613 meeting u/utll in QethesdaiMD to 
discuss elements of staff review schedule being developed 
for soils remedial activities 

HODOi D B Licensing Branch 4 82/06/09 ADENSAM, E G Licensing 

Branch 4 2p p 13607 332 24X Fiche 50-329182/06/09,8206240002 


8206240044 Notification of 820611 meeting u/util in Dethesds.MD to 
■clarify Enel 8 from NRC 820323 ltr re soils remedial work 
HODOiD S Licensing Branch 4 82/06/09 ADENSAM, E G Licensing 

Branch 4 5p p 13617 297 24X Fiche 50-329,82/06/09,8206240044 


6206810001 Notification of 820616 meeting u/uttl in BethesdaiMD to 
discuss addl Info needed for equipment environ qualification 
aud 1 1 

HERMAN. R W Licensing Branch 4 B2/06/11 ADENSAM, E 0 Licensing 

Branch 4 2pp 13383 003 24X Fiche 50-329,82/06/11,8206810001 


B206Bl0lie Forwards suppl to 020611 response to Enclosure 0 of NRC 
020385 request for addl info to complete review of soils 
remedial work 

COOK, W Consumers power Co 02/06/14 DENTON, H R. Office of 
Nuc Uar Reactor Regulation, Director 67pp 13357 233 24X 

Fiche 50-329,82/06/14,6206210110 


8206210590 Forwards "Observed Cracks in Walls of Midland Plant 
Structures." in response to 820325 request for addl info 
Sufficiently conservative acceptance criteria for crack 
monitoring program established 

DEUITT, R fi Consumers Power Co 82/06/14 DENTON, H R. Division of 
Licensing 4pp 13563 357 24X Fiche 30-329,82/06/14,0206210390 


—8206810590 "Observed Cracks in Malls of Midland Plant Structures " 
CDRLEV, W 0 , FIORATO, A E Construction Technology Laborator ies. 
02/06/14 29pp 13363 361 84X Fiche 50-329,02/06/14,6206210390. 


0206100064 Forwards revised ausiliary feedwater three-pump reliability 
analysis Proposed sys meets SRP reliability criterion 
COCK, J W Consumers Power Co 82/06/16 DENTON, H R Division of 
Licensing 4pp 13553 000 24X Fiche 50-329,02/06/16,6206100004 


— 0206100068 "Midland Plant Auxiliary Feedwater 8ys Reliability 
Analysis," Revision 1 

* Pickard Lowe 8< Garrick, Inc PLO-0147, 02/06/10 49p 

13333 012 24X Fiche 50-329,62/06/16,0206180004 


6206220537 Forwards Revision 12 to CPC-l-A. "OA Progrem Manual for 
Midland Nuclear Plant, Vol I " 

CDOKiJ W Consumers Power Co. 82/06/17 DENTON, K R Division of 
Licensing Ip 13580 122 24X Fiche 50-329,62/06/17,8206220537 


—8506220353 Revision 18 to "OA Program Manual for Midland Nuclear Plant, 
Vol 1 " 

COOKiJ W I HEINB, 0 L , DEWITT, R.B Consumore Power Co. CPC-l-A 
VOl R12. 88/04/02 114pp. 13500.183. 24X Fiche 30-329, 88/06/17, 

8206220337 


0206230193 Confirms teicon scheduling B206Si meeting w/utll in Jackeon, 
MI to discuss util response to systematic assessment of 
license performance held 820426 

KEPFLERrJ 0 Region 3, Office of Director. 02/06/18 COOK, J M 
Consumers Power Co, Ip 13613' 263. 24X Fich*' 50-329, 02/06/10, 

8206230193 


82062S0246 Forwerds supplemental info on feedwater Isolation valve 
pits Twp overslie drawings enc I, Aperture cards are 
available in PDR. 

CODK,J M Coniumeri Power Co 82/06/10 DENTON. H. R Office of 
Nuclear Reactor Regulation, Director 6pp 13613,001 24X 

Ft c he 30-329, 02/06/18, 8206250246 


6206240142 Requests list of specific new BfcW steam generator auxiliary 
fae-dwatsr header design details required for NRC design 
review of new scheme to supply auxiliary feedwater to steam 
generators. 

tlE:LLB,R A Consumers Power Co 82/06/21 DENTON, H.R, Office of 

Nuclear Reactor Regulation, Director 2pp 13600,061, 84X 

Fiche 50-329,82/06/81,8206240142 


8206290366 Summary of 6S061S meeting w/util in BethesdaiMD re status 
of schedule development for review of soils remedial 
actions, Ltr of clarification re FIVP proof load test will be 
Iseued In future. 

HOOD, D Licensing Branch 4 88/06/23 Licensing Branch 4 6pp., 

13659.077 24X Fiche* 50-329, 82/06/23, 02062 90566. 


D NRC Draft/Final Environmental Btatements, suppls 8« correspondence 


0206060205 Forwards errata sheet containing minor corrections to 
responses re DES Only substantive change relates to 
authorlxod rate of return for electric operations All 
other corrections Involve typographic errors M/o end 
NELLS, R A Consumers Power Co 82/06/03 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ip 13419 309 a4X 

Fiche 30-329,02/06/03.8206080885 


8206060247 Forwards Certificate af Sve for B2D521 errata sheet for 
response to DES comments 

NELLS, R A Consumers Power Co 82/06/04 DENTON, H R Office af 

Nuclear Reactor Regulation, Director 3pp 13420 137 24X 

Fiche 50-329, 02/06/04, B206O8O247 


e NRC Safety Evaluation Report <SER), suppls h correspondence 


62O6OB0256 Forwards markod-up BER pages re site emergency plan It 
technical memo "8ite-8pec i f ic Atmospheric Diffusion l< 

Dose Projection Models for Midland Nuclear Power Plant," in 
response to open issues discussed at 020524 meeting w/NRC 
COOK, J W Consumers Power Co. 82/06/01 DENTON. M R Division of 
Licensing l2pp 13420,172 24X Fiche 50-329, 02/06/01, 8206000236 


G206150312 Forwards canfirmatcry info for GER, NUREG-0793i re past- 
accident access to decay heat removal manual valves per 
request Mater headers have flow alarms to indicate water 
d Ischarg a 

COOK. J M Consumers Power Co 02/06/07 DENTON, K R, Office of 
Nuclear Reactor Regulation, Director 4pp 13506 133 24X 

Fiche 50-329, 02/06/07,0206150312 


8206140402 Forwards request for addl info on 8ER open Items re masonry 
walls ultimate containment capacity Response due within 7 
days of receipt of ltr 

TEDE8CQ, R L Atsletant Director for Licensing 62/06/08 CQQK, J N. 

Consumers Power Co 4pp 13310.060 S4X Fiche, 50-389, 82/06/08, 
8206140402 


8206240006 Notification of 820611 meeting w/util & Dechtel in Bethesda, 
MD to resolve 8ER Dpen Item 3 on tornado missile protection 
HERMAN, R Licensing Branch 4. 82/06/09, ADEN9AH,E, o Licensing 

Branch 4 2pp 13607 349 24X Flch*' 50-329, 02/06/09, 0206240006. 


8206220491: Forwards tupp lemon tal 8ER Input re compliance w/NUREO-0654 
concerning emergency operations fee 1 1 ities, per 820601 
commitment Info will be incorporated into next emergency 
plan revision 

DEMITT, R 0, Consumers Power Co 82/06/15 DENTON. K R Division of 
Licensing 6pp 13381 130 24X Fiche SO '•329, 83/06/15, 6206820491 


F Security, medical* emergency & fire protection plans 


3206060094 Notification of 820601 meeting w/util in Silver Bprlng.HD 
to discuss security plan 

HOOD.D B. Licensing Branch 4. 62/03/88 ADEN0AM, E 0 Licensing 

Branch 4 Ip 13441 178. 24X Fiche 30-389, 82/09/23, 8806060074. 


8206060180 Forwards review comments for Revision 4 of security plan S< 
Revision 1 of safeguards contingency plan Requests responte 
within 30 days of receipt of ltr End withheld 
(ref 10CFR73 21). 

ADEN8AM*E 0 Licensing Branch 4 82/06/01 COOKrJ M Consumers 

Pouter Co 2pp 13441 201, 24X Flch e’ 30-3 29, 08/06/01, 620 6060126, 


8206080296 Forwards marked-up 8GR pages re site emergency plan It 
technical memo "61 te-8pec If Ic Atmospheric Diffusion & 

Dose Projection Models for Midland Nuclear Power Plant," In 
response to open Issues discussed at 620324 meeting u/NRC 
COOKrJ, W. Consumers Power Co 82/06/01 DENTON, HR Division of 
Licensing 18pp 13420 172 S4X FI che 50-329, 82/06/01, 82060B0856 


— 6206060260 "8 ite~8pec If i c Atmospheric Diffusion & Dose Projection 
Models for Midland Nuclear Pouter Plant," technical memo 
¥AW,H Dames 4t Moore 82/04/14. 30pp. 13480.104 S4X 

Fiche - 90-329,82/06/01, 8806080896 


6206210611 Forwards info re prompt public notification sy s, Includ ing 
description of public warning syi, ambient sound surveys, 
alternative warning eye & preliminary site selection Three 
overslse drawings end Aperture cards are in PDR, 

DEMITT, R B Consumers Power Go 02/06/19 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 67pp. 13960 344. 84X 

Fiche - !IO-32?, 62/06/15,8206210611 



02OA22O491 Forwards supplemontal SER Input tb compliance w/^JUREO-OiS^ 
coficertilnq emergency operation* fad 1 i tleit per 020601 
commitment Info will be incorporated into next emergency 
p Ian Tevliion, 

DEWITTj R, B Comumer* Power Co B2/06/13 DENTON. H R Olviolon of 
Licensing &pp 13501 130 24X Ft che* 90- 32*?, 02/OAi^ 13, 0206220491 


B2062S0394 Notification of 020420-30 meetings w/vtll «c Bechtel In 
Betri«sda,HD to discuss fire protection & safe sbutdown 
HERNANfR M Licensing Branch 4 82/06/22 ADENSAN, E 0 Licensing 

Branch 4 2pp. 13630 09 5 24X Flche 30-329,02/04/92.8206290394 


9206290596 Summary of 020601 meeting w/util in Bethesda, MO re elements 
of physical sectfrity plan Conmonts withheld per tOCFR73 2t 
Response to ccmments & corresponding revisions to plan will 
be forwarded by 820430 8, 0715. respectively 

HOOD, 0 8 Licensing Branch 4 82/06/23 Licensing Branch 4 

4pp. 13450 1 13 24X Fi Che 50-329,82/04/23,8206290596 


Q Adjudicatory correspondence 


8206070102 OrdeT denying WVI Marshall 020528 Teq.uiist for halt to const 
RBq,i;flSted relief not uiith-tn A8LD authority 

BECHHOEFERi C Atomic Safety and Licensing Board Panel. 92/06/03 

MARSHALL, W H Affiliation On known Spp 13370 342 24X 

Fiche 50-329*82/06/03,8206070102 


8206170344 Critique of SER, submi tted for NRC & ASLB evaiuation h 
action Related correspondence 

MARSHALL, W H Affiliation Unknown 82/06/11 7pp 13531 037 24X 

rich* 50-329. 02/06/ 1 1 * 8206 1 70344 


8206180331 Requests eitension of deadline to appeal ASLB 820430 
fliecnqrandufn i order re irreversible effect of Amend 3 Delay 
in tubmlital of appeal caused by pending hearing on soils 
remedial wort 

STAMIRI8, B Stamiris, B 82/04/14 iiOHL* C N , BUCK.^IH, 

H00il£, T. 3 Atomic Safety and Licensing Board Panel IP 13545 184 
24 X Fiche 50-3294 02/06/14,6206180331 


8206170109 Inform* that time for Commissinn to act to review ALA9-674 
expired Commission declined review Decision became final 
agency action on 820614 

CHILK, B J Office of the Secretary of the Commlsilon. 82/04/15 
Office of the Executive Legal Director Ip 13530 066 24X 

Flche 50-329.82/06/19,8206170109 


8S06210948 First s«t of interrogatOTies Certificate of 8vc end 

STEPTQE, P P consumers Power Cd 82/04/16 Affiliation Unknown 
44pp 13563 277 24X Fiche 30-329,62/06/16,8206210548 


e2062iOSB3 First set of interrogatories Certificate of Sve encl 
9TEPTGE, P P CDAsumera Power Co BTEPTOE, P P teham, Lincoln Ic 

Beale 0S/O6/16 MAR6HfALL,U H Marshall, HH 4ipp, 13561 358 

24X Flthe 90-329,62/06/16.8206210903 


8204300250 Memorandum S, order memorial 1 1 mg 020425 telcun B Stemirls & 
M Sinclair permitted to suppl earlier filing* of new 
contentions to incorporate good cause showing for ASLB to 
consider AtJdl info to be Filed by 820709 

DECHHOEFER.C Atomic Safety and Licensing Board Panel 82/06/28 
4pp 13652 350 24X Ftc he 50-329, 02/06/20. 8206300250 


6204300040 Advises that previous testimony by Region 3 needs to bo 
supplemented 

PATON-H 0 Hearing Branch 2 62/06/27 DECHHDEFER, C , COWAN. F P . 

DECKER.R S Atomic Safety and Licensing Board Panel Ip 
13656 017 24X Fiche 90-329.02/04/29 . 0206300040 


H Oeneral correspondence 


Q20618Q096 Discusses quality of low level waste mgt techniques at 
nuclear power plants 6 potential hazards of radwaste 
storage 

STEMPEH. D K Affiliation Unknown 02/04/04 HERNAN, R W Division 
of Licensing 4pp 13552 227 24X Fiche 50-329,02/04/04. 

8206180094 


H Antitrust correspondence 


02O4O3OOBO Concurs w/MI Public Power Agency views contained in 820510 
Itr Resolution on matters raised In 1 tr should be resolved 
per Midland Agreement St antitrust principles 

NEUBY.HN Wolverine Electric Cooperative 02/05/27 SKJEI . 8 0 
Antitrust fc Economic analysis Branch (Utility Finance) Ip 
13336 31i 24X Fiche 50-329,02/09/27,82040 30000 


0 Advisory Committee on Reactor ©afoguarda reports 6 correspondence 


6206140146 Discusses ACRS interim rept re CP application Addl QA info 
requested Recommendation re full-power operation deferred 
pending review of audit plan 

SKEWKOM, P ACR8 - Advisory Committee on Reactor Safeguards 
82/06/00 PALLADINO, N J Commissioners 4pp 13403 356 24X 

Fiche 50-329. 82/06/08, 8206140166 


6206220039 Forwards ACRS 820608 Itr re ACRS interim rept on faciilfciB* 
NRC plans to issue supplemental SER on 820630 to address 
ACRS recommendations Response re any changes In util 
position or other decisions requested by 820418 

TEOESCOiR L Assistant Director for Licensing 82/06/11 Cl]DK,vV W 
Consumers Power Co 4pp 13905 209 24X Fiche 50-329.62/06/11, 

8204220039 


Q Inspection reports, IE Bulletins it. correspondence 


6202040147 IE Info Notice 82-15, "Notification of NRC '■ Sve list onul 
DEVOUNOfR C Director^* Office, Office of Jnspsctlon and 

Enforcement 02/05/20 I07pp 13426 099 24X 

Fiche 90-000,82/05/20,6202040147 


6206S30194 Notice of apptarence in proceeding Certificate of 6vc en-cl 
NEST, A E Consumers Power Co WEST, A E lahate, Lincoln it Beale. 
BS/06/16 3pp 13506 150 24X Fiche 50-329, 82/06/18, 0206230194 


8206240326 Discovery questions pursuant to ABLB 790226 special 
prehearing conference order Proof of sve end. Related 
correepondetic » 

SINCLAIR, M P Sinclair, M. 02/06/10 Coneumer* Power Co- I9pp. 
13997’ 324 24X Fiche. 90-329, 02/06/10, 8206240226 


8206240243 New contention* for OL hearing Proof of ftve end, 

SINCLAIR, M P Sinclair, M. 02/06/16. Atomic Safety and Licensing 
Board Panel 5pp 13 997 287 24X FI ch«. 90-329. 02/06/18.0206240243 


B20624039Q Contention* for pL hearing 

STAHlRZSiS. gtamirls, B 82/06/10 Atomic Safety and Licensing 
Board Panel. 8pp 13603 100 24X Fiche 50-329,82/06/18.6206240390 


0206290331 Request* extension of time to complete respon** to util 
first sat of interrogatories Extsntion needed due to poor 
heal th 

MARSHALL, W H MarehalLW.H MARSHALL, W H, Hapleton Intervenors 
02/06/21. NRC - No Detailed Affiliation Oiven Ip. 13632:327 
a4X Fiche 50-329, 88/06/21. 8206290331 


0206230196 Order treating B Stamlris 080607 I, 14 Itrs a* nation for 
leave to file untimely appeal Acconpanylng brief on leorlt* 
lodged rather than filed pending decision on ecceptence of 
brief- Replies to motion dve 520702 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel. 82/06/22. 

atamlrif, 8 2pp 13986’ 148 24 X Fiche; 80-329,82/06/22, 

8206230196 


8204210378 IE tnfe Notice 82-16, "HPCI/RCIC High Steam P 1 pui Setpoint* " 
8vc list encl 

JORDAN, E L Division of Engineering Quality Assurance 02/09/, '*0 

I03pp 13440 264 24X Fiche 50-000, 82/09/20, 8204210370 


0206080109 Forwards status of areas to be addressed in IE Dullstin 
79-02 re anchor bolts Next rept will be provided by 830130 
COOK.JW Consumers Power Co. 02/06/01 KCPPLER, J 0 Regions. 
Office of Director 4pp 13423 009 24X Fiche 90-3S9, 82/06/01 , 

8206000109 


82O421O3B0 IE Bulletin 82-02, ’’Degradation of Threaded Fastener* in 
Reactor Coolant Pressure Boundary of PMR Plants » 

Sve lift end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 iOBpp 13527 150 24X 

Fiche' 30-000. 82/06/02,8204210300 


8204210383 IE Info Notice 02-17, "Ovarpressur 1 ration of RC8 ** 3vc list 
encl 

JORDAN, EL Division of Engineering it Quality Assurance 82/06/11 
I06pp 13673 250 a4X Ficho’ 30-000, 02/06/ 11, 0204210383 


8204210364 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Matl by Workers." Sve list end, 

DEYOONO.R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109 24X 

Fiche 50-000,82/06/11,8204210304. 




DOCKETED ITEMS 
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R Periadlc operating reports h relat«(i correspondence 


Q20£070103 <QA program mgt corrective action repts^ noncompliance reptB« 
q.ualitij action requests & audit finding repts 
# Consumers Pouer Co 82/04/14 900pp 13363 341 24X 

Flehe 30-329, 02/04/ 1 4i 8206070108 


9 Reportable occurrences, LERs it related correspondence 


BS06070379 Interim deficiencg rept re design of Internal auxiliary 
fecduater header in B&M steam generator Probable cause of 
deformation is header inability to yithstand temp 8( 
pressure. External ring to be added. Next rept due 820730 
CG0X.J J VJ Consumers Pouer Co 03/05/26 KEPPLER, J 0 Region 3» 
Office of Director Spp 13372*003 24X Ftche 30-329,02/03/26, 

0206070379 


8206000159 Interim deficiency rept re auxiliary feedwater level control 
valve power supplies F&AR review completion to assure all 
commitments met for feeding sgt from preferred pouer 
supplies anticipated by Hay i9B2 Next rept due by B20703 
COOKrJ tl Consumers Power Co. 82/06/01 KEPPLER, J 0 Region 3, 

Office of Director 2pp 13423 292 24X Flche 50-32?, 82/06/01, 

6206080159 


8206-030238 Interim Deficiency Rept 3 re nonconformance of electrical 
components associated W/H8IV ac tuator s, log 1 c cabinets Ic 
control panel Inserts Tech Spec 7220-M-238 for upgrading 
components issued to Gulf It Ifestern Next rept by 620730. 

CDDK, J M , BALLWEGi T G , CURTIS, L H Consumers Power Co 82/06/01 
KEPPLERiJ G Region 3, Office of Director 3pp 13422 016 24X 

Fiche 50-329,02/06/01,0206000238 


B2-061002B4 Interim Part 21 Rept 7 re underrated terminal strips on 
Liinltorque valve operators Environ qualification test it 
repts expected by latter part of Hay 1902 Next rept expected 
820006 

CPOK, J V Consumers Power Co 02/06/04, KEPPLER, J G Region 3, 
Office of Director 7pp 13430 160. 24X Flche. 30-329, 82/06/04, 

G2061002S4 


0206170304 Final deficiency rept re rodent damage to electrical 
panetra t 1 ons, initial ly reported on 811203 Rodent control 
ini ttated, Inc lud ing removal of nesting (< debris, addl baiting 
it re-entrg prevention 

CDOK, J If Consumers Power Co, 02/06/09 KEPPLER, J 0 Region 3, 
Office of Director. 6pp, 13331*834. 24X Fiche. 30-389, 82/06/09, 

8206170304 


08C63OO192 Pert 21 rept re potential defect in couplings drive element 
of 08RV or D0R standby diesel generator Affected licensees 
will be notified no later than 8S0713 

lilLLSiL, L Transamerlca Oelaval, Inc 82/06/23. Director's 
Office, Office of Inspection and Enforcement 2pp, 13693*328 24X 

Pi Che: 90-000, 02/06/23, 8206300192. 


T. Hearing transcripts on non-anti trust matters 


6206040021 Transcript of ACRG Subcommittee on Midland Plant Units 
i it 2 620602 meeting in Washing ton, DC Pp 1-170. 

* ACRS - Advisory Committee on Reactor Safeguards. 82/06/02 
J172pp. 13348*001 a4X F I che 90-329, 82/06/02, 0206040021 . 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F, Gecurityi medical, emergency S, fire protection plans 


S206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification syi. Forwards documents listed In App A 
Documents also available in PDR 

FELTON, J M. Division of Roles and Records. 82/09/11 REYNOLDS, N B. 

Debevolse 6 Liberman 3pp 13494 003 24X Flche, 90-000, 88/09/1 1, 

820609 G002 


-■-8203110477 Forwards update on prompt notification l< warning sys for 
Region 3 1 Icensees. FEHA estimates approx 69X of reviews of 
proposed sys now complete 

HIN'D,J A Division of Emergency Preparedness it Opsretional 
aupport 08/01/03. GRIMES, B K. Division of Emsrgsncy 
Preparsdness. 4pp 13434*133 84 X FI ch e; 30-000, 82/09/1 1, 

B80609000S 


— 8206090073 Forwards monthly status rept re prompt notiflcetion sys at 
facilities Commitments made by licensees to ensure 
deficiencies ere corrected by 880601. 

HiNDi J. A Division of Emergency Preperedneis it Operational 
Support. 82/02/17 OR HIES, D. Division of Emergency Preparedness 
3pp 13454-190 24X Flche: 90-000, 82/08 /1 1,0206090002 


8206020147 Releases public version of revised emorgency response 
organixatlon notification list 6 revised corporate plan 
Imp lement 1 ng procedures 

FELTON, J M Division nf Rules and Records 02/05/25 Document 
Management Branch Ip. 13333 253 24X FI che- 90-331, 82/09/29, 

8206020147 


— 8206020193 Forwards public version of revised emergency response 
organization 8* notification list it revised Corporate Plan 
Implomenting Procedures CPIP-4 12 re public Info program 8c 
CPlP-4 4 re periodic plan review 

HEYER.K Iowa Electric Light it Power Co 02/09/09 DENTON, K. R. 

Office of Nuclear Reactor Regulation, Director Ip 13333.234 

24X Flche 50-331,82/05/29,8206020147 


— 8206020156 Public version of revised emergency organization 
ndtlficetlon list 

MI NECK. D L Iowa Electric Light it Pouer Co 82/04/16 14pp 
13333 299 »4X Fiche 30-331,82/03/83,0206020147 


— 8206020160 Public version of Revision 1 to Corporate Plan Implemsntlng 
Procedure CPIP-4 1 re public info program 8, Procedure 
CPIP-4 4 ro periodic plan it procedure review 

* Iowa Electric Light Power Co 02/03/03 9pp 13333 269 
24X Fiche 50-331,02/05/25,0206020147 


8206070770 Advises that objectives for 020720 emsrgsncy preparedness 
exercise adequate except for issue of testing prompt public 
natificatian sys, In response to util 820313 Itr. Tss t should 
be performed In conjunction w/exercise per 10GFR30, App E 
HIND, J A Division of Emergency Preparedness Sc Operational Bupport. 
32/05/28 ARNOLD, D Iowa Electric Light it Power Co 2pp 
13389 313 24X Fiche 90-331,02/03/20,82060 70770 


— 0206070776 Forwards objectives for 1982 emergency preparedness 
exercise Administrative & physical means to alert public 
within plume exposure pathway emergency planning zone will 
be demonstrated, short of actual siren activation. 

ROOT, L 0 Iowa Electric Light & Power Go 02/09/13 KEPPLER, J G 

Region 3, Office of Director 4pp 13309.318 24X 

Fiche 90-331, 82/09/8 8,8206070770 


0206210041 Forwards Amend 74 to License DPR-49 it notice of issuance 
tc availability Amend adds license condition to include 
Commission approved guard training it qualification plan 
ECCLEBTOMrK T Operating Reactors Branch 2 02/06/07, ARNOLD, D. 

Iowa Electric Light it Pouer Co Spp 13982*319. 24X 

Fiche* 90-331, 02/O6/O9i 8806210041. 


—8806210044 Amend 74 to License DPR-49 adding license condition to 
include Commission approved guard training it quelificetion 
plan 

VASaALLQ, 0 B Operating Reactors Branch 2 02/06/09, Cpp. 

13988.382 S4X FlC he: 90-331, 82/06/09, 8206210041 


— 0206810094 Notice of Issuance L eveilabillty of Amend 74 to License 
DPR~49 

VA8BALLG, D 0 Operating Reactors Branch 2 82/06/09 8pp. 

13982 384. 24X Ficha 50-331,02/06/09,0206210041. 


82Q6190122 Frovides info for schedule for meeting 010220,0603 It 020420 
requests for Info re fire protection Response deadline may 
be missed by 2 wks to 30 days. 

R0DT,L 0 Iowa Electric Light it Power Co 88/06/10, DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director 8pp, 13504 332 
24X Flche 90-331,08/06/10.0206190122 


0206820239 ForwArds status of TMl Items I A 1 3. 1, I A 1.3,2, I C. 1, 
II K 3 18, tl. K. a 30. ri. K 3 31. Ill A 1, 2. Ill A 8 2 L 
ril D 3 4, in repsons* to 020905 Generic Letter 82-10. 

ROOT, L. 0. Iowa Electric Light It Power Co 82/06/16 DENTON, K 

Office of Nuclear Reactor Regulation, Director Spp 13971:264, 

24X Fiche, 90-331, 88/06/16, 0806220239 


8206240206 Furwards, "Response to NRC Ltr Dtd 020420," re fire 
protection it alternate safe shutdown 

ROOT.L.D, Iowa Electric Light 6 Power Co 02/06/22 DENTON, H R. 
Office of Nuclear Reactor Regulation. Director tp, 13590: 128 S4X 
Ficha 90-331,82/06/83, 0206240206 


— 8806240807 "Response to NRC Ltr Dtd 820420 " 

a Bechtel Gorp 62/06/30. 175pp 13998.189, 24X 

Flche* 90-331, 62/06/23, 08O624OSO6 


H Oenaral correspondence 


8206020387 Informs of changes to titles of personnel in certain 
positions at fac i 1 i ty, effective 880601 Changes will be 
Included in administrative amend to Tech Specs, 

ROOTiL P Iowa Electric Light l< Power Co 82/09/26, DENTON, H 
Office of Nuc l*ar Reactor Regulation, Director Ip. 13326:269. 84X 

Fiche. 90-331, 82/05/26, 8206020387, 


P Pperatlng U cer>«« docdments & c orres poniSen<« 


aS04080l96 rJotifiei that reviey o-f rractor protection sys pouer 
monitoring design mads comploted Proposed mods & Tech 

Bpec changes acceptable 

VASBALLOi D B Operating Reactors Branch 2 93/03/19 ARNQLD.D 

lotr/a Electric Light & Power Co 2pp 13441 340 24X 

Flcho 50-331. 02/03/1*? I oaOAOeo 1 36 


— 02O6OBO1S0 8afetv evaluation supporting proposed design mods ol reactor 
protection sgs 

* Operatltiig Reactors Branch 2 62/05/19 2pp 13441 330 24X 

Piche 30-331,02/09/19.8206060136 


— 0206080-162 'Technical Evaluation Monitoring o# Electric Power to 
Reactor Protection Ovs -for Duane Arnolil Energy Ctr ** 

8ELA^{l J C Lawrence Livermore Laboratory PIM A~0250 
1^010-19129 61/03/01 Office of Nuclear Regulatory Research, 

Director Bpp 13441 332 24X Fi c he 30-331, 02/03/ 19* 02060001 56 


82O602O393 Advises that util continues to request eKtension of time re 
imp lemented on of 10CFR90 44<c> an Installation of hydrogen 
racombJner 6 endorses BWR owners group position 

ROOT, L 0 lotua Electric Light 6 Power Co 02/05/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 13326 015 S4X 
Flche 50-331. 82/05/88 , 8206020393 


8206070112 Forwards proposed "Integrated Program for Hod o# Duane 
Arnold Energy Ctr “ Prograni will develop comprehensive 
giildellnes for Implementation of mods Approval requested 
ROOr. L 0 louie Electric Light 6 Power Co 02/03/28 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 13369 347 

24X Flche 90-331,82/05/28,8206070112 


— 0206070116 Proposed "Integrated Program for Kod of Duane Arnold Energy 
Ctr ■* 

* Iowa Electric Light & Power Co 82/05/20 i73pp 13369 391 
24X Flche 50-331, 62/03/20,020607''* 


8206080036 Confirmatory action Itr re improvements to regulatory 
performencd as discussed in 820604 meeting Util must submit 
written draft plan of aeticin to effect short-term i long- 
term improvements in six listed areas. 

KEPPLER, J 0 Region 3* Office of Director 82/06/04 ARNOLD, D 
lows Electric Light it Power Co. 2pp 13423 313 24X 

FI Ch a: 90-331, 82/06 /04i 8206060096 


8206090193 Generic Ltr 02-11 to all LNR reactor plant licensees h 
applicants re transmittal of flUREG-0916 relative to 
restart of RE Olnna. Rept documents findings re cause of 
event W/o end 

EI&ENHUr,DO. Division of Licensing 82/06/09 KAUSPURG,A 
Consoll dated Edison Co of New Yorl 13pp. 13597' 349. 24X 

Flche^5O-OC0i 92/06/0?! 0206090153 


92061B0323 Forwards Amend 75 to License DPR-49 it notice of Issuance Ir 
availability Amend incorporates revisl-ans to tables of 
containment isolation valves to reflect mads to satisfy 
NUftW-0737 Item II B 3 reqoir ements, 

I/ASBALL8. D B Operating Reactors Branch 2 82/06/09 ARNOLD. D 

towe Electric Light & Power Co 3pp 13569 326 24X 

Flche 90 -331 ! 82/06 /09f 82061 00323 


— 8206180335 Amend 75 to License DPR-49, Chang Ing Tech Spec tables pf 
containment Isolatlan valves to reflect mods per 
requirements of NUREO -0737* Item 11 0.3 "Post-Accident 
Sampl ing " 

UASSALLO, D B Operating Reactors Eranch 2. 92/06/09. 9pp 

13569 329 24X Flche 90-331,82/06/09,9206180323 


— 8206190337 Notice of Issuance tt availability of Amend 75 to License 
DPR-49. 

UAeSALLO, D 0 Operating Reactors Branch 2 02/06/09. 2pp 

13569. 333 24X Flche, 90-331, 02/06/09, 8206 1 80323 . 


B206210-041 Forwards Amend 74 to License DPR-49 6 notice of issuance 
ava i lab 1 1 i ty. Amend adds license condition to Include 
Cammisslon approved guard training Ic qualification plan. 
ECCLE0TON*K T. Opera ting Reactors Branch 2. B2/06/D9 ARNOLD, D. 

lowe Electric Light k Power Co 3pp 13502 319. 24X 

Fichc, S0-03li 92/06/09, B2D6210041 


— 8206210044 Amend 74 to License DPR-49 adding license condition to 
include Commitiion approved guard training 6 qualification 
p Ian. 

V^ASSALLOiD B Operating Reactors Branch 2. 82/06/09. 2pp 

113582 322. 24X FiC he* 50-331, 82/06/09. 82062I004J 


— 8206210054 Notice of Issuance k availability of Amend 74 to License 
DPR-49 

VASSAL LOrD 0. Operating Reactors Branch 2. B2/C6/09. 2pp 

J33B2. 324. 24X Fiche' 50-331, B2/06/09. 8206210041. 


0206150309 Application for amend to License DPR-49, consisting of 
change RT8-133 to Tech Specs incorporating administr ative 
changes re containment vent 6 purge sys 

ROOT, L D Iowa Electric Light tc power Co 82/06/10 DENTON, H II 

Office of Nuclear Reactor Regulation, Director 2pp 135D5 2i9 

24X Fiche 50-331,02/06/10,0206150309 


— 0206150314 Proposed change RT8-133 to Tech Bpecs incorporating 
administrative changes re containment vent U purge sys 
* Iowa Electric Light 6 Power Co 82/06/10 6p p 13503 221 
24X Fiche 50-331,02/06/10.0206130309 


9206210442 Forwards addl info re status 6 schedule for completion of 
NUREG-07a7, Items II B 2, 1 1 B 3, H F 1 & 1 1 K 3 27, 
supplementing util 020414 ltr 

ROOT, L 0 Iowa Electric Light 8, Power Co 02/06/14 DENTON.H R 

Office of Nuclear Reactor Regulation, Director 6pp 13969 310 

24X Fiche 50-331102/06/14,0206210442 


8206210377 Revision to 790029 application for amend to License DPR-49, 
proposing changes to radiological effluent h ETS App A & 
deleting App 0 in entirety 

ROOT.L D Iowa Electric Light 6 Power Co 82/06/15 DENTON. >1 

Office of Nuclear Reactor Regulation, Director 2pp 13567 012 

24X Fiche 50-331, 02/06/15, 0206210377 


— 62062103B4 Proposed changes to radiological effluent & ETS App A, 
incorporati ng changes to plant 6 procedures since issuance 
of 790029 application (< deleting App B in entirety 
* Iowa Electric Light k Power Co 02/06/30 75pp 13567 OK 
24X Fiche 50-331.82/06/15,8206210377 


— B206210390 "Offsite Dose Assessment Manual for Gaseous t* Liquid 
Effluents " 

a Iowa Electric Light 6 Power CP 02/06/02 09pp. 13567 089 

24X Flche 50-331. 02/06/15,0206210377 


0206290929 Forwards Amend 76 to License DpR-49 8< notice of IssuatiCi & 
availability Amend modifies Tech Spec to incorporate certain 
requirements of Reg Guide 1,52 re control room ventilation 
VA83ALLO,D B Operating Reactors Branch 2 02/06/15 ARNULD. D 

Iowa Electric Light 6 Power Co 3pp. 13658 224 S4X 
Fiche 50-331, 82/06/15,0206290526 


— 8206290535 Amend 76 to License DPR-'49, incorporating certain 
requirements of Reg Guide 1,52 re control room ventilation 
k standby gas treatment sys HEPA replacement filters 
VAS8ALL0, D fi Operating Reactors Branch 2 02/06/15 lOpp 

13690:227 24X Flche 90-331, 82/06/19, 8206290528 


—8206290541 Notice of issuance li availability of Amend 76 to LKenst 
DPR-49 

VAS0ALLO, D 8, Operating Reactors Branch 2 02/06/15, Spp 

13690*237 a4X Flche ' 90-331 , 02/06/ 1 5, 6206290920 


0206220235 Forwards status of TMI Items I A. 1.3 1,1 A i 3. 2, I, C J* 
It K 3 IS, II K 3 30, II K 3 31, III. A. 1 2* III A 2 2 It 
111 0 3 4, In rtpsonse to 020509 Generic Letter B2-10. 

ROOTiU D Iowa Electric Light 6 Power Co 02/06/16. DENTDN, H 
Office of Nuclear Reactor Regulation, Director. Spp 13571 S64 
24X Fiche 50-331,02/06/16,6206220235. 


8206200163 Proposes adoption of NRC recommended implementation date Of 
first refueling after 821001 for NUREG-0737, Item I C. 1, 

"Emergency procedures." Util projects refueling outage for 
Fuel Cycle 7 to encompass Implementation date of 021001, 

ROOT,L. D Iowa Electric Light k Power Co 82/06/18 DENTON i H R 
□ffice of Nuclear Reactor Regulation, Director Ip 13624 290 S4K 
Flche 90-331,82/06/10,8206200163 


8206300300 Forwards Amend 77 to License DPR~49 8t notice of Issuance !r 
availability Amend chenges Tech Spec to incorporate detailed 
definition of terms operable k limiting condition 
for operation 

VABSALLO.D B. Operating Reactors Branch 2 02/06/21 ARNOLD* D. 

Iowa Electric Light & Power Co 3pp 13675.340 24X 

Fiche 90-331,02/06/21,8206300380 


—8206300384 Amend 77 to License DPR-49, amend ing Tech Spec 
to Incorporate detailed definition of terms operable b 
limiting condition for operation 

VASSALLO, 0 B Operating Reactors Branch 2. B2/06/ai 5pp. 

13675*343. 24X Flche' 50-331, 02/06/21, 0206300300 


—8206500398 Notice of issuance k availability of Amend 77 to Licenne 
DPR-49 

VASSALLB, D B Operating Reactors Branch 2, 62/06/21 2pp- 

13675*340 24X Fiche 50-331,02/06/21,0206300380 
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Q InipBction reports^ IE Dulle<:in« it corresp ondsnce 


G2061S-0016 fiesponda to FOIA request for documents re siren sgs 
lnstAlle<f to provide early notification to populace in 
plume pathiuay around nuclear reactor sltea In US Foruards 
documents Hated In App A 

FEl-TON. J H Division of Rules and Records 83/04/21 WADEi J 
Public Interest Research Oroupi Neu York 7pp 135S4 010 24X 

Flche BO-000. 02/04/21. 830615001 i 


--82061S0029 Ac k receipt of 811105 Itr informing NRC of corrective 
actions taken in reaponse to 810922 notice of violation 
Actions acceptable 

DEYOUMOj R C Director's Office. Office of Inspection and 
Enforcement 82/01/04 ARNOLD. D loua Electric Light it Pouier Co 
Ip 13524 017 24X Fiche 50-000.82/04/21,8206150016 


0202040147 IE Info Notice 82-15. "Notification of NRC ” Bvc list end 
DEYOUNO. R C Director's Office. Office of Inapection and 

Enforcement, 82/05/28 t07pp 13426 093 a4X 
Fiche 50-000.02/05/28,8202040147 


0204310373 IE Info Notice 82-16. "HPCI/RCIC High Steam Flow Setpoints »■ 
Svc list end 

vlOROANi E L Division of Engineering & Quality Assurance 82/05/20 
103pp. 13440 264 24X Fiche 50-000.82/05/2818204210376 


B2061 00325 For wards IE Inap Rept 50-331/82-02 on 820201-0331 No 
noncompliance noted 

STREETER. J F Region 3. Office of Director 82/05/28 ARNOLD. D 
loiya Electric Light it Power Co 2pp 13444 053 24X 

FUha 90-331.82/05/28.8206100325 


— 8206100330 IE Insp Rept 50-331/82-02 on 020201-0331 No noncomp llanca 
notad Nagor areas inspected malnt observe tion. surveillance 
obtarvation. IE circular foUowup. procurement. LER followup Si 
preparation for refueling 

C-LARDV. L * STREETER. J. Division of Project it Resident Programs 
62/09/28 tOpp. 13444 055 24X Fiche 50-331.82/09/28.8206100329 


6'204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc lilt end 

DEYOUNO. R,C Director's Office. Office of Inspection and 
Enforcement. 82/06/02 100pp. 13527* 150. 84X 

Fiche 80-000* 82/06/02.8204210380 


@206100242 Ack receipt of 820528 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept SO-331/B2-06. 

MILLER. J.R Division of Engineering 8i Technical Programs 82/06/04 
ARNDLDiD Iowa Electric Light it Power Co Ip. 13453,317. 24X 

Fiche: 90-331* 02/06/04. 8206100242 


— 0206100245 Responds to NRC 820430 Itr re violations noted In IE Insp 
Rept 50-331/82-06 Corrective actl ons. instructions on control 
of dlscKargsd or missing dosimeters issued to security 
personnel & retraining program instituted 

RODT.L D. Iowa Electric Light «i Power Co 82/05/28 KEPPLER. J Q, 
Region 3« Office of Director 2pp 13453.318. 24X 

Fiche. 50-331, 02/06/04. 8206100242 


B204S103S3 IE Info Notice 02-17. "Overpressur 1 nation of RC8, '* 8vc list 

end. 

JORDAN. E L Division of Engineering C< Quality Assurance 82/06/11 
I06pp. 13675.258. 24X Fiche 90-000.82/06/11,8204210383 


S204210384 IE Info Notice 82-10, "Assessment of Intakes of Rodtoactive 
liatl by Workers " 8vc list end 

DEYOUNO.R C. Director's Qfficii Office of Inspection and 
Enforcement. 02/06/11, 120pp. 13675 189. 24X 

Fiche 50-000. 82/06/11. 0204210384. 


8206290624 Concludes that commitment to meet requirements of Reg Guide 
t Sa.Revision 1 (Regulatory Positions G 9. 6. 7. 8 it 10) It 
Rsg Oulda 1, 146 rs qualifications for insp. exam, testing It 
audit personnsl is acceptable 

VA80ALLO. D 8 Operating Reactors Branch 2, 82/06/22 ARNOLD. D 

lotam Electric Light l< Power Co 2pp 13658 138. 24X 

Fiche; 50-33 1 . 82/06/22. 8206290624 


ft Periodic operating reports related correspondence 


@206210278 Forwards monthly operating rept for May 1982, 

MINECK. D L Iowa Electric Light It Power Co, 82/06/14 Director's 
Office. Office of Inspection and Enforcement Ip 13958,143, B4)C 
rich a; 90-331. 02/06/14.8206210278, 


--0206210279 Monthly operating rept for Hay 1982 

BRGHN. 8 L Iowa Electric Light it Power Co. 82/06/14 6pp 
13558.144, 24X Fiche 50-331.02/06/14.8206210278 


5 Reportable occurrences. LERs U related correspondence 


8206030000 Forwards LER e2-D32/a3L-0 

HINECK* D L Iowa Electric Light & Power Co, 82/05/28 KEPPLER. J.O 
R»glon 3. OfficB of Director Ip 13423 299 24X 

Fiche 30-331* 82/09/23.8206080080 


— 82060900B5 LER 62-032/03L-0 on 620504. R HR svc water D pump discharge 
check valve V-46-11 found leaking it A pump iP-22A failed to 
read discharge pressure of 264 pslg Caused by eroded set 
screw allowing hinge pin to loosen it valve to move 
HILL.K L Iowa Electric Light li Powir Co 82/09/28 Region 3* 
Office df Director 2p p 13423 296 24X Fiche 50-331.82/09/28. 

0206080080 


6206100182 RQ during normal opera t ion. H8IV position indicating switch* 
Z844lOi fa 1 led to Indicate closure of CV4415 to reactor 
protection syi.Cauesd by broken cap screws holding spesd 
control valve manifold assembly to hydraulic cylindsr 
MlNECKiD L Iowa Electric Light it Power Co 82/06/03 KEPPLER. J 0. 

Region 3. Office of Director Ip 13450 295 24X 

Fiche 50-331*82/06/03.8206100162 


0206100290 PNO-IH-82-052 on 020602.0 Inboard M8IV would not intake 
reactor protection tys trip at lOX closure On 820603. C 
switch tpssd controller unit Allen screw found sheared off & 
l/l6-inch crack discovered in valve M8IV could not reopen, 
CLARDY.L . REYEB.L . STREETER. J Region 3. Office of Director. 
02/06/04 Lp 13453 397 24X Flc he* 90-331, 82/06/04. 8206100290 


0206170346 Forwards LER e2-03a/03L-0 

MINECK. D. L Iowa Electric Light l< Power Co. 82/06/10 KEPPLER. J O. 

Region 3. Office of Director tp 13931*149 24X 

Fiche 90-331.82/06/10.8206170346 


— 8206170397 LER e2-033/03L-0 on 62091 i. primary containment isolation 
valve CV-4306 on dryuell it torus purge supply line failed to 
close completely Caused by stuck pneumatic valve on air 
supply to valve operator C</-4306, Va Ive cleanad. 

VARNER. D M Iowa Electric Light it Power Co. 82/06/10 Region 
a Office of Director, Ip 13931.146 24X Fiche; 90-331. 02/06/10, 

0206170346 


0206220280 Forwards LER 82-034/0 IT-O. 

HINECK. D L Iowa Electric Light It Power Go. 82/06/16. KEPPLER. J.O 
Region 3. Office of Director. ip. 13989 322. 24X 

Fiche; 90-331 . 82/06/16. B2O62SO20O, 


—0206220310 LER 02-034/0 IT-O: on B2O6O2.H0IV position switch 284419 
failed to operate within Tech 6pec limit. Caused by broken 
cylinder I* cap screws. During 820922 startup, procedure 
Violation found on H8IV sequence. Procedures 1. revltwed, 

0RQNN|0 L Iowa Electric Light li Power Co. 82/06/16 Region 3, 
Office of Director 2pp 13909*323 24X Fiche< 90-331. 82/06/16, 

0206220280. 


DOCKET 90-333 JAME9 A. FIT7PATR1CK NUCLEAR POWER PLANT 


F Security, medical, emergency 6 fire protection plans 


8206210481 Ack receipt of 820526 Itr re vloUtions noted in IE 
Emergencg Preparedness Appraieal Rept 90-333/62-03 
Eetenslan of response dates for App B li C items to 820727 L 
0984, respectively, granted, 

SMITH* G,H. Division of Emergency Preparedness li Operational Support 
08/06/11 MCNEILL, C. A. Pobiar Authority of the State of New York. 
Ip, 13967.001. 24X Fiche; 90-333.82/06/11. 8206210481. 


— 8S06210492 Responds to NRC BS0428 Itr re violations noted in lE 
Emergency Preparedness Appraisal Rept 90-333/62-03 on 
820216-25 Requests extension of response dates for App B li 
C Items until 820727 U 0924. r aspect ively 

EAYNEiJ. P Power Authority of the State of New York 82/09/26 
HAYNE8*R C. Region 1, Office of Director 2pp. 13967.002. 24X 

Fiche 90-333,62/06/11. 6206210481. 


P Oparatlfig license stage documents it correspondence 


8206020266 Advises of acceptability of submittals on TMI Action Item 
I. A 1.3 1 ra shift manning, I C 9 rs procedure for feedback 
of operating experlance to plent etaff li 1,0.6 re procedures 
for verifying correct performance of operating activities, 

VABBALLO.D D Qperatlng Reactors Branch 2 B2/09/21. SINCLAIR, L. W. 

Power Authority of the State of New York 3pp, 1334i'211. 24X 

Fiche; 90-333. 02/05/21. BS06020266 


8206020499 Bubmlts schedule for Implementation of TMI Action Item 
1 1 F i 2 ra sampling for iodine 6 particulates 
BAYNE, J P, Power Authority of the Btate of New York. 62/09/28. 
VA88ALL0.D. B, Operating Reactors Branch S. 2pp. 13324 348. 24X 

Fichs 90-333102/09/28.8206020499, 



0806000332 Porujird* ''R*vl**rf Envirar* Pannete-ri ** TMI-Raiatad 
Enutpmant. " containing r«vl»ad an^/lr-on ivc coinlttlarii ulthin- 
reactor bldgi sv« componant evaluation worishieti revised 
ref document! naiter llet.per NRC 020118 redueat W/o trad, 

BAYSKiJ P Power Autharltti qf the State of New York. 82/06/02 
VASSALLOj D B Operating Rtactori Branch 2 2pp 13419 040 24X' 

Flcho. 5 0-333 f 82/06/02 r B2060 90232 


0206100296 Forurardi app I leal Ion* -fqr amend lo Licenees DFH-99 It DPR-64 
Change Incorporates addition of executive vice president S( 
chief dtvelapntni officer pciiploras to mgt organ! calion 
chartiFlgure 6 1-1. 

BAVNEi J P Power Authority of the Slate of Mew Vork^ 8S/06/04 

VAROAt S A Operating Reactors Branch 1 VAS8AC-L0, D B Operating 

Reactors Branch 2 3pp 13431:323 24X Fiche S 0-000.. 92/06/ 04« 

8206100396 


S202040147 IE Info Notice 82-15. "Notification of NHC " Sve list end 
DEYDUPfO.R C Director's Office. Office of Inspection and 

Enforcement 83/03/28 107pp 13426 095 24X 

Fiehe 30-000.02/05/20.8202040147 


B20421O37B lE Info Notice 02-16, "HPCI/RCIC High Steam Flow Sotp&lnH " 
Sve list end 

JORDAN. E L Division of Engineering & Quality Assurance 02/03/1^0 
t03pp 13440 264 24X Flche 30-000. 02/05/28, 0204210378 


8206040165 Act receipt of 020506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept SO-sas/sa-OS 
MARTI Nj T T Division Of Engineering 6 Technical Programs 0a/03/£a 
MCNEILL, C A Power Authority of the State of New York Ip 
13360:108 24X Flche 30-333,82/05/20,0206040183 


--0206100299 Application for amend to License DPR-37 Change incorperatee 
addition of etecutlve vice president 6 chief development 
officer position! to mg b erganliatlon chart, Figure 6 1-1 
BAYNE. J P Power Authority of the State gf Neu York 02/06/04 
ip. 13431:331 24X FI che' 30-000. 02/06/04, 0206100296 


— 820610030B Propoitd Tech Spec pages, incorporating addition of expcglive 
vice preiident & chief development officer positions to 
mgt organiiatlon chart. Figure 6. 1-t Safety evaluation encl 
# Power Authority of the State of New York 02/06/04- 9pp 
13451 333 24X Fichs 30-000,82/06/04.8206100296 


6206090153 Qenerlc Ltr 92-11 to a 1 k UMR reactor plant liceneees & 
applicants re transmittal of NURE0-09J6 relative to 
restart of RE Olnna Rept documents findings re cause of 
event. M/o #nc 1. 

EIBENHUT, D 0 Divltlon of Uiceneing 82/06/09 HAUSPURO.A 
Consolidated Ediion Co of Nite York BERRY. 0 T Power Authority of 

the State of Mew York POLLACK, H 8 Long Island Lighting Co t3pp. 

13S57 349 24X FIche 50-000, 02/06/09. 8206090153 


—8206040194 Responds to NRC 030406 ltr re violations noted in 1C Intf 
Rept SO-333/B2-05 Corrective actions required radiatlofi 
protection, securl ty plan, emergency planrOA, QC & Industrial 
safety requalification or initial training almost comploted 
MCNEILL, C A Power Authority of the State of New York 62/09/06 
MARTIN. T T Division of Engineering A Technical Programs tJpP 
13360 109 24X FIche SO- 333 . 02/05/28, 0206040105 


B3060B02D5 Forwards results of visual k( functional tests for mechonitil 
snubbers, in response to IE Bulletin 81-01, "Surveillance of 
Mechanical Snubbers " Visual exam & functional test results 
satisfactory 

MCNEILL. C A Power Authority of the State of New York. 82/03/20 
HAYNE9. R C Region 1. Office of Director 3pp 13420 333 ri4X 
FIche 90-333. B2/0S/2B. B2060B020 5 


—6206000212 Certification test rept for Mechanical Snubber P0A-3. 8arl*l 
Number 0383 

BHITH.H. KIMOREI-L.M J MyU Laboratories. 45093-01- 81/12/07 

2pp 13420 258 24X FIche 30-333. 82/05/28, 0206080205 


8206140197 Forwards status l« schedule for Implementation of NVREO-0737 
items, In response to Generic Ltr 82-10 Items 1. A I 3 1. 
riKSdOSi IIK3 31 complete Items I A. 1 3 2 tc 
ri A 1 2 will be implemented by 921130 

BAYNE, J P Power Authority of the State of Mew York 82/06/09. 
VABSALLO. O. B Operating Reactors Branch 8. 6pp 13404 282 24X 

Fiehe 30-333. 02/06/0918206140197. 


8206280503 Forwards applicetlon for amcniT to License DPR-99rApp A 
Change r« 4 ,uiret addl furvelllance for contalnMcnt purge 6 
vent velvet to provide greeter assurance of Isolation In 
•vent of accident 

BAYNE. J.P. Power Authority of the State of Mew York. 92/06/21 
VA83ALL0. D. B Operating Reactors Branch 8 8pp 13626 088. 24X 

Fiche: 90-333, 8S/06/21. 8206200303 


—8206800509 Application for amend to Licenee l>PR-99,App A Change 
requires addl turvel Hence for centeinment purge 6 vent 
valves to provide greater assurance of isolation in event of 
accident 

BAYME. JP, Power Authority of the etet# of Mew York. 82/06/21 
Ip, 13626:090 84)C Fiche 50-333.82/06/21,8206290303 


—8206290919 Proposed Tech Spec pages* requiring addl surveillance for 
containment purge & vent valvei to provide greater aeeurance 
of isolation, in event of acci dent. Safety evaluation encl 
* Power Authority of the State of Mew York. 02/06/21. Hpp 
13626:091. 24X Fiche 50-333, 62/06/2li 0206200903. 


8206280264 Forwerds ■^Voltage Profile Test Rept," in response to KRC 
010415 request. Rept verifies previous analyses submitted 
761010 V confirms adequacy of electrical d 1 str ibulioti eys 
BAYNE, nJ P Power Authority of the State of New York 82/06/22 
VASSALLO, D. B Operating Reactors Branch 2. 2pp. 13624:094 24X 

Fiche- 50-333. 62/06/22.0206200264 


—0206200269 "Voltage Profile Test Rept." 

• power Authority of the atete of New York 02/05/31 40pp. 

13624:096 24X Fiche; 90-333, 82/06/22. 8206280264 


— 9206060216 Certification test rapt for Mechanical Snubber P0A-3. Qerlel 
Number 8387 

SMITH, H . KtMBRELL.M.J Wyle Laboratories 01/12/07 2pp. 
13420-260. 24X Fiche 50-333,02/05/20.8206080209 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners kn 
Reactor Coolant Pressure Boundary of PWR Plants, " 

Sve list sncl 

OEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/02, I08pp 13527 130 24X 

Flcht. 30-000, 02/06/02. 02042 103B0 


8206100015 Forwards addl Info in rasponse to lE Bullatln 79-018* 
•Environ Ouallflcation of Clati IE Equipment " Encl 
inadvertantly omitted from util 020602 rasponse Sc discusses 
anvipon parameters 6 TKI-related equipment 

BAYNE, J.P Power Authority of the State of Mew York 02/06/07 
VAS8ALL0, OB Operating Reactors Branch 2. 200pp 13445:260 34/ 

Fiche- 50-333, 82/06 /07i 8206100013. 


0204210303 IE Info Notice 02-i7* "Ovarpriisur ixation of RCS ** Bvt list 
and 

JORDAN, E. L Division of Englnaerlng It Quality Assurenee. 82/06/11, 
I06pp. 13675 290. a4X Fiche. 90-000, 02/06/ 11. B20421 0303 


8204210384 IE Info Notica 82-10, "Aisessment of Intakas of Radioactive 
Watl by Horkert • Bve list and 

DEVOUNO 4 R. C, Director's Qfflca. Office of Znspaction and 
Enforcemant 82/06/11. 120pp 13679. IB9 24X 

Fiche- 50-000. 82/06/11.8204210304 


B2062I04B1 Ack receipt of 820526 ltr ra violations noted in IE 
Emergency Preparedness Appraisal Rapt 30-333/82-03. 

Eitenslon of response dates for App B L C items to 020727 
0924. respectively, grented 

H Divielon of Emergency Preparedness S, Operational Buppork. 
82/06/11 MCNEILL, C, A Power Authority of the State of Maw Yorl. 

Ip 13367 001 24X Fiche 50-333. 82 / 06/1 If 8206210481 


Q Inspection reports, IE Bulletins f( correspondence 


0206030234 Forwards IE Insp Rept 50-333/02-09 on 020419-23 Ho 
noncompliance noted, 

MARTIN. T, T. Division of Englmeer'lng 4< Tachnical Programs. 82/05/12 
MCNEILL, C A Power Authority of the State of New York. 2pp. 

133 37* 2 30 2 4X Fiche, 50-333. 02/05/12, 0206030234. 


EoergeneV Preparedness Apprelsal Rept 50-333/B2-03 on 
820216-25 Requests extension of response dates for App B 8< 

C items until 820727 k 0924, respect! vely 

BAYNE. J.P Power Authority of tha State of Mew York 03/05/26 
WY^8. R C Region I, Office of Director, 2pp. 13567:002 
FUbi 50-333,62/06/1118206210481 


24K 


-0206030237 IE In*P Rept 50-333/02-09 On 820419-23, No noncompl UnCa 
notad. Major arias inspected Cyels 5 startup taating, 
administrative controls for test procedures k test program, 

OA surveillance program during startup testing 

PETROMEfC. . CHi^NO. J. M, , BETTEMHAU0EN. U. Region 1. Office of 

Director B2/0S/Q6 9pp 13337 252 2 4X Fiche: 50-033, 82/05/12, 

8206030234 


B2»aTO45a Forwards IE Imp Rapt 50-333/82-10 on 820501-3 
of violation 

** Division of Project fc Resident Programs 
^ ^ of the State of Maw York 

13634.201. a4X Fiche 50-333,62/06/14,0206290458 


tc notice 
02/06/14. 

2pp. 



DOCKETED ITEMS 


217 


— 0206290463 Notic* of violation from ln«p on 020501-31 

STAROSTECKI r R Division of Projrct U Resident Programs 88/06/14 
2pp 13634 803 24X Flche 50-333 1 82/06/14. BS062904 SB 


— D3D6290467 lE ln«p Rept 50-333/82-10 on 020501-31 Noncompliance noted 
failure to control restricted access area k eye. to maintain 
fire door seals U to remove combustible trash from vital 
area & storage of combustible matl in vital area 

LINVILLE. J C , DOERFLEIN. L T . KISTERiH H Division of Project U 
Resident Programs 82/06/11 15pp 13634 205 24X 

FI Che 30-333.82/06/14.6306890459 


820^>220869 Foruards addl info re IE Bulletin 80-11. "Masonry Nall 
Design. " In response to NRG 820436 request Five oversize 
draulngs end Aperture cards are available in PDR 
BAYNE. J P Pouer Authority of the State of Neiu York 82/06/17 
VAS8ALL0.D 8 Operating Reactors Branch 2 79pp 13577 OSB 24X 
FI Che* 50-333. 82/06/17. 8206220269 


8206880078 Requests extension to 621015 for submitting addl Info re 
Inservlce insp program Inservlce exam of uields & supports 
Responses requiring plant shutdown ulll be submitted 30 days 
after end of first outage of sufficient duration 
BAYNE. J P Pouier Authority of the State of Neu York 82/06/21 
VASSALLO.D S Operating Reactors Branch 8 Spp 13624 243. S4X 
FIche 50-333. 82/06/81. 8206280078 


R Periodic operating reports related correspondence 


6206DB0363 Poruards monthly operating rept for Hay 1982 

HCNEILL.C A Power Authority of the State of New York 82/06/04, 
Director's Office. Office of Inspection and Enforcement Ip 
13424 001 24X FI ch e* 50-333. 08/06/04. 8206080363. 


— 8206080366 Monthly operating rept for Hay 1982 

COOKj tj Power Authority of the State of New York. 02/06/04 
15?p, 13484 003 84X FIche’ 50-333. 82/06/04. 8206080363 


8. Aeportable occurrences. LERs li related correspondence 


S2060 10453 Forwards LER B2-019/03L-0. 

MCNEILL* C A Power Authority of the State of New Vorlt 82/05/20 
KAYNESiR C Region 1. Office of Director Ip. 13315:245 24X 

F I C h e : 50 -333. 82/05/80. 8206010433 


— S2060104S9 LER B8-D19/03L-0 on 820423. control rod 26-51 could not be 
selected to move 1. could not be normally Inserted or 
ulthdrawn Caused by broken wire on select switch 26-51 
Switch repaired 

CHILDS. « V Power Authority of the State of New York 82/05/20. 

Region 1. Office of Director. Ip. 13315 246. 24X 

FIche. 30-333. 02/05/20. 0206010453 


B206010479 Forwards LER 02-O2O/O3L-O. 

KCNEILL.C A Power Authority of the Stete of New York. 82/05/20. 
HAYNEajR. C. Region 1. Office of Director Ip 13314 349 24X 

Fiche* 50-333. 82/05/20. 8206010479 


— 8206010485 LER 62-020/03L-0 on 620427. rod block monitor B did not 
indicate proper level & caused some relay chattering when 
control rods were lelected for movement Caused by failed 
5-vfllt dc power supply Power supply repaired 

CH1LD8. W V Power Authority of the State of New York 02/05/20. 

Region 1. Office of Director Ip. 13314.350. 24X 

FIche. 50-333. 82/05/20. 8206010479. 


8206080132 Forward i LER 82-02 1/03L-D 

NC NEILL 1 C A Power Authority of the State of New York 82/05/28 

KAYNE8.R. C. Region 1. Office of Director. Ip 13423 345. 24X 

Ficht’ 50-333. 82/05/28.8206080132 


— 8206060135 LER 82-02 1/03L-0’ on 620501 . emergency diesel generator A was 
removed from sve Ir declared Inoperable due to voltage 
frequency f luctuations. Cause could not be determined. 

CHILDS. H V, Power Authority of the State of New York, 82/05/28. 

Region 1. Office of Director Ip 13423.346 24X 

FUhe. 50-333. 82/05/28. 8206080132 


8206080242 Forwards LER a2-022/03L-0 

MCNEILL. C. A Power Authority of the State of New York 02/05/28 

HAVNESi R. C Region 1* Office of Director Ip 13417.038, 24X 

FIche - 50-333. 82/05/28. 8206000242 


8206080320 Forwards LER 81 -039/03 X-1 

MCNEILL. C A Power Authority of the State of New York 82/05/20, 

HAYNE8.R C Region 1. Office of Director tp 13420 079 24X 

Fiche 50-333.82/05/28.8206080320 


—0206080322 LER Bl-039/03X-t, on 810429. conta Inment spray valves 10Mi0V26A 
& 31A limit switch rotors fai led. making containment spray 
loop A inoperable Caused by loose switch finger screws 
Rotors replaced 

CHILDS. N V Power Authority of the State of New York 82/06/01. 

Region 1. Office of Director Ip 13420*080 24X 

Flc he 50-333. 02/05/23. 8206080320 


8206110132 Forwards LER B1-059/03X-1. 

MCNElLLrC A Power Authority of the State of New York. 82/06/01 

HAYNE8.R C Region 1. Office of Director Ip 13465 216 24X 

FIche 50-333.82/06/01.8206110132 


—0206110137 LER 01-O59/O3X-1. on 810731. during H?CI sys primarg 
containment troub lei hooting. adminis trative controls re 
meint activities not fol lowed, Caused by personnel error 
Controls applied it formal training conducted. 

CHILDS. W Y Power Authority of the State of New York 82/06/01 
Region 1. Office of Director Ip. 13465 217 24X 

FIche, 50-333. 82/06/01. 8206110132 


0206110244 Forwards LER ai-071/03X-l 

MCNEILL. C A Power Authority of the Btate of New York 82/06/02 
MAYNES.R.C Region 1. Office of Director Ip 13466.282 24X 

FIche 50-333. 82/06/02, 0206110244, 


—0206110249 LER 01-O71/O3X-i* on 810915. safety relief valve primary 
position indication Instruments found inoperable Caused by 
failed signal cable. Coaxial signal cable replaced 
CHILDS. W.V Power Authority of the State of New York. 92/06/01 
Region 1. Office of Directof tp 13466.263 24X 

FIche. 50-333. 02/06/02. 82061 10244 


8206110315 Forwards LER 81-0B2/O3X-1. 

MCNEILL, C A Power Authority of the State of New York 82/06/02. 

HAYNES. R C Region 1. Office of Director Ip 13467 072. 24X 

FIche. 50-333. 82/06/02. 0206110315 


— 02061 1031B LER 81-0d2/O3X-l on 81 1230. errat ic readings noted on source 
range it Intermediate range monitor Instruments provided w/ 
power from Div 1 24-vott dc batteries Caused by low voltage 
due to charger being off during preventive malnt 
CHILDS. W V Power Authority of the Btate of New York. 62/06/02, 
Region 1. Office of Director Ip, 13467*073, 24X 

FIche’ 50-333, 82/06/02. 8206110315 


8206150013 PNB- 1-82-004’ on 820607. inadequate starch of CKem-Nuc tear 
tractor trailer admitted to site protected area failed to 
Identify two handguns under blanket in cab bunk area Ount 
remanded to Sheriffs Dept 6 driver fined. 

MADDEN. U f ODDYiA • JaVNERi J. Region 1. Office of Director 
02/06/08, Ip 13501:095 24X Ficha . 50-333. 82/06/06, 8206150013. 


8206220521 Forwards LER 82-023/03L-0 

MCNEILL. C. A. Power Authority of the State of New York. 82/06/11 
HAYNES. R C Region 1. Office of Director Ip. 13579*121 S4X 
FIche’ 50-333, 82/06/11, 6206220521 


—8206220530 LER 82-023/03L-0: on 820514. during normal aperationj whi It 
conducting •urvelllence, containment isolation valve 
10 MOV 30A found Inpperab 1#, Caused by motor fai lure. Motor 
replaced 

CHILDS. H V. Power Authority of the State of New York 82/06/11. 

Region 1, Office of Director 2pp 13579.122, 24X 

FIche 50-333.82/06/11.8206220521. 


8206290533 Forwards LER B2-024/03L-0. 

MCNEILL. C. A. Power Authority of the State of New York. 02/06/17. 
MAYNEa.R C. Region U Office of Director. Ip 13631:048 24X 

FIche* 50-333, 82/06/17, 8206290533 


—8206290537 LER 82-024 /03L-0’ on 820520. RHl avc water pump A discharge 
check valve etuck open at completion of pump testing. Caused 
by loose disc retaining nut. Nut. washer it cotter pin replaced 
6 sys restored to operable status, 

CHILDS, H.V Power Authority of the State of New York 82/06/17. 

Region 1. Office of Director, 2pp 13631’049. 24X 

FIche; 50-333, 82/06/17. 8206290533 


— 8206060377 LER 62-022 /03L-0, on 820501 . during normal operetion. emergency 
diesel generator D declared inoperable w/A also Inoperable 
requiring reactor shutdown initiation Cause not determined. 

Oentrators declered operable 6 returned to sve 

CHiLOe.W. V. Power Authority of the State of New York, 82/05/28 
Region 1, Office of Director. 3pp. 13417’ 039. 24X 

F 1 c h er S0’-333. 82/05/28. 8206080242. 
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F S»c«JPlty. nicdicAlii eniBrg«Ticy & fir» pratectlon pl#na 


920&lSOOi& Rfffipotidt to FQIA request for aqcuiUAnti r* *lrtn sys 
InitAllod to provld* early notification to populace in 
pludte pathuay around nuclear rea^ctor s-itos In US Foruards 
documenta liated in App A 

FELTCNiJ M Diviilon Of Rules and Records 82/04/21 NADEj J 
Public Interoet Hoaearch Oroupt New York 7pp £3524 010 a4X 
FIche 30-000*82/04/21,8204130016 


8206160300 Releases public version pf new emergency plan imp 1 ems-ntlng 
procedure 

FELTON, J M Division of Rules and Records B2/06/14 Document 
Management Branch Ip 13539 246 24X FIche 50-334,82/06/14, 

8206160300 


— B206160313 Forwards public version of Emergency Preparedness flan 
Procedure EPP/lP-l 1 I, "Monthly Communication/Ver i f 1 cation 
Check ’* 

SIEBERiJ D Duquesne Light Co B2/O5/20 VAROA, S A OperntlnB 
Reactors Branch 1 2pp 13539 247 24X FIche 30-334,82/06/14, 

8206160300 


— B206130044 Roqueita relief from 820201 deadline for inatalUtion of 
prcjnpt notification sys Siting «ir»n locations difficult to 
reach due to terrain 

CAREY, J J Duquesne Light Co 82/01/29 NRC - No Detailed 
Affiliation Oiven tlpp 13524:250. a4X Fiche 50-000,82/04/21, 
G2061S0016 


— 8206160317 Public version of Emergency Preparedness Plan Procedure 
EPP/IP-1 i 1, "Monthly Commonlcafclon/Veri f icatlon Check " 

• Duquesne Light Co 82/05/28 8pp 13337 249 24X 

Fiche 50-334,02/06/14,8206160300 


— 8206190077 Forwards draft resportae denying licensee request for 
exemption from 820201 deadline fnr Implementation of prompt 
notification eye 

PERKINSjK B, Emergency Preparedness Development Branch iPre 
8202011, S2/02/t2 VARGA, S aperating Reactors Branch I 3pp. 

13524*225 24X Fiche 50-000, 92/04/21 , 82061 50016 


— 8206150079 Status -of prompt notification sys. 

« NRC - No Detailed Affiliation Given 82/03/09, ip 13525 154 
24X FUhe: 50-000, 82/04/21,8206150016 


830609000S Responds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
preempt notification sys Fori^rde documents listed In App A 
Documents also available In FDR 

FELTON, J H Division of Rules and Records 82/05/11 REYNOLDS, N B 
Debevoise ft Liberman 3pp 13454 003 84X Fiche 50- DOO, 82/05/1 1 , 

8206090002 


— 9203110473 Submits update of current assessment of llcanseei ability 
to implftAecit prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline, 

DIRCKSjlf J, Office of the Executive Director for Operations 
62/01/26 Commissioners Spp 13454 164 S4X 

Fiche 50-000, 82/05/1 1 , B206090002 


— 82031 1.04B1 Submits monthly update of status of implementation of prompt 
notification eys 

SPENCERjO B Divielon of Technical Inspection 82/01/05 
ORlhES, B K. Divieion of Emcrijency Preparedness Spp 13454 176 
24 X Fiche 50-000,82/05/11.8206070002 


— 8206090069 Provides imp 1 ementation statue of prompt nDtificatlon sys 
for fac lilt its, Eight licensees failed to meet 820201 
deadline 

DIRCK8, M J Office of the Executive Director for Operations 
82/03/04 PALLADINOrN Carrun i s sioners Ip, 13494 196, 24X 

Fiche: BO-OOOi 82/05/11, 8206090002 


— 8205060474 Forwards monthly status rept of licensee Implemintatlon of 
prompt notification eye. 

DIRCKB,M, J. Office of the Executive Director for Operations 
82/03/30 PALLAOINO, M J Coausi si 1 oners 2pp 13454*252 24X 

Fiche* SO-000, 62/09/11, 8206090002 


8206070083 Submlti arfdl Info to gupport propoted 10CFR50 94(p) chinge 
to physical security plan Info withheld Iref 10CFR2 7901, 

CAREY, J J Duquesne Light Co 82/09/21 VAROA, 8. A Operating 
Reactors Branch 1. 2pp. 13366:340 24X Flchs 90-834,82/09/21, 
8206070083 


8206220065 Forwards IE aafaguards Insp Rept 50-834/81-24 on 810917-21 
flo noncompl lanes noted Rept withheld (rtf 10CFR73. 211 
MARTIN, T.T Division of Engineering U Technical Programs 82/06/04 

CAREY, J J. Duquesne Light Co 2pp 13974:067 24X 

riche, 90-334, 82/06/04,8206220069 


0206220177 Confirmatory Action Ltr 82-18 confirming util actions listed 
in 820920 Ur re emergency public warning sys. 

CMITHtG. H. Division of Emergency Preparedness L aparational Bupport 
82/06/10, CAREY, vl J. Duquesne Light Cq Ip 13572.066 24X 

Fiche 90-334, 82/06 / 1 0, 8 206220 1 77 


P Operating license stage documents & correspondence 


8206290071 Addl response to FQIA request for eight categories of 
docunents Forwards documents listed in App A Documents 
listsd in App B availabls m PDR Confidential financial 
info deleted 

FELTON. JK Division of Rules and Records 82/05/12 MChURRAY,C/| 
Kirkpatrick, Lockhart, Hill, Christopher 8( Phillips 26pp 
13639 055 24X Fiche 50-000,82/05/12,9206280071 


—9103020313 Updates 801222 memo re decisions for degraded coollno 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Eianples of valve misoperation provided 
MEDEIROS. M 8 Reactor Systems Standards Branch 31/02/02 

ARLOTTOtO A Division of Engineering Standards 20pp 13630,102 

24X Fiche 50-000,02/09/12,8206280071 


9206040337 Forwards Class II llcsnit fee for Tech Spec Change Request 
73 dtd 920513 

SIEBERrJ D Duqussns Light Co 92/05/17 License Fee ManAgenent 
Branch 2pp 13354.037 24X Fiche 90-334,02/05/17,8206040337 


8206020544 Forwards amended Tach Spec Pages 3/4 l“19r3/4 l-20b tt 
B 3/4 t-3 reflecting change re Cycle 3 reload safety 
svalustion, per 920506 L 0223 ttrs Proposed Tech Specs 
required for entry into Mode 3 by 820604 

CAREY, J J Duquesne Light Co. 82/09/26 VAROA, 3 A Operating 
Reactors Branch I 7pp 13322 299. 24X Fiche. 50-334, 82/05/861 

8206020944 


— B206020547 Proposed Tech Spec Peges 3/42 1-19,3/4 l-20b tt D 3/4 1-3 t 
reactivity control sys 

* Duquesne Light Co 82/05/26 4pp 13322 306 24X 

Fiche 50-334,92/05/26,6206020544 


6206070249 Forwards Hestlnghouie 781027 Ur transmitting BAR foT* 
deletion of reactor trip following turbine trip baloui 90% 
power Review requeeted against NUREO-0737, I tem II K. 3 10 
concerns 

CAREY, J U. Duquesne Light Co 82/05/27 VARGA, 8 A Operating 
Reactors Branch i. 4pp. 13369 287 24X Fiche. 90-334. 82/09/27, 

8206070249 


-B206070254 "Deletion of Reactor Trip on Turbine Trip Below 50% Powir 
Hestlnghquie Electric Corp 02/09/27 30pp 
13369:291 24X Fiche 50-334, 62/05/27, 020 6070S4? 


r 7 »mFi«menxasion of Fech Spec Amend 49 re 

mechanical ti hydraulic snubbers, ef fee tlve 820330 
Riquirenenti cannot be iitplamcnted on existing spare parts 
rlISev*V’*. effective date Mfg date info required, 

CAREY, J J Duquesne Light Co. 82/05/28 VAROA,S. A Operating 
^ 13459-207, 24X Fiche. 90-334i 82/05/20, 


^ ® •tatlon batteries, 

request will be submitted under 
isperate cover per 10CFR170 22. 

VAROA, 3 A Operating 

0206100169 ^^ 13453:204. 24X Fiche* 50-334, 82/06/03, 


— 8206220184 Conflrtiti that all sirens in tO-mlle emergency planning lane 
are aperabit fc capable af providing alerting function in 
•vent of emergency _ _ ..... 

CAREY, JJ Duquesne Light Co 82/09/28 SMITH, G H Division of 
Emergency Preparedness l< Operational Support 3p 
24X Fiche 50-334,82/06/10,0206220177 


station batteries 

CAREY, J U Duquesne L'ioht Cn 


no/nA/ni 



DOCKETED ITEMS 


'•-8206100174 Propoaod Tech Specs 3 0 2 3.3/4 8 1 6 D 3/4 B-2 re limiting 
tondliions & surveillance requirements for station 
tatteri es 

* Duqueane Light Co 02/06/03 6pp 134S3 208 24X 

flche 50-334.82/06/03.8206100169 


0206170034 Foriuards check required for Class III license fee for B20603 
Tech Spec Change Request 71 

SIEBERrJ D Duquesne Light Co 02/06/03 License Foe Management 
Branch 2pp 13329 305 24X Flche 30-334.82/06/03.8206170034, 


6206150298 Provides status of listed NUREG-0737 items in response to 
Generic Ltr 82-10. "Post-TMI Requirements " 

CARET. J J Duquesne Light Co 02/06/08 EISENHUT.D 0 Divlsaon of 
Licensing 1 Ipp 13305 340 24X Flche 30-334. B2/O6/0e» 8206 150298 


6206090133 Generic Ltr 82-11 to all Ll^R reactor plant licensees it 
applicants re transmittal of NURE0-09i6 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o encl, 

eiBEMKLfTiD 0 Division of Licensing 82/06/09 HAU8PUR0. A 
Consolidated Edison Co of New York OHERTO.H Municipal Electric 
Co of Georgia HARRINGTON. A W Jacksonville Electric Authority 
i3pp 13537 349 84X Fiche 30-000.02/06/09.8206090133 


9S06170306 Foruards revised application to amend License DPR-66. 
changing Tech Spec Sections 3/4 1 3 l-6iB 3/4 1 3.3/4 10 2 «i 
3/4 10 4 re movable control assemblies 

CAREYrJ J. Duquesne Light Co 02/06/10 VAROAi S A Operating 
Reactors Branch I 2pp 13831 *267 24X Flche 50-334.02/06/10. 

6206170306 


--02O617O31O Application to amend License DPR-66. chang Ing Tech Spec 
Sections 3/4 1 3 1-6.0 3/4 I 3.3/4 10 2 & 3/4 10 4 re 
movable control assemblies 

CAREY. J.J Duquesne Light Co 82/06/10 2pp. 13531 269. 24X 

Fiche 80-334,82/06/10.0206170306 


— B206170315 Proposed revision to Tech Spec Sections 3/4. I, 3 1-6. 
B 3/4 1.3.3/4.10.2 Si 3/4 10 4 re movable control assemblies 
Safety evaluation encl 

• Duquesne Light Co. 82/06/10 I7pp 13331 271 24X 

Fiche 80-334.82/06/10.8206170306 


6506170100 Foruardi application for amend to License DPR-66. consisting 
of Proposed Change Request 66. revising Tech Specs 3/4 13 2 
6k 3/4.1 a 3 re movable control assemblies 

CAREY. J J Duquesne Light Co 82/06/11 VAROA. 8 A Operating 
Reactors Branch 1 2pp 13334 ISB 24X Fiche 50-334.02/06/11. 
6206170160 


--6206170101 Application for amend to License DPR-66r consisting of 
Proposed Change Request 66. revising Tech Specs 3/4 1 3. 2 
3/4 i 3 3 re movable control assemblies 

CARET. J.J Duquesne Light Co 02/06/11 2pp 13534 160 24X 

Fiche 80-334.82/06/11.8206170160 


— 6206170164 Proposed changes to Tech Specs 3/4 1, 3 2 li 3/4 1. 3 3 re 
movable control assemblies 

* Duquesne Light Co 82/06/U 4pp 13534.162 24X 

Flche’ 80-334. 02/06/11, 8206170160 


8206280676 Forwards Amend Si to License DPR-66, safety evaluation ti 
notice of issuance 6 availability Amend modifies Tech Specs 
on rod mlsal 1 gnment. core peaking factor limits it associated 
parameter s 

TAM.P.S Operating Reactors Branch 1 82/06/14 CAREY. J. J 

Duquesne Light Co 2pp. 13630’ 192 24X Flche 50-334.82/06/14. 

Q2062S0676 


— 0206200681 Amend 51 to License DPR-66, revls ing Tech Specs on rod 
misal Ignmentr core peaking factor limits U associated 
parameters. 

VAROA. 8 A Operating Reactors Branch 1. 02/06/14. 24pp. 

13630 194 24X Flche < 50-334. 82/06/ 14. 8206200676 


B2062306S5 Bifety evaluation supporting Amend 51 to License DPR-A6. 

* Office of Nuclear Reactor Regulation, Dlrectop B2/06/14. 9pp. 
13630 210 24X Flche. 50-334. 82/06/14. 8206260676 


— -6206200690 Notice of Issuance 6 availability of Amend 51 to License 
DPR-66 

VAROAffi. A, Operating Reactors Branch 1 82/06/14. 2pp 

13630 227 24X Fiche . 50-334. 82/06/ 14. 8206280676 


0206220471 Discusses Tech Spec Amend 51 re rod position indication sys. 
par 620616 discussion Approval of interim change to Tech 
Spec 3, 1 3 3 requested by 820621 

CAREY. JJ. Duquesne Light Go 82/06/16 S/AROA. 9 A Operating 
Reactors Branch 1. 2pp, 13501; 019 24X Fiche 50-334.82/06/16. 

8206220471. 


— 8206220476 Proposed Tech Spec 313 3, deferring monitoring of analog 
to demand position accuracy until operating temp attained 
a Duquesne Light Co 82/06/16 Ip 13581 021 24X 

Fiche 50-334,82/06/16.6206220471 


Q Inspection reports. IE Bulletins 8. correspondence 


6201200183 Ack receipt of B20106 response to Immediate Action Ltr 01-14 
re actions to prevent recurrent losses of RHR sys flow when 
RC8 Is drained below range of pressurixer level indication 
Proposed mods acceptable 

STAROSTECKl.R Division of Resident t. Project Inspection 02/01/08 
CAREYrJ J Duquesne Light Co 2pp 11620 114 24X 

Fiche 50-334.82/01/08,8201200153 


8306150016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace In 
plume pathway around nuclear reactor sites In JS Forwards 
documents listed in App A 

FELTON. J.M Division of Rules and Records 82/04/21 MADE. J 
Public Interest Research Group. New York 7pp 13324 010 24X 

Fiche 30-000. 82/04/21, 0206150016 


— 8206130006 Requests recansldqred of denial of util 0SO1S1 request for 
extension of deadline for Implementing prompt notification 
sys 6 rescission of 020212 notice of violation. 

CAREY. J J Duquesne Light Co 02/03/10 NRC - No Detailed 
Affiliation Given 9pp. 13525: 160 24X Fiche 30-000.82/04/21. 

6206150016 


0206030267 Forwards IE ln*p Rept 50-334/82-09 on 820405-09 No 
noncompliance noted 

MARTIN. T. T Division of Engineering Technical Programs. 82/05/12. 

CAREY, J J Duquesne Light Co 2pp 13337 127 24X 

Fiche 50-334. 82/03/12, 8206030267 


— 8206030270 IE Insp Rept 50-334/82-09 on 820405-09 No none ompl lafice 
noted Major areas Inspected: Cycle 2 startup testing proposed 
Cycle a startup testing h Cycle 3 reload evaluation rapt. 

CHUNQ.J W , TROBKOSKI.W H . BETTENHAUSEN. L Region 1, Office of 
Director 62/04/27. 6pp 13337 12? 24X Flche* 50-334. 82/05/12. 

8206030267 


G2O2O40147 IE Info Notice 02-15. "Notification of NRG." 8vc list encl 
OEVOUNO. R, C. Director'* Office. Office of Inspection and 

Enforcement 62/05/28 I07pp 13426 095. 24X 

Flche 80-000. 82/03/28. 8202040147 


8204210378 IE Info Notice 62-16, "HPCI/RCIC High Steam Flow Setpoints " 
5vc list end 

JORDAN. E L Division of Engineering it Quality Assurance, 82/05/20 
103pp 13440>264. 24X F Iche ‘ 50-000. 82/05/28. 8204210378 


8206070308 Ack receipt of 820430 it 0506 Itrs informing NRG of steps 
taken to correct violations noted In IE Health Physics 
Appraisal Rept 50-334/81-05. 8h i ft supervisor now responsible 
for oversight of gaseous radwaste sys operations, 

MARTIN, T T. Division of Engineering it Technical Programs 02/05/28 

CAREY. J J Duquesne Light Co 2pp 13363 288 24X 

Flche’ 50-334, 02/05/20. 6206070308 


— 8206070312 Advises that anticipated date for purchase of state-of-the- 
art phantom, procedure revls ions, training it QC test program 
Implementation is 630331 

CAREY. J J Duquesne Light Co 82/05/06. MAYNEB. R G Region 1. 
Office of Director Ip. 13363.290. 24X Fiche 50-334.02/05/20. 

0206070308 


— 6206070319 Suppls response to NRC 820329 ltr re violations notvd 
in IE Haalth Physics Appraisal Rept 50-334/81-05. Corrective 
actif)n*:Radcon manual is being revised to incorporate 
changes to air sampling program 

CAREYrJ. J Duquesne Light Co 02/04/30 HAYNES. R.C. Region 1, 
Office of Director 12pp. 13363 291 24X Flche- 30-334. 82/05/20. 

8206070308 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8ve list encl 

DEYOUNOiR. C. Director's Office. Office of tnepection and 
Enforcement 82/06/02 iOSpp 13527- 150 24X 

Fiche 50-000, 82/06/02, 8204210360 


6206220438 Forwards IE Insp Rept 50-334/82-12 on 020510-14. No 
nencomp 1 lance noted 

MARTIN, T T, Division of Engineering L Technical Program*. 82/06/03 
CAREY, J 0. Duquesne Light Co. 2pp 13576:175 24X 

Flche- 50-334. 02/06/03. 0206220450 
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B206220465 IE mip Bept 50-33</'e2-13 on ea051(>--l4 No noncontp I lance 

noted Major araai tn»p«ctail recelp t» «tiore9e & handling 
of «af«tg-r t leted matls It «>q^utpmant audit* 

EAPEMiP K Region 1* Office of Director EHAUB.E T , CAPMTONiD i_ 
Olvleion of Enfllneerlnj & Technical Program* 03/06/03 9pp 
13376 177 24X F 1 che- 30'334, 03/06/03. 6306320498 


8306110106 Ac k receipt of 820419 Itr InfoTming IffiC of fteps taken to 
correct violation* noted In IE Itiep Rapt 50-334/82-03 
MARTINET,! Olvislon of Engineering it Technic*! Programs 82/06/04 
CAREYi J J Difituaine Light Co Ip 13469,337 24X 

Fichs 50-334.82/06/04,0306110106 


— 0206110111 Hetponds to NRC 020333 Itr re violations noted in IE Insp 
Ripb 50-334/92-03 Corrective act ions* MJREO-0737 mods being 
rtvieu'ed to examine applicable design retiulTejnents for each 
deilgr change 6 to identify projected schedule status 
CAREYf vl J Duqutsne Light Co 82/04/19 MARTIN,! T Division of 
Engineering k Technical Prograres. 4pp. 13469 350 24X 

F 1 Ch B ; 30-334# 02/06/04 j 8 2061 1 0 106 


8206220065 Foruard* IE Safeguards Insp Rept 30-334/81-24 on 81D817-2J 
Mo noncoaip 1 lance noted Rept withheld (ref 10CFR73 21) 

MARTIN# T r Division of Engineering k Technical Programs 02/06/04 

CAREY# J aJ OuquesTve Light Co Spp I3S74 067 24X 

F( C h e 90-334# 82/06/04# 820622006 5 


8206220261 Foruartf* 3E Imp Rept 30-334/02-11 on 020904-06 k 10-13 No 
noncompl lance noted, 

MARTIN# T T Division of Engineering k Technical Programs 82/06/04 

CAREVi J J Duquesne Light Co 2pp 13371 006 24X 

Fiche 30-334# 82/06/04# 02O6S2O261 


— 8206220266 IE I nip Rept 30-334/82-11 en 020 504-06 k 10-13 No 
noncomp 1 lance noted Haj-or areas Inspected LERs# plant mod# 
containment penetration lealrage testing program k 
co-ntaininent integrated leahae rate test 

R£KITO#lf A # 8ETTENHAU8EN Division of Engineering & Technical 
Prograas 82/06/03. lOpp 13371:088, 24X Fl che* 30-334. 02/06/04. 

0206220261 


8206150127 Ac k receipt of 02O4L9 Itr informing NRC «f steps taken to 
correct violations noted in IE Imp Repts 30-334/02-02 & 

50-334/02-09 Leek test procedure rategorlxed as unresolved 
Item pending further clarification of Tech Gpecs 

MARTIN# T T. Division of Engineering 6 Technical Prograns. 02/06/00 
CAREY# Ouquasne Light Co Ip 13904:320 24X 

F 1 C h • ‘ 50-334# 82/06/00# 8206 190127, 


— 8206190130 Responds to NRC Ur re violations noted In IE Imp Rept 
50-334/62-02, Exist Ing leak rate test procedure adequately 
conservative to meet Intent of Tech Specs, 

CAREYiJ.aJ Duqueent Light Co. 02/04/19 KAVNE8, R C Region 1. 
Office of Director. 3pp. 13304 329. 24X Fiche: 50-334# B2/06/O9# 
8206190127 


8204210303 IE Info Notice 82-17# •'Dverpr essuri lation ef RC8 ** 8vc list 
end 

vKlRDAYf# E. L Division of Engineering 8# Ovality Assurance 82/06/11 
1 06pp 13673 r258 24X Fiche* 30-000# 02/06/ 1 1 . 82042 10303, 


8204210384 IE Info Notice 82-18# “Assessment of Intakes of Radioactive 
Matl by Norktrs. ** Sve list end. 

DCYDUNOi R, C, Director's Office* Office of Inspection and 
Enforcement 82/06/11 120pp. 13673, 189. 24X 

F l c h e J 50-000# 82/06/ 1 1 . 8204210384 


8206210082 Acb receipt of 820430 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-334/82-01 
8TAR08TECKI# R Division of Project t# Rtsident Programs 82/06/11 
CAREY.nI.J, Duquesne Light Co. ip. |3959 175 24X 

Fiche: 90-334# 82/06/11*0206210002 


— B206210087 RttpoOds to NftC 820401 Ur re vlolatlqni noted In IE Ifisp 
Rept 90-334/82-01 Corrective actions: penetration fire 
barrier repacked I# plane made for personnel Indoctrination 
by 620623. 

CAREY# 0 J. Duquesne Light Co. 82/04/30 ETAROSTECKI# R Oivlslot* 
of Project k Resident Frogrene 14pp. 13539 177- 24X 

Fiche: 30-33 4# 82/ 06/11. 02062 1 0002. 


0206290425 Act receipt of 02060? Itr informing NRC of steps taken to 
correct vlolatians noted In lE Imp Rept 50-334/82-08. 

BTAR08TECK1# R Division of Project ti Resident Programs. 62/06/23 
CARCY#J. J. Duquesne Light Co ip. 13634' 161 24X 

Flche*30-334# 82/06/23# 8206290429 


—8206290433 Responds to NftC 020511 Itr re violations noted in lE Itiif 
Rept 50-334/82-08 Corrective actions shift technical 
advisors assigned to check operating surveillance test 
schedule to assure items started ^ completed as scheduled 
CAREY, J J Duquesne Light Co 82/06/09 5TAR08TECKI, R Region 
I# Office of Director Spp 13634 162 24X Fiche 50-334. 

02/06/23, B206290425 


R Periodic operating reports & related correspondenc a 


0206010263 Forwards monthly operating rept for Apr 1902 S# revised 
monthlg operating repts for Feb St Mar 1902 

CAREY# J.J Duquesne Light Co 02/03/06 Office of Management and 
Program Analysis 3pp 13307 132 24X Fiche 30-334# 02/0 J/06, 

8206010263 


— 0206010266 Monthly operating rept for Apr 1902 

UEAYERU W Duquesne Light Co 02/05/12, ip 13307,153. 24X 

Fiche 30-334# 82/05/06# 8206010263 


— 8206010271 Revised monthly operating rept for Mar 1932 

NEAYERU Duquesne Light Co 82/04/02 Ip 13307 156 24X 

Fiche: 50-334# 02/05/06# 8206010263 


— 9206010274 Revised monthly operating rept fpr Feb 19B2. 

WEAVER* L U Duquesne Light Co. 92/03/05 Ip 13307 157 24X 

Fiche 30-334# 82/03/06# B20601 0263, 


8206000311 Foruards NPDE8 discharge monitoring rept for Apr 1982 
FEITKNECHr#C Duquesne Light Co 02/03/31 R£1D#R W Operating 
Reactors Branch 4 3pp 13420 017. 24X Fiche 30-334,02/05/31. 

0206000311 


— 8206080313 NPDE8 discharge monitoring rept for Apr 1982 
e Duquesne Light Co 02/03/20, I3pp 13420 020 24X 

Fiche. 50-334# 82/03/31# 8206000311 


G2061301SB Forwards monthly operating rept for May 1982. 

CAREYf %f J Duquesne Light Co 82/06/00 Office of Management and 
Program Analysis Ip 13504323 24X FI c he* 90-334# 82/06/00 . 

0206130120 


—8206150132 Monthly operating rept for Hay 1982 

WEAVER, LW Duquesna Light Co 02/06/10 4pp 13504 324 2411 

Fiche 30-334# 62/06/00# 0206130120 


8 Reporteble occurrences# LERt t# related correspondence 


8203100223 Forwards updated LER Bi-Old/OlX-l 

MlLLIAMa#HP Duquesne Light Co 02/04/28 HAYNESj R C, Region li 
Office of Director 2pp 13012 040 24X Fiche 50-334# 82/04/20. 

0203100225 


—8205100220 Updated LER 8i-0l4/01X-l’ on BI022l#RCS leak initially 
calculated at 0 3 gpm discovered due to leak at weld inhere 
RC-Jl valve nipple penetrates RC8 boundary Held failure 
caused by corrosion fatigue mechanism Repairs made 
LACEY# H 8 Duquesne Light Co 82/04/28 Region 1# Office of 
Director 2pp 13012' 042 24X Fiche* 90-334# 02/04/20# 9203100225 


9206080334 Forwards LER B2-016/03L-0 

MILLIAMS.HP. Duquesne Light Co 02/03/25 HAYNES# R. C. Heslonl. 
Office of Director. 2pp 13419 001. 24X Fiche- 50-334* 82/09/29# 

8206000354 


—8206000358 LER e2-0t6/O3L-O: on 820427# turbine auto stop oil pressuve 
switch# Pfi-Ta63-9AaTi found Inuperahle 5ttrlp setpoints for 
F8-TB63'-4A5T k 6A0T found out of spec Caused by lug biocklAg 
trip mechanism 1# instrument drift# respectively, 

LACEY# H B Duquesne Light Co, 82/05/25 Region 1* Office of 
Director 2pp. 13419*003. 24X Fiche. 50-334# 02/03/23# 8206080351 


0206110276 LER 82-Oi4/OlP* on 820601, while performing last stag* of 
records update analysis required by IE Bulletin 79-14# 9&W 
Identified poituleted overstress condition within structural 
support framework for excess letdown heat e xchanger# OH-E-4. 

WILLIAMS, HP Duquesne Light Go. 92/06/02 HAYNES# R C Replan I. 
Office of Director. 8pp 13466.146 24X Fiche 50-334,82/06/02* 

0206110276, 


0206150112 LER 02-O17/O1P. on 02O52B# small void originating appro* (-l/k 
Inch belaw outer containment wall found while mounting 
conduit for security alarm at newly installed emergency 
escape hatch Causa not stated Integrity not violated 
WILLIAMS* H P. Duquesne Light Co, 02/06/03 HAYNES# R C, Region!# 
Office of Director, 2pp. 13S04 340 24X Fiche* 30-334, 82/06/03. 

8206130112 



DOCKETED ITEMS 


221 


0306280248 Fprwar4fi LER 83-017/011-0 

WILUIAMB^H P Duquesnc Light Co 03/06/07 HAyWES. R C Rogion 1, 
Of Flee dF OlrectPr 2pp 13624 136 34X Flch» 30-334 < 03/06 /09< 

0306200248 


— 8206200237 LER 82-017/017-0 on O2O920» amal 1 void In outer containment 
uA 1 1 d iecover edi located uiithln concrete reinforced ring 
around equipment hatch Containment Integrity not affected 
Cauee unknown Procedure to repair void provided 

LACEYi U 5 Duqueene Light Co 82/06/iO Rogion l» Office of 
Director 2p p 13634 138 24X Fiche 30-334.02/06/07.8206280248 


B206230107 Forward e LER a2-Ol0/O3L-O 

WILLIAMS. H P Duqueeno Light Co 02/06/11 HAYNES. R C Region 1, 
Office of Director 2pp 13509 106 34X Fiche SO-334. 02/06/11 . 

0206230107 


— 0206230111 LER B2-01B/03L-0 on B20512. RhR pump RH-P-IB failed to start 
Caused by Interruption of RHR flow, due to procedural 6 
personnel errors Circuit breaker racking mechanism problem 
delayed restoring flow Procedure revised 6 operator trained 
LACEY. H S Duquesne Light Co 82/06/11 Region 1. Office of 
Director 2pp 13S89 100 a4X Flrhc 30-334. 62/06/1 1. 0206330107 


0206280332 Foruards LER 82-017/03L-0 

WILLIAMS. H P Duquesne Light Co 02/06/11 HAYNES. R C Region 1. 
Office of Director 2pp 13634 086 24X Fiche 90-334. 83/06/ U. 

0206200332 


— 0206200334 LER B2-017/03L-0 an 030521. pin hole leak discovorod in 
expansion joint on river uater discharge of recirculation 
epray heat exchanger ID Cause under investigation Expansion 
joint replaced 

LACEY, y 8 Duquesne Light Co 02/06/li Region 1. Office of 
Di roc tor 2pp 13624 080 34X Fiche 90-334,02/06/11,8206280332 


B206230aaa Forwards LER 02-014/01 T-0 

WrULlANS. H P Duquesne Light Co 08/06/14 HAYNES, R C. Region 1, 
Office of Director 2pp 13586 009 24X Fiche 90-334,82/06/14, 

0206230228 


— B2D6230229 LER 82-014/OIT-0 on 820601 , during records update per IE 
Bulletin 79-14, postulated overstress condition Identified 
on structural support beam for excess letdown heat exchanger 
CK-E-4 Caused by design deficiency Drace installed 
LACEY. H 8 Duquesne Light Co. 02/06/14 Region 1, Office of 
Director Spp 13306 011 34X Fiche 50-334,82/06/14.8206230220 
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F Security, medical, emergency h fire protection plans 


B20615Q016 Responds to FOIA request for documents re siren eye 
installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in US Forwards 
documants listed in App A 

FELTON, J M Division of Rules and Records 82/04/21 WADE. J 
Public Interest Research Group, New York 7pp 13324.010 24X 

F i C h e . SO-OOOr 02/04/21,0206150016 


32060-900D2 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification syi. Forwards documents listed in App A 
Documents also available in PDR 

FELTONf J. M Division of Rules and Records 02/09/11 REYNOLDS, N 0 
Debevoise 8, Liberman 3pp. 13454:003 24X Fiche. 50-000. 02/05/11, 

6206090002 


— 6306090089 Forwards RE Trojanouski 830122 memo to JP Stohr re State of 
FL St licensee emergency planning Full field exercise 
scheduled for 020210-13 

aTOHR,-J P. Emergency Preparedness 8< Program Support Branch 
62/01/25 ORIKES, B K Division of Emergency Preparedness, 2pp 
13454 158. pax Fiche 50-000,02/05/11,0206090002. 


— 6206090090 Discusses status of emergency planning in State of FL re 
St Lucie facilities County dace not wish to participate in 
exercise scheduled for 820210 

TROJANOWSK I r R, Division of Engineering 8. Technical Inspection. 
83/01/22 8TQHR. J. P Emergency Preparedness ^ Program Support 
Branch 4pp. 13454 160. 24X Fiche 50-000,02/05/11.0206090002. 


— 8203110473 Submits update of current assessment of licensees ability 
to Implement prompt notification sys by B20301 deadline 
Thirteen licensees may not meet deadline, 

DIRCKS. W 0 Office of the Executive Director for Operations 
62/01/26 Comniieianers. Spp 13454*164. 24X 

Fiche 50-000, 03/05/11 1 0206090002 


— 820609000? Forwards first monthly rept re status of prompt notification 
sys implementation at facilities Meteorological programs, 
emergency response facilities b research reactors nerd addi 
mgt attention 6 clarification 

D*REILLY. J P Region 2, Atlanta. Office of the Director 
iQl/03/01) 01/01/00 DEYQUNO, P C Director's Offlcs, Office of 

Inspection and Enforcement 4pp 13454 1 67 24X 

Fiche 50-000,82/05/11.8206090002 


—0203110481 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER. 0 S Division of Technical Inspection 02/01/05 
ORlhES, B K Division of Emergency Preparedness Bpp 13454 176 
24X Fiche 50-000.82/09/11,0306090002 


— 820609D133 Responds to 020203 request for info re deficiencies 
Identified In Initial testing of prompt notification sys 
Facility test info end 

BTQHR,%> P Division of Emergency Preparedness fe Operational 
Support 82/02/04 GRIMES. 0 K Division of Emergoncy 

Preparedness. 9pp 13454 239, 24X Fiche 50-000,82/05/11. 

8206090002 


0206070473 Forwards Region 2 incident response plan dtd Mar 1932. Plan 
Issued as Soppl 2 to NUREO~0845. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
STOHR, J P Division of Emergency Preparedness L Operational Support 
62/05/12 UHRIO. R E Florida Power «« Light Co Ip 13374 384 
24X Flchw 50-000.02/09/12.0206070473 


9206100342 Discusses 020510 meeting re App R fire protection submittal 
dates Util attempting to provide Unit 1 App R fire 
protection submittal before 020701 to provide addl review 
time prior to in of industry submittals on 820701 
VESSELY. J £ Florida Power it Light Co 02/06/04 EI8ENHUT. D 0 
Division of Licensing Ip 13490 306 24X Fiche 50-000. 82/06/04, 

8206100342 


8206170232 Advises that NRC review of security plan, Revision 5. 
Indicates need for further revlsisns Response within 45 days 
after receipt of Itr requested End withheld 
(ref 10CFR73 211 

HIRAOLIA.F J Licensing Branch 3 82/06/16 UHRIO, R E Florida 

Power U Light Co Ip 13935- 186 24X Fiche 50-335,02/06/16, 

0206170232 


vl Insurance S( Indemnity information 


8206110243 Forwards Endnrsements 43 b 34 to ANl Policy NF-227 MAELU 
Policy MF-8S, respectively 

FIELDER, J Marsh b McLennan, Inc , 11 & M Nuclear Consultants, Inc 
Dlv. 82/06/07 8ALTZMAN.U Assistant Director for State 8t Licensee 
Relations 3pp 13466.279 24X Fiche 50-339.82/06/07,8206110243 


P Operating license stage documents U correspondence 


8206080002 Forwards Amend 50 to License DPR-67.E1A L notice of issuance 
it availabil ity, Amend deletes all water quality requirements 
it allows termination of sea turtles program 

NELSON, C G Operating Reactors Branch 3 02/05/21 UHRIO. R C. 

Florida Power h Light Co 5pp 13441:094 24X 

Fiche 50-339.82/09/21,8206000002 


— 8206000003 Amend 50 to License DPR-67, delet ing water quality 
requirements S« terminating endangered sea turtle program 
CLARK, R A Operating Reactors Branch 3 02/09/21 27pp 

13441 099 24X Fiche. 90-339. 02/09/21,8206000002 


— 8206000004 El A supporting Atnend 50 to License DPR-67 

» Office of Nuclear Reactor Regulation. Director. 02/05/21, Bpp 
13441 086 24X Fiche 50-335,02/03/21,0206080002. 


— 0206000011 Notice of Issuance b availability of Amend 90 to License 
DPR-A7. 

e Operating Reactors Branch 3 82/05/21 2pp 13441.091. 24X 

Flcha* 50-339. 02/05/21 , 8206080002 


8206010211 Informs of delay in analysis of seised rotor b loss of all 
nonemergency power events Complexity of task dictated that 
analysis be subcontracted New submittal date of 020831 
anticipated 

UHRlOfR E Florida Power it Light Co 82/05/24. EI8ENHUT, D. 0. 
Division of Licensing. Ip 13307 150. 24X Fiche; 50-335. 02/05/24, 

8206010211 


8206010273 Forwards response to 820419 request for addl info re 
operating time curves for undervoltagi relays for 4,160-volt 
6 400-volt sys it Class IE equipment protection 
UHRIO, R E Florida Power b Light Co 02/05/24, CLARK, R. A, 
Operating Reactors Branch 3 9pp. 13307.118 24X 

Fiche* 90-335. 82/05/24. 0206010273 
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B2060203S4 Advliftft th3.t proposed Tech Spec annerd did 770519 haa been 
withdrawn Appropriate eecondarij water Units are eentrolled 
bt| KRC approved progratn 

UHRlOrR E Florida Pouer & Light Co a2/09/2£i ElSENHUfi D 0 
Office of Nuclear Reactor Regulatlonr Director Jp 133B2 290 SdX 
Fiche 50-333, 02/03/26, B206O2O314 


—8204,220311 IE IhSp Repts 50-335/82-16 & 5O-309/Q2-1B on 020^26-30 Ho 
noncompliancB noted Major areas Inspected QA program design 
control procurement* const of faciUtg & Interviews w/ 
p er sonnel 

l/RlQHTrR U I DEBDAOE, A O i MERRIWEATHER, N Division of Project I, 
Resident Programs 82/05/20 15pp 13571 050 agx 
Fiche 50-335*02/05/28,0206220304 


B20&Q2034B Faruards addl Info to substantiate otil UK3 Tech Spec 
requestj m response to NRC 620504 Itr 

UHRI0*R,€ Florida Power tk Light Co B2/05/26 CLARK, R A 
Operating Reactors Branch 3 32p p 13321 304 24X 

FI c ha 30-333, 02/05/26, 9206020346 


9206030201 Advises that responses to Oerieric Utr 62-, u, rosc-TMl 
Reg^uirements, " will ba submitted bg 620702. 

UHRIO, R E Florida Power «< Light Co B2/03/27, ElBEfJRllT, 0 0 
Division of Licensing Ip 13337 311 24S{ Fiche 50-335,62/05/27, 

8206030201. 


B206Q8019B Cone ur < w/revlsed position on startup flux channel boron 
dilution alarm per NfiC 820436 Itr Alarm will not be 
Insta 1 Led 

UHRIOiR E Florida Power L Light Co 62/06/01 CLARK, R A 
Operaiting Reactors Branch 3 Ip ia420'22B a4X 
FUhr* 50*335, 92/06/01, 6206000198 


82044210300 IE Bulletin 62-02, ''Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PUR Plants *' 

Sve list end 

DEYQUNO, ft C Director's Office, Office of Inspection and 

Enforcement S2/06/0S lOBpp 13527 ISO 24x 

FiCho 50*000,02/06/02,0204210380 


B204ai03B3 IE Info Notice 82-17, ‘'Ovorpressur i lation of RC9 8vt list 
end 

JORDAN, E L Division of Engineering 8< Quality Assurance 02/06/jj 
I06pp 13675 250 24X Fiche 50-000,82/06/11,8204210363 


6204210364 IE Info Notice 02-lB, "Assessment of Intakes of Rad i oat live 
Kfttl by Workers " Sve list end 

DEYDUNO,ft C Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp 13679 189 24X 

Fiche 5 0-000, 82/06/ 1 1 , 020 42 1 030 4 


8206140164 Forwards responses to Questions 2-5 re ovarpressure 
mitigating sys,peT 820412 request Testing procedures 
verifying operability will be developed by 620301 Response 
to Question 1 will be pTovided by 820716 

LfHRlOrR E Florida Powsr & Light Co 02/06/07 CLARK, R A 
Operating Reactors Branch 3 3pp 13484 IBS 24)( 

Fiche 50-335. 82/06/07, 8206 140164. 


fi Periodic operating reports It related correspondence 


8206010291 Forwards monthly operating repts for Apr 1982 

WILLIAMS, J M Florida Power |« Light Co 02/05/14 Office of 
Management and Program Analysis Ip 13301 072 24 X 

Fiche 50*000, 02/05/14, 0206010291 


-"0206140176 Corrected Tech Spec Pago 3/4 4-59 re power operated relief 
valves 

« Florida Power l< Light Co 70/04/13 Ip 13434 109 24X 

Fiche 50-33 5, 62/06/07, 020 61 40 1 64 


8206090153 Generic Ltr 82-11 to all LWR reactor plant licensees (< 
abppllcants re transmittal of NUREG-0916 relative to 
restart of RE Glnna.Rept documents findings re cause of 
event. M/o enc i 

EI0ENHUT, D 0 Division of LlL«nslng 83/06/09 HAUSPURQ. A 
Consolidated Edison Co of New York MATREWSrG R Wisconsin Public 
Service Corp 13pp 13537.349 24X Fiche 50-000,02/06/09, 

8306090153 


0206230079 Forwards Revision S to Topical OA Rept FPL-NQA-100< "DA 
Manual " Revision includes latest organization changes 
submitted on B1092B k new reg guide k ANSI std commitments 
requested k approved in facility SER 

UHRIO, R E Florida Power & Light Co 62/06/16 HAASS, H P Ouallty 
Assurance Branch. Ip 13969 244 34X Fiche 50-000,62/06/16, 

8206S30079 


—0206230083 "QA Manual " 

HiiDIfiaRD, J J Florida Power & Light Co. FFL-NQA-100 R05 
82/05/07 125 pp 13589 245 24X FUha 90-000,02/06/16, 
0206230079 


— 0206010296 Monthly operating repts for Apr 1982 

PACE, P L Florida Power k Light Co 02/05/14 llpp 13301 0/3 
24 X Fiche 50-000,82/05/14,0206010291 


8206090-004 Forwards summary operating repts for Apr 1902 W/o Turkey 
Point 2 rept 

UILLIAH8, J W Florida Power I, Light Co 82/05/14 Hanagenrnl 
Information Branch 3pp 13435 307 24X Fiche 50 "000, 82/05/ t 4, 
0306090004 


S Reportable occurrences, LERs It related correspondence 


8206010400 Forwards LER 82-014/03L-0. 

MILLIAM9, J W Florida Power k Light Co 88/09/19 Q'ftEtLLV,JP 
Region 3, Office of Director Ip 13313 259 S4X 
Fiche 50-335,82/05/19,0206010408 


— 0SO6O1O412 LER 82-014/03L-0 on 820484, during power oper atlon< ItCO 
leakage exceeded limit of 10 gpm Caused by failed body to 
bonnet gasket on V-1237 pressurlier mini-spray valve Valve 
Isolated to stop leakage Gasket replaced, 

PACE,P L Florida Power It Light Go 82/09/19. Region 8, Olfltr 
of 0-1 rector ip 13313 260. 24 X Fiche SO-'SGDy 83/'0-5/l9/ 

8206010400 


0 ' Inipectiun reports, IE Bulletins It correspondence 


B206820576 Forwards IE Insp Rept 50-335/02-14 on 820419-23 No 
nonco-npliance noted, 

DANCE, H C. Division of Project Is Resident frogrami 83/09/24 
l/HRIG, R e Florid* Power b Light Co 2pp 13902 106 24X 

Fiche. 50-339, 82/05/24, 6206220976 


—0206220981 IE Insp Rept 90-339/S2-14 on 020 419-22 Ht> noticompUance 
noted. Major areas Inspected- QC It confirmatory measurements 
including review of lab ac program, chemi s try & 
ratTlochemli try procedures It airhoTue effluent samellfig. 

EVANSfC D 4 MONTOOMERV, D M Division of Project It Resident 

02/03/20 9pp 139B2 198 24X Fiche 50-335,82/05/34, 

G20o250576 


8S02040147 IE Info Notice 02-19, “Not i fleet 1 an of NRC “ Sve 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 82/0g/28. 107pp. 13426 095 S4X 

FI Che: 50-000, 02/05/26,6202040147 


list e nc 1 


6204210379 IE Info Notice 02-16, “HFCI/RCIC High Steam Flow 
8vc list encl 

JORDAN, E L Division of Engineering Ic Quality Assurance 
lQ3pp 13440’ 264, 24 X Fiche 90-000,62/09/26.0204210370. 


Setpoints " 
02 /05/28. 


0206010436 Forwards LER 02-01 5/03L-0. 

WILLI AMS, J. W. Florida Power It Light Co 02/05/19 O'REILLY, J P. 
Region 2, Office of Director Ip 13314.292 a4X 
Fiche 90-33S, 02/05/19, 0206010436 


'82060L044B LER 02— Ot9/03L“0 on 620423, during normal full power 
operation, radiation channel HD failed routine surveillance 
Caused by failure of action-PAK Model 4300-159 E to I 
converter Instrument repaired 

PACE,P L Florida Power k Light Co 02/05/19 Region 2, QMIce 
of Director Ip 13314 293 24X Fiche 90-339, 62/05/ 1 9y 

BZ060 10436 


8206070120 Forwards LER 82-016/03L-0 

IflLLlAMS, J M. Florida Power It Light Co 02/09/24 □ 'REILLY* J P 

Region 2, Office of Director ip 13368 331. 24X 

Fiche; 90-339, 02/09/24, 0206070120 


'0206070127 LER 02-O16/O3L-O on 820422, low level radioactive resin 
disposed of in landfill. Matl Involved t, 0 mCI cesium 
Landfill is within owner controlled area Caused by failure 
to test sample until after disposal 

PACE, P L Florida Power It Light Co 62/09/24. Region 2* Office 
of Director 3pp 13368 332, 24X Fiche . 50-339, 82/05/24* 

8206070120 


8206i 10246 Forwards LER 02-O10/O3L-O 

WILLIAMS.J H Florida Power It Light Co. 02/05/28 O'REJLLV, J P 
Region 2, Office of Director Ip 13466:136. 24X 

Fiche. 50-335, 82/05/38, 8206 U024 6. 
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— 8206110267 LER B2''0 J g/03L-0 on 020303. reactor protection sye steam 
generator level channel bypassed during pouier operation due 
to erroneous Indication pf high level on channel C Caused by 
instrument root isolation valve packing leak Valve repacked 
PACEfP L Florida Pouer S< Light Co 82/03/28 Region 5i Office 
of Directar Ip 134AA 137 a4X Flcbe 30-333,62/03/28. 

8206110246 


8206110277 Forwards LER 0a-Ol7/OaL-O 

UILLIAHS. JN Florida Power & Light Co 82/03/28 O'RFILLY.JP 
Region 2, Office of Director Ip 13466 219 24X 

Fiche 50-335.82/05/20,8206110277 


—8206110387 LER 02-O17/O3L-O on 820506, dose equivalent 1-131 exceeded 
Tech 8pec limit Caused by 133 days of continuous power 
operation Limit exceeded for 2Q-h. 19 minutes 

PACE, P L Florida Power 8< Light Co 62/05/28 Region 2, Office 

of Clrector 4pp 13466 220 24X Fiche SO-aOS, 02/03/201 

8206110277 


8206110302 Forwards updated LER a2-0l3/03X-'l 

WILLIAKS. J H Florida Power & Light Co 82/06/04 D'REILLV.J P 
Region 2. Office of Director Ip 13466 228 24X 

Fiche 50-333, 82/06/04, 02061 10302 


—B2061 10306 LER 82-013/03X-1 on 820322, during monthly surveillance 
containment radiation channel Nc trip setpoint exceeded Tech 
Spec limits Caused by defective trim potentiometer 
Potentiometer replaced Setpoint adjusted 

PACe^, P L Florida Power 6 Light Co 02/06/04 Region 2, Office 
of Director 2pp 13466 229 24X Fiche 50-333,02/06/04, 

82061 10302 


0206220365 Forwards LER 02-02 1/03L-0 

WILLIAMS, J M Florida Pouer Sc Light Co 02/06/14 0^REILL.V,J P 
Region 2, Office of Director Ip 13582 036 24X 

Fiche 50-335,02/06/14,8206220365 


—8206220378 LER 82-021 /03L-0- on 020514, insp on small bore piping 
mechanical snubbers found three snubbers failed Cause not 
determined Snubbers replaced 

PACE,P,L Florida Power 8i Light Co 82/06/14 Region S, Office 
of Director Ip 133 8 2 037 24X Fiche 50-335,82/06/14, 

8206220363 


8206240148 Forwards LER e2-019/0SL-0 

WILLIAMS^ J W Florida Power ti Light Co 02/06/18 O^REILLY, J P 
Region 2, Office of Director ip 13399 345 24X 

Fiche 50-335,82/06/10,0206240148 


— 8206240150 LER 82-D19/03L-0 on 820527, shiel d bldg door open w/hoses it 
electrical leads passing through Door left open for 19 5-h 
btf backflt const personnel Hoses removed, door shut it 
personnel rebriefed to maintain integrity 

PACE.P L Florida Power it Light Co 02/06/10 Region 2, Office 
of Director Ip 13599-346 24X Fiche 50-335,02/06/18, 

0206240140 


DOCKET 50-336 MILLSTONE NUCLEAR POWER 0 TAT ION, UNIT 2 


F Security, medical, emergency 8, fire protection plans 


8206150016 Responds to FOIA request for documents re siren sys 
installed to provide early notification to populace In 
plume pathj^ay around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON, J H Division of Rules and Records. 02/04/21. WADE, J 
Public Interest Research Group, New York 7pp 13524 010 24X 

Fiche 50-000,82/04/21.0206150016 


— 9201200541 Petitions for limited exemption from Section IV D 3 of App E 
to 10CFR50i requiring installation of prompt notification sys 
by 820201 8ys will be instated by 820001 

CDUhlSIL.W. 0 Connecticut Yankee Atomic Power Co 82/01/10 
D1RCK8, W J Office of the Executive Director for Operations 
llpp 13524-000 24X Fiche' 50-000, 82/04/21, 0206150016 


—0203040508 Submits list of facilities that have filled exemption 
requests from 820201 prompt notification deadline 
Exemption requests will be denied 

EI6ENHUT,D G. Division of Licensing 02/02/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp. 13524 2BB 
24X Fiche 30-000,02/04/21,0206150016. 


— 82061 3006B Forwards draft Itrs to licensees in response to requests for 
exemption from 820201 deadline for installation of prompt 
notification sys. 

8CHMARTZ, B A, Emergency Preparedness Development Branch <Pre 
820201) 82/01/21. CRUTCHFIELD, D. Operating Reactors Branch 5. 

4pp 13324 161 24X Fiche- 50-000, 82/04/21, 0206150016 


— 8206130075 Forwards draft Itr to licensee in response to request fop 
•xemption from 820201 deadline from prompt notification sys 
installation 

SCHWARTZ# 5 A Emergency Preparedness Development Branch (Pre 
020201) B2/01/27 CRUTCHFIELD, D Operating Reactors Branch 5 

3pp 13524 222 Q4X Fiche 50-000.82/04/21,0206150016 


— 6206150080 Requests reconsideration of util request for exemption froi.i 
820201 deadline re imp I emontatloT) of prompt notification 
sys Current state of emergency preparedness adequate 
Related info end 

CauN&IL,W Q Connecticut Yankee Atomic Power Co 02/02/09, 
PALLADINO.N Commissioners 3pp 13524 333 24X 

Fichu 50-000.82/04/21.0206150016 


— 8206150079 Status of prompt notification sys 

NRC - No Detailed Affiliation Given 82/03/09 Ip 13523 154 
24X Fiche 50-000.62/04/21.8206150016 


0206090002 Responds to FOIA request for documents re Commission 
dacision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents Also availabla In PDR 

FELTON, U W Division of Rules and Records 02/05/11 REYNOLDS, N S 
Debevoise it Liberman 3pp 13454 0 0 3 2 4X Fiche 50-000.82/05/11, 

8206090002 


— D203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 020201 deadline 
Thirteen licensees may not meet deadline 

DIRCKs, M J Office of the Executive Director for Operations 
02/01/26 Commissioners 2pp 13454 164 24X 

Fiche 50-000, 02/05/11# 8206090002 


— B203110481 Submits monthly update of status of Implementation of prompt 
notification sys 

SPENCER, Q € Dlvielon of Technical Inspection 02/01/03 
GRIMES,!) K Division of Emergency Preparedness 8pp 13454.176 
34X Fiche 50-000, 03/05/ 11,0206090002 


— 820609008B Provides Implementation status of prompt notification sys 
for fac i 1 it les. Eight licensees failed to meet 820201 
deadline 

DIRCKS, W J Office of the Executive Director for Operations 
B2/03/04 PALLADINO.N Commissioners ip 13454*196 S4X 
Fiche 50-000,03/03/11,8206090002 


— 8S05060494 Forwards monthly status rept of licensee implementation of 
prompt notification sys 

DIRCKS, W J Office of the Executive Director for Operations. 
02/03/30 PALLADINO.N J Commissioners 3pp. 13454 252 24X 

Fiche. 50-000, 82/05/ 1 1 , 8206090002 


6206080208 Requests addl info re Items i & 3 of util BS0301 Itr 
Informing NRC of actions taken to improve emergency 
preparedness 

SMITH# 0 H Division of Emergency Preparedness it Operational Support 
02/06/02 COUNSILrW O Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) 2pp 13420 310. 24X Fiche 50-245,62/06/02, 

B2O6OBO2O0 


—8206000210 Responds to 12 deficiencies listed In NRG 8S0204 Itr re 
emergency preparedness appraisal Normal it emergency 
organisation charts end. 

COUNSIL.W G Northeast Nuclear Energy Go (subs, of Northeast 
Utilities). 82/03/01 HAYNES, R C Region 1, Office of Director 
IBpp 13420 312 24X Fiche. 50-245. 82/06/02, 8206080208 


— 6206060224 Responds further to Item 4 of NRC 8202O4 Itr re emergency 
preparedness appraisal Addl training of station emergency 
organixatlon members completed 

COUNBIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/04/30 HAYNEB.R C Region 1, Office of Director. 
2pp. 13420 341 24X FI chei 50-245, 82/06/02, 0206080200 


8206140104 Forwards Revision 2 to safeguards contingency plan. Revision 
withheld Craf 10CFR2 790) 

COUNBIL, W. G, Northaast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/03. CLARK, R A Operating Reactors Branch 3 
CRUTCHFlELDf D Operating Reactors Branch 3. 2pp. 13464 181. 24X 

Fiche 50-243,82/06/02,8206140184 


8206170193 Forwards Rsvltlon 9 to modified amended security plan. 
Revision withheld (ref 10CFR73 21) 

CDUN9IL, W G Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) 02/06/03 ElSENHUTi D. 0 Division of Licensing. 3pp. 
13534 274. 24X Fiche 50-245, 82/06/03, 8206170193. 



ea06S40370 rprwartfi 1C E/flerj^ncy Prepar »drip< b Appraisal I2«pt4 
50-24 3/93-01 «< 30-306/02-01 on 320104-14* -a i (|nl fl caht 
amtrgencq pr^paradneBs findings emargancy preparadnass 
i^provamant 1 ttmi 

S/ilTHrO H DWIajon of Emergency Pr eparedn e«» b aperatlonal Support 
03/06/11 CDUNSiL-iW 0 Northeast Nuclear Energy Co <sub« of 
Northeast utilities) 9pp 13603 361 24X Fiche 50-345, 02/06/11* 

6206240370 


— 0206240375 IE Eifliraency Preparedness Appraiial Repfci 30-245/02-01 & 
50-336/02-01 on 020104-14 Areas inspected aniBrgeiicy 
organl rat i on, training facilities 1. equi patent, procedures for 
implementat ipn 6 coord tnation of offsite agencies 
KANT0R,F Divisioti of Emergency Preparedness ?< Operatjonal 
Support 02/06/10 76pp 13602 291 24X Fiche 50-24S. 92/06/1 1, 

0 206240370 


B20624034B Forwards responie to util B205O3 1 tr re proposed changes to 
physical security plan Changes consistent ui/pr ovisions of 
lOCFilSO 54 St acceptable 

CRUTCHFIELD, 0 Operating Reactors Branch 5 82/06/14 C0UN9IL.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
13603 154. 24X Fiche 30-245,02 /06/14,02062 40348 


P Operating litensu stage documents b carres pandence 


BS0626007] Addl respanse to FOIA request for eight categories of 
documents Forwards documents listed In App A Documeriits 
listed in App □ available in PDR Conf idential financial 
info deleted. 

FELTON, U H Division of Rules and Records 02/05/12 llCN0nRAY,C N 
Kirtpatrick* LooJrhari, Hill* Christopher 6 Phillips Edpp 
1363S 035 24X Fichu' 50-000, 02/05/12* 0206280071 


— Bf 00020313 Up dates 001222 memo re decisions for degraded cooling 
rulemailing Steering group to Issue justification for 
rulemaking activity in advance of agreajrerit on quantitative 
safety goal Eiamples of valve misop erat 1 o nt provided 
HEDEIRDS, H S Reactor Systems Standards Drarch 61/02/02 

ARLDTTOjO a Division of Engineering Standards 20pp 13638 102 

24 X Fiche 50-000,62/03/12,8206280071 


8206020038 Requeits confirmation of end 020322-30 telcon records re 
M;rE 0-O737 Items It, F 1 4, ’'Containment Pressure Honk tor”, 

ILF I 3i •'Containment Water Level Monitor” & tl F I 6* 
"Containment Hydrogen Monitor” 

CONNER, E L Operating Reactors Branch 3 82/00/14. CDUNSIL, W Q 

Connecticut Yankee Atomic Power Co IBpp 13333 3D1 24X 

Fiche 50-000* 82/05/14* 6206020033 


6206140101 Forurards Amends 64 b 77 to Licenses DPR-21 It DPfl-AS, 
respective! v* EfA & notice of Issuance I, availability Amends 
add monitoring li sampling requirements for distillate 
discharge from condensate polishing radioaste evaporator 
CONNER, E L Operating Reactors Branch 3 82/05/20 CDUN6IL.H Q. 

Northeast Nuclear Energy Co (subs of Northeait Utilities) 4pp 
13907,276 247( FUhe 50-245,82/09/26,0206140101 


— 8206I4'0107 Amends 04 li 77 to Licenses DPR-21 b DPR-65* respect ively* 
adding monitoring & sempling requirements for distillate 
discharge from condensate polishing radwaste evaporator U 
revising liquid radioactive effluent limits 

CRUTCHFIELD, D. Operating Reactors Branch 9, 82/09/28 I8fp> 

13907 2B0 24X Fiche 50-245, 02/09 /2B. 0206140101 


--0206140110 EJA supporting Amends 04 C, 77 to Licenses PPR-21 b DP/1-6S* 
respectively 

a Office of Nuclear Reactor Regulation, Director 82/05/28 3pp 
13507* 298 24X FI c h a , 50-245, 82/09/28, 8206 140101 


— 8206140113 Notice of issuance Si availability of Amends 04 ^ 77 to 
Llcansei DPR-21 8, i»»R-65, respectively. 

CONNER, E.L Operating Reactors Branch 3 82/05/28 Spp. 

13S07 301. 24X Flche* 50-249, 02/05/20*8206140101 


0206100293 Foriirards addl Info requested by NRC 02O3L6 8i 19 Itrs re ?MJ 
Action Item IT 6 1, •‘RCS Vents. *' 

COUNdZLiif 0 Connecticut Yankee Atomic potuer Co. COUNEfL, W 0 
Northeast Nuclear Energy Co (subs, of Northeast UtlUtlrsI 
B2/06/02 CRUTCHFIELD* D Operating Reacton Branch 5 CLARK. R A 

Operating Reactors Branch 3 16pp 13491:343 24X 

Ftche 30-000, 82/06/0218206100293 


8206140047 RefpPnds to Oaneric Ltr 01-14 re seismic quaMficatlom of 
auxiliary feedwater eysifer 820415 request, Ausilfary 
feedwater lyi reanalycsd to Include condensate storage tank 
tt heat Sint of main steam sys. 

G0UN3IL,W o Northeast Nuclear Energy Co lisubs of Northeait 
Utilities). 82/06/04, CLARK, R. A Operating Reactors Branch 3 
4 pp 13407, 104. 24X FI Che 90-336*82/06/04*8206140047 


02O616O36Q Forwards response to Oenerlc Ltr 02-10 requesting info re 
implemen tation dates for selected TMI action plan items in 
NUReO-0737 

COUNSIL* H 0 Connecticut Yankee Atomic Power Co COUNSIL* W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

82/06/04 ElSENHUr, D 0 Division of Lie on a mg iOZpp 13512 073 
24X Fiche 50-000,02/06/04,0206160360 


9206180064 Confirms 020622 meeting w/utll b BNWL in Berlin, CT tn 
determine current Industry practices to assist in developing 
long term regulatory policy re manpower & staffing b shift 
technical advisers position 

CONNER. E L Operating Reactors Branch 3 ,02/06/04 COUNSILiW 0 

Northeast Nuclear Energy Co (subs of Northeast Utilitios) 3pp 
13570 100 24X riche 30-336*02/06/04,8206100064 


0206170234 Forward* supplemental info in rcoponse to Generic Ltr 02^03 
re status of NUREO-0737, I tern* II B 3, "Plant Shielding*" 

II B 3* '“Post-Accident Sampling," II F 1 1, II F 1 2 6 
II F 1 6- "Effluent b Hydrogen Monitoring ” 

CQUN3IL, D G , FEE, M F Connecticut Yankee Atomic Pouer Co 
COUNSIL, (</ Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/06/10 EISENHUT, D O Division of Liconaing I6pp 
13533 013 2 4X Flche 50-000, 82/06/10, 02061 70234 


0206310281 Informs of merger of Hartford Electric Light Co into Cl 
Light 6 Power Co Amend to existing list of companies which 
hold facility licences required 

COUNoILtH O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/11 EISENHUT, D 0 Division of Licensing 2pp 
13959 0 4 3 2 4X Fiche 90-245, 82/06/1 1* 0206210201 


020621063 3 Application to amend Licenses DPR-69. DFR-61 & DPR-2l< 
revising ETS to reflect organiiationa 1 title changes & 
revising upper range of intake water temp for Haddam Neck 
COUNSIL.W O Connecticut Yankee Atomic Power Co COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

82/06/11 CRUTCHFIELD* D Operating Reactors Branch S CLARK, fl A 
Operating Reactors Branch 3 3pp 13561 074 24X 

Flche 90-000, 02/06/11. 0206210633 


— 0206210638 Proposed revision to ETQ Section S L reflecting 
organl lat ional title changes 

a Northeast Nuclear Energy Co (subs of Nprtheaa* Utilitias) 
82/06/30 4pp 13561 077 24X Ti che 50-000, 02/06/1 1, 0206210633 


8206220494 Application for amend to Licensee DPR-21 b DPR-68* ch ang £^9 
ET0 31 212,31213,3121 5*31,2168,312 19ta 
revise ecological monitoring studies 

COUNStt.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilitlask 02/06/11 CLARK, R A, Operating Reactors Branch 3 
CRUTCHFIELD* 0 Operating Reactors Branch 5 2pp 1397-0’tOD J4K 
riche, 90-24S, 02/06/11, 0206220454, 


—8206220472 Proposed changes to ETS 3 I 2 L 2, 3 1 2 1 3,3.1 2. 1 5i 
3lS168(3i21 9, revising ecological monitoring 
studies 

♦ Northeast Nuclear Energy Co (subs of Northeast Utilitieol 
B2/06/30 99pp 13570 HO 24X Flche 50-245,02/06/11*8306280434 


8206240279 Forwards “Startup Test Rept Cycle 5 ” 

COUNSIL, H O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/06/11 HAYfCS, R C Region 1, Office of Director 
Ip 13596M66 24X FI ch* 50-336, 02/06/1 1* 8206840379 


— 8206240200 "Startup Test Rept Cycle 5 •• 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 
82/09/31 I6pp 13596 167 84X Fichej 90-336, 88/06/ 1 1 , 0206240279 


0206250330 Forwards Page 4 of End 8 inadvertently omitted from NRC 
820331 ltr re independence of reactor protection sys. 

CONNER, E L Operating Reactors Branch 3 82/06/11 CPUNSIL* M 0 
Hortheaet Nuclear Energy Co (subs of Northeast Utilities), DpPt 
13629 053. 24X Flche 50-336x02/06/11*0806230330 


8206240294 Foriuerds request for add) Info re adequacy of station 
electric distribution sys voltages Response requested 
uithin 60 d-ays of Ttcclpt of ltr 

CRUTCHFIELD* D Operating Reactors Branch 9. 02/06/19, C0UN3JL* W 0 

Northeast Nucleer Energy Co (subs of Nor thaest Utl llti es). 4pp 
13597 031 84X Flche 90-845,82/06/19,8206840894. 


8206290290 Application to amend License DPR-69, reducing design ftCB flow 
rate fqr remainder of Cycle 5 only 

CDUN8IL, (f 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) 02/06/18 CLARKiR.A. Operating Reactors Branch 3 
9pf. 10617 840 24X Flche* 90-036, 82/06/10, 8aO685OW0 


—0806890302 Proposed revisions te Tech Bpecsi reducing RC0 flow rate 
reaalnder qf Cycle 5 operation only, 

a Northeast Nuclear Energy Co. (sube of Northeest Utilities) 
02/06/18 7pp 13617.243 a4X Flche- 50-336, 08/06/1 0, 8806250290 
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&20&S9O0t& For-uards safety evaluation ro review of "Auxillarij Feodwatar 
Sv» A^Jtomatlc Initiation 8t Flow Ind ication* Northeast Nuclear 
EneriQy Coi Mi 1 Istone Unit 3*" technical evaluation rept Sys 
comply w/NRC lony’-term safety rec^uirofnents 

CLARK^R A Operating Reactors Branch 3 82/06/10 COUNBIL/ W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
1 3661 103 24y Flche 50-336> B2/O6/10« B20629001 5 


-^-~820629(}01i B Safety evaluation supporting olectricali Instrumentation S< 
control aspects of facility 

# Operating Reactors Branch 3 82/06/18 3pp 13661 lOS 24X 

Fiche S0'*336i 82/06/iai B206290015 


— G2020Q0429 "Auxiliary Feedwater Qys Automatic Initiation h Flow 
Ind 1 cationt Northeast Nuclear Energy Co^Millstone Unit 2*" 
revised technical evaluation rapt 

KAUCHER»0 E Franklin Inst i tute/Frank 1 in Research Center 
NRC-03-79-t 10 TER-C 5257-274 ROl 02/02/02 KENDALL, R NHC - No 
Detailed Affiliation Given 19pp 13661 lOB 24X 
Flche 50“336i 82/06/ Ifi, 8206290015 


Q Inspaction reports, IE Bulletins (* correspondence 


8206030116 Forwards IE Insp Repts 50-249/82-00 t< D0-336/B2-10 on 
820419-23 Mo none omp 1 ianc o noted 

MART 1 Ml T T Division of Engineering & Technical Programs B2/05/12 
CGUNSILfM 0^ Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 13337 009 24X Flche 50-245,82/03/12,0206030116 


— Q2O6O3O110 IE Insp Repts 50-249/02-08 4. 90-336/82-10 on 020419-23 No 
npncoirp 1 i ance noted Major areas inspected fire protection/ 
prevention program b completion of fire haiard analysis 
commitments 6 8ER commitments 

PAOLINOj fl J , DECKMAN, D A Division of Engineering 8< Technical 
Programs 02/09/05 7pp 13337 087 24X Flche 90-245.82/05/12. 

B20603DU6 


6206010656 Forwards request for addl info necessary to complete NRC 
review of licensee 820129 b 0309 responses to IE Bulletin 
60—04. “"Analysis of PV)R Main Steam Lino Break M/Continoed 
Feedwater Addition " Response due in 45 days W/o end 
CLARK, R A Licensing Branch 3 02/03/20 COUNBIL.W 0 Northeast 

Nuclear Energy Co (subs of Northeast Utilities) 2pp 13331 304 

24X Riche 50-336.82/03/20,8206010698 


8202040147 IE Info Notice 02-15, "Notification of NRC " Sve list end 
DEVOUNOrR C Director's Office. Office of Inspection and 

Enforcement. 62/03/26 107pp 13426 099 24X 

Flcha- 50-000. 82/09/28, 6202040147 


8204210370 IE Info Notice 82-16, "HPCl/RCIC High Steam Flow Setpoints " 
Sve list end 

JORDAN* E L Division of Engineering 6 Quality Assurance. 82/05/28, 
103pp 13440 264 24X Ficha 90-000,82/05/28,8204210370. 


0204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PNR Plants, " 

Sve list end 

DEVaUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 tOBpp 13527 130 24X 

FlCh« 50-000,82/06/02,8204210300 


0206060208 Requests addl info re Itsms 1 3 of util 020301 Itr 

Informing NRC of actions taken to improve emergency 
prapar ednes s 

SMITH, 0. H Dlvifion of Emergency Preparedness 8< Operational Support 
03/06/02 CQUNSIL, W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 2pp 13420 310 24X Fiche 50-249* 82/06/02, 

0206080208 


— 0206060218 Responds to 12 deficiencies listed In NRC 820204 Itr re 
aaiergency preparedness appraisal Normal t. emergency 
organiiat ion charts end 

COUNSlLfN 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/03/01 HAYNEQ, R, C Region 1, Office of Director 
IBpp 13420 312 24X Flche 50-249,82/06/02,8206080208. 


—0206080224 Responds further to Item 4 of NRC B202D4 Itr re emergency 
preparedness appraisal. Addl training of station emergency 
organisation members completed 

■COUNBILiW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilitiee) 02/04/30 HAYNES. R C. Region 1, Office of Director 
2pp 13420 341 24 X F iche . 90-245, 82/06/02, 8206080208 


0206160332 Forwards Cycle 9 refueling outage steam generator 
profllometry insp results, per util 0SO3O4 Itr, Results 
confirm integrity of steam generator tubes It supports b 
assure continued applicability of design basts analyses 
COUNSILi (4. Northeaet Nuclear Energy Co (sube. of Northeait 
Utilities) 82/06/02 CLARK, R A Operating Reactors Branch 3. 
37pp 13906 001. 24X Fiche 90^336,82/06/02,8206150332 


8204210383 IE Info Notice 02“17i "Overprossur iiation of RC3 " 8vc list 
one 1 

JORDAN, E L Division of Engineering & Quality Assurance 02/06/11 
106pp 13675 258 24X Flche. 90-000, 82/06/ 1 1, 0204210383 


G2042103B4 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Matl by Noi^kers " Bvd list end- 

DEYQUNO. R. C Director's Office* Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109 24X 

Fiche 90-000* 02/06/11,8304210384 


B206240370 Faruards IE Emergency Preparedness Appraisal Repts 
90-249/02-01 ti 90-336/82-01 on 820104-14, si gn if leant 
emergency preparedness findings & emergency preparedness 
improvement items 

SMITH, 0 K Division of E.nergency Preparedness & Operatlanal Support, 
82/06/ 1 1 COUNSIL, W 0 Northeast Nuclear Energy Co (subs of 
Northeast utilities) 7pp 13602 201 24X Fiche 90-249, 82/0o/ll, 

0206240370 


— 0206240375 IE Emergency Preparedness Appraisal Repts 90-245/82-01 I* 
50-336/03-01 on 020104-14 Areas inspected emergency 
organl tatlon, training, fad tit lev b equipment, procedureo for 
implementation b coordination of offsite agencies 
KANTQR, F . CROCKER, H W Division of Emergency Preparedness 8* 
Operational Support 02/06/10 76pp 13602 2?1 24X 

Fiche 50-245,82/06/11. 0206240:^70 


8206290065 Forwards IE Insp Repts 90-245/82-09 it 90-336/02-02 on 
620426-29 No noncomp lla-nce noted 

SMITH, 0 H Division of Emergency Preparedness 6 Operational Support 
02/06/14 COUNSIL. N 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 2pp 13634 342 24X Flche 90-249,82/06/14, 

0206270065. 


—0206290069 IE Insp Repts 90-249/82-09 & 90-336/02-02 on 020426-29 No 
noncompliance noted Major areas inspected chemical & 
rad iochenti cal measurements program 

KOTTAN, J U . BORES. R J Region 1, Office of Director 02/06/1 1 
epp 13634 344. 24X Flche 90-249,82/06/14*8206290069, 


R Periodic operating reports 6 related correspondence 


8206010299 Forwards monthly operating rept for Apr 1982 

MROCZKAfE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/09/05 Office of Management and Program Analysis 
Ip 13301 139 24X Fiche 90-336, 92/09/05, 0206010299 


— 8206010300 Monthly operating rept for Apr 1982 

PARILLO. J Northeast Nuclear Energy Co (subs of Northeast 
Utilities). 82/03/03 7pp 13301 140 24X FI che> 90-336, 

02/09/09. 8206010299 


8 Reportable occurrences, LERv Si related correspondence 


0206110149 Forwards LER 8a-0l4/03L-O. 

KRDCZKAiE. U Northeast Nuclear Energy Co (subs of Northeast 
Utilities). 02/06/02 HAYNES, R C. Region 1, Office of Director 
ip. 13467 096. 24X Fiche S0< 336, 82/06/02, 82061 1014? 


— 8206110189 LER 82-014/03L-0: on 620906i outer personnel airlock door 
failed lero leakage test Caused by door pinching gasket seal 
when attempts made to seal door tightly Oaskot replaced & 
personnel instructed not to apply excessive force 
STADNiOKi 8 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/06/02 Region 1, Office of Director. Ip 
I3467-0S7 24X Flche 90-336,82/06/02.8206110149 


8206110096 RO 02-03 on 820904, anomalous levels of radioactivity 
observed in sample of oysters from within 900 ft of 
discharge, Caused by increase in activity discharged from 
Unit 2 steam generator blowdown due to leakage 

MROCZKA, E J. Northeast Utilities 82/06/03 HAYNES, R C Region 1* 
Office Of Director Spp 13467.109 24X Flche 90-249,82/06/03, 

02061 10056 


8206220954 RO 82-016* on 82060B, w/plant at 1007. power fire main break 
occurred at const site Both fire water storage tank levels 
decreased below Tech Spec limits Break Isolated b fire water 
storage tanks restored 

MROeZKA, C J Northeast Nuclear Energy Co, (suhs of Northeast 
Utilities) 82/06/08 HAYNES, R. C Region 1* Office of Director 
Ip. 13900 338. 24X Fiche: 50-336, 82/06/00. 8206220994 


8206210306 Forwards LER 02-O15/O3L-O 

MRDCZKA, E J Northeast Nuclear Energy Co (suhe of Northeast 
Utilities) 82/06/11 MAVfCS, R C Region 1, Office of Director. 
Ip. 13950 130. 24X Fiche 50-336*82/06/11*8206210306. 



— BZO621O3O0 LER 0a-Ot5/O3L-O on 020513, react or protection channel A 
IDCJ steam generator pressure tijpass removaS bistable card 
setpoint found to be out of spec Caused bg instrunent 
setpoint drift Bistable card Setpoint ui 1 1 be replaced 
DESLANCHSi K Northeast Nuclear Energy Co Isubs d# Northeast 
Utilities) 03/0^/11 FleSion t< Office of Director Ip 
13350 131 24S< Fiche 50"33bi 02/06/ 1 1 , 020-6210306 


B20&a<?0l64 Forwards LER ea-Olt/OlT-O 

hRO-CZKAiE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) aS/06/18 HAy^CSr R C Region 1^ Office of Director 
ip 13634.356 24)( Fiche 50-336102 / 06/ le. 8206290164 


— 0206290169 LEfl B2-016/OIT-0 on 020607* 12- inch ductile cast iron cement 
lined underground fire main broke on const site, causing both 
fire protection storage tanks to fall telaw min requirement 
Cause hot determined Break isolated t{ tanks refilled 
STADNICKjS Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/06/10 Region 1* afflce of Director Ip 
13634 337 24X Fiche S0''336i 82/06/10. 0306290164 


0206290463 Forwards LER B2-017/OaL'0 

MROCZKA. E J Northeast Utilities 02/06/18 HAYNES, R C Region I, 
Office of Director Ip 13632 003 SAX Fiche 50-336*02/06/10. 
a2t}62'90463 


— 0206290463 UER Q2-017/03L-0 on B20526. at lOO)i pouer* 1800 computer 
processing unit declared inoperable because of inability to 
uirite into dlaplag storage address register Caused by 
failure of circuit card Card replaced 

CRieCtONE»J Northeast Utilities. B2/D6/10 Region 1, Office 
of Director Ip 13632004 24X Fiche 30-336.02/06/18. 

0206290463 


DOCKET 50-aae north anna pouer station, unit I 


F Security* medical, emergency li fire protection plans 


0206020014 Addl respOTiss to FOIA req.uest for six categories of 
documents re emergency preparedness Documents listed in 
App A available in PDR 

FELTON. J M Division of Rules and RoCortfa 02/04/26 SHOLLY* 8 C 
Union of Concerned Scientiste 2pp 13342 253 24X 

Fiche 50-000*02/04/26.0206020014 


-~B206020037 Confirms telcon re malfunctions in early warning sys 
Esistlng equipment will be upgraded to provide improved 
reliability or replaced w/mere secure devices, 

LEA8BUR<J*R H Virginia Electric 6 Power Co 82/02/24 

O'REILLY* J.P Region S. Office of Dirac tor ip 13342 8 7 2 24X 

FI chR 50-000. 02/04/26. 0206080014 


3206090002 Rasponds to FOIA request for daeuments ro Commission 
decision to extend deadline for licensees to impLema-nt 
prompt notification sys Forwards documents listed in App A 
Documents also available In PDR 

FELTON. J M Division of Rules and Records B2/05/11 REVNOLDSiN 8 
Debeyoiie 6 Liberman 3pp 13454 003 24X Fiche 50-000.02/05/11, 

0206090002 


0 Adjudicatory correspondence 


0205200249 Forwards ALAD~676 Documents furnished, asserted 1 y c on ta 1 r> 1 no 
proprietary info will be retained to assuro avax lab 1 1 i ty 
to Commission Once Commission either cpnyiletus or docJJnes 
review, documents will be returned to authoring companies 
SHOEMAKER. C J Atomic Safety and Licensing Board Panel 82/05/86 
CHRISTMAN. J N Hunton Uilliams Ip 13289 171 24X 

Fiche 50-330,02/05/26.8203280249 


8206010447 Decision ALAB-676. find ing reasonable assurance that full 
pouter operation of steam turbines will not pose undue risk 
to public health 6 safety if insp procedures maintained t* 
turbine discs subjected to ultrasonic inep per scheduie 
SHDEKAKERiC J Atomic Safety and Licensing Appeal Panel B2/C>5/,t6 
46pp 13315 254 24X Fiche 50-338,02/05/26.0206010447 


O Advisory Committee on Reactor Safeguards reports It correspondence 


0206200071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
liste-d in App B available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 02/05/12 MCMURRAV, C N 
Kirkpatrick, Lockhart. Hill, Christopher h Phillips 2app 
13638 035 a4X Fiche 50-000,02/05/12,0206200071 


— 0206280360 Notification of 001011 ACR8 Safety Ph i losophy, Technol ogy U 
Criteria Subcommittee meeting re Diablo Canyon seismic 
interaction study U North Anna LPl t RHR sys 
SAVIO.R ACRB - Advisory Committee on Reactor Safeguards 
00/10/01 ACR8 - Advisory Committee on Reactor Bafenu-ards Ip 
13643 074 24X Fiche 30-000. 02/05/12.0206200071 


P Operating license stage documents & correspondence 


0206280071 Addl response to FQIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App D available In PDR Confidential financial 
Jnfp deleted 

FELTON. JM Division of Rules and Records B2/05/ia MGMURRAY. C M 
Kirkpatrick, Lockhart. Hill. Christopher 8. Phillips 2app 
13630 055 24X Fiche 50-000,02/05/12,0206200071. 


— 010-3020313 Updates 601222 memo ro decisions for degraded cooling 
rgleraaking Steering group to issue justification for 
TUlemaking activity in advance of agreement on quant i tat I vo 
safety goal Examples of valve mlsoperation provided 
NEDEIR08. K 8 Reactor 8y stems Standards Branch 81/02/02 

ARLOTTOiO A Division of Engineering Standards 20pp 13638. 102 

a4X Fiche 50-000.82/05/12,8206200071 


0206070762 Ack visit to util ofes on 820423 for discussions on lolectciJ 
topics of mutual interest w/various members of util 
corporate mgt staff Meetings beneficial 

MARTIN, R 0. Region 2, Office of Director 82/05/17 LEASDliRO, R H 
Virginia Electric 8* Power Co ip 133B9 322 Z4X 
Fiche 50-000,02/05/17*8206070762 


— 8206090009 Forwards first monthly rept re status of prompt notification 
sys Implementation at facilities Meteorological programs, 
emergency response facllitlts h research reactors need addl 
ngt attention 6 clarification. 

O'REILLY* J P. Region 2. Atlanta. Office of the Director 
(81/03/01) 01/01/08. DEVaUNO.R C Director's Office. Office of 

Inspection and Enforcement 4pp 13454: 167 24)1 

Fiche SO-000 1 02/05/1 11.0206090002 


8206020323 Informs that commitment schedule for implementation of 
NUREO-0737 items Identified In Generic Ltr 82-10 will be 
provided by 020630 Revision 3 to response to NUREO-0737 
poit-THI requirements to be provided in mid-June 1902 
LEASfiVRO. R K Virginia Electric Power Co 02/05/24 DENTON. M R 
Office of Nuclear Reactor Regulation. Director EIBENHUIT* D 0, 

Licensing 2pp, 13321 276 84X Fiche 50-000,82/05/24, 

aSwQv30323 


-—8206090133 Responds to 020203 request for info re deficiencies 
identified In Initial testing of prompt notification sys 
Facility test info end 

8T0HR* J P Division of Emergency Preparedness U Operational 
Support 02/02/04 GRIMES, B K Division of Emergency 
Preparedness 5pp 13454239 24X Fie h e’ 50-000. 82/05/11, 

8206090002 


0206040330 Bubmlts response to NRC questions re VEP-FRD-33, "VEPCD 
Reactor Core Thsrmal-Ky draultc Analysis Using CDBRA-I I IC/MIT 
Computer Code " Requests NRc comments by 020625 

LEA6BUR0, R H Virginia Electric 8* power Co 82/05/27. DENTON* H R 
Office of Nuclear Reactor Regulation, Director EI8ENHUT,0 0. 
Division of Licensing 9pp 13354 043 a4X Fiche SO-000. 82/05/27, 


8206070463 Forwards Region 2 incident tesponsa plan dtd Mar 1962 Plen 
issued as Sup pi 2 to NUREG-0045* ''Agency Procedures for NRC 
Incideht Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency V(/o end 

BTOHR* J P. Division o-f Emergtpcy Preparedness |( Operattonal Support 
82/09/12 LEASBilRO.R H Virginia EUctrlq it Power Co ip 
13375 014. 24X Fiche 50-000,02/05/12,8206070403 


8206060338 Application for amend to Licenses NPF-4 U NPF-7 consisting 
^nit 1 < NPF-4 J «, amend to Unit 

2 c?L <NrF-71 

l^EASBURG.R H Virginia Electric S* Power Co 82/06/04 DENTON. H R 

Office of Nuclear Reactor Regulation. Director CLARK, R A 

Operating Reactors Branch 3 spp 13417 146 24X 

Fiche 90-338.82/06/0418206080330 


8206160003 Responds to 820428 Ur re changes to facility security 
program Changes acceptable. 

^OLErL. B. Operating Reactors Branch 3, 83/06/03 LEASSURO.R.K 

Virginia Electric 6 Power Co. 2pp, 13323:253 24X 

Fiche: 50-338. 82/06/03, 6206 £60003 


'l!*I** ’■'5'' * >3 providing .nvlron 

qualification of safety-related Glass IE electrical 
equipment no later than second refueling outage beginning 
after 020331 for both units “ “ 

82/06/04 9pp 13417. 149. B4X 


Virginia Electric 8* Power Co 
Fiche, 30-338* 02/06/04, 8206080330 
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e20At40035 Foruiarda complete responses to NRC quB 9 tion« re util &20226 
General Design Criteria 17 submittal Mods will be completed 
bg second refueling outage after B20701 

LCASBUROfR H Virginia Electric It Power Co 62/06/04 DENTON/ H R 
Office of Nuclear Reactor Regulatloni Director CLARKi R A 
Operating Reactors Dranch 3 Spp 13464 314 24X 

Fiche 50-330/82/06/04,6206140035 


0206090077 Application for amend to Licenses NPF-4 & NPF-'? Changee 
allow operation u/RCS average temp of 592 0 F as apposed to 
current temp of 5B0 3 F will Increase secondary side 
fteam pressur ei resul t ing In greater plant electrical output 
LEASDURGi R H Virginia Electric & Power Co 92/06/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13439 196 24X 

Fiche 50-333, 82/06/0Q, 820609Q077 


--S2060900B6 "North Anna Units 1 I, 2 S82 9 F RCfi NSSS Safety Evaluation. 
Summary " 

« Westinghouse Electric Corp 01/11/30 S3pp 13439 169 a4X 
Fiche 50-338102/06/08,8206090077 


— 8206090092 "North Anna Units 1 it 2 582 0 F RC8 SStW/fla lane e-of-Pl ant 
Safety Evaluation Summary ** 

* Stone ii Webster, Inc 02/04/30 Bpp 13439 212 24X 

Fiche 50-338,02/06/08,8206090 077 


--02O6O7OO97 Proposed Tech Spec pages allowing operation w/RC8 average 
temp of 502 8 F as apposed to current temp of 580 3 F 
» Virginia Electric S- Power Co 82/06/06 Bpp 13439 220 24x 

Fiche 50-338,02/06/08,8206090077 


9206110100 Application for amend to Licenses NPF-4 i< NPF-7, revi sing 
Tech Spec to clarify action statement for radioactivity 
monitoring leatcage detection sys 

LEASaUROrR H Virgihia Electric i< Power Co 82/06/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 13465 239 
24X Fiche 50-330,02/06/08.8206110100 


— 8206110103 Proposed Tech Spec 3/4 4 6 clarifying action statement for 
Toifloactlvl ty monitoring detection sys 

'e Virginia Electric tc Power Co 02/06/06 6pp 13465 862 S4x 
Fiche 50-230,82/06/00,8206110100 


02O61SOI54 Concurs w/Frantl in Research Inst revised technical 
evaluation rept, "Override ft Reset of Control Circuitry In 
Ventilation Purge Isolation ft Other E8F Sya (B-24)*' except 
Section 423 3, Criterion 3 re pushbutton actuated resets 
LEA0&URO, R H Virginia Electric ft Power Co 02/06/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp 13505 202. 24X 

Fiche; 30-338, 02/06/08, 02 06150154 


8206090153 Generic Ltr 82-11 to all LWR reactor plant licensees ft 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event N/o enc 1 

EISENHUT, D 0 Division of Licensing 02/06/09 HAU3PURQ, A 
Consolidated Edison Co of New York JONES, J A Carolina Power ft 
Light Co WOGLEVER.E J Duquesne Light Co 13pp 13557 349 24X 

Fiche 50-000,82/06/09,0206090153 


8206300174 Application for amend to Licenses NPF-4 ft NPF-7, cons istlng 
of luppl to 020316 proposed changes to Tech Specs re 
reorgani iatlon in nuclear operations dept 

LEA8DUR0, R H Virginia Electric ft Power Co 62/06/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13654 208 24X 

Fiche 50-330, 02/06/24, 8206300174, 


— 8206300175 Suppl to 820316 proposed changes to Tech Specs re 
reorgani lat ion in nuclear operations dept 

a Virginia Electric ft Power Co 82/06/24 I5pp 13654 2il 24X 
Fiche 50-330,82/06/24,0206300174 


a Inspection reports, IE Bulletins ft correspondence 


8206070618 Confirms 020507 arrangements for 820518-20 Insp of RETRAN 
computer code activities re <JA program implementation 
DANCE, H C Division of Resident, Reactor Project ft Engineering 
Programs 02/04/10. LEASBURO, R H Virginia Electric ft Power Co 
Ip 13390 273 24X Fiche- 50-000,82/04/10, 8206070610 


0206070377 Forwards IE Insp Repts 50-338/02-12 ft 00-339/82-lS on 
020421-22 No noncomp 1 ianc « noted 

DAMCE,H C Division of Project ft Resident Programs 82/05/11 
LEABBURGfR H Virginia Electric ft Power Co 2pp 13363 126. 24X 

Fiche* 50-338, 02/05/11, 0206070377 


—8206070386 IE Insp Repts 50-330/02-12 ft 50-339/82-12 on 020421-22 No 
noncomp 1 lance noted Major areas inspected inservlce inep 
data review ft evaluation ft review of steam generator eddy 
current insp results 

ECQNQMQS. N , HERDT, A R Region 2, Office of Director 02/05/10, 
6pp 13363 120 24X Fiche 50-338,82/05/11,8206070377 


B206040104 Forwards response re Inservice insp program, par 020310 
request Items in Table 5 90-2 can be eliminated from code 
relief request list 

1_EA8BUR0, R H Vlrglnl<a Electric ft Power Co 02/05/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
□peratlngi Reactors Branch 3 2pp 13344 3 53 24X 

Fiche 50-338,82/05/27,8206040104 


0202040147 IE Info Notice 82-15, "Notification of NRC ’• 8vc list end 
DEYQUNO, R C Director Office, Office of Inspection and 

Enforcement 82/05/28 I07pp 13426 095 24X 

Fiche 50-000,82/05/23,8202040147 


6204210379 IE Info Notice 02-16, "HPCl/RCIC High Steam Flow Setpoints 
Sve list end. 

JORDAN, E L Division of Engineering ft Quality Assurance 82/05/20 
I03pp 13440 264 24X Fithe 50-000,82/05/20,8204210378 


0206040224 Submits info re ability of three auxiliary feedwater pumps 
to remain operable for 30 minutes at runout Plow 
condition Info submitted in response to NRC request for 
addl info re initial util response to IE Bulletin 00-04 
LEASBUROrR M Virginia Electric ft Power Co 82/05/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 13356 3 56 24X 

Fiche 50-338.02/05/23,0206040224 


0206100120 Forwards request for addl info re responses to IE Bulletin 
80-11 on masonry walls. Info must be provided by 820715 
CLARK. R A Operating Reactors Branch 3 02/05/20 LEA8BIIR0, R. H 

Virginia Electric ft Power Co 6pp. 13471' 039 24X 

Fiche 50-338,02/05/28,0206100120 


8204210380 lE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Coundary of PWR Plants " 
five list end. 

DEYOUNG, R C oirec tar's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 150 24X 

Fiche 90-000,02/06/02.8204210380 


0206180023 Forwards notice granting relief from A8ME Code Section XI, 
Inssrvlce insp requirements ft evaluation of relief request 
VAROAiS Operating Reactors Branch I 82/06/07 LEASBUROrR H 
Virginia Electric ft Power Co 4pp 13570 013 24X 

Fiche' 90-000, 82/06/07, 8206100023 


—8206180028 Safety evaluation supporting relief request for inservice 
insp hydrostatic test requirements 

e Operating Reactors Branch I 02/06/07 2pp 13970 017 24X 

Fiche 50 >000, 82/06/07,8206100023 


—0206180035 Notice granting relief from A8ME Code Bectlon XI, inservice 
insp requirements. 

VAR0A,8. A Operating Reactors Branch 1 82/06/07 2pp 

13970.019 24X Fiche 50-000, 82/06/07, 0206180023 


B204210383 IE Info Notice 98-i7, "Overpressur i latUn of RCB '• 9vc list 
enc 1 

JORDAN, E, L> Division of Engineering ft Quality Assurance 82/06/11. 
I06pp 13675 250 24X Fiche 50-000, 82/06/ 1 1, 8204210303 


0204210394 IE Info Notice 02-18, "Assessment of Intakes of Radiaactlva 
Hati by Workers " 8vc list end, 

DEYOUNG, R C, Director's Office, Office of Inspection and 
Enforcement 02/06/11 t20pp 13675,109 24X 

Fiche 30-000, 02/06/ 1 1 1 0204210384 


B206220391 Forwards payment of ln*p fees at Unit I for Mar I9fil-Mar 
1902 ft at Unit 2 for Apr 1901-Apr 1902 H/o end. 

LEA8DUR0,R H Virginia Electric ft Power Co. 82/06/17, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director BARRY, L, W. Division 
of Accowntlng Ip. 13502.008 24X Fiche 50-330,02/06/17, 

8206220391 


R. Periodic operating reports ft related correspondence 


0206010994 Forwards monthly operating repts for Apr 1902 

LEASBURGiR H Virginia Electric ft Power Co. 82/05/14 HALLER, N, N. 
Office of Management and Program Analysis ip. 13314; 027, 24X 

Fiche: 90-338, 02/05/14, 8206010954 


— B2C603056& Monthly operating repti for Apr 1982 

CARTWRIGHT, W.R Virginia Electric ft Power Co. 82/05/14 Bpp. 
13314 020 24X Fiche 90-330,82/09/14/8206010554 



G accurrer%cet< lERs related correspondtnce 


saoioiosai Foruard* LER 62“020/03L-0 

CARTWRIOHTiW R Vlrgtni* Electric 6t Power Co 02/05/03 
□ 'RElLLYiJ P Region Z* Office of Director ip 13314 130 24X 

FUhe 30-330* 82/05/03, 0206010581 


-"8206010595 LER Q2"020/03L~0 cn B204GBi conta indent gaseous l< particulate 
nonitari nMS-‘l5?-160 aot property s ealed, allowing leakage 
into proceii <itrea<r Cauted bg deterioration of canmster cap 
teal Cap teal replaced V alarn letpoint readjusted 
CARTWRIGHT. W R Virginia Electric t Power Co 02/05/03 Reolon 
2, Office of Director 2pp 1J3S4 131 24X Fithe 50-330. 

02/05/03. 82060109G1 


8206010277 Forward* LER G2-027/D3L-0 

CARTWRIGHT. W R Virginia Electric Power Co 02/05/19 
O'RElLLy, J P Region 2, Office of Director Ip 13307 116 24X 

Fiche 50-333.02/05/19.0206010277 


--02O6O1O291 LER 82-027/03L-0 ctt 020426. during full power, pretsuri ler 
level channel L-459 was out of tolerance, high bg 54 
renoved from tvc Probably caused biij failure of trantnitter 
in containment Charnel will be repaired 

CARTWRIGHT, H R Virginia Electric It Power Co 02/05/19 Region 
2. Office of Director Ip 13307 117 34X Fiche 50-338.02/03/19. 

0206010277 


0206010649 Forwards LER 92-031/031-0 

CARTWRIGHTrW R Virginia Eloctric & Power Co B2/05/I9 
O'REILLVjJP Region 2, Office of Director Ip 13314 236 24X 

Fiche 50-330.82/05/19.0206010649 


— 8206010660 LER 02-031 /03L-0 qn 050501 t< 00, following reactor trip froa 
JOOX power, containnent/average temp eiceeded 105 F Caused by 
low auailiary tteacn pressure to chilled water sys eq.uipment 
Aufiliary steam pressure restored 

CARTWRIGHT, H R Virginia Electric U Power Co 02/05/19 Region 
2. Office of Director 2pp 13314 237 a4X Fiche 50-330. 
02/05/19.0206010649 


0206010666 Forward* updated LER 02-O17/O3X-1 

CARTWRIGHTjW R Virginia Electric b Power Co 0S/OS/I9 
O'REILLY. JP Region 2. Office of Director Ip 13314 042 24X 

Fiche 50-333,02/05/19.0206010666 


0206040247 PWO- 1 1-02-050 on B20523. 1 iccnseB reported that reactor 
overpressure protection sys was inoperable 820519-22 
w/reactor in cold shutdown RC5 uaa in solid tiiater condition 
on 620521-22 Sys nnt actuated during periud 

JULIAW.C A , DANCE. H C Region 3. Office of Director 82/05/^5 
2pp 13355 267 24X Fiche 50-330. 02/05/25. B206040247 


0206110061 Forward* LER 82-030/03L-0 

CARTWRIGHT. W R Virginia Electric b Power Co 32/06/02 

O'REILLY. J P Region 2, Office of Director Ip IG467 J06 24X 

Fiche 50-338.02/06/02.0206110061 


—0206110065 LER 02-O3O/O3L-O on 020505. val vp s 110V-FM--1 34A, 0 it C h 
TV-1004A.D & C found u/ldentical control circuits as 
reported in LER 02-010 for Unit 2 Doalgn permits operator to 
open valves u/o resetting Phase A isolation signal 

CARTWRIGHT, W R Virginia Electric b Power Co 02/06/02 hn, 

2, Office of Director 2pp 13467 107 24X Fiche 30-33a. 

82/06/02. 0206110061 


0206210285 Forwards LER 82-032/03L-0 

CARTWRIGHT. W ft Virginia Electric & Pou/er Co 02/06/02 
O'REILLY. JP Region 2. Office of Director Ip 13SS8 120 
Fiche 50-339.02/06/02.8206210285 


—0206210290 LER 82-032/03L-0 on 020510 & 12. pressure In nitrogen supply 
tank A far pressuriier power operated relief valve (PDRV) 
dropped below Tech Spec min Caused by leakage in PORV 
nitrogen supply sys Sys will be modified 

CARTWRIGHTrW R Virginia Electric Power Co 0^/06/02 H eg inn 

2, Office of Director 3pp 13550 121 S4X Flcho 50-330. 

02/06/02. 0206210285 


8306110147 Forwards LER 02-041/011-0 

CARTWRIGHTrW R Virginia Electric Power Co 02/06/04 
O'REILLY. JP Region 2. Office of Diractor Ip 13466 358 34X 

Fiche 50-338.83/06/04.0206110147 


< — 8206110160 LER 02-O41/OIT-O on 820519. tii trogen supply preastiro' If) 
pressurlier power operated relief valve decreafted cauelng 
valve to be declared inoperable Caused by excessive hitrogaii 
leakage due to nitrogen reservoir iflolation valve closure 
CARTWRIGHT, w P Virginia Electric Zt Power Co 82/06/04 Huftirai 
2. Office of Director 4pp 13466 359 24X Fiche 50-318. 

82/06/04.0306110147 


— B206010671 Updated LER P2-0t7/03X-l on 820400. during full power, 
charcoal sample lab analysis from process vent filter failed 
to meet testing criteria Caused by natural depletion of 
charcoal Redundant filter installed 6 charcoal replaced 
CARTWRIGHT. M ft Virginia Electric tt Power Co 02/05/19 Region 
2. Office of Director 2pp 13314 043 S4X Fiche 50-330. 
83/05/17.8206010666 


6206000306 Ack receipt of 820415 Itr informing of 620114 health 
event 

O'fieiLUY, J P Region S. Office of Director 82/05/21 

LEASBUftO. R H Virginia Electric 6 Power Co Ip 13420 226 

rich# 50-330. 02/03/21. 8206000506 


physics 


24X 


0206110166 Forwards updated LER 81-090/99X-1 

CARTWRIGHT. H R Virginia Electric & Poujor Co OS/06/04 
O^REILLYiJP Region 2r Office of Director Ip 13467 003 li4X 
Fiche 50-338,02/06/04.6206110166 


--620611016B Updated LER 81-09O/99X-1 on 81 12 14. annunc 1 aiors fur 
20 2-hert* 6 29 4-hertz vertical axis channels qf 
containment mat response spectrum recorder illuminatod & 
could not be reset Cause unknown Unit to bo replaced 
CARTWRIGHT. W R Virginia Electric 8< Power Co Sa'/06/04 Roy tori 
2r Office of Director 3pp 13467 004 a4X Plche 50-338. 

82/06/04. 8206110166 


— 0206000211 Forwards rept of 820114 event Rept 
LEAS6URG. R H Virginia Electric ic Power Co 
O'RElLLYiJ P, Rt^lon 2. Office of Dliector 
Fiche 90-330, 02/05/21 1 0206000206 


withheld iref lOCFRa 790) 
02/04/19 

Ip 13420 227. 24X 


0206170170 PNO-1 1-02-064 on 820606, durl ng regular Inservice insp 
licensee observed peening damage on primary side of tube 
ends in steam generators A & C Damage being evaluated bu 
licensee Westinghouse ’ 

S. 2, Office of Director 02/06/09 

ip 13534 032 24X Fiche 50-330,82/06/09,6206170170 


0206070425 Foruarde LER 02-O2a/f>3L-O 
CARTWRIGHT. M R Virginia Electric 
O'REILLV.J P Region 2, Office of 
Fiche 50-330102/09/24.8206070425 


6 Power Co 82/05/24 
Director Ip 13371 198 24X 


620621031 1 Forward* LER B2-036/03L-0 
CARTWR16HT.W R Virginia Electric 
O'REILLY, J P Region 2. Office of 
Fiche 30-338,02/06/11,8206210311 


it Power Co. 82/06/11 
Director Ip. 13998 139 24X 


--02O6O7O427 LER a2-028/03L-0 on 020429,30 L 0501. middle level corner 
support temp iTl-AH-l I IA-2) for A *t«am generator fell below 
229 F Caused by condensation from control rod drive 
mechanism shroud cooler due to secondary steam leakage 
CARTWRIGHT. W R Virginia Electric & Power Co 02/03/24 Reoii 
2. Office of Director 3pp 13371 199 24X Ficha 50-338, 

82/05/24,0206070429 


breaker failed tq close during 

CARTWRIGHT. W R Virginia Electric S, Power Co. 82/06/11 negioi. 
2. Office of Director 2pp 13550 136 24X Firhl nn 

82/06/11,0206210311 ' 90-330. 


8206070670 Forward* LER 82-0a9/03L-0 

CARTWRIGHT. W R Virginia Electric tt Power Co 62/05/24, 
O'REILLV. JP Region 2, Office of Director Ip 13370233 
Fiche 50-330. 82/09/24, 8206070670 


24X 


0206210643 Forwards LER 82-037/0aL-0 

O^BILtYj'p ” B ''I’'**?'” fUCplt t, Pou,r 
2.,?: ", Director 

Fiche 30-338.82/06/15,0206210643 


0J?/O6/ia 
Ipn 13961 090 


SAX 


•0206070670 LER 82-027/03L-0 on 020430, fire doors betmeen Unit 2 control 
room chiller air handling rooms uauld not close h letch ^ 

automatical ly On 820505. fire door between IJ emergency 
diesel generator room fc turbine bldg would not latch. 

CARTWRIGHT. W R Virginia Electric h Power Co 82/05/29 Realon 
2, Office of Director. 3pp 13390 234 24X Fiche 50-330. 

02/05/24, 0206070670 




2, Office Of DIr.cto? 2pr 1^561 

82/06/19,8206210643 ^ »3961 071 24X FI cha- 50“33 Bd 



DOCKETED ITEMS 


22 $ 


& 2062 ^ 0 l^a FoT^Jardi LER a 2 ~ 039 / 03 L -0 

CARTURIOHT.t; R Virginia EUctrlc & Pouibt Co B2/0^i/19 
O'REILLr, J P Region 3* Office of Director tp 13579 278 24X 

FSche S0-33B. a2/'06/i5i 0206240 1 62 


— 820&240166 LER a2-039/03L-0 on B30517> atea^n flou channel IV flow 
indicator FI»14B9 for steam generator IB discovered reading 
pffscaie low Cause not determined Channel placed in trip 
cond 1 tlonf transmi tter calibr «c instrument loop checked 
CARIMRIGHTj W R Virginia Electric St Power Co 03/06/15 Repioi* 
2r Office of Director Ip 13599 279 34X Ficho 50-338182/06/15, 

8306340162 


&206240293 Forwards LER B2-040/03L-0 

CARTER 1 OHT. if R Virginia Electric St Power Co 02/06/15 
O'REILLV, J P Region 2, Office of Director Ip 13603 156 24X 

FI Che 50-339,82/06/15,8206240295 


— 0206240337 LER 82-040/03L-0 on 820525, pressure in nitrogen reservoir 
for pressurizer power operated relief valve <PORV) PCV-1455C 
dropped below required min pressure Caused by leakage in 
PORV nitrogen supply sys 8ys will be modified 

CARTMRIOUrr W R Virginia Electric St Power Co 03/06/19 Region 
2, Office of Director 3pp 13603 1 57 24X Flche 50-330, 

82/06/1 5, 8206240299 


8206240306 Forwards LER 82-03S/03L-0 

CARTWRIGHT, W R Virginia Electric St Power Co 02/06/15 
O^RERLY, J P Region 2, Office of Director Ip 13597 021 84X 

Flche 50-339,82/06/15,8206240306 


—0206240307 LER 82-035/03L-0 on 820517,20 fuel oil storage sys for 
emergency diesel generators found below Tech Spec limits 
Caused by slow flow rate from transfer line to day tank 
Filling rate to 2D tank increased 

CARTWRIOMT* W R Virginia Electric St Power Co 02/06/lS Region 
2, Office of Director 2pp 13597 022 24X Flche 30-338, 

82/06/15, 0206240306 


9206240322 Forwards LER 82-033/03L-0 

CARTWRIGHT, W R Virginia Electric St Power Co 82/06/15 
O'REILLY# J P. Region 2, Office of Director Jp 13596*107 24X 

Fiche 90-338, 82/06/13,8206240322 


—8206240024 LER 82-033/03L-0 on 820525, w/uni t In mode 5, fire door M80-1 
between rod control room St outelde found blocked open u/o 
fire watch Door blocked by air St electrical lines Blocks 
removed %t door closed 

CARTWRIGHT, W R Virginia Electric S< Power Co 02/06/15 Region 
2, Office of Director Ip 13596 180 24X Flche 90-338, 82/06/15, 

8206240322 


8206240417 Forwards LER B2-O30/O3L-O 

CARTWRIGHT. W R Virginia Electric & Power Co 82/06/19 
O'REILLY, JP Region 2, Office of Director ip 13601 347. 24X 

Flche 30-330,82/06/19,0206240417 


— 8206240421 LER 82-O30/O3L-O on 820917 St 20, fire door 971-17 between IJ 
emergency diesel generator room S< turbine bldg declared 
InopeTAb le. Caused by sticking latch & loose adjustment set 
screw in closure mechan 1 sm. La tch lubricated 

CARTWRIGHT, W R Virginia Electric St Power Co 02/06/19 Region 
2, Office of Director 3pp. 13601 348 24X Flche 50-330, 

82/06/15, 8206240417 


8206300070 PNP- 1 1-02-O64A on 820609, tube end damage reported beleu tube 
sheet on hot leg aide of steam generators A St C w/peening 
damage over 7W of sheet area Evaluation continuing. 

ECONOMDScN » DANCE, H. C. Region 2, Office of Director 82/06/22 
Ip 13659:334. 24X FI Che* 90-330, 02/06/22, 8206300070 


DOCKET 90-339 NORTH ANNA POWER STATION, UNIT 2 


A Appl ication/construc tlon stage documents 8i correspondence 


6206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app. Financial info in 
Documents 3-54,3-95 St 5-11 deleted 

FELTON, J M Division of Rules and Records 02/04/29 MCMORRAV, C. H 
Kirkpatrick, Lockhart, Hill, Christopher St Phillips. 21pp. 

1 3604 : 044 24X Flche: 50-000, 82 /04/29 , 0206230007, 


— 0102230492 Forwards requests for addl info re additions to recently 
review Q-lists Request! should be transmitted to applicants 
or licensees at earliest convenience. 

NOONANiV. S Assistant Director for Haterlals St Oval if icati ons 
Engineering. 81/02/02, TEDESCOt R L Assistant Director for 
Licensing. 4pp 13605:207 24X Flche, 50-000, 02/04/29, 8206230007 


F Security, medical, emergency S< fire protection plans 


B206020014 Addl response to FOIA request for six categories of 
documents re emergency p roparriiness Documents listed in 
App A available in PDR 

FELTON, J H Division of Rules and Records 02/04/26 SHOLLY, B, C 
Union of Concerned Scientists 2pp 13342 255 24X 

Flche 50-000, 02/04/26,8206020014. 


— 8206020097 Confirms telcon re malfunctions in early warning sys 
Existing equipment will he upgraded to provide improved 
reliability or replaced w/more secure devices 
LEA6BURO, R H Virginia Electric St Power Co 82/02/24 

O'REILLY, J P Region 2, Office of Director Ip 13342 272 24X 

Flche 50-000,82/04/26.0206020014 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed In App A 
Documents also available In PDR. 

FELTON, J M Division of Rules and Records 02/05/11 REYNOLDS, N S 
Debevoise 8» Liberman 3pp 13454 003 24X Fiche 90-000,02/05/11, 

8206090002 


— 6206090007 Forwards first monthly rept re status of prompt notification 
sys implementation at facilities Meteorological programs, 
emergency response facilities S( research reactors need addl 
mgt attention & clarification 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
(81/03/01) 81/01/08 DEYOUNG, R C Director's Office, Office of 

Inspection and Enforcement 4pp 13454 167 24X 

Flche 50-000,82/09/11,0206090002 


— 8206090133 Responds to 820203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info end 

STQHR, J P Division of Emergency Preparedness i, Operational 
Support 82/02/04 ORIME8, 0 K Division of Emergency 

Preparedness 5pp 13454 237 24X Fiche 50-000, 02/05/i 1, 

8206070002, 


8206070405 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as SuppI 2 to NUnEO-0849, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understand ing of NRC response to emergency W/o end, 

STOKRfJ. P Division of Emergency Preparedness L Operational Bupport 
82/05/lS: LEA9EURG, R. H Virginia Electric L Power Co Ip 

13375 014. 24X Fiche. 90-000, 82/05/12. 0206070405 


0206160005 Responds to 020423 Itr re changes to facility eecurlty 
program Changes acceptable 

ENGLE, L a Operating Reactors Branch 3 02/06/03 LEASBURO, R H. 

Virginia Electric & Power Co 2pp 13525 259 24X 

Flche 50-330.02/06/03,820616000 5. 


G Adjudicatory correspondence 


8206010447 Decision ALAB-676i f ind Ing reasonable assurance that full 
power operation of steam turbines will not post undue risk 
to public health 6 safety if insp procedures maintained Ic 
turbine discs subjected to ultrasonic Insp per schedule 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 82/05/26, 
46pp. 13319*294 24X Fiche* 90-330, 02/09/26, 8206010447. 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


0206280071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App D available in PDR. Confidential financial 
info deleted 

FELTON, J M. Division of Rules and Records. 02/05/12 MCMURRAY, C. » 
Kirkpatrick, Lockhart, Hilli Christopher 8* Phillips 20pp. 

13638 055. 24X Flche. 50-000# 92/05/12, 8206280071 


— 8SO620O56O Notification of BOlOll ACRS Safety Ph i losophy, Technology it 
Criteria Bubcammittee meeting re Diablo Canyon seismic 
interaction study it North Anna LPl RHR sys. 

BAVIG, R. ACR6 - Advisory Committee on Reactor Safeguards, 

00/10/01 ACRS - Advisory Committee on Reactor Safeguards. Ip 
13643*074 24X Ficha 50-000,82/09/12)0206200071. 


P Operating license stage documents L correipondcnct 


0206200071 Addl response to FOIA request for eight categories of 
dacuments. For wards documents listed in App A. Documents 
lilted In App B available in PDR. Conf identlal financial 
info deleted 

FELTON, J.H. Division pf Rules and Records 02/09/12. MCMlIRRAV, C, H. 
Kirkpatrick, Lockhart# Hill, Christopher it Phillips. 20pp. 
13638*055. 24X Flche, 50-000, 82/09/12, 02O62BOO71. 



— 8103020313 LPprf 4 ttes 801222 jnsmo re decisions for degraded cooling 
rule^i^aieing Steering group to Issue justification for 
ruIe/Tialf ing activity iti advance of agreement on quantitative 
safety goal Examples of valve tnisoperation provided 
KEOElRQSi M 5 Reactor Systems Standards Dranch 81/02/02 

ARLOTTCJiO A Division of Engineering Standards 20pp 13630 Jt>2 

24X Fiche 50-000, B2/05/ 12, 8206230071 


B2060202&0 Forwards corrected Amend 25 to ticense Npr-7p safety 
evaluation 6 notice of issuance & avallatlity Amend upgrades 
t adds 20 containment isolation valves to meet requirements 
of TMI Action Items II B 2 b 11 B 3 

EKCLEt L Q Dperating Reactors Branch 3 62/05/17 LEASBUROiH H 

Virginia Electric & Power Co 2pp 13334 296 24X 

Fiche 90-339102/05/17,6206020220 


— 8206020227 Corrected Amend 25 to License WPF-7, upgrad ing & adding 20 
containment isolation valves to meet requirements of THI 
Action Items ri B 2 & II B 3 re post-acc i dont shielding & 
samp 1 ing 

CLARKj R A Operating Reactors Branch 3 82/0S/17 16pp 

13334 393 24X Fiche 90-339,02/09/17,8206020220 


62060B0338 Application for amend to Licenses NPF*-4 8< NPF-7 consistinq 
of changes to Tech Specs for Unit I (NPF-4) 6 amond to Unit 
2 OL (WPF-7> 

LEASOLfRC, R H Virginia Electric 6 Power Co 02/06/04 BENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK> Fi A 
Operating Reactors Drench 3 3pp 13417 146 24X 

Fiche 50-338,62/06/04.0206000338 


—8206080341 Proposed change to Tech Spec 6 13 providing environ 
qual 1 f ica t i on of safety-related Class IE electrical 
equipment no Later than second refueling outage beginning 
after 620331 for both units 

e Virginia Electric i« Power Co 02/06/04 9pp 13417 149 IMX 
Fiche 50-338, 82/06/04, B2060B033B 


0206140035 FoTW^ards complete responses to KRC questions re util 02OP26 
Oeneral Design Criteria 17 submittal Nods will be completed 
by second refueling outage after 020901 

LEASDURO.R H Virginia Electric 6 Power Co 02/06/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 5pp 13484 314 24X 

Fiche 50-336.82/06/04,8206140035 


— S206D20234 Safety evaluation supporting Amend 25 to License NPF-? 

» Office of Nuclear Reactor Regulation, Director 02/05/17 3pp 
13334 314 24X Fiche 50-339,02/03/17.0206020223 


— 0206020241 Notice of issuance t< availability of Amend 23 to License 
NFF~7 

CLARK, R A Operating Reactors Branch 3 62/05/17 2pp 

13334 317 24X Fiche 50-339,02/05/17.0206020220 


9206090077 Application for amend to Licenses NPF-4 t< NPF-7 Changes 
alloiu operation w/RCS average temp of 582 6 F as opposed to 
current temp of 500 3 F will increase secondary side 
steam pressur e, resulting in greater plant electrical output 
LEASDURO. R H Virginia Electric t( Power Co 02/06/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13439 186 24X 

Fiche 50-338 , 02/06/08,8206090077 


B2O608O266 Forwards Amend 85 to License KPF-?, safety evaluation 8, 
notice of issuance & availability Amend upgrades tc adds 20 
containment isolation valves to Table 3 6 1 to meet 
requirements of TMI Action Plan Items IT Q 2 & II Q 3 
EN0LE,L B Operating Reactors Branch 3 02/05/17 LEASBURO. R H 

Virginia Electric 4c Power Co 3pp 13342 164 a4X 
Flchs 50-339.62/09/17,3206020206 


— 620602088B Amend 25 to License NPF-7i revising Tech Specs to upgrade & 
add SO containment isolation valves to Table 3 6 1 to meet 
requirements of TNI Action Plan Hems II B 2 2, ft B 3 
CLARKj^R a Opera tin9 Reactors Branch 3 62/09/£7 lOpp, 

13342:167 24X Fiche 90-339,82/05/17.8206020286 


—8206090086 ''North Anna Units 1 i 2 SB2 9 F RCS NSSS Safety EvaluatloTi 
Summary " 

« Uestinghouse Electric Corp 61/11/30 23pp 13439 IB? 24X 
Fiche 50-338,62/06/08,8206090077 


—8206090092 "North Anna Units 1 & 2 582 8 F RCS S6W/Dalance~of -Plant 
Safety Evaluation Summary " 

J* Stone «* Webster. Inc 02/04/30 0pp 13439 212 24X 

Fiche 50-338, 82/06/08, 8206090077 


— 6206090097 Proposed Tech Spec pages allowing operation w/RC5 average 
temp of 562 8 F as apposed to current temp of 500 3 F 
a Virginia Electric 4, Power Co 82/06/00 Bpp 1:3439 220 24X 

Fiche 50-33 0,82/06/00,8206090077 


8206070762 Ack visit to util ofcs on 020 423 for discussions on selected 
topic* of mutual interest ui/varlous members of util 
corporatd mgt staff Meetings beneficial 

NARTIM, R D Region 2, Office of Director 82/05/17. LEA5DUR0#R H 
Virginia Electric 8* Power Co Ip 13309 322 24X 

Fiche 50-000.82/05/17,8206070762 


8206D7O144 Responds to 020907 submittal of revised core surveillance 
rept applicable to Cycle 2 operations Revision acceptable 
CLARK, R A Operating Reactors Branch 3 82/05/19 LEA8DUR0, R. H 

Virginia Electric 6 Power Co 2pp 13427 013 24X 

Fiche a0-339i 82/05/19,8 206070144. 


8206L10100 Application for amend to Licenses NPF~4 & NPF-7. rsvi sing 
Tech Bpec to clarify action statement for radioactivity 
monitoring leakage detection sys 

LEASBURO.R H Virginia Electric |< Power Co 02/06/00 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director 3pp 13465 859 
24X Fiche 50-333.82/06/00,8206110100 


—8206110103 proposed Tech Spec 3/4 4 6 clarifying action statement for 
radioactivity monitoring detection sys 

« Virginia Electric k Power Co 82/06/08 6pp 13469 268 Q4X 
Fiche 50-336,82/06/08,8206110100 


8206020323 Informs that commitment schedule for Imp lamantation of 
NUREO-0737 items Identified In Generic Ltr 82-10 will be 
provided by 620630 Revision 3 to response to NllREO-0737 
post-TMI requirements to be provided In mid-June 1902 
LEASBUROjR H Virginia Electric fc Power Co 82/05/24 DENTON# H R 
Office of Nuclear Reactor Regulation, Director 2pp 13321 276 
24X Fiche 50-000.82/05/24,8206020323 


B206020339 Application for amend to License NPF-7 consisting of change* 
to License Condition 2 C(21}<d) completing nods to assure 
adequate access to vital areas & protection of safety 
equipment following accident resulting in degraded core 
LEASE UROtR H Virginia Electric k power Co 82/05/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. CLARK. R A 
Operating Reactors Branch 3 8pp 13321 279. 24X 

Fiche 50-339,82/05/86.8206020339 


0206040330 Submits response to NRC questions re VEP-FRO-33. “VEPCO 
Reactor Core Thermal-Ky drauHc Analysis Using GOBRA-I tXC/MlT 
Computer Cade Requests NRC eommenti by 080629 

LEASBURO«R H Virginia Electric 8« Power Co 82/05/27 DENTON# H R 
Office of Nuclear Reactor Regulation, Director. 9pp 13354 043 
24X Fiche 50-000r 02/09/27. 0206040330 


02O6OSOO61 Application fur amend to Licenii NPF-7 extenillns completion 
deadline for License Condition 2 CiSDCe) re reactor coolant 
& containment atmosphere sampling until 830101 

LEASBURO, R H Virginia Electric l< Power Co 82/06/04 DENTON# H R 
Office op Nuclear Reaqto-r Regulation# Director CLARK. R A 
Operating Reactors Branch 3 7pp 13423,306. 84X 

Fiche. 50-339. 82/06/04.8206080061 


8206150194 Concurs u/Franklin Research Inst revised technical 
evaluation rept, "Override k Reset of Control Circuitry In 
Ventilation Purge Isolation (< Other ESF Sys {B-24)'* except 
Section- 4 2 3 3. Criterion 3 re pushbutton actuated resets, 

LEASBURO.R H Virginia Electric k Power Co 02/06/08 DENTON, fl R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 4pp 13505 202 84X 

Fiche 90-338. 82/06/08,8206150154 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licensees 8< 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event H/o enc I 

EISENHUTrD G Division of Licensing 02/06/09 HAUQPURQi A 

Consolidated Edison Co of New York JONES, J A Carolina Power 

Light Co WaOLEVER, E, J Duquetne Light Co 13pp 13557 349 24^ 

Fiche. 50-000, 82/06/09. 0806090153 


8206170311 Application for amend to License NPF-7 changing completion 
dates for implementing license conditions re containment 
pressure, containment hydrogen concentration. containment 
radiation It noble gas effluent iref NURE0-O737> 

LEASBURG. R. H Virginia Electric k Power Co 82/06/14 DENTON, H R. 
Office of Nuclear Reactor Regulation# Director CLARK. R A 
Operating Reactors Branch 3 0pp 13931 240 84X 

Fiche 90-339. 82/06/14,8206170311 


8206300174 Application for amend to Licenses NPF-4 k NPF-7> cons let ing 
of Buppl to B80316 proposed change* to Tech Spec* re 
reorganixatlon in nuclear operations dept 

LEASBURO.R M Virginia Electric k Power Co. 82/06/24 DENTON, H R 
Office of Nuclear Reactor Regulation# Director CLARK, R A 
Operating Reactor* Branch 3 3pp 13654,208 a4X 
Fiche 50-330,82/06/8410206300174. 
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*'~820&300175 Suppl to B503lii prapoaod changes to Tech Specs re 
reorgan i lat i on in nuclear operations dept 

* Virginia Electric & Pourar Co Q8/06/24 i3pp 13&54 2U 24/ 
Fiche 30-330,82/06/24,9306300174 


O Inspectian reporttj, IE Qulletins & correspondence 


0206070618 Confirms 020507 arrangements for B2O310~‘3O insp of FtETRAN 
computer code activities ra QA program implementation 
DAKICE, H C Division of Resident* Reactor Project h. Engineering 
Programs Q2/04/10 LEASQURO, R H Virginia Electric U Pouiar Co 
tp 13390 273 34X FI Che 50-000, 02/04/ lOi 6206070610 


0206070377 Forwards IE Insp Repts 50-330/82-^12 8< SO-339/82-12 on 
020421-22 No noncompliance noted 

dance, H C Division of Project it Resident Programs 02/05/11 
i^EASDURO. n H Virginia Electric 8* Power Co 2pp 13363 126 24X 

FI Che 30-330,02/05/11,8206070377 


— 6206070306 IE Insp Repts 50-330/82-12 6 30-339/82-12 on B20421-P2 No 
noncompliance noted Major areas Inspected inservlce Insp 
data revieu It evaluation U review of steam generator eddy 
current insp results 

ECDN0MO5. N , HERDTi A R Region 2i Office of Director 82/05/10 
6pp 13363 128 24X FIchc 50-338,02/05/11.8206070377 


8202040147 Info Notice 82-15. "Notification of NRC '* 8vc list end 
DEYOUNO, ft C Director's Office, Office of Inspection and 

Enforcement 02/05/20 I07pp 13426 095 24X 

FI Che 50-000,82/05/20,0202040147 


B204S10378 IE Info Notice B2-16, "HPCt/RClC High Steam Flow Setpoints 
Svc list end 

vJORDANi E L Division of Engineering tt Quality Assurance 02/05/20 
I03pp 13440 264 a4X Piche 50-000.82/05/28,8204210370 


B206040284 Submits info re ability of three auxiliary feedwater pumps 
to remain operable for 30 minutes at runout flow 
eo-nditlon Info submitted In response to NRC request for 
addl info re initial util response to IE Bulletin 00-04 
LEASQUROiR H Virginia Electric U Power Co 82/05/28 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARKrR A 
Operating Reactors Branch 3 2pp 13356,356 24)( 

Piche 80-330, 02/03/28. 8206040224 


'0206100128 Forwards request for addl info re responses to IE Bulletin 
00-11 on masonry walls Info must be provided by 620715 
CLARK, R A Operating Reactors Branch 3 82/03/28 LEABOURO. R H 

Virginia Electric h Power Co 6pp 13471 039 24X 

Piche 80-330.82/05/20,0206100128 


0204310360 IE Bulletin 82-02, “Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants '* 

8vc list end 

DEVOUNOiR C Director's Off ice. Off ire of Inspection and 

Enforcement 02/06/02 lOBpp. 13527 ISO 24X 

riche 50-000. 82/06/02. 6204210380 


8206160023 Forwards notice granting relief from A8ME Code Bectlon XI. 
inservlce insp requirements 6 evaluation of relief request, 

VAROAj S Operating Reactors Branch 1 02/06/07 LEASOURO, R H 

Virginia Electric % Power Co 4pp 13570 013 24X 

Fiche 30-000.02/06/07,82061130023 


— 6206180020 Safety evaluation supporting relief request for Inservico 
insp hydrostatic test requiroments 

a Operating Reactors Branch 1 02/06/07 2pp J3570 017 24X 

Flcha 30-000. 02/06/07. 0206180023. 


— 6206180035 Notice granting relief from ASME Code Section XI. inservlce 
insp requirements 

VAROAi S A Operating Reactors Branch 1 82/06/07 2pp 

13370:019 24X Flqha 50-000.82/06/07,0206100023 


3204210363 lE Info Notice 82-17. "Ovorpressur i xation of RCa '• Svc list 
enc 1 

JORDAN, E L Division of Engineering St Quality Assurance 62/06/11 
106pp 13675 258 24X PI che; 50-000. 82/06/ 1 1 . 8204210383, 


8204210304 IE Info Notice 62-18, "Assessment of Intakes of Radioactive 
MatL by Workers '* 8vc list end 

DEYQUNO.RvC, Director's Office. Office of Inspection and 
Enforcement, 02/06/11 120pp, 13675 189 24X 

Piche: 50-000, 82/06/1 1. 820421Q364 


6206220391 Forwards payment of Insp fees at Unit 1 for Mar 1981-liar 
1962 tt at Unit 2 for Apr 19ai-Apr 1902 W/o end 

tEASBURO. R H Virginia Electric U Power Co 02/06/17 DENTON. H.R 
Office of Nuclear Reactor Regulation. Director BARRY«L W Division 
of Accounting Ip 13582 008 24X Fiche 50-338.02/06/17. 

8206220391 


R Periodic operating reports & related correspondence 


8206010554 Forwards monthly operating repts for Apr 1982 

LEASDURO.R H Virginia Electric tt Power Co 82/05/14 HALLER. N M 
Office of Management and Program Analysis Ip 13314 027 24X 

Fiche 80-338.82/05/14.0206010554 


— 6206010562 Monthly operating repts for Apr 1902 

CARTWRIGHT, W R Virginia Electric & Power Co 02/05/14 0pp 
13314 028 S4X Fiche 50-338.82/03/14.0206010554 


S Reportable occurrences. LERs related correspondence 


B2060B0206 Ack receipt of 020415 Itr Informing of 020114 health physics 
event 

O'REILLY. JP Region 2. Office of Director 02/03/21 

LEASBURO. R H Virginia Electric ^ Power Co Ip 13420,226 24X 

Fiche 30-330, 02/03/21. 0206080206 


— 8206060211 Forwards rept of 820114 event Rapt withheld Iref lOCFRS 790) 
LEA6DUR0. R H Virginia Electric & Power Co 02/04/15 

O'RCILLY.J P Region 2. Office of Director Ip 13420 227. 24X 

Fiche 50-33 0,82/05/21,0206060206 


8206070442 Forwards LER 82-020/03L-0 

CARTWRIGHT. W R Virginia Electric & Power Co 82/05/24 
O'REILLY, vf P Region 2. Office of Director ip 13374.237 g4X 
Fiche 30-339, 02/03/24,8206070442 


— 0206070451 LCR 8i;^-020/03L-0 on 820425. during Mode 6. conta inment 
particulate 6 gaseous activity detectors removed from svc 
w/o securing containment purge 8t exhaust sys Caused by 
surpervlsor error Supervisor reinstructed. 

CARTWRIGHT, N R Virginia Electric 8c Power Co 82/05/24 Region 
2, Office of Director 3pp 13374,238 a4X Fiche 50-339. 
62/03/24. 8206070442 


6206070166 Forwards LER e2-O10/O3L-O 

CARTWRIGHT. W R Virginia Electric 6 Power Co 82/05/26 
O'REILLY, J P Region 2, Office of Director Ip 13368 302. S4X 
Fiche 30-339.62/03/26,9206070166 


—8206070174 LER 62-018/03L-0 on 620427. emergency diesel generator 
returned to svc w/o residual voltage protection in control 
circuit of output breaker, Caused by interruption of Design 
Change 60-571 Timer roinstalled 

CARTWRIGHT, w. R Virginia Electric 6 Power Co. 62/05/26 Region 
2. Office of Director 2pp. 13368 303 24X Fiche 50-339. 

62/03/26. 6206070166 


8206U0132 Forwards LER 02-O19/O3L-O, 

CARTWRIGHT. W R Virginia Electric it Power Co 02/06/02 
O'REILLY, JP Region 2. Office of Director tp 13404 357 24X 

Fiche 50-339, 82/06/02.0206110132 


—0206110158 LER e2-019/03L-0 on 820511. w/2H emergency diesel generator 
(EDO> inoperab Le. differ ential current protection relay found 
inoperable on 2J EDO Caused by de-energti ing of differential 
current protection curcuit for 2J diesel output breaker. 

CARTWRIGHT, W R Virginia Electric 6 Power Co B8/Q6/02. Region 
2, Office of Director 2pp 13404 358. 24X Fiche 50-339. 

02/06/02, 8206110132. 


8206110173 Forwards updated LER 02-O17/O3X-1 

CARTWRIOHTrW R Virginia Electric 8* Power Co 02/06/02 
G 'REILLY, J P Region 2. Office of Director Ip 13466 303. 24X 

Fiche 30-339.02/06/02.0206110173 


—8206110107 Updated LER e2-0L7/03X-l on 8204 13, number of containment 
isolation valvos had unacceptable leak rate Caused by 
misaligned limit switches on svc water valves & 
seating surface degradation or fouling an other valves 
CARTWRIGHT, W R Virginia Electric h Power Co 82/06/02 Region 
2, Office of Director 3pp. 13466 304 a4X Fiche 50-339. 
B2/06/02, 8206110173 


8206110171 Forwards LER Ba-ORl/OSL-O 

CARTWRIGHT, W R. Virginia Electric 8, Power Co 82/06/04 
□ 'REILLY, J P Region 2, Office of Director Ip 13466.310. 24X 

Fiche, 50-339, 82/06/04, 8206U0171 


— 0206110174 LER 02-O21/O3L-O on 020506, operable borated water eource 
boron concentration found lower than allowable. Caused by 
source being diluted by using approved jumper from boron 
recovery test tank, which was not borated 

CARTWRIOHTrW R Virginia Electric it Power Co. 02/06/04 Region 
2, Office of Director 2pp 13466>31l, 24X Fiche* 50-339. 

82/06/04. 82061 10171 



8206210488 For wards LER 82-023/ 03L-0 

CARTURlOHTtU R Virginia Elacbric Power Co 62/06/11 
O^HElLLr, J P Regian 2, Office af Director Ip 13568 341 34X 

Flche SO-SS*?, 02/06/ U. Q2062104BQ 


—8206210496 LER B2-02a/03L-0 on 820316 U 17, preasi^re lit nitrogen 
re«4ervolr for presstiriier power aperated relief valve 
PCV-2459C dropped below Tech Spec limit Caused bg nltros»h 
leat in supplg sys Qya will be modified 

CARTURIGHT, U R Virginia Electric U Power Co 02/06/11 Region 

2. Office of Director 2pp 13368 342 24X Fiche 30-339* 

82/06/11, 8206210408 


6206210599 Forwards LER 92-022/011-0 

CARTWRIGHT, W R Virginia Electric U Power Co 02/06/11 
□ 'REILLY, J P Region 2, Office of Director Ip 13563 2lS 24X 
Ficfie 50-339,02/06/11,8206210579 


—8206210608 LER 82-023/011-0 oa G2052B. while in Mode 4. both trams of 
quencb spray subsystem & rccirc ulat ion spray sys inoperable 
for 17 minutes Caused by ml tp lac emeu t of jumpers on Train A 
output cabinet Jumpers removed Pumps placed on auto 
CARTWRIGHT, W R Virginia Electric & Power Co 82/06/11 Region 
2i Office of Director 2pp 13563 216 24X Flche 50-339, 

82/06/11, 82 062 10599 


0206070236 Comments on NRC B20323 Ur re “Completion of Fermi 2 
Containment Analysis e, Mods " Fatigue analysis was evaluated 
using eitendad ASKE Class 2 requirements Method used 
provides sound engineering approach 

TAUBER»M Detroit Edison Co 02/09/26 YQiyNoaLOOO, B J Llcpnsinc 
Branch I 3p p 13371 029 24X Fiche 50-341,02/05/26,0206070236 


B206080170 Submits revised schedule for submittal of add 1 mfo re Marl 
I containment analyses, supersed Ing schedule in NRC 020323 
Ur, in response to util B20430 Itr Description of in-plant 
tests re safety relief valve discharge requested by 020001 
YOUNGBLOOD, E J Licensing Branch 1 02/05/26 TAUBER, H Dotrolt 

Edison Co 3pp 13441 334 24x Fiche 30-341,82/05/26,0206080170 


8206250076 Forwards Equipment Qualification Branch request for addl 
Info re TMI Action Plan Item 11 D 1 to justify util 611019 
conclusion that operational adequacy of safety relief valves 
!( associated piping has been demonstrated by generic tests 
YOUNGBLOOD, B J Licensing Branch I 82/05/27 TAUBER, H Detroit 
Edison Co 4pp 13628 304 24X Fiche 30-341,82/05/27,0206230076 


8206100101 Confirms BP0304 I, 24 verbal info re redesign of control led 
drive penetration ih biological shield 

TAUBER, K Detroit Edison Co 82/06/01 KlNTNERiL L Division of 
Licensing 2pp 13449 213 24X Fiche SO- 341, 82/06/01, 8206100101 


B20624D11B PoTWards LER e2-OS6/03L-0 

CARTWR I OHT, 4r R Virginia Electric h Power Co 02/06/15 
O'REILLY, J*P Region 2i Office of Director Ip 13599 263 24X 

Fiche 50-339, B2/06/ 15, 83062401 IB 


—8206240126 LER 82“026^/03L-0 on 820S20, RCB suction to RHR sys pumps lost 
on three occasions Caused by erroneous rCS level indications 
while draining RCS Charging pump started to refill sys 
CAHtWRIOHT, M R Virginia Electric L Power Co 82/06/15 Region 
a. Office of Director 3pp 13599 264 a4X Fi-che 50-339, 

82/06/ 1 9, 82062401 1 0 


0306240355 Forwards LER B2-038/03L-0 

CARTWRIGHT, W R Virginia Electric I, Power Co 82/06/15 
□ 'REILLY. J P Region 2, Offiee Of Director, ip. 13603 012 SAX 

Fiche 50-339,82/06/10,8206240359 


—8206240361 LER 83-D26/03L-0 on 020529, p owe r supply breaker inside 
reeirculatl o-n spray pump failed to operate during emtrgency 
bus loss of power test Caused by mlsaUgnment of mater 
protection circuit switch -Switch readjusted 

CARTWRIGHT, W R Virginia Electric Rawer Co 82/06/15 Region 
2, Office of Director 2pp 13603 013 24X Fiche. 90-339, 

82/06/15, 8206240355 


0206240062 Foruerds LER ea-OavOGX-O 

CARTWRIGHT, W R. Virginia Electric tc Power Co 82/06/17. 

O'REILLY, JP Region 2, Office of Director Ip 13399.296 24X 

Fiche. 50-3391 02/06/ 17, 8206240062 


—8206240067 LER e2-024/03X-0 on 020510. u/RCS water salid. power operated 
relief vadve, PCV-2436, Ilf ted twice when leap C told leg stop 
valve, HQV-2599, opened U reactor coolant pump, 2-RC-P-iC 
started. Caused by thermal enpansio-n pf reactor toolant 
CARTWRIGHT, M R Virginia Electric ii Power Co 82/06/17 Region 
2, Office of Director. 3pp 13997 257 24X Flch#' 50-339. 

02/06/17, 8206240062 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 
A Appl i cation/c onstruction stage documents li correspondence 


8206110394 Notification of 020615 meeting u/util in DetheadaiMD to 
discuss proposed changes to composition of safety & 
performance engineering group 

KINTNER.L L Licensing Branch I 02/06/01 YOUNGBLOOD, D U 
Licensing Branch 1 3pp 13490 305 24X Riche 50-341*83/06/01. 

8206110394 


0206190316 Forwards “Heavy Loads Handling Review - Control of Heavy 
Loads Over or in Close Proximity to Irradiated Fuel or 
Critical Safety Sys Components, “ per NRC 801222 request 
□pen items will be resolved per NUREO-0612 guidelines 
TAUBER, H Detroit Edison Co B2/06/03 EISENHUT, D 0 Division of 
Licensing 2pp lagoa ool 24X Fiche 50-341,02/06/03,8206150316 


-B2061SC32O “Heavy Loads Handling Review - Control of Heavy Load* Qvtr 
or in Close Proximity to Irradiated Fuel or Critical Safety 
Sgs Components “ 

« Detroit Edison Co 82/04/15 234pp 13502 003 24X 

Flchi 50-341,62/06/03,8206150316 


6206090183 Generic Ltr 02-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event H/o end 

EISENKUT, DO Division of Licensing 82/06/09 HAUSPUfiG, A 
Consolidated Edison Co of New York I3pp 13557 349 24X 

Flchf 80-000. 02/06/09. B206090193. 


»4:voisw.io ooarq nosiflCv.w.. ,m««rying or oryuen so wesue 
breakers which can be lubj to alr-clearlng load resulting 
from pool swell following postulated LOCA Components can 
b# overstressed by impact load, 

TEDEaCOi R L Assistant Dlrtctor for Licensing. 82/06/10 
Safety and Licensing Board Panel llpp 13523 110 24x 

Fiche 90-000, 82/06/10, 8206190036 




Atomic 


— j 7 I wy,„n,. w,«n«r«wai oT ncommendat i On for contpoi rod 

drive ealcup flow design specified in NURE0-06l9i 8ec tion 
8 i.ptr NRC 820623 memo 

fc Light Co. 02/06/25 SCHWENCER, A 

M04WM7, ' a-IX FIch.. 30-000,62/06/26. 


0206020546 Summary of BSOS06 meeting u/utll re initial markup of 
NUREG-0473, “Radiol ogical Effluent Tech Specs for BURs •• 
Attendance list and 

KINTNER, L L Llceniing Branch. 1. 82/05/20 Licensing Branch 1 

5pp £3339,313 24X FI Ch* . 50-341, 62/05/20, 8206020546 


8206020370 Forwerdt “Evaluation of Site-Specific Earthquake Base Mat 
Uplift Loads “ 

TAUQER. H Detroit Edison Go 82/05/26. TEDESCQ. R t Assistant 
Director for LUeniins Ip 13320 250 24X Fiche 50-341,82/05/26, 

8206020370 


— 0206020376 “Evaluation of 31 te-8pec i f ic Earthquake Bast Mat Upli 
Leads “ 

LEKNERT, R, A. , KDHRS, R H , WENNER, T J NUTECH ilfucUar Technology, 
tnc 1. DET-04-050 RO 02/05/04. 19pp 13320 251 24X 

Fiche* 50-341, 02/05/26,8206020370. 


eveiuasipn or bmr li cum 
Por ellmlnatlpTi of 
recommended In 

^EQ-0619, Sectlftn 8 l.Proposel acceptable 

^“’'8 «♦ Piant Systems. 
Assistant Director for Licensing. Ip. 

13631 059. 24X Fiche* 50-000, 02/06/25, B206290174 ^ 




??no» !iiIT licensing review ornup 

tUmlnatian of control rod drive makeup pump 
flaw test recommended ip NUREG-0619, Secti on 0.1 ^ ^ ^ 

.3i3.=o*o. 

‘“PM* *> co,r.„ui,d.nc« 


US’;"?;®'-™'"-::--""' " “ 
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F S9Ci>rifci|( <nodic«»li emergency S* fire prptection plen? 


62061402^^ Dcard Notification 82-53 foruiarding repts concerning 
evacuation of small community near facility during 
enoTgetic les 

TEDESCQj R L /isslstant Director for {-iconsing B2/06/O4 Atomic: 

Safety and i-icenslng Board Panel 3pp 13S07 169 2AX 
Fiche 50-341, 32/06/04. 0206140226 


■2206140230 Trip repl of 62042B visit to Monroe, hi re public meeting on 
state &r local emergency plans 

AXEt.80Ni I.J L Division of Emergency Proparedness 8c Operational 
Support 02/05/11 HINDrJ A Division of Emergency Proparednesa 
(m Operational Support Ip 13507 172 24X Fiche 50-341. B2/06/04. 

8206140226 


820616-0396 Board Notification 02-56 informs of FEMA interim findings 
on state 6 local readiness for offsite radiological 
emergency preparedness h foruards Amend 42 to F8AR 

TEDESCOi R L Asslotant Director for Licensing B2/06/OB Atomic 
Safety and Licensing Board Panel 5p p 13542 ?43 24X 

Fiche 50-34 1 . 02/06 /OB. 8206 1 60396 


0 Adjudicatory correspondence 


02O6O4O24B Advises that no response will be filed to NRC 020524 
proposed findings 6 conclusions of fact 
VOIGTjH H Leaoeuf. Lamb. Leiby 8< MacRae 62/05/20 
MILHQLLIH.'O L , SCHINK. D R , MORRIS. P A Atomic Safety and Licensing 
Board Panel Ip 13355 266 24X Fiche 50-341.03/05/28.0206040248 


O Inspection reports. IE Bulletins & correspondence 


8202040147 IE Info Notice 62-lS. "Notification of NRC Sve list one! 
OEVGUNOrR C Director's Office. Office of Inspection and 

Enforcement 02/05/28 I07pp 134S6 095 24X 

Fiche 50-000. 82/05/30. 8202040147 


0204210370 IE Info Notice 82-16. "HPCI/RCIC High Steam FIqw Setpoints " 
Sve list end 

JORDAN. £ L Division of Engineering 6 Quality Assurance 92/05/20 
I03pp 13440 264 24X Fiche 50-000.02/05/20.8204310378 


0206170116 Foruards IE Insp Rept 50-341/02-06 on 020301-0430 No 
rtoncomp 1 iance noted 

STREETER. J F Division of Project & Resident Programs 82/06/0J 
NELLBi D A Detroit Edison Co 2pp 13530 261 24X 

Fiche 50-341.02/06/01.8206170116 


—8206170121 IE Insp Rept 50-341/02-06 on 020301-0430, No none ompl lance 
noted Major areas inspected licensee action on previous insp 
findings. QL issuance, systemat i c assessment of licensee 
p er formance. f uel load date meeting & preoperational test OA 
LITTLE, a H , KONKLIN.J E Division of Project Sc Resident Programs 
82/06/01 7pp 13S30 263 24X Fiche- 50-341, 82/06/01, 02061701 16 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants *' 

Sve list end 

DEYOUNOitt C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOBpp 13327 150 24X 

rich*. 50-000. 02/06/02, 8204210380. 


9204210383 IE Info Notice 82-17. "Overpressur 1 xatlon of RC9. " Bve list 
sne 1 

JORDAN. E L Division of Engineering 6 Quality Assurance 82/06/11. 
106pp 13675 258 24X Fiche. 50-000. 82/06/ 1 1. 8204210383 


6204SI0394 1£ Info Notice 02-18. "Assessment of Intakes of Radioactive 
Hatl ty Workers " 8vc list end 

DEYOUNG. R.C Director's Office. Office of Inspection and 

Enforcement 02/06/ li 120pp 13675 189 24X 

FI Che; 50-000. 82/06/11. 8204210304. 


8206340207 Forwards 1£ Insp Rept 50-341/82-09 on 820526-27 No 
none amp I lance noted. 

LITTLE, M S Division of Engineering 6 Technical Programs 82/06/11 
W£LL8r0 A. Detroit Edison Co. 2pp. 13597< 048 &4X 

Fiche 50-341, G2/06/U. 820624020 7. 


— 8206340291 IE Imp Rept 50-341/02-09 on 620526-27 No poncomp 1 lance 
noted Major areas Inspected preservice insp procedures, 
work activl ties, nondestructive exam personnel certifications 
& data & previous insp findings. 

WARD. K D , DANIEL0QN. D \i Region 3, Office of Director. 82/06/10 
Spp. 13597 050 24X Fiche 50-341.82/06/11.8206240287 


6206250134 Notifies that 2-uk special team as sessment of onsite const 
program ul 1 1 begin an 820621 Evaluation will include QA 
program interfaces 6 over views , carrec tive action sys, design 
change control & electrical cable installation 

KEPPLER.J C Region 3. Office of Director 82/06/21 TAUBER. H 
Detroit Edison Co 2pp 13613 329 24X Ficho 50-341,02/06/21. 

8206250134 


6206290283 Discusses use of flammable matl in Class IE switchgear, 
noted during IE insps Use of mounting bases may void 
IEEE- 323 t( 1EEE-3B3 i^ual i f icatl on because of flammable 
nature Licensee plans to justify use 

MAIDU, K R Region 3, Office of Director 82/06/24 NORELIUS, C E 
Division of Engineering tc Technical Programs 2pp 13636 221 24X 

Ficho 50-000.82/06/24.0206290203 


S Reportable Recurrences, LERs 6 related correspondence 


8206040422 Final Part 21 rept re irregularities in control rod 
dr 1 vel Ine (CRO > housing aa sembl i es, ini tlally reported 820126 
Investigation results indicate that chips will nob reach CRD 
u/thermal sleeve installed No safety Impact anticipated 
WELLS. D A Detroit Edison Co 82/05/10 KEPPLER. J 0 Region 3. 
Office nf Director app 13355 356 24X Ficho 50-341,62/05/10. 

8206040422 


8206150259 Final Part 21 rept re rusting of threads in reactor 
vessel stud h oles. or Ig Ina lly reported on 020323 Reactor 
pressure vessel stud holes will be cleaned & used Minor 
pitting has no effect on safety function 

WELL6.D.A Detroit Edison Co B2/05/10 KEPPLER. J 0 Region 3. 
Office of Director Lp 13498 326 24X Fiche 50-341,82/05/10. 

820615025? 


8206040141 Final Part 21 rapt re overstressing of pipe support beam 
attachments uhere struts Installed off vertical position b 
fubj to bending movement. initially reported 0Q113O 
Field mods to supports completed per const schedule 
WELL6.DA Detroit Edison Co 02/05/21 KEPPLER.J.O Region 3, 
Office of Director lp 13347 238 24X Fiche 50-341.02/05/21, 

0206040141 


0206040277 Final Part 21 ropt re thermal growth clearance for 
control rod driveline penetrations betueen biological shield 
6 primary con ta Inment. ini tial ly reported 810528 
Configuration of penetrations approved 

WELLS. D A Detroit Edison Co 82/05/21 KEPPLER. J 0 Region 3, 
Office of Director Ip 1335B’360 24X Fiche 50-341,82/05/21. 

8206040277 


0206150333 Interim Part 2t rept re defects in Eberllne Instrument 
Corp radiation monitoring equ iprnent. ini tlallg reported an 
820423 Lbr uias received from NRC site resident inspector 
re Part 21 rept although rept from Eberllne not received 
WELL8, D A Detroit Edison Co B9/05/21 KEPPLER, J 0 Region 3. 
Office of Director Ip 13506 041 24X Fiche. 50-341, 82/05/21. 

8206190333 


0206170302 Final deficiency rept re defective 0E-I8(BE welds, ini tially 
reported 801024 Defects noted In jet pump diffuser to 
adapter melds U safe-end mod weids Repair work completed, 

WELLSrD A Detroit Edison Co 02/05/26 KEPPLER. J 0 Region 3. 
Office of Director lp. 13531 252 24X Flchs 50-341.82/05/26. 

0206170302 


0206820543 Interim deficiency rept re pipe support strut sulvel 
beartngsf initially reported on 820914 Nine supports 
affected Atfdl Investigation initiated Next rept will be 
submitted bg 821000 

WELL9.D A. Detroit Edison Co 82/06/11. KEPPLER, J 0 Region 3. 
Office of Director 2pp 13578.206 24X Fiche 50-341.02/06/11, 

6206220543 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medical, emergency 8i fire protection plans 


0206090002 Responds to FDIA request for documents re Cnmmieslon 
decision ta extend deadline for licensees to Implement 
prompt notification eys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J M Division of Rules and Records 82/05/11 REYNOLDS, N.0 
Debevoise 6 Liberman 3pp 13454 003 24X Fiche 90-000.62/05/11, 

8206090002 


— 6206090011 List of facilities completing emergency preparedness 
activities by 010701 

6 NRC - No Detailed Affiliation Olven. 82/05/11 9pp. 

13454 006 24X Fiche: 50-000. 82/05/ 1 1, 0206090002, 



—6203110481 Subtnlt* fflonthly upd^ta o 
notification sgs 
SPENCERi 0 8 Oivlaiori of TvchnUal Inapectloft 
ORIHES, a K Division of Emtrsency PreparerfiiB sa 
24X Flcho 30-0 00,82 /03/11102060900 02 


status of impl B^antat Ian cif prompt 


S2/0t/O5 
0pp 13454 176 


0206250145 Responds to 820430 Itr re changes to facfilltg security plan 
Changes consistent w/lOCFfiSO 54lpJ 

CLARKi R A Operating Reactors Branch 3 82/06/16 WITHERS, B 0 

Portland General Electric Co Ip 13629 007 24X 

Fiche' 50-344i 02/06/16,8206250145 


0206250170 Forwards Revision 2 to security force training & 
qualification plan Revision withheld tref 1 0CFR2 790) 

WITHERS, B 0 PoTtland General Electric Co 02/06/17 CLARK. R A 
Operating Reactors Branch 3 ip 13613 050 24X 

Fiche: 30-344, 02/06/17. 8206250170 


9206220362 Ac k receipt of B20608 Itr informing NRC of step* taken to 
correct violations noted In IE Insp Rept 50-344/82-10 Util 
(ifilL conduct fire brigade retraining on recurring basis over 
successive periods 

STERMSE/IG, D M Division of Resident# Reactor Project It Engineering 
programs 02/06/18 WITHHR9, B D Portland General Electric Cn 
Ip 13SB2. 104 24X FI ch# S0-344 i 82/06/18* 0206220362 


—9806220370 Responds to HRC 820521 Itr re violations noted in l£ Insp 
Rept 90-344/62-10 Corrective actions statement proNititing 
use of fire hoses for nonenjergeneg purposes added to 
Procedure P8-3-21 Fire brigade training ofUl be conducted 
MITHERSjB D Portland General Electric Co 92/06/09 
EM3ELKEN*R H Region S, Office of Director 3pp 13502 105 24X 

F I c h • 50-3 4 4i 02 /06/ ifli 8806220362 


8206230293 Requests that util continue to apply interim operating 
restrictions until Westinghouse 820120 ropt revl ewad, per 
util 020430 Itr re intent to return to unrestricted 
automatic rod control commencing ui/atartup for fuel Cycle 5 
CLARK. R A Operating Reactors Branch 3 B2/06/08 WITHERS* B D 

Portland General Electric Co 2pp 13594 331 24X 

Fiche 50-344.02/06/08,8206230293 


9206090153 Generic Ltr 02-11 to all LWR reactor plant licensees £# 
applicants re transmittal of NUREO-0916 relative feu 
restart pf RE Oinna Rapt documents findings re cause of 
event H/o end 

EJSENHUT. D 0 Division Of Licensing 82/06/09 HAUSPUfiO. A 
Consolidated Edison Co of New York 13pP 13557 349 24X 

Fi c h e SO-000. 02/06/09, 8206090153 


8206100011 Forwards Amend 74 to License NPF-l C, notice of issuance t* 
avallabiJlty Amend deletes certain Tech Spec requirements 
for pump l< valve testing now covered under 10CFR30 55a 
CLARK, R A Operating Reactors Branch 3 82/06/10 WITHERS, D O 

Portland General Electric Co 4pp 13970 040 24X 

Fichfl 90-344, 02/06/10, 02061900! 1 


— 02O61BOO14 Amend 74 to License NPF-1, deleting certain Tech Spec 
requirements for pump 6 valve testing now covered under 
lOCFRSO 5Sa 

CLARK, R A Operating Reactors Branch 3 82/06/10 32pp 

13370 043 24X Fiche 50-344; 02/06/10, 0206180011 


—8206180019 Notice of Issuance U availability of Amend 74 to License 
NPF-1 

TRAMMELL, C M Operating Reactors Branch 3 82/06/10 2pp 

13970 077 24X Fiche 50-344,82/06/10,8206180011 


8206300320 Releases public version of charts listing results of 
enalv^i'* NLrReO-0694 etnergencV response staffing criteria 
by emergency function 

FELTON, J M Division of Rules and Records 82/06/22 Document 
Management Branch If- 13670 278 24X Fiche 50-344,02/06/23* 

6206300320 


--9206300337 Furuarifs public version of charts listing results of 
analgsii of NUREG-0694 , Ta bl e fl-l, "Emergency Response 
Staffing Criteria by Emergency Function," in response to 
NRC 820407 request Facility still in shutdown eandltion 
WITHERS, B D Portland Genera! Electric Co 02/06/1 J CLARK, R A 
Operating Reactors Branch 3 4pp 13679 279 24X 

Fiche: 50-344, 92/06/22, 6206300320 


J Insurance & Indemnity information 


8206230016 Forwards Endorsement 47 to MAELU Policy HF-B6 Ic Endorsement 
95 to NELIA PoHcv NF-225 

JOHANSEN# F Portland General Electric Co 02/06 /15< 9ALTZMAN, J- 

Office of State Programs* Director 3pp 13500. 196 24X 

Fiche 90-344, 02/06/1 9, 82068300 1 6 


P. Operating license stage documsntt & correspondence 


9206020283 Forwards Amend 73 to License NPF-1, safety evaluation !< 
notice of Issuance 6 availability Amend revises surval 1 lance 
requirements for pr esiori ler pouier-op erated relief valves. 

TRAMMELL, C.M Operating Reactors Branch 3, 82/05/17 WITHERS, B 0 

Portland General Electric Co 3pp 13341 288 24X 

Fiche: 50-344, 02/05/12, 8206030223 


—8206020226 Amend 73 to License NPF-1, revlsi ng surveillance requirements 
for pressurixiT pDwer‘*operatBd relief valves 
CLARK, R A Operating Reactors Branch 3. B2/0S/12 4pp 

13341 291. 24X Fiche 90-344.82/05/12,8206020223 


■ — 8206020230 Safety ivaluatlon supporting Amend 73 to Licenit NPF-1 

a Office of Nuclear Reactor Regulation, Director. 02/05/13. 3pp 
13341-295 24X Fiche 50-344,82/05/12.8206020223 


— 8206020233 Notice of issuance 6 availability of Amend 73 to Lic«n$» 
NPF-l. 

CLARKiR. A Operating Reactors Branch 3. 02/05/12. 2pp. 

1 334 1 . 298. 24X Fi c h • 90-344 , 82/05/ f 2, 8206020283 


8206160209 Forwards addl info re Implementation schedules for 
NtJREG-0737 Items, In response to Generic Ltr 82-10 Items 
Include I A 1 3 1, I A 1 3 2. X C 1, 1 1 D 1 2, II D 1 3* 

II K 3 30,11 K 3 31,111 A 1 2, III A 2 2 & III D 3 4. 

WITHERS* B D Portland General Electric Co 82/06/11 EISENHUT.D, G 
Division of Licensing Spp 13522 000 24X Fiche 50-344.68/06/1], 

0206160209 


6206210597 Bubmiti supplemental check for Glass III license fee far 
Amend 72 to License HPF-l/in response to NRC 820519 Itr 
LENT6CH.J W Portland General Electric Co 82/06/14 OlGOSiH-N 
License Fee Management Branch Ip 13564 060 24K 

rich* 50-344.88/06/14,8206810597 


6206250116 Approves 811288 response to resolve NURE0~O737* Item 
n K 3 25 re malnt of reactor coolant pump seal Integrity 
during loss of offsite power 

CLARK, R.A Operating Reactors Branch 3 02/06/13 WITHERS* 33 D 

Portland General Electric Co 2pp 13628 322 24X 

Fiche 90-344, 02/06/15, 020625011 6 


6206250192 Forwards request for addl info re TMI Action Item 11 K 3 1/ 
on ECC8 outages 

CLARK, R A Operating Reactors Branch 3 62/06/17 WITHERS, tl D 

Portland General Electric Co 7pp 13629 008 24X 

Fiche 50-344,82/06/17,8206250152 


8206240406 Forwards Ueetinghouse evaluation of use of fuel assemhlioe 
containing stalnlass steel fuel rod replacements Stainless 
steel rods will not have significant impact on Cycle S core 
Prompt approval of License Change Application 88 requested 
WITHERS, B D. Portland General Electric Co 82/06/16 CLARK, R, A 
Operating Reactors Branch 3 6pp 13603 074, 24X 

Fiche. 50-344, 02/06/18.8206240406 


8206270203 Forwards revision to design info questionnaires re fuel pin 
exchange process conducted at facility 

BROEHL.D J Portland General Electric Co 82/06/22 EISENHUT.D 0 
Division of Licensing 3pp 13635.391 B4X Fiche. 50-344, 62/06/22* 
8206270203 


0206270393 Forwards final response to 010900 request for addl Info re 
evaluation criteria for masonry walls Items 6-10 addressed. 

WITHERS, B D. Portland General Electric Go 02/06/24 CLARK, R A 
Operating Reactors Branch 3 ?pp 13634^251 24X 

Fiche 90-344,82/06/24,8206290393 


O Inspection reports, IE Bulletins correspondence 


B2060B0264 Forwards IE Insp Rept 50-344/82-19 on 820417-23 No 
nancompt ianc B noted. 

SOOKiH e Region 5, Office of Director. 02/05/21 WITHERS* R- 0 
Portland General Electric Co Ip 13420 056 24X 

Fiche' 50-344, 82/05/81, 8206080264 



DOCKETED ITEMS 


235 


— a20&0&08B? IE Insp Ropt S0-344/B2’'i5 on G20417-23 No noncomp 1 isric« 
not«d Major aroas Inspected radiation protection program< 
personnel monitorlngi instrument cal ibrsi eurveys< posting & 
labe 1 ing. training it licensee actions on previous insp 
CULL18, M I HENSLAWSKI^F A , BOOK. H E Region 5i Office of 
Director 82/05/21 lipp 13420 057 24X Fiche 50-344, 02/03/21 1 

820 ^ 0802*64 


0206080301 Forwards IE Insp Rept 50-344/02-10 on 020330-0402 & 14-16 
U notice of violation 

STEfiWBERO.D « Region 5. Office of Director 02/05/21 

WITHERS, 0 D Portland Oeneral Electric Co 2pp 13416 004 24X 

Fiche 50-344i 82/05/21 r 020608030 i 


— 8206080387 Notice of violation from Insp on 020330-0402 & 14-16 
9TCRNBER0, D M Region 5, Office of Director 02/03/21 Ip 
13416 006 24X Fiche 30-344,02/05/21.0206080381 


— 8206000394 IE Insp Rept 50-344/82-10 on 820330-0402 h 14-16 
Noncomp 1 1 ancB noted use of fire hoses for nonomergencv 
purposes not incorporated into facility procedures 
JOHNSON, P H , ZWETZlOiO D Region 5, Office of Director 
02/05/20 8pp 13416 007 24X Fiche 50-344,02/05/21,0206000381 


8206040121 Forwards IE Safeguards Insp Rapt 50-344/02-11 on 020420-39 
No noncomp 1 iance noted 

NORDERHAUO, L R Division of Radiological Safety it Safeguards 
Program. 82/05/26 WITHERS, B, D Portland General Electric Co 
2pp, 13343 352 24X Fiche 50-344,82/05/26,0206040181 


— 0206040131 IE Safeguards Insp Rept 50-344/02-11 on 020428-29 No 
noncomp I iance noted. Major areas inspected ad hoc IAEA insp 
to audit licensee records Sc repts S< eve surveillance 
cameras Details withheld <ref 10CFR2 790 it 10CFR73 2U. 

NELSON, 0 B , NORDERKAUOpL R Division of Radiological Safety tt 
Safeguards Program 82/05/24 Ip 13345 354 24X 

Fiche 50-34 4,08/05/26,0206040 1 21 


8202040147 IE Info Notice 02-15, "'Notification of NRC *' 8vc list end 
DEYOUNO,R C Director's Office, Office of Inspection and 
Enforcement 02/05/28 I07pp 13426.095 24X 

Fiche: 30-000, 82/03/20, 0202040147 


— 0206220139 IE Insp Rept 50-344/02-12 on 020316-0430 Noncomp I iance 
noted emergency diesel inoperability, 

MALH«0S,11 H . ZWETZIO.O B Region 5, Office of Director 
02/05/10 6pp, 13571 355 24X F i che 50-344, 02/06/04, 0206220133 


8206150363 Forwards IE Enforcement Conference Rept 50-344/02-19 on 
020507 

STERNBERG, D M Division of Roildent, Reactor Project Ic Engineering 
Pregrams 02/06/00 WITHERS, B D Portland General Electric Co 
Ip 13505 268 24X Fiche 50-344,02/06/00,0206150363 


— 8206150367 IE Enforcement Conference Rept 50-344/82-19 on 820507 Major 
areas discussed findings of 820316-0430 special insp, 
significance of violation Identif i ed, new NRC enforcement 
policy Sc util remarks 

JOHNSON, P H , ZWETZIO, G B Division of Resident, Reactor Project Si 
Engineering Programs 02/O6/OS 3pp 13503 269 24X 

Fiche 50-34 4,02/06/00,9206130363 


8204210383 IE Info Notice 82-17, "Over pressor i lation of RC8 8vc list 

JORDAN, E L Division of Engineering it Quality Assurance. 82/06/11. 
106pp 13675 230 24X Fiche 50-000,02/06/11,0204210303. 


0204210304 IE Info Notice B2-IS, '♦Assessment of Intakes of Radioactive 
Matl by Workers “ 8vc list end 

DEYOUNG, B C Director's Office, Office of Inspection and 

Enforcement. 02/06/11 120pp 13675 109 24X 

Fiche* 30-000, 02/06/1 1, 0204210304. 


8206200303 Forwards IE Insp Rept 80-344/B2-18 oh 820419-0528. No 
noncompllance noted 

STERNBERG, D. H Division of Resident, Reactor Project tt Engineering 
Programs 02/06/11 WITHERB. B D Portland General Electric Co 
2pp. 13623.354 24X Fiche 50-344,82/06/11,0206280300 


—9206280311 IE Insp Rept 30-344/02-10 on 820419-0528 No noncomp 1 lance 
noted Major areas Inspected, s urvel 1 lance testing, maint, 
refueling act ivities • security tt followup on LERs 

MALMR08, M. H , ZWETZIO, 0 D Division of Resident, Reactor Project It 
Engineering Programs 02/06/09 6pp 13623 356, 24X 

Fiche 30-344, 82/06/1 1 , 0206200300. 


8204210370 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoint# *' 
Sve list end 

JORDAN, E U Division of Engineering it Quality Assurance 02/05/28 
I03pp. 13440 864. 24X Fiche 50-000,08/05/20,0204210378. 


9204210380 IE Bulletin 82-02, '♦Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWH Plants '♦ 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 I08pp 13527 150 24X 

Fiche: 50-000, 82/06/02, 0204210380 


0206140284 Discusses IE 020316-0430 insp of circumstances associated w/ 
inoperathl 1 ity of emergency diesel generators during 81110B- 
la, 1201-020104 t< forwards notice of violation it proposed 
imposition of civil penalty 

ENGEL K EM, R H Region 5, Office of Director. 02/06/02 WITHERS, B D. 
Portland General Electric Co 3pp 13507.206. 24X 

Fiche 50-344, 02/06/02, 02061 40204 


— 8206140292 Notice of violation «c proposed imposition of civil penalty 
in amount of $60,000 for failure to complete design change 
to correct deficiency in May 1977 re train B emergency 
diesel generator 

ENOELKENiR. H Region 5, Office of Director. 02/06/02, 4pp. 

13507. 209 24X Fiche - 50-344, 02/06/02,0206140204 


9206220321 Forwards IE Insp Rept 50-344/82-16 on 820503-07 No 
noncompliance noted 

BISHOP, T W. Division of Resident, Reactor Project Cc Engineering 
Programs 02/06/02 WITHERS, 8. D Portland General Electric Co 
2pp. 13571*001 24X Fiche 50-344, 82/06/02, 0206220321. 


0206220362 Adt receipt of 820600 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-344/82-10. Util 
will conduct fire brigade retraining on recurring basis over 
successive S-yr periods 

STERNDEROrD, M - Divlelon of Resident, Reactor Project it Engineering 
Programs. 92/06/10 WITHERB, B D Portland General Electric Co. 

Ip 13502 104 24X Fiche 50-344,82/06/10,6206220362. 


—8206220370 Responds to NRC 820521 Itr re violations noted in IE Insp 
Rept 50-344/88-10 Corrective actions, statement prohibiting 
use of fire hoses for nonsmergsney purposes addid to 
Procedure PB-3-21.Flre brigade training will be conducted 
WITHERS, B D Portland General Electric Co. 02/06/00 
ENOELKEN, R H Region 5, Office of Director. 3pp. 13502*105. 84X 

Fiche* 50-344, 02/06/191 0206220362 


0206280027 Responds to BB0205 request for relief from certain ASHE Code 
Section XI requirements Relief granted until 060520 Forwards 
safety evaluation 8< notice of granting of relief 
CLARK, R A Operating Reactors Branch 3 82/06/10. WITHERB, 0 D, 

Portland General Electric Co 3pp 13630 320, 24X 

Fiche: 50-344, 08/06/10, B2O620OO27 


— 8206260031 Safety evaluation granting relief from A8ME Code Section XI 
visual esam requirement for five specific Class 3 

component* 

* Materials Engineering Branch 02/06/10 5pp. 13630*331. 84X 

Fiche 30-344,02/06/19,8206200027 


— 8206200036 Notice of granting of relief from ABME Code Section XI 
inservice insp requirements. 

TRAMMELL, C M, Operating Reactors Branch 3. 02/06/10. 2pp 

13630.336. SAX Fiche 50-344,02/06/10,0206200027 


— 0206220326 IE Insp Rept 50-344/02-16 on 020503-07 No noncomp 1 ienc e 
noted Major area* inspected, inservice Insp activities t, 
previously identified followup items 

WAGNER, W J , ECKHARDT, J H. Division of Residsnt, Reactor project ft 
Engineering Programs. 82/06/01 5pp. 13571*003 24X 

Fiche. 50-344, 02/O6/OS, 0806220321. 


02O682O13S Forwards IE Insp Rept 50-344/82-12 on 820316-0430 
Enforcement action to be subj of separate correspondence 
STERNBERG, D. M. Region 5, Office of Director 02/06/04. 

WITHERB, B D Portland General Electric Co. Ip 13571 354 84X 

Fiche 50 - 344, 02/06/04 r 8206220135 


R Periodic operating reports 8, related correspondence 


8206010508 Forwards monthly operating rept for Apr 1982 

YUNDTrC P, Portland General Electric Co 02/05/10 Off 
Management and Program Analysis Ip 13314*009 24X 

Fiche* 50-344, 02/05/10, 9806010508 


—0206010593 Monthly operating rept for Apr 1902 

KENT,G. J, Portland General Electric Co 82/05/07, 5pp 
13314. OIG 24X Fiche. 50-344, 82/OS/lO, 8206010500 



S Reportable otc urrence** LER* & related cor reap anderc e 


03O&O4OOO3 6^-93-017 tiotice of violatlofi notice of proposed 
impooltlon of civil penalty in a/noont of i/i-O. OOO re 
in-operable required emergency diesel hjill be issued on or 
about d2DbQ3 

BARBER,© , LfEDERMAUj J Region 5# Offico of Director 82/05/20 
Ip 13340*3^2 24X Fighfi 50-344,83/05/23/8206040003 


02O6OGO349 Forwards LER 02-OQ7/O1T-O Detailed event analysis end 
Y8NDT,C P . STEELE. R t Portland General Electric Co 02/09/28 
EWGELKEH, R H Region 5, Office of Diroctor 3pp 134119 036 24X 

riche. 5 0-34 4 1 82/05/20,0206080249 


— 0206080254 LER Ba"007/0lT-0 on 02O314» dut ing revieu o-f revised 
conta Intnant DBA ana 1 ysl«, noneanservative ipray nodeiing 
error diacoversd Caused ty underpredi c tion of peak 
containment operating pressure Neu pressure limit set 
YQBHfHARA, 0 M Portland General Electric Co 03/05/28 Rt^gion 
5, Office op Director Ip 13419 039 24'{ Flcha 50-344.02/05/20, 

82060 B0249 


0206220503 PNO-v-sa-OSS On 820617. r smote video exam of metal pieces 
tfounif in bottcm of reactor vessel indicated tbat pieces are 
probably from thermal ilaeves Thermal sleeves not required 
per dtscussioni u/Westlnghouie 

WETlIOiQ Region 5/ Office of Director 82/06/17 Ip 13581 009 
24X FI Che 50-344,02/06/17.0206220303 


0206040382 Forwards request for exemption from 10CFR73 imp 1 emen tatinn 
schedule Request withheld <ref 10CPR2 7901 

CROUSE, R P Toledo Edison Co 02/05/31 GTGL2. J F Operating 
Reactor* Branch 4 Ip 13354 042 a4X Fiche 30-346.02/05/21. 
0206040332 


8206050240 Forwards Revision 18 to industrial security plan Revisic-n 
withheld (ref lOCFfi73 31 > 

CROUSE, R P Toledo Edison Co 82/05/28 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director ip 13420 225 24X 

Fiche 50'*346, 02/09/20.0206000340 


8206050409 Forwards safety evaluation of util requested mads to conply 
w/lOCFRSO App R Sections HI 0, in J III 0 re alternate 
9VC uiQter capebllltv Proposed mods acceptable 

3T0LZ, j F Operating Reactors Branch 4 02/06/02 CRDUSEjfl F 

Toledo Edison Co 2pp 13440 069 54X Fiche 30-346,82/06/02, 

0206000409 


-8206000406 Safety evaluation supporting requestod mods to lOCFRSO- S. 
10CFR50 40 App R 

e Office of Nudlaar Reactor Regulation, Director 82/06/02 3pj 
13440 071 24X Fiche 50-346,02/06/02.8206080483 


8206300104 Releases public version of revision to emergoncy plan 
administrative procedure 

FELTON, JM Division Of Rules and Records 02/06/22 Dncumetit 
Managenent Branch Ip 13684 259 24X Fiche 30-346,82/06/22. 

8206300104 


DOCKET 50-346 DAVlfi-BESSE NUCLEAR POWER STATION. UNIT i 


F Security, medical, emerpency V fire protection plans 


0205110633 Forwards info re protection progranir i-dantif i»d as result of 
B20323 meeting ur/fiechtel IflC Info includes clarification 
of NRC Oenaric Ltr 01-12 re backup svc water Two aver si lo 
drawings «nci Aperture cards are available in PDR 
CROUSE, R P Toledo Edison Co 82/04/29 8T0LZ.JF Operating 
Reactors Branch 4 45pp 13023 106 24X Fiche 50-346,62/04/29, 

S2051 10633 


820609000S Responds to FOIA request for documents re Comniftslon 
decision to extend deadline for licensees to implement 
prompt notification sf|« forwirds documents listed in App A 
Documents alsa available in PDR 

FELTON, J M Division of Rule* and Records 02/05/11 REVNOLDQ.N 9 
Oebevoise «c Liberman 3pp 13454 003 24X Fiche 50-000,82/05/11, 

B206 090002 


**-0206070011 List of facilities eompletlnp emergenc-y preparedness 
activities by 810701 

* NRC - No Detailed Affiliation Given 82/05/11 9pp 
10454 006 24X Fiche* SO-OOO^ 83/05/1 1, 8206090002 


— 8206090033 Forwards updated Infe re prompt notification * uarning sys 
for Region 3 licensees 

FAPER lELLO, C. J Emergency Freparedness Sc Program Support Branch 
01 /12/01 RAMOS, 9 L Emergency Preparedness & Program Support 
Branch. 4pp, 13454.128. 24 X fiche. 50-000, 82/05/1 Ip 8206090002 


'•“■8203110477 Forwards Update on prompt noti f Icatlon & learning sy* for 
Region 3 licensees FEKA estimate* approx 69X of reviews of 
proposed «yi new complete 

HIND, J A Division of Emergency Preparednest t< Operatlanel 
Support 82/01/05 GRIMES. B K Division of Emergency 
Freparednee*. 4pp 13454 1 33 24X Fiche. 50-000i 02/OS/i 1, 

8206070002 


—0206300107 Forwards public version of Revision 12 to Emergency Flan 
Administrative procedure AD 1027 10, ‘'Emersancy Offsite 
Dose estimates " 

* Toledo Edison Co 82/06/09 NRC - No Detailed Affiliation 
Given ip 13684 209 24X Fiche 50-346,02/06/22,0206300104 


— 0206300110 Public version of Revision 12 to Emergency Flan 
Administrative Procedure AD 1027 10, "Emergenry Dffsito 
Dose Estimates *' R«vlsi 07 i Index end 

DDYEL.C , GREEN, W , BRiOENiD W Toledo Edison Co ©2/06/04 
29pp 13684 291 24X Fiche 50-346,82/06/22,0206300104 


P Operating license stage docomants & correspondence 


0204300003 Responds to FOIA request for five categories of documents 
re Bept 1979 rept, "Recommendations of TMI-a IE 
Investigation Team " Approx 170 pages of matl being placed 
in pDR 

FELTON, J M Division of Rules and Records 02/04/02 WEIB8, E R 
Union of Concerned Scientists ip 12920 032 24X 

Fiche 80-000.82/04/02,0204300003 


—0004020630 Discusses NRC concern* re 790U2 reactor trip at facility 
Concern* are under active review k. no add! specific actions 
are planned Commends NRC diligence In reviewing plant 
operating events 

JORDAN, £ L Division of Reactor Operations Inspections 80/03/12 

HUNTER, D R Region 3, Chicago, Office of the Director Ip 

02939 341 24X Fiche 50-000, 02/04/02, 0204300003 


82062B0071 Addl response to PpIA request for eight categories of 
documents Forwards documents listed in App A Ddcuiments 
listed In App B available In PDR Confidential financial 
info deleted 

FELTON, Jrt Division of Rules and Records 02/05/12 MCMURRAVi C M 
Kirkpatrick, LocIthArt, HiU, Christopher k Phillips 20pp, 

13630 055 a4X Fiche 50-000,02/08/12,8206280071 


— 0203110473 i8ubmit* update of current asseisAent of Ucensaa* ability 
to implement prompt notification sys by B20201 deadline. 

Thirteen licensees may not meet deadline 

OIRCKfli W, J Office of the Executive Director for Operatiuti* 
82/01/26 Gummifsi oners 2ap 13494 lA4. 24X 
Fiche- SO-000, 82/05/11, 0206090002 


B10302D313 Updates 601222 memo re decisions for degraded caollTig 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Ecamplas qf valve misoperation provided 
HEOEtROSrM 0, Reactor Systems Standards Branch, 01/02/02. 

ARLOTTO. 0. A. Division of Engineering Standards 20pp 13630:102 
24X Fiche 30-000,02/05/12,8206280071 


—8203110481 Euhffllts monthly update of status of imp 1 amen tation of prompt 
notification sgs 

SPENCER.O.S Division of Technical Inspection 02/Ol/OS 
OR1ME0,B K Division of Emergsney Frdpare dnas*. app, 13454 176 
24X Ficha; 5 0-000, 82/08/ ll,B2O60«W)00a i/o 


—82^6090073 Forwards monthly status rspt re prompt notlf Icatton sys at 
deficiencies are corrected by 820601 

HIND^J A Division of Emergency Preparednest k Operational 
support 0 0/02/17 Division of Emergency Freparedness 

3pp. 13454 190. 24X FI Che J 50-000, 82/03 /U, 0206090002 


■0204070131 Forwards safety evaluation re NUREO-0737, TMI Actien Item 
II K, 2 9, failure mode effects analysis on Integrated control 
lys Design meet* alJ currant regulatory raqulrsments. Item 
considered closed 

0PEI8, T P Assistant Director for Reactor Safety 02/03/30 
NOVAK, T Assistant Director for Opsratlng Reactors 7pp 
13639 056 24X Fiche 50-000,02/05/12,0206200071 


0206080438 Notlflet of forthcoming site visits to selected utile le 
plant* to assist in Div of Human Factor* Safety ravieu of 
certain Industry practices re manpower fc staffing being 
conducted under contract w/BnL 

ST0L2, JF Operating Reactors Branch 4. 82/05/24 CROUSE, R P 

Toledo Edison Co 3pp 13441*011 24X Fiche 30-346,62/05/24, 

0206000430 



DOCKETED ITEMS 


237 


6206070090 Forwards application for amend to License NPF'-G re reactor 
protection sgs trip setpoints contained In Cycle 3 reload 
rept 

CROUSE, « P Toledo Edison Co 82/06/0J STOLZi J F Operating 
Reactors Branch 4 Ip 13374 130 24X Fl che 50-346.82/06/01. 

8206070090 


8206290093 Requests addl info re aiJxiliarg feedwater header repair, 
reported in LER 02-0l9i Revi si on 1 Info needed 10 dags prior 
to scheduled restart 

NOVAK. T K Assistant Director for Operatln'g Reactors 02/06/23 
CRQLfSErR P Toledo Edison Co 4pp 13661 291 24X 

Ftche 5 0“34 6. 62/06/23,8206290033 


— 9206070490 Application for amend to License NPF-3. r evia log reactor 
protection sgs trip setpoints 

CROU9E, R P Toledo Ed i son Co 82/06/01 3pp 13374 159 24X 

Fiche 50-346,82/06/01.8206070090 


— 8206070492 Tech Specs# App A. reflecting changes contained in Cycle 3 
reload rept 

« Toledo Edison Co 02/06/01 6pp 13374 162 24X 

Fiche 50-346,82/06/01.8206070090 


9206090337 Forwards revised roaponse to 820216 request for addl info re 
adequacy of station electrical distribution sgs voltage 
CROUSE. R P Toledo Edison Co 82/06/03 STQL2. J F Operating 
Reactor* Branch 4 12pp 13416 232 24X Flcho 50-346,82/06/03. 

92060B0337 


8306090} S3 Generic Ltr 82-11 to all LMR reactor plant licensees & 
applicants re transmittal of NL/REO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event U/o enc 1 

EISeNHUr.O 0 Division of Licensing 82/06/09 HAUBPURO, A 
Consolidated Edison Co of New York I3pp 13557 349 24X 

Fi cfie* 50-000. 82/06/09. 8206090153 


Q Inspection reports, IE Dulletlns tt correspondence 


0206020035 Forwards IE Insp Rept 50-346/02-14 on 020419,20 «« 23 No 
noncompliance noted 

LITTLE, US Regions. Office of Director 82/05/19 CROUSE, R P 
Toledo Edison Co 2pp 13330 352 24X Fiche 50-346.82/03/19. 

0306020033 


— 8206020037 IE Insp Rept 50-346/03-14 on 020419,20 6 23 No non comp I lance 
noted Major areas inspected damage to auxiliary foedwatar 
headers Ins Ida A & S steam generators 

UARD. K D . DANIELSON, D H Region 3. Office of Director 82/05/10 
6pp 13320,354 34X Flche 90-346,82/05/19.8206020035 


0202040147 IE Info Notice D2-15, “Notification of NRC " Bve list end 
DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 I07pp 13426 09& 24X 

Flcho 50-000,02/05/20.8202040147 


0204310378 l£ Info Notice 92-16, “HPCI/RGIC High Steam Flow Betpoints " 
Sve list end, 

JORDAN. E L Division of Engineering & duality Assurance, 82/09/2B 
103pp 13440:264 24X Fi che. 50-000. 02/05/28. 8204210378 


8206100132 Forwards revised response to util 62050B submittal re NRC 
020317 Oeneric Ltr 82-05 on NUREO-0737. Items I A 3 1, 11 D 2. 

IJ □ 3,11 0 4,11 E 1 2,11 E 4 2. II F 1 Ic II K 2 10 
Response reflects scheduler changes 

CROUSE. R P Toledo Edison Co 83/06/10 ST0L2. J P Operating 
Reactors Drench 4 7pp 13552 009 24X Fiche 50-346, 82/06/ ID. 
8206180132 


8204310380 lE Bulletin 0S-O2, '^Degradat ion of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plante " 

8vc list end 

DEYOUNO, R C, Director's Office. Office of Inspection and 
Enforcement 02/06/02. lODpp 13527 190. 24X 

Fiche 50-000, 02/06/02,0204210380 


8206330133 Noti fies that seismic 6 environ qualification summary rept 
for anticipatory reactor trip sgs complete 6 will be 
submitted by 020709 

CnOU3E.fi P Toledo Edison Co 82/06/15 8T0LZ, JF Operating 
Reactors Branch 4 Ip 13591,044 24X Fi che 50-346. 83/06/1 5. 

0206330123 


0206390375 Notification of 020720 meeting u/B&H owners group in 
SethaiJa. MD to discuss small break model verification 
program, 

V1531M0. 0 S Operating Reactors Branch 4 82/06/17. 8T0LZ. J F 

Operating Reactors Branch 4 2pp 13630 063 24X 

Fiche SO-000. 02/06/ 17r 820 635037 5, 


8206390303 Forwards application for amend to License NPF-3, revi si ng 
Tech Specs to reflect proposed changes re reactor protection 
sya response time omitted in Cycle 3 reload rept. DAU-1707 
CROUSE. R P Toledo Edison Co 82/06/21 8T0L2. J F Operating 

Reactors Branch 4 4pp 13634 144 24X Fiche 50-346,08/06/21, 

0206290383 


— 0206390390 Application to amend License NPP^Oi revising Tech Epees to 
reflect proposed changes re reactor protoction sys response 
time omitted In Cycle 3 reload rep t. BAU-1707. Feb 1982 
CRDUBErR P Toledo Edison Co 02/06/21. 2pp 13634 145 24X 

Fiche: 50-346. 02/06/21. 8806290383 


— 8206890392 Proposed Tech Spec Table 3 3 2 re reactor protection 
I nstrumenta tion response times 

» Toledo Edison Co 62/06/21 Ip 13634 147 24X 

Flcho SO-34 6, 62/06/2 1 , 0206290303. 


8306300129 Forwards application to amend License NPF-3. changing Tech 
Spec Table 3 3-2 re reactor protection lys instrumentation 
response times Table Inadvertently omitted from 820305 
application to amend OL re Cycle 3 reload 

CROUSE, R.P Toledo Edison Co 82/Q6/21 STOLZ.J.F, Operating 
Reactors Branch 4 ip 13653.001. 24X Ft che 50-346. 82/06/21. 

0206300189 


— 0206300132 Ap pi icat ion to amend License NPr-3. changing Tech Spec Table 
0,3-2 re reactor protection sye instrumentation response 
ti^nes, Table inadvertently omitted from 820305 application 
to amend OL 

CROUSE, R.P Toledo Edison Co. 82/06/21 2pp 13653,002 24X 

Flchs. 50-346. 02/06/21. 820630012? 


— 8206300136 Proposed Tech Spec Table 3.3-2 re reector protection sye 
itistrumentatlon response times 

# Toledo Edison Cq 02/06/21. Ip 13653 004 24X 

F 1 c A e : 90-346, 02/06/21. 0206300 1 29. 


0204210333 IE Info Notice 82-17. '•□verpreseur 1 xatlon of RC8. “ 9vc list 
and 

JORDAN, E L Division of Engineering 8. Quality Assurance 82/06/11 
106pp 1367 5 250 24X Fi che. 50-000, 02/06/11. B2O4S1O303 


Q2042103B4 IE Info Notice 02-18, “Assessment of Intakes of Radioactive 
Matl by Uorbers “ 0vc list end 

DEYQUNO.R C. Director's Office. Office of tnepection end 

Enforcement 02/06/11 120pp. 13675 189 24X 

riche. 50-000. 82/06/11,0204210304 


0206210356 Act receipt of 820503 8i 0602 Urs Informing of steps taken 
to correct violations noted In IE Insp Rept 90-346/62-02 
BPESBARD, n L Division of Project & Resident Programs 02/06/15. 
CRQUBE.R P Toledo Edison Co. Ip 13539 075 24X 

Fiche 50-346,02/06/15,0206210356 


— 8206210363 Responds to NRC 82040B ltr re violations noted in IE Insp 
Rept 90-346/82-02 Corrective actions procedure mod completed 
011222 & containment isolation check valves CV 125, BA 502, 
lA 901 U NN 58 tested Valve CV 124 will be tested 
CR0U6E,fi P Toledo Edison Co. 02/06/02 0PEBBARD, R. L, Division 
of Project it Resident Programs. Ip 13539*076 24X 

Fiche 50-346.82/06/19,8206210356 


— B20621036B Responds to NRG 820400 ltr re violations noted in IE InSp 
Rept 90-346/82-02 Correc tlve actions prdcedure mod completed 
811222 6 personnel counseled re mlnimizlTig delays In 
revision process. 

CROUSE, R P Toledo Edison Co. 02/05/03 SPEBBARD, R L. Division 
of Project Resident Programs 2pp 13559 077, 24X 

Fiche 50-34 6,82/06/19,8206210356 


8206290206 Forwards IE Insp Rept 50-346/82-15 cn 020503-14 U notice 
of violation 

LITTLE. W 8 Division of Engineering 6 Technical Progrems# 82/06/15 
CRDUSEiR.P Toledo Edison Cq 8pp, 13639: 354. 24X 

Fiche 50-346. 02/06/15. 0206290206 


—0206290209 Notice of violation from Insp on 020503-14 

LITTLE. U S Division of Engineering It Technical Programs. 
83/06/15 Ip 13633' 356 24X Fiche 90-346,02/06/15,0206290206 


— 820-6290215 IE Insp Rept 50-346/02-18 on BS-OSOS-M Noncomplianc* noted: 
failure to perform periodic callbrs of rotameters it 
hydrometers used to rneasure surveillance test parameters 
important to safety 

CaNNAUOKTDN, K , SHAFER, W. D, Region 3, Office of Plreetar. 

02/06/14 6pp, 13639,397 24X Fiche- 9D-346. 02/06/15. 0306890206. 
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820&S20’357 Forbr^rdi iddl info p^rtlaUv ditcvsseii at 820327 mBetlng 
in Oai th»rsburg, MH> in rajpons® to JE Bulletin flO-llr 
"Ma«onry Uall D9«ign< * par hRC B2O303 Itr 

GROUBE18 P Toledo Edison Co 82/06/16 STflLZ. J F Operating 
Rf actors Branch 4 L6pp 13992 lOB 24X Ficha 50-346* 82/06/ 16. 
8206320357 


B206S50-2&4 Forwards revision ta inservice insp program Re-quests relief 
from performance of Clast 2 hydrostatic tasting of auilUarg 
feedwater header replacoiment sys Three oversi2e drawings 
end Aperture cards are available in PDR 

GRQ(J£EiR P Toledo Edison Co 82/06/22 STOLZ. J F Operating 
Reactors Branch 4 Opp 13613 007 24^ Fiche 50-346.82/06/22. 

8206250264 


R Periodic operating raports related correspondence 


8206240334 Forwards LER 82-023/017-0 

WURRAY. T D Toledo Edison Co 02/06/10 KEPPLEF?, J 0 Region 3 
Office of Director Ip 13603 179 24X Fiche 50-346, 02/06/ 18, 

GS 06240334 


—0206240336 LER 82-023/011-0 on 820604, during RCS ref i 1 1 Ing. ex ceisiwi 
differential pressure occurred across check valves In high 
pressure injection line Cause under investigation Testing, 

Insp It analysis continuing 

BATCH, S Toledo Edison Co 92/06/18 Region 3, Off Ur -of 
Director gpp 13603 176 24X Fiche 50-346.82/06/10,0206240334 


8206270374 Forwards LER 02-024/031,-0 Detailed event analysis in cl 
MURRAY, T 0 Toledo Edison Co 02/06/21 KEPPLEfl, J O Region 3. 
Office of Director 3pp 13634 112 24X Fiche 50-346. 02/06 /fll. 

0206270374 


8206010385 Forwards monthly operating rept for Apr 1782 

MURRAY.? D Toledo Edison Co 82/05/07 HALLER.KI Office of 
Management and Program Analysis Ip 13311.336 24X 

Fiche 50-346, 82/05/07. 0206010385 


— 8206010388 Monthly operating rept for Apr 1702 

SARSOUR.B Toledo Edison Co ©2/05/07 Bpp 13311 337 24 X 

Fiche* 50-34 6, 82/09/07. 6206010305 


8 Reportable occurrences. LERs le related correspondence 


8206150016 Responds to FOIA request for documents ra elren sys 
Installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
documents Iteted In App A 

FELTOM, J a Division of Rules and Records 02/04/21 WADE. J 
Public Interest Research Oroup. New York 7pp, 13524 010 24X 

Fiche 90- 000, ©2/04 /21 . 8206 1 5001 6 


'8206270379 LER 02-O24/O3L-O on 020922. discharge valve MU 340 from ter if 
acid pump 1-1 found in closed position Caused by personnel 
error Operators counseled !< malnt for chock valves reviewed 
HOCIfi, 0 Toledo Edison Co 82/06/21 Region 3, Office gf 
Director ip 13634 H5 24X Fiche 90-346.02/06/21,0306270374 


DOCKET 50-348 JOSEPH M FARLEY NUCLEAR PLANT, UNIT I 


F Security, medical, emergency It fire protection plans 


8206070002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/OS/i 1 REVNOLDS^NS 
Dobevoise It Liberman Spp 13454 003 24X Fiche 90-000,02/05/11, 

6206090002 


--8206150037 PND-I I 1-82-001 on ©20104, one siren fop early warning sys 
Inadvertently activated Caused by lightning stern Siren 
deactivated 

MCCREOOR,L. , STREETER, J , 8PES8ARD, L, Region 3, Chicago. Office of 
the Director <81/03/011 82/01/04 Ip. 139S4 021 a4X 

Fiche 90-346,82/04/21,8206150016 


8206020309 Forwards LER 02-017/01 X- I. 

MURRAY,! D Toledo Edison Co 82/05/24 KEPPLERrJ 0. Region 3, 
Office of Director Ip 13321 347 24X Fiche* 50-346, 82/05/24, 

B2060Z030?, 


--6206020310 LER 02-O17/O1X— 1: on 620417, during steam generator eddy 
current insp, some generator tubes adjacent to aueillary 
feedwater header showed potential interaction w/header 
support sys. Caused by collapse of steam bubble in header 
BATCH, 6 Toledo Edison Co 82/05/24 Region 3, Office of 

DireetOT 7pp 13321 350 24X Fiche. 30-346, ©2/09/24, 8206020009 


8206070551 Forwards LER 82-019/01 X-1. 

MURRAY, T.D Toledo Edison Co 82/05/28 KEPPLER, U 0 Region 3, 
Office of Director Ip. 13370.171 24X Fiche > 50-346, 82/05/28, 

0206070591 


8206100144 Forwards LER 82-02I/03L-0. 

MURRAY,? D Toledo Edison Co. 02/06/03 KEPPLER, J 0, Region 3, 
Office of Director Ip 13445 236 24X Fiche. 50-346, 82/06/03, 

8206100144 


—8206090011 List of facilities completing emergency proparednese 
activities by 010701 

a NRC - No Detailed Affiliation Given 02/05/11 7pp 
I34S4'006 24X Fiche 90-000,82/05/11,020 6090002. 


8206070009 Forwards first monthly rapt re status of prompt notlfluliu 
eye implementation at facilities Keteorol ogical programs, 
emergency response facilities U research reactors need addi 
mgt attention C( clarif ication 

0^RE1LLY,J P Region 2, Atlanta, Office of the Director 
(01/O3/Oi> 81/01/08 DEYQUNOiR C Director's Office, 

Inspection and Enforcement 4pp 13494 167. 24X 

Fiche 50-000,82/05/11,8206090002 


8206070133 Responds to 020203 request for Info re deficienclai 
Identified in initial testing of prompt notification sys 
Facility test Info encl 

8?0HR,J P Division of Emergency Preparedness It Operational 
Support 02/02/04 0RIKE3,B.K. Division of Emergency 
Preparedness 9pp 13494' 237. 24X Flch e. 90-000. 02/05/ fc I, 

8206070002 


8206070271 Forwards Region 2 incident response plan dtd Mar 1702 Pier 
Issued as Guppl 2 to NUREO-0045, "Agency Proceduree for NRC 
Incident Response Plan." Plan should be of benefit to 
understanding of NRC response to emergency. H/o end. 

Division of Emergency Preparedness It aperationai 
82/05/12 MCDONALD, R P Alabama Power Co ip J3360.326 
Fiche. 50-340, 02/05/12, 820607027 1 . 


■B2O6IO0I48 LER 02-O2i/O3L-O on 820505, sourc e range audible indicator 
eignal lead found disconnected, Lead disconnected during test 
earlier In day it reconnection not verified Caused by 
procidure deficiency Procedure rewritten 

SWARTZ, J Toledo Edison Co, 02/06/03 Region 0, Office of 
Director 2pp 13445 237. S4X Fiche. 50-346,02/06/03, 8206 100144 


0206150176 PNO- 1 1 1-02-053 on 020604, check valves In three of four 
presiure injection lines were stud cloeed On 820602 fc 08, 
check valve test revealed three Velan 2-i/2-in«h stop check 
valves remained closed whtn differential pressure asollerf 
ROGERS, W.p REYES, L.i STREETER, J Region 3, Offici □! Dlrictor 
82/06/07. ip. 13503 347, 24X Fiche. 50-346, 82/06/07# 82061 50176, 


0206020170 R# leas if public version of addition to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records. 02/05/25. Dd< uoinl 
13340 185 24X Fiche, 50-34B, B2/05/29. 


—0206020204 Forwards public version of addition to Emergency Plan 
implementing Procedure EIP-8, consisting of list of telephenr 
numbers of technical support ctr on-call personnel 6 of 
*’'***• aiidressing abnormal situation. 

® Alabama Power Co 82/05/11 NRC - No Delailid 

020602017^ 90-340,82/05/25, 


0206220173 Forwards LER e2-022/03L-0. 

MURRAY,? 0 Toledo Edison Co, 82/06/11 KEPPLER, J Q ©egUn 
Office of Dirac ter ip 13572 357. 24X Ftcha 50-346,82/06/11. 
8206220173 


8206220200 LER B2-Oa2/03L-0 on 620512, fire barrier Door 802, fOTAlna 
part of negative pressure boundery for spent fuel pool area, 
found propped open Caused by personnel error Personnel 
Instructed re Importence of obeying signs 

WOLFE, R. Toledo Edison Go 82/06/El, Regions, Office of 
Director 2pp 13572:398 24X Fl che. 90-346, 82/06/11,0206220193 


O w Y«r.*wn or aeaision to Emergency Plan- Impteat 

consisting of list of telephone numbers of 
technical support ctr on-call personnel h of on-call 
addressing abnormal situation 

HAIRSTON, HQ Alabama Power Co 82/05/03 3pp 13340 107 
Fiche* 90-340, 02/05/29, 0206020170. 




— puDixe versio 

implementing procedure 

Division of Rules and Records. 82/09/25. Docuainl 
0206030062 24X Fiche- 90-348.02/05/29, 


wr r«Yft9vu 
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-saOA03OO67 Faruards public version of Revision 3 to Emergency Plan 
Imp 1 emant Ing Procedure FMP-0-ElP“026t "Offsite 
Notification “ Receipt form end 

* Alabama Power Co 02/04/22 NRC - No Detailed Affiliation 
Given Ip 13362 184 24X Fiche 50-340182/05/23,8206030062 


82O60-3OQ71 Public version of Revision 3 to Emergency Plan Implementing 
Procedure FNP-O-E I P-026, "Offsite Notification '* 

HUNT.W S Alabama Power Co 82/04/20 2app 13362 105 24X 

Fiche 30-348, 82/05/25, 8206030062 


8206240301 Req.UB5t8 exemptions from 10CFR50 48 t 10CFR50, App R re 
previous commitments to complete fire protection mods, forced 
outages & present containment fire protection measures, per 
util B 1031?, 0623, 8201 20 h 0420 Itrs Detailed request end 
CLAYTON, F L Alabama Power Co 02/06/10 VAROAi S A Office of 
Nuclear Reactor Regulation, Director Upp 13603 194 24X 

Fiche. 50-349, 82/06/ IB, 8206240381 


B2C6S4D424 Releases public version of licensee internal memo 
transmitting list of on-call telephone numbers 

FELTON, J M Division of Rules and Records 82/06/18 Document 
Management Branch Ip 1361? 170 24X Fiche 50-340,82/06/10, 

8206240424 


8206*240427 Forwards public version of internal memo transmitting list 
of on-calL telephone numbers to be attached to Procedure 
FNPOEIPB 

HU&SPETH, J 0 Alabama Power Co 02/05/10 NRC - No Detailed 
Affiliation Oiven 3pp 13619 179 24X Fiche 50-348,82/06/10, 

0206840424 


J IniurancE & Indemnity information 


B206230O10 Forwards Endorsements 44 It 36 to ANI Policy NF-830 *< MAEl U 
Policy NF-93, respective ly 

FIELDER, iJ. Marsh Sc McLennan, Inc , M Sc M Nuclear Consultants, Inc 
Div 82/06/14, 9ALTZMAN, J Antitrust tt Economic analysis Branch 
(Utility Finance) 3pp 13563 201 34X Fiche 50-340. 82/06/ 14, 

B806530010 


P Opernting license stage documents Sc correspondence 


820604084? Submits info re reactor vessel head Sc core upper internals 
lifting devices for updated Sections 2l5CS(210Cflf 
NUREO-0612 

CLAYTON, F L Alabama Power Co 82/06/01 EISBNHUT, D 0 Division 
of Licensing 2pp 13338 039 24X Fiche. 50-340, 89/06/01, 

8206040249 


0206080326 Forciiards info re status of NUREO-0737 items requested in 
NRC 830505 Generic Ltr 02-10, inc luding Items I.A 1 3 I re 
overtime limit, t A 1 3 2 re min shift crew, 1 C I re revised 
eniergancy procedures Ic III A 2 2 re meteorological data, 

CLAYTON. F L Alabama Power Co 02/06/04 EISENHUT, D 0 Division 
of Licensing 7pp 13420 032 24X Fiche. 50-340, 82/06/04. 

8206080326 


020611027? Forwards addl info documenting compliance w/NUnEO-0737, 1 tern 
II. E 1.2, “Auxiliary Feedwater Sys Automatic Initiation 8c 
Flo^ Indication " Buhmittal documents 820603 conversation 
w/E Reeves clarifying util 020416 ltr 

CLAYTDN.F L Alabama Power Co, 82/06/04 VARGA, 0, A Office of 
Nuclear Reactor Regulation, Director Hpp. 13466:200 24X 

Fi chei 50-348, 82/06/04, 82061 10279 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licensees 8, 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event. U/o enc 1 

EISENHUT, n.O Division of Licensing 82/06/09, HAUBPURO, A 
Gonial ideted Edison Go of New York VAO, E Public Service Co, of 
New Mexico. DIETCH, R Southern California Edison Co I3pp 

13557.349 24X Fiche 50-000,82/06/09,0206090153 


8206250139 Forwards Nestinghouse “Fuel Mgt to Reduce Neutron Flux ” 
ftept demonstrates that use of dummy fuel assemblies appears 
to offer little or no fluence reduction advantage N/o end. 
KINGSLEY, O D Alabama Power Co 82/06/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp. 13616 299. 24X 

Fiche: 50-340. 02/06/16, 8206250139 


O Inspection reports, IE Bulletins 8( correspondence 


B206070B23 Forwards IE Insp Repts 50-348/82-12 8( 50-364/02-U on 
020422 No noncompllanca noted. 

LEMlBtR C, Division of Project 8< Resident Programs. 02/05/14 
MCDCINALD, R. P Alabama Power Co 2pp 13309 143. 24X 

Fiche: 50-340, 82/05/14, 8206070023 


—8206070831 le Insp Repts 5O-34B/02-12 8c 50-364/62-11 on 820422 No 
noncompl tan ce noted Major areas inspected interface between 
licensee organiiation & responding region organiiatlon at 
emergency response facilities 

TAYLDR.P A , JENKINS, G R Division of Emergsney Preparedness & 
Operational Support. B2/03/12 4pp 1338? 145 24X 

Fiche* 50-340. 02/03/14, 8206070823 


6206070245 Forwards updated response to IE Bulletin 79-15 re river 
water pump bearing failure 6 installation ef Sullectron 
water treater In sve water pump tube 8c cooling water supply 
lines Mater treater installed Ic In operation 

CLAYTON, P L Alabama Power Co B2/05/I9 O 'REILLY, J P. Region 2, 
Office Of Director 2pp 1337Q 352 24X Fiche 50-348,82/05/19, 

0206070243 


8206070345 Ac k receipt of 820315 ltr Informing NRC of steps taken to 
correct violations noteef in IE Inep Repts 30-340/81-31 6 
30-364 /B 1-34 

LEWIS, R C Division of Project 8, Resident Programs 02/03/27 
MCDONALD. R P Alabama Power Co. ip 13363: 046 24X 

Fiche 50-34B. 02/OS/27« 620607034 5 


— 020607034? Responds to NRC 620415 ltr re violations noted in IE Insp 
Repts 30-346/01-31 t 50-364/01-34 Corrective actions manual 
isolation valve immediately opened It locked open 8, position 
verification checks made of other valves 

CLAYTON.F. L. Alabama Power Co. 62/05/15. LEUI8,RC. Region 2, 
Office of Director 3pf 13363 047 24X Fiche- 50-348, 62/05/27, 

6206070345 


--02O6O7O352 Forwards IE Insp Repts 50-340/01-31 8, 50-364/01-34 on 
811226-020104 It notice of violation. 

LEWIS, R C Region 2, Office of Director 02/04/15 MCDONALD, R P 
Alabama Power Co 2pp 13363 050. 24X Fiche. 50-340, 82/05/27, 

8206070345 


— 8206070355 Notice of violation from insp on 011226-020104. 
e Division of Project 8< Resident Programs 82/04/15 ip. 
13363 03S 24X Ficha 50-340,62/05/27,8206070345 


—8206070361 IE Insp Repts 50-340/01-31 8< 50-364/81-34 on 811226-820104 
Noncompliance noted manual isolation valve from spray 
additive tank locked in closed posi tion, d i sabll ng spray 
additive sg s 

PEBBLES, T A , BROWNLEE, V L Division of Project 8t Rssldant 
Programs 82/04/12 5pp 13363.053 24X Fiche 50-340,02/05/27, 

8206070349. 


0202040147 IE Info Notice 82-15, ^’Notification of NRC " Eve list end 
DEYOUNG, R C. Director ‘'s Office, Office of Inspection and 

Enforcement 02/O5/2B 107pp 13426 095 24X 

Fiche 50-000. 02/05/33. 0202040147. 


0204210370 IE Tnffl Notice 02-16, "HPCI/RCtC High Steam Flow Setpoints “ 
Bve list enc 1 

JORDAN, E u Division of Engineering 8, Quality Aiturance. 02/05/20 
103pp 13440 264 24X Fiche. 50-000, 02/05/28, 8204210370 


82043103BD IE Bulletin 02-02, “Degradation of Threaded Fastenars in 
Reactor Coolant Pressure Doundary of PWR Plants *' 

8vc list enc 1 

DEYOUNG, R c Director's Bfftca, Office of Inspection and 
Enforcement 82/06/02. lOSpp. 13527.150 24X 

Fiche 50-000, 02/06/02. B2O421O30O. 


0204210303 IE Info Notice 02-17, '*OvarprBSsur 1 zatlon of RGB “ Sve list 
end 

JORDAN, E L Division of Engineering 8< Quality Assurance 82/06/11 
106pp 13675.350. 24X Fiche 50-000,82/06/11,8204210303 


020-4210384 IE Info Notice 02-18, “Assessment of Intakes of Radioactive 
Matl bg Workers “ 8vc list ancl. 

DEYOUNG, R C. Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp. 13675 189 24X 

Fiche* 50-000, 82/06/11 , 0204210364. 


R Periodic operating Toportf 8c related correspondence 


8206140124 Forwards monthly operating rept far May 1902. 

CLAYTON, F.L Alabama Power Co, 02/06/00. Office of Management 
and Program Analysli. Ip 13403 303 34X Fiche. 50-340* 03/06/00, 

0206140124. 


— 3206140127 Monthly operating rept for May 1902. 

HAIR6T0N, W 0 Alabama Power Co 02/06/03 12pp. 13403 303. 34X 

Fiche; 90-340, 82/06/00, 0306140 1 24. 



MO 


DOCKETED ITEMS 


} Reportable occurrences^ LEf?s U relateiJ correspondence 


9a06010a0a Forwards LEfl 82-01 t/03L'-0 

C LAYTON j F L Alabama Pouer Co 62/04/29 Pepion 2, Of tic f of 

Director Ip 13307 159 24X Fjche 50-348. 82/04/29, 02OAO 1 02DB 


-^0-20A010210 LER B2-OIA/O3L-0 on B20403, prese-urlrer level jn-d ic atnr Ll- 
4S9Z on hot shutdoun panel declared Inoperable Caused by 
faoltv (transmitter amplifier card Card replaced ft 
ins trumenta ti on channel returned to svc 

MAlRSTONiM 0, Alabama Power Co B2/04/29 Region 3, Offste of 
Director Ip 13307 l£,C> 24 X Fie he 50^348. 82/04/29. QSObO 10208 


3306010Aia Forwards LER 82-018/03L-0 

CL Ay TON. F L Alabama Power Co 82/05/10 Fegicn 2, Of/ice of 
Director Ip 13314 103 34X Flche 50-3484 82/05/10.8206010610 


— 0206010623 LER e3-O10/O3L“O ca 820417, motor driven auslliArM feedwater 
pump flow control valve 3227A failed to open past 75'X 
position Valve ppsltlcn limited due to valve packing Packing 
adjusted 

HAIRSTON, W 0 Alabama Power Co 82/05/10. Region 2, Office of 
Director Ip 13314 109 34X Fichs 50*348.82/05/10.8206010616 


9206010607 Forwards LER 02-021/0 IT-O 

CLAYTON. F L Alabama Power Co 02/03/24 Region 2. Office of 
Director Ip 13314 S40 S4X Flche 50-34 8.62/05/24,6206010607 


— 6206010620 LER B2-021/01T-0 on 020510. while conducting shift turnover L 
main control board we Ik down, bo th containment sppa\| suction 
valves from reactor uater storage tank were closed Caused by 
operator error Valves opened 

HAIRSTON, U 0 Alabama Power Co 82/05/24 Region 2, Office of 
Director. 2pp 13314 241 24X Flche 50-348.02/05/24,0206010607 


6206070119 Forwards UERs 02-O2O/O3L-Or B2-021/03L-0 6 B2-022/03L-0 
CLAYTON. F L Alabama Power Co 02/0 5/27 Region 2. Office of 

Director Ip 13368 335 24X Fiche 50-346,82/05/27.8206070119 


—8206070123 LER e2-020/-03L-0 an 820503, d iese 1 generator IB declared 
inoperable due bo broten fuel oil pipe nipple Nipple cracked 
when tightened ai result of previous leak. New nipple L 
buehing installed 

HAIRSTON. N 0 Alabami Power Co 82/05/27. Region 2. Office of 
Director Ip 13368 336 24X Fi c he' 3 0-34 B. 82/05/27, 8206070119. 


—6206070126 LER 62-021 /03L-0 on 020428,26 recombiner oxygen outlet 
afialyier declared Inoperable whan B2 oxygen fuel ceil 
failed. Cause not stated Fuel cell replaced. 

KArR6TGN, H 0 Alabama Power Co 82/05/27. Region 2. Office of 
Director Ip, 13368 337 24X Flche* 30-348, 82/05/27, 82060701 19 


— 8206070131 LER 02-O22/O3L-O on 02OSO5. ccinte Jnment leolatlon valve 
CCtf-MOV-3052 declared inoperable Valve position indication 
ligh-te not i 1 1 umlnated. Caused by blown fuse in ac control 
circuit Fuat replaced. 

HAIRSTON, W, 0. Alabama Power Co 82/05/27 Region 2, Office op 
Director Ip 13368 333 24X Fi c he: 50-348, 82/05/27, 8206070117. 


82061 10 1 65 Forwards LCRe 82-01 7/03L-0, 8 2-023/ 03L-0, 6 2-024 /03L-0 t, 
B2-020/oaL-0 

CLAYTON. P L. Alabama Power Co. 82/06/02. Region 2, Office of 
Director Ip 13466.317 24X Flche 30-348. 02/06/82, 02061 10169, 


—8206110167 LER B2-019/83L-0 on S20S08, exhaust fan felled to start, 
rendering R train penetratian room filtration sys 
Inoperable Caused by worn fan belts which slipped off 
pulleys Belts replaced 

HAIRSTON. H 0. Alabama Power Co. 82/06/02 Region 2« Office of 
Director Ip, 13466 318 24X Flche* 50-348. 82/06/02. 02061 10165. 


— 0206110172 LER 82-023/03t-0 on 820587 L 08. A train chlorine drtectpr 
declared Inoperable when tape drive failed Ir erroneous 
Indication received, rei pectively. Caused by faulty gear 
drive motor atsemblv 6 improper loading of detector tape 
HAlRaTOH. N 0. Alabama Power Co, 82/06/02, Region 2. Office of 
Director. 2pp 13466 319. 24X Fi che^ 50-340. 82/06/02. 8206110165, 


— 0206110175 LER e2-024/03L-0 on 920510. A penetration reoa filtration sys 
declared inoperable when recirculation damper PRF-HV-336IB 
deterntlned inop erablt, Caused by control circuit power fuse 
blowing while electricians cheeXed valve limit switches 
HAmfiTON^W 8 Alabama Power Co, 02/06/02 Region 2. Office of 
Director tp. 13466’ 321, 24X Fic he. 50-348, B2/06/02, 02061 10165 


— 8206110100 L£R 82*020/03L-0 on 020504, snub h er Bf18-R-530 declared 
inoperable since reservoir devoid of fluid, Caused by fluid 
leak on improperly installed 0 rings 0 rlnge replaced 6 
•nubber declared operable, 

HAIRSTON. W 0, Alabama Power Co, 02/06/02, Region 8, Office of 
DirectuT. Ip 13466 322. 24X Flche* S0-346i 02/06/02, 82061 10163 


6206210464 RO on 820609. car tain A 5 R train svc water cooling valvsi- 
associated u/charglng pump SB mislabeled Valves correctly 
relabeled upon discovery Investigation underway 

HAIRSTON- W G Alabama Power Co 02/06/10 n'RElLLV,OP Region 
Office of Director Ip 13570 356 24X Flche 50-340,82/06/10. 

0206210464 


0206210132 Forwards LERs 02-O23/O3L~O. 02-01 Q/03L-0 6 02-O22/O3L-'O 
CLAYTON, F L Alabama Power Co 02/06/11 Regiun 2, Office of 
Director Ip 13360 070 24X Flche 50-340. 82/06/1 1. 0206210 IDS 


—8206910157 LER aa-025/03L-O on 820519. ''A“ train chlorine detector 
declared inoperable when alarm sounded 6 would not reset 
Caused by faulty photocell light bulbs Bulbs replaced 6 
detector returned to svc 

HAIRSTON, H 0 Alabama Power Co 82/06/11 Region 2, Office of 
Director ip 13560 079 24X Fithe 30-348, 02/06/ 1 1. B2062I0J 5? 


— &2062J0166 LER e2-022/03L-0 on 92051 9, d ur i n g performance of 
FHP-2-STP-4 7. charging pump 2A would not start Caused by 
failure of breaker DF06 to close due to misaligned 
mlcrostuitch arm Arm repaired 

HAIRSTGM.N 0 Alabama Power Co 82/06/11 Region 2. Office ot 
Director fp 13560 000 24X Fi c he 30-340, 02/06/ 11 , 82062 lOI 5J 


— 8206210177 LER 82-O10/O3L-O on 020601 , tufbi ne driven auxiliary 
fstduater pump tripped Caused by inadvertent actuation of 
overspeed trip mechanism during insp of pump trip linkage 
Trip throttle valve reopened 

HAIRSTON, H O Alabama Pnwer Co 02/06/11 Region 2. OffKf 4F 
Director Ip 13560 081 24X Fiche 50-340. 82/06/1 1 . 9206210152 


0306300116 Forwards LER 02-O26/O3L-O 

CLAYTON. F L Alabama Power Co 02/06/21 Region 2, Offic* of 
Director Ip 13653 309 24X Flche 50-348. 02/06/21 . 82063001 16 


—8206300159 LER 82~026/03L-0 on 820522, dlese 1 generator 1-2A declsTef 
inoperable when essential engine protection auxiliary relay 
86A tripped during relay teat block installation on control 
panel Caused by personnel error Personnel to be instructed, 
HAIRSTON. N Q Alabama Power Co 82/06/21 Region 2, Offici el 
Directar Ip 13655 310 24X Flche 50-340.82/06/21.0206300116 


DOCKET 50-352 LIMERICK OBNERATIKO BTATION. UNIT 1 


A AppI leaf lon/construction stage documents fe correspondence 


6206020062 Addl response to FOIA request for all documents re 
probabilistic risk assessment for facilities Forwards 
CS Woodhead 800530 memo to E9 Christenbury 

FELTON. JM Division of Rules and Records 81/11/06 DORBGV, U A 
Affiliation Unknown Ip 13339 212 24X Flche 50-000, 81 /U/06, 

8206020062 


—6206020079 Olscusits 800527 meeting re possible legal &/or public 
perception consei^uences to NRC plan for risk assessment of 
sites near high population areas Interim revision of 
lOCFRIOO should be Issued pending proposed rule 
WODDHEADjC P Office of the Executive Legal Director 80/05/30 
CHRISTENBURY* E Office of the Executive Legal Director 2pp 
13339 213 24X Flche 50-000. 01/1 1/06,8206020063. 


8209050100 Forwards Amend 32 to license app li cations, incl udlng Raviiloh 
4 to F8AR <filBd in PDR Category K) Certificate of 8vc end 
BRADLEY. E J. Philadelphia Electric Co 82/05/04 DENT(3N«H R 
Office of Nuclear Reactor Regulation, Director 5pp 13030 314 
24X Flche 90-352, 02/05/04. 8205090100 


— 02OSO5OIO7 Amend 32 to license applications for facilities 

BAUER. E O. j BRADLEY. E J Philadelphia Electric Co 82/05/0-4, 
app 13030 319 24X Flche 50-352,82/05/04,0205050100 


8206280071 Addl reiponie to FOIA req,uest for eight categories of 
documents Forwards documents listed in App A Documents 
listed In App B available in PDR Confidential financial 
Info deleted, 

FELTON.U.H Division of Rules and Records 02/05/12 MCHURRAY.tR 
Kirkpatrick, Lockhart, Mill, Christopher * Phillips 20pp, 

13638 059 24X Fich# 90-000. 82/05/12. 0206200071 


8203010375 Forwards request for addl info L clari f ication re facHHg 
probabilistic risk assessment. Combined 020415 dc 16 meeting & 
site visit suggested, 

TNADANI.A C Reliability L Risk Assessment Branch 82/03/19 
SCHHENCER.A Licensing Branch 2 2Spp 13640 006 24X 

Flche* 50-000182/09/12. 0206280071 



DOCKETED ITEMS 


241 


a30^20392 Foriyard* rHq.ueata for addl info ra initial facility test 
[^r<igra(n described In Chapter 14 of F3AR Enel request uaa 
prepared prior to receipt of Revision 3 to FSAR Response 
date should be submitted within 7 days 

SCHWENCERiA Licensing Branch 2 82/03/19 BAUER, E 0 

Philadelphia Electric Co 33pp 13339 037 24X 

FJthe 50-352,02/03/19,8206020592 


OaotO/OTAO Foruards proprietary version of, "INCOR Inputs ?i 
Calculati cnal inputs ifor RACAP) “ JF Quirk affidavit end 
Rept withheld fper lOCFRS V90) 

BRADLEY, E J Philadelphia Electric Co 02/06/04 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director Bpp 133Q9 379 
24X Fiche 50- 3S2. 82/06/04. B206070760 


82-06100425 Requests add! info re spent fuel pool design to complete 
review of FSAR Revision 5 

SCHWENCER.A Licensing Branch S 02/06/04 BAUER, £ 0 
Philadelphia Electric Co 3pp 13458 356 24X 

Fiche 50-352, 02/06/04, 8206100423 


6206340442 Notification of 020624-25 meeting u/utll ih Pottstoun. PA to 
discuss probabilistic risk assessment applicant responses 
to NRC 820323 Info request 

ADelSDN, H Licensing Branch 2 02/06/09 eCHNENCER. A Licencing 

Branch 2 4pp 13619 350 24 X Fiche 50-352,82/06/09,0206240442 


6306150293 Forwards, "Probabilistic Risk Assessment Quantification of 
Event Tree Functions, '* in response to Question 3 01 of 
BS0318 request for addl Info Ropt withheld (ref 10CFR2 790) 

BRADLEY, e J Philadelphia Electric Co 82/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 8pp 13503 032 
a4x Fiche* SO-352, 02/06/11 , 8206150295 


9206150340 Forwards Revision 4, “Probabilistic Risk Assessment for 
Limerick Generating Station *' W/o end 

RRADLEV, E O Philadelphia Electric Co 02/06/11 TEDEBCO, R L 
Asoiitant Director for Licensing 2pp 13903 324 24X 

Fiche 50-352,82/06/11,8206150348 


BS06220228 Advises that FSAR Table 3 2-1 revised, per Power 8ys Branch 
020229 request Offsite power sgs unimportant to safety 
because failure of sys cannot adversely affect operation of 
safety-related Class IE ac distribution sys & equipment 
KE(ifER, J S Philadelphia Electric Co 02/06/15, BCHUENCERi A 
Licensing Branch 2 3pp 13971 *309 24X Fiche 50-352,02/06/19. 

GS0622022B 


6206220180 Advises that previously reported Oct 1984 const completion 
■date is consistent u/ongoing const effort, in response to NRC 
Elloail request for quarterly updates 

BRADLEY,E J Philadelphia Electric Co 82/06/18 EISENHUT, D 0 
Division of Licensing, 2pp 13572064 24X Fiche, 50-392* 02/06/18, 

9206220180 


S206290364 Adyises that util will respond to NRC questions via FSAR 
revision in Sept 1982, per B20920 request, 

DRADLEYiE J. Philadelphia Electric Co 82/06/23. aCKWENCER,A 
Licensing Branch 2 Spp 13632 351 24X Fiche* 50-392, 02/O6/23> 

8206290364 


0206150008 *'Probab 11 istic Risk Assessment,*' Revision 4. 

* Philadelphia Electric Co 82/06/30 79pp 13901 129 24X 

Fiche. 90-352, 82/06/30, 6206150088 


F Qecurityi medical, emergency & fire protection plans 


0206010929 Advises that response to 820907 request for addl info will 
be made via revision to guard training 6 qualification plan 
it\ Aug 1982 

BRADLEY, E.J Philadelphia Electric Cp. 82/05/26 8CHWeNCER,A 
Licensing Branch 2 2pp 13311*349 24X Fiche 90-392,82/05/26, 

8206010929 


O', Ad j-ud icatory correspondence 


0206040011 Special prehearing conference order re 820106-08 conferenco 
ruling on petitions to Intervene admissibility of proposed 
contentlans 

BRENNER, L i COLE,R F , MORRI81P A Atomic Safety and Licensing Board 
Panel 82/06/01 I60pp 13349*216, 24X Fiche. 50-352. 82/06/01, 

820604001 1, 


8206080145 Responds to B20917 Itr expressing concern re scope of EIS 
Conclusion that NRC accepts environ rept as containing all 
necessary info to evaluate impacts of station operation 
invalid. NRC requests for addl info should be reviewed, 

LEUIB.SH Hearing Branch 2, 82/06/02 80QARMAN,RJ Qugarinan, 

R 2pp. 13423‘315. 24X Fiche. 50-392, 82/06/02, 8206080145 


6206080149 Responds to 820517 Itr re IE Info Notice 82-13 on OE type 
HFA relays No written response required unless licensee 
determines problem affects facility Util has not yet 
completed review 

LEWIS, 8 H Hearing Branch 2 DS/06/04 LEWIG, M I Lewis, M 2pp 

13423 397 24X Fiche 50-352,02/06/04,8206080149 


0206070052 Advises of Cummiseiener Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany CommlsaiDner Roberts 

LAVERTY, J H Commissioners 82/06/04 BRENNER, L J Atomic Safety 
and Licensing Board Panel Ip 13439 220 24X 

Fiche 50-352, 82/06/04, 8206090092 


— B206090094 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will bo 
served an parties Util will not allow Intervenors to 
accompany CommiBsinner Roberts 

LAVERTY,J H Commissioners. 82/06/04 COLE, R F Atomic Safety 
and Licensing Board Panel tp 13439 22? 24X 

Fiche 90-352,82/06/04,0206090092 


— B206D90096 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts. 

LAVERTY, J H Commissioners 82/06/04 HQRR18. P A Atomic Safety 
and Litenstng Board Panel Ip 13439 230 24X 

Fiche 50-392,82/06/04,8206090092 


— 0206090060 Advises of Commssioner Roberts plans to visit sits Na 
substantive matters will be discussed Rept on visit will bq 
served on parties Util leill not allow interveners to 
accompany Commissioner Roberts 

LAVERTY, O H. Camml s s I o ners 02/06/04 LEWIS, S H Hearing Branch 
2 Ip 13439 S231. 24 X Fiche 90-392,82/06/04,8206090052 


— 8206090062 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit uiiU be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY, M Cammi «si oners 82/06/04. BRUBAKER, R Pennsylvania, 
State of Ip 13439.232 24X Fiche 90-352,82/06/04,8206090092 


--8206090064 Advises of Commissioner Roberts plans to visit site No 
substantive matters u/i 1 1 be discussed Rept on visit will be 
served on parties Util will not allow Intervenors to 
accompany Commissioner Roberts 

LAVERTY, J.H Commies I oners B2/06/04 JOHNBRUD, U H 
Environmental Coalition on Nucienr Power tp. 13439*233 24X 

Fiche 90-352, 82/06/04, 8206090052 


— 8206090065 Advises of Commissioner Roberta plans to visit site No 
substantive matters will be discussed Rept on visit util be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts. 

LAVERTY, J M Commie s loners 02/06/04 WHITE, U, Whlte,J ip 

13437 234 24K Fich* 90-392,82/06/04,0206090052 


—8206090067 Advises of Cammlssioner Roberts plans to visit site. No 
substantive matters will be dlicussed Rept on visit will be 
served on partias.Utll will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY, J.H Commissioners 82/06/04, ANTHONY, R L Anthony, 
R.L Ip. 13439 239 24X Fiche 90-392,02/06/04,8206090092. 


— 0206090070 Advises of Cummiss i oner Roberts plans to visit site No 
substantive matters will be discussed. Rep t on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissionar Roberts 

LAVERTY* v), H. Commi ssi'Oner*. 82/06/04 Pennsylvania, State of. 
Ip 13437- 236, 24X Fiche 90-392,62/06/04,8206070092. 


— 0206090071 Advises of Commissioner Roberts plans to visit site. No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany CommlssiopBr Roberts 

LAVERTY, J.H Commiss loners 82/06/04 0ERU8KY, T. Pennsylvania, 
State of Ip. 13437 237. 24X Fiche 90-392,82/06/04,0206090052 


— 8206090074 A-dvlses of Commlseioner Roberts plans to visit site. No 
substantive matters will bo discussed Rept on visit will bi 
served on parties. Util will not allow intervenore to 
accompany CommlssLoner Roberts. 

LAVERTY, J.H Commissioners. 02/06/04 ADLER, R W Penney Ivania, 
State of Ip 13437' 238 24X Fiche 50-392, 82/06/04, 8206090092. 


— 8206070077 Advises of Commiisioner Roberts plans to visit sits No 
substantive matters will be d Iscussed. Rep t on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissionar Roberts 

LAVERTY. J H Commissioners, B2/06/04 BRONSTEIN, D 8, Bronstsin, 
D, 8 Ip, 13439*237 24X Ft c he* 90-952, 02/06/04, 0206090092. 



— fl-2060-90000 Advia*# ct Cumfli «»ioner Roberts plans to visit site No 
substantive natters uiU be discussed Rept on visit ulll be 
served on parties Util ulll not allou; interveners to 
aceonpen^j Comnlfisloner Roberts 

LAVEHTViJHf Coflimlssloners B2/06/QA UQOE£. A <J Keystone 
All 1 ante Ip 13439 240 a4X FI ch a ‘ S0'-3S2. 02/06/04. ea0609003S 


‘'-0206090091 Advises of Comnl tiioner Roberts plans to visit site No 
substantive natters ulti be discussed Rep t on visit uill be 
served on parties Util uill not allotn Intervenors to 
acconpani; Commissioner Roberts 

LAVERTVrJ. HI Commissioners B2/0fi/04 J>0R6£V.JA Llnorick 
Ecology Action tp 13439 241 24X Fit he 30^353. 02/06/04^ 

e2060?00S3 


— 9206090094 Advitef of Comniss ioner Roberts plans to visit site No 
substantive matters vill be discussed Rep t on visit uill he 
served on parties Util will not allou intervanors to 
accompany Commissioner Roberts 

L AVER TV. J H Commissioners 82/06/04 LCUrS. N I Leuis. W Ip 

13439 S42 24X Flcha 30-352.82/06/04.9206090052 


— B206090095 Advised of Coamtissioner Roberts plans to visit site No 
lubitanttve matters will be discussed Rept on visit uill be 
served on parties Util uill not allou Intervenors to 
accompany C-ommlss 1 oner Roberts 

LAVER TV. J K Commlssionars 82/06/04 ROMANO. F Romano, F Ip 

13439 243 24X Flcbe 5 0-3 52. 02/06/04. 8206090052 


— B206090099 Advises of Cornmissioner Roberts plans to visit site No 
substantive matters uill be discussed Rept on visit uill be 
served on parties UtH uill not alloui intarvenors to 
accompa-pg Commlse i oner Roberts 

LAVEHTYjJ, H, Commissioners BB/06/04 HERSHCy. S P Community 
Legal Services. Ire Ip 13439 244 24X Fiche 50-392.02/06/04. 

B206090092 


— B20609010S Advises of Commissioner Roberts plans to visit site. No 
subat-antlve matters uill be discussed Rapt on visit uill be 
served on parties. Util will not allow interveners to 
accompany Commisslonor Roberts 

LAVERTY.J H CommiiSlonert 02/06/04 BAUER.E 0 Philadelphia 
Electric Co ip, 13439 249 ?4X Fiche S0-352> 03/06/04. 

0206090052 


— eS06090l06 Advises of Commiss loner Roberts plans to visit site No 
ttfbstantlve matters will be discussed Rept on visit ull] be 
served on parties Util will not allow intarvenars to 
accompany Commissioner Roberts 

LAVERTY. J.H Commissioners 03/06/04. CONNER, T.B Conner A 
Hetterhahn. CONNER. T B Philadelphia Electric Co. Ip 
13439 246. 24X Fiche 90-392.82/06^04,8306090092 


B206170203 Request for reconsideration of denial of contention on 
electromagnetic pulse or. alternatively. request for 
certlf ice tion to Conmissian Informal discovery should be 
allowed on Contention lV-2 Certificate of 8vc end 

LEWIS. M 1 Lewis. M S2/06/it Atomic Safety and Licenslnf Doar<r 
Panel. 5pp 13534 397. S4X Fiche; 50-392 , 62/06/1 1. 0206170203 


6206210419 J^oint petition for leave to file fuel cycle contention based 
on new Info Decision of 620427 In NRDC vs NRC raises 
question about validity of Table 8-3 rule Certificate of 
Sve end 

x>0HN8RllDi Jv H Environmental Coalition on Nuclear Pouer. 

ELLIOTT. C.W Llmerid Ecology Action 82/06/1* Atomic Bafefey 
and Licensing Board Panel Bpp 13568 lOB. 24x 
Fiche 50-352.82/06/16.0206210419 


8206230210 Requtet for reconsideration of 820601 special prehearing 
conference order denying contentions Kislnterpretat ion, 
technicalities h typographlca 1 irrore caused 
mi sunder stand ing. Proof of sve end 

ROHANO.F R. Air and Water Pollution Patrol 62/06/16 Atomic 
Safety and Licensing Board Panel 3pp 13506 280 24X 

FI c h »• 30-352. 82/06/16. 82062302 1 0 


620621'0282 Objections to ASLB 620601 special prehearing conference 
order. A6LB lacks jurisdiction to stay const of Point 
Pleasant Pumping Station op Bradshaw Reservoir. Ccrtifl cate 
of Bve end Related correspondence 

CONNER. T. 8. Philadelphia Electric Co CONNER. T. 8 Conner & 

Vietterhahn 62/06/17 Atomic Safety and Licensing Board Panel 

80pp. 13950.301 24X Fi c he. 50-392. 82/06/1 7. 8206210202. 


0206240198 Requesta clarification of A8LB 820601 special prehearing 
conference order admitting large number of cantentions w/ 
direction for future spec Board should tjts ■> 

« k n,' * «ir*. , . - - 


0206340173 Request for recons ideration of aspects of 820601 prehe'sring 
order OE Rtver Basin Commission decision should not be 
regarded as binding re environ effects of taking water from 
DE River Certificate of Sve enc 1 

SUGAR MAN, R J Del -Aware Unlimited. loc SUOARMAN. R J Sugar man, 

R J 02/06/21 Atomic Safety and Licensing Board Panel HOpp 
13600 067 34X Fiche 50-352,82/06/21,8206240173 


62062B0271 Foruards RA Flowers original executed affidavit to applicant 
020617 objections to special prehearing conference 

CONNER, T8 Conner it Weiterhahn CONNER, T B Philadelphia Electric 
Co 02/06/24 Office of the Secretary of the Commission Ip 
13623 391 34X fiche 50-352,02/06/24,0206280271 


— 0206200270 Affidavit of RA Flowers re proposed mods to Noshaminy Crpok 
Watershed Const Plan 

FLOWERS. R A Neahamlny. PA 82/06/16 2pp 13623 352 24X 

Fiche 30-352,82/06/24, S2062S0271 


K Utiltty Final Safety Analysts Report (F9AR) 1. amends 


0205050100 Forwards Amend 32 to license appl i cati ons. inc lud ing Revision 
4 to FSAR Certificate of Sve end 

BRADLEY, EJ Philadelphia Electric Co 02/05/04 DENTON, M l( 

Office- of Nuclear Reactor Regulation, Director 5pp 13030 314 
24X Fiche 90-352,02/05/04.0205090100 


— 8205110161 Revision 4 to FBAR 

« Philadelphia Electric Co 82/05/31 202pp 13030 322 24X 

Fiche 50-39 82/09/04, 8205050100 


02O6O2O37S Forwards affidavit of sve re distribution of FEAR. Revision 5 
per DO Eisenhut 810706 Itr 

B0ADLEY, E J Philadelphia Electric Co 82/05/24 DENTON, H R 
Office of Nuc leaf Reactor Regulation, Director 3pp 13320 247, 

24 X Fiche 50-392,02/05/24,8206020372 


0206220343 Forwards affidavit of sve re distribution of Revision 6 to 
FSAR. par NRC 010706 Itr 

BRADLEY. E J Philadelphia Electric Co 02/06/11 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 13582' 070 
24X Fiche 90-392.02/06/11.8206220343 


O Inspection reports. IE Bulletins tc correspondence 


0206030104 Forwards IE Insp Rept 50-352/02-06 on 820315-0423 No 
noncompliance noted 

martin. T T Division of Engineering I< Technical Programs 82/05/12 
KEMPER, J a Philadelphia Electric Co 2pp 13338 001, 24X 

Fiche 50-392,82/09/12,8206030104 


—8206030105 IE Insp Rept 50-392/02-06 on 820315-0493 No noncompl lance 
noted Major areas inspected nondestructive exams of selected 
welds U base xnetl. review of licensee contractor procedures, 
vendor matl certification tc fabrication records 

MCBREARTY. R A . OURR.J P . EBNETER. 8 D Division Of Engineer inn h 
Technical Programs 82/05/10 9pp 13330 003 24X 

Fiche 50-392/82/05/12,8206030104 


8206030153 Act receipt of 820506 Itr informing NRC of steps taken tn 
correct violations noted in IE In»p Repta 50-352/02-05 & 
50-393/02-04 

QTAflOSTECKI.R, Division of Project it Resident Programs 02/09/24 
KEMPER.J, S Philadelphia Electric Co Ip 13337 344 24X 

Fiche 90-392.82/09/24.0206030193 


—0206030155 Responds to NRC 020406 Itr re violations noted in IE Insp 
Rapts 50-392/02-05 & 50-333/82-04 Corrective actions 
personnel instructed not to use engineering memo to make 
design change* b training sessions held 

KEMPER/JB Philadelphia Electric Co 82/03/06 HAYNES. R C 
Region 1/ Office of Director 5pp 13337 345 24X 

Fiche 50-392, 02/09/24. 8206030 1 93 


0206030160 Forwards Page 9 of lE Insp Repts 50-352/81-17 & 
5t>-353/Bf’-l9. Inadvertentl y omitted from previous 
transmittal 

BTAROBTECKI. R Division of Project it Resident Programs 02/09/24 
MEMPER.^f 6 Philadelphia Electric Co, ip. 13337 342 24X 

Fiche 90-392,82/09/24,0206030160 


—8206030169 Page 9 of IE Insp Rept* 90-392/01-17 & 90-353/01-15* 
l-nadver tent ly emitted from previous transmittal 
* Division of Project 6 Resldsnt Programs 82/02/04 Ip 
13337 343 24 X Fiche. 50-392. 82/09/24, 8206030168 



DOCKETED ITEMS 


243 


eaOA'03027a AcJi rec«ipt of 020414 Itr informing NRC of «fceps tekon to 
correct viola tlona noted in Inep Repts 50-352/82-04 & 
50-353/03-03 

STaROSTECKIi R Division of Project ic Resident Programs 82/09/24 
KEMPER, J 5 Philadelphia ElectrU Co Ip 13340 204 S4X 
Fiche 50-352,82/09/24^0206030278 


—8206030201 Responds to NRC 620315 Ltr re violations noted In IE Insp 
Repts 50-3S2/82-04 30 -353/62-03 Corrective actions 

implemented red lining design change procedure in other 
areas of plant control procedure revised hg subcontractor 
KEMPER, J S Philadelphia Electric Co 02/04/14 HAYNES, R C 
Region 1, Office of Director 4pp 13340 205 24X 

riche 50-352,82/05/24,8206030278 


62042t03a3 IE Info Notice 82-17, ''OveTpressur 1 xatlon of RC8 " Svc list 
enc 1 

JORDAN, E L Division of Engineering & Quality Assurance 82/06/11 
106pp 13675 250 24X Fiche 50-000,82/06/11.0204210303 


8204210364 IE Info Notice 82-18. “Assessment of Intakes of Radioactive 
Hatl hg tlorkers ” 8vc list encl 

DEYOUNG.R C Director's Of flee, Office of Inspection and 

Enfercement 82/046/11 120pp 13675 189 24X 

Fiche 50-000. 02/06/11.0204210384, 


S Reportable acturrences, LEHs & related correspondence 


G206100149 Forwards IE Insp Repts 50-352/62-00 S< 50-353/02-06 on 
820426-0513 No noncompliance noted 

STAROSTECKlj H Division of Project Resident Programs 02/05/27 
KEMPER, J S, Philadelphia Electric Co 2pp 13445229 24X 

Fiche 90-352, 02/05/27, 6206100145 


0206230801 Final significant Deficiency Rept 62 re overstressed box 
beam connections at containment wall tt bloshield Design 
changes for box beam h column cohnections at elevation 296 
ft will be issued bg 020013 

OQYER.U 8 Philadelphia Electric Co 82/06/10 HAYNES, R C Region 
1, Office of Director 2pp 13S86 015 24X Fiche 50-392.02/06/10, 

B206230201 


— 820610014? IE Insp Repts 50-352/82-00 t, 90-353/02-06 an 020426-0513 No 
noncompliance noted Major areas Inspected pipe welding, per 
IE Circular 79-10 spray pond civil activities 

DURR.J P. , VARELA, A A , GRAY, E K Division of Project «< Resident 
Programs 02/05/26 3pp 13449 231 24X Fiche 50-352,82/05/27, 
0206100145 


0202040147 IE Info Notice 02-19, ''Notification of NRC '' Sve list encl 
DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 107pp 13426 099 24X 

Fiche 30-000.82/05/26,8202040147 


8204210370 IE Info Notice 02-16, “KPCI/RCIC High Steam Flow Oetpolnts “ 
Sve list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/05/20 
I03fp 13440 264 a4X Fiche 50-000,82/05/28,8204210370 


8506040317 Ack receipt of B205S1 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-352/68-04 !< 

50-3 93y 82-03 

9TARQSTECK1, R Division of Project S< Resident programs 02/05/20. 
KEMPERrJ S Philadelphia Electric Co Ip 13355 863 24X 

Fiche* 50-353, 02/05/20, 0206040317 


— 3506040323 Updates 020414 response to NRC 020315 ltr re violations 
noted in IE Insp Repts 90-392/82-04 It 90-393/02-03 
Corrective actions modified procedure re safety-related 
large pipe hanger installations to be implemented by 820619 
KEMPER, J 0 Philadelphia Electric Do 02/09/21 KAYNE8, R C 
Region t, Office of Director 2pp 13355 264, 24X 

Fiche 50-358,82/09/20,8206040317 


G2042103B0 IE bulletin 02-08, “Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PMR Plants '* 

3vc lift encl 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 88/06/02 lOBpp 13527 150 24X 

Fiche* 50-000, 02/06/08, B8O421O3B0. 


6806830116 Part Ql rept re back pressure steam isolation dampers 
supplied by American l/arming h Ventilating Inc Corrective 
action re wiring deficiencies completed 

SLOAN, D E American Warming & Ventilating, Inc 02/06/17. 
Director's Office, Office of Inspection and Enforcement Ip 
13591! 058 24X Fiche 90-352,02/06/17,0206230116 


DOCKET 50-333 LIMERICK OENE RATING STATION, UNIT 2 
A Application/constructlon stage documents tt correspandence 


8206020062 Addl response to FOIA roq^uest for all documents re 
probabilistic risk aseassnent for facilities Forwards 
Ca Moodhead 000530 memo to ES Chr 1 stenbury . 

FELTON, JM Division Of Rules and Records 01/11/06 DORSEY, J A 
Affiliation Unknown Ip 1333? 312 24X Fiche 50-000, 01/1 1 /06i 

0806020062 


—8206020075 Discusses 000927 meeting re possible legal h/or public 
perception consequences to NRG plan for risk assessment of 
sites near high populat ion ar eat. Interim revision of 
tOCFRlOO should be Issued pending proposed rule 
MOODHEAD, C P Office of the Executive Legal Director, 00/05/30 
CHRtBTENBURy, E. Office of the Executive Legal Director 8pp. 
13339:813 84X Fiche 90-000,81/11/06,0806020062. 


0205050100 Forwards Amend 32 to license appl 1 cations, including RevUlou 
4 to F8AR If i led In PDR Category K) Certificate of 8vc end 
BRADLEY# E J Philadelphia Electric Co 82/09/04 DENTONrH. R 
Office of Nuclear Reactor Regulation, Director 5pp 13030*314. 

84X Fiche. 50-392, 02/09/04, 8209030100 


—0209090107 Amend 32 to license applications for faciUtiei 

BAUER, E 0 , BRADLEY, € J Ph i ladelphia El ectrl C Co 02/05/04 
3pp 13030:319 24X Fi ch# 50-392, 02/09/04, 8209050100 


8206100154 Ack receipt of 880926 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-392/02-07 tt 
50-353/82-05 

8TARD8TECKI , R Division of Project 8, Resident Programs 08/06/04 
KEMPER, J.0 Philadelphia Electric Co Ip. 13445.248 24X 

Fiche 50-392,02/06/04,0206100154. 


8206280071 Addl response to FOIA req.uest for eight Categories of 
documents Fo-raiards docutnents listed in App A Documents 
listed In App B available in FOR Confidential financial 
info deleted 

FELTON, J M. Division of Rules and Records. 02/09/12. MCMURRAY,C M 
Kirkpatric Ir, Lockhart, Hill, Christopher k Phillips S6pp, 

13630 055 24X Fiche 50-000,82/09/18,0206200071 


— 0206100167 Responds to NRC B20426 ltr re violations noted In IE Insp 
Repts 50-352/08-07 tn 30-353/02-05 Corrective actions four 
Installed turbine stop 6 control valve scram bypass pressure 
transmitters adequately protected 

KEMPER, J S Philadelphia Electric Co 88/03/26 HAVNEB, R C. 
Region 1, Office of Director 3pp 13449 243 84X 

Fiche 50-352,02/06/04,0806100194 


0206150164 Ack receipt of 02O52B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-352/81-17 
50-393/01-15 

0TAROSTECKI, R Division of Project I, Resident Programs 82/06/07 
KEMPER, J 8 Philadelphia Electric Co ip 13490 327 24X 

Fiche: 90-352, 02/06/07, 8206190164 


— 8203310379 Forwards request for addl Info 6 clarification re facility 
probabilistic risk ass essment. Combined 080415 6 16 meeting tc 
site visit suggested. 

TKADANI.A, C, Reliability %t Risk Assessment Branch 08/03/19. 
6€KW£NCER,A, Licensing Branch 2 29pp 13640' 006 84X 

Fiche 50-000,02/05/12,8206200071 


0806080592 Forwards requests for addl info re Initial facility test 
program described in Chapter 14 of FSAR.Encl request was 
prepared prior to receipt of Revision 3 to F8AR Response 
date should h v submitted within 7 days 
8CHNENCER, A, Licensing Branch 2, 08/05/19 BAUER, E 0. 

Philadelphia Electric Co 33pp 13339:037 84X 

Fiche 50-352,88/05/19,8206020392 


— 3206150172 Responds to NRC 020804 ltr re violations noted in IE Insp 
Repts 50-352/01-17 fc 50-353/01-19 Corrective actions 
sample of 129 TX Pipe Bending Go pips supports to be 
Inspected 

KEMPER, J S Philadelphia Electric Co 02/09/28. HAYNES, R C 
Region J, Office of Director, 2pp 13490 388. a4X 
Fiche. 50-392, 02/06/07, 8806190164 


8206070760 Forwards proprietary varsion of, 'MNCOR Inputs U 
Calculetlonal Inputs (for RACAPl, “ JF Quirk affidavit encl 
Rept withheld (par 10CFR2 790) 

BRADLEY, E J. Philadelphia Electric Co 02/06/04, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 0pp 13309.279 
24X Fiche 50-332,82/06/04,0206070760 



3206100425 Req.tje*ts ad<ll info re *p6fit fuel pool design to complcto 
review of FSAR Revision 5 

SCHfcfENCER»A Licensing Branch 2 82/06/04 BAUER. E O 

Philadelphia Electric Co 3pp 13459 336 24X 

Ffche 30-332. B3/06/04,a20&10042 5 


0206300392 Addl rasponse to FQIA request for documents re canca 1 Jat loni 
flOstpPTiement. termination or deferral of nuclear plant 
const since 900101 Foruerds documents listed in app 
FELTON. J M Division of Rules and Records 02/06/07 DOJ.K 
Critical Mass Energg Project 2pp I367S 215 a4X 
Ftcfie 50-000.02/06/07.8306 300372 


— 82i>6300409 Forwards estimate of units to be canceled or indefinitely 
deferred* per request 

CDflNELL. K Office of the Esocutlve Director for Operations 
62/03/19 AHEARNE,J Cojvii ssioners app 13670 237 24 X 

F i c h e 3Q -00 0. 02/06/07 . 020630 (1392 


8206240442 Notification of 020624-25 meeting ui/uttl in Pottstoun, PA to 
discuss probabilistic risk assessment & applicant responses 
to KRC B20323 Info request 

ADELSON^H Licensing Branch 2 32/06/09 SCMWEMCER.A Licenemg 

Branch 2 4pp 13619 350 24X Flehe 50-332.62/06/09.0206240442 


8206150293 rarward*. "Pr obah i I let ic Risk Assessment Quant i f feat (nn af 
Event Tree Functions. “ In response to Quest ion 3 Ql of 
820310 request for addl info Rept uithheU (ref lOCFRS 7901 
aRAOLEV, EJ Philadelphia Electric Co 02/06/11 DEM TON. H ft 
Office of Nuclear Reactor Regulatienr Director 0pp 13303 032 
24X Flehe 50-352.02/06/11.6206150295 


B2O615O340 Forwards Revision 4. **Probab i 1 is tl c Risk Asssssenent for 
Llwerlcl Oenarating Station " W/o end 

BRADLEY. E J Philadelphia Electric Co G2/06/11 TEDESCQ. R L 
Aseistani Director for Licensing 2pp 13505 324 24X 

Flehe SO^asa. 02/06/1 1.92061 503 4 a 


8206220228 Advises that F8AR Table 3 S—l revised, per Pouer Sgs Drench 
B20229 request Offsite power eqs unimportant to safety 
because failure Cf sys cannot adversely affect operation of 
safety^related Class TE ac distribution sys ^ equipment 
KEMPER. J S Philadelphia Electrir Ce 82/06/15 SCHWENCER. A 
Llcenelng Branch 2 3pp 1357 1 309 24X Flehe* 50-392. 02/06/15. 

S2062S0229 


0206390364 Advises that util uilL respond to NRC questions via FSAR 
revision In Sept 1983. per 020520 request 

BRADLEY. E J. Philadelphia Electric Co 02/06/23. SCHWEI^ER.A 
Licensing Branch 2 2pp 13630 331 S4X Flehe 50-392.62/06/23. 
6206290364 


82D615OO90 ''Probabilistic Risk Assessment." Revision 4 

* Philadelphia EJaetric Co 02/06/30 75pp 13504 129 24K 

Flehe 30-352. 82/06/30. 8206 1 50080 


F. fiequrity.. nadlcali emergency h fire protection plans 


02O6piOS29 Advises that response t« 020507 request for eddl Info will 
be made via revision to guard training l( qualification plan 
In Aug 1902 

BRADLEY^E J. PhlUdelphia ElectrU C«. 02/O5/26> 8CKLfERCER.A 

Licensing Branch 2. 2pp t33tl*34? 24X flehe SO-aBS* 02/03/26. 

820601052? 


0 Adjudicatory correspondence 


0206040011 Special prehearing conference order re 820106-08 conference 
ruling on petitions te Intervene b adeilssib llltv of proposed 
contentions 

BRENNER. L. f COLE.R. F . MORRIS. P A Atomic Bafety end Licensing Board 
Panel. 82/06/01 160pp. 13349 216 24X FI che, 50-352. 02/06/01, 

820604 00 U. 


0206090445 Responds tu 020517 Itr expressing concern re scope of ElB 
Conclusion that NRC accepts environ rept as containing all 
necessary Info to evaluate Impacts of station operation 
invalid NRC requests for ad-dl info should be rtvleusd 
LERlSiB H Kearing Branch 5. 02/06/02 8U0ARMAN, R J Sugarmon. 

H J 2pp 13423 313 24X Flehe* 50-392, 02/06/02, B2O6O00 145 


8206080149 Responds to 820517 Itf re IE Info Ndtice 02-13 on «E type 
HFA relays No written retpunse required unless licensee 
detereilnes prablen effects fac 1 1 Ity. Util has not yet 
completed review 

LEWISES H Hearing Branch 2, 02/06/04 LEH18, M 1. Lewis, M 2pp 

13423 357. 24X Flchel 50-392, 82/06/04, 0206000149 


8206090052 Advises of Commissioner Robert*, plans to visit Site No 
substantive matters uill be discussed Rept on visit will be 
served on parties Util util not allow intsrvenors to 
acconpany Commissioner Roberts 

LAVERTY.J H Commissioners 82/06/04 BRENNER. L J Atomic bafety 
and Licensing Board P^nel Ip 13439 220 24X 

Fiche 50-352.02/06/04.8206090092 


— 0206090054 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will he 
served on parties Util uill not allow intevvonors to 
accompany Cemrni ssionor Roberts 

LAUERTY, J H Commissioners B2/0*/04 COLE. R F A tunic Safety 
and Licensing Board Panel Ip 13439 229 24X 

Fiche 50-352. 92/06/04. 8206090052 


— 8206090056 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow Intervenprs to 
accompany Commissioner Roberts 

LAVERTY.J H Commissioners 82/06/04 MORRIS.PA Atomic Eafety 

and Licensing Board Panel ip 13439 230 24X 

Fiche 50-352,02/06/04.8206090032 


— B206090060 Advises of Commssioner Roberta plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY- J H Commissioners 82/06/04 LEWIS. S H Hearing Drench 
2 Ip 13439 231 24 X Fiche 50-392. 02/06/04, 8206090092 


—0206090062 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY.J H Commissioners 82/06/04 DRU0AKER. R Penrsy Jvania, 

State of ip 13439 232 24X Fiche 50-392, 82/06/04. 0206 (?900 52 


— 6206090064 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts. 

LAYERTY.U H Commissioners 02/06/04 JOHNSRUO. J H 
Environmental Coalition on Nuclear Power Ip 13439 233 L'4X 
fiche 50-352, 02/06/04. 8206090052 


—0206090063 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rapt on visit will be 
served on parties Util will not allow intervenors to 
accompany Comnil ssloner Roberts 

LAVERTY.J K Commissioners 02/06/04 WHITE. J White. J ip 
I34J9 234 24X Fiche 50-352,82/06/04.0206090052 


— 8206090067 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY, J K Commissioners 02/06/04 ANTHONY/ R L Anthony/ 
«L Ip 13439 233 24X FI ch e 50-352, 82/06/04. 8206090032 


— 0206090070 Advises of Commissioner Roberts plane to visit site No 
substantive matters will be discussed Rept on vieit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY.J H Comm! ssioners 82/06/04 Pennsylvania/ State of 
Ip 1343? 236 24X Fiche 50-352, 02/06/04, 0206070052 


—0206090071 Advises of Commissioner Roberts plans to visit site. No 
substantive matters will be discussed Rept on visit will be 
ssTved on parties Util will not allow intfirvenors to 
accompany Commissioner Roberts 

LAVERTY, J H Commissioners 02/06/04 OERUBKY. T Pennsylvania, 
State of Ip 13439 237 24X Fiche 50-352. 82/06/04. 0206090052 


—0206090074 Advises of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept an visit will be 
served on parties Util will not allow intervenors to 
accompany Commissioner Roberts 

LAVERTY.J H Commisi loners 02/06/04 ADLER, R M Pennsy I vania. 
State of ip 13439 230 24X Fiche 50- 352, 82/06/04, 02060 9 0053 


—6206090079 Advises of Commissioner Roberts plans to visit site. No 
substantive matters will be discussed Rept on visit will be 
served on parttas Util will not allow intervenors to 
accompany Commleslonar Roberts 

LAVERTY.J H Commissioners 82/06/04 BRONSTEIN/ D 9 Bfonsteln, 
OS ip 13439:239 24X Fiche 50-352. 82/06/04, 82O6O90OSZ 


— 8206090080 Adyliea of Commissioner Roberts plans to visit site No 
substantive matters will be discussed Rept on visit will b« 
served on parties Util will not allow intervenors to 
accompany Com/nissioner Roberts 

LAVERTY. J H Commissioners 02/06/04 NOOEE. A J Keystone 
Alliance Ip 13439*240 24X Fiche 30-352,02/06/04,02060 90052. 



DOCKETED ITEMS 


24S 


--02O£O'9O'Oai Advises of CommiBsioncr Roberts plans to visit site No 
substantive matters uii 1 1 be discussed Rept on visit uill be 
served an parties Util will not allau i nt csrvenors to 
accompantjr Commissioner Roberts 

LAVEflTV.J H Commissioners 02/06/04 DORSEV, J A Limerick 
Ecology Action Ip 13439 241 a4XFichB 50-332. 82/06/04 < 
□206090052 


— 32060'?0084 Advises of Commissioner Roberts plans to visit site No 
substantive matters uill bo discussed Rept on visit uill be 
served on parties Util uill not allou Intervcnors to 
acceeipanv Commissioner Roberts 

LAVEflTY. J H Commissioners 02/06/04 LEWiRi M I LeuiS. M Ip 
13439 242 24S< Tiche 50-352.02/06/04.8206090052 


--020609 009 5 Advises of Commissioner Roberts plans to visit site No 
substantive matters uill be discussed Rept on visit uill be 
served on parties Util uill not allou interveners to 
acco-mpami Commissioner Roberts 

LAVE^ITY. JH Commissioners 82/06/04 ROMANO. F Romano. F ip 
13437 243 24X Ficfie 50-352.82/06/04.8206090032 


— 0206090079 Advises of Commissioner Roberts plans to visit site No 
substantive matters uill be discussed Rept on visit uill be 
served on parties Util uill not allou intervenors to 
accootpany Commissioner Roberts 

LAVERTY. vf H Commissioners 82/06/04 HERSHEY. 8 P Community 
Legal Services. Inc ip 13439 244 24 X Fiche 50-352.02/06/04. 

0306090032 


— &20-6Q90102 Advises of Commissioner Roberta plans to visit site No 
substantive matters uill be discussed Rept on visit uill be 
served ora parties Util uill not allou intervenors to 
accompaniij Commissioner Roberts 

LAVER TY. U H Commissioners 82/06/04 DAUER. E 0 Philadelphia 
Electric Co Ip 13439 243 RAX Flche 90-352.02/06/04. 
8206090053 


■— 020609 01 06 Advises of Commissioner Roberts plans to visit site No 
substantivo matters will be discussed Rept on visit will be 
servod on parties Util uill not allou intervenors to 
accompany Commissioner Roberts. 

LAVEftTY. J H Commissioners 02/06/04 CONNER, T Q Conner Jc 
l^Rtterhahn CONNER.! B Ph i ladel phia El ec trie Co Ip 
13437 246 24X Fiche 30-352.02/06/04.0206090052 


Q206170S03 Request for reconsideration of denial of contention on 
electromagnetic pulse or. al ternatively. request for 
certification to Commission Informal discovery should be 
alloued on Contention IV-2 Certificate of 8vc end 

LEWrSj irt r Leuis, M 02/06/11 Atomic Safety and Licensing UoartI 
Panel, 3pp, 13934 357 24X Fiche 50-332. 82/06/1 1. 0206170203 


020621.0419 Joint petition for leave to file fuel cycle contention based 
on new info ilecision of 820427 in NROC vs NRC raises 
questio^^ about validity of Table 8-3 rule Certificate of 
€vc enc 1 

■JOHNSRUOr J H Environmental Coalition on Nuclear Power 
ELLIDTTrC N Limerick Ecology Action 82/06/16 Atomic Safety 
and Licensing Board Panel Gpp 13568 100 24X 

Fiche 90-352,82/06/16.0206210419 


B206230210 Request for reconsideration of 020601 special prehearing 
conference order denying contentions lii alnterpretation. 
techni cal iti es & typographical errors caused 
ml lunderstand Ing Proof of sve end 

ROMANniF R Air and Water Pollution Patrol 02/06/16 Atomic 
Safety and Licensing Board Panel 3pp 13306 286 24X 

Fiche 90-352.02/06/16.8206230210 


G2062102B2 Objections to A8LQ 020601 special prehearing conference 
order. ASLB lacks jurisdiction to stay const of Point 
Pleasant Pump ing Etatlon or Bradshau Reservoir Certificate 
of Gve end. Related correspondence 

CONNER! T 0, Philadelphia Electric Co CONNER.T B Conner ii 

Netterhahn, 62/06/17 Atomic 8af«ty and Licensing Board Panel. 

OOpp 13950 301 24X Fiche' 50-352, 82/06/17.0206210202 


6206240190 Requests dar 1 f i cation of A8LD 820601 special prehearing 
conference order admitting large number of contentiuns w/ 
direction for future spec Board should set time limits 
should outline procedure for spec Certificate of 8vc end 
DORSEY. J A Limerick Ecology Action DORSEY. J A Dorsey. J. A 
02/06/17 Atomic Safety and Uicensing Board Panel 9pp 

13999 005 24X Fiche 50-352.82/06/17.0206240190, 


0206240173 Request for reconsideration of aspects of 020601 prehearing 
order OE River Basin Commission decision should not be 
regiarded as binding re environ effects of taking water from 
DE River Certificate of 8vc end, 

SUOARHANiR J Del-Aware Unlimited. Inc SUOARMAN. R, J Bugarman. 

R J 02/06/21 Atomic Safety and Licensing Board Panel 50pp, 
13600' 067, 24X Fiche; 50-352. 02/06/21, 0206240173 


8206200271 Foruards RA Flouers original executed affidavit to applicant 
020617 objections to speciijl prebearing conference 

CONNER.T 0 Conner 6 Wettorhahn CONNER.T B Philadelphia EUrtric 
Co 82/06/24 Office of the Secretary of the Commission Ip 

13623 391 24X Pic ho 50-352.82/06/24.0206280271 


— B2O62BO270 Affidavit of RA Flowers re proposed mads to Meshaminy Crock 
Watershed Const Plan 

FLOWERS. R A Neshaminy. PA 02/06/16 2pp 13623 352 24 X 

Fiche 90-3Sa. 82/06/24, 02 0 6200 271. 


K Utility Final Safety Analysis Report {F9AR> b amends 


B205050I00 Foruards Amend 32 to license opp 1 1 cation*, inc lud Ing Ravlslon 
4 to FSAH Certificate of Bve end 

BRADLEY. E J Phi laclelph ia Electric Co 02/03/04 DENTON. H R 

Offica of Nuclear Reactor Rogulatlon, Director Spp 13030 314 
24X Fiche 90-392.82/03/04,8209050100 


— 02OSUO161 Revision 4 to FSAR 

ft Philadelphia Electric Co 02/05/31 202pp 13030 322 24X 

Fiche 50-353.82/03/04.020 5050100 


B206020372 Forwards affidavit of sve re distribution of F8AR. Revision 5 
per 00 Eisenhut 010706 Itr 

BRADLEY. E J Philadelphia Electric Co 02/05/24 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 13320 247 
24X Fiche 50-332.82/09/24.8206020372 


6206220343 Forwards affidavit of sve re distribution of Revision 6 to 
F8AR. per NRC 8I070A Itr 

BRADLEY. E J Philadelphia Electric Co 82/06/11 DENTON. H R 
Office of Nuclear Roactar Regulation. Director Spp 13982 070 
24X Fiche 50-352,02/06/11.8206220343 


0 Inspection reports. IE Bulletins & corrosp ondence 


6206030153 Acic receipt of Q20S06 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-352/82-05 & 
50-393/82-04 

STAROSTECKl. R, Division of Project & Resident Programs 03/09/24 
KEMPER. J 0 Philadelphia Electric Co Ip 13337 344 24X 

Fiche 50-352,82/09/24.0206030153 


—9206030195 Responds to NRC 020406 Itr rc violations noted in IE Insp 
Repts SO-33S/02-O5 U 50-353/02-04 Corrective actions: 
personnel instructed not to use engineering memo to make 
design changes & training sessions held 

KEMPER, J 8 Philadelphia Electric Co 02/05/06 KAVNES.R C 
Raglan 1. Office of Director, 5pp 13337 345 24X 

Fiche 50-352, 02/05/24. 0206030193 


B206030168 Forwards Page 9 of IE Insp Repts 50-352/01-17 t, 
50-393/8L-15i inadvertentl y omitted from previous 
transml ttal 

STAROSTECKIi R Division of Project t< Resident Programs 82/05/24 
KEMPER, J S Philadelphia Electric Co Ip 13337 342 24X 

Fiche, 90-392, 82/05/24,8206030160 


—8206030169 Pago 9 of IE Insp Repts 90-352/01-17 it 30-393/81-15, 
inadvertently omitted from previous transmittal 
a Division of Project 8< Resident Programs 02/02/04, ip 
13337 343 24X Fiche 50-39S, 82/05/24, 0206030160 


0206030278 Ack receipt of 820414 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-392/02-04 6 
90-353/82-03 

9TAR0STECKI, R Division of Project h Resident Programs 82/09/24. 
KEMPER, J 8 Philadelphia Electric Co ip 13340’ 204 24X 

Fiche: 90-352. aa/05/24, 8206030270 


—0206030201 Responds to NRC 8203IS Itr re violations noted in It Insp 
Repts 30-332/02-04 & 30-353/02-03 Corrective actions, 
implemented red lining design change procedure in other 
areas of plant it control procedure revised by subcontractar 
KEMPERrJ 8 Philadelphia Electric Co 02/04/14. HAYNEg, R C 
Region 1, Qffics of Director, 4pp 13340 205, 24X 

Fiche 90-352,82/05/24.9206030270 


B206100149 Forwards IE Insp Repts 90-352/02-08 it 50-393/02-06 on 
820426-0913 No noncompliance noted. 

STARQBTECKIfR, Division of Project it Resident Progrems. 02/09/27, 
KEMPER, J 0 Philadelphia Electric Co 2pp 10449 229 24X 

Fiche, 50-352. 82/08/27.020610014 9 


—0206100149 IE Insp Repts 50-352/02-00 it 50-393/82-06 on 820426-0913 No 
noncompltance noted Major areas insp acted . pipe welding. per 
IE Circular 79-10 spray pond civil activities. 

DURRrJ. P r VARELA. A A . ORAV, E H Division of Project it Resident 
Programs 82/03/26 Spp 13449 231 24X Fiche. 90-382, 02/05/27, 
8206100145 



0202040147 IE Info Wotice 02-15, “Notification of NftC “ Svc Ji*t Find 
DEY^OUNO.R C Director'* Offlcoi Qffica of Inspection ana 

Enforcarttent B2/05/2a t07pp 13426 095 24K 

Ficfre 30“000, B2/03/2B. 0202040147 


02042^10370 IE Info Notice 82-16 j “HPCI/RCIC High Steam Flow Setpoints 
Svc Hit and 

JORDAN, E L Division of Engineering U duality Aasorance 02/05/20 
I03pp 13440 264 24X Fiche 50-000 1 82/05/26. 8204210370 


8206040317 Ac k receipt o-f 020521 1 tr inforniing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/02-04 8r 
50-353/82-03 

STARDSTECKl r R Division of Project ii Resident Programs 02/05/90 
KEMPER. J S PhiUdelphia Electric Co Jp 13355 263 24X 

Fiche; 50-392, 02/05/28, 6206040317 


— 8206040322 Updates 8204(4 response to NRC 020315 Itr re violations 
noted in IE Insp Bepts 50-392/02-04 t. S0-333/B2-O3 
Corrective actions modified procedure re safety-related 
large pipe hanger installations to be liDplemented by 620615 
KEMPER, J S Philadelphia Electric Co 02/05/21 HAVNES, R C 
Region !< Office of Director SpP- 13355.264 24X’ 

Fiche 30-392, e2/O5/20- 0206040317 


0204210300 IE Bulletin 02-02, “Degradation of Threaded Fasteners an 
Reactor Coolant Pressure Boundary of PWR Plants 
8vc list end 

DEVOUNOfR C Director's Office, Office of Inspection and 

Enforcement B2/06/O2 iOBpp 13527 ISO 24 X 

F i c h e 50-000 , BS/Ob/OS, B20 4210300 


9206100154 Adf receipt of 020526 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SG-352/62-07 6 
50-353/02-05 

8TARaSTECKl« R Division of Project b Resident Programs 02/06/04 
KEMPER. JS. PhlUdelpMa Electric Co Ip 1344 S 242 24X 

Fithe, 50-352^ 02/06/04, 0206100194 


—8206100167 Responds to NRC B20426 Itr re vlolatloAs noted in Ib Insp 
Reptt 80-352/62-07 l< 50-353/82-05 Corrective actions four 
Installed tur-blne stop h control valve scram bypass pressure 
transmitters adequately protected. 

KEMPER, J 8 Philadelphia Electric Co 62/05/26 HAVNE3,R C 
Region Office of Director 3pp. 13443 243 24X 

riche 50-392.82/06/04,8206100154 


0206190164 Adc receipt of 820320 Itr informing NRC of steps taken to 
correct violations notad in 16 Insp Reptt 50-352/81-17 it 
SO -353/ 01- 1 5 

SrAHOSTECKl, R Division of Project & Resident Programs 02/06/07. 
KEMPER, J S Philadelphia Electric Co Ip. 13498 327 24X 

FI Che: 50-332, B2/06/07, 0306150164 


—6206190172 Responds to NRC 020204 Itr re violations noted in IE Insp 
Repti 50-332/01-17 U 50-353/81-19. Cor ree tlve actions, 
sample of 125 TX Pipe Bending Co pipe supports to be 
inspected 

KEMPER, J.S Philadelphia Electric Co 82/05/28 HAYNEBrRC 
Region 1. Office of Director 2pp. 134^0 320 24X 

riche 90-352.62/06/07,8206190164 


0204210383 lE Info Notice 02-17, "Dverp ressur 1 ration of RCS “ Svc list 
end. 

xJORDAN, E, L. Division of Engineering -Se Ouality Assurance 82/-06/|i 
i06po 13675 250 S4X Fi c he* 50-000. 82/06/1 1, 0204210333 


9204210304 IE Info Notice 02-10, “Assessment of Intates of Radioactive 
Hatl by Norkere. “ Svc list end 

DEYOUNO, R C Director's Qfflct, Office of Inspection and 

Enforcement 02/06/ 11 120pp. 13675 189. 24X 

F I c h e - S 0-000 , 82/06/ 1 1 , 02042 1 0304 


3 Reportable eccurrences, LERs related correspondence 


8206230201 Final Significant Deficiency Rept 62 re averstrsssed bo:« 
bean connections at containment uall 6 bloshield Design 
changes for boa beam & column connections at elevation 296 
ft ulll be issued by 020013 

BOYERfV 8. Philadelphia Electric Co. 02/06/10 HAYNEB. R C ftegipn 
1. Office of Director 2pp 13986 015 24X Flche 30-392,02/06/10, 

0206230201. 


DOCKET 50-394 HOPE CREEK NUCLEAR STATION, UNIT 1 


Q Inspection reports, IE Bulletins Sc corraspondenc e 


0206040321 Foruards IE Insp Rept 50-354/82-05 on 820405-0502 fc. notice 
of violation 

STAROSTECKI, R Division of Project & Resident Programs 02/05/13 
MARTIN, T J Public Service Electric ^ Gas Co of New Jersey 2pp 
13350 090 24X Fiche 50-354,02/05/13,8206040321 


— 0206040323 Notice of violation from map on 820405-0502 

STAROSTECKI, R Division of project t Resident Pragrams B2/03/iJ 
2pp 13350 092 24X Fiche 50-354, 02 '05 /1 3, 0206040321 


—8206040325 IE Insp Rept 90-334/82-05 on 820405-0502 Noncomp I i anc p 
noted failure to implement effective measures to indicate 
status of insp* performed on ductuork 6 installation of 
ductwork supports different from approved design drawings 
BATEMAN, N H » TniPP»L E Division of Project h Resident Rmpiams 
02/05/10 9pp 13350 094 24X Fiche 50-394,82/05/13,0206040321 


8202040147 lE Info Notice 82-15, "Notification of NRC “ Svc list eni 1 
DEVOUNGiR C Director's Office, Office of Inspection and 

Enforcement 82/05/20 i07pp 13426 099 24X 

Fiche 50-000,02/05/20,8202040147 


0204210370 IE Info Notice 82-16, “HPCl/RClC High Steam Flow Setpoints *' 
Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 82/05/20 
I03pp 13440 264 a4X Fiche 50-000,02/09/20,0204210370 


02O4S1O38O lE Bulletin 82-02, "Degradation ef Threaded Fastener® in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

OEYOUNGrR C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13S27 150 24X 

Fiche 50-000. 82/06/02, 0204210300 


GS06I50162 Ack receipt of 020526 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-394/02-04 it 
50-355/02-03 

STAROSTECKI, R Division of Project it Resident Programs 02/06/0/ 
MARTIN, T J Public Service Electric it Gas Co of Neu Jersey ip 
1349S 355 24X Fiche 90-354,02/06/07,8206190162 


— B206150I66 Responds to NRC B20420 Itr re violations noted in IE Insp 
Repts S0-354/B2-04 50-395/02-03 Corrective actions 

personnel reinstructed re tack uelding penetration ic/proper 
filler metal documentation 

MARTIN, T,J Public Service Electric it Gas Cq of Neu Jersey 
B2/0S/26 HAYNES, R C Region 1, Office of Director 3pp 
13495 356 24X Fiche 50-354,02/06/07,0206150162 


6206240204 Forward s 1£ Insp Rept 90-354/02-06 on 020903-31 No 
noncompliance noted 

STAROSTECKI, R Division of Project It Resident Programs 02/06/JO 
MARTIN, T J Public Service Electric it Gas Co of New Jersey 2pp 
13599 046 24X Fiche 50-354,82/06/10,8206240204 


--8206240213 IE Insp Rept 50-354/02-06 on 820503-31 No noncompi i ancp 
noted Major areas inspected* svc water intake structure 
foundation const, structural steel erection It pipe it hanger 
installation 

BATEMAN, W H . VARELA, A A , TRIPP, L E Division of Project it 
Resident Programs 82/06/07 iSpp 13597 040 24X 

Fiche 50*'3d4. 02/06/10, 0206240204 


0204210383 IE Info Notice 02-17, *'Overpressur iiation of RCS " 0vc list 
enc 1 

JORDANiEL Division of Engineering It Quality Assurance. 03/06/11 
I06pp 13675 250 24X Fiche 50-000,02/06/11,0204210303. 


0204210304 IE Info Notice 02-18, "Assessment of Intakes of Radioactive 
Med by Workers." 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/H 120pp 1367 5 109 24X 

Fiche 50-000.82/06/11,8204210304 


R. Periodic operating reports It related correspondence 


8206230411 Submits monthly status completion rept for Apr 1982 
kheduled commercial operation date for Unit I remains 
>ec 1906 Unit 2 const abandoned Dec 1981 Const progress 
kppros 48X complete 

uhNDRIEUiP R H Public Service Electric St Gas Co of New Jersey 
12/06/09 TRIPP.UE, Division of Project 8, Resident Programs Ip 

3577 16B 24X Fiche 50-354,02/06/09,0206220411 



DOCKETED ITEMS 


247 


S ftepartabl« occurr»nceSf UERa ic related corrospondence 


saoioiosa-ij significant conat deficiency rept re varglaaa uire tics* 
initially reported 010717 u»e of varglaas cable ties limited 
to motor control ctra supplied by GE Cable ties will be 
replaced to preclude tie wrap slippage it unravelling 
/lARffMi T J Public Service Electric if Oas Co of New Jeracy 
02/03/SE HAYNESf R C Region 1j Office of Director ip 
13311 34B 24X FI Che 50-334» 82/05/31 . 0306010384 


B3O620O5O4 Interim deficiency rept re diesel generator bolt tortiulng* 
Initially reported on 820514 Verification of requisite 
torque valves on generator 6/N 700510R1 pending availability 
of manufac turer representatives 

HARTINj T vl Public Service Electric t Oas Co of New Jersey 
Oa/Ofe/lO HAYNE3» R C Region li Office of Director 2pp 
13626 276 24X Fiche 50-334,83/06/10,8306280304 


02O62BO'2ai Final deficiency rept re auxiliary bldg seismic analysis 
Results of Qc t 1901 auxiliary bldg seismic analysis 
inconsistent w/1975 analysis Caused by mothodolag i cal 
difference Revised spectra curves to be used for equipment, 
MARTINET J Public Service Electric 8< Gas Co of New Jersey 
B2/06/11 HAYNES, R C Region 1. Office of Director 3pp 
13624 091 24X FI the 50-354, 82/06/1 1 , 0206200281 


V Operator Exafliinations 


@206240343 Submits info re senior reactor operator license 
certification program for plant manager Progrem will begin 
appro* Sept 1982 RS Salvesen resume end 

DQUGLAEi'R P Public Service Electric 8« Qas Co of New Jersey 
82/06/16 SCHWENCEfl,A Licensing Branch 2 5pp 13603 163 24X 

Flche 50-334. 82/06/16,8206240343 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 
<1 Inspection reports, IE Bulletins 6 correspondence 


9202040147 IE Info Notice 92-15, ‘’Notification of NRC ” 8vc list entl 
DEYQUNOr R C. Director's Office. Office of Inspection and 

Enforcement 82/05/28 107pp 13436 095 24X 

FlcNe 50-000,93/05/28,8202040147 


&2042l007a IE Info Notice 02-16r “HPCI/RCIC High Steam Flow Setpoints *' 
Svc lilt enc 1 

JORDAN. C L Division of Engineering 6 Quality Assurance 83/09/Sa 
I03pp 13440' 364 24X Fiche 50-000. 82/05/28, 0304210370 


8204210380 IE Bulletin 83-02. "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants ’* 

Svc list end, 

DEyOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 150 24X 

FUhe* 90-000, 92/06/02,0204210380 


B2061S0162 Ack receipt of 820526 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/82-04 tt 
50-359/03-03 

STAROS7ECKJ , R, Division of Project 6 Resident Programs 82/06/0/ 
MARTIN, T J. Public Service Electric 6 Gas Co of New Jersey. Ip 
134V5 359 24X Fiche 90-394,82/06/07,0206150162 


— 82061 S0166 Responds to NRC 820420 Itr re Violations noted in I£ Inop 
Repti 50-354/02-04 6 90-353/02-03 Corrective actions 
personnel reinstructed re tack welding penetration w/propor 
filler metal documentation 

HARTINjT j Public Service Electric 6 Oas Co of New Jersey 
92/05/26. HAYNES, R C Region i. Office of Director 3pp 
13495 356 24X Fiche 50-354,02/06/07,8206150162 


8204210303 IE Info Notice B2-i7, "Overprassur i Xatlon of BC8, " Svc lint 
arc I 

JCJRDAN, E L Division of Engineering 6 Quality Assurance. 62/06/11 
I06pp 13675 350 24X Fi che* 50-000, 82/06/ 11. 0204210393 


6204210304 IE Info Notice 82-19, "Assessment of Intakes of Radioactive 
Hatl by Workers " Svc list end 

DEVOUNGi R. C Director's Office. Office of Inspection and 

Enfopcement 02/06/11 I20pp. 13675 109 24X 

Fiche 90-000,02/06/11.8304210304 


S Reportable occurrences, LERs 6 related correspondence 


62060103B4 81gn if leant const deficiency rept re varglass win ties, 
initially reported B10717 Use of varglass cable ties limited 
to motor control ctrs supplied by GE Cable ties will be 
replaced to preclude tie wraji slippage unravelling 
MARTIN, T J Public Service Electric t, Oas Co of New Jersey 
82/05/21 HAYNES, R.C Region 1, Office of Director Ip 
13311 348 24X Fiche 50-394,82/05/21,8206010384 


02O62B55O4 Interim deficiency rept re diesel generator bolt torquing. 
Initially reported! on 020914^ Ver 1 ficatlon of requisite 
torque valves on generator S/N 700310R1 pending availability 
of mantifdc tur er representatives 

MARTIN, T. J Public Service Electric Gas Co of New Jersey 
03/06/10 HAYNES. R.C Region I, Office of Olrector 2pp 
13626 276 24X Fiche 30-394,02/06/10,8206280904 


S2062B0281 Final deficiency rept re auxiliary bldg seismic ana-lysls. 
Results of Oct 1961 auxiliary bldg seismic analysis 
inconsistent uj/1975 analysis Caused by methodological 
difference Revised spectra curves to be used for equipment 
MARTIN, T J Public Service Electric & Oas Go of New Jersey 
62/06/11 HAVNE9, R C Region 1, Office of Director 3pp 
13624 091 24X Fiche 50-354,02/06/11,0206280281 


DOCKET 50-359 WILLIAM H ZIMMER NUCLEAR STATION. UNIT 1 


A App 1 lea t i on/ construct! on stage documents & correspondence 


82062G0071 Addl response to FOXA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed in App B available in PDR Confidential financial 
Info deleted 

FELTPN.J M Dlvlalon of Roles and Records 92/05/12 MChlURRAY, C M 
Kirkpatrick, Lockhart, Hill, Christopher & Phillips 28pp, 

13638 099 24X Fiche 50-000,02/05/12,0206290071 


— 0103020313 Up da tee 601222 memo re decisions for degraded cooling 
rulaniaking Steering group to Issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal . Examp les of valve mlsoperatlon provided, 

MEOEIRas, f1 8. Realtor Systems Standards Branch 01/02/02 
ARLOTTO, 0 A. Division of Engineering Standards, 20pp, 13630 102 

24X Fiche 50-000,62/05/12,0306200071 


9206020466 Application for Amend 136 to application for OL, eons isting 
of Revision 04 to FBAR 

60R0HANN, E A Cincinnati Qas L Electric Co 02/09/28 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 2pp 13325.097 
24X Fiche 50-358102/09/28,8206020466 


0206040193 Submits info re fast scram hydrodynamic loads on control 
rod drive sysrin response to 020407 request Info will he 
added to F0AR In Revision 05 scheduled for late June 1902, 
BOROMANNrE A Cincinnati Oas St Electric Co 03/05/26, DENTON. H R, 
Office of Nuclear Reactor Regulation, Director 3pp. 13344.332 
24X Fiche- 90-358, 02/05/28. 0306040153, 


6206090153 Generic Ltr 82-11 to aU LWR reactor plant licensees St 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Qinna Rept documents findings re cause of 
event. W/o enc 1 

EISENHUT, D 0 Division of Licensing, 82/06/09 HAUBPURO, A 
Consolidated Edison Co of New York. 13pp 13957.34? 24X 

Fiche 90-000, 82/06/09.0206090153, 


6206150036 Board notification notifying of drywell to wetwell vacuum 
breakers which can be subj to air-clearing load resulting 
from pool swell following postulated LDCA. Contponents can 
be overstresBsd by impact load 

TEOESCQ, R L Assistant Director for Licensing 62/06/10 Atomic 
Safety and Licensing Board Panel llpp 13523*118 24X 

Fiche 50-000 , 82/06/10,8206150036, 


8206180309 Forwards memo re site visit w/pictures of const 
deficiencies Problems rooted in lack of mgt attention to 
QA program Increase in number of Inspectore recommended if 
QA negligence increases, 

ABBOrr.e commissioners 62/06/10. OILINSKY.V, Commissioners. 
IP 13347 335 24X Fl ch e . 50-350, 82/06/10. 0206180300 


— 0206160315 Discusses 020426-27 site visit l< const deficiencies In 
electrical bays, LPC I, secondary containmen t, control room, 
cable spreading room ^ battsry room Photogrephs end 
ABBOTT, E Comiml ssl oner s 92/06/09 C o-mmiss loners 34PP, 
13947*336 24X Fiche. 50-390, 82/06/10, 8206100308 



8206220134 Staff requ i r enen ts irerio re 020607 briefing on status t^P 
Zimmer investigation OOJ 820602 Itr not rifleased to pub lit 
CHlLV^i S J Office of the Secretary of tbf Commission 02/06/13 
DlftHSrU J Gfflco of the Executive Director for Operations Ip 
13571 202 24X Fiche SO^-asa 82/06/1 5. 0206220134 


8206270174 Ac k Commission tiii thdrawdl of recdmmendafcion for control rod 
drive makeup flow design specified in MLfi£Q-0619r Sec t ion 
a l.per 820623 memo 

CURTIS* N Pennsylvania Power it Light Cfl 82/06/25 SCMWEMCER> A 

Licensing Dranch 2 Ip 13631 050 24/ Flche 50-000-02/06/2*)* 

0206270174 


— 8206270187 Forwards Auxiliary Sgs Branch evaluation of DWR Itcencmq 
review group 020326 itr re proposal for eUmiriiationi of 
control rad drive makeup flour test recom-niended in 
NunEO-06l9r Section B 1 Proposal acceptable 

RUBEN3TeiN< L S Assistant Director for Core Plant Bystenis 
82/06/23 TFDSSCO. R L Assistant Director for Licensing Ip 
13631 059 24X Fiche 50-000,83/06 / 25*83 06290174 


— 0206270201 Safety evaluation supporting BUR licensing review group 
proposal for elimination aF control rod drive makeup pump 
flow test recommended in rAJfiEG''0fil7. Sec t i on 0 1 
e Auxiliary Syst«m.s Branch 88/06/23 5pp 13631 O&O 24X 
F i c h e 50-000* 02/06 /23r 8206290 1 74 


— 0206070600 Feru/ards complete response to notice of violation & propored 
imposition of civil penalties re IE Insp Flept 50“3SQ/ei“13 
DtCKKQNHR.U K Cincinnati Qas S. Electric Co 02/02/26 
DEVOURG, R C Director's Office, Office of Inspection and 
Enforcement 2pp 13373 166 24X Fiche 50-350,82/06/02, 

8206070603 


8206090091 Motion for extension of time until 620611 to reply to Kinml 
Valley Power Proiect motion for le^ive to file addl 
contentions Factual allegations in motion necessitated 
technical assessment Granted by ABUB on 820607 
BARTH* C A Hearing Branch 1 82/06/04 Atomic Safety and 

Licensing Board Panel 2pp 13430 339 24X Fiche 50-359, 82 /06/04, 

0206090091 


9206100300 Forwards memo re site visit u/plctures of const 
deficiencies Problems rooted in lack of mg t attention to 
QA program Increase in number of inspectors recommended if 
OA negligence incraasas 

ABBOTT, E Commissioners B2/06/10 OILINSKV, V Commi 5 5 1 on ox s 
IP 13547 335 24X Fiche 50-350,82/06/10,0206100308 


— 8206100315 Discusses 020426-27 site visit & const deficiencies in 
electrical bays, LPCl, secondary containment, control roam, 
cable spreading room it battery room Photographs end 
ABBOTT, E Commissioners 02/06/09 Commissioners 34PP 
13547 336 24 X Fiche 50-350,82/06/10*0206100300 


E NRC Safety Evaluation Report (SEn>* suppls & correspondence 


82060Q02SO Responds to SER Suppl 2 (MUREG-05201 Section 1 8, ^’Summary 
of Outstanding Issues” re containment leakage testing, per 
011117 ItT ECCS injection line isolation valves mill be 
air tested by pressuring bonnets of valves 

fl0R0MANN*E A Cincinnati Gas it Eloctrit Co 82/06/02 DEWTON.H 8 
Office of MucUar Reactor Regulation, Director Ip 13421 ,150 a4X 
Fiche 50-350, 02/06/02. 0206000220 


F Securifty* medical* emergency 1( fire protection plans 


0206090002 Responds to POIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prampt notification sys Forwards documents listed In App A 
Documents also available in PDR 

FELTOI9i J K Division of Rules and Records 62/05/11 BEVN0L06,N 8 
Debevoise tc Liberman 3pp 13454 0 0 3 24X FicJie 50-000,92/05/11, 

0206090002 


— 8206090033 Foruards updated info re prompt notification tc warning sys 
for Region 3 licensees 

PAPERIELLO, C. J Emergency Preparedness & Program Support Branch. 
01/12/01 RAK09,S L Emergency Preparedness & Program Support 
Branch 4pp. 13454 126 24X Fiche. 50-000,68/05/1 1, 9206090002 


-'•9203110477 Forwards update on prompt notification It warning sys for 
Region 3 licensees, FEHA estimates approx 65% of reviews of 
proposed sys nau comptete 

HIND, J A Division of Emergency Preparedness t< Operational 
Support. 92/01/05, QRIHES, B K Division of Emergency 
Preparedness 4pp. 13494 133 24% Fiche 50-000,02/09/11, 

6206090002 


0206180103 Foruardi ”Full-8cale Exerc Isoi 811 1 18 Final Rept*‘ 6 <*R«pb on 
8L11I8 Accident Response Exercise for UK Zlmmmer Nuclear 
Power Station ^ 

KREMHift U. Federal Emergency Management Agency. 62/09/26 

ORIhESr B Division of Emergency Preparedness 3pp, 13592 266 24X 

Fiche 90-396, 02 /09/S6, 8206 160 1 03 


8206170139 Response supporting Miami Valley Powor Project 82051 Q 
motion far admission of eight proposed new contentions re QA 
activities during const ^ technical competence of util 
Notice of appearance & Certificate of Sve end 
TRE0y,S A Hearing Branch I 02/06/U Atomic Safety and 
Licensing Board Panel 9pp 13530 209 24X Flcho 50-330,62/06/11, 

8206170139 


6206240199 Responds to 020603 Itr re Commissioner Oillnsky technical 
assistant 820427 visit to facility Assistant had no 
neetlngs or discussions ui/deslgnated persons nor w/parti^s 
other than NRC Si util Trip rept served on all parties 
MALSCH.M 0 Office of the General Counsel, 02/06/10 CONNER, T U 
Conner Si Wetterhahn CONNER,! B Cincinnati Oas S< Electric Co ip 
13997 275 24X Fiche 50-350,02/06/19,0206240159 


—0206240163 Requests either util ofc of vice-president Si general coursrl 
or counsel ofc be notified of future visits by 
Commissioners, members of immediate staff or advisors 
CONNER,! B Conner Wetterhahn CONNER,! D Cincinnati Oao fe 

Electric Co 82/06/03 8ICKWIT, L Office of the Ooneval Counsel 

2pp 13999 276 24X FJehe 50-390,82/06/18,0206240159 


6206240395 Memorandum Order LBP-82-47 denying Zimmer Area Citlxpns 
motion for stay of proceed ing, for proloctlve order it atty 
fees expenses Request for stay ti protective order moot 
Request for fees beyond ASLD jurisdiction 

FflYE,J H Atomic Safety and Licensing Board Panel 02/06/21 
Zimmer Area Cltiiens - Zimmer Area Cltiiens of KY 16pp 13603 001 
24X Fiche 50-390,02/06/21,0206240395 


6206240420 Initial Decision LBP-62-40 specifying license conditions fax 
authorization of 5% power operation Findings of fact & 
conclusions of law listed Jurisdiction retained to rule nn 
Miami Valley power Project motion to admit new contentions 
HOOPER, F F , LIVINGSTON, M 8 , FRyEty) H Atomic Bafety and Licensing 
Ooard Panel 02/06/21 I78pp 13601 160 24X 

Fiche 90-350, 62/06/21, 0206240420 


H General corr espondence 


—0206109106 "Fu11-8cb 1« Exercise. 01U 1 0- Final Rept 

» Federal EmaTgency Management Agency. 02/09/31 32pp, 

1399^ 269 24X Fiche 90-358.82/05/26,0206100103. 


— 8206180109 "Rept On 011118 Accident Response Exercise for KH Zimmer 
Nuclear Power Gtalion ” 

a Kentucky r Btate of 82/02/01 44pp. 13552-301 34X 

Fiche 50-3 50, 02/09/36 , 8206180 1 83 


0206200195 Requests NRC investigate facility further before granting 
license Assurance requested re safety, evacuation & Info 
dissemination to public 

SANER, D , SANER, A , SCHARFENBEROER Affiliation Unknown 02/09/20 
FRYE, J H Atomic Safety and Licensing Board Panel 3pp 13624 S27 
24 X Fiche 50-390,02/09/20,8206280195 


K Utility Final Safety Analysis Report (FSAR) & amends 


0 Adjudicatory correspond ince 


0206070603 Ansver opposing Miami Valley Power Project 020510 motion for 
leave ta file new contentions Project failed to demonstrate 
existence of significant health or safety issue to justify 
reopening proceeding. Cert if icate of 9vc end 

CONNER^! 0. Cincinnati Gas & Electric Co CONNER* T B Conner 8c 
Wetterhahn. 02/06/02 Atomic Bafety and Licensing Board Panel. 

70pp 13373^096. 24X FI ch*’90-338p 02/06/02, 0206070603 


6206020466 Application for Amend 136 to application for flL, cons let Ixig 
Qf Revision 84 to FSAR 

aORGMANNiE A Cincinnati Oas it Electric Co, 02/09/20 DENTON.H.R 
Office of Nuclear Reactor Regulation* Director 2pp 133S9 097 
24X Fiche 50-350,63/05/20,0206020466. 


—0206020469 Revleion 64 to F8AR 

e Cincinnati Gas 6 Electric Co. 02/05/31 114pp 13335,099 

24X Fiche, 50-350,82/09/20,6206020466. 



DOCKETED ITEMS 


249 


95Q6080i 19 Foruardi Certificate of Svc of Amend 136 submitted as 
Sevis a on 84 to F9AR 

BOROMANN.E A Cincinnati Gas «< Electric Co B2/06/03 DENTON. H R 
Office of Nuclear Reactor Regulation# Director 2pp 13423 351 
24X Fiche 50-350. 82/06/03, B2060B01 19 


P Operating license stage documents & correspondence 


620623O14V Confirms plant to conduct systematic assessment of IIcbusob 
performance meeting on 820629 in Cine i nnati , OK to 
discuss SALP rept for Oct 19B0-Mar 1702 

KEPPLER. J 0 Region 3, Office of Director 02/06/21 BOROMANN, IT A 
Cincinnati Gas & Electric Co Ip 13616 298 24X 

FlcKe 50-358, fl2/06/21 1 92062SO141 


0 Inspection reports, IE Bulletins correspondence 


0206100109 Requests meeting to discuss activities since 811124 notice 
of violation Many positive actions taken but cloud of 
uncertainty still appears to surround plant activities 
DICKKGNER.N M Cincinnati Gas Electric Co 02/05/20 
PALLAIHN0,N %f Commissioners 2pp 13449 163 24X 

Flche 30-338, 82/05/20# 8206100108 


B202040147 IE Info Notice 82-15, "Notification of NRC " Svc list end 
DEyOUWOi R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 107pp 134S6 075 24X 

FI Che 30-000, 02/05/20, 8202040147 


820421037B IE Info Notice 02-16, "HPCI/RCJC High Steam Flow Setpoints "* 
8ve list end 

JORDAN# E L Division of Engineering & Quality Assurance 02/05/28 
lOapp 13440 264 24X Flche 50-000# B2/OS/20I B20421037B 


02O42IO3BO IE Bulletin 82-02# "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants *' 

Svc list end 

DEYDUNO# R C Director's Office# Office of Inspection and 

Enforcement 02/06/02 lOQpp 13527 130 24X 

Flche* 50-000, 02/06/02, 0204210300 


3206070603 Answer opposing Miami Valley Power Project 020518 motion for 
leave to file new contentions Project failed to demonstrate 
existence of significant health or safety issue to justify 
reopening proceeding Certificate of Svc end 

CONNER,! B Cincinnati Oas & Electric Co CONNER#! B Conner & 
lletterhahn 02/06/02 Atomic Safety and Licensing Board Panel. 
70pp. 13373 096 24X FI C he 50-350, 82/06/02i B206070603 


— 8206070608 Forwards complete response to notice of violation t* proposed 
Imposition of civil penalties re IE Imp Rept 50-350/01-13 
DICKHONER.W H Cincinnati Gas it Electric Co 82/02/26. 

DEVOUNG#R C Director's Office, Office of Inspection and 
Enforcement 2pp 13373 166 24 X Flche 50-358,02/06/02# 

8206070603 


02O6O7O79t Ack receipt of 820223.0427 It 811222 Itrs informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
50-358/81-27 Addl Info requested 

N0RELIU8,C E Division of Engineering at Technical Programs 
82/06/02 DOROMANNrE. A Cincinnati Oas it Electric Co 3pp 
13399 210 24X Fiche 50-350,02/06/02,8206070791 


—8206070796 Responds to NRC 820122 Itr re violations noted In IE Insp 
Rept 50-358/81-27 Corrects 820223 response re weld HP 43 
Held was c Ircumf erentla 1 buttfnot fillet weld as initially 
raported 

BDRGMANN,E A Cincinnati Oas it Electric Co 02/04/27 
KEPPLERiJ 0 Region 3. Office of Director 2pp 13309 22i 24X 

Flche 50-350, 82/06/02, 8206070791 


—8206070806 Responds to NRC 020122 Ur re violations noted in IE Inap 
Rept 50-350/01-27 Corrective actions: weld s inspected for 
compliance w/ASME code requirements Welds lP-31 tt HP-8 
ground down to preservlee inap program requirements 
BElROHANNrE A Cincinnati Gas h Electric Co 02/02/23. 

KEPPUER.J 0 Region 3, Office of Director Bpp 13389 223 SAX 
Flche 50-350,02/06/02,6206070791 


—6206070815 Responds to questions NRC raised during 811123 independent 
verification program Corrective actions weld LP-K-114 ground 
Sc liquid penetration inspected 

SAQER^HR. Cincinnati Gas 8« Electric Co 81/12/22 PANIEtaDM. 
Region 3, Office of Director 0pp 13389 231 24X 

F I c he 50-358, 02/06/02# 0206070791 


6204210303 IE Info Notice 82-17. '♦Overpressur i ration of RC8 ” Svc Ust 
enc t 

JORDAN# E L Division of Engineering 8# Quality Assurance 02/06/li 
106pp. 13675 250 24X Fiche 50-000, 02/06/ I i# 8204210303 


8204210304 lE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Matl by Workers " Svc list end 

DEYOUNG. R G Director's Office# Office of Inspection and 

Enforcement 02/06/11 120pp 13675 JS9 24X 

Fiche 50-000,82/06/11,8204210384 


S Reportable occurrences# LERs & related correspondence 


8205280306 Interim Part 21 rept re Item M-4D concerning 2# 400 ft of 
small bore piping w/possibly Indeterminate heat treatment# 

Initially reported on 820422 Heating process for piping In 
Rept E-4337 being investigated Next rept due by 020715 
HORGMANN.E A Cincinnati Gas & Electric Co 02/05/19 KEPPLER.J G 
Region 3, Office of Director 2pp 13204 025 24X 

Flche 50-358,93/05/19,8205280306 


8206040125 Interim Part 21 rept re lack of qualification of weldors 
per A5ME Section IX. 1971-73 winter addenda (Item M-34) 

Discrepanc ies in Interpretation S< records of radiographs 
identified Investigation continuing Final rept by 020731 
BORGMANN#E A Cincinnati Oas St Electric Co 02/05/20 KEPPLER# J O 
Region 3# Office of Diroctor 2pp 13347 291 24X 

Flche 50-358,82/05/20,820604012 5 


0206070390 Final daficlency rept re possible overpressure of piping# 
initially reported on 820430 RHR sys piping b'*twe#n inboard 
Isolation valve 1E12F009 & outboard Isolation valve 1E12F008 
may be exposed to elevated temp Hod to be complete 821231. 

DaROMANN,E A Cincinnati Oas & Electric Co 82/05/25 KEPPLER# J 0. 

Region 3# Office of Director 2pp i3371’2?3 24X 

Fiche 50-358,92/05/2518206070390 


0206070438 Interim deficiency rept r« stamping of ASHE fittings as 
normal u/o vendor authorization All fittings stamped by 
Kaiser quarantined under Nonconformance Rept E-4016 Final 
rept by 820715 

OORGMANN#E A Cincinnati Gas Sc Electric Co 02/05/25 KEPPLER# J G 
Region 3. Office of Director 2pp. 13374 202 24X 

Flche 50-350, 62/05/25# 820607043B 


8206070490 Interim deficiency rept re lamination in 3x3 1/2-angIe iron 
Purchase order review revealed that only 240 ft of matl 
reviewed Matl now located Sc under control of nonconformance 
repts Final rept due 820731 Reported per Part 21 

0OROMANN. E A Cincinnati Gas Sc Electric Co 82/05/25 KEPPLER.JG 
Region 3# Office of Director, 8pp 13374 321, 24X 

Fiche 50-358# 82/05/25# 9206070490 


0206000245 Followup rapt re commitment dates for submitting deficiency 
rep ts# initial Ig reported 820520 Final rept will be submitted 
after quality conflrmablnn program Is completed 

DOROMANNrE A Cincinnati Oas S< Electric Co. 02/05/26 KEPPLER# J.O 
Region 3. Office of Director 2pp 134l9'O06 24X 

Fiche 50-359, 62/05/26# 8206000245 


0206080321 Interim deficiency rept re lack of cable tray hanger insp. 
Proper assessment of welds for compliance w/insp 
requirements scheduled: by 820624 Next rept provided by 
020630 

OORCMANN. E A Cincinnati Gas St (Electric Co 02/05/26 KEPPLER# J G. 
Region 3# Office of Director 2pp 13420 077 24X 

Flche 50-350# 82/05/26# 8206000321 


8206170107 Interim Part 21 rept re possible indeterminate welder 
qualifications Documentation review of welder qualification 
records revealed discrepancies re use of liquid paper 
Coihpletlon of investigation expected by 821231 

DOROMANN.E A Cincinnati Gas St Electric Co 82/05/27 KEPPLER# J 0 
Region 3# Office of Director 2pp. 13534 300 24X 

Fiche 50-350, 82/05/27. 9206170107 


8206040351 PNO- 1 11-02-051* an 020528, app 1 leant informed of plans ta 
suspend const work pending Investigation of 020527 
incident In which three QC inspectors tuere doused w/water 
Cause of incident being investigated 

CHRISTIANSON# F # HUNTER# D # STREETER. J Region 3# Office of 
Director 82/05/28 if 1335 0 3 6 2 24X Fiche 50-350.02/05/28# 

0206040351 


0206150230 Interim deficiency rapt re improper filler matl In reactor 
TBC Irculati om sys welds Xnveati gat 1 on continuing Final rept 
expected by B2093t. 

BOROMANN, E A Cincinnati Oas it Electric Co 02/05/20 KEPPLER# J 0. 

Region 3# Office of Director. app 13505 010 24X 

Fiche 30-358, 82/05/20.8206150220 


8206090239 PNO- 11 1-02-050 on 020601# OC Inipector killed In traffic 
accident No evidence suggests any connection between traffic 
accident U 830537 incident in which three facility QG 
inspectors ware doused w/water 

SCHWEIBINZ#E # HUNTER, D # STREETER, J Region 3# Office »f Director. 
83/06/02 Ip 13422 015 24X Flche 50-350,82/06/02,8206080239 



820^170334 Interim deficiency rept ro l^cic of QA pr^sram for RCI 
central rod drive hangersj Inl tlal W reported on G205I0 
Evaluation ontforway to determine corrective action to be 
taken Next rept lelll he submitted by 930731 

BORGHANNj E A Cincinnati Oa» 1< Electric Co B2/0&/02 H.EPPLER. J G 
Region 3 j Office of Director 2pp 13331 I5l 24Jt 
Fi t h e S0-35B. B2/06/OS> B206 170334 


&206l70i32 Interim Part 21 rept re weld & radiographic quality of 
sacrificial shield manorall & vent stack we 1 ds* ini tial ly 
reported B20510 HJ Kaiser Co to perform complete review 
Final rept will be submitted by 021231 

BOROMANNi E A Cincinnati Oas i Electric Co a2/0A/’03 KEPPl-ER*^; 0 
Region 3* Office of Director 2pp 13330 227 24X 

Fic^e SO-asa, 02/06/03,6206170132 


aaO&lTOa?*? interim Part 21 rept re Ancher-*Dar 1 i ng valves w/ 
antiratailonal devices Nonconformance rept generated re 
potential operational failure in event of set screw 
loosening Next rept will be provided by 020710 

BOROilANNi E A Cincinnati Gas U Electric Co 02/06/04 KEPPUEH, J C 
Region 3. Office of Director. Ip 13529 239 243t 

FIche S0-33B, 02/06/04,8206170279 


6206170373 Interim Part 21 rept re defects in HVAC turning vanes 
Problem under engineering review Next rept by 020703 
B DR CM ANN, E A Cincinnati Gas & Electric Co 82/06/04 KfcPPLER»J 0 

Region 3, Office of Oirectar. 2pp 13331 105 24X 

FIche. S0-33Bi B2/06/04, B206170373 


6206170206 Final deficiency rept re preheat requlraments far deletion 
of post-weld heat treating (Itsm ri-43),per J971 Edition of 
ASME code, Section III, Paragraph ND-4620 Deficiency 
deterniined not reportable 

SDRCMANN,E A Cincinnati Gas 6 Electric Co 82/06/00 KEPPLEtt, J 0 
Region 3, Office of Director, 2pp 13529 205 24X 

Flch#’ 30-350, 02/06/09,8206170286 


6206170349 Interim deficiency rept re item E-19 on inadequate AC 
translation of applicable electrical separation criteria 
Into appropriate installation specs &/or drawings Design 
bails to be retranslated by 820806 Next rept due by 820816 
BOROMANN, E A Cincinnati Gas tt Electric Co. 82/06/11 KEPPLER, vl G 
Region 3t Office of Director 2pp 13931 327 24X 

Fiche 30-338,62/06/11,8206170349 


8206210196 Interim deficiency rept re HJ Kaiser Co internal 
Investigation of programmatic deficiencies related to 
procurement, i ni tlal ly reported 620314 Majority of 
dcflciencits addressed in quality confirmation program, 

BOaCMAMN,E A Cincinnati Gas t< Electric Co 82/06/14 KEPPLER.J G 
Aegion 3, Office of Director Spp 13560 112 24X 

Fiche' 30-358. 02/06/14,8206210166 


6206290330 Interim deficiency rept per Item K-50 re uelds u/inadequate 
surface preparetlen for radiographic test Req-uest for mgt 
corrective action Issued Resolution expected to be 
available by 62D720 

EORCHANN,E A Cincinnati Gas I Electric Co 02/06/14 KCPPLER.^f 0 
Region 3« Office of Director 2pp 13632:337 2At 
Fiche 50-358 , 02/06/ 1 4, 6206290330 


8206290365 Interim deficiency rept re lack of DC insp of ASHE work. 

All GA attributes pertaining to spaclflc application may not 
have been Invest Igateif. Investigation continuing. Next rep t 
win be fubmitted by 62G731 

SDROMANNiE A Cincinnati Gas tc Electric Co. 82/06/15 KEPPLERrJ. 8 
Region 3, Office of Director Ip 13632 390 24X 

Fiche S 0-338, 02/06/ 1 3*820629036 9 


T Hearing transcripts on non-antltrust matters 


0206090039 Unofficial transcript of Commission 820607 public meeting 
in Idas h ington, DC re status of investigation Pp 1-76 
Supporting documentatlan enci 

# Commissioners. 92/06/07 94pp. 13436: 104 SAX 

Fiche 30-358* 82/06/07, 820 6090039. 


U Cungreeslona l/Ex«cutLve Correspandence 


DOCKET 50-361 SAN ONQFRE NUCLEAR STATION, UNIT 2 


A App 1 ication/c onstructlon stage documents & enrr eepondence 


820ii230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info In 
Documents 3-54,3-55 8, 5-1 i deleted 

FELTON, J H Division of Rules and Records 02/04/29 MCHURRAV, < M 
Kirkpatrick, Lockhart, Hill, Christopher fc Phillips 21pp 
13604 044 24X Fiche 50-000,02/04/29,8206230007 


— 9102090379 Forwards summary of seismic sys interaction program review 
status program set up to insure that nonseismic Category 1 
sys will not Interact adversely u/selsmlc Category i sys as 
result of seismic event 

RUDENSTEIN. L S Assistant Director for Core & Containment Ogntemi 
01/01/23 TEOESCO,R L Assistant Director for Licensing 2pp 
13607 1J9 34X Fiche 30-000,82/04/29,8206230007 


— 6104220460 Fo rwards evaluation of seismic sys interaction program for 
facilities Program js acceptable u/no outstanding Issues 
RUOENSTElNi L S Assistant Director for Core & Containment Systems 
01/04/07 TEDESCO.R L Assistant Director for Licensing lOpp 
13607 052 24X Fiche 50-000,02/04/29,8206230007 


— B105040572 Forwards draft of supplemental BER Response should bo 
submitted by 010504 M/a end 

ROODpH Licensing Branch 3 01/04/20 NRC - No Detailed 

Affiliation Given Ip 13607 062 24X Fiche 50-000,82/04/99, 

8206230007 


— 0206930261 Proposed agenda for 010303-05 onsite audit of facilities 9t 
sys Interaction program Related info end 

4 NRC - No Detailed Affiliation Given 01/03/05 NRC - No 
Detailed Affiliation Given Spp 13607 094 24X 

Fiche 50-000* 02/04/39,0206230007 


8206280071 Addl response to FOIA request for eight categories of 
docunionts Forwards documents listed in App A Documents 
listed in App 0 available in PDR Confidential financial 
info deleted 

FELTON, J (1 Division of Rules and Records B2/05/12 MCHURRAY.f M 
Kirkpatrick, Lockhart, Hill, Christopher & Phillips SBpp 
13638 055 24X Fiche 30-000,03/05/12,8206200071 


— 791 1190260 Rep ts that licensee considers prossurlier pressure & levil 
control sgs not safety-related sys it not subj to QA prngram 
requirements of 10CFR30, App D Recommends all such sys suhj 
to 10CFR50, App A requirements also be subj to those of AppD 
jaHN60N,A D Region 3, Ban Francisco, Office of the Director 
79/06/39 CREMS, J L Region 5, Sen Francisco, Reactor Operations 
Nuclear Support Branch 3pp 13697 339 24X 

Fiche SO'OOO, 02/03/12, B2062B0071 


F Security, medical, emergency St fire protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed In App A 
Documents also available in PDR 

FELTON, JH Division of Rules and Records 02/05/11 REVNQLOB,N 0 
Debevolse 6 Liberman 3pp 13454 003 24X Fich o. 30-000, 02/03/11* 

8206090002 


— 0206090011 List of facilities completing emergency preparedness 
activities by 010701 

e NRC - No Detailed Affiliation Olven 02/05/11 9pp. 

13454 006 24X Fiche 30-000, 02/03/1 1, 8206090002 


— 8203110491 Submits monthly update of status of implementation of prorf* 
notification sys 

aPEWCER.C 8, Division of Technical Inspection 02/01/03 
GRIMES, 0 K, Division of Emergency Preparedness 8pp 134 34.176 
24X Fiche 50-000,82/05/11,8206090002 


B2O6OtO605 Amend ll to "Fire Hazards Analysis » 

DIETCH, R Southern California Edison Co. 02/03/20 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 6pp 13310 030 
24X FUhe 50-361,82/05/20,8206010695 


-“•8206010697 Amend 11 to "Fire Hazards Analysis 

« Routhern California Edison Co a Ban Diego Oas 6 Electric Co, 
82/04/30 3Spp 13310 259 24X Fiche 30-361,02/03/2010206010605 


0206040395 Forwards correspondence re addl info on FEHA findings on 
emergency planning 

RASKIN* K P. Southern California Edison Co 02/O5/2O MIRAGLIA*F. 
Licensing Branch 3 2pp 13353>00l. 24X Fiche 30-361* 62/05/20* 

9206040375 
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— e20&0404-00 Forwards description of exercise scenario^ anticlpa ted 
licensee Ct pffsite agency actions Addl correspondence & 
ecnergency plan Info end 

HASrtlN.K P Southern California Edison Co sa/OS/Oa 

ENGEL K ErJf R H Region 5/ Office of Director SDOpp 13393 007 

34)( Fiche 90-361. B2/05/20i B20&040395 


0206020433 Forwards "Acoustical Test of Prompt Alerting Sys for 
San Onofre Nuclear Generating Station ” 

BASKIN. K P Southern California Edison Co 82/05/26 HiRAOLIAi F 
Licensing Branch 3 2pp 13326 162 24X Fiche 50-206,02/09/28, 

S206020433 


— B2060S0439 "Acoustical Test of Prompt Alerting Sys for San Onofro 
Nuclear Generating Station *' 

• Wy ie Laboratories 82/05/31 29pp 13326 164 24X 

Fiche 50-206,32/05/28,8206020433 


8206080210 Advices that problems u/five public alert sys sirens have 
been corrected u siren operability mas confirmed by growl 
testing from control ctrs by 62052B 

3ASKIN..I P Southern California Edison Co 62/06/04 NlRAOLJA, F 
Licensing Branch 3 Ip 13420 343 24X Fiche 50-206.82/06/04, 

8206080210 


0206080309 Foruardo status t schedule for implementing NUREQ-0737 
itemsdn response to NRC B20903 Generic Ltr 02-10 

EASKIH. K P Southern California Edison Co B2/06/04 MIRAGLIA, F 
Licensing Branch 3 3pp 13420 071 24X Fiche 30-361, 82/06/04, 

9206060309 


8206220217 Foruards IE Insp Rept 50-361/Q2-1B on 620413-16. No 
noncomp 1 lane 8 noted 

BOOK. H E Region 5, Office of Director 82/06/04 PAPAY. L T 
Southern California Edison Co 2pp 13971 319 24X 

Fiche 50-361,82/06/04,8206220217 


— 8206220223 IE Insp Rept 50-361/02-18 on 820413-16 No noncomp Hanci* 
noted Major areas inspected emergency plan exercise h 
associated critl 4 ucf 

FIGM, R F . KUNHIRO, DM . 8C0WN, K Region 9, Office of Director 
02/06/03 6pp 13571 321 24X Fi c h e 50-361 , 62/06/04, 820622021 7 


9206100-261 Commtents on adeituacy of existing public notification sys In 
San Clemente, CA per ASLB 820914 order Addition of NOAA type 
or cablevlslon override sys is redundant & unnecessary No 
items raised by Ban Clemente deserve A8LS involvement. 

PIOOTT, D R Southern California Edison Co PIGOTT, D R Orrlck, 
Herrington it Sutcliffe 82/06/07 lOpp 13449 228 24X 

Fiche 50-361,02/06/07,8206100291 


— 82D6f00266 Affidavit of Tsl DuQois supporting applicant comments on 
adequacy of existing public notification sys in 
Gan Clemente, CA One oversize map and Aperture card 
available In PDR Certificate of 8vc end 

DUDOIB, T nJ Sfluthern California Edison Co. 82/06/04 lipp 
13449 238 24X Fiche 50-361,82/06/07,0206100281 


—8206100289 "Performance Test Rept, Prompt Alerting Bys for San Onofre 
Nuclear Generating Station '' One oversize map end. Aperture 
card available in PDR 

a Wyle Laboratories 82/03/31. lOOpp 13449.250. 24X 

Fiche’ 90-361, 02/06/07, 8206100281 


6206220502 Foruards IE Safeguards Insp Rept 90-361/82-21 on 020601-04 
No noncomp 1 lance noted 

NORDERHAUOi L R Division of Radiological Safety Safeguards 
Program 83/06/17 PAPAY, L T Bouthern California Edison Co 2pp 
13583.170 24X Fiche 50-361,02/06/17,8206220582 


— 8206220984 JE Safeguards Insp Rept 90-361/82-21 on 820601-04 No 
noncamp I lance noted Major areas inspected security 
or gani zatlen-personnel, secur i ty sys power supply it 
assessment aids Details uithheU <ref 1DCFR73 21) 

M0RTEN8EN. N P , SCHWAN, C A. i 8CHU8TER,M D Division of 
Radiological Safety & Safeguards Program B2/06/i6 2pp 
1 3592: 172. a4X Fiche. 50-36 1 , 02/06/ i 7, 8206220582 


0 Adjudicatory correspondence 


6206010328 Order extending time for any party to appeal any part of 
initial rffrcision until 10 days from A8LB 820925 order 
correcting Inadvertently drafted condition In 820914 initial 
decision 

SHOEMAKER, c J Atomic Safety and Licensing Appeal Panel. 82/05/26 
ip. 13300 123. 24X Fiche. 50-361,82/09/26, 8206010326 


0206040042 Response opposing intorvenor Carstens 020511 request for 
stay of lotj power license U appeal from A8LAB denial Fuel 
loading complete {< low power tests undercjay Stag would 
seriously interrupt program Certificate of Bve end 
PIOOTT, 0 R Southern California Edison Co PIGDTT, D R San Diego 
Oas t( Electric Co PIGOTT, D R Drrick, Herrington & Sutcliffe 
92/05/26 Commissioners i4pp 13350 064 24X 

Fiche 50-361.82/05/26,8206040042 


0206040264 Answer opposing Carstens 820511 application for stay of low 
power license Balancing of 10CFR2 78e(e> factors does not 
weigh In favor of Intervenor Certificate of Sve end 
CHANDLER, L J Hearing Branch 2 82/05/26 Commissioners 14pp 

13354 349 24X Fiche 50-361,82/05/26,8206040264 


6206040013 Order granting applicant request during B20927 telcon for 
extension until 020600 to file comments on siren coverage 
in San Clemen te 

KELLEY. J L Atomic Safety and Licensing Board Panel 02/09/27 
Southern California Edison Co 2pp 13350 000 24X 

Fiche 50-361. 02/05/27.8206040013 


0206070555 Notice of appeal of ABLE 62D914 Initial decision 

HCCLUNOiC. E GUARD MCCLUNO, C E Carstens, AS MCCLUNO, C E 
Flemming, Anderson, McClung & Finch QB/06/01 Ip 13373 047 24X 

Fiche 50-361, 02/06/01,8206070555. 


— 8206070562 Application for stay of full power license pending 
appellate decision Use of post-llcerise conditions is in 
error Certificate of Sve end 

HCCLUNO, C E GUARD MCCLUNO, C E Carstens, A S MCCLUNO, C E 
Flemming, Anderson, McCLung & Finch 82/06/01 Atomic Safety 
and Licensing Appeal Panel i8pp. 13373 040. 24X 

Fiche 90-361,02/06/01,0206070359 


8206100114 Nithcfrawal of applicant 820521 comments on A0LB 620914 
initial decision Comments rendered moqt by A8LD 820925 
order making clarifying changes In inltlai decision. 

Certificate of Sve end. 

PIOOTT, D R Southern California Edison Co. PIOOTT, D R Qrrick, 
Herrington & Sutcliffe 82/06/04 Commissioners, 4pp. 

13449 142 24X Fiche 50-361,82/06/04,8206100114 


8206100281 Comments on adequacy of existing public notification sye in 
San Clemente. CA per A8LQ G20914 order Addition of NOAA type 
or cablevision override sys is redundant 8, unnicsssary No 
items raised by Ban Clemente deserve ASLS involvement. 

PIOOTT, D R Southern California Edieon Co PIGOTT, D R Orrlck, 
Herrington 8i Sutcliffe 82/06/07 lOpp 13449 228 24X 

Fiche 90-361. 02/06/07,8206100201 


— 6206100286 Affidavit of TJ DuDois supporting applicant commants on 
adequacy of existing public notification sys in 
8an Clement a. CA One oversize nap end Aperture card 
available in PDR Certificate of 8vc end 

DUBQIS.TJ Southern California Edison Co 02/06/04 tlpp 
13449.238. 24X Fiche 90-361,02/06/07,8206100201. 


— 82061002G9 "Performance Test Rept, Prompt Alerting 0ys for San DnuPre 
Nuclear Generating Station " On# oversize map end Aperture 
card available in PDR 

a Wyle Laboratories 82/03/31. lOOpp 13449.250. 24X 

FI Che • 90-361, 82/06/07, 0206100201 


6206100297 Order extending time for Commission to review ALAG-673 
until 820624 

CHfLK, 6 Office of the Secretary of the Commission 82/06/09 
Commissi oners Ip 13491-327 24X Fiche 90-361,82/06/09. 

8206100297 


8206110053 Informs that NRG unable to file response to A0LB 820914 
order re siren coverage i-n Gan Gletnente by 820608, due to 
delays in transmittal of KW Nauman affidavit Response being 
hand express delivered to A0LB. 

CHANDLER. L.J Hearing Branch 2. 02/06/09 KELLEY. J. L Atomic 

Safety and Licensing Board Panel 8pp 13465 233 24X 

Fiche 90-36 1 , G 2/06/09, 620 6 110053 


8206170082 Order scheduling 820529 oral argument in Bethesda,MD on 
GUARD U Carstens application for stay of full power license 
Parties to notify ABLAB secretary of person who will present 
argument by BS06S1. 

SHOEMAKER, C. U. Atomic Safety and Licensing Appeal Panel 82/06/10 
Office of the Executive Legal Director. 2pp. 13930 079 24X 

Fiche. 90-361. G 2/06/ 10, 8206170082 


8206180348 Memorandum Ii order tcrmlnatlnfl jurisdiction previously 
retained in 820514 order. GUARD request to reopen record on 
adequacy of siren warning sys d tnisd, Presen t record 
supports finding of rsasonable assurance re siren sys 
KELLEY. J L. , HAND, C H , JOHNgTON, E. B Atomic Safety and Ltcenelng 
Board Panel B2/06/I6, GUARD lOpp 13549* 167, 24X 

Fiche. 50-361. 82/06/16, 0206180340 



^206210435 Re ip once oppo^in^ int«rvenar 620601 applicatiap for stag of 
full power ll4:rn«t No rcquirenier>ts for stag (net Initial 
decision correctig decided U Intervenors will not prevail on 
merits Certificate of 3vc end 

R00IH»£ R Southern California Edison Co S3/D6/16 Atomic 
Sefetg and Licensing Board Panel I4pp 13^67 134 24]C 

FtcAe SO-361P 82/06/16, 020621043 & 


1206220074 Response opposing OUARD 4f Carstens 620601 application for 
stag of full pouer license Tntervenors failed to shau ASLB 
erred that Infeervenors llkelg to prevail on merits No 
Irreparable injurg shaun 

CHANDLER* L J Hearing Branch 2 82/06/16 Atomic Safety and 

Licensing Appeal Panel I2pp 13373 013 24X Fi che. 30-361# 

02/06/ 16. 0206220074 


-B206220077 Affidavit of DJ3 Hattbetiis E(nergenc(/ exercise of B204I5 doe^ 
not estab-lish that inadequacy exists re util ability to 
provide prompt public alert & Initial not 1 f icatton or to 
accomplish evacuation Certificate of Svc encl 
MATTHEWS. D B Section B iPre 820201) 82/06/ 16 43pp 

13973.023 24X F 1 c h e ' 90-36 1 . 82/06/ 1 6# 0206220074 


1206240249 Rtquetts consideration of Intervenor request that no lou 
pou;cr operation be permitted until all matters on appeal 
r eeolved 

BROUN# E 0 California, State of, 82/06/16 PALLADlNOrN J 
Oomml SI loners 2pp, 13398 337 24X Flche 50-361*82/06/16, 
820624024? 


3206S30073 Foruards info util submitted U/02OS2O Itr to satisfy some 
conditions requiring NRC ctrnf irmation imposad by ASLB 
B20514 Initial dtcieion 

CHANDLER* L ^ Hearing Branch 2 02/O6yiB KELLEY* J L # 

JOHNSONrE B. , HAND. C. H Atomic dafetg and Licensing Board Panel. 
290pp 13587 208 24X Etch* 30-361.82/06/1810206230073 


3206290110 Notifies that LJ Chandler uill present oral argument on 
behalf of NRC pursuant to ASLAB 020610 order. 

CNAMDLER.L.-J Hearings Division 82/06/21 EHOEMAKERi C Atomic 
Sefcty and Licensing Appeal Panel Ip 13626 337 24X 

P i c h e . 90-36 1 , 82/06/2 1 * 8206290 1 1 0 


3206300227 Supports consideration of Oovern-or Brown request to consider 
all possible deficiencies in energency plans* including Lad 
of adequate telephone svc for Ban Clemente, CA 
ROBERTSiil Br Ban Clemente, CA. 82/06/21 NRC - No Oetallef 
Affiliation 01 van 2pp 13694 274. 24X riche 50-361,92/06/21, 

8206300227 


?206S403a2 Advises that ASLAB does not commuitieate ui/witnesses. Hatters 
raised in 820618 Ur shnuld be disclosed to counsel for whom 
bestimonig given 

SHOEMAKER, C J. Atomic Safety and Licensing Appsal Panel 82/06/22 
STOWE, J,P California. State of Ip 13603 147 24X 

Fi c b e 90-36 1 * 82/06/22, 820624038 2 


.-9206240384 Advises of possible misunif erstan ding oti answer at hearings 
ra state parts rescue boat (floored at Dana Point Harbor Paris 
respone ib n i tg extends to protfction of state park visitors 
Parks alsu uilUng to notify personnel in Immediate area 
9T0NE, J.P California# Stfte of 82/06/18 SHOEMAKER# C if 
Atomic Bafety and Licensing Appeal Panel. 2pp. 13603 14B 24X 

FUhe 50-361# 92/06/22, 8206240382 


H Oefieral corr espondenca 


3206080120 Informs that LPDR relocated to San Clemente Branch Library# 
San Clemente, CA 

CHAMDLERiLJ Hearing Branch 2. 82/06/04 WHARTON, R- J. Wharton# 

R.^f OALLAOHER.P H Qallagher* PM HCCLONO, C E Flemming# 
Anderson# McClung finch 2pp 13423 349. 24X 

Fie he. 90-361, 83/06/04, 8206080120 


4 Utility Final safety Analysis Report (FBAR) ti anands 


3206010609 Forwards Amend 29 to F8AR 1# Amend 11 to "Fire Hazards 
Analysis# ** <fil#d in PDR Category F> 

OIETCHiR 9outheTn California Edison Co 82/09/20 DENTON, H B. 
Office of Nuclear Reactor Regulation, Director 6pp 13310*030. 
24X Fiche 90-361# 82/09/20* 0206010639 


— 8206010691 Amend 29 to F0AR Nine oversize figures end Aperture cards 
are available In PPR 

a Southern California Edison Co R San Diego Das 6 Electric Co 
02/04/30 230pp 13310.036. 24 X Fichtf. 50-361# 82/09/20. 

8206010689 


0 Advisory Committee on Reactor Gafeguards reports & c arrespandence 


92062B0071 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App 8 available in PDR Confidential financial 
info deleted 

FELTON, J M Division of Rules and Records 83/05/12 MCKURRAV, C H 
Kirkpatrick, Lockhart, Kill, Christopher U Phillips 2epp 
13630 059 24X Flche 90-000,02/09/12,8206280071 


— 8206200948 Notification of 810218 meeting of ACRS San Onofre 2 & 3 
Subcommittee as part of review for OL In Washington, DC 
Projeict status rept end 

BESSETTE, 0 E ACRS - Advisory Co(nmittBe on Reactor Safeguards 
81/02/10 BENDER, M . MATHIS, W K . WARD, D A ACRS - Advisory 
Committee on Reactor Safeguards ?pp 13643 047 24X 

Fiche 90-000,82/05/12,9206280071 


— 8SO620OS49 Notification of 810311 meeting of ACRS Subcornml tte e on 
San Onofre 2 & 3 in Washington, DC to continue OL review 
Tentative agenda end 

BESSETTE, D E ACRS - Advisory Committee on Reactor Safeguards 
81/02/26. BENDER, h r MATHIS, W , OKRENT, D ACRS - Advisory 
Conmittee on Reactor Safeguardi 8pp 13643 056, 24X 

Fiche 30-000,82/03/12,8206280071 


— 8206200553 Forwards tentative agenda for 010311 meeting of ACRS 
Subcommittee on San Onofre 2 & 3 

BESSETTE# D E ACRS - Advisory Committee on Reactor Bafeguarde 
01/02/27 ZECHrO NRC - No Detailed Affiliation Oiven 7pp 
13643 064. 24X Fiche 50-000, 82/05/ 12, 8206280071 


P Operating license stage documents & corres pondence 


6206230007 Addl response to FOIA request for eight eategorlee of 
documents Forwards documents listed in app. Financ ial info In 
Documents 3-94. 3-55 b 5-11 deleted 

FELTONiJ M Division of Rules and Racorde 82/04/29 MCHURRAYrC H 
Kirkpatrick, Lockhart# Kill, Christopher it Phillips 21pp 
13604 044 24X Fiche 30-000,82/04/29,8306230007 


—6206230259 Hariced-up "Evaluation of Southern CA Edison Co Seiamic Ggr 
Intera-ctton Program for San Onofre Nuclear Osnerating 
Station, Units 2 b 3 *' 

e NRC - No Detailed Affiliation Given 01/03/05 Spp 
13607 066 24X Fiche 50-000,82/04/29,8206230007 


8206108237 Forwards requests for NRC approval to revise proposed 
changes to Tech Spec 3 3 2# Table 3 3-5 r« response time 
testing for auxiliary feedwater train Formal amend 
application will be submitted by 020531 

BASKIN, K P Southern California Edison Co 02/05/20 HIRAOLM, P. 
Licensing Branch 3 2pp 13453 331 24X Fiche 50-361,02/09/20, 

8206100237. 


—8206100240 PrQpo>s«d Tech Specs Changes bPF-lO-19 clarifying response 
time testing re auxiliary feedwater train identified in 
Table 3 3-S 

# Bouthern California Edison Co 82/05/20 4pp 13453.333 24X 

Fiche 50-361,82/05/20.8206100237 


8206090251 Confirms 620520 telcon author! zati on for Tech Spec chnnge-s 
requested In util B20S19 I, 20 itrs License amend, safety 
evaluation & FR notice forthcoming 

TEDESCOtR L Assistant Director for Licensing 82/05/21 DiETCH, R 
Southern California Edison Co COTTON, 0 D San Diego Oas & 
Electric Co 3pp 13456 147 24X Fich® 50-361,02/05/21,0206090291 


8206020595 Forwards request for addl info re waste solidification 
process control program to complete review 

MIRAOLIA.F J Licensing Branch 3 82/05/26 DIETCH, R Bogthern 
California Edison Co COTTON, 0 D , BERNATHtL San Diego Gas U 
Electric Co 9pp 13339 010 24X Fiche 90-361,82/05/26,9206020505 


S206020SB7 Authorises amend te License NPF^tO, chang ing Tech Spec 
3.3 2 Table 3 3-S Items 2 ai5>f3 a(4l 8* Note 4. 

TEDESCO.R L Assistant Director for Licensing 82/05/26< DJEtCH.R 
Southern California Edison Co COTTON, G D, , BERNATH, L San Diego 
Oae it Electric Co. 4pp 13339 015 24X Fiche 50-361,82/05/26, 

8206020587. 


8206080001 Summery of 020524 meeting w/ utils It Cities of Rlysrslde 8« 
Anaheim, CA re auxiliary feedwater pump motor bearing environ 
qualification Relief requested from license cnndlttan while 
problem u/bearings evaluated 6 corrected 

ROOD. H Licensing Branch 3 02/05/28 Licensing Branch 3, 

13441 093 24X Fiche 50-361, 82/05/20, 02O6O0OOOJ 
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8206080173 Suimmai'y of 820920 meotlng u/utila & Cities gf AnahelA (t 
RivertldoiCA in BefeheadafMD re natural circulation teats ti> 
be conducted during startup Vleuigraphs encl 

ROODiH Licensing Branch 3 62/05/28 Licanalng Branch 3 6pp 

13442 060 24X Fiche 30-361,82/05/26,6206080173 


S3.06070221 Feruard* Amend Application 4 to License NPP-iO consisting 
of proposed changes to Tech Specs to facllltata entry into 
operational Mode 3 

OfETCH.S Southern California Sdison Go 82/06/02 DENTDN* H R 
Office of Nuclear Reactor Regulation, Director 6pp 13468:070 
24 X Fiche 50-361.82/06/02,0206070221 


‘—9206070226 Amend Application 4 to License NPF-IO consisting of proposed 
changes tq Tech Spec 3/4 3 2, ESF actuation eys 
ins truiflienta t ion 

» Southern California Edison Co 82/06/02 !Opp 13469 077 
24X Fiche 50-361,82/06/02,8206070221 


--3206070230 Proposed changes to Tech Spec 3/4 3 2, ESP actuation sgs 
Instrumenta tion 

« Southern California Edison Go 82/06/02 3pp 13469:087 24X 

Fiche 50-361,82/06/02,8206070221 


820607069^9 Forwards responses to Effluent Treatment Sys Branch 
qucations on process control program for Chem Nuclear cement 
solidification sys 

BA3K1N,K P Southern California Edison Co 82/06/03 MIRAOLIA.F 
Licensing Branch 3 I2pp 13390 144 24X Fiche 90-361.82/06/03. 

e*!0607069? 


B206080309 Forwards status U schedule for implementing NllREO-0737 
itrmsjin response to NRC 820909 Qencrlc Ltr 62-10 
SA3K1N«K P Southern California Edison Co 82/06/04, MIRAOLIA, F 
Licensing Branch 3 3pp 13420 071 24X Fiche 90-361,02/06/04, 

8206090309 


8206090393 Forwards affidavit certifying svc of Amend Application 4 to 
Llcanse NPF-lo 

MEOFQROpM O Southern California Edison Co 82/06/04 MIRAOLIA. F 
Licensing Branch 3 4pp 13417 130 24X Fiche 90-361,82/06/04, 

8206090393 


BS06090153 Oaneric Ltr 82-11 to all LWR reactor plant licensees 6 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event M/o snc 1 

ElSENHUTfD Q Division of Llcsnsing 02/06/09 HAUSPURO, A 
Ccnsolidatsd Edison Co of New York 13pp 13997 349 24X 

Fiche 30-000. 82/06/09, 8206090193 


B2D6M0009 Informs that BNUPPS final rept re environ qualification of 
GIEM9 transmitters will not he issued until 83DL01 No 
anomalies reported in preliminary test results Present 
installed level transmitters qualifisd to IEEE 323-1971 std 
8A9K1N»K P Southern California Edison Co 02/06/09 MIRAOLIA, F J 
Licensing Branch 3 Ip 13487 067 24X Fiche. 90-361 . 82/06/09, 

8206140009 


0306140006 Requests permission to operate auxiliary feedwater pump w/ 
babbit bearings in motors until 820730 Time needed to alloui 
CDinpletion of bearing failure evaluation 6 corrective action 
determl ntati on, Probabll i ty of high energy line break small 
DASKXN, KP aouthern California Edison Co 82/06/10 MIRAOLIA, F, 
Licensing Branch 3 3pp 13487 064 24X Fiche 90-361,82/06/10, 

8206140006 


8206180310 Forwards Revision 1 to inservice insp it testing program per 
820317 commitment Responses to action 1 terns, identified at 
920316-17 meeting included Sections 1.0,9 2 3,9. 4.8 6 6 6 & 

FlSAR -questlont will be upgraded in Amend 29 

BASKIN, K P. Southern California Edieon Co, 82/06/16 MIRAOLIA, F 
Licensing Branch 3 Ip 13547’ S7B 24X Fiche. 90-361, 82/06/ 16, 
8206180310. 


— 3206190311 Inservlce testing program p Ian, Revision 1. 

* Southern California Edison Co 82/06/16. 97pp 13547; 279 
S4X Fiche 50-361,82/06/16,8206180310 


aaO6S90S90 Forwards changes to F6AR to note elimination of N-1 control 
rod test Mods will be formally submitted in upcoming F9AR 
amend. 

BABKJN, K P Southern California Edison Co 82/06/23 MIRAOLIA, F 
Licensing Branch 3 3pp 13613.046 24X Fiche 50-361,82/06/23, 

8206250290 


Q Inspection reports. IE Bulletins &< correspondence 


8206010669 Ach receipt of 820518 ltr inforoiing 141C of steps taken to 
correct violations noted In IE Insp Repts 50-361/02-19 6 
50-362/82-05, 

STERNBERG,]) H Region 5, Office of Director 92/05/29 PAPAY,L T, 
Southern California Edison Co Ip 13313 319, a4X 
Fiche 50-361,02/09/25,8206010669 


— 9206010602 Responds to NRC S2D423 ltr re violations noted In IE Insp 
Repts 90-361/92'-! 5 6 90-362/82-05. C or rec t ive actions 
briefing & tool demonstra tlpn conducted for personnel 
responsible for performing coupling operation 
PAPAY,L T. Southern California Edison Co 82/05/18 
ENOELKEN,R H. Region 5, Office of Director 6pp 13313 319 24X 

Fiche 90-361,82/03/25,8206010668 


8202040147 IE Info Notice 82-15, *'Not 1 f Ication of NRC " Svc list end 
DEYOUNO, R C Director's Dffica. Office of Inspection and 

Enforcement B2/03/2B 107pp 13426 095 24X 

Fiche 50-000, 82/05/29, 8202040147 


8204210378 IE Info Notice 82-16, "HPCI/RGIC High Steam Flow Setpoints 
Svc list encl 

JORDAN. E L Division of Engineering 8, Quality Assurance 82/09/20 
103pp. 13440:264 a4X Fiche 50-000,82/05/28,0204210378 


8204210380 IE Bulletin 02-02, *'Degradat i an of Threaded Fasteners in 
Reactor Coolant Pressure Daundery of PNR Plante 
Svc list encl. 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOSpp 13927, 190 24X 

Fiche' 90-000, 82/06/02, 8204210300. 


8206220217 Forwards IE Insp Rapt 90-361/02-10 on 820413-16 No 
noncofspl lance noted. 

BOOKiH E Region 9. Office of Director. 02/06/04 PAPAY.L T 
Southern California Edison Co 2pp 13971 319 24X 

Fiche. 90-361, 82/06/04, 0206220217 


— 8206220223 IE Insp Rapt 50-361/02-16 on 820413-16 Ho noncompliance 
noted Major areas insp a cted. emergency plan exercise 6 
associated critiques. 

FI8H,R F , KUNHIRO, D M , BCQUN, K. Region 9, Office of Director. 
82/06/03 6pp 13571 321. 24X Fiche S0-36i , 8S/06/04, 8206220217 


8204210383 IE Info Notice 62-17, “Overpressur Lxation of RC8 " five list 
enc 1 

JQRDANiEL. Division of Engineering & Quality Aiturancs. 62/06/11. 
106pp 13675.256 24X Fiche* 90-000. 82/06/ £1, B2042 10383. 


8204210384 IE Info Notice 02-18, '*Assessinent of Intakes of Riadioactive 
Natl by Workers " Bve list end 

DEYOUNO, R C. Director's Office, Office of Inspection and 

Enforcement. 82/06/1 1 ISOpp 13675 189. 24X 

Fiche. 90-000, 02/06/11. 9204210304 


8206100216 Ack receipt of 820603 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-361/82-12 
STERNBERG, D M. Division of Resident, Reactor Project 6 Enslheering 
Programs 82/06/11 PAPAV,L T Southern. California Edison Co. Ip. 
13594.253 24X Fiche 50-361, 02/06/1 1, 8206100216 


— 6206160224 Responds to NRC B20907 ltr re violations noted in IE Insp 
Rept 90-361/82-12 Corrective actions, salt water cooling 
pumps 2Pli4 L 2P307 restored to original eanf iguration by 
removing temporary electrical jumpers, 

PAPAY.L T Southern California Edison Co. 02/06/03. 

EN0ELKEN,R. H Region 9, Office of Director 9pp. 13954:294. 24X 

Fiche 50-36 1, 82/06/11# 0206180216. 


8206180310 Fqriaards Revision 1 to inservice insp h testing program psr 
620317 commitment, Raeponses to action 1 terns , i dentlf led at 
020316-17 meeting Includ ed. fiect ions 1. 0, 9. 2. 3, 5 4. 2 6 6 & 

FSAR questions will be upgraded In Amend 29 

0A8KIN,K P. aouthern California Edison Co. 82/06/16 MIRAOLIA, F, 
Licensing Branch 3, Ip 13547.270 S4X Fiche 50-361,82/06/16, 
8206180310 


B2062209B2 Forwards IE Bafeguards Insp Rept 90-361/82-21 on 020601-04. 
No noncompliance noted 

NORDERHAUOrL. R. Diviilan of Radiological Safety h Safeguards 
Program. 82/06/17 PAPAY, L, T Bout hern California Edison Co 2pp, 
13532.170 24X FI Che, 50-361 , 02/06/1 7, 8206220982, 


—0206220984 IE Safeguards Insp Rept 50-361/82-21 on 820601-04 No 
noncompliance noted Major areas Ins pected : security 
organl xat lon-peTSonn-eli securi ty sys power supply it 
assessment aids. Details withheld (ref 10CFR73 21). 

MORTENBEN, W. P. , 0CHWAN# C. A , 8CHU9TER, M. D Diviiion of 
Radiological Safety L Safeguards Program 62/06/16. 2pp 
13582 172 24X Flc ha: 50-361# 82/06/17, 0206220902. 



R Peri^ific operating} reports It rol^teii correspondence 


8S0&010603 Feruerds fnanthly op«ratin9 rrpt for Apr 1982 

RAYfH B Saitthern California Eldlson Co 82/09/14 Office pP 
hanagement and Programi Analgsi» Ip, 13313 358 24X 

Flche 9 0-36li 82/09/14. 82060 10602 


8206210340 RO 82-21 on 820609. review of Nonconformance Rept S033‘F-?30 
identified const error Override relag contacts associated 
ui/aukiliary 'feedwater pump motor installed normally open 
caused by incorrect wiring dlagrarrt 

RAY.H fl Southern California Edison Co 83/06/10 ENQELKEM.R 1/ 
Region 5. Office of Director 2pp 13958 226 24X 

Flche 50-361*82/06/10.8206210340 


— 8306010611 Monthly operating rept for Apr 1982 

HANAFORD. r O Southern California Edison Co 83/05/03 5pp 
13313 359 24X Fleha 30-361/83/03/14.8206010602 


S Reportatle occurranco*. CER* U related correspondence 


9206020411 RO BZ-17 un 020518. startup testing r*»olts relied on at 
having demonstrated acceptable ESF actuation sgs response 
time when tests r«sult4 had not been reviewed to determine 
that retponee time within acceptable criteria 

RAY.lii B Southern California Edison Co B2/03/20 EK6ELKEN.R H 
Region 5. Office of Director 2pp 13325 3t0 24X 

Flche 50-361* 82/05/20*8206020411 


9206010375 Forwards LER 82-012/03L-C Oetailad «Yent analysis suhinltted 
BAY.H B gouthern California Edison Co 82/03/34 EMOeLKEN. R H 
Region 5* Office of Director 5pp 13301 309 24X 

Ftch* 30-361.82/05/24.82060103 7 9 


— 8206010377 LER 82-012/031-0 on 820424. heater in tfa in B of control 
room, emergency air cleanup sgs cycled on & off Caused by 
erratic functioning of flow control switch & pitot tube 
Switch replaced & pitot tube reoriented 

RAY*H B Southern California Edison Co 02/OS/S4 Region Sr 
Office of Director ip 13301 311 24X Fiehe 50-361.82/05/24. 

8206010375 


0206070315 Forwards LER 82-013/011-0 Detailed event analyste submitted 
RAY'. M 8 Sduthirn California Edison Co 0 2/05/28 ENOELKErf. R K 
Region 9. Q-ff Ice of Director 2pp 13363 016 24X 

Fi c h B . 50-361 . B2/05/2B . 020607031 5 


—0206070325 LER 82-013/011-0 on 820420. RC8 water inventory test 
indicated total laatage rate In excess of l gpai Caused by 
concurrent testing of valves Stirvei 11 anca procedure 
3023-3-3 37 will he improved 

RAY. H 5 Southern California Edison Co B2/0S/S8 Region 5* 
Office of Director ip 13363 020 24'< Flch* 90-361.82/05/20* 

82060703 15 


B206090D30 Forwards LER 02-Oi6/'OlL-O Detailed event analysis submitted 
AAVrH B Southern California Edison C« 02/06/01 EM0ELKEN*R H 
Region 5« Office of Director 2pp, 13435 028. 24X 

Fiche 90-361. 02/06/01. 8206090030 


9206210347 RO 82-20 on 020604. required demonstration of personno'l air 
loci operability not performed within required surveillance 
interval Caused by miscalculation of allowable time 
interval 

RAYiH B Southern California Edison Co 82/06/10 ENOElKEN. R H 
Region 5. Office of Director 2pp 1353? 160 24/ 

Fiche 50-361.02/06/10.8206210347 


6206210637 RO 82-022 on 820609. control room computor i led CRT for fife 
protection became Inoperable Fire protection of 
safety-related equipment not compromised LER will be 
forwarded w/ 14-day followup rept by 820633 

RAY.H B Southern California Edison Co 02/06/10 ENOELKEN* R H 
Region 5. Office of Director Ip 13361 095 24X 

Fichs 50-361. 82/06/10. 0206210637 


B206210164 Forwards LER 82-014/017-0 Detailed event analysis submifeteJ 
RAY.H fl Southern California Edison Co 02/06/11 ENSELKEM* I? II 
Region 5. Office of Director 4pp 13960 0 0 7 24X 

Fiche 50-361. 82/06/11.8206210164 


—9206210160 LER B2-014/01T-0 on 820604. jnsp revealed number of 
refractory blanket to fire barrier joint seals did not fiAvfr 
mastic coating applied Caused by incomplete installation & 
Inadequate Installation insp, 

RAY.H B Sauthern California Edison Co 62/06/11 Raglan 5. 
Office of Director Ip 13560 091 24X Fiche 90-361.02/06/11. 

8206210164, 


6206220132 P NO- V-82- 027 on 820615. minor earthquake occurred at ail* Wo 
salseic instrumentation triggered & no damage or injuries 
observed “Vnusual Event" declared & reported to 
headquarters duty officer 

KlflSCH.O , ZWETZlOiO Region 5. Office of Director 02/06/16 Jp 
13971 347 24X Fiche 50-361. 82/06/1 6. 8206220132 


8206220509 PNO-V-02-029 on 880617. 1 Icensee observed failure of weld 
attaching vent valve to l-inch line approx 8 inches from 
previously failed ueld.Ueld will be repaired during Mode 5 
period Investigation continuing 

YOONO.T. . DIRSCH. D Region 5, Office of Director 82/06/10 Jp 
13981 137 24X Fiche. 50-361. 02 / 06 / 10 . 8206220509 


T Hearing transcripts on non-antitrust matters 


—0206090035 LER 62-0I6/01L-0' on 8S0516* during Kode 4 eperatlont tuo 
Inverters to vital buses de-energized slmultaneousty. 

Followup rept will be provided by 880615 

RAY.H 0. Southern California Edison Co 62/06/01 Rtgion 5. 
Office of Director. If 13435.030 SAX Fiche: 90-361, 82/06/Oi. 
8206090030 


u,;wai00266 Forwards LER 82-017/017-0 Detailed event analysis 
iubakitted 

RAY.H 0. Snutbern California Edison Co. 08/06/02 ENOELKENI, R. H 
Region 5. Office of Director Spp I349B S40 24X 

Fiche 50-361*82/06/02.8206100266 


— 8206au0267 LER 02-017/017-0, on 08091*7. star t up test results of E8F 
respansB tines not cDjnpletely reviewed to assure conpUance 
w/Tech Specs, caused by improper revteur of response time 
data Verification test performed 

RAY.H B. Southern California Edison Co. 88/06/02 Region 5. 
Office of Director Ip 13498 842 84X Fiche 90-361.82/06/08, 

8806100266 


8206210236 RO. on 820507. during operational Mode 5* shutdown epol ing sys 
relief valve opened to mitigate RCS pressure transient 
Caused by manual stopping of low pressure safety Injection 
pump Operating procedures will be anended 

RAYiH B. Bouthern California Edison Co 82/06/07 EN4ELKEN.II H, 
Region 5. Office of Director. 2pp. 13957 097 24X 

Fiche 50-361 * 88/06/07* 820621023 6 


8206810303 RO a»-0l4^an 880604. add! Inoperable fire barrier 
pinetratlon seals u/|nadequat« conpaniatory measures 
reported by contractor to utlX Mastic coating saals 
Installed where refracto-ry blankets butt against barriers 
RAYfH 0 Southern California Edison Co, 82/116/07 ENOELKEN.R H 
Region 9. Office Of Director Zpp 13597 165 24X 

Fiche 90-36 1 . 02 /06/07r 0206210303 


B2O6290295 Transcript of 820625 OL hearing in Dethesda.MD Pp 1-B4 
e Atomic Safety end Licensing Board Panel. 82/06/25 a4pp 
13636 001, 24X Fiche 50-361.82/06/29,0206290299 


^KET 50-362 8AN ONOFRE NUCLEAR STATION, UNIT 3 
A Appllcatlon/constructlon stage documents L correspondence 




let# rwAn rpiivffw rpr eigni; catayoriev ar 

documents, Forwards documents listed in app Financial info in 
Documents 3-54,3-55 h S- 1 1 deleted 

FELTON, J M Division of Rules and Records 82/04/29 HCHURRAV.C fl 
Lockhart. Hill. Christopher b Phillips 2tpp. 

I360t 044 24X FIcht 50-000,82/04/29,8206230007 


-Q\0^90379 FoTwardt iummary of seismic sys interaction program review 
statuf, Program set up to insure that nonselsmic Category I 
sys will not interact adversely w/seismlc Category 1 sys as 
result of salsmlc svsnt. » v s 

® Aislitant Director for Core 6 Contalnekent Systems 
TEDESCOiR L Assistant Director for LlcenSinfl, 3pp 
13607 i19 a4X Fiche 50-000,82/04/29.0206230007 


oius^gqoD Forward* evaluation of seismic sys interaction program for 
bijSsuoUT?,' * cceptable w/no outstanding issues 

Director for Core & Containment Systems 
^ Assistant Director for Licencing Xi^pp 
13607 052 Z4X Fiche. 50-000. 02/04/29, 0206230007 


eupplemental 3ER Response thowld be 

* toy aV0504 W/o end 

81/04/20 HRC - No Detailed 

8306230007”^^^*"“ 24X Fiche- 50-000.02/04/27* 
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-''B20£i2^0299 Marked-up "Evaluation gf Southern CA Edison Co Seismic 
Ihberaction Program for San Onofre Nuclear Oenoratring 
Stat ionr Un 1 bs 2 & 3 " 

» NFtC - No Detailed Affiliation Given 81/03/09 9pp 
13i£i07 066 34X Fiche 50-000182/04/29.8206230007 


■“-8206230261 Proposed agenda for 810303-05 onsite audit of facillile* re 
S 1 JS Interaction program Related info end 

* NRC - No Detailed Affiliation Given 01/03/05 NRC - Mo 
Detailed Affiliation Oiven 5pp 13607 094 24X 

Fiche SO-OOO. 02/04/29, 8206230007 


B206S6007i Add 1 response to FQIA req.ucst for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App □ available in PDR Confidential financial 
(nfo deleted 

FELTON, J M Division of Rules and Records 62/05/12 MCMURRAViC M 
Kirtpatric tr Lockhart# Hillr Christopher & Phillips Sdpp 
13638 059 24X Fiche 50-000,62/05/12,0206280071 


— 79111-902BB Repts that licensee considers pressurizer pressure t level 
control s(js not safety-related sgs & not subj to QA program 
re<iul reinents of lOCFRQOp App Q Recommends all such sys subj 
to 10CFR50# App A roq.uir ements also be subj to those of AppB 
JDHNISONjA D Roglon 9i San Francisco, Office of the Director 
79/00/29 CREWS, J L Region 5, San Francisco, Reactor Operations 
Nuclear Support Branch Gpp 13697 359 24X 

Fiche 50-000, 02/05/12, 0206200071 


8206070699 Forwards responses to Effluent Treatment Sys Branch 
•Lueitions oti process control program for Chem Nuclear cement 
sol Id 1 flea tio-n sijs 

DASitlN^KF Southern Cal Ifornia Edison Co 02/06/03 MIRAGLIA.F 
Licensing Branch 3 12pp 13390 144 24X riche 90-361,82/06/03. 

8206070699 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees i, 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Ginns Rept documents findings re cause of 
event W/o enc 1. 

EISENHUT, DO, Division of Licensing 02/06/09 HAUSPURO.A 
ConsoU dated Edison Co of Neu York 13pp 13557*349 24X 

Flcho: 90-000, 02/06/09, 0206090153 


0SO614OOD5 Informs that 8NUPPB final rept re environ qualification of 
GEM3 transmitters will not be issued until 030101 No 
anomalies reported in preliminary test results Present 
initalled level transmitters qualified to IEEE 323-1971 std 
BASKIN, K P, Southern California Edison Co 02/06/09 MlRAOtlA.F J 
Licensing Branch 3 Ip 13407 067 24X Fiche 50-361,02/06/07, 

8206140009 


0206140006 Requests permission to operate aui illary feedwater pump u/ 
babbit bearings in motors until 820730 Time needed to allow 
cothpltttion of bearing failure evaluation 6 corrective action 
dot ermintatl on Probability of high energy line break small 
BASKIN, K P, Boutharn California Edison Co 03/06/10. MIRAOLIA.F 
Licensing Branch 3 3pp 13407 064 24X Fiche 50-361,02/06/10, 

0206140006 


8306250290 Forwards changes to F8AR to note elimination of N-1 control 
rod test Mods will be formally submitted in upcoming FEAR 
amend 

BASKIN, K P Southern California Edison Co 82/06/23. NtRAGLJA, F 
Licanaing Branch 3 3pp 13613 046 24X Fiche. 50-361, 02/06/23, 

0206250290 


F Security' medlcali emergency & fire protection plans 


62D6090-002 Responds to FQIA request for documents re Cammisslon 
decision to extend deadline for licensees to implement 
prompt notification lys Forwards documents listed in App A 
Oocumentt also available in PDR 

FELTaNiJ M. Division of Rules and Records 82/05/11 REYNOLDS, M 3. 

Debevoise «, Liberman 3pp 13454 003 24X Fiche* 50-000, 62/05/11, 

8206090002 


— 8206090011 List of facilities completing emergency preparedness 
activities by 810701 

« NRC - No Detailed Affiliation Given S2/0S/11. 9pp, 

13454 006. 24X Fiche* 50-000, 82/05/11, 8206090003. 


— 8203110401 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER, 0. 3. Division of Technical Inspection 82/01/05 
0RIME8, 0 K Division of Emergency Preparedness 0pp 13494*176 
24X Fiche* 90-000, 82/09/11, 8206090002 


0206010689 Amend U to 'Tire Kazardi Analysis." 

D1ETCH,R Southern California Edison Co 02/09/20 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director. 6pp 13310:030. 
24X Fiche: 50-361,82/09/20, 6206010685 


— 8206010697 Amend 11 to "Fire Hazards Analysis " 

s Southern California Edison Co « Ban Diego Gas 6 Electric Co 
02/04/30 3Spp 13310 299 a4X Pic he 50-361,02/09/20,8206010689 


0206040395 Forwards correspoudence re addl info on FEMA findings on 
emergency planning 

BABKIN, K P Southern California Edison Co 02/09/20 MIRAOLIA, F 
Licensing Branch 3 2pp 13353 OOl 24X Fiche 50-361,02/09/20, 
8206040395 


0206020433 Forwards '■'Acoust leal Test of Prompt Alerting Sys for 
Sen Onofre Nuclear Oenerattng Station " 

BASKIN, K P Southern Cal Ifornia Edison Co 82/09/20 MlRAOLIA, F. 
Licensing Branch 3 2pp 13326 162 24X Fiche 90-306,02/09/28, 

8206020433 


— 0206020439 "Acoustical Test of Prompt Alerting Sys for San Onofre 
Nuclear Generating Station." 

« Myle Laboratories 02/05/31 2?pp 13326 164 24X 

Fiche 50-206,82/09/28,8206020433 


0206080210 Advises that prablems u/flve public alert sys sirens have 
bean corrected 6 siren operability was confirmed by growl 
testing from control ctrs by 0SO526 

DA5KIM.J P Southern California Edison Co 82/06/04 MIRAGLIA. F 
Licensing Branch 3. Ip 13420 343 24X Fi che. 50-206, 02/06/04, 

8206080210 


8206100201 Comments on adBq.uacy of existing public notificaticin sys In 
San Clemente, CA per ASLB 020914 order Addition of NDAA type 
or cablevlslon override sys is redundant & unnecessary No 
items raised by 8an Clemente deserve ASLO involvement 
PIOOTT, D R Southern California Edison Co. 82/06/07 iOpp 
13449 220 24X Fiche 90-361,02/06/07,8206100201 


--8206100286 Affidavit of TJ OuBo i s supporting applicant comments on 
adequacy of existing public notification sys in 
Ban Clemente, GA One oversize map end Aperture card 
available in PDR Certificate of 8vc end 

DVDOIB.T^ Southern California Edison Co 82/06/04 Itpf 
13449 238 24X Fiche 90-361, 82/06/07, 0206100201 


— 6206100289 "Performance Test ReptiPrompt Alerting Bye for San Onofre 
Nuclear Generating Station " One oversize map end Aperture 
card available in POR 

e Wyle Laboratories 82/03/31 100pp. 13449 250 24X 

Fiche 50-361,02/06/07,8206100281 


0 Adjudicatory correspondence 


8206010328 Order extending time for any party to appeal any part of 
Initial decision until 10 days from ASLB B205S5 order 
correcting inadvertently drafted condition in 820514 Initial 
decision 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel. 82/05/26 
Ip 13300 123. 24X FI Cbe* 90-361, 02/09/26, 8206010320 


8206040042 Response opposing Intervenor Caretens 020511 request for 
stag of low power license it appeal from ASLAQ denial Fuel 
loading complete C< low power tests underway. Stay would 
seriously Interrupt program. Gsr 1 1 flea te of Sve end 
PIOOTT, D R. Southern Celifernia Edison Co PIOOTT, P R Ban Dingo 
Gas l< Electric Co PIQOTT,DR. Orrick, Herrington 8, Sutcliffe. 
82/09/26. ComnissLoners Mpp 13350 064 24X 

Fiche 90 - 361 , 02/09/26,0206040042. 


BS06040264 Answer opposing Carstens 8205U application for stay of low 
power 1 Icense . Be Lane Ing of 10CFR2 78Bie) factors does not 
weigh in favor of intervenor, Certlf i cate of Sve one! 

CHANDLER, L J Hearing Branch 2 82/05/26 Commlisloneri I4pp 

13394 349 24X Fi the* 5G-361, 82/05/86, 8206040264. 


8206040013 Order granting applicant request during 820527 telcon for 
extension until 820608 to file comment* on siren coverage 
in San Clemente 

KELLEY. 0 L Atomic Safety and Licensing Board Panel. 82/05/27 
Southern CallforniA Edison Co 2pp 13390 000 24X 

Fiche 90-361, 82/09/27, 0206040013 


8206070955 Notice of appeal of A8LB 820514 initial decision 

MCCLUNO.C E OLTARD MCGLUNG, C E Carstens, A, 8 MCCLUNG, C H 
Flemming, Anderson, HcClung 6 Finch 82/06/01 ip. 13373.047. 24X 

Fiche: 90-361, 82/06/01, 8206070555 


— 8206070562 Application far stay of full power license pending 
appellate decision, Use of post-license cqnditione 1» in 
error. Certl f Icate of Svq encl 

KCCLUNOiC E, GUARD MCCLUNO.C E Carstens, A 8 MCCLUNO.C, E. 
Flemming, Anderson^ McCLung Finch 82/06/01 Atonic Safety 
and Licensing Appeal Panel iSpp 13373*048 24X 

Fiche 50-36 1,82/06/01*8206070595 
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02O.frlOO114 Uithdr^wal of applicant BSQSSt confOinti on A€LG 8?05M 
Initial iSeci atari Camiientt rsnderad moot bij ASLG 820S29 
order mailing clarifying ciiarrges Ln initial decision 
Certificate of gvc end 

PlODTTfD R Southern California Edison Co PtGPTTcO R Qrrictp 
Herrington St Sutcliffe fl2/0&/d4 Coramf saionera 4pp 

13449 142 24X Flche 30-3i>l. G3/0£>/0 4 1 82061 00114 


8S061OO331 Comments on adei^uacy of existing public notification eys in 
San Clemente* CA per ASLB 020514 order Addition of WOAA typ« 
or cableviaion override lys li redundant & ur^necessary Ho 
items raised by San Clemente deserve ASLB involvement 
PlOOTT# D R Sooth-ern California Edison Co PlGOTTj 0 R Orritlr* 
Herrington S. Sutcliffe 02/06/07 lOpp 13449 220 24X 

Fiche 50-361. 82/06/07. B206 1 0020 1 


— 8206100206 Affidavit of TJ DuBois supporting applicant comments on 
adeq,uacy of exlstlns public notification tya in 
San ClementtiCA Ond overalie map end Aperture card 
available in PDR Certificate of Svc end 

DUOOlSj r J Southern California Edison Co 82/06/04 llpp 
13449 230 24X Flche 90-361.02/06/0710206100261 


B206100Z97 Order «xtending time for OornmisSion to revleiu ALAB-673 
until 820624 

CHILK. 8>J Office of the Secretary of the CpmAiaaion 02/06/09 
CortimlaslOTiera, Ip, 13451 327 24X Fiche S0-36lr 02/06/09. 

0206100297 


8206110053 Informs that HRC unable to file response to ASLB 020514 
order re siren coverage irv San Clemente by 020608. due to 
delays in transmittal of KH Nauman affidavit Response being 
hand 6 exprees dallvered to ASLB 

CHAHOLER.L, J Hearing Branch 2 82/06/09 KECLEV.J, L Atomic 

Bafcty and Licensing Board Panel Spp 1346S 233 24)( 

Flche 50-361. 82/06/09. 8206 110053 


83061 7D082 Order scheduling 820925 oral argument in Qelhesda. HD on 
OifARD & Caretens application far stay of full power license. 

Parties to notify ASLAB secretary of person who will present 
jtrgumcnt by 820621 

BHOEHAKERi C. J Atomic Safety and Licensing Appeal Panel 82/06/10 
Office of the Erecutive Legal Director 2pp 13530 079 24X 

Fi C h e 50-36 1 . 82/06/10. 8206 1 700S2 


8206180340 Memorendun L order terminating jurisdiction pravlausly 
retained In 020514 order OU^D r«({.uBat to reopen record on 
adeiiuacy of siren uarning sya denied Present record 
supports finding of raaionabla assurance re siren sye 
KELLEVrJ L I HAND'C H . JOHNS TO Ni E B Atomic Safety and Licensing 
Board Panel 82/06/16- WARD lOpg 13945^167 24X 

Flchs 50-361. 02/06/16.8206180340 


0206210435 Response opposing intervenor 820601 application for stay of 
full power license. No requirements for stay met Initial 
decision correctly decided 6 interveners will not prevail on 
merits Certificate of Svc and 

naoiN. E R Southern California Edison Co 82/06/16 Atomic 
Safety and Lictniing Board Panel i4pp, 13967 164 S4X 
Fich». 30-36 1 , 8 2/06/ 1 6. 8206310435. 


6206-220074 Reeponst opposing WARD 8i Carstens 830601 application for 
stay of full power Hcenta Intervenors failed to slioui ASLB 
erred tc that intervenors likely to prevail on merits No 
irreparable injury shown 

CHANDLER. L J Hearing Branch 2 82/06/16 Atonic Bafety and 

Licanelng Appeal panel 12pp 13973 013. 24X Flche 90-3614 

82/06/16. B206 220074 


--8206220077 Affidavit of DB Natthiws, Emergency exercise of 8S0419 does 
not establish that inadequacy exists re util ability to 
provide prompt public alert L initial notification or to 
accomplish evacuation Certificate of Svc end. 

HATTHEMS. D. a Section B iPre 620201). 62/06/16 4Spp 

13573 • 025. 24X FI c h i 50-361, 02/06/ 1 6, 820 6220074. 


6206230073 Forwards info util submitted u/820520 Itr to satisfy same 
condltioTii requiring NRC confirmation imposed by ASLB 
820514 initial decision 

CHANDLER, UJ, Hearing Branch 2 82/06/18. KELLE/.J-L , 

JOHNSON, E a I HAND. C H Atonic Safety and Licensing Board Panel 
250pp. 13587 SOB. 24X Fi c ha ' 90-361» 02/06/ 18, 8206230073, 


6206290110 Notifies that LJ Chandler will present oral argument an 
behalf of NRC pursuant to ASLAB 020-610 order, 

CHANDLER, U Hearings Division. 82/06/21 BHOEffAKER^ C, J. Atomic 
Safety and Licensing Appeal Panel ip. 13626 397 24)( 

F ic h * > 9 0-36 1 , 02/ 06/2 1 , 0206290 1 IQ. 


8206300227 Supports consideration of Governor Drown request to cafisifer 
all possible deficiencies in emergency plans. including lack 
of adequate telephone svc for San Clemente. CA 

ROBERTS, U B San Clemente, CA 82/06/21 NRC - No DetaiUd 

Affiliation Given 2pp 13654 274 24X Flche 50-361.82/06/21. 

8206300227 


6206240302 Advises that ABLAB does not convnun icate w/witnetses Hattert 
raised in 820618 lir should be disclosed to counsel for uhoin 
testimony given 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 82/06/P-2 
SfOWE.J P California. State of iP 13603 147 24X 

Flche S0-36{. 62/06/22. 8206240302 


—6206240384 Advises of possible misunderstanding on answer at hparirgi 
ra state paris rescue boat mpored at Dana Point Harbor Parks 
responsibility extends to protection of state park visitors 
Parks also willing to notify personnel in immediate area 
STOWE, JP California. State of 02/06/18 SHOEMAKER. C J 
Atomic Safety and Licensing Appeal Panel 2pp 13603 148 24X 

Ftche 50-361,02/06/22.0206240302 


H General corr espondence 


6206060120 Informs that LPDR relocated to fian Clemente Branch Library, 
Sart Clemente. CA 

CHANDLER. L J Htariog Branch 2 62/06/04 WHARTON. R J Wharton. 

R J OALLAOHER.P M Gallagher. P f1 MCCLUNt). C E Flemming. 
Andersen. McClung 6 Finch 2pp 13423 349 24X 

Ficha 90-361. 82/06/04,8206000120 


K Utility Final Safety Analysis Report (FSAR ) it amends 


0206010695 Forwards Amend 29 to F8AR & Amend U to "Fire Maiards 
Analysis.’' (filed In PDR Category F) 

OCETCH.R Southern California Edison Co 02/03/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 13310 03D 
S4X Flche, 90-361. 82/05/20, 0206010685, 


— 8206010691 Amend 29 to FSAR Nine over® lie figures end Aperture cardi 
are available in PDR, 

« Southern California Edison Co a San Diego (}as is Electric C-a 
82/04/30 230pp 13310036 24X Ficha 30-361.62/03/20, 

8206010685 


0 Advisory Committee on Reactor Safeguards reports S< correspondence 


8206280071 Addl response to FOIA request for eight categorlea of 
documentu Forwards documents listed In App A Documents 
listed in App B available in POR Confidential financial 
info deleted 

FELTON, J.H Division Of Rules and Records 82/09/12 HCMURRAV,C N 
Kirkpatrick. Lockhart. Hill. Christopher If Phillips 28pp 
13638 059 24X Fic he. 50-000. 08/05/12 , 82062 80071 


—8206290948 Notification of 810218 meeting of ACR8 San Ora f re 2 fc 3 
Subcoieml tte e at part of review for OL in Washington. DC 
Project status rept end 

BESSETTE, D E ACR8 - Advisory Committee on Reactor Safeguards 
01/02/10 BENDER.M . MATHIS, W M . WARD. D. A ACRS - Advisory 
Committee on Reactor Safeguards 9pp 13643 047 24X 

Fic he 90-000.82/09/12,8206200071 


—6206200949 Notification of 810311 meeting of ACRB Subcommittee on 
8an Oftofre 2 L 3 in Washington. DC to continue OL reviow- 
Tentativc agenda end 

BESSETTE. D E. ACRS - Advisory Committee on Reactor Safeguards 
81/02/26 BENDER.M . MATHIS. W . OKRENT, D ACRB - Advisory 

Committee on Reactor Safeguards 8pp 13643 036 24K 

Ficht’ 90-000, 02/05/12, 8206200071 


— 8206260553 Porwirds tentative agenda for 810311 meeting at ACRB 
Subcommittee on San Onofre 2 3 

BESSETTE. 0 E ACRS - Adviiory Committee on Reactor Safeguarde 
81/02/37 ZECH,0 NRC - No Detailed Affiliation Given 7PP 
13643 (764 24X Flche 50-000.82/09/12.8206280071 


0 Inspection reports, IE Bulletins i correspondence 


0206020424 Forwards IE Insp Rept 50-362/82-06 on 020331-0409 No 
nontompl lance noted. 

BISHOP. T W Division of Resident. Reactor Project l< Engineering 
Programs 82/05/li PAPAY,L, T Southern California Edison Co 
2pp 13326 246 24X Fl c h e ^ 90-362. 02/05/11, 0206020424 


—8206020431 lE Imp Rapt 90-362/02-06 on 620331-0409 No non comp I i ante 
noteif, Ha jor areas inspected' preoperatlona I cohtainfient 
integrated leak rate test 

D'ANGELO. A , CANTER. H . ECKHARDT, J H. Division of Resident. 
Deactor Project i. Engineering Programs. 82/05/07 5pp 
13326 248 24X Fiche; 90-362, 92/09/1 1, 6206020424 
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e20&080304 FoTUArd* lE Insp Kept 50-362/02-00 on 820417-23 No 
noncc^np Uanc Cl- notod 

BISHQPfT W Division of Resident?4 Reactor Project U Engineering 
Prograjua 02/05/21 PAPAYiL T Southern California Edison Co 
Spp 13420 046 24X Fiche 50-362* 02/05/21 < 0206000304 


— 8306030308 IE Insp Rept 50 - 362 / 02-09 on 020417-23 No noncompliance 
noted Major areas inspected const of safety-related 
components ^ structures* a U egation re alteration of DISCO 
fire seal formula Si valve overpressure protection 
WAGNER* H J , HERNANDEZ. 0 * ECKHARDT. J H Division of Resident, 
Rtactor Project S' Engineering Programs 02/05/20 6pp 
13420.050 24X Fiche 50-362,82/05/21,8206000304 


0'2O-6O1O66B Act receipt of 820510 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-361/82-15 k 
30-362/82-05 

STIvRNBERO, 0 M Region 5, Office of Director 02/05/25 PAP AY, L T 

Southern California Edison Co Ip 13313 310 24X 

Fiche 50-361*82/05/25,0206010668 


-S2O6O1O602 Responds to NRC 820423 Itr re violations noted in IE Insp 
Repts 50-36L/B2-13 k 50-362/02-05 Corrective actions 
briefing & tool demonstration conducted for personnel 
responsible for performing coupling operation 
PAPAYrL T Southern California Edison Co 02/05/10 
ENOELKEN, R H Region 5, Office of Director 6pp 13313 317. 24X 

Fiche 50-36»l, 82/03/25, 0206010660 


eaO2040l47 IE Info Notice 62-15, "Notification of NRC " 8vc list end 
DEYOUN-OjR C. Director's Office, Office of Inspection and 
Enforcement. 02/05/20 107pp 13426 095 24X 

Fiche' 50-000. 82/05/20, 0202040147 


QaO421037a IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints " 
Ehvc list encl. 

JORDAN, E L Division of Engineering S< Quality Assurance 62/05/20 
lOSpp 13440 264 24X Fiche- 50-000, 02/03/20, 8204210378 


8^5^04210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Raector Coolant Pressure Boundary of PWR Plants •' 

Svc list end 

DEYCHWO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOSpp 13527 150 24X 

Fiche 50-000, 82/06/02,8204510300 


S2O42103B3 IE Info Notice 02-17, "Overpressurization of RC0 " Bvc list 
enc 1 

^iORDANrE L Division of Engineering S< Quality Assurance 82/06/11 
106pp 13675 250 24X Fiche 50-000,82/06/11,0204210303 


0304210384 IE Info Notice 08-18, "Assessment of Intakes of Radioactive 
Matl by Workers " Bvc list end 

BEYOUNO, R C. Director's Office, Office of Inspection and 
Enforcement 02/06/11 120pp 13675 189 24X 

riche: 50-000, 02/06/1 1, 0204210304. 


9 Reportable occurrences, LERs t< related correspondence 


0206220132 PND-V-B2-027 on 020615, minor earthquake occurred at site No 
seismic Instrumentation triggered Sc no damage or injuries 
observed "Unusual Event" declared & reported to 
headquarters duty officer 

KIH9CK, D , ZWETZlOrO Region 5, Office of Director. 02 / 06/16 Ip, 
13571 347 24X Fiche 50-361,02/06/16,8206220135 


T Hearing transcripts on non-ant 1 trust matters 


0206270255 Transcript of 620625 OL hearing in B«thesda,MD Pp 1-04 
a Atomic Bafety and Licensing Beard Panel 02/06/25 04pp. 

13636 001 24X Fiche* 50- 361, 02/06/25, 0206270255 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


A App lication/conitruc tion stage documents 6 correspondence 


G206230007 Addl response to FOIA request for tight categories of 
decuments Foruards documents Hstad in app Financial info in 
Documents 3-54,3-55 & 5-11 deleted. 

FELTON, J H Division of Rules and Records 82/04/27 MCMURRAY,C M 
Kirkpatrick, Lockhart, Hill, Christopher 8( Phillips. 2lpp 
13604-044 24X Ft Che 50-000,82/04/29,8206230007, 


— 0102230492 Forwards requests for addl Info r* additions to recently 
review O-l l its. Requests should he transmitted to applicants 
or llcensess at sarlleet convenience 

NOONAN, V 8 Assistant Director for Materials k Oual if Icati ons 
Engineering, 01/02/02 TEDESCOrR. L Assietant Director for 
Licensing. 4pp 13605 207. 24X Fiche. 50-000, 62/04/27. 0206230007, 


F Security* medical, emergency k fire protection plans 


6206070002 Respo-nds to FOIA request for documents re Commission 
decision to eitend deadline for licensees to Implement 
prompt not 1 f i catl on sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON* JM Division of Rules and Records B2/05/11 REVNOLDB, N 0 
Debevoise S* Literman 3pp. 13454 003 24X Fichc. 50-000, BS/05/1 1, 

8206070002 


— 0206090011 List of facilities completing emergency preparedness 
activities by 810701 

a NRC - No Detailed Affiliation Olven 82/05/11 9pp 
13454 006 24X Fiche 30-000*02/09/11,8206090002 


— 0206070009 Foruards first monthly rapt re status of prompt notification 
sys Implementation at facilities Meteorological programsj 
emergency response facilities k research reactors need addl 
mgt attention C< clarification 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
<81/03/01) Bl/Ol/OB DEYOUNO.R C Director's Office. Office of 
Inspection and Enforcement 4pp. 13454 167 24X 

Flcbe 30-000.02/05/11,0206090002 


' — 8206090133 Responds to 020203 request for info re deficiencies 
identified in Initial testing of prompt notification syi 
Facllltg test info end 

BTOMRjJ P Divifllan of Emergency Preparedness L Operatlttnal 
Support 02/02/04 ORIMES. B K Division Of Emergency 
Preparedness Spp. 13494 237 24X Flch e* 50-000, B2/05/1 1, 

8206090002 


B206070271 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
issued as Buppl 2 to NUREO-DS45, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency H/o end 
STOHR, J P Division of Emergency Proparednsss L Operational Support 
02/05/12 MCDONALD. R P Alabama Power Co Ip. 13360 326 24X 

Fiche 90-348, 02/09/12,8206070271. 


0206020198 Releases public version of addition to emergency plan 
implementing procedure 

FELTON, J iM Division of Rules and Records 82/05/25 Document 
Management Branch Ip 13340:183 24X Fiche 50-340,02/05/25, 

8206020190, 


— 8206020204 Forwards public version of addition to Emergency Plan 
Implementing Procedure EIP-B, c one i sting of list of telephone 
numbers of technical support ctr on-call personnel l< of 
on-call expertise for addressing abnormal situation. 

HVDaPETH.J B Alabama Power Co 82/09/11 NRC - No Detailed 
Affiliation Olven Ip 13340 186 24X Fiche 50-348,82/05/29, 

0206020190 


— 0206020216 Public version of addition to Emergency Plan Implementing 
Procedure E lP-8, cons I st Ing of list of telephone numbers of 
technical support ctr on-call personnel k of on-call 
ecpertlie for addressing abnormal situation 

HAIRSTON* W <? Alabama Power Co. BS/OS/03 3pp 13340*107 S4X 
Fiche 50-348,82/09/29,8206020170 


8206030062 Releases public version of revised emergency plan 
implementing procedure 

FELTON. JM Division of Rules and Records B2/05/25 Document 
Management Branch, Ip 13362.183. 24X Fi che* 50-34B, 02/05/25, 

0206030062 


— 8206030067 Forwards public version of Revision 3 to Emergency Plan 
Implementing Procedure FNP-0-£IP-026r '‘Offsite 
Notification. " Receipt form encl« 

a Alabama Power Co 82/04/&2 NRC - No Detailed Affiliation 
<Jtven Ip 13362 104 24X Fiche* 50-340, 82/05/25, 02O6O3OO6B, 


— 8206030071 Public version of Revision 3 to Emergency Plan Implementing 
Procedure FNP-0-ErP-oa6. "Offsite Notification " 

HUNT, W 8 Alabama Power Go. 82/04/20 26pp 13362: 105 B4X 
Fiche* 50-340. 82/09/25, 8206030062 


02O624O3BI Requests eeempfcions frPm 10CFR50. 48 k 10CFR90, App R re 
previous commitments to complete fire protection mode, forced 
outages L present containment fire protection measures, per 
util 010317, 0623i 020120 k 0420 Itrs Oetelled request sncl. 
CLAYTON, F.L Alabama Power Co 02/06/10 VAROA, 8 A. Office of 
Nuclear Reactor Regulationr Director 11pp. 13603:174 24X 

Fiche: 90-348, 82/06/18, B2063403B1 


8206240424 Releases public version of licensee Internal memo 
transmitting list of on-call telephone numb ere 

FELTON, J M Division of Rules and Records. 82/06/10 Document 
Management Branch Ip. 13617 170. 24X Fi che- SO-348, 92/06/10, 

8206240424 
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•'-020^340427 Fo ruard s public varilbn of internal memo tran-ini tfc Ing li&t 
of on-call telephone numbers tc bo attached to Procedure 
FWPOEIPB 

Hi/DSPETlti v/ D Alabsnta Pauier Cc 82/05/15 fJPC - No Detailed 
Afflliatlofi Given 3pp 13619 179 24X Fiche 30-340,02/06/18. 

520-6240424 


J Int-urance It indemnitij inf ortttatlon 


B206230’010 Forward* Endorseflient* 44 & 36 to ANl Pal leg WF-23S Zt NAELU 
Policg HF-93i respoctivelg 

FIELDER, J Martfi & McLennan, Inc » ft & H ffuclear Consultants, Iric 
Div 02/06/14 SALTZKAMi J Antitrust & EconoMic analysis Brancli 
(Utility Finance) 3pp 13383 201 a4X Fiche 50-340,02/06/14. 
6206230010 


P (Jperating licence stage documents & correi pondence 


0206040249 Submits Infii re reactor vessel head St core upper internals 
lifting devices for updated Sections 215CS(21BCof 
hUfiEO-061.2 

CLAYTONiF L Alabama Power Co 02/06/01 EISENHOT, 0 0 Division 
of Licensing. 2pp 1333B 039 24X rich e. 30'*346. 82/06/01. 

8206040249 


82060S0326 Forsrarift info re status of NUREO-0737 items requested ia 
NRC 020503 Oanerlt Ltr 52-10, Inciud ing Items I A 1 3 I re 
overtime limit. I A 1 3 2 re mitt siilft creuf. I C i r« revised 
emergency procedures 6 III A 2 2 re meteorological data 
CLAVTON.F L Alabama Power Co 02/06/04 EI8ENHUT, D G Di vie ion 
df Licensing 7pp 134S0-032 SAX FiChe &0-34B. B2/06/04. 
0206000326 


B2061 10279 Forwards addll info documenting compliance M/f|VREC-€737< Item 
HE 1 2f '’Auiiliary Feedwater Stfs Automatic Initiation & 

Flow Indlcatio-n “ 8ubmittaL documents 82C603 conversation 
itf/E IRseves clarifying utiji 020416 ltr 

CLAYTON. F L Alabama Power Co 82/06/04 VAPOA.S. A Office of 
Nuclear Reactor Regulation. Director llpp 13466 SOB 24X 
F i C h e 30-34 B. 02/06/04. 0206 110279 


8206090153 Generic Ltr 03-11 to all LNR reactor plant liccnieei U 
applicant* re transeil ttal of NUREO-0916 relative to 
restart of RF Oinna Rept document* finding* re cause of 
event N/o end, 

EISENHUTi 0 0 Division of Licensing, 52/06/09 HAUSPURG, A 
Canid II dated Edison Cd of Nsu Vork THOMAS, J, E. San Diego Gas Sr 
Electric Co, CRANE.P.A Pacific Oes 4< Electric Co iSpp 
13557 349. 24X Fi c he, 50-000. 62/06/09, 0206090153 


8206250139 Foruerds Mestinghouie *'Fua) Hgt to Reduce Neutron Flu^ ” 
Rept demonetrates that use of dummy fuel a«temlill«s appear* 
to offer little or no fluence reduction advantage jf/o end 
KlNOSUEViO O Alabama Power Co 82/06/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 13616,299 SAX 
Fiche 50-348,02/06/16. 8206250139 


8206290141 Forwards addi quallf ication info for THl action plan 
eq.uipnientj to be Inserted In App 6 to util response to NUREG- 
0586 4c IE Sulletln 79-OiD re environ qual 1 f ication of 
safety ‘^re lated equipment Response to 620326 ltr completed, 
Fl-AyTONrF.L Alabama Power Co 62/06/23 VAROA, S A Office of 
Nuclear Reactor Regulation, Director. 61pp 13637 034 a4X 
Fiche: 50-36 4 . 02 /06/23, 6206290141 


Q Inspection reports* l£ Bulletins St correspondence 


8206070823 Forwards IE Insp Rspts 5O-340/B2-12 St S0-364/e2-£I on 
SSD42S No noncompl lance noted 

LEWIS, R C Division of Project 6 Resident Program* 62/05/14 
MCDONALD, R P, Alabama Power Co 2pp I33S9 143 34X 

Fiche 50-346. 82/05/14, 8206070923 


—0206070031 IE Insp Hepts 50-348/82-12 6 50-364/62-11 an 020422 No 
pone amp 1 ianc e noted Major areas inspected interface between 
licensee organl xa tioit S' responding region organ 1 zatlon at 
emergency response facilities 

TAYLOR, P A , JENKINS* G R, Division of Emergency Preparedness te 
OperatioTial Support 62/05/12 4pp. 133B9 145, 24X 

Fiche 50-348, 02/05/1 4* 6206070823 


0206070245 Forwards updated response to IE Bulletin 79-15 re river 
uater pump beering failure L instal lation of Soilectron 
water treater In syc water pump lube Sc cooling water supply 
lines Water treater Installrd u in operation 

CLAYTON. F L* Alabama Power Co 82/03/19 □ ^REILLY, J P Region 2. 

Office of Director 2pp 13370.352 24X Fiche 50-346,82/03/19* 

8206070243. 


6306070345 Ac b receipt of 820515 ltr informing NRC af steps taken tp 
correct violations noted in IE Insp Repts 30-340/81-31 fc, 
50-364/61-34 

LEWIS, R C Division of Project & Resident Programs 93/05/27 
MCDONALD, R P Alabama Power Co Ip 13363 046 34X 

Fiche 50-346,02/05/27.8206070345 


— 6304070349 Respond* to NRC 020415 ltr re violations noted in I(- Insp 
Ropt* 50-340/81-31 6 50-364/01-34 Corrective actions manual 
isolation valve immediately opened 6 locked open 6 position 
verification checks made pf other valves 

CLAVTON.F L Alabama Power Co 02/05/15 LEWIS. R C Region 1>, 
Office of Director 3pp 13363 047 24X Fiche 30-340.63/03/27. 

0206070345 


—8206070352 Forwards IE Insp Repts 50-346/81-31 6 50-364/01-34 on 
811226-820104 & notice of violation 

LEWIS. R C Region 2, Office of Director 82/04/19 MCOOWALD.H 0 
Alabama Power Co 2pp 13363 030 24X Fiche 30'*34a. 82/05/27, 

8206070345 


— 8206070355 No tic e of violation from insp on 011226-030104 
» Division of Project 6 Resident Program* 82/04/15 Ip 
13363 059 24X Fiche 50-348,82/05/27,0206070345 


—0206070361 IE Insp Repts 50-349/01-31 & 50-364/01-34 on 811296-02010^ 
NoncompHance noted manual isolation valve from spray 
additive tank locked in closed posi tion. d i sabl Ing spraij 
additive sy s 

PEBBLES. T A t DRQWNLEE, V U Division of Project 6 Resident 
Programs 62/04/12 5pp 13363 053 24X Fiche 90-346, 62/05/, ^7. 

6206070345 


8202040147 IE Info Notice 62-15, “Notification of NRC •' Sve list ent 1 
DEYODNG, ft C Director's Office. Office of Inspection and 

Enforcement 69/05/20 107pp 13426 095 24X 

FJch* 50-000. 62/05/28.6202040147 


6204210378 IE Info Notice 62-16. ‘'HPCI/RCIC High Steam Flow Botpatnti - 
Sve list end 

JORDAN, £ L Division of Engineering & Quality Assurance 82/05/211 
103pp 13440 264 24X FI che 50-000, 02/03/28, 8204210376 


820'42I0360 IE Bulletin 62-02, “Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants “ 

Sve list *ncl 

DEYOUNOj R C Director's Office, Office of Inspoction and 

Enforcement 82/06/02 iOBpp 13527 150 24X 

Flcbe. 50-000. 02/06/02. 8204210380 


6204210303 IE Info Notice 82-17, “Overpressur 1 ration of RCS *' Bve list 

STIC I 

JORDANiE L Division of Engineering 6 Quality Assurance 89/06/11 
106PP 13679 298 SAX Fiche 90-000,62/06/11.8204210383 


9204210304 2E Info Notice 82-10. “Assessment of Intakes of Radioactive 
Matl by Morken “ Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 189 S4X 

Fich* 50-000,82/06/11.8204210304 


R Periodic operating reports & related correspondence 


6206140055 Forwards monthly operating ropt for May 1982 

CLAVTON. F L Alabama Power Co 02/06/00 Office of Managortent 
anil Program Analysis 2pp 13404 300 24 X Fiche 50-364,^2/06/08, 
8206140059 


— 9206140056 Monthly operating rept for May 19B2 

HAIRSTON, W 0 Alabama Power Co 02/06/03 llpp 13464 302 24X 

Fiche 50-364, 02/06/00, 8206140035 


S Reportable occurrences, LERi 6 related correspondence 


6206010397 Forwards LER 02-01 6/03U-0 

CLAYTON. F L Alabama Power Co 82/04/28 Region 2, Office of 
Director, Ip, 13313 316 24X Fiche 50-364.02/04/28,0206010 997 


— 8206010603 LER 82-016/03L-0* on 820330, pressuriier pressure fell helpw 
Tech Spec I loilt. Caused by personnel error in utilizing laTB ® 
horatlpfis during zenon transient* Personnel counseled* 

HAtR8T0H*W 0, AlabaAia Power Co, B2/04/2B, Region 2, Dfflce of 
Director. Ip 13313 317 24X Fiche 90-364,02/04/2010206010597 


8206070084 Forwards UERi S2-017/09L-0 L 02-01 9/03L-0 

CLAVTON.F L Alabama Power Co 02/09/27. Region 2, Office of 
Director Ip 13368 238 24X Fiche 50-364,82/09/27,8206070004 



DOCKETED ITEMS 


— 9206070087 UER 0a-O17/O3L“O on e20427iduring full length control rod 
oporability tosti FNP^a-STP^O 0 group 1 h control banlis A* 
group 1 & B»group 1 control rods declared inoperable Caused 
by faulty slave cycler counter card Card replaced 

HAIRSTQN^U Q Alabama Power Co B2/05/27 Region 2. Office of 
Directo-r 2pp 1036Q 23? SAX Fiche 50-364,02/05/27.6206070004 


— 620607009S LER 82-019/03L-0 on 820430i pressurizer pressure fell boloui 
Ttc^ Spec limit Caused by transient In pressurizer pressure 
transmitter PT-444 opening spray valve Pressure restored 
KAlRSTQMfM 0 Alabama Power Co 62/05/37 Region 3. Office of 
Director ip 13360 24 i 24X Flcho 50-364. 82/03/27. 82060 700B4 


Q206070119 Forwards LEfls 02-O2O/O3t.'O. 02-021 /03L-0 e2-022/03L-0 

CLAYTON. F L Alabama Powar Co 02/05/27 Region 2. Office of 
Director Ip 13368 335 24X FUhe 50-348. 62/05/27. 02060701 19 


— 8206070186 LEr 02-O2l/OaL-O on 820428,86 re combiner oxygen outlet 
analyzer declared Inoperable when Q2 oxygen fuel cell 
failed Cause not stated Fuel cell replaced 

HAIRSTON. M G Alabama Power Co 82/05/27 Region 2. Office of 
01 rector Ip 13368 337 24X Fiche 50-346,82/05/27.8206070119 


— 8206090009 FoTuards first tnonthly rept re status of prompt notificati 
sys Impleme-ntatlon at f ac il 1 tics, Metearol og leal programs, 
emergency response facilities & research reactors need addl 
mgt attention clarification 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
(01/03/01). Sl/OI/05 DEYOUNO.ft C Director's Office. OfficB of 
Inspection and Enforcement 4pp 13454 167 24X 

Fiche. 50-000, 02/05/11, 0506090002 


— 8206090133 Responds to 02 0203 request for info re deficiencies 
identified in initial testing of prompt notification sys 
Facility test info enc 1 

870HR. J P Division of Emergency Preparedness it Operational 
Support 82/08/04 ORXMEa.B K Division of Emergency 

Preparedness dpp 13454 239 24X Fiche 50-000.82/05/11. 

0206090002 


8206070470 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Sup pi 2 to NUREG-0a45, "Agency Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NRC response to emergency R/o oncl 

8T0HR.J. P Division of Emergency Preparedness & Operational Support 
02/05/12 KELLY, f? J Oeorgla Power Co Ip 13373 Oil, 24X 
Fiche 50-000. 82/05/12. 0206070478 


8206110165 Forwards LERs 0a-Ol9/O3L-O. e2-023/Q3L-0/ 02-O24/O3U-O h 
82-Q20/03L''0 

CLAYTON. F U Alabama Power Co 82/06/02 Region 2. Office of 
Director Ip 13466 317 SdX Fiche 50-348,82/06/02.0206110165 


— 8206110100 LEr 02-O2O/O3L-O on 820504. snubber 2MS-R-S30 declared 
inoperable since reservoir devoid of fluid Caused by fluid 
leak on Improperly Installed □ rings 0 rings replaced 6 
snubber declared operable 

HAtRaTO/f. VJ 0 Alabama Power Co 82/06/02 Region 2. Office of 
Director ip, 13466 322 24X Fiche 50-340.82/06/02,8206110165 


9206070517 Confirms B20S11 
Region 2 ofes to discuss 
a 'REILLY, J P Region 2. 
Georgia Power Co 2pp 
8206070517. 


arrangements for 020317 meeting w/utll In 
security perforinance at facility 
Office of Director 82/05/13. KELLY. R J 
13374 253 34 X FI C lie 50-321.02/05/13. 


8206020072 Releases public version of emergency plan implementing 
procedure 

FELTON. J h Division of Rules and Records 82/05/25 Document 
Management Branch. ip 13332 249 S4X Fiche 30-321.82/05/25. 
8206020072 


S2O6210464 HQ on 820609. certain A 8( D train sve water cooling valves 
astociated u/charging pump 2B mislabeled Valves correctly 
relabeled upon discovery Investigation underway 

HAlRSTONrW 0 Alabama Power Co 82/06/10 O'REILLY. J P Region 2. 
Office of Director Ip 13570 356 24X Fiche 50-340,82/06/10. 

8206210464 


— B206020077 Forwards public version of Emergency Plan Implementing 
Procedure HNP-e033. "Ouantl ta tlve Fit Testing ” Receipt 
form end 

SENELLrE. C Georgia Power Ce ^2/03/13 Of f ice of Nuc 1 ear 
Reactor Rsgolatien. Director ip 13332 250 24X 

rich e 50-32 1 . 82/05/25. 0206020072 


0206210192 Forwards LERe 82-025/03L-0, B2-OIB/03L-0 & a2-022/03L-0 
CLAYTON, F L Alabama Power Co B2/06/11. Region 2, Office of 
Director Ip 13560 078 24X Fiche 50-346.82/06/11.0206210152 


— 8206310166 LER e2-02S/03L-0 on 820519. during performance of 
FNP~2-8TP-4 7. charging pump 2A would not start Caused by 
failure of breaker DP06 to close due to misaligned 
microswltch arm Arm repaired 

HAIRSTON. U 0 Alabama Power Co 82/06/11 Region 2. Office of 
Director ip 13560 080 24X Fiche 50-340.62/06/11.8206210152 


— 8206020001 Public version of Emergency Plan Implementing Procedure 
HNP*-8033, "OuantitatiVft Fit Teettng " 

ROOERB, U H . NiXrH Georgia Power Co 02/05/10 I6pp 
13332 251 24X Fiche 80-321. 82/05/25, 8206020072 


8206020100 Releases public version of emergency plan implementing 
procedure. 

FELTON. vl t1 Divlfilon of Rules and Records 02/05/25 Document 
Management Branch Ip 13340 166 ''-V 10-321.02/05/25. 

8206020180 


— 8206210179 LER 82-018/03L-0 on 820601 , turb Ine driven auxiliary 
feedwater pump tripped Caused by inadvertent actuation of 
□verspeed trip mechanism during Insp of pump trip linkage 
Trip throttle valve reopened. 

HAIRBTON.H 0 Alabama Power Co 82/06/11 Region 2. Office of 
Director ip 13560 001 24X Fiche 50-348, 82/06/11. 8206210152. 


— 0206020184 Forwards public version of Emergency Plan Implementing 
Procedure HNP-BI52. "Instrument Cal fbr Intervals *' Receipt 
form enci. 

e Georgia Power Co. 02/09/17 Office of Nuclear Reactor 

Regulation. Director. tp 13340 167 24X Fi che: 50-321. 82/09/25. 

0206020 IBO- 


DQCKGT 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency t< fire prutection plans 


B206020014 Addl response to FOIA request for six categories of 
documents re emergency preparedness Documents listed in 
App A available in PDR 

FELTON, J M Division of Rules and Records 82/04/26 SHOLLY. 8 C 
Union of Concerned Scientists 2pp 13342*255 24X 

Fiche 50-000,02/04/26,8206020014 


— 0206020187 Public version of Emergency Plan Implementing Procedure 
HNF-0152. "Instrument Callbr Intervale " 

ROGERS. WK » GREVErT. Georgia Power Co 02/05/23, 3pp 
13340 160 84X Fiche 50-321.02/09/25,0206020100 


8206060471 Releases public version cf revised emergency plan 
implementing procedure 

FELTQNtJ M Division of Rules and Records 02/05/28 Decument 
Managoment Branch Ip 13440 044 24X Fiche 50-321,02/05/28. 

0206000471, 


— 6206020046 Discusses operability of public notification sys at 
facilities Required contingency actions by licensee in event 
of sys failure should be considered 
ROGERS. R.F. Region 2, Office of Director 82/02/12 
BROWNLEE, V L. Region 2. Office of Director ip. 13342 270 24X 

Fiche: 50-000, 02/04/26, 0206020014 


0206090002 Responds to FOIA request for documents re Commission 
dscialan to extend deadline for licensees to implement 
prompt notification sys. Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J M Division of Rules and Records 82/05/11 REYNOLDS, N 8 
Debavolsa Liberman 3pp 13454 003 24X Fiche. 50-000. 82/05/1 1, 

9206090002 
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02O611O21B Forwjt'd* revlsJpn of 620503 Tech Spec change recjueat re 
removal of dryitielL reel rculatli^n pump fire suppreseion 
sprinkler 5(j s from 4vc Revision does not affect License 
Amend 59 

BECKHAMi J T Oeorgla Power Co 03/06/03 Office of Muclear 
Reactor Regulatlonr Director 2pp 13A59 355 
Fiche SO-366. 82/06/03102061 1021 e 


S2061A0259 Releefei public version of revislgn to plant site survey 
procedure 

FELTON r \J H Division of Rules and Records 02/06/DB Document 

Management Branch ip 13508 0-37 24X Fiche 50-321. 8 3/06/D Bi 

8206140259 


— 8206140263 Forwards public version of Revision 3 fro Procedure HWP-aoi'9* 
"^Plant Site purvey *’ Receipt form end 

SORRELLi E C Oeorgla Power Co 82/05/23 Off tee of Nuclear 
Reactor Regulation. Diirector Ip 13508 038 24X 

Fiche 50-321.82/06/081 8306140259 


—8206140269 Public version of Revision 2 to Procedure HNP“a029. "Plant 
Site Survey " 

» Georgia Power Co 82/03/34 7pp 13S0a'D39 24X 

Fiche 50-321.02/06/031 8206140359 


8206140319 Releases public version of revised pages to emergency plan 
FELTON. J M Division of Rules and Records 82/06/08 Document 
Management Branch Ip 13509 037 S4X Fiche 50-321.82/06/08. 
8206140319 


— 8206140323 Forwards public version of Pages K-1. "Radiol-ogl cal 
Ejeposurs Control" 8t P-1, "flesp-onsib i 11 ty for Planning 
Effort. " to emergency plan for Units I & 2 

SERRELL. E 0 Georgia Power Co. 83/09/34 Office of Nuclear 
Reactor Regulation. Director 2pp 13509 038 24X 

Fiche 50-32l.es/06/08.B306l40317 


—0206140325 Public version of Pages K-l. "Rad i olog 1 cal Eaposure Control" 
6 P-1. "Res ponsibltity for Planning Effort.'* to emergency 
plan for Units I t« 2 

* Georgia Power Co 82/05/31 Spp 13909 040 24K 

Fiche 50-321.82/06/08.820614031'' 


I Financial information 


8206030239 Files guarantse of payment of deferred premiums for part 
ownirshiii in Unit 1 Cash flow statements for actual FYBl 
taken from certified audit 6 projacted figures for FYBS 
6 approved budget 

HEADRICK. T 8 DaltonrOA 02/05/27 EALTZMAN. J Antitrust 6 

Economic analysis Branch {Utility Finapcel. 3pp. 13337, 227 24X 

Fiche SO-32 1 . 82/05 /27. 8206030239. 


P, Operating license stage documents 6 correspondence 


8205110370 ffotifies of procedural change re instrvlce testing of RHR 
sys LPCl check valves 1(2>E11-F050 A & B Flow rate will be 
documented each cold shutdown In lieu of "test switch" 
method 

BECKHAM. U T Georgia Power Co 02/04/30 Office of Nuclear 
Reactor Regulatioiir Qlractor, Ip 13027 S67 24X 

Fiche 90-321. 82/04/30. 820 3110370 


8206280071 Addl rsspanse to FOIA request for eight categories of 
documents Forwards dacumsnts listed in App A Documents 
listed in App B available in PdR Confidential financial 
info delated 

FELTON. J K Division of Rules and Records 02/05/12 HCMURRAYiC N 
Kirkpatrick. Lockhart. Hill. Christopher t< Phillips. 28pp. 
13630:053 24X Flch* 90-000.02/05/12.6206200071 


8206010207 Summariia* findings & eipands justification for concLudlng 
no safety concern exists re control of heavy loads, Complete 
review of overhead handling sys parferaied Mo further review 
of design bases for load handling sys required, 

BECKHAM. U T, Qaorgla Power Co. 02/05/24 Office of Nuclear 
Reactor RagulatiQti. Director llpp< 13313 2fil 24X 
Rich e: 90-321 . 82/05/24. 0206010207 


0206110290 Forieards Class 111 license fee as requested in MRC B305t4 
Itr for issuance of Amend 27 to License NPF-S re degraded 
yrld voltags. W/o end, 

BECKHAM. J.T Georgia power Co 02/06/01. Office of Nuclear 
Reactor Regulation. Director Ip 13466 207. 24X 

Fiche* 90-366. 92/06/01.8206110250 


82061I02I6 Forwards revision of 820503 Tech Spec change request re 
removal of dryuiell recirculation pump fire suppression 
sprinkler sys from sve Revision does not affect License 
Amend 27 

BECKHAM. J T Georgia Power Co 82/06/03 Office of Nuclear 
Reactor Regulation. Director 2pp 13459 255 24X 

Fiche 50-366.02/06/03,8206110218 


8206110336 Forwards response to 820905 Generic Ltr 82-10 re post-THI 
requirement implementa tion schedule, per NUREO-0737 
EECKMAM. x/ T Georgia Power Co 82/06/04 Office of Nuclear 
Reactor Regulation. Director 5pp 13467 087 24X 

Fiche 90-321,82/06/04.8206110336 


8206140296 Forwards Franklin Research C tr requests far addl info re 
aqulpnent environ qualification program Response requested 
within 30 days 

STOLZi J F Operating Reactors Branch 4 02/06/07 BECKHAM. U 7 

Georgia Power co I6pp 13507 077 24X Fiche 50-321.02/06/0/. 

8206140256 


820617D376 Forwards NlJREG-0737 poet-TMl requirements imp i pmenta tion 
schedule revision & explanation In response to Generic Ltr 
82-05 tc 020526 request Info supersedes 6204 20 ltr 
NIONER.U A Georgia Power Co 82/06/07 Office of Nuclear 
Reactor Regulation. Director ilpp 13531 094 24X 

FJ Che 30-321. 02/06/07. 8206170376 


0206090133 Generic Ltr 62-11 to all LNR reactor plant licensees IV 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
evant U/a end 

FISENHUT. 0 0 Division of Licensing 02/06/09 HAUSPURG, A 
Consolidated Edison Co of New Vork HAURIN.L V Louisiana Crwar &. 
Light CO CAVANAUGH, N Arkansas Power U Light Co 13pp 
13557 347 24X Fiche 50-000,82/06/09.8206070153 


0206170365 Revises implementation completion date to Sept 1783 for 
HUREO-O737i Item II K 3 22 re automation of reactor coi e 
Isolation cooling suction transfer 

HtDMER.U A Georgia Power Co 82/06/11 Office of Nuclear 
Reactor Regulation. Director Spp 13931 008 24X 

Fiche 90-321.82/06/11,8206170365 


8206310330 Application to amend Licenses DPR-97 it NPF-9 increasing 
cnln shift crew composition requirements as shown in Table 
6 2 2-1 & required by MUREG-0737 

UIBNER) H A Georgia Power Co 02/06/11 Office of Nuclear 
Reactor Regulation. Director 2pp 1355? 154 24X 

F i C h e> 50-321 . 82/06/ 1 1 . 8206210330 


— 0206210336 Proposed changes to Tech 0pecs increasing min shift criw 
conpesition requirements 

a Georgia Power Co 82/06/11 4pp 13539 196 24X 

Fiche 50-321.82/06/11.8206210330 


0206290386 Forwards safety evaluation concurring w/licens»« 601231 
response to NUReG-0737, Item 11 K 3 21 re restart of LPCS & 

LPCI sys based on BMR owners group position Logic mods not 
warranted. 

STOLZ. J,F. Operating Reactors Branch 4 02/06/16 BECKHAM J 7, 

Georgia Power Co 9pp 13630 080 24X Fi che- 90-321. 82/06/1 6, 

6206250306 


a Inspection reports. IE Bulletins it correspondence 


6206070640 Forwards IE Insp Repts 50-321/82-14 U 50-366/82-14 on 
820321-0420 No noncompl iance noted 

DANCE. H C Division of Project fc Resident Programs 02/05/14 
KELLY. R J OssTgle Fowar Co 2pp 13390' 094 24X 

Fiche 30-321,82/03/14.0206070648 


•8206070657 IE Inip Repts 90-321/82-14 It 50-366/02-14 on 820321-0420 No 
noncompllance noted Major areas Inspected . Tech Spec 
compl lance, housekeeping! operator performance, overall plant 
operations. GA practices & station «« corporate mgt practices. 

RCX1ER0. R F , BROWNLEE. V, L Division of Project 8( Resident 

Programs 82/09/14 3pp 13390 096 24X Flche 90-3»lf B2/09/H. 

8206070640 


8202040147 IE Info Notice 02-19. "Notification of NRC *' 8vc list entl 
DEVOUNO.Ft C Director's Office. Office of Inspection and 
Enforcement 02/05/28, I07pp 13426* 079 24X 

Fi Che' 50-000, 82/09/28. 8202040147 


8204210370 IE Info Notice 02-16, "HPCI/RCIC High Bteam Flow Betpoint* • 
Bve lilt oncl 

^RDANi E L Division of Engineering 6 Quality Assurance B2/09/2B 
103pp. 13440 264 24X Fiche 90-000. 82/09/20. 8204210370 
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©S£}i220442 Foruiard* IE Insp Rep <:4 50-321/82-13 St 30-3^i&/62-l3 an 
320^23—0304 Mo noFtc omp 1 1 anc e noted 

D^CEiH C Otvt&lon of Project & Resident Programs 82/09/2B 

KELLVtfl vJ Georgia Power Co 2pp 13378 182 24X 

FI Che 30-321. 02/05/28, 0206220442 


— 8206220446 IE Insp Repts 50-321 /B2- 13 «< 50-366/B2-13 on 02042 B-0504 No 
none omp 1 ian ce noted Major areas inspected witnessing 
p-reparation & performance of containment Integrated leak 
rate test S< revieui of test results 

MHfTEMEHi H L , JAPE, F Division of Engineering 8« Technical 
Programs 82/03/26 Spp 13370 104 24X Fiche 50-321.82/03/20, 

0206220442 


B204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundarii of PWR Plants " 

Sve list end 

DEVOCNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 150 24 X 

Fiche 50-000,82/06/02,8204210380 


0306140064 Bubmits addl info requested In NRC 810504 Itr re 610901 
response to Generic Ltr 81-01, "Oual i f icati on of InsprExam* 
Testing tc Audit Personnel " Commits to conform w/Positions 
C 3,6. 7,6 «. 10 of Reg Guide 1 S0,Revifiion 1 

NIDMER.U A Georgia Power Co 02/06/07 Office of Nuclear 
Reactor Regulation, Director Ip 13404 259 24X 

Fiche 50-321 , 02/06/07, 0206140064 


0306220350 Act receipt of 820521 ltr informing NRC of steps taken to 
correct violations noted in IE Inap Repts 50-321/82-11 & 
30-366/82-11 

DANCE. H C Division of Project & Resident Programs B2/0A/09’ 

KELLY. R J Georgia Power Co Ip 13581 204 24X 

Fiche 50-321.02/06/09,0206220350 


—8206220356 Responds to NRC 820421 ltr re violations noted in IE Insp 
Repts 50-321/02-11 & 50-366/02-11 Corrective actions, 
personnel notified of mgt position on misuse of pocket 
dosimeters 

HEAD. O F. Oeorgla Power Co 82/05/21 O'REILLY, JP Region 2, 
Office of Director 2pp 13581 205 24X Fiche 50-321.82/06/09. 

6206220350 


— 0206220361 Forwards IE Insp Repts 50-321/82-11 6 50-366/82-11 on 
620329-0402 6 notice of violation 

DANCE, H C Division of Project 6 Resident Programs 82/04/21 

KELLY, R J Georgia Power Co 2pp 13381 207 24X 

Fiche 50-32 1 , 02/06/09 , 0206220350 


— 8206220367 Notice of violation from Insp on 020329-0402 

a Division of Project S( Resident Programs 02/04/21 Ip 
13581 209 24X Fiche 50-321.82/06/09,8206220350 


— 6206220372 IE Insp Repts 50-321/02-11 6 50-366/02-11 on 020329-0402 
Noncompliance noted radiation protection procedures not 
astabl Ish ed , maintained S< implemented re personnel dosimetrv 
FRANKLIN. L A , BARR,K P Division of Engineering tc Technical 
Programs 02/04/16 6pp 13581 210 2 4X Fiche 50-321 , 82/06/09, 

6206220350 


0204210303 IE Info Notice G2-17, ‘'Overpressur i zatlon of RCS " Bve list 
enc 1. 

JORDAN, E L Division of Engineering Oualitg Assurance 82/06/11 
106pp 13675 250 24X Fi che* 50-000, 82/06/ 11, 9204210383 


9204210304 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Mall bg Workers," 8vc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcemant 82/06/11 120pp 13675 189 a4X 

Fiche 50-000, 83 / 06 / 11 , 8204210304 


9206170260 Forwards response to NRC 820312 & 0416 requests for addl 
Info- re relief requests for Inservlce insp programs Diagram 
of RKR heat ejrchangers end 

WIDNERiU A Georgia Power Co 62/06/11 Office of Nuclear 
Reactor Regulation, Director lOpp 13533 168 24X 

Fiche' 50-321, 82/06/11,8206170260 


R Periodic operating reports h related correspondence 


0206190110 Forwards monthly operating repts for May 1982 

NlX.H C. Georgia Power Co 83/06/08 Director's Office, Office 
of Inspection and Enforcement Ip 13501 316 24^ 

Fiche 50-32 1 . 62/06/08, 82061 50 1 1 0 


— B206150111 Monthly operating repts for Hay 1902 

GtLRRETH, T Georgia Power Co 82/06/10 lOpp 13501:317 34X 

F t c h • ^ 50- 32 1 , 82/06/00, 0206150110 


S Reportable o c ctirrences, LERs & related correspondence 


8206010233 Forwards updated LER ei-104/D3L~l 

MANRV, M Georgia Power Co 82/02/25 O'RElLLYiJP Region 2, 
Office of Director Ip 13307 107 24X Fiche 50-366,82/02/25, 
8206010233 


— 8206010239 Updated LER 81-104/03L-1 on 011028 6 1112. w/unit at steady 
state 994 p owor , d 1 scovered rigid restraint on HPCI pump 
discharge line broken 6 bent Caused by dynamic load 
associated w/water hammer Supports repaired 

COGOIN.C L Georgia Power Co 82/02/29 Region 2, Office of 
Director 3pp 13307 108 S4X Fiche 50-366,82/02/25,8206010233 


B206010356 Fortvards updated LER 0S-OOB/O3L-1 

HANRY, M Georgia Power Co 82/02/25 O'REILLY, J P Region 2, 
Office of Director Ip- 13301 344. 24X Fiche 50-366,02/02/25. 

0206010356 


—0206010359 Updated LER G 2-008/03 L-1: on 820126,115 control rod 
driveline accumulator low pressure alarm switches found nut 
of Tech Spec limits Caused by setpoint drift Switches 
ca 1 ibr 

NIX.R T Georgia Power Co 82/02/25 Region S, Office of 
Director Spp 13301 345 24X Fiche 50-366,82/02/25,6206010356 


8206010633 For«Jards LER 82-01 5/03L-0 

HANRY, M Georgia Fewer Co. 02/02/25 O'REILLY, J P Region S. 
Office of Director Ip 13G14 346 24X Fiche 50-366,82/02/25. 

6206010633 


— 0206010642 LER 02-01 5/03L-0 en 820205, while performing M8IV trip test 
per HNP-2-31 1 1, outboard NSIUe a821-F028B 6 D closed faster 
than allowed by Tech Specs Caused by setpoint drift on 
needle valve controlling M3IV closing speed 

COGGINfC. L Georgia Power Co 02/02/25 Region 2, Office of 
Director. Spp 13314 347 24X Fiche 50-366,02/02/25,0206010633 


0206210394 RO on 020513. error discovered in ODYN transient code which 
could result in ,01 none onserva tiem in Cycle 3 limiting 
condition for operation for max critical power ratio Caused 
by incorrect programming in axial distribution calculation 
NIX, H C , CURTIS, S Oearpia Power Co. 02/05/13 O'REILLY, J P. 
Region 2, Office of Director. 2pp. 13593.109 24X 

Fiche' 50-366. 82/03/13*8206210394 


0206010424 Forwards LER 02-O39/O3L-O 

NIX.H C. Georgia Power Co 92/05/20. O'REILLY, J. P. Region 2, 
Office of 0 tree tor Ip 13314 296 24X Fiche 50-366,02/05/20, 

8206010434 


— B2O6010438 LER e2-0a5/03L-0 on 920421, after maint of RHR suction 
valve 2EU-F004D, cleth bootle left in valve body caused 
local leak rate test failure Caused by lack of clarity in 
housekeeping procedure HNP-6925 

NrX.R T Georgia Power Co, 82/05/20 Region 2, Office of 
Director, 2pp. 13314 297, 24X Fiche 90-366,02/05/20,9206010434 


0206010571 Forwards LER B2-037/OaL-0 

NlX.H. C Georgia Power Co B2/05/20 O'REILLY, J. P. Region 2, 
Office of Director Ip 13314 095. 24X Fiche, 90-366, 02/05/80, 

8206010371 


— 8206010570 LER 02-O37/O3L-O; on 020422, Insp of RHR sys mechanical 
snubbers revealed disconnected P3A-10 snubbers, 2E1 l-RHR- 
ftaSIA D a t RNR Loop A injection line inside drywell Caused 
by preparation for insu 1 atian. Bnubb ers reconnected 
NIXjR T Georgia Power Co. 92/05/20. Region 2, Office of 
Director 2pp 13314 096 24X Fl Che' 50-366, 02/05/20, 8206010571 


0206070059 Forwards LER 02-040/011-0 

NIX,H C Georgia Power Co. B2/03/20 □ 'REILLY, J P Region S, 

Office of Director. Ip. 13360 205. 24X Fiche 50-366,02/05/20, 

8206070059 


— 0206070064 LER B2-040/01T-0 on 830513, plant notified by OE of 
programming error in ODYN transient analysis code which 
could result in increase of 0.01 in Cycle 3 of QLMCPR Axial 
power distribution calculation Incorrectly programmed, 

SUMNER, H L, Georgia Power Co 82/05/20 Region 2, Office of 
Director 2pp 13368 206 24X Fiche 50-366,82/09/20,9206070059. 


82D6070432 Forwards LER 82-04 4/03 L-0 

NIX.H C. Georgia Power Co 02/05/20 O'REILLY, J P. Region 2. 
Office of Director Ip 13374*209 24X F I Che. 50-366, 82/05/20, 

8206070422 
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-“8206070432 LER 82-044/03L-0 on Ga042ai durlfl a ref u»l ing . svc water 
nu/np 2EU“C001C faileJ to meet rated flow renotrement s 
Caused foreign debris caught in pump Pump d liasBenb I ecf» 
cleane-d, rebuj It 8( successful! g retested per HNP-2-31i67 
NIXiR T Georgia Power Co 82/05720 Region 2» Office of 

Director 2pp 13374 310 24X Fi che 30-366. 82/03/S 0. B2060704P2 


9206070439 Forwards LER 92~039/03L-0 

NlXfH C Georgia Power Co 02/03/20 O'REILLVi J P Jlegion «J» 
Office of Director Ip 13374 199 S4X Fiche 50-366,82/05/20, 
0206070439 


0206070447 LER Ba-OOa/OSL-O on 820422, relag logic between PC18 R/F h 

reactor bldg high radiation override switched found reversed 
dupiog HNP-2-3260 Caused by erroneously 4 B»igncd name plates 
for individual switches DCR B2’-59 implemented 

SUMNER.H L Georgia Power Co 92/05/20 Region 2, Office of 
Director 2pp 13374 200 24 K Fithe 50-366,02/05/20,020607043'? 


9206070537 Forwards LER e2-043/03L“0 

NU,H C Georgia Power Co 82/05/20 O'REILLY, J P Region P, 
Office of Director Ip 13372 IS6 24X Flche 50-366, 02/05/20, 
8206070537, 


8206070346 LER 82-043/03L-0 on 820428. our ing refueling h performance of 

HNP- 2-330 7. HP Cl steam line differential pressure switch 
SE4I-N004 actuated high Caused by setpoint drift Switch 
recaJUr per HNP-2-5302 Si returned to ave 

NIXrFl T Georgia Power Cq 92/05/20 Region 2, Office of 
Director 2pp 13372 107 c •v FI the 50-366, 02/O5/2O. 0206070537 


S206070109 Forwards LER 82-O40/O3L-O 

NIX, H C Georgia Power Co 02/05/25 O'REILLY, J P Region 2. 
Office of Director tp 1337C 322 24X Ficha 50-366.82/09/29. 
0206070109 


— 8206070117 LER a2-O40/O3L-O on B20506, core spray sys L LPCI sgs 
discovered inoparable Caused by personnel error LPCJ U core 
spray loops aligned to torus w/iorus inoperable due to 
inoperable level Instrumentation 

BAXLEY, 0 X Georgia Power Ca 82/05/25 Region 2. Office of 
Olrecfcdr. 2pp 13370 323 24X Fi c he; 90-366, 92/09/25, 0206070109 


6206070408 Forwards LER 92-0 43/03 L-0 

NrX, H C Georgia Power Co 02/05/25 0 'REILLY, J P Region 2, 
Office of Director Ip 13371 192 24X Flche 30-366,02/05/29. 
0206070409 


— 0206070410 LER a2-042/O3L-O on 820427, BHR b RHR svc water flow 
indicator for loop A found inaperabla Caused by loose spring 
clips on fusa block energiilng loop Eprlng clips tightened b 
flow Indicators returned to svc 

SUMNER, H L Georgia Power Co 02/09/25 Region 2, Office of 
Dir at tor, 2pp, 13371 193 34X Fiche 50-366,92/05/25,820^070400 


9206070209 Forwards LER 92-049/03 L-0. 

NTX, H C Georgia Power Co. 92/05/27 O'REILLY, J P Region 0, 
□ ffice of Director. Ip- 1336-7 005 24X Fiche 50-366, 92/05 /S7« 
0206070209, 


— 0206070216 LER 0a-O45/O3L-O on 020437, w/r esc tor shut down for torus mod 
U refueling outage, reactar water conductivity observed to 
he greater then Tech Spec ii 4 h<it Cause of sudden spite of 
conductivity unknown RNCU B taken out of svc 

RDOEJJS, W-H Oflorgla Power Co 92/09/27. Region 2, Office of 
Director 2pp 13367-006, 24X Fiche 50-366,02/05/27,920607020? 


9206070316 Forwards LER 82-050/03 L-0- 

NIX.H C Georgia Power Co. 92/05/27 O'REILLY, J P. Region 2. 
Office of Director Ip- 13363 007 24X Fiche 50-366,82/09/2/. 
8206070316 


— 0206070332 LER 02-O5O/O3L-O* pn 820508, uihi le perforrai-ng sys test of RHR 
tysi low pressure coolant Injection time delay relay 
2EI1-K125A failed to operate Cause nPt found Relay ceil 
replaced. 

MIX, R T Georgia Power Co. B2/05/27 Region 2, Office of 
Director. 2pp 13363 009 24X Fiche 50-366,02/05/27,0206070316 


8206110194 Forward* LER aa-046/03L“0 

N1X,H C Georgia Power Co 82/05/27 O'REILLY, JP Region 2* 
Office of Director ip 13467 025 24X Fiche 50-366,03/05/27, 
02O6£1O194 


— 8S061 10199 LER B2-046/03L-0, on 620910, during refuel (ng, reactor bldg 
vent radiation monitor indicator It trip unit 2011-K609D • 

failed upscale Caused by failure of dc amplifier board, 

1S9B360I due to current surge 

NIX, R«T Georgia Power Co 82/05/27- Region 2, Office of 
Director 2pp 13467^026 34X Fiche 50-366,62/05/27,6206110194 


B2O621O550 Forwards LER S2-047/03L-0 

fVJX.H C Georgia Power Co 02/06/01 O'REILLY. J P Region. P, 
Office of Director Ip 13S63 346 24X Fiche 50-366,02/06/0!., 
0206210550 


— B2062S0629 LER B2-047/03L-0 on 020505. remote radiation meter relay, 
2G1 t-N079, found not tripping on adjustable setpoint, but at 
approx 57, of scale high Caused by instrument drift Indicator 
r ecal 1 br 

NIX, R T Georgia Power Co 02/06/01 Region 2, Office of 

Director 2pp 13563 347 24X Fiche 90-366,82/06/01.8206210550 


8206110191 Forwards LER 03-O49/O1T-O 

MI/iH C Georgia Power Co 02/06/02 O'REILLY, J P Region 2, 
Office of Director Ip 13467 036 24X Fiche 50-366. 32/06/ Oli, 
8206110191 


— B206110195 LER 02-O49/O1T-O on 020920. four sliding links m panels 
2HII-P617 e- P6ia found open, thus negating all autostort 
capability of A fc B RHR-LPCI pumps Cause unknown Links 
closed Backup sys operable Considered isolated event 
Sl/HMER. H L Georgia Power Co 92/06/02 Region 2, Office of 
Director 2pp 13467 037 24X Fiche 50-366,02/06/02.6206110191 


0206110204 Forwards LER 82“04i/03L-0 

HIK.H C Georgia Power Co 02/06/03 O'REILLY. J P Region D. 
Office of Director Ip 13467 037 24X Fiche 50-366.02/06/01. 
0206110204 


—0206110207 LER a2-04l/03L-0 on 020516, during cold shutd oiun, p I pe cJaap 
found removed from core spray D loop test line to torus 
Clainp hold pipe restraint 2E21-CS-R106 in place Caused by 
personnel error Clamp reinstalled 

NIX, R T Georgia Power Co 02/06/03 Region 2, Office of 
Director 2pp 13467 040 24X FUhe 50-366, 82/06/03, 0206 110204 


8206210172 RD on 020426, dur ing callbr of seismic instrumentation, 
trlaxial selsnlc switch 2L91-ND22 found inoperable Switch 
damaged during recent refueling outage 6 torus mod outage 
Switch returned to vendor for repair 

MIX.H C Georgia Power Co 02/06/03 O'REILLY, J P Region 2, 
Office of Director 2pp 13960 104 24X FI cho; 50-366, 82/06/03. 

0206210192 


8206210248 Forward* LER 02-O54/O3L-O 

NIX.H C Georgia Power Co 02/06/03 O'REILLYrJ P Region 2, 
Office of Director Ip 13999 104 a4X Fiche 90-366, 02/06/03, 
0S06S1024B 


-•'8206210254 LER 82-0S4/O3L-0 on 020509, during suryeiUance procedure 
HNP'a-3831, nonessantial loads on 2C 600-volt emergency bus 
did not load shed Caused by inoperativo manual operating 
contact switch on norma! supply breaker Switch repaired 
SUMMER, H L Georgia Power Co 02/06/03 Region 2, Of fi cp of 
Director 2pp 13959 109 24X Fi che 50-366, 02/06/03, 0206810240 


B2062104B7 Forwards LER 82-053/03L-0 

NIX,H C Georgia Power Co 02/06/04 O'REILLY, J P Region 2, 
Office of Director Ip 13970 357 24X Fiche 50-366, 02/06/04, 
0206210487 


—8206210494 LER 02-O53/O3L-O on 080508, personnel performing logic 
functional test failed to obtain shift foreman signaturn 
Caused by personnel misinterpreting procedural controls 
applicable to temporary procedure changes 

SUMNER. H L Georgia Power Co 02/06/04 Region 2, Office QP 
Director 2pp 13570 398 24X Fiche 50-366, 08/06/04, 8206810407 


0206210407 Forwards LER 0a-O5S/O3L-O 

NIX.H C Georgia Power Co 82/06/08 O'REILLY, J P Region 8, 
Office of Director Ip 13560 331 34X Fiche 90-366.82/06/00. 
8206210407 


—8206210413 LER 02-O59/O3L-O on 820924, w/unl t in startup mode, 
performance observation of HMP-2-3604 6 HNP-2-S223 found 
onissioti of hi hydrogen alarm setpoint verification Caused 
by personnel error Revised procedures SKpected by 820625 
NlX.R T Georgia Power Co, 02/06/00 Region 2, Office of 
Director 2pp 13568 332 24X Fiche* 50-366, 02/06/00, 0806210407 


0206240151 Forwards LER B8-052/03L-O, 

MIX.H C Georgia Power Co, 02/06/15 O'REILLY, J P Roglon J'. 
Offic* of Director Ip 1359? 334 24X Fiche 50-366,82/06/15. 

02062401 Si. 


—0206240153 LER 02-O52/O3L-O on 880525, during startup from refueling tc 
perf ormance of safety relief valve operability teste,- 
solenoids I' «al/es '' 2* iJi'A ^ .i -r '‘anged Caused 
by persunni p •*- i i. . r e. s*. « .i 

NIXjR T .ffc'a.i <• ‘ „/ I f Region 2| Office of 

Director. , i 'I ■' h* :• 366,02/06/15,3806240151 



DOCKETED ITEMS 
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Ba0fi24024l Porwards L£R ea-057/03L-0 

NIXjH C Georgia Power Co 02/06/15 O^REILLY* J f* Region Si 
Dififite of Director Ip 13S97 294 24X FUhe 30-366^82/06/15. 
0206240241 


--9206240243 UER 02-O57/O3L-O on 020327 1 c onto inmen t hijdrogen perojitde 
anaiyier found inoperable Cau*6d by componont failure 
Ahaliyier internal satrpllng flow components failed to 
maintain correct flow Sample pump repaired 

NIX.R T Georgia Power Co 82/06/15 Region 2, Office Of 
Director 2pp 13597 293 24X Fiche 50-366,02/06/15,6206240341 


0306300158 Forwards LER 02-O3B/O3L-O 

MIX,H C Georgia Power Co 02/06/17 0"REILLY,J P Region 2, 
Office of Director Ip 136S4 262 24X FUhe 50-366,02/06/17, 
8206300 1 50 


--'8206300164 LER 02-O58/O3L-O on 020531 , dor mg full power opera tian» HPCl 
sys determined to be inoperable Caused by component failure 
due to fouled contacts on HPCI turbine exhaust pressure 
switch 2E41-M0176B Switch repaired & recalibr 
NiXfR T Georgia Power Co 03/06/17 Region 2< Office of 
Director 2pp 13654 263 24X Fiche 50-366,02/06/17,0206300156 


9206300123 Forwards updated LER B2-022/03X-1 

NIX,H C Georgia Power Co 82/06/10 □'REILLY, J P Region Q* 
Office of Director ip 13656 597 24X Fit he 50-366,82/06/18, 
8206300153 


— 8206300156 Updated LER B2-022/03X-i on 020223, during ref uel Ing/t orus 
.tod outage, Various containment Isolation valves exhibited 
excessive leakage Valves repaired 

SUMMER, H L Georgia Power Co 02/06/18 Region 2, Office of 
Director 5pp 13656 290 a4X Fiche 50-366,02/06/10.8206300153 


DOCKET 30-367 BAILLY GENERATING STATION 


A App 1 ica tlon/ construe tion stage documents L correspondence 


S306020D62 Addl response to FQIA req,uest for all documents re 
probabilistic risk assessment for facilities Forwards 
C8 Mondhaad 0OO53O memo to ES Chrlstenbury 

FELTON, J H Division of Rules and Records 01/11/06 DORSEY, J A 
Affiliation Unknown Ip 13339 212 24X Fi che. 30-000, QJ/ll /06, 

8206020062 


--8206020075 Discusses 800527 meeting re possible legal 8</or public 
perception consequences to NRG plan for risk assessment of 
sites near high population areas Interim revision of 
lOCFRlOO should be issued pending proposed rule 

UOGDHEADrC P Office of the Executive Legal Director 00/09/30 
CHR IQTENEURY, E Office of the Executive Legal Director 2pp 
1^339.313 34X Fiche 50-000, SI /I i/06, 0206020062 


0206070044 Forwards util rept on site restoration plan as of 620601 
BHORBiE ti Northern Indiana Public Service Co 02/06/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 5pp 
13436 2G2 24X Fiche 50-367,82/06/01,0306090044 


— 0206090046 "Northern IN Public 8vc Co Rapt on Progress of Daillg N-1 
Site Restoration Plan, 020601 " 

■* Northern Indiana Public Service Co. 05/06/01 7pp 13436 204 
24X Fiche 50-367,82/06/01,0206090044 


930<6070153 Generic Ltr 02-11 to all LWR reactor plant licensees ^ 
applicants re transmittal pf NUREG-0716 relative to 
restart of RE Ginna Rept documents findings re cause of 
event. W/o enct 

EISENHUT, DO Division of Licensing 82/06/09 HAUSPURO, A 
Consolidated Edison Co of New York I3pp 13597 349 24X 

rich* 50-000, 02/06/09, 8206090 1 53 


6- Adjudicatory correspondence 


8206090144 Application for award of fees axpensas under Equal Access 
to Justice Act Fees requested for sves re proceedings on 
proposed amend to CP to extend completion date Ic proposed 
amsirid to allow foundation of short pilings 

UOLLEM. R J X WHiCHERrJ M Businessmen for the Public Intsrosfc 
95/06/04 Atomic Safety and Licensing Board Panel 5pp. 

13439 054 a4X Fiche 50-367x02/06/04,8206090144 


— 8206090149 Affidavit of RJ Voilen re casts 6 legal sves provided 

VOLLENi R J Businessmen for the Public Interest 82/06/04, £5pp 
13439 059 24X Fiche 50-367.82/06/04.0206090144 


— 0206090149 Affidavit of RL Oraham re reasonable & customary charges of 
attys 

ORA HAM. R L Businessmen for the Public Interest 02/06/03 6pp, 

13439 099 24X Ficha 50-367,02/06/04,0206090144 


— 0206090150 Hemorandum of law supporting application for award of fees 
& expenses under Equal Access to Justice Act Proceedings 
pending on effective date of act. party prevailed 8( amount of 
fees % expenaoB compensable Certificate of Sve end 
VQLLEfli R S Bitsi nessmon for the Public Interest 02/06/04 
Atomic Safety and Licensing Board Panel I3pp 13439 095 24X 

Fiche 30-367,03/06/04,0206090144 


020610024? Memorandum supporting Buoiness 6 Prof People for Public 
Interest application for au^ard of atty foes 6 expenses 
ORABONQKIpA K . GRABONEKlrO V Affiliation Unknown 02/06/07 1 1> 

13531 ?76 24X Fiche. SO-367. 02/06/07,8206180249 


B3Q62200D2 Advises that NRC uill file no rospanee to Business & Prof 
People for Public Interest 820604 application for award of 
fees until Commission Secretary renders advice on 
procerfuTG to be followed & schedule established 

LENiSxa H Hearing Branch 3 02/06/10 GROESHAN, H , LEEDS, J V. , 

HOLTON, R L Atomic Safety and Licensing Board panel 2pp 

13573 096 24X Fi che: 50-367. 02/06/ 10, 82062 200Q2 


92062B0079 Notice of ASLB reconstitution H Grossman, chairman S< 

K McCollom 8c RL Holton, members 

COTTER, D P Atomic Safety and Licensing Board Panel 82/06/19 
2pp 13624 242 24X Fiche 50-367,02/06/18,0206200079 


R Periodic operating reports It related correspondence 


0206040219 Forwards quarterly progress rapt re site restoration plan, 
per 920S06 order 

8H0Ra,E H Northern Indiana Public Service Go 02/06/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director ilpp 
13360 016 24X Fiche 50-367,92/06/01,0206040219 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F Security* medical, emergency b fire protection plans 


3206070259 Concurs le/lntorirt solution to meeting requirements of 
industrial security plan until security sys upgraded Details 
withheld (ref £0GFR73 21) 

&EIDLE,N C Division of Resident, Reactor Project It Engineering 
Programs 02/04/19 MARSHALL, J R Arkansas Power fc Light Co ip 
13366 342 24X Fiche 50-313.82/04/19,0206070259 


B20609000S Responds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. J h Division of Rules and Records 02/05/11 REYNOLDB, ) 
Debevoise U Liberman 3pp 134S4'<}03 24X Fiche 50-000,82/05/11, 

8206090D02 


— 02O6O9OO-1 i List of facilities completing emergency preparedness 
activities by B10701. 

e NRC - Mo Detailed Affiliation Given 02/05/11 9pp 
13454 006 24X Fiche 50-000,92/05/11,9206090002 


--8203110470 Submits update of status of implementation of prompt 
notification sys Regional FEHA ofes have indicated reviews/ 
tests of sys have not been conducted 

COLLINS, J T. Region 4, Dallas, Office of the Director <81/03/01) 
02/01/04 DEYOONO, R C Director's Office, Office of Inspection 
and Enforcement Ip 13454 175, 24X Fiche 50-000,02/05/1 1, 

8206090002 


— 0206090174 Advises of licensee co-mpllance u)/02O2Ol deadline fur prom 
notification sya 

COLLINS, J T Region 4, Office of Director 02/02/09 ORIHESiB If 
Division of Emergency Preparedness Ip- 13454 24B 24X 

Fiche. ^O-OOOx 02/05/11, 0206090002 


0206100216 Requests that util position re use of post-accident samplir 
sys in emergency be reconsidered in light of discovery that 
manual block valves could not be opened safely Response 
required within 10 days 

COLLINS, J T, Region 4, Office of Director 02/06/04 CAV/ANAUOH,M 
Arkansas Potuer 6 Light Co. Spp 13450 213 24X 

Fiche 30-313, 02/06/04,8206100216 


—6206090147 Affidavit of JM Voilen re costs legal sves provided 
MHICHERiJ H Businessmen for the Public Interest 02/06/04 
I5pp 13439 074. 24X Fiche 50-367,82/06/04,8206090144. 
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a2O6JlO230 Ififormfl of recent dev« lopm«nt« a^fectjjig coffimi tment'S to 
conplq w/MUREG-0737. Itfrtn 1 11 A 1 2, "Upgrade of Efljergatitg 
St/pport Facllltiei. “ by 620701 Imp leffenfcati on contingent 
upon completion of negotiation* u/union^to resume 820719 
MARSHALL# J R Arkansas Pouer l< Light Co B2/<ib/07 EISENHUTiD C 
Divlaioni of Licensing 3pp 13466 277 24X Ficfie 50 - 313 , 82 / 06 / 0 /# 

B2061 10236 


B206150163 Ack receipt of 620512 ltr,Aisend A to emergency plan Amcntl 
I to nuclear contingency plan & procedures 

COLLlMSiJ T Region 4# Office of Director 82/06/11 CAUAMAUGH, H 
Arkansas Power ie Llgfit Co Ip 13-497-357 24J( 

Fiche 50-313< 82/06/ 1 1# 6206150163 


— 8206150167 Forwards Amend 4 to emergency p 1 an Amend I to nucleai 
contingency plan Sf procedures W/o encl 

CAVANAUOHi Arkansas Power it Light Co 02/05/12 COLLlNSjJ f 
Region A, Office of Director 3p p 13497 359 24)( 

Flche go-313# 33/06/11.8206150163 


6206220189 Forwards IE Safeguards Insp Repts 50-313/82-16 tc 
30-369/82-13 on 820426-27 No n onconnp 1 ianc e noted Repti 
withheld (ref 10CFR2 790 U 10CFft73 211. 

SElDLEiHO Region 4, Office of Director 82/06/11 CAVANAUGH# W 
Arkansas Power 4* Light Co 2pp 13574 06S 24X 

Flche SO-31 3# 82/06/ 11# 8206220199 


6206160330 Releases public yersian of revised emergency plan 4c 
implementing procedures 

FELTONjiJ M Division of Rules and Records 92/06/14 Document 
Hanagement Branch Ip 13S39 327 24X Fiche 50-313.82/06/14# 

8206160330 


--B2061&0333 Foruards public version of Amend 4 to emergency plan 4r Amend 
1 to nuctsAr contingency plan & procedures Plans meet 
I0CFR90 47 & App E re q.u i reman ts Privacy info deleted H/o 
Amend 4 to emergency plan 

CAVANAUGH# N Arkansas Power 6 Light Co 82/05/12 COLLINS# J T 
Region 4. Office of Director 3pp. 13538 328 24X 

Fiche 50-313# 83/06/14, 8206160330 


— 8S06160335 Public version of Amend 1 to- nuclear contingency plan & 
procedures 

e Artansaa Power & Light Co 82/06/CQ llSpp 13538 331. 24X 

Fiche S()-313 j 82/06/14, 8206160330 


—8206160338 Public version of coitinunlc-ation ey,ulpnent manual 

» Arkansas Power 6 <-l9ht Co Bl/iO/OL lASpp 1353? 085. 24X 

Flcht 90-3l3« 82/06/14# 8206160330 


6206300333 Releases public version of permanent changes to emergency 
plan implementing procedures 

FELTON# xj M Division aP Rules and Records. 82/06/22, Document 
Management Branch Ip 1366 1 347 24X Fi chc' 50-313. 82/06/22# 

8206300333 


— B206300340 Forwards public version of permanent changes to Emergency 
Plan Implementing Procedures 1903 30 re plant evacuation* 

1903 3i re exclusion area evacuation 6 1903 32 re area 
evacuation 

« Arkansas Pauier & Light Co BS/06/11. NRC - No Detailed 
Affiliation Given Ip 13661 348 24X FSebe 90-313# B2/06/32, 

8206300333 


— B206300345 Public version of Permanent Change S to Emergency Plan 
Implementing Procedure 1903 30# “Plant Evacuation.** 

Permanent Change 2 to 1903 31# “Exclusion Area Evacuation" 

8( Permanent Change 1 to 1903.32. "Area Evacuation " 

* Arkansas Power h Light Co. 82/06/11 6pp 13661 349. 24X 

Fiche 90-31 3# 82/06/22, 8206300333 


P Operating license stage documents ^ correspondence 


3205190455 Forwards safety Ik technical evaluation of adequacV of 
station electric distribution sys voltages Results of Unit 1 
verification tests will be valid fqr Unit 2 due to close 
similarity of design U loading distribution sys 

CLARKiR A. Operating Reactors Branch 3 02/09/09 CAVANAUGH* U 

Arkanses Power -Sc Light Co Spp 13329 195, 24X 

Fiche 50-368# 02/05/05. 820 5 £90 4 55. 


— 8206010104 safety evaluation re 4 de>iuacy of station electric 
distribution lys voltages Design acceptable 
* Division of Licensing. 02/09/05. 6pp 13329.197 24X 

FUhe 90-360*82/05/05.8205190459 


— 8209140572 "Technical Evaluation of Adeq.uacij of Station Electric 
Distribution Sys Voltages for AR Nuclear One# Unit 2 " 

BELANiJ C Lawrence Livermore Laboratory, FIN A-0250 
LICID-19I27 82/03/10 NRC - No Detailed Affiliation Otven 
0pp 13329 203 24X F 1 che ' 90-360# 02/05/05# B2091 90499 


0206000182 Forwards Amend 32 to License NPF-6# safety evaluation «# 
notice of issuance & availability Amend revises power 
distribution limits re CNQR margin 

martin. R E Operating Reactors Branch 3 02/05/25 CAVANAULH. tJ 

Arkansas Power k Light Co 3pp 13442 023 24X 

Ftche 50-360. 82/05/25# B2O6O0OIB2 


— 820’60B01Q4 Amend 32 to License NPF-6# r evi s mg power distribution 
re DNBR margin 

CLARK# R A Operating Reactors Branch 3 82/05/25 7pp 

13442 026 24X Fiche 50-368, 82/05/25# 8206080102 


— 82O6OBO107 Safetg evaluation supporting Amend 32 to License NPf -6 
t- Office of Nuclear Reactor Regulation# Director 82/05/25 
I3pp 13442 033 24X Fiche 50-368, 82/05/25# 8206080 182 


— 820606D1B9 Notice of issuance 8# availability of Amend 32 to License 
KPF-6 

CLARK, R A Operating Reactors Branch 3 82/05/25 2pp 

13443 (546 24X Fiche 50-368# 82/05/25# 8206080182 


8206020328 Forwards addl info re seismic qualification of emergency 
feedwater sys per NRG 820429 request 

MARSHALL# J R Arkansas Power k Light Co 82/05/27 CLARK^R A 
Operating Reactors Branch 3 2pp 13322 251 24X 

Fiche SO- 360. 02/05/27# B206D20328 


8206020371 Application for amend to Licenses DPR-51 ^ NPF-6 consisting 
of proposed changes to Tech Specs 4 0 3 & 4 0 modifying 
language to reflect current C-B STS 

CAVANAUC^H. U Arkansas Power k Light Co 82/05/28 CLARK, R A 

Operating Reactors Branch 3 STOLZ# J F Qperating Reactors Uranrh 
4 3pp 13326 290 24X Fiche 50-313. 82/05/28# B206020371 


— 8206020410 Proposed Tech Specs changes modifying language of Ecctkn 
4 0 3 4 0 to reflect current language in C-E STS 

e Arkansas Power k Light Co 82/0S/S8 4pp 13326 293 IMX 
Fiche 90-313*82/05/28# 8206020371 


02O616O1C4 Responds to 820904 Itr re purge valve sealing fc leakage 
testing Purge valve position light checked once during each 
e-h shift to verify valve cIosure#per TMI Action Item 
II E 4.2 No further action will be taken 

MARSHALL. J R Arkansas Power 6 Light Co 82/06/07 CLARK, R A 

Operating Reactors Branch 3 STOLZ# J F Operating Reactor* Dranch 

4 29 P 13514 392 24X Fiche 50-313# 82/06/07# 8206160124 


8206090133 Oeneric Ltr 82-11 to all LUR reactor plant licensees fc 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o end 

EISENHUT, D 0 Division of Licensing 02/06/09 HAUSPURO#A 
Consolidated Edison Co of New York VANDEWALLE# D J Consumei s 

Power Co RQOT.L D Iowa Electric Light & Power Co i3pp 

13537:349 24X Fiche 50-000# 82/06/09# 02060 90153 


8206160139 Informs that addl info required for review of proposed 
changes to seismic monitoring Instrumentation Tech Spec 
surveillance requirements scheduled for submittal by 
S207I9 

HARBHALLi J R Arkansas Power k Light Co 02/06/10 CLARK. R A 
Operating Reactors Branch 3 Ip 13317 359 24X 

Fiche 90-360# 82/06/10# 8206 160139 


8206210058 Requests addl remittance for 820528 application for proposed 
Tech Spec change* Class III fee has been determined to be 
more appropriate than Class II fee since review will Involve 
considerati on of single safety issue 

MILLER# U □ License Fee Management Branch 02/06/ U CAVANAUGH# N 
Arkansas Power k Light Co Ip 13503 066 24X 

rich* 50-313, 92/06/11# 8206210050 


8206250341 Forward* Page 4 to End 2 of 020331 ltr re independence 
af reactor protection sys Page inadvertently omitted 
TRAMMELL. C M Operating Reactors Branch 3 02/06/11 CAVAN AtlCM.W 

Arkansas Power k Light Co Spp. 13629.203 24X 

Fiche 90-368# 82/06/1 1 * 020625034 1 


0206220506 Notifies that response to Generic Ltr 02-10 re status of 
NURE0~0737 items will be delayed until 820701 

MARSHALLiJ R Arkansas Power k Light Co 82/06/15 EISENHUT. DO 
Division of Licensing Ip 13501 178 B4X Fiche 90-313,82/06/151. 
8206220506 


0206290081 Responds to 820609 request for comments re proposal fnr 
resolving pressurixed thermal shock issue Disagrees w/bas-ic 
assumptions urgency for imposing inflexible regulation* 
that do not consider all parameters in issue 

MARSHALL. x/ R Arkansas Power k Light Co 82/06/21 DENTON, H R 
Office of Nuclear Reactor Regulation# Director 2pp 13634 333 
24X Fiche 90-313# 82/06/21# 8206290081 
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(3 Inspection reportsi IE Bulletins H* correspondence 


320^280100 Foruards IE Insp Repts 50-313/03-07 & 3O-3A0/82-O6 on 
820401-30 No nonconip 1 1 snc e noted 

SEIDLE»W C Division of Residentr Reactor Project & Engineering 
Programs 02/03/19 CAVANAUGH* W Arkansas Power g< Light Co 2pp 
13£»24 144 24X Fiche 50-313,82/05/19,0206200100 


— 0206200190 IE Inap Repts 50-313/82-07 •, 50-368/02-06 on 020401-30 No 
noncocnp 1 lanco noted Major areas inspected operational safety 
verif i cat ion* survB i 1 lance, mai nti fol loutup on TMI action plan 
Items ^ steam gencrat'ir blowdown pipe leak 

JOHNSON, W 5 , CALLAN, L J , HALL,R E Division of Resident, Reactor 
Project U Engineering Programs 02/05/07 lOpp 13624 146 24X 

Fiche 30-313,82/05/19,8206200180 


3206010371 Forwards IE Insp Repts 50-313/82-09 & 50-368/82-07 on 
620426-28 No none omp 1 ianc e noted 

EEffDLE, U C Division of Resident, Reactor Project 6 Engineer inq 
Programs 82/05/25 CAVANAUGH, W Arkansas Power U Light Co 2pp 
13301 316 24X Fiche 30-313,02/05/25,0206010371 


R periodic operating reports related correspondence 


8206010355 Forwards monthly oprrating rept for Apr 1903 

MARSHALL* J H Arkansas Power U Light Co 02/05/13 Office of 
Management and Program Analysis Ip 13307 045 24X 

riche 50-360,82/05/12,8206010255 


— 0206010257 Monthly operating rept for Apr 1982 

SRAMLETT. L S Arkansas Power Be Light Co 02/05/12 6pp 
13307 046 24X Fiche S0-36Bi BS/05/ 12, 0206010255 


8206010614 Forwards corrected pages to "Effluent & Neste Disposal 
Annuel Rept for 1980, " in response to NRC 820423 request 
MARSHALL, J R Arkansas Power (< Light Go 82/03/14 DEEDEi H R 
Office of Management and Program Analysis Ip 13314 S51 24X 

Fiche 30-313.82/03/14,8206010614 


— 8206010619 Corrected pages to "Effluent h Waste Disposal Annual Rept 
for 1900 " 

* Arkansas Power Zt Light Co 82/03/14 21pp 13314 252 24X 

Fiche SO-31 3, 02/05/14,0306010614 


—8206010373 IE Insp Rapts 50-313/82-07 6 50-368/83-07 on 030426-38 No 
none otnp 1 lance noted Major areas inspected environ protection 
programs including aud 1 ts, rad lologi cal B, nonradlaloglcal 
environ dionitorlng QA control of analytical measurements 
WILDDRN.L , HOLLEV, W L . MURRAY, 8 Division of Resident, Reactor 
Project i> Engineering Programs 02/05/14 lOpp 13301 3lB 24X 
Fiche 50-313,82/05/25,8206010371 


G206010441 Notifies of mods to notice of violation requirements re 
submission of responses under oath or affirmation Notice of 
vioJallon will indicate where sworn responses must be 
subml tted 

SEIDLE,HC Region 4, Office of Director 02/05/26 CAVANAUGH, W 
Arkansas Power Si Light Co 2pp 13314 277 S4X 
Fiche 50-313,82/05/26,8206010441 


8202040147 IE Info Notice 62-15, “Notification of NRC " Sve list end 
DEYOt>NO,R C Director's Office, Office of Inspection and 

Enforcement 02/05/28 t07pp 13426 095 24X 

Fiche 50-000, 82/05/201 820P040147 


8204210378 IE Info Notice 82-16, "HPCI/RCIC High Bteam Flow Setpoints " 
Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 82/09/20 
103pp 13440 S64 24X Fiche 50-000,82/05/20,8204210378 


6204210380 IE QuHetln 62-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 03/06/02 loapp 13527 150, 24X 

Flcho 50-000,82/06/02,8204210300 


8206030251 Forwards final fuel insp results Bi conclusions Info 
suppls CEN-164A-P sent 810922 Requests that portions of 
rept be classified as proprietary (ref I0CFR2 790) 

MAifSHALLiJ R Arkansas Power «i Light Co 82/06/02 CLARK, R A 
Operating Reactors Branch 3 Ip 13420 214 24X 

Fiche 5 0-368, 02/06/02, 820608025 1 , 


—8206080255 Affidavit re 820928 refuel outage esam results Info to bo 
withheld re operating characteristics of C-E fuel << test 
data or similar data concerning process, method or component 
SCHERERrA E Division of Licensing, 02/05/27. 4pp 13420 219 
24X Fiche- 50-368, 82/06/02,8206000251 


—8206080250 Nonpropr i etary "ANO-2 Cycle I Refueling Outage Fuel Exam 
Results " 

» Combustion Enginoeringi Inc 01/06/02 6pp 13420*219 24X 

Fiche 50-368, 02/06/02, 0206000291 


— 8206010643 Requests comment s, changes tc addl info re end "Effluent L 
Haste Disposal Annual Rept for 1780, " by B20521 W/o end 
HARTFIELD.R A Office of Management and Program Analysis 
62/04/23 CAVANAUGH, H Arkansas Power t> Light Co ip 
13314 273 S4X Fiche 50-313.82/09/14,8306010614 


S Reportable occurrences, LERs & related correspondence 


8204300003 Responds to FQfA request for five categories of documents 
re Sept 1979 rept, "Recommendations of TMl-2 IE 
Investigation Team Approx I70 pages of matl being placed 
in PDR 

FEi-TON, J M- Division of Rules and Records 02/04/02 WEISB,E R 
Union of Concerned 8clentlsts Ip 12920 032 24X 

Fiche 50-000,83/04/02,6204300003 


—9204300390 Discusses 800139 overcooling transient Generic t* plant- 
specific sys used for control purposes, such as preventing 
opening of code safety valves, should be reviewed re need for 
mechanism to prevent ma 1 func t ionlng of control sys 
HUNTER, D R Region 3, Chicago, Office of the Director 00/03/19 
JORDAN. E L Division of Roactor Operations InBpvctions 3pp 
12920 172 24X Plche 50-000, G2/04/02i 0204300003 


0206100115 Forwards LER 8S-015/03L-0 

MARSHALLtO R. Arkansas Power U Light Co 02/09/86 SEIDLE, W C 
Division of Resident, Reactor Project Eng Ineering Programs Ip 
13449 139 24X Fiche 50-368,02/05/26,0206100115 


—8206100119 LER 02-01 9/03L-0. on. 020420, discharge control valve 2CV-1036 
from emergency feedwater pump B (2P-70) to steam generator B 
I2£-24B> failed to close Cause not determined Valve manually 
tripped, recycled Zt returned to avc 

ROOER6, P Arkansas Power Light Go. 02/05/26 Region 4, 

Office of Director. 2pp. 13449 140 a4X Fiche 90-368,82/ 05/2*1 
8206IOOL15 


0206110197 Forwards LER 82-01 1/99X-0 

MARSHALL. JR Arkansas Power & Light Co, 02/05/26 BEIDLE, N. C. 
D-ivislon of Resident, Reactor Project & Engineering Programs Ip, 
13466 343 24X Fiche' 90-368, 02/05/26, 02061 10197 


—8206110201 LER G2-01t/99X-0 on 020415, at lOOV. full power, leak found 
inside containment in G steam generator blowdown line 
between valve 2CV-1065 6 containment penetration 2P-64 
Caused by erosion due to steaai/uatnr impingement on piping. 
RQGERBi P Arkansas Power U Light Co 02/05/26 Region 4, 
Office of Director. Hpp 13466 344 24 X Fiche 50-360, 02/05/26, 

8206110197, 


0204210383 IE Info Notice 82-17, "Overpreisur i rat Ion of RC8, " 9vc list 
end 

JORDAN, E L Division of Engineering li Quelity Assurance 02/06/11 
106pp. 13675 250. 24X F»che 50-000,02/06/11,0204210303 


8206070139 Forwards LER e2-0l6/03L-0 

MARSHALL., J R Arkansas Pewer Be Light Co 02/05/27 0EIDLE, U C 
Region 4, Office of Director Ip 13371 022 24X 

Fiche, 30-368, 02/09/27,8206070139 


8204210384 IE Info Notice 02-10, “Assessment of Intakes of Radioactive 
Matl by Workers " 8vc list end. 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109 24X 

Flcbe 50-000,02/06/11,8204210384 


—8206070143 LER 02-O16/O3L-O on 820505, electrolyte levels of battery 
cells In 20^12 found aboye max Tech Gpec levels Caused by 
over charging battery to raise cell voltagea Electrolyte 
removed from cells 

ROGERa, P Arkansas Power & Light Cq 02/05/27 Region 4, 
Office of Directgr Ip 13371 023 24X Fiche 50-360,02/05/27, 

8206070139 


8206220109 Forwards IE Oafsguards Insp Repts 90-313/82-16 & 
50-368/82-13 on 820426-27 No noncompl lance noted Repts 
withheld <ref 10CFR2 790 10CFR73 21) 

SEIDLE, VI C Region 4, Office of Director. 62/06/11 CAVANAUGH. 14 
Arkansas Power 6 Light Co 2pp 13574 065 a4X 
Flch* 30-313,02/06/11,8206220189 


8206180177 Forwards LER 8a~0t7/O3L-0, 

MARSHALL. JR Arkansas Power U Light Co 02/05/20 SEIDLE, U C 
Division of Resldenti Reactor Project h Engineering Programs Ip. 
13503 346 a4X Fiche 50-360,82/05/28,0206150177 



266 


DOCKETED ITEMS 


— 820615017? LEft B2-0t7/0aL-0 ea0505.uhlle in liiode 3, incrsase-d leak rate 
noted In pressure sensing line for RC3 middle seal caused by 
cracfr of undeterfnlned origin In ueld on first elbo-ui 
downstream of reactor cocUnt pump seal flange 
aOGERS, P Ariansas Power ic Light Co 02/05/28 Region A, 

Office of Director 2pp 13303 3A7 24 X Fiche 50-'36B* 02/05/28. 

B20619D177 


8S060&03tO PNO" on 820-603 j c aniro 1 led Sbutdoun initiated due to 

detection of leak atop pressuriier Licensee plana to go cold 
to shutdoun to effect repair Outage of 2 dags currently 
antic ipated 

SEIDLE. H C . JOHNSON. H Q . HALL.R E Region 4, Office of Director 
92/06/03 Ip 13420 007 24X Fiche 50-360.02/06/03.020608031(1 


docket 50-369 WILLIAM B MCGUIRE NUCLEAR SfATIDN, UNIT 1 


A Appl Ication/construct 1 on stage documents & correspondence 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licensees U 
applicants re transmittal of NUPCG-0916 relative to 
restart of RE Olnna R«pt docuinents findings re cause of 
■vent U/o end 

EISENHUT. D 0 Division of Licensing 82/06/09. HAUSPURO. A 
Consol 1 dated Edison Co of Neu York MULLER. G E rillnols Power Co 
CAPONE. D W Union Electric Co t3pp 13557 24X 

FI Che. 50-000. 82/06/0?. 8206090133 


F Security, medical, emergency & fire protection plans 


830^090002 Responds to FOIA T«(iue5t for documents re Cotnrtilssion 
decision to extend deadline for licensees to implement 
prompt not 1 f i cati an sys Forwards documents listed in ^pp A 
Documents also available in PDR 

FCLTGN.J M Divisten of Rules and Records 82/05/11 REYNOLDS, N S 
DebavoUe «i Liberman 3pp 13454 003 24X Flche 50-000. 02/05/11. 

BS06090002 


— 8206090011 List of facilities completing emergency preparedness 
actlvitltf by BL0701 

« NRO - No Detailed Affiliation Given 82/03/11 9pp 
13434 006 24X Flche SO >000. 82/03/ 1 1 . 0206090002 


—62060200 30 Public version of revised crisis mgt plan imp lemen tinq 
plariE/procrdures. including Procedures 5 3 1 re recovery 
manager 6 immediate staff group plan. 5 3 7 re technical 
support group 6 5 3 16 re qyarterly inventory 

Duke Power Co 82/04/30 150pp 13338 145 a4X 

Fi c he 50-000. 62/05/25. 0206020034 


— 8206020063 Public version of revised emergency plan implEmentlng 
procedures. consisting of Station Directives 2 5 1 ra 
emergency response training program S □ 0 2 re station 
emergency organization 

Duke Power Co 82/05/05 23pp 1333S 342 24X 

Fiche 50-000 82/05/23.0206020034 


0206160366 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 02/06/16 Dacurfiptit 

Management Branch Ip 13542 000 24X Fiche 50-369,02/06/16. 

8206160366 


— 0206160377 Forwards public version of revised emergency plan 
implementing procedures, including Station Directive 3 7 3, 

"'Bomb Threat/Domb Search Plan" 8< Procedures PT/O/A/4600/06, 
"'Exercises it Drills" it EP/O/A/SOOO/00. "General Emergency ” 
PARKER. W 0 Duke Power Co 82/03/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2p p 13542 081 24X 

Fiche 50-369.82/06/16.0206160366 


— 0206160387 Public version nf revised emergency plan implementing 
procedures, including Station Directive 3 7 3. "Domh Threst/ 
Bomb Search Plan" $< Procedures PT/O/A/4600/06. "Exercises & 
Drills" 6 EP/O/A/SOOO/08. "General Emergency " 
s Du3(e Power Co 82/05/18 I25pp 13542 083 24K 

Fiche 50-369. 02/06/16. 02061 60366 


G Adjudicatory correspondence 


8206020094 Responds to FOIA request for studies or documents re 
susceptibility of 8WR pressure vessels to pressurized 
thermal shock phenomenon identified in PWRs Forwards 
documents listed in App A 

FELTON. J H Division of Rules and Records 02/02/22 HIATT. 9 L 
Affiliation Unknown 3pp 13333 321 24X Fiche 50-369.02/05/22. 

8206020094 


>•>•8206090009 Forward* first monthly rept re status of prompt notification 
vys Implementation at facilities Meteorological programs, 
emergency response facilities (t research reactors need addl 
mgt attention 6 clarification 

O'REILLY.J P Region 2i Atlanta. Office of the Director 
(81/03/011 01/01/09 DEVOUNO.R C Director's Office, Office of 

Inspection and Enforcement 4pp 13454 167. 24X 

Fiche 50-00 0* 82/09/ 1 1 . 6206090002 


—8206020106 Order authorizing issuance of full power, full Urm liCEnir 
to DPC. conforming to terms of 810609 draft license Related 
info end 

CHILKi 6 J Office of the Secretary of the Commission ai/06/P^V 
HENDRIE.J M . OILINSKY. 9 . DRADFDRD. P A Commissioners 1 3pp 
13333-327 24X Fiche 50-369. 02/02/82. 820 6020094 


—•8206090133 Responds to 020203 request for info re deficiencies 
identified In initial testing of prompt n otif icatiop sys 
Facility test info end 

STOHRf J P Division of Emergency Preparedness 6 Operational 
Support 02/02/04 GRIMES. B K Division of Emergency 
Preparedness 5pp 134S4 S39 24X Fich e: 50-000* 02/05/11, 

8206090002 


0206070466 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Sup pi 2 to NUREO-OS45, '‘Agency Procedures far NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRG response to emargency H/o end 

STOUR. J.P Division of Emergency Preparedness It Opera t lonal Support 
92/09/12 PARKER, W 0 Duke Power Co ip 13374 214 24X 

Fiche 50-000,82/05/12.0206070466 


8206040207 Forwards Revision 13 to security p Ian, Revision ulthhetd 
(ref 10CFR73 2ll 

PARKER, W O Duke Power Ca 82/05/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip. 10359 117, 24X 

Fiche 50-369.02/03/20.8206040207 


8206020034 Releases public version of crisis mgt plan.revised crisis 
mgt plan implementing p Ians /proc edures & revised NcOulre 
emergency plan implementing procedures 

FELTON. J M Division of Rules and Records 02/05/25, Document 
Management Branch Ip 13338 061 24X Fidie 90-000.02/05/25. 

8206020034 


8206170076 Order extending time until 620617 for Commission to decide 
whether to review ALAQ-669 

CKILK. 6 J Office of the Secretary of the Commission e2/O6/J0 
Contmiss toners ip 13529 390 24X Fiche 90-367.82/06/10. 

0206170070 


0206210268 Qrder extending time until 820624 for Commission to 
determine whether to review ALAD-66? 

CHILK. S J Office of the Secretary of the Commission B2/06/S7 
Commissioners Ip 13559 073 24X Fiche 50-369.02/06/17. 

8206210268 


8SO62602SO Order extending time until 620701 for Commission to review 
ALAQ-669 

CHILK. S vJ Office qf the Secretary of the Commission 6a/06/24 
Commissioners Ip 13624 170 24X Fiche 50-369.82/06/24. 

0206280220 


P Operating license stage documents !< correspondence 


0206020009 FQIA request for studies or documents re susceptibility of 
BWfi pressure vessels to pressurized thermal shock phenomenon 
Identified in PMRs. Commission 010629 deds 1 on. secy s I. nuregs 
totaling 13 documents 

HIATT.S L Affiliation Unknown 01/12/22 Office of 
Administration 2pp 13333*319 24X Fiche 50-369.61/15/22. 

02060200 09 


— 9206020041 Forwards public version of crisis mgt plan. revised crisis 
mgt plan Implementing p lans/pr ocedures U revised NcOulre 
emergency plan implementing procedures. 

PARKER. M. D Duke Power Co 82/05/07. DENTON.HR Office of 
Nuclear Reactor Regulation. Director 3pp 13330 062 24X 

Fiche: 90-000. 02/09/29, 0206020034. 


6206020094 Responds to FOIA request for studies or documents re 
euscep t 1 b i 1 ity of SWR pressure vessels to pressurized 
thermal shock phenomenon Identified in PMRs Forwards 
documents listed in App A 

FELTON,,/ M Division of Rules and Records 02/02/22 HIATT.S L 
Affiliation Unknown 3pp 13333 321 24X Fiche 50-369, 82/02/02. 

8206020094 


— 6206020047 Public version of Revision 4 to crisis mgt plan One 
oversize brochure end Aperture cards available In POR 
a Duke Power Co 82/04/15 80pp 1333B.065 24X 

Fiche 90-000. 02/05/2 5, 0206020 034 
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9S0&070SG9 Foruards re«pon&e to Ssction S t^3 of URC B01332 generic Itr 
fr NyREO-0612i control of heavy loads Tujo oversize dr^uLngs 
end Aperture cards dro available in POR 

PARKER. M □ Duke Poieor Co B2/O6/04 DENTON/ K R Office of 
Nuclear Reactor Regulation* Director ADENSAMj E O Licensing Dr-anc h 
4 t34pp 13372 06B 24X Fichfl 30-^369,82/06/04.0306070503 


62060B0373 Foruiards response to Generic Lfcr 03-10 re NUftEO-0737 items 
scheduled after 830301 

PARKER, UfO Duke Power Co 82/06/04 DENTON, H R Officoof 
Nuclear Reactor Regulation* Director ADEN S AH, E G Licensing Drench 

4 App 13416 017 24X Fiche 50-369.82/06/04,8206080373 


8206150345 Application for amend to License NPF-9 consisting of 72-11 
eiamption from Tech Specs alloujing operation at full pouier 
uhile repairing RHR HX seismic supports 

THIES. A C Duke Power Co 02/06/09 ADEN 8 AM. E G Ulconsing Druncb 

4 3pp 13S03 294 24X Fiche 30-369,82/06/09,82061 303^43, 


--B206I50349 Proposed Tech Specs allowing 7a-h operation at full pouter 
while repairing RHR HX seismic supports 
* Duke Power Co 62/06/09 Ip 13303 297 24X 

Fiche 50-367,82/06/09,8206150345 


8206160138 Confirms 820609 telcon authorization of amend to License 
NPF-7, al lowing inoperability of RHR exchangers seismic 
support sys from 820609-12 Amend, safety evaluation St FR 
notice forthcoming 

TEDESCQ.R L Assistant Director for Licensing 82/06/10 
PARKER, W 0 Duke Power Co 2p p 13530 181 24X 

Fiche 30-369,82/06/10,8206160130 


9206220391 Forwards updated responses to "Duke Power CorKcOulre Nuclear 
Stat ion. Response to THI Concerns " Revision responds to 
specific implementation of various action p lan/NUREO-0737 
items for Unit 2 

PARKER, W 0 Duke Power Co 82/06/18 DENTON,HR Office of 
.Nuclear Reactor Regulation, Director AD£NSAM,E G Licensing Oroheh 
4 29pp 135B1 330 24X Fiche 50-369,82/06/18,8206220301 


8206250364 Approves util 620430 request for withholding '’'HcOuiro 757 
Power Level Steam Generator Tube Wear Estimates," per 
10CFR2 790 

ADEMSAM.E 0 Licensing Branch 4 82/06/22 PARKER, W □. Duke Pown 

Co 2pp 13630 051 24X Fiche 50-369,82/06/22,0206290364 


0206300355 Forwards documents in response to NRC 02O1S5 4( 0329 requests 
for addl info re NUREG-05GG Info includes proprletarg rept 
ER-2S2. "Electrical Penetrations," tr "Low Voltage Power it 
Control {Types BrC,D, E, F 0} " W/o ends 

PARKER. W 0 Duke Power Co 02/06/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN8AH, E 0 Licenaing Drench 
4 2pp 13/56 326 24X Fiche 50-369,82/06/22,0206300359 


0 Inspecdon reports, IE Bulletins S* correspondence 


0206070491 Forwards IE Insp Repts 50-369/02-12 50-370/02-09 on 

820324-0416 No noncompliance noted 

DANCE.H C Division of Project & Resident Programs 82/09/10, 
PARKER, W 0 Duke Power Co, 2pp 13374 249 24X 

FUhe 50-369, 02/09/10,8206070491, 


— 0206070477 IE Insp Repts 90-369/82-12 6 90-370/82-09 on 020324-0416 No 
none Qmp liance noted Major areas inspected operational 
safety, maintr surveillance, significant event followup 6 
inspector followup items 

DEMIS, P R , HOPKINS, P C , BRYANT, J C Division of Project 
Resident Programs 02/05/07 6pp 13374.247 247 

Fiche 50-369,02/05/10,0206070491 


6206070751 Ac k receipt of IE Insp Rept 90-369/02-10 No proprietary 
info 

PARKER, W 0 Duke Power Co 02/05/14 O'REILLY, Jp Region 2, 
Office of Director Ip 13387 078 24X Fiche 90-369.82/05/14, 
0206070751 


6206070260 Forwards Revision 5 to response to IE Dulletln 79-02 Changes 
limited to anchor bolt safety factor analysis Revised pages 
should be inserted in 001208 submittal 

PARKER, N 0 Duke Power Go 82/09/21 O'REILLY, J P Region 2, 
Office of Director I9pp 13368 240 24X Fiche 50-369, B2/0 9/21, 

8206070288 


8202040147 IE Info Notice 02-19, "Notification of NRC " &vc list encl. 
DEYOUNG, R C Director's Office, Office of Inipectlpn and 

Enforcement 02/05/28 107pp 13426 095 24X 

Fiche 90-000, 02/05/20, 8202040 1 4 7 


8204210370 16 Info Notice 02-16, "HPCl/RClC High Steam Flow 8otpoiitts " 
Sve list end 

JORDAN. E L Division of Engineering & Quality Assurance. S2/09/88 
103pp. 13440 264 24X Fiche 90-000,02/09/28,8204210370. 


8206070019 Ack receipt of 020506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-369/02-07 
LEWIS, R C Division of Project 6 Resident Programs 02/09/20 
PARKER, W D Duke Power Co Ip 13307 125 24X 

Fiche 30-367, 02/09/20,0206070817 


— 8206070027 Forwards response to NRC 020406 Itr re violations noted in 
IE Insp Rept 50-367/82-09 Corrective act Ians dynamic 
rod drop test will be rerun to verify uostinghouse 
predictions that at least three of four channels will trip 
PARKER, N 0 Duka Power Co 02/05/06 O'REILLY, J P Region 2, 
Office of Director 3pp 13309 126 24X Fiche 50-367,82/05/20, 

0206070819 


— 8206070037 Forwards IE Insp Rept 50-369/83-09 on 020300-12 L notice 
Of violation 

LEUIB.R C Division of Project 6 Resident Programs 02/04/06 
PARKER. U a Duhs Powor Co 2pp 13389 12? 24X 

Fiche 50-369.82/09/20,0206070819 


— 8306070840 Notice of violation from insp on 020300-12 

« Division of Project & Resident Programs 82/04/06 Ip 
13389 131 24X Fiche 50-369,82/05/20,0206070819 


—0206070049 IE Insp Rept 5O“369/02''O7 on 020308 Nohcompl lance noted 
dynamic rod drop tost procedure TP/1/A/8190/0B changed in 
nonconservative manner ui/o approval 

DURNETT, P T t JAPE, F Division of Engineering Technical 
PTograms 02/04/01 4pp. 13389 132 24X Fiche, 50-369, 02/05/20, 

8206070817 


8304210380 IE Dulletin 02-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Soundary of PUR Plants " 

Sve list end. 

DEYOUNG, R C Director's Office, Office o# Inspection and 

Enforcement 62/06/02 lOSpp 13527 150. 24X 

FKhe 50-000,02/06/02,6204210300 


6306220333 Ack receipt of IE Insp Repts 50-369/02-13 Sc 50-370/02-07. No 
proprietary info 

PARKER*fl O Duke Power Co 02/06/03 Q'REILLV, J P Region 2, 
Office of Director, Ip 13901 '273 24X Fiche 90-369,02/06/03, 
0206220333 


8206170064 Ack receipt af IE insp rept on 8203S5-0401 No proprietary 
info Technical errors noted in Insp rept submitted. 

PARKER, M O Duke Power Co 02/06/09 DEYOUNOrR C , HEISHMAN, R F. 
Director's Office, Office of Inspection and Enforcement 2pp. 
10527,399 24X Fi che* 50-369, 02/06/09, 02061 70004 


0204210300 IE Info Notice 82-17, "Overpressur i 2 «tion of RGB ” Bve list 
oncl 

JORDAN, E L Division of Engineering It Quality Assurance 02/06/11 
106pp 13679 250 24X FI che* 50-000, 82/06/1 1, 6204210383 


0204310384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Mat! by Workers." Bve list oncl. 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement B2/06/11 ISOpp 13675' 1B9 24X 

Fiche 50-000, 82/06/ 1 1 , 0204210384. 


R, Periodic operating reports L related correspondence 


0206210301 Forwards monthly operating rept for Hay 1902, 

PARKER, W. 0 Duke Power Co 02/06/15 Director's Office, Office 
of Inspection and Enforcement Ip 13564! 300 24X 

Fiche 50-369, 62/06/15,0206210201 


— 0206210204 Monthly operating rept for May 1902 

REAVie.J A Duka Power Co 82/06/15. 6pp. 13564.301. 24X 

FUhe 90-369,02/06/15, B206210201. 


0206220149 Forwards facility operating experience rept far Jan 1961- 
Jsn 1982, inc 1 uding Info provided by Region 2 

BIRKEL.R Licensing Draneh 4 02/06/18 ADEN6AH,E0. Licensing 

Branch 4. Sp p 13591 297. 24X Fiche 50-3 69*82/06/10.0206220149 


8 Reportable occurrences, LERs L related correspondence 


0206010223 Forwards LER a2-026/03L-0. 

PARKER* W 0 Duke Power Co 02/04/23 O'REILLY, J P. Raglan 2, 
Office of Director Ip 13300*076 24X Flc he. 50-369, 02/04/23, 

82060102^23 


— B2D6010228 LER 62-O26/D3L-0, on 620326rwhlle In made 1,EMF monitors 3! 
36 6 37 declared Inoperable due to loss af alarm received 
in control raom.. Caused by seized air punp due to worn pump 
vanes New vanes Installed & pump returned to eve. , 

NARDGCl.P B Duke Power Co, 02/04/23 Region 2, Office of 

Director Ip 13300 077 24X Fiche 50-369, 02/04/23, 6206010223. 
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6206010679 RO 369/02-27 on 620326 1 acc id tnoraifcoTing in^trumvntafeion 
channeM listed in Table 3 3-10 inoperable Cojnpleta rept 
ufill be submitted by S20510 

PARKERiM O Duke Pouer Co 82/04/23 O'REILLY. J P Region 2i 
□ ffl«e of Director Ip 13314 243 24X Ftche 30-369,02/04/23. 

B2060 1 0675 


0206020094 Responds to FOIA request for studies or documents re 
susceptibility of QWR pressure vessels to pressurized 
therfliai shock phenomenon Identified in PURs Poruiards 
documents listed in App A 

FELTON. J M Division of Rules and Records 02/02/22 HIATT. 4 t 
Affiliation Unknown 3pp 13333 321 24X Fiche 30-369.02/03/22, 

8206020094 


6206010172 Forward* LER 02-O32/O3L-O 

PARKER. W O Duke Power Co 02/03/ 14 O'REILLY, J P Regs on 2. 
Office of Director ip 13307 207 24* Fiche 50-369.32/03/14, 
82060 1 01 72 


— 9206010176 LER 8a-032/03L-0 on 9204 1 9, snub b er restored to operability 
after being recnovetf on B2O4C0 u/c being declared inoperable 
Caused by lack of administrative control* allowing 
rescheduling of uork request u/unre viewed job changes 
NARDOCl.P B Duke Power Co 92/03/14 Region 2. Office of 
Director Ip 13307 208 24X Fiche SO-369. 32/05/14. 82060 10J75 


9206070333 RQ 369/02-33 on 620424, RC8 lowest operating loop temp fell 
below Tech Spec limits Investigation in progress Neit rept 
by 620604 

PARKER, N.O Duke Power Co B2/DS/24 O'REILLY. J P Region ?. 
Office of Director Ip 13363 072 S4X Fiche 90-369.02/05/24. 
8206070333 


9206070310 Forwards LER 82-034/03L-0 

PARKER. vl P Duke Power Co 82/09/25 O'^REJLLV. J P Region 2. 
Office of Director Ip 13363 042 24X Fiche 50-369.82/09/25. 
B206070310 


0206070995 Forwards response to Section 2 1-3 of NRC B01222 generic Itr 
re NUflEO-0612, control of heavy loads Two oversize drawings 
end Aperture cards are available in PDR 

PARKER. H 0 Duke Power Co 02/06/04 DENTON. H R Office of 

riijclear Reactor Regulation, Director ADENSAM. E 0 Licensinq Dr^jncfi 

4 124pp 13372 060 24X Fiche 50-369,82/06/04,8206070503 


0206090153 Ceneric Ltr 92-11 to a 1 1 LbIR reactor plant licensees Tt 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o one 1 

ElSENHUr. D G Division of Licensing 82/06/09 HAUBPilflO, A 
Consolidated Edison Co of New York MULLER. 0 E Illinois Power Co 
CAPONE, D W Union Electric Co 13pp 13557 349 24X 

Fiche 30-000, 82/06/09.8206090153 


0206220381 Forwards updated responses to '‘Duke Power Co, McOutre Nuricni 
Station, Response to TMf Concerns " Revision responds to 
specific implementation of various action p ian/NUnEO-0737 
1 terns for Uni t 2 

PARKER. W O Duke Power Co 02/06/18 DENTON. H R Offica of 

Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing aranch 

4 29pp 13981 339 24X Fiche 50-369,02/06/10.0206220301 


—0206070322 LER 62-034/03L-0 on 020425 26, diesel generator Halon f ii c 

protection sgs declared inoperable due to loss of nitrogen 
pressure Caused by metal burr on Halon sgs nitrogen cylinder 
connector Burr removed & threads cleaned 

NARDOCl.P B Duke Power Co 82/05/25 Region 2. Office of 
Director Ip 13363 043 24X Fiche 50-369.82/05/26.6206070310 


6206210059 Forwards LER 82-033/03L-0 

PARKER. U □ Duke Power Co. 02/06/04 Q'RCILLV.J P Region 2. 
Office Pf Director ip 13560-031 24X Fiche 50-369,92/06/04. 
0206910059 


— 8206210063 LER 02-O33/-O3L-O on 620424, during power escalation after 
star tup. rea ctoT coolant loop temp dipped below Tech Spec 
min No cause identified, Temp average restored uithln 
3 minutes 

NARDOCl.P D Duke Power Co 82/06/04 Region 2. Office pf 
Director Ip 13960 032 24X Fiche 50-369.02/06/04,8206210059 


82D630D247 Forwards LER 82-035/03L-0 

PARKER. N 0 Duke Power Co. 02/06/16 O'REILLY, JP Region 2, 
Office of Director Ip 13653 323. 84X Fiche 50-369.02/06/16. 
8206300247 


— G206300253 LER 82-039/03L-0 on 620517. in mode 1 , containment ventilation 
unit condensate drain tank composite samp ier declared 
inoperable due to loss of continuous sampling capacity 
Caused by improper adjustment of pressure regulator valve 
NARDOCl.P B. Duke Power Co 62/06/16 Region 2, Office of 
Director Ip 13653 324 24X Fiche 50-369,02/06/16.8206300247 


8206300240 Forwards LER 82-036/03 L-0 

PARKER, M O Duke Power Co 02/06/18 O'REILLY.UP. Region 2. 
Office of Director Ip 13653 330 24X Fiche 50-369,92/06/10, 
B206300240 


—6206300245 LER 0:2-O36/O3L-Q an 820521. during diesel generator load 
sequencer IB test. one timer failed to pick up toad within 
allowable tolerance Caused by Instrument drift Timer 
recalibr it test complated satisfactorily 

NARDDCItP B. Duke Power Co. B2/06/1G Region 2. Office of 
Director Ip 13653:331 24 X Fiche 90-369,82/06/19,0206300240 


DOCKET 50-370 WILLIAM B MC QUIRE NUCLEAR &TATIOW, UNIT 2 


A Appl i cation/conskruc tlon stage documents b correspondence 


0206020089 FOIA request for studies o-r documents re susceptibility of 
BWR pressure vessels to pressurijed thermal shock phenomenon 
identified in PWRs, Commission 81062? dec i sion, secys le nurags 
totaling 13 documents 

HIATT, 8. L. Affiliation Unknown. 91/12/22 Office of 
Administration 2pp 13333:319 24X Fiche 50-369,91/12/22, 

6206020089 


8206300395 Forwards documents in response to NRC 920125 6 0329 ruqueii* 
for addl Info re Nl/REO-OSSB Info includes proprietary rept 
ER-252, "Electrical Penetrations," 6 "Low Voltage Power *f 
Control (Types B.C.D, E. F 6 G) " W/o ends 

PARKER, W 0 Duke Power Co 02/06/22 DENTON, H R DfPiCO of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Oranzh 
4 2pp 13656 326 24X Fiche 90-369,82/06/22.0206300395 


F Security, medical, emergency flro protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to evtend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in FOR 

FELTON. J M Division of Rules and Records 03/09/11 REYNaLD^.Pfff 
Oebevoise b Liberman 3pp 13454 003 24X Fiche 30-000. 02/0 5/ JL 

8206090002 


— 0206090011 List of facilities completing emergency proparednass 
activities by 810701 

« NRC - No Detailed Affiliation Given BS/09/U ?pp 
13494 006 24X Fiche 50-000,82/05/11.8206090002 


— 6206090009 Forward# first monthly rept re status of prompt no ti f leal if 
sys implementation at facilities Meteorological programs, 
emergency response farilities U research reactors need addl 
mgt attention 6 clarification 

O'REILLY, V P Region 2, Atlanta. Office of the Director 
(81/03/01) 81/01/08 DEVOUNOiR C D1 r ec tor ' « Df f 1 c « . Office of 

Inspection and Enforcement 4pp 13454. 167 24X 

Fiche 50-000,82/03/11,8206090002 


—8206090133 Responds to 820203 request for info re deficiencies 
Identified in Initial testing of prompt notification sys 
Facility test Info end 

STOHRr J P Division of Emergency Preparedness 6 Qperaiional 
Support 82/02/04 GRIMES, B K Division of Emergency 

Preparedness Spp 13434 239 24X Fiche 90-000,02/05/11* 

8206090002 


8206070466 Forwards Region 2 incident responoe plan dtd Mar 19B2 Plan- 
issued as Buppl 2 to NUREQ-0B45, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end. 

3T0HR,J P Division of Emergency Preparedness It Operational Bupp-ort 
82/05/12 PARKER, W 0 Duke Power Co Ip 13374 214 24X 

Fich* 30-000, 82/09/12, 0206070466 


8206040207 Forwards Revision 13 to security plan Revision withhold 
(ref 10CFR73 21) 

PARKER, W 0 Duke Power Co 82/05/20 DENTDN.H R Offica pf 
NoeUar Reactor Regulation, Director Ip, 13359*117 a4X 
Fiche' 50-369, B8/05/20. 8206040207 


0206020034 Relaasea public version of crisis mgt plan. revi sed crl#l# 
(igt plan implementing plans/procedures I, revised McGuire 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 82/05/23. Dacument 
Branch Ip 13338 06i 24X Fl che* 50-000, 02/OS/3S* 

8206020034 
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— B 206020041 Farwards public version of crisis mgt plant revised crisli^ 
nsb plan Imple/nentin^ p lans/procedures & revised McGuire 
•fflorpency plan implementing procedures 

PARKERil^ 0 Duke Pouer Co B2/05/07 DENTQNt H R Office of 
Nuclear Reactor Regulation* Director 3pp 1333B 065 24X 

Flcha 50-000*02/05/23.0206020034 


— BS06020047 Public version of Revision 4 to crisis mgt plan One 
oversiie brochure end Aperture cards available in PDR 
« Puke Pouer Co 02/04/15 eOpp 13330 065 24X 

F i c h o 50-000. 02/05/25. 8206020034 


•'-0206020050 Public version of revised crisis mgt plan implementing 
p lans/pracedures. including Procedures 5 3 1 re recovery 
manager S. immediate staff group plan. 5 3 7 re technical 
support group & 5 3 16 re i^yarterly inventory 
* Duke Pouer Co 02/04/30 ISOpp 13338 145 24X 

FI Che 50-000.02/05/25,0206020034 


— 8206020063 Public version of revised emergency plan implementing 
procedures, consisting of Btation Directives 2 5 1 re 
emergency response training program C. 3 8 2 re station 
emergency organization 

« Duke Pouer Co, 82/05/05 23pp 13330 342 24X 

Flche 50-000.82/05/25.8206020034 


8206160366 Releases public version of revised emergency plan 
Implementing procedures 

PEL TON. J M Division of Rules and Records 82/06/16 Document 
Management Branch Ip 13S42 000 24X Flche 50-369.02706/16, 

8206160366 


-8206160377 Forwards public version of revieed emergency plan 
implementing procedures, Inc lading Btatlon Directive 3 7 3* 
"Bomti Three t/Bomb Search Plan" Procedures PT/O/A/4600/06* 
'^Exercises Drills'* & EP/O/A/5000/00, "Oeneral Emergency " 

PARKER,W □ Duke Power Co 82/03/20 DENTON, K R Office of 

Nuclear Reactor Regulation, Director 2pp 13342 001 24X 

Flche 50-369,02/06/16,8206160366 


— 0206160387 Public version of revised emergency plan implementing 
procedures, including Station Directive 3 7 3, "Bomb Thraat/ 
Domb Search Plan*' & Procedures PT/O/A/4600/06, "Exercises It 
OrUls" & EP/O/A/5000/00, “Oeneral Emergency " 

* Duke Power Co 02/05/10 isapp 13542.003 a4X 
Flche 30-369,82/06/16.8206160366 


0 Adjudicatory correspondence 


6206020094 Responds to FOIA reiiuest for studies or documents re 
susceptibility of BWR pressure vessels to pressurlxed 
thermal shock phenomenon identified in PWRs Forwards 
documents listed in App A 

FELTONiJ. M D1 vie Ion of Rules and Records 02/02/82. HIATT, 8, L 
Affiliation Unknown 3pp 13333321 24X Flche 30-369,02/02/32. 

8206020094. 


— 8206020106 Order authorliing issuance of full power, full term llcensr 
to OPC, conforming to terms of 810609 draft license Related 
info end 

CHILK.8 J Office of the Secretary of the Commission, 81/06/29. 
HENDRIE.J H . QILINSKY. V . BRADFORD, P A. Commissioners 13pp 
13333 327 24X Flche 30-369,82/02/22.8206020094 


8206170078 Order extending time until 020617 for Commission t« decide 
uhether to review ALAB-669 

CHILK. 5 J Office of the 8ecretary of the Commission 88/06/10 
Commlsstoners ip 13529 338 24X Flche. 30-369, 02/06/ 10, 

8206170078 


8206210268 Order extending time until 820624 for Commission to 
datarmine whether to review ALAD-669. 

CHILK, 6 U Office of the Eecretary of the Commission 82/06/17 
Commissioners Ip 13339 073 24X Flche 30-369,02/06/17. 

6206210368 


8206260220 Order extending time until 020701 for Commlislnn to review 
ALAB-669. 

CHiLKiS. J Office of the Secretary of the Commission 02/06/24 
Conunlsf loners Ip 13624 170 24X Fiche* 50-369, 82/06/24. 

8206280320 


O Inspection reports. IE Bulletins & correspondence 


8206070491 Forwards IE Insp Repts 30-369/82-12 l< 30-370/82-09 on 
820324-0416, No noncompllance noted 

DANCE, H c Division of Project 6 Resident Programs 02/03/10, 
PARKER. N □. Duke Power Co 2pp 13374,245, 24X 

Flche 30-369.82/05/10,8206070491 


— B206070497 IE Insp Repts 50-369/82-12 fc 50-370/82-09 on 020324-0416 No 
moncQmp 1 iance noted Major areas inspected operational 
safety . mal n t, surve 1 1 lance, signi f leant event followup Be 
inspector followup items 

BEMIS.P R , HOPKINS, P C , BRyANT, J C Division of Project 6 
Resident Programs 02/05/07 6pp 13374 247 24X 

Fiche 30-369.02/05/10.8206070491 


B206070744 Ack receipt of IE Insp Bept 30-370/82-06 No proprietary 
info 

PARKER. M 0 Duke Power Co 02/05/12 0*flElLLY, J P Region 2. 
Office of Director 1 13389 IS2 24X Flche 30-370,02/03/12, 

8206070744 


8206070288 Forwards Revision 5 to response to IE Bulletin 79-02 Changes 
limited to anchor bolt safety factor analysis Revised pages 
should be Inserted in 801S03 submittal 

PARKER. U D Duke Futuer Co 82/05/21 O'RElLtY.UP Region S, 
Office of Director 19pp, 1336B 248 24X Riche 30-369,82/05/21, 

8206070200 


8206070790 Ack. receipt of lE Insp Kept 50-370/02-05 No proprietary 
info 

PARKER. M □ Duke Power Co. 02/03/27 O'fiElLLY, J P Region 2. 
Office of Director. ip 13307 337 24X Fiche 50-370,82/05/27, 
0206070798 


0302040147 IE Info Notice 82-15, "Notification of NRC " 8vc list »hcl 
DEYOUNO, R C Director's Office, Office of Ihspection and 

Enforcement 02/05/28 107pp 13426 093 24X 

Fiche- 50-000, 82/05/28, 0202040147 


0204210370 IE Info Notice 02-16. "HPCr/RCIC High Steam Flow Setpothts " 
Sve list end 

JORDAN, E.L Division of Engineering U Quality Assurance 02/05/28 
103pp 13440 264 24X Flche 50-000,82/05/28,0804210370 


0204210380 IE Bulletin 02-02* gy^adation of Threaded Fasteners In 
Reactor Coolant Preasure Boundary of PHR Plants '* 

Sve list end 

OEYBJNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOSpp 13527 150 24X 

Fiche 50-000,82/06/02.0204210380 


8206220333 Ack receipt of lE Insp Repts 50-369/82-13 h 30-370/02-07 No 
proprietary info 

PARKER, W D Duke Power Co 83/06/03 O'REILLV, JP Region 2, 
Office of Director Ip 13581; 373 24X Fiche 30-369,82/06/03. 
8206220333 


0206170004 Ack receipt of IE insp rept on 020323-0401 No proprietary 
Info Technical error* noted In imp rept submitted, 

PARKER, W 0 Duke Power Co 02/06/09 DEYOUNO. R C , HEIBHMAN.Fl F 
Director's Office. Office of rnspection and Enforcement 2pp. 
13529.35 5, 24X Fiche 50-369,02/06/09,0206170084 


8204210303 IE Info Notice 82-17. "Overpressur 1 cation of RGB " 0vc list 
end 

JORDANrP.L Dlvtsi-on Of Engineering 8. Quality Assurance. 02/06/11, 
106pp 13673 258, 24X Fiche, 50-000, 82/06/ 1 1. 6204210383 


0204210384 IE Info Notice B2-1Q. "Assessment of Intakes of Radioactive 
Matl by Vlorkers '* Bve list end. 

DEYOUNO, R Director'* Office. Office of Inspection and 

Enforcement. 02/06/11 iSOpp 13673 109 24X 

Flche 50-000,82/06/11.8204210394 


DOCKET 50-371 TECHNICAL UN IV OF MUNICH RESEARCH REACTOR 


C Utility Environmental Report <ER). amends 1. correspondence 


8206020255 Inform* of approval of 020317 exemption retiuests re receipt 
measurement* h limits of errors on shipment* 

EVANS, L J Fuel Facility Safeguards Licensing Branch, 02/04/15 
KIRK. N r United Nuclear Carp. 6pp. 13334*290 24X 

Fiche: 50-371, 02/04/15.8206020255 


DOCKET 50-373 LA8ALLE COUNTY STATION, UNIT 1 


A Applicatio-n/conitructioh stage documents it correspondence 


0206070203 FOIA request for rfocuments re const of faclUtie*. 
KODNER, J L Tutt U Kodner. 82/03/30 Division of Rules end 
Records 3pp 13425*001 24 X Fiche’ 30-373. 02/03/90. 0206070203. 
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eS06230007 response to FOIA request for eight categories of 

idocunents Foruarifs docunients listed in app Financial info in 
Documents 3-54j 3-55 & 5-U deleted 

FELTOWi J H Division of Rules and Records 02/0-4/29 MCMUfiftAY. £ « 

Klrtpatrlcki Lockhart. HiU. Christopher It Phillips 21pp 
13604 044 24X Fiche 50-000,02/04/29*0206230007 


— B102230492 Forwards requests for addl info re additions to recently 
review Q-lists Requests should be transmitted -to applicants 
or licensees at earliest convenience 

NOONAN I V. S Assistant Oire-ctor for fiaterials & Qual i f i cati ons 

Engineering. ai/OS/OS TEDESCOiR L Assistant Director for 
Licensing 4pp 13605 207 S4X Fiche 50-000,02/04/29*020623000/ 


B30607021 I Responds to FOIA request for documents rc const of plants 
Forwards documents listed in Apf A Info partially uithhald 
<Tff FOIA Exemption 7> 

FCL70IN* J M Division of Rules and Records 02/05/11 KDONER* U L 
Tott 9i Kodntr 3pp 13425 004 24X Fiche 50-373*92/05/111 

0206070211. 


— 0206070222 Submits investigation plan & schedule re OAD findings 
disclosed during review of Region 3 insp b const activities 
at facility & statements taken from site const personnel 
Confidential info deleted 

NEISHNANrR F Region 3, Chicago* Reactor Construction tc 
Engineering Support Branch 78/02/02 NDRELIUS, C E Region 3, 
Chicago* Office of the Director 10pp. 13425 009 24X 

Fiche 30-37 3*02/03/11. 8206070211 


— 0206070223 Discusses allegations re design 1* welding of electrical 
cable tray supports within containment* per telcon u/ 

HF Foleg Co electrician 

HAVES, D M Region 3. Chicago, Office of the Director 70/01/31 
HEI0KKAN*R F Region 3. Chicago* Office of the Director Ip 
13425*027 34X Fiche 50-373* 02/05/1 1 . 020607021 1 


— 9203230211 Expresses concern re drilling of holes through rebar to 
install electrical equipment 

GOODIE* J S rUlnals. State of 03/03/18 BDURNIA* A Office of 

Nuclear Reactor Regulation* Director 2pp J342S 028 24X 

Fiche; 50-373*02/05/11* 020607021 1 


' — 0206070235 Forwards memos re allegations conce. nlng core drilling 
througri rebar Incident transferred due to high priority & 
avallabllltv ef investigatoT i • per 020332 discussions 
Assistance request form end 

UARNICK.R F. Region 3* Office of Director 02/03/35 
NORELlUSfC E Division of Engireerlng tc Technical Frograms 2pp 
13425 030 24X Fiche 50-373*82/05/11,9206070211 


— 0206070239 Bumsnarltes 820306 & 08 tel cons w/J Goodie of IL Atty 
General ofc re allegations concerning core drilling through 
rebar in reactor b offgas bldg at facility Problem seems to 
be generic to plant 

FOSTER* J.E. Region 3, Office of Director 82/03/13 Region 3, 
Dffice of Director 2pp 13425:032 24X Fiche 50-373*02/05/11, 

020607021 1 


-*-820 6070242 Summarixes 020126 telcon u/D Lon genie of Channel 5 TV re 
allagations concerning const li installation of conduit I* 
radiation monitors In offgas bldg at facility 

NARNICK*R. F Region 3* Chicago* Office of the Director (01/03/01). 

02/01/20. Region 3* Chicago* Office of the OiTtetor (81/03/01). 

2pp 13425.034 24X Fiche 50-373* 02/05/11, 0206070211 


— 0206070246 Sy timer I res 020204 telcon w/D Lon gen it of Channel 5 TV re 
allegations epnetrning installation of conduit U radiation 
monitors In offgas bldg. Inf o may be related to TV-5 story 
aired on B2O204 

FOSTER, Region 3* Office of Director 02/02/10 Region 3* 

Office of Director 2pp 13425 035. 24X Fiche SO-373, 02/05/1 1 * 

020607021 i 


— B206070256 Offgas bldg roof rept 

fiHANLIN,D WRC - No Detailed Affiliation Given 82/03/29. 2pp. 
1 342 3 j 030 2 4X Fiche: SO-373 *92/05/11* 02060702 1 1 


— 6206070259 Discusses 020326 contact w/J Goodie of IL Atty Generals Dfc 
re State of IL petition resulting from allegation concerning 
fad 1 itles, 

FOSTER* J.E Region 3* Office of Director, 82/03/31 Region 3, 
Office of Director Ip 13425.043 24X Fiche 90-373*02/05/11, 

8206070211 


— 8206070266 Specs for concrete erpanilan anchur work 

« Sargent 6 Lundy, Inc 76/09/23 400pp. 13425' 121 24X 

Fiche: 50-373* 02/03/ U * 02060702 1 1 . 


— B206070275 Request to institute show cause proceeding I* for other 
relief to immediately syepend consideratl on of util request 
for fuel loading I, low power testing in light of newly 
discovered safety issues 

rAHNER*TC IlUnois* State of 02/03/24 Commi s s i oner s 

28pp 13425 327 34X Fiche 30-373.02/05/11*0206070211 


F Security* medical* emergency & fire protection plans 


02O6C 40256 Advl ses that emergency preparedness exercise has been 
rescheduled to Apr 1982 

SARGENT* C E Commonwealth Edison Co 82/01/10 DENTON* H R Office 
of Nuclear Reactor Regulation* Director Ip 1335B 034 24X 

Fiche 30-373*02/01/10,6206040256 


02O6D9OOO2 Responds to FOIA request for documents re Commission 
decision to extend deadline For licensees to implement 
prompt notification sgs Forwards documents listed In App A 
Documents also available in PDR 

FELTON* J N Division of Rules and Records 02/05/11 REYNOLDS* N 3 
OebeVDise 6 Liberman 3pp 13454 003 24X Fiche 50-000*82/05/11, 

8206090002 


--02O6O9OO1 1 List of facilities completing emergency preparedness 
activities by 610701 

a NRC - No Detailed Affiliation Given 02/05/11 9pp 
13454 006 24X Fiche 50-000*03/05/11*820 6090002 


—6206090033 Forwards updated info re prompt notification 6 warning sgs 
for Region 3 licensees 

PAPER lELLOi C J Emergency Preparedness le Program Support Rranch 

01/12/01 RAHDS* 8 L Emergency Preparedness & Program Support 
Branch 4pp 13454 120 24X Fiche 50-000* 02/05/1 1* 030609 0002 


— 8203110477 Forwards update on prompt notification 6 warning sys (^or 
Region 3 licensees FEMA estimates approx 65*/* of reviews of 
proposed sys now complete 

HlNDiJ A Division of Emergency Preparedness it Dperatlona] 
Rupport 02/01/03 GRIMES* B K> Division of Emergency 

Preparedness 4pp 13454 133 a4X Fiche 50-000*02/05/11. 

6206090002 


920602-0134 Releases public version of revised LZP procedures 

FELTON. J M Division of Rules and Records 02/05/23 Document 
Management Branch. Ip 13333 129 24X Fiche 50-373*02/05/55. 

6206020124 


'•-6206030130 Forwards public version of revised LZP proeeduree* inc ludirg 
Pr-ocedures LZP 1330*25 re sampling of reactor coolant at 
high radiation sample sys It LZP 1330-26 re sampling of 
containment air at high radiation sampling sys 
HOLVOAK.R H Commonwealth Edison Co 82/04/01 Office ot 
Nuclear Reactor Regulation* Director Ip 13333 130« 24X 

Fiche. 50-373, 82/05/35* 0206030124 


— 8206630151 Public version of revised LZP procedures* Inc lud ing 
Procedures LZP 1300-25 re sampling of reactor coolant at 
high radiation sample sys 8* LZP 1330-26 re sampling of 
containment air at high radiation sampling eye Index end. 

« Commonwealth Edison Co 82/03/19, 66pp 13333 131 24X 

FIcfie SO-aZa, 02/03/25* 8206020124 


02O618O366 Forwards post-exercise evaluation conducted 001204. State of 
IL successfully protected public 5 wks prior to exercise 
State Ic county demonstrated improved capability bo protect 
public health tc safety in nuclear accident on B10930 
KJtlKMfR H. Federal Emergency Management Agency 02/03/26 
CftlKEBiB Dl vie ion of Emergency Preparedness Ip 13545 290 P4X 
Fiche: 50-373. 02/09/26, 6206100266 


8206070173 Reltaiei public version of 10CFR50 5? format for safety 
evaluation of revised LZP test/procedure 

FELTONiJ M Division of Rules and Records, 82/05/27 Document 
Management Branch In, 13427 22 5 24X Fiche 50-373*02/05/2 7* 

6206070173 


— 0206070101 Public version of 10CFR50 59 format for safety evaluation 
of Revision 4 to Test/Procadure LZP 1320-1* ‘’Augmentation 
of Plant Staffing " 

apTANTfL Commonueelth Edison Co. 02/05/17 2pp 13427* 226 
24X Fiche 50-373* 02/05/27.8206070173 


0206070218 Releases public vereion of revised LZP procedures 

FELTON* J M Division uf Rules and Records 02/05/27, Document 
Management Branch Ip 13427 152 24X Fi che* 50-373* 82/09/27, 

0206070210 


— 6206070272 Forwards request to Institute show cause proceeding Ic for 
other relief. 

GOODIE* J 0 Illinois* State of, 62/03/24 Docketing L Services 
Branch Ip 13425 326 24X Fiche, 90-373* 82/05/1 1 , 020607021 1. 
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— BS06070223 Foruard* public version of revised LZP procedures^ including 
Procedures UZP 1330-21 re determination of reactor coolant 
chloride concentration at high radiation sampling sgs 
Receipt form end 

HDLVDAK, R H Commonwealth Edison Co 02/05/13 Office of 

Nuclear Reactor Regulation^ Director Ip 13427 193 24X 

Fiche 50-37 3i 02/05/27, 0206070218 


— 620607022? Public version of revised LZP procedures, Inc luding 
Procedure LZP 1330-21 re determination of reactor coolant 
chloride concentration at high radiation sampling sgs 
Revised Indeit end 

* Commonwealth Edison Co 82/05/07 57pp 13427 154 24)f 

Fiche 50-373,02/05/27,0206070210 


B206070232 Releases public version of revised emergency plan LZP 
procedure 

FELTON. J M Division of Rules and Records 62/09/27 Document 

Management Branch Ip 13427 264 24X Fiche 50-373*82/05/27, 

6206070232 


— B206070238 Forwards public version of Revision 3 to Emergency 
Plan LZP Procedure LZP 1320-1, ’'Augmentation of Plant 
Staffing " Receipt form end 

HOLYDAKiR H Commonuieal th Edison Co, 02/05/05 Office of 
Nuclear Reactor Regulation, Director Ip 13427 26»5 24X 

Fiche 50-373,02/05/27,8206070232 


— 8206070241 Public version of Revision 3 to Emergency Plan LZP ProceduTO 
LZP 1320-1, ’’Augmentation of Plant Staffing ” Revised index 
end 

* Commonuealth Edison Co 02/04/01 IBpp 13427 266 24X 

Fiche 50-373,02/05/27,0206070232 


8206080028 Releases public version of 10CFR50 59 format for safety 
evaluation of revised LZP procedures 

FELTON, J M Division of Rules and Records 82/05/27 Document 
Management Branch Ip 13441 02B 24X Ti che- 50-373, 82/05/27, 

8206080022 


— 9206080024 Public version of 10CFR50 59 format for safety evaluation of 
revised LZP procedures, includ Ing Procedures LZP 1330-21 re 
determination of reactor coolant chloride concentration at 
high radiation sampling tys 

KNOLL, P , MARSHALL, J Comonwealth Edison Co 82/09/07 6pp 
13441 029 24X Fiche 50-373,82/05/87,8206000022 


S206070B09 Informs that deficiencies identified during Initial testing 
of prompt public notification sys for facilities documented 
in util 020216 Itr have been corrected prior to 020601, 

DELOEaROE,L 0 Commonwealth Edison Co 02/05/20 KLPPLER, J. 0 
Region 3, Office of Director 2pp 133B9 115 24X 

Fiche 90-000, 02/05/20, 820607000? 


6206140060 Discusses status of proposed formal submission of IL state 
plan for radiological accidents Deficiencies corrected on 
820414 Protective measures will be applied offsite in event 
of radiological emergency Formal approval expected. 

KRlMMrR N Federal Emergency Management Agency 82/06/01 

ORIME0, 6 Division of Emergency Preparedne es, Ip. 13484 275, 24X 

Fiche. 90-373, 82/06/01, 6206140060 


6206100213 Approves State of IL €< local plans Plans & preparedness for 
offsite protection adeciuate to protect public health St 
safety tubj to FEMA verification of adequacy of alerting t( 
notification sys. 

THOMAS, L M Federal Emergency Management Agency 02/06/04 
DIRCKSrN J Office of the Executive Director for Operations Ip 
13994 318 24X Fiche* 50-373, 82/06/04, 0206100213 


a2061402?6 Releases public version of revision to LZP tost procedure 
FELTON, J M Division of Rules and Records 82/06/00 Document 
Management Branch Ip 13909,04? 24X Fi ch«* 50-373, 82/06/00, 

0206140296 


— 8206140300 Forwards public version of LZP-1200-2, Revl sion i* 
’’Classification of Noble Oas Release ” Safety evaluation 
format 8, check list end 

e Commonwealth Edison Co. 02/05/24. NRC *- No Detailed 
Affiliation Given 3pp 1350?* 050 24X Fiche 50-373,82/06/00, 

0206140296 


— 8206140304 Public version of LZP-1200-2, Revision 1, "Classification of 
Noble Oas Release, " Revised index end, 

« Commonwealth Edison Co. 82/05/06 5pp 1390? 053 24X 

Fiche 50-373,82/06/08,0206140296 


8206170201 Tech Spec Change Request NPF-Jl/62-5 amending License 
I^F-11 to revise fire detector tables re addl detectors 
installed per installation of general sprinkler sys 
aCMROEDER,C U Commonwealth Edison Co 82/06/14 8CHUENCER,A 
Licensing Branch 2 4pp 13835 167 24X Fiche 90-373,82/06/14, 

6206170201. 


— 0206170205 Proposed Tech Spec changes re fire detector tables 
reflecting addl detectors 

e CommonuiiBalth Edison Co 02/06/14 15pp 13935 171. 24X 

Fiche 50-373, 02/06/14, 0206170201 


0206170350 Forwards Revision 12 to phyiical security plan Revision 
withheld (ref 10CFR73 21) 

DELOEOROEiL 0 Commonwealth Edison Co 82/06/16 DENTON, H Office 
of Nuclear Reactor Regulation, Director Ip 13531 303 24X 

Fiche 50-373,02/06/16.8206170350 


0206240332 Forwards Revision 3 to Procedure 0291 Aj "Meteorological 
honi tor 1 ngi Of f 8 1 te Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" St Revision 4 
to OA program for meteorological monitoring programs 
&CHROEDER.C. N Commonwealth Ed Ison Co 82/06/16 DENTON, K R 
Office of Nuclear Reactor Regulation, Director Ip 13600 315 24X 

Fiche 30-000. 82/06/16,8206240332, 


0206230021 Releases public version of generating stations emergency 
plan telephone directory 

FELTONfJM Division of Rules and Records 02/06/17. Document 
Management Branch Ip 13594 073. a4X Fiche 50-000,82/06/17, 
9206230021 


--02O623OO38 Forwards public version of generating stations emergency 
plan tolephone directory 

MOORE, R D Commonwealth Edison Co 02/06/04 DENTON, H R NRC - 
No Detailed Affiliation Given Ip 13594 074 24X 

Fiche 50-000, 82/06/17. 8206230021. 


— 0206230037 Public version of generating stations emergency plan 
telaphone directory 

» Commonwealth Edison Co 02/09/28 40pp 13994 076. 24X 

Fiche 50-000, 82/06/17,8806230021. 


8206240032 Releases public version of generating stations emergency 
plan telephone directory 

FELTON, J M Division of Rules and Records 02/06/10 Document 
Management Branch Ip 13617 336. 24X Fi c he, 50-000, 02/06/181 

0206240032 


— 820624004? Public version of generating stations emergency plan 
telephone directory 

e Commonwealth Edison Co 02/05/28 4ipp 13617' 337 24X 

Fiche. 90-000, 02/06/18,0206240032 


8206280674 Releases public version of LZP procedures manual offsite 
notification forms 

FELTON, J M Division of Rules and Records 82/06/22 Document 
Management Branch Ip 13630 189. 24X Fiche 50-373,02/06/22, 

0206200674 


— 0206200679 Forwards public version of LZP procedurei manual offsite 
notification forms that have not bean signed h returned 
Return of signed forms riqueited. 

# Commonwealth Edison Co 82/06/14 NRC - No Detailed 
Affiliation Given 2pp 13630 190 24X Fiche* 90-373, 82/06/22, 

0206280674 


8206300118 Releases public version of revised generating station 
emergency plan environ director emergeneg plan Implementing 
procedures 

FELTON, J M Division of Rules and Records 82/06/23 Document 
Management Branch, Ip 13695*001, 24X Fiche 50-000,82/06/23, 

8206300112 


—02063-00121 Forwards public version of revised generating station 
emergency plen environ director emergency plan implementing 
procedures, including Revision S to Procedure ED-3 re demand 
polling of meteorological data 

CtCHY,0. Commonwealth Edison Co 02/06/08 Director's Office, 
Office of Inspection and Enforcement 2pp 13695 002. 24X 

Fiche* 90-000, 02/06/23, 8206300118 


— 8206U00125 Public version of revised generating station emergency plan 
environ director emergency plan implementing procedures, 
including Revision 2 to Procedure ED-3 re demand polling of 
meteorological data 

LITEREKl.L, A Commonwealth Edison Co 82/06/02, llpp 
I3f,98*004 24X Fiche* 50-000, 02/06/83,8206300112 


Q Adjudicatory correspondence 


0306170091 Order extending time until 080623 for Commission to decide 
whether to review Director of NRR partial denial of IL 
Friends of the Earth tc B Rorem 02O4S0 10CFR2, 206 request for 
action 

CHILKi 6. J Office of the Secretary of the Commission 6S/06/I4 
Commissioners ip. 13930*132 :Z4X Fiche- 50-373i 82/06/14, 
8206170091 
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J2OA3a0l91 Infqrnts that tim® for Cammistldn to revleui Director '« 
partial denial nf tOCFRS 206 petition expired Cooiffission 
declined review Decision became final agencij action on 

CHICK, S. J Office Of the Secretary of the CoflfcTiissiQn B3/0i/*iS 
ROREHi B C Friends of the Earth Ip 13634 206 24X 

Fichf 50-373, B 2 / 06 /SS. 8206280191 


} Insurance & Indemnity information 


1206250260 Foruiards Endorsement 21 to NELIA Policy KF-253 Endorsement 
7 to MAELU Policy HF-104 

□STEll, J Cofomon&iealth Edison Co 02/06/21 SALT Z MAN- J Office of 

State Prograinsr Director 3pp 13613 102 24X 

F I c h e SO-373* 02/06/ 21 , 8206250260 


^ Qperatiria license stage documents 6 correspondence 


32-06070211 Responds to FQIA request for documents re const of plants 
Forwards documents listed in App A Info partially withheld 
Iref FOIA Exemption 7) 

FELTOHiJ^II Division of Rules and Records 82/03/11 KODNEH, L 
Tutt 6 Kodner Spp. 13425 004 24X Flche 50-373* 82/03/ U > 

820607021] 


'-B20 6070263 Partial chronology re alJej|atlon concerning core drilling 
through rebar in reactor i( offgas bldgs at facility Related 
Infd end 

» NRC - tfo Detailed Affiliation Olven B2/03/11 72pp 
13425 044. 24X Flche 50-373,82/05/11*8206078211 


1206010527 Forwards Sargent h Lundy responses to Teledyne open Items It 
error deviation repts for facility independent design 
r«/ieuf. None of corrective actions required field changes 
SHELTON^B. R Comnonueal th Edison Co 62/05/20 DELOEORGEiL 0 
Commonwealtlii Edison Co 16pp 13314 300 24X Fiche* 50-373* 

B2/0S/2O, 8206010327 


?206290940 FOIA reiiueit for documents re crea tion* storage tc disposal of 
radwastei at fecilities 

MCCUULQlHfHr E. fl ffcCul lough, E R. 82/09/20 Division of Rules 

and flecoTrfs 2pp 13659 299 24X Flche 30-373.83/03/20,8206290540 


3206020031 Agrees w/utll Interpretation of Tach Spec re reporting 
requirements when spoclal repts indicated in action 
statsmonta 

BCHW^HCER,A Licensing Branch 2. 82/05/21. PELOEOROE.L 0 

Commonwealth Edison Co 4pp 13333 036 24X Fiche SO-S??, 82/05/21* 

820602003 1 


3286020499 Forwards Sargent U Lundy final supplemental responses to 
Teledyne Open item Repts Sli23 If 24 Ic Error /Devlatl on Repts 
11 |c 17 for LaSalle Independent Design Review. 

ECKROEDER.C » Commonwealth Edison Co, 82/05/20 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 19pp. 13326*307 

24X Flchei 50-373; 82/03/20* 8206020459 


3206040316 Forwards Final Rept TR-9939~2* ^'Independent Design Review, 
LaSalle County Nuclear Otation 1 " 

8CHR0EDER, C. U. CoMmonuealth Edison Co. 82/06/01 DENTON.H R 
Office of Nu-clsar Reactor Regulation, Director. 2pp IS396 001. 
24X Flche: 90-373* 82/06/01.8206040316 


— 8206040319 "Independent Design Rivieu, LaSal 1 e County Nuclear Station* 
Unit 1* '* final rept. 

FLAHERTY'* 0. A Teledyne Engineering Services. TR-5539-2 
82/05/28 aoOpp 13356:003 24X Fiche 90-373*82/06/01, 

8206040316 


3206070291 Sumatarlies 820520 prisentation in Bethesda/HD ra 
drywel 1/wetwe 11 vacuum treaters adequacy during p«el swell, 
per NRG 020531 ttl-c«n request 

SCHROEOER.C W. Cammonwealth Edison Co 62/06/01. SCHRENCER.A 
Licensing Branch 2 Spp 13372 000 24X Fiche; 90-373* 82/06/0 1 * 

0206070291, 


3206070456 Application for Immadiate amend tn License NPF-1 1, rev 1 sing 
epeciai test exceptian for confirmatory flow Induced 
Vibration test to allow test performance u/B LPCl laop 
isolated 

0CHROEDER* C. W. Commonwealth Edlsoi^ Co 92/06/01 3CHNENCER.A 
Licensing Branch 2. 2pp 13374 232. 24X Fiche. 50-373, 82/06/01, 

8206070496 


— 8206070462 Tech Spec Page 3/4 10-7 revising spactal test eiceptlan Pnr 
conf Irma tor -y flow induced vibration test to allow test 
performance u/B LFCJ loop Isolated, 

« Commonwealth Edieon Co. 02/06/01 ip, 18374:224 24X 

Fiche 50-373,82/06/01*0206070456 


0206070204 Requests approval for Change in acceptance criteria re 
reactor core isolation cooling sys startup test Narked-up 
F9AR Table 14 2-112 end 

SCHROEOEB.C R Commonwealth Edison Co 82/06/02 SCHWENCER*A 
Licensing Branch 2 5PP 13360 243 24X Fiche 50-373.02/06/02, 

B206D70284 


8306100214 Forwards requested info re imp tementation status of 
NOREO-0737 items per Generic Ltr 02-10 

SWARTZ, E D Commonwealth Edison Co 82/06/04 EISENHUT. D 0 
Division of Licensing 20pp 13453 214 24X Flche 90-000,02/06/04, 

8206100214 


0206110311 Application to amend License NPF-1 1, revis ing list of safety 
related snubbers In Tech Specs to include snubbers on lines 
of 3-inch diameter or less 

SCHROEDER.C H Commonwealth Edison Co 02/06/07 SCNWENCER;A 
Licensing Branch 2 2pp 13466 177 24X Fiche 50-373,02/06/07. 

0206110311 


— 8206110312 Revised Tech Spec Table 3 7 9-2 re safety-related mechanjial 
snubbers 

» Commonwealth Edison Co 02/06/07 20pp 13466 179 24X 

Fiche 50-373,82/06/07*0206110311 


8206160222 Forwards Revision 21 to QA Program, Topical Rept CE-l-A 
SWARTZ. E 0 Commonwealth Edison Co 02/06/07 HAA8S,W P Duality 
Assurance Branch Ip 13522 027 24X Flche 50-000,82/06/07. 

0206160222 


—0206160236 Revised pages to CE-l-A* Revision 21, "QA Topical Rept " 
e Commonwealth Edieon Co CE-l-A R21 ERR 82/06/06 20pp 
13322 028 24X Flche 50-000,02/06/07,9206160222 


B206170359 Forwards proposed electrical separation tost configuration 
to demonstrate faults Induced in nonsafety-related cables 
will not cause failure of adjacent saf ety-r elated cables 
for review 

SCHRO£DER,C » Commonwealth Edison Cq 02/06/07 SCHWENCER.A 
Licensing Branch 2 6pp 13531 304 24X Flche SO-373, 82/06/07* 

0206170359 


0206290548 Confirms telephone authorisation that License NPF-U is 
amended by making changes to Tech Spec 3/4 10 7 License 
amend.safety evaluation & FR notice will be sent upon 
completion 

TEDESCO.R L Assistant Director for Licensing 92/06/07 
DELOEORGE.L 0 Commonwealth Edison Co 3pp 13650 239 84 X 

Fiche 50-373, 82/06/07* 0206290548 


6206170253 Submits addl info substantiating util request that OLs be 
Issued for 40 yrs, in response to 620609 6 10 conversations 
w/NRC 

sriEDE/W L Commonwealth Edison Co 82/06/10 DENTON* H ft tiff Ice 
of Nuclear Reactor Regulation* Director 3pp 13534 029, 24X 

Fi Che 50-373* 02/06/10. 8206170253. 


0206£7O235 Submits corrected text to 820601 ltr re butterfly valVet 
that provide upstream 6 downstream isolation capability for 
vacuum breakers. Ltr incorrectly stated valves manually 
actuated from control room. 

8CHftOED£R,C M Commonwealth Edison Go 92/06/11 8CHHENCER,A 
Licensing Branch 2 Spp l3S34‘3t7 24X Fiche* 50-373, 02/06/1 1. 

0206170235 


6206170201 Tech Spec Change Request NPF-1 1/92-5 amending Licenie 
NPF-U to revise fir* detector tables re addl detectors 
installed per Ifistatlatlon of general sprinkler sys 
SCHROEDER.C W Commonwealth Edison Co 02/06/14 SCHNENCERiA 
Licensing Branch 2 4pp 13535 167 24X Flche 50-373,02/06/14. 

8206170201 


— 8206170205 Proposed Tech Spec changes re fire detector tables 
reflecting addl detectors 

« Commonwealth Edison Co 82/06/14 )5pp 13535 171 24X 

Flche 50-373,02/06/14,0206170201 


8206220624 Approves 020602 request to change acceptance criteria for 
reactor cor# Isolation cooling sys startup test Change would 
make acceptance criteria more conservative 

BCHHENCER.A Licensing Branch 2. 82/06/17 D EL GEORGE, L, O, 

Commonwealth Edison Co 3pp 13591 172 24X Flche 50-373/02/06/17. 

0206220624 


9206240268 Forwards ’’Safety Relief Valve/LQCA Hydrodynamic Loads 
Revised Design Basis Summary Rept ” 

SCMROEDERiC W Commonwealth Edison Co 92/06/17 SCHWENCCft.A 
Licensing Branch 2. Ip 13596’ 070 24X Fich* 50-373,82/06/17, 
8206240260 



DOCKETED ITEMS 


272 


— 6^06240573 "Safety Relief Valve/LQCA Hy rfrod ynatnic Loads Revised Design 
Oasis SumcDary Rept ” 

* Sargent 8t Lundy * Inc SL-3a76 81/10/01 200pp 1D59 j6 071 

2A% Fiche 30-373.82/06/17.8206240360 


8206270162 Lists LER review group findings Zt recommendations re 
personnel or procedural error LERs Mg t programs being 
implemented to correct problems explained 

HQLYOAKiR H Commonwealth Edison Co 02/06/17 KEP»>LER, -J 0 
Region 3. Office of Director 4pp 13634 3S0 24X 

Fiche 50-373,02/06/17,0206270162 


6206240191 Forwards addendum to "Independent Design HevleurLa 6al le 
County Nuclear Station Unit !»'* final rept Distribution list 
submitted 

FLAHERTY, J A Teledync Engineering Services 03/06/16 
SHELTON, 6 R Commonwealth Edison Co 3pp 13599 090 24X 

Fiche 30-373,82/06/10,0206240191 


—6206240195 Addendum to "Independent Design Review, La Salle County 
Nuclear Station Unit l, " final rept. 

» Teledyna Engineering Services TR“SS39''2 ADD 83/06/10 Slpj. 
13599 101 S4X Fiche 50-373. 02/06/10, 0206240191 


6206390544 Responds to FDlA rctiuest for documents re creat ionr s torage 
b disposal of radwastes at facilities Forwards excerpt from 
NUREO/CR-2704 

FELTON, J M Division of Rules and Records 02/06/16 
MCCULLOUGH, E R McCullough, E R Ip 13650 301 24X 

Fiche 50-373,02/06/18,8206290544 


— B206290550 "Projections for Loss of Reactor Storage Pool Full -Core 
Reserve (FCR) Capacity " Related excerpt end 
4 NRC - No Detailed Affiliation Oivon 82/06/10 I9pp. 
13650.302 24X fiche 50-373,02/06/18,0206290544 


6306240433 Confirms that licensee hat completed actions r« Iteme noted 
in License Conditions 2 C (25}(h),2 C 00>ib>,2 C (30)(h} & 
Attachment 1 to License NPF-11 Mode 2 operations to initial 
criticality b lero power physics testing allowed 
KEPPLERrJ. 0, Region 3, Office Of Director 02/06/19. REED* C. 
Commonwealth Edison Co ip, 13603,110 24X Fiche 50-373*62/06/19, 

6206240433 


6206070803 Ack receipt of 320513 Itr informing NRC of step taken to 
correct violations noted in IE Insp Rept 50-373/82-11 
NORELIUS, C E Division of Engineering 6 Technical Programs 
82/06/02 R£ED,C Commonwealth Edison Co Ip 13309 IBS 24X 
Fiche - 50-373, 82/06/02, 8S06070BOB 


— 8206070816 Responds to NRC 020413 Itr re violations noted In IE Inep 
Rept 50-373/82-11 Corrective actions site-specific 
guidelines added to test procedures manual 

DELOEORBE, L 0 Commonwealth Edison Co 82/05/13 KEPPLER,J 0 
Region 3, Office of Director. 5pp 13309 189 S4X 
Ficha 50-373, 02/06/02* 6206070900 


BS061 50161 Confirms B2Q607 discussion wherein 820611 meeting scheduled 
in Region 3 ofes to dtacyis LERs L security program item of 
noncomp 1 1 ance 

KEPPLER*J Q. Region 3* Office of Director 92/06/00 REED, C 
Cocnmonueal th Edison Co Ip 13505 150 24X Fiche SO -373 j 02/06/08, 

8206150161 


0206280569 Forwards IE Investigation Rept 50-373/82-00 on 620111-14 & 
18 No noncomp llance noted 

NORELIUS, C E Division of Emergency preparedn«ss Operational 
Support S2/06/0S REED,C Commonwealth Ediian Co 2pp 
13625 262 24X Fic h e' 50 -373, 02/06/00, 62062 00569 


—8206280577 IE Investigation Rept 50-373/82-00 on 0201 11-14 8, 10 No 
ndneomp 1 tancfl noted Major areas Investiga ted, al legattohs re 
guard supervisor arriving for work at const site in 
inebriated condition 

CHRI8TOFF£R,0 , STAPLETON, B W. , GREED, J R Division of Emergency 
Preparednass U Oparatlonal Support 02/05/07 6pp 13625 264 
24X Fichd 50-373*02/06/00,0206200569 


0206290303 Forwards IE Insp Rept S0-373/B2-S5 on 020419-0521 It notice 
of violation 

LITTLE* M Q Division of Engineering St Technical Programs 02/06/0? 

REED, C Commonwealth Edison Go 2pp 13636 244 24X 

Fiche- 90-373, 02/06/09, 0206290303 


—0206290309 Notice of violation from insp on 620419-0521. 

LITTLE, U S Division of Engineering Technical Programs 
82/06/09 Ip 13636 246 24X Fiche' 50-373, 02/06/09, 8206290303 


B2D6290136 Advises that completion date for qualification testing of 
safety-related electrical equipment rescheduled for 831231* 

Delay due to unaval labi 1 i ty of test specimens & vendor matl 
traceability info 

SWARTZ, E D. Commonwealth Edison Co 02/06/24. EISENHUT*D. 0 
Division of Licensing 2pp 13635 311 24X Fiche 90-373*82/06/24, 

B206290 136 


— 6206290310 IE ln»p Rept 50-373/02-25 on 820419-0921. None ompli ant* 
noted failure to follow procedures re control switches left 
on auto, causing valves to opon 6 release approx 83 gallons 
out of primary containment Response time extended. 

MAURA, F., LANViBBURV, R * ROBINSON, D Regions, Office of Director 
eS/06/0? 6pp. 13636 247. 24X Fiche 50-373,82/06/09,8206290303, 


0 Inspection reports, IE Dulletins (< correspondence 


0206020443 Forwards IE Insp Rept 50-373/82-26 on 620419-0307 & 
notice of violation 

8PE88ARD, R L. Division of Project li Resident Programs 62/09/21 
RE£D,G Commonwealth Edison Go 2pp 13325 359 24X 

Fiche 50-373,02/09/21,0206020443. 


— 6206020451 Notice of violation from insp on 020419-0307 

8PEB9ARD, R L. Region 3, Office of Director 82/03/21 Ip 
13329 397 24X Fiche 90-373,02/05/21,0206020443. 


—0206020450 IE Insp Rept 50-373/82-26 on 820419-0507. No noncomp 1 ianen 
noted , fai lure to follow procedure for Installing secondary 
containment seals. 

REYE8,L A r Ol/LDEMONDi W. 0 , LANKSDURV, R. D Division of Project & 
Resident Programs 02/09/21 4pp 13329. 3SB 24X 
Fiche 90-373, 02/09/21 , 8206020443. 


0202040147 IE Info Notice 02-i9, "Notification of NRC " Bve list and. 
DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 02/O9/2B 107pp. 13426 095. 24X 

Fiche: 50-000, 82/05/20, 0202040147. 


0204210383 IE Info Notice 02-17, "Dverpressur Uation of RGB " Sve list 
end 

UOROAlSft E L Division of Englnttring t, duality Assurance. 02/06/11 
106pp. 13673 29B 24X Fiche, 50-000, 02/06/ 1 1, 0204210303, 


02O421O3B4 IE Info Notice B2-1B, "Assessment of Intakes of Radioactive 
Mat! by Workers '• Bve list end. 

DEYOWNOfR C. Director's Office, Office of Inspection and 
Enforcement B2/06/11. lEOpp 13679. 169, 24X 

Fiche 90-000,82/06/11,8204210384 


0206210509 Ack receipt of 020428 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/02-10 All 
measurements taken during testing must be dons using calibr 
equipment Util actions to be taken listed 

LITTLErM.e Region 3, Office of Director 02/06/16 REEDiC. 
Commonwealth Edison Co 2pp, 13564-293 24X Fiche 90-373,82/06/16, 

8206210305. 


— 8206210396 Responds to NRC 820331 Ur re violations rtotad In lE Insp 
Rapt 90-373/02-10 Disputes violation Isolation valves closed 
within required time frame Use of noncalibr stopwatches Is 
widespread industry practice. 

DELOEaROE,U 0 Commonwealth Edison Co 02/04/28, KeFPUERiJ, 2. 
Region 3, Office of Director. 5pp 13564! 295 24X 

Fiche 50-373,02/06/16,0206210905. 


0204210370 IE Info Notice 02-16, "HPCI/RCIC High Bteam Flow Setpoints " 
0VC list end, 

JORDAN, E L. Division of Engineering tt Quality Assurance, 82/05/26 
103pp 13440 264 24X Fiche 50-000,02/09/28,0204210370. 


0204210380 IE Bulletin 02-02, "Degradation of Threaded Fastexiers in 
Reactor Coolant Pressure Boundary of PNR Plants " 

0VC lilt end 

DEYOUNOfR C Director's Office, Office of Inspection and 
Enforcement, 02/06/02 lOapp 13927- 150 24X 

Fiche: 90-000, 82/06/02, 0204210300. 


0206240314 Forwards correction to IE Insp Rept 90-373/61-30, Corrected 
pay* should replace original page, 

8PES0ARD* R L Olvlslnh of Project b Resident Programs 02/06/18. 
RE^ED, C Commonwealth Edison Co Ip. 13596 203. 24X 

Fiche - 90-373, 82/06/16,8206240314 


—8206240316 Corrected Page 16 to IE Insp Rept 90-373/81-30, 

e Region 3, Chicago* Office of the Director <81/03/01). 62/06/10. 

Ip 13996'204. 24X Fiche: 90-373. 82/06/ 10, 0206240314. 
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R pfpIodU uporating reports ft related cor reepandtnce 


e20^»0l04&7 Toruards "Inctdenco Fog/Rltne Ice Forffatlon Firit Quarter 
l9B2i " sujrmflT(j of observations in vicinity o# cooling pond 
SCHROEDER.C U Comma nuiea Uh Ed 1 eon Co 02/05/31 BCKI4EMCER. A 
Licensing Branch 2 Ip 13314 103 24X FIche 50-373.02/05/21. 

02D£O1O467 


— B20A010473 “Incidence of Fog/Rlme lee Formation First Ojarter 1902 ■' 
* Commonwealth Edison Co 02/05/21 4pp 13314 104 24X 

Fi c h e . 50-373. 02/05/21 . 02O«) 10467 


0206070722 Forwards NPOES Deviation Notification 1-1-02-44 

HOLYOAK.R H Commonwealth Edison Co 82/05/25 KEPPLEfi.J O 
Region 3. Office of Director Ip 13390 179 24X 

Fiche 50-373.82/05/25.0206070722 


— 020-6070740 NPDE3 deviation notification on 020514. excessive amounts -of 
(.rater discovered flowing through north run off ditch into 
coaling pond Caused by lack of check valve In vacuum breaker 
standpipe Valve replaced Related info end 

HOLYO^K. R H Commonwealth Edison Co 82/05/25 4pp 13390 1130 
24X Fiche 50-373.82/05/25.0206070722 


3 Reportable occurrences. LERs & relatsd cot respondent e 


8206070783 Forwards LER 02-004/031-0 

HOLVOAK^R H Commonwealth Edison Co 02/05/03 KEPPLER J O 
Region 3* Off ice of Director Ip 13339 2S6 24X 

Fiche 50-3 73r 82/0 5/03. 0206070700 


—8206070799 LER a2-004/03L-0 on 8204 22. sep 1 i ng tubing under reactor bldg 
trackway doors found partially pulled out Cause 
undetermined Tubing replaced Doors locked closed u/shift 
engineer maintaining control over key 

* Commonwealth Edison Co 32/05/03 Region 3. Office of 
Director 3pp 133B9 257 24X Fiche 50-373,83/03/05,8206070708 


830602052 1 FPTUiards lER B2-012/03L-0 

HOLYOAK.R H Commonwealth Edison Co B3/03/I7 KEPPLER. J 0. 
Region 3. Office of Director Ip 13324 3 4 0 24X 

Fiche' S 0-373. 82/05/17, G206020S21 


— 82060S0529 tER B2-013/03L-0 on 020505.0111 shutdown cooling suction lint; 
high flow differential pressure switch indicated negative 
pressure during pump startup in shutdown cooling mode Caused 
by instruments being replaced during preopera tl onal testing 
• Commonwealth Edison Co 82/05/17 Region 3i Office of 
Director 2pp. 13324 341 24X Fi che 50-373. 82/05/17. 0206020521 


3206040251 Forwards LER 82-015/03L-0 
MOUYOAK.R H Conimanuiea 1 th Edison Co 82/C 5/ IB KEPPLER. J 0 

Region 3. Office of Director Ip 13358 036 24X 

Fiche 50-373. 88/05/10* B206040251. 


8206070774 Forwards LER 82-014/03L-0 

HOLVOAK,R H Commonwealth Edison Co 02/05/25 KEPPLER. J 0 
Region 3. Office of Director Ip 1 33B9 105 24X 

Fiche 50-373.02/05/25,0206070774 


— 8206070779 LER 02-O14/O3L-O on 820501 . stati on stack flow recorder 
reading low Caused by flow transmitter failure Validyne P232 
flow transmitter replaced 

« Co/nmonweelth Edison Co 02/05/21 Region 3, Office af 
Director Bpp 13389 1B6 24X Fiche 50-373,08/05/23.0206070774 


8206170266 RO 82-40 on 080514. low vol u/astewater treatment facility 
effluent pR exceeded limit & effluent composite contained 
17 mg total suspended solids Caused by K U D acid sump 
020512 overflow during regeneration of train B 
HOLVOAK.R H Commonwealth Edison Co 82/05/26 KEPPLER. J O 
Region 3, Office of Director Spp 13331 347 24X 

Fiche 50-373, 82/05/26 , 0206 1 70266 


8206170199 Forwards LER 02-02 1/03L-0 

HCLYOAK.R H Comjflon wealth Edison Co 02/06/02 KEPPLER.J 0 
Region 3. Office of Director Ip 13535 039 24X 

Fiche 50-373,02/06/02.0206170199 


—0206170204 LER 82-021/03L-0 on B20515, outsl de air radiation monitor 
2D1B-K751A failed high Caused by rain water seeping into 
circuitry around condui junction boxes or metal to metal 
interfaces Detectors will be sealed 

DANERON.J M Commonwealth Edison Co 02/06/02. Region 3, 
Office of Director 2pp 13535 040 24X Fiche 50-373,02/06/00. 

0206170199 


’-820604D2S3 LER 02-O13/O3L-O on 02O4L7i fire doors were not inspected 
dally or weekly as required by L&F 172 per Tech Spec. Caused 
by security perionnel 1 nadver tsntly delating insp Dally & 
weakly fire do-or insp Immediately established 

HEVER.T Commonwealth Edison Co 82/09/ la Region 3. Office of 
Director. 2pp 13350 037 24X Fiche 90-373. 02/05/18, 0206040251. 


)206 040068 Forwards LER B2-017/03L-0 
l«JLYOAKrR H Commonwealth Edison Co B2/05/2I, KEPPLER.J 0 
Region 3, Office of Director Ip 13350 055 24X 

Fiche 50-373 , 82/05/21 . 020 604000 0 


8206170216 Forwards LER 02-O24/O3L-O 

HOLYOAK, R H Commonwealth Edison Go 82/06/02 KEPPLER.J Q 
Region 3, Office of Director ip 13S35 164 24X 

Fiche 50-373, 02/06/02, 0206170216 


— 9206170225 LER a2-024/03L-0 on 020526, fuel oil found leaking from 
flange on flexible fuel line connecting day tank to diesel 
fire pump OA Caused by broken flexible fuel line Temporary 
copper tube fool line Installed S( pump tested 

KOCEK, J Commonwealth Edison Co 82/06/02 Region 3. Office of 
Otrectar 2pp 13535 165 24X Fiche 50-373,02/06/02,0206170216 


-0206040092 LER 02-O17/O3L-O on 820425, during performance of instrument 
survei 1 tanc e UlS-PC-OSr standby gas treatment suction valves 
1(8}V0001 did not open Caused by four lifted leads 
preventing opening of suction valves Leads retermlnatad 
OAflRDN. J Cammonwea 1 th Edison Co 02/05/21. Region 3, Office 
of Director 4pp 13330 056. 24X Fiche • 50-373* 82/05/21, 

8206040000. 


206020939 RO on 020517* 1-h fire patrols were not inplem^ented for fire 
doors separating Units i 2 Caused by failura to establish 
formal action statement for malnt of interim secondary 
containment Hourly patrol initiated 

HOLVDAK.R H Commonwealth Edison Co S2/03/24 KEPPLER, J.O 
Region 3, Office of Director 7pp 13324*301 24X 

Fiche. 50-373, 82/05/24, B206020539 


10607070 L Forwards LER 82-OL0/O3L-D 

HOLYOAK, R H Commonwealth Edison Co 02/05/24 KEPPLER, J. 0 
Region 3. Office of Director. Ip. 13389 172 24X 

Fiche 50-373. 82/05/24. 0206070731 


0206070746 LER B2-O10/O3L-O on 820904, ultraviolet fire detectors to 
refuel Plaor de-energlied to prevent damage while completing 
welding on reactor s I de. Ifetdl ng completed S( fire detectors 
back in sve on 820514 

KAY* D L. Commonwealth Edison Co 82/05/24. Region 3, Office of 
Director 2pp 13389.173 24X Fi the 90-373. 02/09/24* 6206070731, 


76D70764 RO 0 1-01-82-42’ on 820510,37,919 gallons w/ total suspended 
lolids of 19 ng/1 discharged to lake, exceed Ing NPDES permit 
Limi ts. Probab ly caused by large amounts of paint chlpplngs* 

'ust resin beads being flushed into floor drains 
lOLYOAK. R H. Commonwealth Edison Go. 02/09/24. KEPPLER*0.0 
legion 3, Office of Director 3pp, 13369: 319. 24X 

iche. 90-373, 82/03/24. 0206070764 


8206170345 Forwards LER e2-Ol9/03L-0 

HOLYOAK, RH Commonwealth Edison Go 02/06/02. KEPPLER. J 0 
Region 3, Office of Director Ip 13531 316, 24X 

Fiche: 50-373. 02/06/02,8206170345 


—8206170352 LER e2-Oi?/03L-0 on 020519, LPCS injection valve perffllisive 
switch 1E21-N006 found piped incorrectly Caused by line 
reversal on mechanical drawing Piping error will be 
corrected Drawing change requested 

OAMRGN* J h Commonwealth Edison Co 02/06/02 Region 3, OPflcr 
of Director Spp 13931 317 24X Fiche 50-373,02/06/02. 

8206170345 


82061 70350 Forwards LER 02-O26/O3L-O 

HOLYOAK, R H Commonwealth Edison Co 02/06/02 KEPPLER.J 0 
Region 3r Office of Director Ip 13531 123 24X 

Fiche 90-373,02/06/02.0206170350 


—0206170366 LER 82-026/03L-0 ' on 820916 17, valves IRE024 4, IRE025 

opened when drywell equipment sump pump rate started h 
pumped down tump, Caused by control switches inadvertently 
left In auto position Switches returned to closed position 
e Commonwealth Edison Co, 02/06/02 Region 3, Office of 
Director 2pp. 13931,124 24X Fi che 50-373, 82/06/02, 0206 170350 


G206L7014B Forwards LER 02-O2O/O3L-O Detailed event analysis end 
HOLYOAK. R H Commonwealth Edison Co, 02/06/08 KEPPLER.J 0 
Region 3i Office of Director 2pp 13534’ 271 24X 

FI c he. 90-373, 02/06/00. 0206170140 
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— 8206 170 ISa LER Q 2 - 020 / 03 L -0 on 0S0912, tjhl lo performing La3-FP-W2,OA 
diesel tripped after running 2 mins Caused by oporator 
shorting out starter u/engine oil dipstick during test 
Control circuit repaired 

FLUrALA,J J Commonieealth Edison Co 02/06/00 Region 3. 
Office of Director Ip 13934 273 24X Fiche 30-373.82/06/00, 

8206170140 


B206170339 ROs 82-69 8S-66 on 0SO526, effluent Iron concentration of 

regenerative urastes solution discharge tank & uasteuiater 
treatment facility exceeded NPDE6 permit limit Caused by 
failure of peroxide Injection pump 6 loui pH 

HOLV'OAKrR H Commonwealth Edison Co 82/06/08 KEPPLER,J. 0 
Region 3. Office of Director Bpp 13531 019 24X 

Fiche 50-373,82/06/0010206170338 


8206170289 Interim Part 21 rept re possible discrepancy in fire damper 
closure in dampers 18 inches wide 6 narrower Insp of end 
list of fire dampers initiated American Warming & 

Ventilation Inc 020602 Itr end 

SKATESrH L Zack Co 82/06/09 KEPPLER, J 0 Region 3, Office of 
Director 5p p 13529 200 24 X Flche 50-373,82/06/09.8206170289 


8206170172 Forwards LER B2-031/01T-0 

HOLYOAKjR H Commonwealth Edison Co 82/06/10 KEPPLER. J 0 
Region 3, Office of Director tp 13934 222 24X 

Flche 50-373.82/06/10.8206170172 


— 8206170177 LER 82'’031 /01 T-0 on 820928. while performing turbine stop 
valve test, lead accidentally grounded, tri pp ing reactor 
protection sys bus A Isolation dampers would not dose 
Caused by override of damper trip signals 

DAKRQN, J M Commonwealth Edison Co 02/06/10 Region 3. Office 

of Director 3pp 13934 223 24X Flche 90-373,02/06/10. 

8206170172 


8206170242 Forwards LER e2-022/03L-0 Detailed event analysis end 
HOLVOAK, R H Commonwealth Edison Co 82/06/10 KEPPLER, JO, 
Region 3. Office of Director 2pp 13533 187 24X 

FlcAe 90-373,82/06/10,8206170242 


— 8206170247 LER 82''02a/03L-0 on 020923. emerg ency makeup train heater 
temp switch for control room HVAC tripped Caused by 
inadvertent closure of tornado damper which blocked all 
suction to train thus raising temp It tripping switch 
DAMRON. J Commonwealth Edison Co 82/06/10 Region 3. Office 
of Director Ip 13933 189. 24X Flche 90-373*82/06/10. 

8206170242 


8206220296 Forwards LER e2-032/03L-0 Detailed event analysis end 
HOLYOAKiR H. Commonwealth Edison Co 62/06/11 KEPPLER. J 0 
Region 3, Office of Director 2pp 13573' 270 24X 

Flche 90-373. 82/06/1 1. 8206220296 


—8206220301 LER e2-032/D3L-0 on 820517, upon completion of main stack |« 
standby gas treatment wide range radiation gas monitor 
source check, low range monitor failed to return to normal 
Caused by failure in photomul tlpHar tube 

KAY, D Commonwealth Edison Co 92/06/11 Region 3, Office of 
Director ip 13573 272 24X Flche 90-373,82/06/11.8206230276 


8206290417 Forwards LER 02-Oaa/O3L-O 

KOLYOAKiR H Commonwealth Edison Co 82/06/11 KEPPLER. J 0. 
Region 3, Office of Director. Ip 13634 192 a4X 
Fiche 90-373.82/06/11,8206290417 


— 8206290430 LER 02-O20/O3L-O on 920526 8c 0601, audits revealed temporaiy 
Procedure Changes 49-02 8< 40-82 not signed by station 
superintendent Caused by Improper filing 8( processing 
Procedure revised 

htCQUADE.M Commonwealth Edison Co 02/06/11. Region 3, Office 
of Director. 3pp 13634 193 247 Flche 90-373.82/06/11, 

8206290417 


6206240397 Forwards LER 02-O33/O3L-O Detailed event analysis end. 
HOLYGAK, R H Commonwealth Edison Co 02/06/19, KEPPLER, J 0 
Region 3, Office of Director 2pp 13603 097 24X 

Fiche 90-373,82/06/19.8206240397 


— 0206240403 LER 8S-033/03L-0 on 020609, oxcessive leakage found in 
IS RHR SVC water radiation monitor sample pump housing 
Caused by damaged G-ring on sample pump housing D-ring 
replaced & tested satisfactorily 

SETTLES Commonwealth Edison Co 82/06/19 Region 3, Office of 
Director Ip 13603' 099. 24X FIC he 90-373, 82/06/1 5, 8206240397 


0206220172 Forwards LER 82-043/03L-0 

HOLYGAK, R.H Commonwealth Edison Co 82/06/16 KEPPLER, J Q 
Region 3, Office of Director Ip 13972 074 24X 

Flche. 90-373. 02/06/16, 0206220172 


— 8206220163 LER 82-043/031,-0 on B2D918, during lake blowdown flow 
indicator auarterly channel functional test, lake blowdown 
flow instrument inoperable Caused by transmitter failure 
Transmitter replaced ^ loop check performed 

KAY, D Commonwealth Edison Co 82/06/16 Region 3, Office of 
Director 2pp 13572 079 24X Fiche 50-373,02/06/16.8206220172, 


0206290925 Forwards LER B2-023/03L-0 

HGLYOAK. R H Commonwealth Edison Co 02/06/16 KEPPLER. J 0 
Region 3. Office of Director Ip 13631 315 SdX 
Flcho 50-373, 02/06/ 16. 8206290929 


' — 8206290931 LER B2-023/03U-0 on 820924, piston seal on damper actuator 
failed to operate in control room emergency HVAC sys Caused 
by personnel failure to adequately review degraded equipment 
log Other HVAC train repaired it parts ordered for damper 
PRISTAVE, D M Commonwealth Edison Co 82/06/16 Region 3. 
Office of Director 3pp 13631 316 24X Flche 50-373.82/06/16. 

8206290929 


8206290470 Forwards LER 02-038/017-0 

HGLYOAK. R H Commonwealth Edison Co 02/06/17 KEPPLER, J 0, 
Region 3. Dfflce of Director Ip 13631 117 24X 

Fiche 50-373. 82/06/17.8206290470 


—0206290473 LER 02''O30/OST-O, on 820609, reactor vessel water low level 
channel placed in trip position after over 24-h w/inoperable 
switch Caused by mislnterpratatian of Tech Specs Tech Specs 
will be reviewed by operating personnel 

JOHNEQNtR Commonwealth Edison Co 82/06/17 Region 3, Office 
of Director 2pp 13631 110 24X Flche 50-373,02/06/17, 

0206290470 


0206290371 Forwards LER B2-030/03L-0 

HOLVOAK, R H Commonwealth Edison Go 82/06/18 KEPPLER. J. 8 
Region 3. Office of Director Ip 13633.36 1 24X 

Flche 50-373,82/06/10.0206290371 


— 820629037B LER 82-030/031-0' on 020931, parti colate It iodine not sampled 
for 7-h when RCT failed to return station stack wide range 
monitor sample valve lineup to normal position after grab 
sampling for noble gas RCT retrained 

NA8H,C Commonwealth Edison Co 02/06/18, Region 3, Office of 
Director 2pp 13633 362 24X Fiche. 50-373, 62/06/18, 0206290371. 


8206250288 PNG- 1 11 -82-097. on 820621. crl ti cal I ty achieved w/q incident 
within predicted margins via control rod withdrawal Licensee 
restricted to zero testing pending NRC resolution of 
allegations re const deficiencies 

HALKERiR . KNOa.R , aPE0SARD,R Region 3, Office of Director 
02/06/21 Ip. 13613 040 24X Fiche 90-373,02/06/21,0206290288 


8206290246 Forwards LER 88-046/01 T-0 

HOLYOAKiR H Commonwealth Edison Co 83/06/21 KEPPLER, JO, 
Region 3. Office of Director Ip 13636' 306 34X 

Flche 90-373,02/06/21,0206290246 


— 8206^90253 LER 88~046/01T-0 on 820609. both emergency makeup trains 
disabled.A train inoperable due to improper installation of 
detector paper causing high ammonia signal B train 
Inoperable due to boot linkage 8ys mod effected 

CONRAD, J Commonwealth Edison Co. 02/06/21 Region 3, Office 
of Director Ppp 13636.307. 24X Fiche 50-373,82/06/21, 

0206290246 


8206290903 Forwards LER a2-0a7/O3L-0. 

HOLYOAKiR H. Commonwealth Edison Co 82/06/24 KEPPLEP.J 0- 
Region 3. Office of Director 2pp 13631 312 24X 

Fiche: 90-373, 02/06/24. 0206290903 


--B20629091O LER 0a-O27/O3U-O on 820526, blowd own valve houie radiation 
nvonitor fai led. Probab ly caused by either loss of power or 
high voltage surge to radwaste effluent monitor High voltage 
button in radwaste effluent monitor reset Procedure revised 
KAY* D L Commonwealth Edison Co 82/06/24 Region 3, Office of 
Director Ip 13631.314 24X Flche. 90-373, 02/06/24# 8206290503. 


0206290534 Forward# LER B2-026/03L-0 Detailed event analysis end. 
HGLYOAK, R H. Cammonwealth Edison Co. 02/06/24 KEPPLER, J.O. 
Region 3, Office of Director, 2pp 13631 049 24X 

FI Che • 90- 373, 82/06/24, 8206290934 


— 8206290942 LER 82-026/03L-0 on 020526, no closure sealing welds found 
on subfloor drain piping where piping penetrates sump liner. 
Drawings A-929 & A-998 indicate seats in place, but no record 
of installation is available Sumps sealed 

MITTENBURO, K Commonwealth Edison Co 82/06/24 Region 3# 
Office of Director Ip 13631.047 24X Flche- 90-373, 02/06/24, 

0206290934 
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T Hearing transcripts on non-ant i trust ntattars 


8206070211 nespondA to FOIA Tequast for documents re const of plants 
Foriifards documsnts Hated in lApp A Tnfn partialig withheld 
(ref FOIA Exemption 71 

FELTON. J li DWtslon of Rules and Records R^/OS/ll KOJ>MEH,J L 
Tutt Kodner 5pp 13425 004 S4)C Fiche 50-373, 02/05/1 1» 
B20607021 1 


— G2O6D70279 Transcript of 820331 meeting in Bethesda.HD Rp 1-77 
* t^f^C ^ No Detailed Affiliation Oiven 82/03/31 7epp 
13425 335 247 Flche 50-373.02/05/11.8206070211 


Q20625040B Transcript of 62062S discussion in Maah ing ton. DC re Full 
pauer DL Rp 1 -97. ^/lewgrapha end 

* Coffimis Stoner*. 82/06/22 ItGpp 13629 083 247 

F J c Jl e 50-373. 02/06 /23. 0206250408 


DOCKET 50-374 LASALLE COUNT V STATION. UNIT 2 


A App 1 Icatlan/conttructlon stage daeumants 6 correspondence 


020607020-3 FOIA request for documents re const of facilities 

KOONERiJ L Tutt it Kadner 02/03/30 division of Rules and 
Records 3pp. 13425,001. 24X Flche 50-3 7 3> 62/03/30. 8 2061)7 0203 


B2062300D7 Addl response to FQIA request for eight categories of 
documents Foruiards docu-msnts listed in app Financial info in 
Oocu-ments 3-54.3-55 & 5-11 deleted 

FELTON^ U H Division of Rules and Records 82/04/29 MCHURRAY. C N 
Kir kpatr let, Locthart. Hill. Christopher & Phillips 2ipp 
13604 044 a4X Flche 50-000.03/04/29.0206230007. 


— 0102230492 Forward* requests for addl info re additions to recently 
revleu; Q-'litts Requests should be transmitted to applicants 
or licensees at earliest convenience 

NOONAM- V 8 Assistant Director For Materials 6 Oua It fl cations 
Engineering. 61/02/02 TEDE8C0.R L Assistant Director for 
Licensing 4pp 13605 207 24X Flche 50-000. 82/04/29, 020623000? 


3206070811 Responds to furiA request for documents re const of plants 
Forwards documents listed in App A Info partially withheld 
<r*f FOIA Exemption 7) 

FCLTON* J h Division of Rules and Records 02/05/11. KODNER. J. L 
Tutt it Kodner Spp 13425 004 24X Flche * 50-373. 82/05/1 i« 

8206070211 


-0306070222 Submits Investigation plan it schedule re 0A8 findings 
disclosed during review of Region 3 Insp fc const activities 
at facility it atatsments tajeen from site const personnel 
Confidential info deleted 

HEIdMKAN'rR F Region Chicago^ Reactor Construction Sc 
Engineering Support Branch 70/02/02 MOREL IUS» C £. Region 3. 
Chicago. Office of the Director 16pp. 13425 009 24X 

Fiche SO-373. 02/05/11, 0206070811 


-820607D23S Fors/STde memos re allegations concerning -core drilling 
through rebar. Incident transferred due to high priority Sc 
availability of investigators* per 820322 dlscuasions 
Assistance requeet form encl 

P(ARMICK*R r. Region 3. Office of Director 82/03/23 
tJORELIt/S. C E Division of Engineering it Technical Programs 2pp 
13425,030 24X Flche 50-373. 82/05/11. 020607021 1, 


0206070239 Summarises B20306 Ic 00 tetcene w/^l Ooodle of lu Atty 
Otniral ofc re allegations concerning core drilling through 
rebar in reactor li offgas bldg at facility Problem seems to 
be generic to plant 

FOSTER. U E Region 3/ Office of Director 02/03/13 Region 3, 
Office of Director Spp 13423 033 84 X Flche 50-373.02/05/11. 

820607021 1 


3206070242 8u-nmsrites 820126 telcon u/D Lon genie of Channel 5 TV re 
allegation* concerning const Sr installation of conduit it 
radiation monitors In offgas bldg at facility 

WARMiCKiR F Region 3* Chicago, Office of the Director <01/03/01) 

02/01/28 Region 3. Chicago. Office of the Director (Bl/03/0I> 

2pp 1348 5.034 24X Flche 50-373.82/05/11,8206070211. 


206070246 Summarizes 020804 telcon u/D Longenie of Channel 5 TV re 
allegatlone concerning installation of conduit Si radiation 
monitors in offgas bldg Info may be relatad to TV-5 story 
aired on 020204 

FOBTERi J E Region 3, Office pf Director. 02/02/10 Region 0, 
Office of Director. 8pp 13425* 035 24X Flche 50-373. 02/D5/1I, 

0206070211. 


— 0206070752 Summarizes 820222 telcon u/J Doodle of A tty Genarals of^ n 
allegations of D Longenle tv Channel 5 concerning conduit 
grounding 5 installation of sensor 

PHILLIP. 0 A Region 3. Office of Director 02/02/26 Regzati 
Office of Director 3pp 13425 036 a4X Flche 50-374, 02/05/ 1 J , 
020607021 1 


— 0206070256 Offgas bldg roof ropfc 

SHAHLIN, D NRC - No Detailed Affiliation Given 82/03/29 Jpp 
13423 030 S4X Fiche 30-373.02/03/11.0206070311 


— 820607D2SB Discusses 820326 contact w/J Goodie of IL Atty Oenurals uifr 
re State of IL petition resulting from allegation concernlnp 
faci 1 ities 

FOSTER. J e Region 3. Office of Director 02/03/31 Region 3. 
Office of Director Ip 13433 043 24X Ficho 30-373.02/05/11. 

820607021 1 


— B2'06070263 Farfclal chronology re allegation concerning cor© dDlJmij 
through rebar in reactor it offgas bldgs at facility Relatod 
Info encl 

* NRC - Wo Detailed Affiliation Given 82/05/11 72pp 
13425 044 24X Fiche 50-373.82/05/11,8206070211 


— 0206070266 Specs for concrete expansion anchor work 

a Sargent it Lundy. Inc 76/09/23 400pp 13423 121 24X 

Fiche 50-373,82/05/11.8206070211 


—0206070272 Forwards request to institute show cause proceeding it fat 
other relief 

GOODlErV S Illinois. State of 02/03/24 Docketing & Scrvlcon 
Branch Ip 13423 326 24X Fiche 50-373,82/03/11.8206070211 


— 0206070275 Request to institute show cause proceeding 6 for other 
relief to immediately suspend consideration of util request 
for fuel loading 6 low power testing In light of newly 
discovered safety Isiues 

FAHNER. r C Illinois, State of 82/03/24 Commissioners 
28pp 13425 327 24X Flche 50-373,02/05/11.0206070211 


0206290540 FOIA request for documents re erea tion. storage 8, disposal of 
radwastes at facilities 

HCCl/LLGUOH. E R McCullough. E R 82/05/20 Division of Rules 
and Records 2pp 13658 299 24X Fiche 30-373. 82/05/20. G206290b40 


8206020459 Forwards Sargent 6 Lundy final supplemental responses to 
Teledyne Spen Item Repts 21.23 24 & Error /Deviation ftepts 

li it 17 for LaSalle Independent Design Revi etix 
SCHROEDERrC H Commonwealth Edison Co 02/03/20 DENTON. H H 
Office of Nuclear Reactor Regulation. Director I5pp 13326 307 
24X Fiche 50-373.82/05/20,0206020439 


8206070291 Summarizes 020520 presentation in Bethesda. MD re 
dryuel l/wetwe 1 1 vacuum breakers adequacy during pool swell, 
per NBC B20S21 telcon request 

6CHRQEDER, C H Commonwealth Edison Co 02/06/01 8CHHENCER,A 
Licensing Branch 2 Spp 13372 003 a4X Fiche 50-373.88/06/01. 
0206070291 


8206070204 Requests approval for change in acceptance criteria re 
reactor core isolation cooling sys startup test Harked-up 
F8AR Table 14 S-112 end 

3CHR0EDER, C If Commonwealth Edison Co. 02/06/02 SCHWENCER.A 
Licensing Branch 2 Spp 13368 243 84X Flche 30-373,02/06/02. 

0206070204 


02O6L6O22S Forwards Revision 21 %o QA Program. Topical Rept CE-l-A 

SIfARTZ.E 0 Commonwealth Edison Co. 82/06/07 HA ASS, H P duality 

Aiiuranca Branch Ip 13522 087 24X Fiche 50-000, 82/06/07. 

0206160222 


— 0206160236 Reviaed pages to CE-l-A. Revision 21, "QA Topical Rept “ 
♦ Commonwealth Edison Co CE-l-A R21 ERR. 02/06/06 20pp 
13522 028 24X Fiche 30-000,02/06/0710206160222 


8206170359 Forwards proposed electrical separation test configuration 
to demonstrata faults induced in nonsafety-related cables 
will not cause failure of adjacent safety-related cables 
for review 

SCHROEDER.C, M Commonwealth Edison Co 82/06/07 gcHWENCER. A 
Licensing Branch 2 6pp 13531*304. 84X Fiche 50-373. 82/06/07. 

8206170359 


0206170233 Submits addl info subs tantlating util request that 0U» be 
isiuwd for 40 yr*. In response to 020609 k 10 conversations 
w/NRC 

BTIEOE, W L Canmonwaalth Edison Co 02/06/10 DENTON. H fl QFP»co 
of Nuclear Reactor Regulation, Director 3pp, 13534 029 a4X 
Flche: 50-373, 82/06/ tO. 0206170253, 
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8206170235 Submits corrected text to 020601 1 tr re butterfly valves 
that provide upstream tt dounstream isolation capability for 
vacuum breakers Ltr incorrectly stated valves manually 
actuated from control room 

SCHflaEDERiC U Gommonujea 1 th Edison Co 82/06/11 SCKt^ENCER<A 
Licensing Dranch 2 Spp 13534 317 24X Flche 50-373,82/06/11. 

02061 7023 9 


8206240260 Foruards '‘Safety Relief Valve/LQCA Hydrodynamic Loads 
Revised Design Basis Summary Rept " 

SCHROEDERiC W Cornmonuea 1 th Edison Co 02/06/17 SCHUENCER, A 
Licensing Branch 2, Ip 13596 070 24X F iche’ SO-373. 02/06/ 17» 
G2O624O260 


—8206240273 "Safety Relief Valve/LOCA Hydrodynamic Loads Revised Design 
Basis Summary Rept ” 

» Sargent U Lundy, Inc SL-3076 01/10/01 200pp 13596 071 

24X Flche 50-373i 82/06/17,8206240268 


8206290162 Lists LER review group findings & recommendations re 
peraannel or procedural error LERs Mg t programs being 
l-mplemented to correct problems explained 

HOLYOAK, R H Commonwealth Edison Co 82/06/17 KEPPLERi J O 
Region 3, Office of Director 4pp 13634 338 24X 

Fiche 30-373,82/06/17,0206290162 


8206290344 Responds to FQIA request for documents re creation, s borape 
6 disposal of radwastes at facilities Forwards excerpt from 
H0RE0/CR-B704 

FELTOHiJ K Division of Rules and Records 02/06/18 
MCCULLOUGH, E R McCullough. E R Ip 13650 301 24X 

Flche 50-373,02/06/10,0206290544 


--8206290550 "Projections for Loss of Reactor Storage Pool Full— Coro 
Reserve (FCR> Capacity " Related excerpt end 
» NRC ~ No Detailed Affiliation Olven 82/06/10 19pp 
13650 302 24X Flche 50-373,02/06/10.0206290544 


6206290136 Advises that completion date for qualification testing of 
safety-related electrical equipment rescheduled for 031231 
Delay due to unavailability of test specimens 6 vendor matl 
traceability info 

SUARTZ.E D Commonwealth Edison Co 02/06/24 ElSENHUTi D 0 
Division Of Licensing 2pp 13633 311 24X Flche 50-373,82/06/24, 

0206290136. 


F Security, medical, emergency fire protection plans 


0206040256 Advi see that emergency preparedness exercise has been 
rescheduled to Apr 1902 

BAROENTiC E Commonwealth Edison Co 02/01/18 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director Ip 13350 034 24X 

Flche' 90-373, 08/01/18, 0206040256 


0206090002 Responds to FQIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/05/11 REYNOLDSi N Q 
Debevoise 6 Liberman 3pp 13454 003 24X Fiche 50-000,02/05/111 

0206090002 


— 8206090011 List of facilities completing emergency preparedness 
activities by 810701 

a- NRC - No Detailed Affiliation Given 02/05/U 9pp 
13434 006 84X Flche 50-000,82/05/11,0206090002 


5306020124 Releases public version of revised LZF procedures 

FELTDN, J K Division of Rules and Records 82/09/25 Document 
Management Branch Ip 13333 129 24X Fiche 50-373,02/05/29, 

B206020124 


— 02.06020130 Forwards public Version of revised LZP proc edures, inc lud Ing 
Procedures LZP 1330-85 re sampling of reactor coolant at 
high radiation sample sys ^ LZP 1330-26 re sampling of 
containment air at high radiation sampling sys 
HOLYOAK, R H Commonwealth Edison Co 82/04/01 Office of 
Nuclear Reactor Regulation, Director Ip 13333 130 24X 

Flche 50-373.02/05/25,0206020124 


— 8206020151 Public version of revised LZP procedures, Including 
Procedures LZP 1330-25 re sampling of reactor coolant at 
high radiation sample sys & LZP 1330-26 re sampling of 
containment air at high radiation sampling sys Index end. 

« Commonwealth Edison Co 08/03/19 66pp 13333 131 24X 

Fiche- 50-373,82/05/25, 8206020 1 24 


0206100266 Forwards post-exercise evaluation conducted 801204 State of 
XL successfully protected public 5 uks prior to exercise 
State it county demonstrated improved capability to protect 
public health fic safety In nuclear accident on 810930 
RRIMM, R U Federal Emergency Management Agency 02/05/26 
GRIMES, 0 Division of Emergency Preparedness Ip 13545 290 84X 

Flche 50-373,83/05/26,8206180266 


G206070173 Releases public version of 10CFR50 59 format for safety 
evaluation of revised LZP t est/ proc ed ure 

FELTON, J M Division of Rules and Records 82/09/87 Document 
Hanageoiont Branch Ip 13427 225 24X Flche 50-373, 02/05/27, 

8206070173 


— 8206070101 Public version of 10CFR50 99 format for safety evaluation 
of Revision 4 to Test/Procedure LZP 1320-1, "Augmentation 
of Plant Staffing " 

BRYANT, L Commonwealth Edison Co 82/05/17 2pp 13427 226 
24X Flche 30-373,02/05/27,0206070173 


8206070210 Releases public version of revised LZP procedures 

FELTON. J M Division of Rules and Records 82/05/27 Document 
Management Branch Ip 13427 152 24X Fiche 50-373,02/05/27, 

B2O6O7O210 


— 8206070225 Forwards public version of revised LZP procedures, including 
Procedures LZP 1330-21 re determination of reactor coolant 
chlorl<#e concentration at high radiation sampling sys 
Receipt form end 

HOLYOAK.R H Commonwealth Edison Co 02/09/13 Office of 
Nuclear Reactor Regulation. Director Ip 13487 133 24X 

Fiche 30-373,02/05/27,0206070218 


—0206070229 Public version of revised LZP procedures, ine luding 
Procedure LZP 1330-21 re determination of reactor coolant 
chloride concentration at high radiation sampling sgs 
Revised index end 

» Commonwealth Edison Co 02/09/07 97pp 13427 154 a4X 
Flche ' 90-373, 02/09/27, 8206070218 


8206070832 Releases public version of revised emergency plan LZP 
procedure 

FELTON, J M Division of Rules and Records 82/09/87 Document 
Management Dranch. Ip 13427 264 24X FI che SO-373, 02/05/27, 

8206070232 


— 6206070238 Forwards public version of Revision 3 to Emergency 
Plan LZP Procedure LZP 1320-1, "Augmentation of Plant 
Staffing " Receipt form end 

HOLYOAKfR H Commonwealth Edison Co 02/05/05 Office of 
Nuclear Reactor Regulation, Director Ip 13427 269 24X 

Flche 50-373, 82/09/27, 0206070832 


— 0206070241 Public version of Revision 3 to Emergency Plan LZP Procedure 
LZP 1320-1, "Augmentation of Plant Staffing " Revised index 
end 

s Commonwealth Edison Co 82/04/01 i3pp 13427:266 24X 

Flche 50-373, 82/09/27, 0206070232 


8206000022 Releases public version of IOCFR50 99 format for safety 
evaluation of revised LZP procedures 

FELTON, J M. Division of Rules and Records 82/09/27 Document 
Management Branch Ip 13441 028 24X Flcha 50-373,02/05/27, 

0206080022 


— 8206000024 Public version of IOCFR90 99 format for safety evaluation of 
revised LZP procedures, indud Ing Procedures LZP 1330-21 re 
determination of reactor coolant chloride concentration at 
high radiation sampling sys. 

KNOLL, P , MARSHALL, vi Catrtnonwoal th Edison Co 82/05/07 Spp 
13441 029 24X Fiche 50-373,82/09/27,0206000022 


0206070009 Informs that deficiencies identified during initial testing 
of prompt public notification sys far facilities documented 
in util 020216 ltr have been corrected prior to 020601 
DELOEORQE, L, 0 Commonwealth Edison Co 02/09/28 KEPPLER, J 0 
Region 3, Office of Director 2pp 13389* 119 24X 

Flche. DO-OOOi 82/05/28, 02060700 09 


0206140060- Discusses status of proposed formal submission of XL state 
plan fPT rad 1 ologlcal accidents Deficiencies corrected on 
B20414 Protective measures will be applied offsite in event 
of radiological emergency Formal approval expected 
KR1MM,R M Federal Emergency Management Agency. 02/06/01. 

0RII1E8, & Division of Emergency Prs paredne is. Ip 13484*278. E4X 
Fiche, 50-373, 02/06/01, 02O614DO6O 
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BSO&iSOSlS Ap|>rovgs State of IL & local pl^ns Plans & preparedne&s foi 
offsite protection ade<iuate to protect public Koaith 
sefetij subj to TEMA verification of adoq.iiacv of alerting tc 
natlflcatloh sge 

THDUASi L 11 Federal Emergency Management Agency 83/06/04 
DiRCKSiM J Office of the Executi^/e Director for Operations Ip 
13534 310 34X Fiche SO“373, fl2/0A/04. Q2061 00313 


8206140396 Releases public version of reviskon to LZP test pmeedurr 
FELTONi J M Division of Rules and Records 02/06/08 Document 
Management Branch Ip 13509 049 24X Fiche 50-373.82/06/00, 

B2061 40296 


“-02O614O3OO Foruards public version of LZP— 1 200-2* Revision 1. 

^’Class if i ca tion of Noble Oas Release " Safety avaluatlon 
format l< check list end 

« Commonwealth Edison Co B2/0S/24 NRC - No Detailed 
Affiliation Given 3pp 13509^050 24X Fiche 90-373, 92/ 06/09 » 

0206140296 


— G206140304 Public version of LZP-1800-2> Rev Is Ion 1. ‘’Classification of 
Noble 0a« Release ^ Revised index end 

e Commonwealth Edison Co 82/05/06 5pp 13S09 053 24X 

Fiche 50-373,92/06/00.8206140276 


92061703SO Forwards Revision 18 to physical security plan Revision 
withheld iref 10CFR73 Si ) 

DELGEORQE.L 0 Commonwealth Edison Co 02/C6/t6 DENTDht, H Office 
of Nuclear Reactor Regulation, Director Ip 13531 303 24X 

Fiche 50-373,92/06/16,0206170350 


8206240332 Forwards Revision 3 to Procedure 029} A, *'heteorolagi<al 
Monitor ing. Of f site Dose Calculation Program for Emorgencij 
Preparedness at Operating Nuclear Power Plants" & Revision 4 
to QA program for meteorological monitoring progradxs 
SCHROEDERiC W Commonwealth Edison Co 02/06/16 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 13600 315 24X 

Fiche 5G-00G, 82/06/16, 8206340332 


0206230021 Releases public version of generating stations emergency 
plan telephone directory 

FELTON, J M Division of Rules and Records 02/06/17 Document 
Management Branch Ip 13594 073 24X Fiche 50-000,02/06/17, 

8806230021, 


— 0206300121 Forwards public version of revised generating station 
emergency plan environ director emorgency plan implementing 
procedures, Inc 1 ud ing Revision 2 to Procedure ED-3 re demand 
polling of meteorological data 

ClCHYiO Commonwealth Edison Co 02/06/08 Director's Office, 
Office of Inspection and Enforcement 2pp 13695 002 24X 

Fiche 50-000 , 92/06/23,8206300112 


— 8206300125 Public version of revised generating station emergoncy pl.in 
environ director emergency plan implementing procedures, 
including Revlsicn 2 to Procedure CD-3 re demand polling of 
meteorological data 

LITERSKI/L A C-ommonwea 1 th Edison Co 02/06/02 llpp 
13695 004 24X Fiche 50-000,02/06/23.0206300112 


0 Adjudicatory correspondence 


0206170091 drder extending time until 020623 for Commission to decide 
whether to review Director of NRR partial denial of !L 
Friends of tho Earth V 0 Rorem 820420 10CFR2 206 request for 
ac tlon 

CHILK,8 J Office of the Secretary of the Commission 02/06/J4, 
Commisiiorters Ip 13S30 132 24X Fiche 50-373,02/06/14, 

8206170091 


920628019} Informs that time for Commission to review Director 's 
partial denial of 10CFR2 206 petition expired Commission 
declined review Decision became final agency action on 
&20623 

CHICK, S J Dfflce of the Secretary of the Commission 02/06/25 
ROREM, a L Friends of the Earth ip 13624 206 24X 

Fiche 50-373, 92/ 06/23,0806200191 


0 Inspection reports. IE Oulletins tt correspondence 


8202040147 l£ Info Notice S2-13, "Notification of NRC " Bve list end 
OEVaUNO, R C, Director's Office. Office of Inspection and 

Enforcement 82/05/28 107pp 13426 095 24X 

Fiche 90-000,02/05/28,0202040147 


0204210378 IE Info Notice 02-16, "HPCI/RCIC High Stoam Flow Retpolnts " 
Svf list end 

JORDAN, E L Division of Engineering 6 Duality Assurance 02/05/20 
lOSpp 13440 264 24X Fiche 90-000.02/03/28,0204210370 


’—8206830032 Forwards public version of generating stations emergency 
plan telephone directory 

MOORE, R D Commonwealth Edison Co 02/06/04- DENTON. H R NKC - 

No Detailed Affiliation Olven ip 13994; 074 24X 

Fiche SO-000, 02/06/ 1 7. 020623002 1 


— 8206830037 Public version of generating stations emergency plan 
telephone directory 

e Commonwealth Edison Co 82/09/28 40pp 13594 076 24X 

Fiche 90-000,08/06/17,8206230021 


0806240032 Releases public version of generating stetlans emergency 
plan telephone directory 

FELTON. J M. Division of Rules and Records 08/06/18 Document 
Kinagement Branch, Ip 13617’ 336 24X Fiche 50-000, 82/06/10. 

8206240032 


— 9206340049 Public version of generating stations emergency plan 
telephone directory 

« Commonwealth Edison Co, 02/05/28 41pp 13617 337 84X 

Fiche. SO-000. 92/06/10, 0206240 032 


B2O620D674 Releases public version of LZP procedures manual offsite 
notification forms. 

FELTON, J M Division of Rules and Records 82/06/22 Dacument 
Management Branch. Ip. 13630* IB9 24X Fiche 50-373,92/06/22, 
02O6SBO674 


6204210380 IE Bulletin 82-02, “Degradation of Threaded Fasienorii in 
.Reactor Coolant Pressure Boundary of PWR Plants '* 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/*D6/08 tOBpp 13527 ISO 24X 

Fiche 90-000,02/06/02,0804210380 


6206150161 Confirms 820607 discussion wherein 820611 meeting schodulod 
in Region 3 ofes to discuss LERs & security program Item of 
noncomp Ilanc o 

KEPPLER,JO Region 3, Office of Director 02/06/00 RCED, C 
Commonwealth Edison Co Ip 13505,150. 24X Fiche, 50-373, 02/06/00, 

9206150161 


8204210303 IE Info Notice 02-17, "Dverpressur i ration of RC8 " Sve Hat 
end 

JOROAN.E L Division of Engineering it Quality Aaiurance 82/06/11 

I06pp 13675 29 0 24X Fiche* 50-000, 02/06/ 1 1, 0204210393 


8204210384 IE Info Notice 02-10, "Assessment of Intakes of R,idioactiv« 
Matl by Worirers *’ Sve list end. 

DEYOUNO.B C Director's Office, Office of Inspection and 

Enforcement ea/06/U I20pp 13675, IB9 24X 

Fiche, 50-000r 82/06/11, 8204210384 


R, Periodic operating reports 8, related correspondence 


— 8206200679 Forwards public version of L7P procedures manual effsito 
notification forms that have not been signed U returned 
Return of signed forms requested 

a Commonwealth Edison Co 02/06/14 NRC - Ho Detailed 
Affiliation Olven 2pp 13630*190. 24X Fiche* 50-373. 02/06/22, 

0206200674 


8206300112 Releases public version of revised generating station 
emergency plan environ director emergency plan implementing 
procedures 

FELTON, J M. Division of Rules and Recorifs. 82/06/23 Document 
Management Branch Ip. 13693 ODl a4X Fiche 30-000,82/06/23, 
0206300112, 


6206010467 Forwards "Incldencp at Fog/Rlme Ice Formation First Quarter 
1982," summary of observations In vicinity of cooling pond 
SCHRDEOER,C H Commonwealth Edison Co 92/05/21 8CHNENCER1A 
Licensing Branch 2 ip 13314 103 24X Fiche 30-373, 82/03/21* 

8206010467 


8206010473 "Incidence of Fog/Rlme Ice Formation First Quarter 1902 '• 
e Comnonwealth Edison Co B8/05/2i 4pp 13314* 104 24X 

Fiche 30-373, 02/03/21 , 0206010467 


9 Reportable occurrences, LERs It related torrespondence 


8306170285 Interim Part 21 rept re possible discrepancy in fire damper 
cloture in dampers 18 inches wide & narrower Insp of oncl 
list of fire dampers Init lated, American Warming |< 

Ventilation Inc 620602 Itr end 

SKATES, M.L. Zack Co 02/06/09 KEPPLER, J 0 Region 3, Office nf 
Director 3pp. 13529,200 24X Fiche 50-373, 82/06/09, 8206170385 



non-antitru*t rrafcters 


-«rZawl FDIA request For documents re cons-t of pltints. 

l}Tf mA ^ partially u>lthheU 

r^t w d division of Rules and Records 


63/05/11 KQDNER* 
24X Piche 50-373,03/05/11, 


630&Q9D153 Oeneric Ltr to all LUR reactor plant licensees St 

applica.nts re transmittal of NUREO-0916 relative to 
rastart of RE Oinna Rapt doctimentsi findinpe ra cause of 
event M/o enc I 

eiSENKUT, D 0 Division of Llcaneinff 83/06/09 HAU9PUR0. A 
Conioltdated Edletin. Co of Neuj York SHIELDS, S PT Public Gervlca 

Co of IntTiana, Inc TAUSER, H Detroit Edison Co I3pp 
13557 349 24X Flche 50-000,02/06/09.0306090153 


€120331 meeting in DethesdatMD Pp 1-7' 
Affiliation Given 05/03/31 7Bpp 


134P5 359, 


.iven 05/03/31 

24X Fiche 90-373,05/05/11,0206070211 


0206220320 Foruards SlT-TP-a50» "‘UHS Test 

ARNOLD, L D Louisiana Peujer b Light Co 02/06/15 t^ERMlEL, J NRC 
No Detailed Affiliation Given Ip 13578 208 24X 

Ficho 90-302, Q2/06/15, 0206220328 


CHET 50*379 NUCLEAR EXAMINATION REACTOR 

^®POT'tfi, IE Bulletins 6 correspondence 


—8206220533 "UHS Test ” 

OIOSaN. JE Louisiana Pouer & Light Co 82/06/11, SOOpp 
1357B 209 24X Ficha 30-382,82/06/15,0206220520 


'06020396 Foru^ards IE Inep Ropt 50-375/02-01 on 030426-27 No 
nnneomp 1 ianca noted 

STERNDEROiO M Division of Resident, Reactor Project * Engineerinfl 
82/05/10 REMLEYi M E Rockuell International Corp Ip 
13326 OlO 24X Ticha 50-375,82/05/10,0206020396 


0206220349 Foruiards facility environ protecticn plan previously 
eubmitted w/820526 ltr S, unsigned affidavit Affidavit 
signed, 

MAVRIN, L M Louisiana Fouler L Light Co 82/06/16 TEDESCD, R, L 

Assistant Director for Licensing 3pp, 13581 216 24X 

Fiche 90-385.82/06/16*820622034 9 


■0206020401 IE Insp Ropt 50-375/02-01 on 020426-27 No noncfltnpl ianca 
noted Major areas inspected facility status, organization, 
logs U records, review it audit activl ties, survei 1 lane es, 
radtation control, fire pratectlon l< physical security 
HDRNOR, O W , ZNETZlOiO D Division of Resident, Reactor Project 
Engineering Programs 02/09/07 4pp 13326 011 24X 

Ftc-ho 50**379i 02/05/10, 0206020396 


QCKET 90-376 NORTH CQAQT NUCLEAR PLANT 

App 1 1 cat ion/ construction stage documents E, correspondence 


1206090193 Generic Ltr 02-11 to all LWR reactor plant licensees I, 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/a end. 

CISENHUTpD Q Division of Licensing 02/06/09 HAU8PUR0, A 
Consolidated Edison Co of New York TALLMAN.W C. Public Service 
Co, of Mobi Hampshire THURLOW, E W Maine Yankee Atomic Power Co 
13pp 13997 349 24X Fiche 50-000,05/06/09,0206090153 


DOCKET 90-302 WATERFORD GENERATING STATION, UNIT 3 
A Ap p I ica Lion/ construction stage documents & correspondence 


0206170224 Forwards Info re staffing status of nuclear operations as of 
BS09I5 t< status of Commitments made in util 810420 ltr to 
NRCiper 010806 meeting w/ACRB. 

MAUrtINfL.V Louisiana Power U Light Co 82/05/17. BLACK. 8 
Standard i latl on 8i Special Projects Branch 3pp 13935' 190. 24X 

Fiche 90-392, 82/09/17, 8206170224 


8206020393 Confirms 820519 tolcon 8, submits agreed upon schedule for 
upcoming seismic auallf icat Ion review team audit. 

MAURIN, L V Louisiana Power & Light Co 02/05/26. TCDE8C0, R, L 
Assistant Director for Licensing Ip 13321 337 S4X 
Fiche 50-382,82/05/26,0206020353 


S206020409 Forwards environ protection plan 1 nonradi olog leal i foi 

facility. 

MAVRIN, L.V Louisiana Power it Light Co 02/05/26 TEDE8C0, R L 

Assistant Director for Licensing 4pp 13326. 39S 24X 

Fiche 50-302, 82/09/26, 8206020409 


—8306020412 Environ protection plan inonrad 1 ological I for facility 
a Louisiana Power U Light Co 02/04/30 24pp 13326.359 SAX 
Fiche 90-302, 82/05/26, 0206020409 


9206090227 Forwards statement of effect of OL issuance on culturorl 
resource remains of Waterfprd plantation sites eligible for 
Natl Register of Historic Places No adverse effects will 
result from OL Issuance 

MAVRIN, L V, Louisiana Power it Light Co 02/06/04 MIRAGLIA, F J 
Licensing Branch 3 9pp 13421 335 24X Fiche 50-382,02/06/04, 

82060 B02S7 


9206140274 Forwards requests for addl Info from Reactor 8ys Branch, to 
permit completion of OL app 1 lea tion review 

MIRAGLIA, F J Licensing Branch 3 02/06/07 MAURIN,L V LagsBiom, 

Power it Light Co I3pp, 13906 216 24X Fiche 50-382,02/06/07, 

9206140274 


G2062503B1 Summary of 820615 meeting w/ut 1 L, Ebasco S, C-E in BetheedaiMD 
re util proposal for verifying that plant designed 6 built 
per NRC r equi reirent a 

BLACK, 6 Licensing Branch 2 82/06/21 Licensing Branch 2 5pp 

13630 071 24X Fiche 90-352,82/06/21,0206250301 


9206300179 Forwards ’'Model Testing of Safety Injection Bys Sump ” 
Orating cages will be installed to protect intakes from 
vortex formation 

MAVRIN, L V Louisiana Power ic Light Go. 88/06/20, TEDESCO, R L 
Assistant Director for Licensing. 2pp 13654 001 24X 

Fiche 50-3B2, 82/06/201 B206300179 


— 8206300101 ’'Model Testing of Safety Injection Sys Bump " 

a Western Canada Hydraulic Laboratories, Ltd 02/06/30 lOOpp 
13654 003 S4X Fiche 90-382,82/06/88,020630017? 


E NRC Safety Evaluation Report <BER>, supple l« correspondence 


B206020413 Forwards comments on BER tcBupple 18(2 

MAVRIN, U V. Louisiana Power 8* Light Co. 82/09/26 TEDEBCQ, R. U, 
Assistant Director for Licensing i6pp 13326 070, 24X 

FI cha 50-3B2, 82/05/26, 82060204 1 3 


F Security, medical, emergency Bi fire protection plant 


9206090002 Responds to FOIA request for documents re Commlstlon 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A. 

Documents also available In FOR. 

FELTON, J M Division of Rules and Records 82/09/11 REVNOLDSj N Q 
Debevolse It Liberman 3pp. 1D454 003 24X Fiche: 90-000, 82/05/1 1, 

0206090002 


8206220170 Ack prompt attention re RA 0mi th, g uardf orce training 
officer Safeguards summary rept on rsiolution of mattsr 
should be provided. 

KELLY, VAT Region 4, Office of Director. 02/06/17. FRILOUX, W V 
Louisiana Power «< Light Co Ip 13372 077 24X 

Fiche 90-382,02/06/17,8206220170 


B206240300 Requests comments an end overslie public brochure by 
820629 Aperture cards are available in PDR 

MAURIM, L V Louisiana Power It Light Co 02/06/10, TEDEBCo, R L. 
Assistant Director for Licensing 5pp 13600 001 24X 

Fiche 50-362, 82/06/10,8206240300, 


G Adjudicatory correspondence 


B2D6010293 Forwards printed Suppl 3 to 8ER (NVREO-0707) W/o and. 
TVBK,a.E Hearing Branch J 02/09/27. WOLFE, 8. V , J0RDAN,W IL, 

FOREMAN, H Atomic Safety and Licensing Board Panel Ip 13301,071 

24X Fiche' 50-382,82/05/27* 8206010293 


8206160052 Forwards praposed findings of fac t , cortc luslpns of lx 
brief in form of proposed initial dec 1 slop. Proposed 
transcript corrections will be filed within 1 uik. 

CHURCHILL, 9, W Bhawr Pittman* Potts |< Trowbridge 
Louisiana Power €< Light Co B2/C6/ti. WOLFE, 8, J. 

JOBDAMrWH Atomic Safety and Licensing Board Par 
13512 220 24X Fiche, 50-302, 82/06/1 1 , 8006 1 60092 
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0206160056 Prop€»»d firtdirig* of f 4cti cone Im i onis of l#tii tt hri&f in form 

of proposed Initial decision Certificate of Sv-c end 
CHURCHILL* D H Louisiana Power it Light Co CHURCHILL. B M bhau. 
plttmarii Potts Trottibrldje 82/06/11 I4lpp 13-512 22? 24X 

FI c h e 50-383. 02/06 / ll, 03061600 32 


B2042103B4 IE Info Hofelce 82-18. "Assessment of Intakes of Ra d i oci-t. t ivc 
Mat! by Workers " Bve list end 

DEVOUNO. R C Director's Office. Office of Inspection and 

Enforecjnent 82/06/11 120pp 13675 10? 24X 

Fiche 50-000. 82/06/11,8204210384 


8206180322 Motion to Teconald-er ASLB 7?0?13 order 6 820312 ruling, to 
reopen OL hearlnja &/or hold net# hearings Motion not 
advanced for dilatory purposes Certificate of Sve end 
GROESCH.O L Joint Inter vonors "WatB r f ord 82/06/12 AtoRiit 

Safety and Licensing Board Panel 6pp 13545 105 24X 

Flche 50-302.82/06/12.8206100339 


ea06240'415 Findings of fad ^ conclusions of law on Contentions B/V It 
17/26 Certificate of Sve end Two oversiie brochures end 
Aperture cards are available In PDR 

GROESCH.O L . DUNCAM, C Joint rntervenora-Materf ord 02/06/91 

llOpp 13600 003 24X FUhe 50-383.82/06/21.8206240413 


H Oeneral correspondence 


820629021? Forward* tenth monthly rept re staffing status of nudear 
organization as of 820613 Also forwards status of staffing 
commitments made In 810420 Itr 

MAURIN.L V Louisiana Power & Light Co 82/06/10 BLACK. 3 
Dlvisloit of Licensing 3pp 13636 294. 24X Flche 30-302188/06/18, 

8206390319 


Q Inspsctlnti reports. IE Bulletins it correspondence 


S Reportable occurrences. LERs 6 related correspondence 


0206010380 Qtxfch interim rept on significant const deficiency ro 
defective valve actuators (Fisher control s ). ini tial ly 
reported 620111 Replacement of three spring cans 6 set of 
piston seals recominiended Final rept by 821015 

MCUEHOaN. 0 D Louisiana Power 6 Light Co 02/03/20 CDLLlNb.J ( 

Region 4. Office of Director 2pp 13301 300 94X 

Flche 50-382.82/05/20,0206010390 


0206010552 Final Rept pf Potentially Reportable Deficiency 78 re 
dimensional deviation in bolting matl - site purchase 
orders. Initially reported 82041? Item considered 
nonreportab 1 e 

MCLEMDOM. 0 D Louisiana Power 6 Light Co 02/05/20 COLLINS. J T 
Region 4. Office af Director Ip 13315 357 S4X 
Flche 50-302,82/05/20.8206010552 


020610-0122 Second interim rept of Gignif leant Const Deficiency 42 re 
HMA auciliarg relays Final rept cannot be provided by 820528 
ae promised Hatl uiill not be shipped until 020625 Final rept 
to be submitted by 020806 

MCLERDaM.O D Louisiana Power 6 Light Co 82/06/02 CDLLINf?. J ( 
Region 4. Office of Director 2pp 1344? 119 24X 

Fiche 50-382.02/06/02.8206100122 


B206010639 Foruarda IE Insp Rept 50-382/08-04 on 620301-05 Mo 
nonconip 1 lance noted 

MAOSENjO L Division of Resident. Reactor Project & Engineering 
Programs B2/0S/19 NAURJN. L V Louisiana Power & Light Co, 2jip 

13314 179 24X Flche 50-302,02/05/19.0206010638 


— 8806010644 IE Insp Rept 50-389/03-04 on 020301-05 No noncompl ianco 
noted Major areas itispected radiation protection program 
Including organ! latianrstafflng. qua I i flea t ions, training, 
exposure c ontr o 1 . fac 1 1 1 ties 6 equipment tf ALARA program 
CHANET. H . MURRAY. B. Region 4. Office of Director 03/05/17 
55pp 13314 lei 24X Flche 50-308. 02/05/ I?. 8206010638 


0206020084 Informs that requirement to a-niwer all notices of violation 
under oath or affirmation is rescinded NRG may still 
erercise option to require oath in specific casds 
MAD6EW. <9 L Division of Residentr Reactor Project it Engineer ing 
Programs 82/05/26 MAURIM. L V. Louisiana Power 4* Light Co 9pp 
13329 242 24X Fiche 50-332,02/03/26.0206020004 


B202040147 IE Info Notice 02~15. ''Notification of NRC " Bve list end 
DEVOUNO. R. C Director's Office. Office off Inspection end 

Enforcement 02/03/28 107pp. 13426 093 24X 

Fichi’ 30-000. B2/ 05/20 1 020204014 7. 


0306100178 Interim Significant Const Deficiency Rept 56 re reactor 
containment bldg liner plate nuclear coatings failure, 
initially reported 820520 Due to extensive testing 
Potential Reportable Deficiency 7? reclassified as 56 
MCLENDONtO 0 Louisiana Power 6 Light Co 62/06/02 COLLIN 0. vl ^ 
Region 4* Office of Director ip 13450 305 24X 

Flche 30-302.83/06/09.0206100170 


9206100186 Second interim Bignificant Const Deficiency Rept 45 rr Ahlll 
SO relay bell switch mounting failure Required matls 
presently onsite awaiting installation Most devices 
energized making replacement difficult Final rept by 830630 
MCLENDON. G D Louisiana Power 6 Light Co 02/06/03 COLL1N0, J f 
Region 4. Office of Director Ip 13450 994 24X 

Flcha 50-302.02/06/03,0206100106 


B206100191 Sixth interim deficiency rept re 9ignificant Const 
Deficiency 17 concerning base metal defect In main steam 8< 
feedwater containment penetration anchors Final rept delayed 
to 690831 due to secondary flush 1( chemical denning 
MCLENDON. 0 0 Louisiana Power U Light Co 02/06/03 COLLINS. J 1 
Region 4. Office of Director 8pp 13438 226 24X 

Flche 50-389. 83/06/03.6206100191 


0204910376 IE Info Notice 62-16. "MPCI/RCIC High Steam Flow Setpoints ” 
Sve list end. 

JORDAN. E L, Divisi-on of Engineering U Guality Aisurance 82/05/98 
iOSpf) 13440 264 24X Fiche 90-000.82/05/20.0204210370 


0206110954 Informs that final deficiency repts for listed items will 
not be submitted Status summary included 

MCLENDON. 0 D Louisiana Power It Light Co. 02/06/03 COLLING. J 1 
Region 4, Office of Director 2pp 13466 236 24X 

Fiche 90-309. 02/06/0310206110254 


8204210380 IE Bulleti-n 82-09, '’Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plant*," 

8vc list end 

OEYOONO.R C Director's afflce. Office of Inspection and 

Enforcement 62/06/02 I08pp 13927 ISO 24X 

Fiche 50- 000. 82/06/ 09. 89042 i 03 S 0 


S2060B0359 Ack receipt of 8S042D Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 5O-302/BZ-O3 
HADBCNi 0, L Division of Resident. Reactor Project U Eng ineer ing 
Programs. 89/06/03, MAtJftlN.L V Louisiana Pautr t. Light Co. 2pp 

13416. 957. a4X Fiche: 50-382. 82/06 /03 , 8206080359. 


0206140130 Ack receipt of 920521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/02-07 
MADBEN. 0, L Division of Resident. Reactor Project It Engineering 
Programs, 82/06/0? MAURIN.L V, Louisiana Power 6 Light Co Ppp 
13483 390. 84X Fic ha* 90-392. 82/06/09. 09061 40130 


--0206140141 Responds to NRC 620413 Itr re violations noted in IE Insp 
Rept 90-302/82-07 Corrective actions, ln#p of Cables 32366J- 
6B«323660-5B L 32366F-SQ revealed no cable damage. Mzme 
issued cautioning personnel re potential for damage, 

MCLENDON. 0 D. Louisiana Power tc Light Co. B2/09/21 KADSCN. Q L. 
OivLiiun of Resident. Reactor Project k Engineering Programs 4pp 
13403 392 24X Fiche 90-332. BZ/06/0?, 0206140130 

B2042103S3 IE Info Notice 82-17, "Overpresiurl ration of RCS ” Sve list 
end 

JORDAN. E L Division of Engineering 6 Quality Assurance 69/06/11 
106PP 13679 298. 24X Flche 90-000.82/06/11.0204910303 


8206190196 Third Interim deficiency rept of Potentially Reportable 
Incident 52 re nonconformance of reactor coolant pump 
support* - A-490 bolts Rework of bolts complete Torque 
wrench found out of callbr Final rept expected by 620706 
MCLENDON. G D Louisiana Power k Light Co 02/06/08 COLLINy. J I 
Region 4. Office of Director Ip 13509 074. 24X 

Fiche 50-389. 82/06/08, 0206150126 


8906210479 Second interim deficiency rept re Cooper-Bessemer emergency 
diesel generator* Agaitat relay defect Seventy-four control 
relays for generator Q will be removed returned to vendor 
for repair/replacement Final rept expected by 820813 
MCLCMDON.O D Louisiana Power k Light Co 89/06/14 COLLINS. J 1 
Region 4. Office of Director, Spp 13568 25? 24X 

Flche 50-30 2. 89/06/14, 0206210479 


8206950190 Third Interim Significant Const Deficiency Rept 37 re 
resistance temp detectors failure Requests extension date 
for submittal of final rept until 890806 due to mfg shipping 
delays 

MCLENDON.© D Louisiana Power k Light Co 02/06/17 COLLlNa. J 1 
Region 4. Office of Director ip 13616 300 24X 

Fiche 90-302.89/06/17.8206250198 


8306250194 Third interim rept re feedwater isolation valves — temp 
■nalnt of actuators Physical work on corrective action 
coptplete. Extension until 020713 to submit final rept 
requested 

MCLENDDN, 0 D Louisiana Power k Light Co 89/06/17 COULINO. J 1 
Region 4, Office of Director Ip 13613 262 24X 

Flche, 50-382. 02/06/ 17. 8206290194 
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02Q£iSS053S Interim deficiency rep t re inadequate d ea i dn/deaign rovieu 
of inatruftientatlon seismic support draiiiings Mercury Co 
retiJort of deFicient supports incomplete Final rapt will 
be submitted by 62080S 

MCLENDON, O D Louisiana Power & Light Co B2/06/i7 C0LL1M9»J 1 
Region 4, OFF ice of Director ip 13613 227 24X 

Fiche 50-302.62/06/17,8206250232 


62062502BO Fourth Interim Significant Const Deficiency Repfc 40 re 
ITE-Oouid starter cotl failure in containment cooling fans, 
initially reported on 820616 Final review in progress Final 
rept especfcod by 020712 

MCLENO0N, O D Louisiana Power 6 Light Co 02/06/17 CQH-rN&,xl F 
Region 4 j Office of Director Ip 13617 196 24X 

Ficlifl SO -302 , 02/06/17, 0206350280 


— 0206070702 "Susq^uehtanna Steam Electric Btation Detailed Control Room 
Design Review Program Plan " 

« Pennsylvania Poiiier t* Light Co 02/06/03 60pp 13307 007 
24)( Fiche 50-307.02/06/03,020607069 4 


82060702B0 Forwards Amend 47 to OL. containi ng Revision 30 to FBAR 
CURTIS, N U Pennsylvania Power t Light Co 82/06/04 SCHUENCCR, A 
Licensing Branch 2 13pp 1337D 054 24X Fiche 50-387,82/06/04, 

0206070280 


— 02O6O7O2B7 Application far Amend 47 to DL. consisting of Revision 30 
to FEAR 

CURTIB.N N Pennsylvania Power & Light Co Q2/05/2B Ip 
13375 067 24X Fiche 50-387,02/06/04.0206070200 


T Hearing transcripts on non-ant i trust matters 


8206280521 Proposed corrections to evidentiary hearing transcripts 
Certificate of Svc end 

RIDSWAV.D A Louisiana Power i< Light Co RlDOUAYi D A Shaw, 
Pittman, Potts l( Trowbridge 62/06/23 10pp 13626 295 24/ 

Fiche 50-382,82/06/23.0206280321 


DCCKET 50-307 SUBOUEHANNA STEAM eLECTHlC STATIOK, UNIT I 


A Application/construction stage documents correspondenc e 


8206140093 Forwards Amend 44 to OL appl ication, consi sting of Revision 1 
to security plan 

CURTIS, N W Pennsylvania Power e, Light Co 03/03/26 BCHWENGER, A 
Licenstfig Branch 2 tp 13480 361 24X Fiche 50-307,02/03/26. 

02O614OO9B 


0206000155 Requests confirmation of util understanding of NRC actions 
arising from 820520 meeting of Mark II owners S, NRC re 
vacuum actuation load due to pool swell Handouts end 
CURTIS. N If Pennsylvania Power it Light Co 82/06/04 8CHHENCER, A 
Licensing Branch 2 lOpp 13424 069 24X Fiche 50-397,02/06/04, 

0206080155 


0206090161 Forwards addl tnfo re control of heavy loads, single failure 
proof handling sy»,pcT 01D924 commitment 

CURTIS, N U Pennsylvania Power fit Light Co 02/06/04 BCHNENCER.A 
Licensing Branch 2 if»PP 13423 276 24X Fiche 50-307,02/06/04, 

82O60BD16I 


8206080362 Forwards "Vertical Dynamic Analysis. " to aid in NRC 
review o-f inconsistencies found in facilities dynamic 
models Final rept addressing reportability will be submitted 
prior to Unit i fuel Load [Hods will be made to FBAR & DAR 
CURTIS, N W Pennsylvania Power 8. Light Co 62/06/04 BCHWENCER, A 
Licensing Branch 2 Ip 13424 017 24X Fiche 50-307,02/06/04, 

0206060365 


— 3206140104 Amend 44 to OL application for Class 103 QL consisting of 
Revision i to security plan Plan withheld (ref 10CFR2 7901 
CURrra, N W Pennsylvania Power & Light Co 02/03/26. Ip 
13408 362 24X Fiche 50-387,02/03/26,0206140090 


02Q6O1O623 Forwards addl info in response to NRC concerns r« chuggitig 
load d ef ini ti on, Inf o will be incorporated into design 
assessment rept scheduled for submittal on 020606 

CURTIS, N ig Pennsylvania Power & Light Co 82/05/26 SCHMENCER.A 
Licensing Branch 2 33pp 13314 146 24X Fiche 50-387,02/05/26, 

02060106^3 


0206040355 Responds to NRC 020330 1 tr re natural gas pipeline in 
vicinity of facility Location acceptable assuming flew 
restrictive device Is used in gas line 

CURTIS.N U Pennsylvania Power fit Light Co 82/06/01 0CHNENCER, A 
Licensing Branch S 9pp 13350 337 24X Fiche 80-307,02/06/01, 

8206040359 


8206'040407 Forwards info presented at 011118 meeting w/Mork II owners 
group t( NRC in Beth»sda,MD re actions to resolve leading 
condition caused by drywell floor vacuum breaker cycling 
during chugging DAR will be submitted by 820608 

CURTIS. N Vi Pennsylvania Power U Light Co 02/06/01 SCHWENCER. A 
Licensing Branch 2 9pp 13352 255. 24X Flclio 50-307,02/06/01, 

8206040407 


8206070224 Forwards proposed revisions to diesel loading tables In 
F8AR Section 8 3, providing clarification on loading of 
diesels to continuous SrOOO-h ratings Revisions will be 
submitted in future FBAR amend 

CURTIS, N W Pennsylvania Power U Light Co 02/06/02 SCHWENCER, A 
Licensing Branch 2 4pp 13371 032 24X Fiche’ 50-387, 82/06/02, 

0206070224 


S206070220 Forwards 910626 Itr from OE re closeout of NUREO-0737, Item 
II K 3 30 requiring revisions to LOCA models Ifo revisloiia 
necessary for Item 11 K 3 31 

CURTIS, N W Pennsylvania Power «< Light Co 82/06/03 8CHMENCER, A 
Licensing Branch 2 Ip 13371 036 24X Fiche 50-387,82/06/03, 

0206070220 


0206070572; Submits util position re remote shutdown comp I lane e, in 
response to 020311 request 

CURTIStN W Pennsylvania Power 6 Light Co 02/06/03 SCHWENCER.A 
Licensing Branch 2 I4pp 13372*216 24X Fiche 50-307.02/06/03, 

0206070572 


8206070694 Forwards ''Susquehanna Steam Electric Station Detailed 
Control Room 8. Design Review Program Plan, “ in response to 
MJRE0-07O0 NU/?e<?-OflOI 

CURTIS, N W Pennsylvania Power & Light Co 02/06/03 SCHWENCER, A 
Licensing Branch 2 Ip 13387 006, 24X FUhe 50-307.02/06/03, 

0206070694 


— 8206080369 "'Vertical Dynamic Analysis for Susquehanna Steam Electric 
Station Uni ts I & 2 

a Pennsylvania Power I. Light Co 016Q238 02/06/02 52pp 

13424 018 24X PUhe 90-307102/06/04.820 6000362 


8206110344 Notification of 820610 maeting w/util in Bethesda. MO to 
discuss radiological effluent Tech Specs 

PERCH.R Licensing Branch 2. 82/06/07 BCHNENCER.A Licensing 

Branch 2 3pp 13490 215 24 X Fiche 50-307.02/06/07,8206110344 


8206110345 Notification of Q206S1 meeting u/util in Bethesda, MD to 
discuss environ protection plan 

PERCH, R L Licensing Branch 2. 82/06/07 SCHWENCER, A Licensing 

Branch 2 3pp 13490 218 B4X Fiche 50-387,02/06/07,8206110345 


82061SD148 Advises that seismic stress rept will not be available by 
020601 as previously indicated Individual stress repts to be 
available between 820614-30 fi, design repts between 
020614-0700 

CURTIB.N N Pennsylvania Fewer St Light Co 02/06/07. HAYNES, R C 
Region f. Office of Director Ip 13509 099 24X 

Fiche 50-387.02/06/07,9806150140 


0206100292 Forwards Amend 48 to application for DL, requesting Issuance 
of QLs for 40-yr period fi. updating directors h principal 
officers lists to reflect personnel changes 

CURTIS, N N Pennsylvania Power St Light Co 02/06/00 SCHWENCER, A 
Licensing Branch 8. Ip. 13451 359 24 X F iche- 50-307, B2/06/OB, 

0206100292 


— 0206100294 Amend 48 to application far OL, r equestlng Issuance of DLf. 
for 40-yr period U updating directors & principle officers 
lists to reflect personnel changes 

CURTIB.N W Pennsylvania Power 4c Light Co 82/06/00 17pp. 

13451 360 24X Fiche 50-387,82/06/08,020 6100292 


8206110080 Forwards offsite dose calculation manual, revl sed In 
accordance w/nRC 820503 comments 

CURTIS, N if Pennsylvania Power fit Light Co 02/06/00 BCHWENCERi A 
Licensing Branch 2 Ip 13465 272 24X Fiche 30-307,82/06/00, 

8206110000 


— 8206110001 Revised' offsite dose calculation manual 

■» Pennsylvania Power *« Light Co 82/05/11 60pp 13465 273, 
24X Fiche 30-307,02/06/00,8206110080 


020614004^ Advises that post-accident sampling sys has been InstaUed, 
In partial response to NUREO-0737, I tem II 0 3 

CURTIS, N H Pennsylvania Power U Light Co 02/06/08 SCHWENCER, A 
Licensing Branch 2 Ip 184B7 HI a4X Fiche 50-3B7, 02/06/ OS. 
8206140043 
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a20&07Qf07A Forwarrfs Revision 7 to design assessment rept, includ iti| 
revision of proprletarti Section ^ O. addition of 
nonjjropr I etary App K 8* minor mods to nonprqprie fcary Sectians 
S O 6 O Frapriatary section withhold (reF lOCFRa 790) 

CURTISjN W Pennsylvania Power t* Light Co B2/06/O9 SCHWCNCERiA 
Licensing Branch 2 23pp 13434 Q71 24X FJche 50-387.82/06/09. 

8206090076 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licensees 8. 
applicants re transmittal of NUREO-0916 relative to 
restart nf RE Glnna Kept documants findings r« cause of 
event W/o enc 1 

EISEWHUT. J) 0 Division of Licensing 82/06/09 HAUSPtFRO. A 
Consolidated Edison Co of fiew York C-WTIS.N W Pennsylvania Pnwt i 
&i Light Co PRICE. W 0 Delmarva Pauer 6 Light Co I3pp 
13S57 349 84X Fiche 50-000,82/06/09.6306090133 


82061-403B7 Lists status af outstanding Itejns needing applicant response 
which must he completed prior tn issuance of icvi power 
license to support fuel loading Responses must be received 
by 820618 

TEOESCD.R L Assistant Director for Licensing 02/06/09 
CUHTlSiN W Pannsy Ivania Power U Light Co 3pp 13510 001 24X 

FiChe 50-3&7. 82/06/09, 6206 H03Q7 


92061S026B Forwards description of automatic reactor core isolation 
cooling suction transfer «nod in response to Ni/RED-OyO?. Item 
II K 3 22, "Autpoiatic Switchover Reactor Cora Ishlatior 
Cooling Suction Sys " 

CURTIS. N W Pennsylvania Fewer Light Co 82/06/11 SCHIfEl^rkR. A 
Licensing Branch 2 Ip 13495 330 24X Ficho 50-307. 82/06/ U , 

8206 1 30268 


8206250397 Notification of QSD624 meeting iv/util in Qethasda. MD to 
discuss remaining open items 

PERCJf. R L Licensing Branch 2 82/06/13 VOUNODLGOD. B J 

Licensing Branch I 3pp 13630 097 24X Fiche 30-387,82/06/13. 

B206230397 


3206240053 Summary of 620518 meeting w/utll re readiness for fuel 
loading h low power testing List af attendees end 
PERCH. R L Licensing Branch 2 62/06/14 Licensing Branch 2 

7pp 13610 356 SnX Ft Che 50-387, 62/06/14. 6206240053 


0206170038 Requests end changes re control roos. instrumentation 
snubters be incorporated Into Tech Specs Proof in review copy 
of Tech Spec changes end 

CURTIS. N N Pennsylvania Power A Light Co 82/06/15 SCHWENCEH. A 
Licensing Branch 2 3pp 13529 309 24X Fiche 50-367.82/06715. 

0206170036- 


— B206170041 Proof it review copy of proposed chenges to Tech Specs 
affecting control rad^s. instrumentation te snubbers 
e Pennsylvania Power it Light Co 82/06/15 13pp 13529 312 
24X F 1 Che ’ 30-3 97i 82/06/ 1 3 . 32061 70036 


8206170071 Requests that changes re Isolation actuation 
instr umentati on, standbij liquid control sys' f ire detection 
Ins tru men tat i on, MS I Vs ?« fire rated assemblies "be 
incorporated into Tech 8p«cs Marked-up Tech Specs end 
CURTI&iN W Pennsylvania Power Ic Light Co 62/06/15 SCHWEMCLR.A 
Licensing Branch 2 iBpp 13530 039 24X Fiche 50-367.82/06/151 

0206170071 


8206210276 Expounds on agreements reached et 820524 meeting w/NRC rr 
voltage study Four design changes identified f«f support of 
Unit 1 operadott Mar test fulfills requirement for voltage 
verification test Supporting documentation end 

CURTIS. N W Pennsylvania Power & Light Co 82/06/16 BCHWEMCEN.A 
Licensing Branch 2 22pp 13556 150 24X Fiche 50-387,02/06/16. 
S2Q6210276 


6206210462 Forwards "Rapt fpr Susquehanna Project UH3 Thermal 
Performance Test^ Analytical Tec hnlque* "UHS Te^t Plan.’* 
it HF-00-Od7r R evi xl on O, "Spray Pond Test Procedure ■' 

CURTISj M W Pennsylvania Power * Light Co 82/06/16 SCHWENCER.A 
Licensing Branch 3 Ip 13968* 136 24X Fiche' 50-307. 82/06/ 16. 

8206210462 


— 0206210467 '"Rept far Susquehanna Project UHS Thermal PerPprmance Tests 
Analytical Technique ” 

a Pennsylvania Pawer it Light Ca 62/06/16 16pp- 13560:137 

a4X Fithe*5 0-39 7, 82/06/ 1 6. 82062 1 0462 


— 8206210473 "'PA Power h Light Susquehanna Nuclear Plant UHS Test Plan " 
« Environmental Systems Corp^ 02/06/16 40pp 13560 153 24X 

Fiche 90-307.62/06/16.0206210462 


— 0206210460 Revision O tu "Bpray Pund Test Procedure-” 

aUTT( R L Pennsylvania Power it Light Ce 82/05/21 ispp 
1396B-192 24X Fiche 90-387,02/06/16.8206210462 


B20621O525 Forwards sei$nic qualification review team fo^nis -for Nb'»‘j 
equipment Remaining review team forms or just i fl ration of 
interim operations will be supplied during 620628 meeting 
CURTIS. M M Pennsylvania Power Light Co 62/06/16 SCHtfEWttr-rt 
Licensing Branch 2 i 50p p 13566 148 24 X Fiche 50-3 07.82/06/16, 

8206210325 


8206220207 Forwards response to questions re Tech Spec d i sc rep a iiL i rt, 
between vessel level trip values i' values jn FSAR Table 
lS-2 Difference due te different units 8. ref points 
CURTIS. N U Pennsylvania Power & Light Co 62/06/16 SCHUERt EH, 4 
Licensing Branch 2 Spp 13572 326 24X fiche 50-307.62/06/16, 

8206220207 


8206220363 Submits status of outstanding items to support GL Iteitit 
include environ, qualification program, under voltage Issup un 
startup buses during lOCA conditions 6 documentation of 
results of hydradgnamic loads 

CURTIS, N W Pennsylvania Power » Light Co 02/06/17 TEDESCd.U I 
Assistant Director for Licensing 2p p 13591 179 24X 

Fiche 50-397. 02/06/17, 820622036 3 


Q2062203S1 Forwards response to NUREG-0S03. "Oeneric SER re Intognig 
of DNR Scram Sgs Piping " Revised response documents 
completion uf seismic des ign ver i f i ca tion as-huilt insp of 
scram discharge vol piping L supports 

CURTIS. N H Pennsylvania Power & Light Co 62/06/16 SCHWEfJLLli, A 
Licensing Branch 2 33pp 13301 101 24X fiche 30-307,02/06/113- 

6206220351 


8206250406 Forwards list of seismic qua 1 1 f ica tion review team 
equipment-sp ec 1 f Ic open items to be resolved from audits 
YOUNSQLOOD, 8 J Licensing Branch 1 82/06/22 CURTIS. N W 

Pennsylvania Power St Light Co 9pp 13630 113 24X 

Fiche 90-307. 62/06/22. 8206250406 


0206250309 Requests change to Tech Specs 3 B 1 1.4 8 1 1 1 ^ 4 U I I 
amending requirement to have all four diosets operable 
within 75-h to 7 days 

CURTIS, N U Pentisyl vania Power A Light Co B2/06/23 SCHWERCtlNA 
Licensing Branch 2 Spp 13617 273 24X Fiche 50-307. 02/O6/.>'), 

02062 S 0309 


—8206250314 Proof it review copy of proposed Tech Spec changes amrniiiiij 
requirement to have all four diesels operable within 7S-h 
to 7 days 

* Pennsylvania Power i Light Co 62/06/23 20pp 13617 il/J 
24X Fiche 50-307.02/06/23.6206250309 


9206300275 Informs G20615 insp of rock core it selected wash sdrnpIP'- 
taken from Southeast Anticline Fault Following exam, 
discussion h«*td re potential haiard from volcanic ashfall 
presented !■»■, Amend 10 of F0AR FSAR is being revised 
LEFEVHE, H b Oeosciences Branch 82/06/23 JACK8DN. R E 
Oeosci?''ces Branch ipp 13661 362 24X Fiche 50-387.02/06/^3. 

aa063. ■'5 


0206290174 Ac k Commission withdrawal of recommendation for control foil 
drive makeup flow design specified in NLWEO-0619. Section 
8 l.p«T NRC 820623 memo 

CURTJB.N H Pennsylvania Power & Light Co 02/06/25 SCHWEWtft,^ 
Licensing Branch 2 Ip 13631 056 24X Fiche 50-000,02/06/2!.. 

8206290174 


—0206290189 Forwards Auxiliary 8ys Branch evaluation of DWR llcencJnu 
review group 620326 Itr re proposal for elimination of 
control rod drive makeup flow test recommended in 
riURE0-06i9. 8ec tion 8 1 Proposal acceptable 

RU8ENSTEIN. L B Assistant Director for Coro & Plant Systomr. 
02/06/23 TEDE8C0. R L Assistant Director for Licensing Ip 
13631 059, 24X Fiche 50-000,82/06/25.0206290174 


■8206290201 Bafety evaluation supporting BkIR licensing review qrrup 
proposal for elimination of control rod drive makeup pump 
flow teat recommended in NuneQ-0619. Sec ti on B 1 
* Auxiliary Systems Branch 82/06/23 5pp 13631 060 IMX 
Fiche 50-000.82/06/25.8206290174 


02D629O267 Requests that listed changes re RCS. suppression chamber b 
battery surveillance requirements be incorporated in Tech 
Specs U^us tl f 1 cat ion provided 

CURTIB.M W Fennsylvania Power it Light Co 82/06/25 SCHMEWCINA 
Licensing Branch 2 2pp 13636 349 24X fiche 50-387,02/06/25. 

8206290267 


--8Z06290274 Proof >< review copy of Tech Specs 4 4 3 2 1, clarifying 
actual equipment capabl 1 1 ties, 3 5 3, showing mm level & 

Table 4 6 S’ 1-1. revising Footnote B 

• Pennsylvania Power 6 Light Co 02/06/25 lOpp 13636 3bl 
24X Fiche 50-387.82/06/25.0206290267 
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e KRC Safety Evaluation Report (SER), suppls i correspondence 


G20itlVOa94 Forwards TSI. tnc BS0&03 Itr transmitting results of fire 
test, Engineer ing Test Rept 0332-1. Revl sion 1. in response to 
fJRC questions re documeniatien provided in otil B20913 Itr 
<SER Itotr S2) 

CDflTJS. N 14 rennsylvania Power t< Light Co 02/06/09 SCHWENCE«,A 
Licensing Qtanch 3 3pp 13466 112 24X Fiche 30-307.82/06/091 

0206110294 


- 8206110299 Revision 1 to "Engineering Test Rept - 1-H A9TM E-U9 F-ire 
filmulJition FaclUtg Fire Test Followed By Short-Term Water 
Hose Stream Impact Test on Class IE Cable Tray i Air Drop 
Assembly " 

rCL OMAN, R TSI. Inc 8232-1 ROl 03/06/30 31pp 13466 110 
24X Ficho ao-3Q/. 02/06/09.8206110294 


8206190237 Forwards final input to SER. Item 44 - IE DoUetin 79-27. 
"Loss of Non-Class IE Instrumentation Control Power Sys 
Bus During Operation " Lists of sys required to achieve cold 
shutdown 8. of power supplies affecting cold shutdown end 
CURTigiN W Pennsylvania Fouiar It Light Co 82/06/10 8CHWENCER. A 
Licensing Branch 2 9pp 13496 354 24X Fiche 30-307,82/06/10. 

oaoAiDoaiy 


0206110294 Forwards TSI. Inc 020603 Itr transmitting rtsulta of fire 
test. Engineer ing Test Rept 8232-li Revis ion 1. in response to 
NRC questions re documentation provided in util 620313 Itr 
<8ER Item 52) 

CURTIS. N W Pennsylvania Power t Light Co 02/06/09 SCHUENCER.A 
Licensing Branch 2 3pp 13466 112 24X Fiche 30-3B7. 82/06/09. 

0206110294 


— 0206110299 Revision i tp "Engineering Test Rept *• l-H ASTM E-119 Fire 
Simulation Facility Fire Test Followed Qy Short-Term Water 
Hose Stream Impact Test an Class IE Cable Tray i Air Drop 
Assembly " 

FELDMAN. R TSI. Inc B232-1 ROl 82/06/30 31 pp 13466 113 

24X Fiche 50-387.92/06/09,0206110294 


8206170292 Forwards safety evaluation of station blactout Plant can 
survive station blackout of limited duration w/appropriate 
operator actions Hot functional tests proposed in lieu of 
station blackout test 

CURTIS. N W Pennsylvania Power U Light Co 02/06/15 5CHWENCER. A 
Licensing Branch 2 51pp 13529 142 24X Fiche SO-307. 82/06/ 15. 

0206170292 


0 Adjudicatory correspondence 


D206160542 Forwards info in response to NUREO-0737, I tern II E 4 2 re 
containment vent purge valves Several valves do not meet 
required closing time Investigation underway Info closes SER 
Item 04 

CURTI0. N W Pennsylvania Power ?< Light Co 82/06/10 8CHWENCER. A 
Llconalng Branch 2 llpp 13310 001 24X Fiche 90-387.02/06/10. 

0206160343 


0206040040 Brief in support of exceptions to ASLB 820412 initial 
decision authorizing issuance of OLs Shortage in supply of 
dosimeters for emergency workers clear fc uncontroverted 
Certificate of Bve end 

ADLER. R W Pennsylvania. State of 82/05/28 Atomic Safety and 
Licensing Board Panel 32pp 13347 318 24X Fiche 50-387.82/05/20, 

0206040040 


—0206160247 "Henry Pratt <P-3l> Purge Valve Analysis 6-Inch Butterfly 
Valve " Two overslio figurea end Aperture cards are 
available in PDR 

KAZA. R, N . WRONA. T J DBChtol Corp 0-0026-3 82/03/12 75pp 

13SIE1 012 24X Fiche 90-307 , 02/06/10.0206160242 


8206040199 Brief supporting Commonwealth of PA exceptions to A9LB 
820412 initial decision Certificate of Sve end 

ADLER. R W Pennsylvania. State of 82/09/28 Atomic Safety and 
Licensing Appeal Panel 32pp 13399 119 24X Fiche 50-387. 

02/05/20. 8206040199 


— 8206160252 "Henry Pratt <P“3l) Purge Valve Analysis 18-Inch Butterfly 
Valve " Two oversize figuzes end Aperture cards are 
available in PDR 

KAZA. R N . HRGNA. T J Itcchtcl Corp 0-0026-2 82/03/11 79pp 

13510 114, 24X riche 90-307.02/06/10.8206160242 


— 8206160297 "Henry Pratt (P-3n Purge Valve Analynis* 24-Inch Butterfly 
Valve " Two oversize Piguree end Aperture cards are 
ava liable in PDR 

KAZA, R N . WRONA. T J . DAULUN. J V Bechtel Corp D-0026-1 
□2/03/07 79pp 13910 221 24X Fiche 90-387.02/06/10.0206160242 


8206210939 Forwards responses to NRC questions re sample 
representativeness interpretation for core darnago Action 
compUlod Response allows for closeout of TMI Item II 0 3 «< 

CURTIS. N W Pennsylvania Power it Light Co BQ/06/17 SCHWENCCR. A 
LUeTislng Branch 2 4pp 13360 144 24X Fiche 90-387.02/06/17. 

020621 0039, 


0206290251 Brief opposing Citizens Against Nuclear Danger 02042. 
exceptions to A5LB 020412 initial decision Exceptions fail 
to comply w/Commlssion regulations tn raise issues not 
presented before ASLB Certificate of Sve end 

SILBEROrJ E Pennsylvania Power Light Co SILBERO.J E Allegheny 
Electric Cooperative. Inc SILUERO. J E Shaw. Pittman. Potts t* 
Trowbridge. 82/06/25 Atomic Safety and Licensing Appeal Panel 
i8pp 13636 321 24X Fiche 50-307,82/06/29.8206290251 


K Utility Final Safety Analysis Report (FSARl t« amends 


8206070200 Forwards Amend 47 to OL. containing Revision 30 to F8AR 

CURTIS. N H Pennsylvania Power & Light Co 02/06/04 SCHWENCBRiA. 
Licensing Branch 2 I3pp 13375 054 24X Fiche 50-307.82/06/04. 

8206070280 


— 02O6O7O2Q7 Application for Amend 47 to CL. c onsisting of Revision 30 
to F8AR 

CURTIS.N W Pennsylvania Power & Light Co 82/09/28 Ip 
13379 067 24X Fiche 90-387.02/06/04.0206070280 


F Security, medical, emorgoncy fire protection plans 


Q20614009Q Forwards Amend 44 to OL app 1 icatlon. consi sting of Revision l 

CURTI9.N. ^'pennsy Ivania Power 8< Light Co 82/03/26 
Licensihg Branch 2 ip 13488 361 24X Fiche 50-307.02/03/26. 

8206140078 


—0206140104 Amend 44 to OL application ^ ^ 

Revision 1 to socurtty plan Plan withheld iref 10CFR2 790) 

CURTIB. N M Pennsylvania Power S< Light Co. 02/03/26 ip 
13400 362 24X Fiche 90-387. 02/03/26. 8206140098 


0206010377 Confirmation of Action Ltr 02-16 Te IE Emergency 
Preparedness Appraleal Rept 90-307/02-06 on ^20422 6 020901 
V SO concerning emergency preparedness Util will complete 
all procedures including mgt approval it Issuance BuDncirfe 

SMITH.© H, Division of Emergency Preparedness ^ ^ ^ 

82/05/24. CURTl3rNW Pennsy Ivania Power 6 Light Co, 3pp 
13311 270. 24X Fiche 50-307.02/03/24.8206010397 


B20&0403M Advi... lh»t util h», ...u.d I* ""ii*'” *' 

Storage of safeguards info matl. in compliance i«/NURE0-0794 
«( 10CFR73 21 Illustrations of containers In us* ar propose 
for safeguards Co 02/05/29 ROBERTBON.L 

CWRTIB.N « 24“raP-3i.7,BS/05/25. 


Dlvlstan of Safeguards 
0206040364 


— 8206070290 Revision 30 to FSAR 

e Pennsylvania Power 8* Light Co 82/05/31 
a4X Fiche 90-307.82/06/04.0206070280 


I200pp 


13375 068 


8206220430 Forwards revised Sections 3 9 !t 3 10 of F8AR, incorporating 
description of hydrodynamic loads 
CURTIS. N W Pennsylvania Power & Light Co 
Licensing Branch 2 ip 1357? 152 
0206220430 


82/06/ IB SCHWEMCEfi.A 
a4X Fiche 50-387.82/06/101 


— 6206220444 Revised Sections 3 9 & 3 10 of FSAR 
» Pennsylvania Power ?< Light Co 02/06/18 
24X Fiche 90-387.82/06/10.0206220430 


179pp 


13579 153 


Q, Inspection rtport*. IE Bulletins b 


106030293 Forwards IE Insp Rept 9O-307/B2-14 on 820412-14 No 

MARTINI T T Division of Engineering Technical PTogrejni 
CURTIS. N W Pennsylvania Power & Light Co 2pp 13337.220. 24X 

Fiche 90-307.82/05/12.8206030293 


0206030256 IE Insp Rept 50-307/82-14 on 820412-14 Np noncompliance 

noted Major areas inspected startup test procedure review t< 
tours of facility , * ^ 

PUALLANI. S, V t BETTENHAUSEN. L Division fnBineering w^Tschnicaj 
Programs 82/04/20 5pp 13337 222 
8206030253 


24 X Fiche 90-387.02/09/12. 
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33(H*0302jt Foruarda IE Irasp Repts 5O-307/B2”'J 5 & 5O'‘3BO/02-O6 Oft 

B205C4-06 No none amp 1 lance noted 

StARCSTEChl f H Division of Prajpefc it Residant Prosrants 02/05/1/ 
CURTlStN W pei\t\«(jlvania Pouer 1i Light Co 3pp (3337 244 24JC 
Fiche 50-307, 02/oa/i7r 0206030211 


'“8206030216 IE Ipsp Repts 50'397/e2-15 6 50'3S8/B2-06 on 820504-06 No 
noncompliance noted Major area« in,&pect«d etatut of 
Dvtstanditig Items 

NARROW, L-» MCCAUEtE C Division gf Project 6 Resident Program* 
82/05/14 4pp 13337 246 24X Fithe 50-307,02/05/17.0306030211 


0206070558 Forward* TE iTisp Repts 50-3 97/02-11 S< 50-389/02-04 on 
82040Q-0517 No noncamp I lance noted 

STARDSTEcm. R Division of Project it Resident Programs 83/05/20 
CliRTlS, N W Penn* If Warn a Poo/er U Light Co 2pp 13372 347 24X 
FI Che 5 0-387i 02/05/30,0306070538 


—8206070567 IE Insp flept* 50-367/82-11 U 50-390/02-04 on 820400-'0317 Nn 
noncamp ] Ian c e noted Hajor areas inspected THI itens, 
bulletlri* & c ircu lars, preoperationa I test 1 n;, preoperatianal 
test results revi eu, apen items & plant status 
RHOAD0,O O , MCCANN, J F . NICHOLS, H H Division oP Project *< 
Resident Programs eS/05/l«? I7pp 13373 349 24X 

riche 30-387, 82/05/20,92060/0 550 


0206010397 Canf irmatlon of Action Ltr B2-J6 re IE Emergency 
Preparedness Appraisal Rept 50-387/B2-06 on 620423 t 620501 
S( 20 concerning emergency preparedness Util will complete 
all procedures including mgt approval -S, issuance 

SMITH, 0 H Division of Emergency Preparedness U Operational Support 
B2/05/34 CURTlSrN W Pennsylvania Power & Light Co 3pp 
13311 270 24X Fiche 30-307.03/09/24,6206010397 


0206030251 Ack receipt of 020512 ltr inforfliing WC of steps taken to 
correct violations noted in lE Imsp Rept 50-367/82-00 
Ulolation A 2 confirmed 

8TARO0T6CKJ r R Oi vision of Project & Resident Programs 02/05/24 
CURTIS, N W Pennsylvania Power & Light Co Ip 13337 137 24X 

Fi C h e 50-387 , 02/ OS/24 , 8206030251 


— 0206030255 Responds to NRC 620406 Ur re vlolatiaoi noted in li^ lusp 
Rept S0-3B7/62-09 Corrective actiens training session to 
he held ft technician counseled re administrative control 
mechani sms 

CURTIS, N W Pennsylvania Power i Light Co 02/03/12 
0TAROSTECK1 , B Olvieion of Project 5< Resident Programs 4pp 
13337 139 24X Fiche 50-307,62/03/24.0206030251 


8202640147 JE Info Notice 82-15, "NotiMcation of NfiC “ 6v« list enrl 
DEVaUNOrfl C Director's Office, Office of Inspection and 

Enforcement 02/05/20 J07pp 13426 095 S4X 

Fi c h e 90 ' 000, 82/05/29, 8202040 1 4 7 


0204210370 IE Info Notice 62-16, "HPCl/RCIC High Steam Flow Setpoints •' 
5vc list end 

JORDAN, £.L Division of Engineering ir Quality Assurance 82/05/26 
103pp 13440 264 24X Fi c he 50-000, 02/05/20, 8204210378 


0206150394 Forwards lE Insp Rept 50-387/02-09 on 020322-0402 4e notice 
of violation 

MARTIN,! T Division of Engineering If Technical Programs. 92/05/28 
CURTIS, N W Pennsylvania Power it Light Co 2pp 13503 164 24X 

Fi Che. 30-397, 02/03/20, 02061 50294 


—8206150296 Nat See of violetidn from Insp an 920322-0402 

MARTIN, T T Division of Engineering it Technical Program*. 
02/05/29 2pp 13503 166 24X Fiche SO-397, e2/05/28i 0206160294 


—8206150304 IE In*P Rept 50-367/02-09 pn 620322-0402 Non comp 1 1 auce 
noted failure to obtain proper authorization prior to work 
on saf ety-r«l ated sys Ic failure to conduct comprehensive 
audits of preopera tiona 1 testing 

NAFUDAtO , BLUMBEROiN, r EAPEN. P. K Division of Engineering U 
Technical Program* 62/05/27. 52pp 13503 168 24X 

F 1 c h e 50-397, 02/0 5 /28f Q 2061 S0294. 


9204210380 IE Bulletin 82-02, "Degradat Ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PUR Plants.*' 

0VC list end 

DEVOUNO.lJ C Director's Offlcei Office of Inspection and 
Enforcement. 02/06/02 100pp. 13527- 150. HdX 

Fi Che: SO-OOOj 92/06/02, 8204210300 


6206110066 Responds to IE Bulletl*i 02’'D1> Revi sion 1, ''Alteration of 
Radiographs Of Welds in Piping Subaes enhl le i ” Util 
performed lOOX lASp of 409 radiographs & reader sheet 
records No dl screpencies found 

CURTIS, N W Pennsylvania Power & Light Co 82/06/03 HAYNES, R C. 
Region I, Office of Director. 3pp 13467 1C3. 24X 

Flche 5O-307i 82/06/03,0206110066 


0206220328 Forwards IE Insp Rept 50-387/82-16 on 020512-14 t 21 -;m No 
noncamp 1 lance noted 

MARTIW, T T Division of Engineering L Technical Programs B2/06/OfJ 
CURTIS, N U Pennsylvania Power & Light Co 2pp 13501 2V4 24X 

Flche 50-307, 92/06/08. 9206220328 


— 0206220347 IE Insp Rept 50-307/02-16 on 820512-14 t 21-24 No 
noncamp 1 lance noted Major areas inspected review of local 
leak rate test integrated leak rate test procedures ir 
witnessing 

PULLAMt.S V . PEKITO, W A . aETTCNHAUSEN Division of EngineeUnq 
Technical Programs 02/06/08 lOpp 13501 296 24X 

Fiche 50-387.02/06/08,0206220328 


Q2043103G3 IE Info Notice 82-17. “Overprossur i lation of RGB " iJvi Hit 
end 

JORDAN* E L Division of Engineering Quality Assuranco 02/06/J 1 
I06pp 13673 259 24X Fiche 50-000, 82/06/ t J , 0204210383 


9204210394 IE info Notice 02-10, "Assessment of Intakes of Rad i o-<jc tivc 
Mafl by Workers " Sve list end 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 laOpp 13673 J89 24X 

Flche 50-000,83/06/11,0204210304 


G306210570 Ack receipt of 820528 itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-397/02-10 
MARTIN, T T Division of Engineering L Technical Programs 02/04/1/ 
CURTIS. N W Pennsylvania Power Cr Light Co Ip 13564 073 24)( 

Fiche 30-387.02/06/17.9206310570 


— 8306210579 Responds to NRC B20428 ltr re violations noted in It ln*p 
Rept 50-387/82-10 Corrective actions listing of diesel 
generator loads developed it incorporated Into revised 
draft of P 100, "Cold Functional Test," procedure 
RENVDN, n D Pennsylvania Power 6 Light Co 82/05/28 
STAROSTECKl , R W Division of Project (< Resident Programs 4pp 
13564 073 24X Flche 50-387, 82/06/17, 8S06S10570 


5 Reportable eccurronces, LERs it related correspondence 


02O6O1O5O1 Final deficiency rept re failure of reactor core isolation 
cooling turbine eichaust swing check valve, i nitlally reparted 
810410 Valve replaced Discs will be replaced by 820601 Also 
reported per Part 21 

CURTISrN U Pennsylvania Power U Light Co 82/05/19 HAVNE0. R C 
Region 1, Office of Director 2pp 13314 080 24X 

Fiche 50-307, 82/03/19* B206010SO 1 


8206010374 Interim deficiency rept re capability of ac electric 
distribution sys to support two unit pperat ion, Ini tiaJ I y 
reported 820420 Design voltage verification tests conducted 
Final rept in 3ept 1982 Also reported per Part 21. 

CURTIS, N W Pennsylvania Power 8< Light Co 02/05/21 HAVNEB,fl <■ 
Region 1, Office of Director 4pp 13301 312 24X 

Flche 50-307, 82/05/21, 8206010374 


0206040326 Final deficiency rept re welding of supports to contalrfflcnt 
liner plate, i n 1 tiat ly reported 800416 Evaluation of 2,700 
supports attached to plate resulted in 56 fixes Gompletioit 
expected by fuel load Also reported per Part 21 

CURTIS, M W Pennsylvania Power i. Light Co 82/05/27 HAYNEDiR C 
Region 1, Office of Director 6pp 13354:069 34X 

Flche 50-307,82/03/27,8206040326 


620604040? Finat deficiency rept re loose mounting screws or -OE Type 
•CR2940 selector switches, initia I ly reported on 800924 
Selector screw* Inspected % improperly torgued screws 
tightened Also reported per Part 21 

CURTIS* N W Pennsylvania Power it Light Co. 82/03/27 HAYNEO, R C 
Region 1, Office of Director 3pp 13355* 350 24X 

Flche 50-387*82/03/27* 8206040409 


B20608013B Final deficiency rept re inadequate design ifetdlng of 
horizontal bracing sys for primary containment vent pipes, 

Initially reported 010603. Bracing sys rearranged It 
documented on Drawing E-105361 Also reportable per Part 21. 

CURTIS, M M Pennsylvania Power 6 Light Co 62/05/26 HAVNE8,» C 
Region 1. Office of Director 8pp 13423 337 24X 

Flche 50-387,82/03/28,8206000138 ■ 


8206QB04L5 Interim deficiency rept re inconsistencies in vertical 
dynamic model for raac tor/control bldg. Stress analysis of 
typical floor slabs <« supporting beams showsd adequate 
margin to ensure integrity Next rept before fuel load. 

CURTIB, M W Pennsylvania power it Light Co 92/05/26. HAYNEOjR O, 
Region 1, Office of Director 3pp. 13416:273 24X 

Flche 50-387, 82/05/28, 9206000415. 



DOCKETED ITEMS 


21 


e20^i300?8 Final dsficlencij rept re inadequate docutnentat i on For 
mi^CH 1 laneoui steel r initl al ig reported B10913 Dl^crepanc 1 oft 
caused bg Dloomsbura Ketal Co method of matching mill test 
rept w/stoel to be shipped 

CURTIS.N W Pennsylvania Power «< Light Co 02/06/08 HAYNEfli R C 
Region 1. Office of Director 21pp 13301 103 24X 

Flche 50“3S7, 03/06/00, 82061S0098 


8206170090 Final deficiency rept re vertically installed Anchor -Par liny: 
check valvesi initially reported on B20509 Hinge arms of 
check valves 1F006 A & B modified by adding right angle 
extension Also reportable per Part 21 

COHTlOiN W Pennsylvania Power & Light Co 82/06/10 HAVWE3, R C 
Region 1< Office of Director 4pp 13530 106 24K 

Fiche 50-307,82/06/10.0206170090 


8206280124 Final deficiency rept re Cutler-Hammer 9i:e 2 motor 
star tersi ini t lal ly reported 010019 All Slxo 2 ac matar 
starters checked to verify absence of high noise condition 
Four Unit 2 starters replaced Also reportable per Part 21 
CURTIS. R U Pennsylvania Power & Light Go 02/06/18 HAVRE Si R C 
Region 1. Office of Director Spp 13624 352 24X 

Fiche 50-307 r 02/06/ 1 B. 0206200 1 2 4 


0206200550 Interim deficiency rept re emergency sve uiater sys water 
hammer r initla 1 ly reported on 620505 Condition being reviewed 
6 corrective action plan will eliminate problem associated 
w/water hammer In emergency sve water eye 

CURTIS. N W Pennsylvania Power it Light Co 82/06/18 HAYNES. R C 
Region t. Office of Director 4pp 13625 2S4 24X 

Fiche 50-307,02/06/18.0206280550 


X Onsite Storage of Low Level tJaste 


8306070197 Notification of contract execution. Hod 2 to "Environ 
Aftsessmenfc of Low Level Waste Storage of PA Power S. Light 
Co Sustiuehanna Steam Electric Station " Contractor Science 
Applications, Inc 

HAIRSTON. C . FLEENOR.C, Administrative Contracts Branch 
NRC-02-B1-064 02/05/20 DAVIS, U Office of Nuclear Natarial 

Safety 9< Safeguards. Direc tor Ip 13424 342 24X 

Fiche 50-387.82/05/20,8206070197 


—8206070202 Mod 9. extending period of performance to ©20930, to "Environ 
Assessment «f Low Level Waste Storage at PA Power Zc Light 
Co Susquehanna Steam Electric Station " 

FINDLEY. D Gclence Applications. Inc HAOAN* T F Adninds trn tl ve 
Contracts Branch NRC-oa-01-064 02/05/20 Ip 13424 343 24X 

Fiche 90-307,02/09/20.8206070197 


62060B0492 Requests notification of re-establ 1 shment of schedule for 
revised application for low level radwaste holding facility 
RQUSEiL C Advanced Fuel Spent Fuel Llcensins Branch 82/05/26. 
CURTIS. N W Pennsylvania Power Light Co ip 13439 356 24X 

Fiche 50-307.02/09/26.6206080452 


DOCKET 50-380 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 2 


A Appl icatlon/construction stage documents % correspondence 


8206140090 Forwards Amend 44 to OL application, consl sting of Revlaion. 1 
to security plan 

CURTIS. N W Pennsylvania Power & Light Co 82/03/26. SCHWGNCER. A 
Licensing Branch 2 Ip 13488 361 24X F Icha. 50-307. 82/03/2^. 

8806140090 


— B806140104 Amend 44 to OL application for Class 103 OL consisting of 
Revision I to security plan Plan withheld (ref 10CFR2 790) 

CURTIS. N W Pennsylvania Power S< Light Co 02/03/26 Ip. 

13488* 362 24X Fiche . 5O“307i 02/03/26. 0206140098 


B206010623 Forwards addl info in response to NRC enneerns re chugging 
load definition Info will be incorporated into design 
assessment rept scheduled for submittal on 023608 

CURTIS. N W. Pennsylvania Power h Light Co. 82/09/36 8CHWENCER. A 
Licensing Branch 2 33pp. 13314 146 24X Fiche 50-387.82/05/36. 

8206010623 


8206040355 Responds to NRC 020330 Itr re natural gas pipeline in 
vicinity of facility Location acceptable assuming flow 
restrictive device is used in gas line 

CURTIS. N W Pennsylvania Power «. Light Cp 02/06/01 fiCHWENCER. A. 
Licensing Branch 2 9pp. 13350 337 24X Fiche 50-307.82/06/01. 

0206040359 


0206040407 Forwards info presented at OllllB meeting w/Mark II Qwnere 
group St NRC in Bethesda. HD re actions to raeolve loatfing 
condition caused by drywell floor vacuum breaker cycling 
during chugging DAR will be submitted by 820608 

CURTia. N. W. Pennsylvania Power 6 Light Co 82/06/01 SCHWENCERf A 
Licensing Branch 2. 9pp 13352 255 24X Fiche ’ SO-SB?, 62/06/01 . 

0206040407 


8206070224 FaTttFards proposed revisions to diesel leading tables in 
F3AR Section g 3, providing clarification on loading of 
diesels to continuous & 2. 000-h ratings Revisions will be 
submitted in future FSAtt amend 

CURri5„N W Pennsylvania Power «• Light Co 82/06/02 8CKMENCER. A 
Licensing Branch 2 4pp 13371 032 24X Fiche 50-387 r 82/06/09. 

B206070294 


8206070220 Forwards B10626 Itr f r om GE re closeout of NUREQ-0737. Item 
II K 3 30 requi-ring revisions to LOCA models No revisions 
necessary for I tern II K 3 31 

CUitriB. N W Pennsylvania Pouier & Light Co 82/06/03 SCHMENCER. A 
Licensing Branch 9 Ip 13371 036 24X Fiche 50-307.02/06/03. 

0206070220 


0206070572 Submits util position re remote shutdown comp 1 lance. In 
response to 020311 request 

CURTIS. N W Pennsylvania Power 6 Light Co 02/06/03 ScHWENCER, A 
Licensing Branch 2 14pp 13372 216 24X Fiche 50-307.02/06/03. 

0206070572 


B206070674 Forwards "Susquehanna Steam El ectr ic Statlpn Detailed 
Control Room & Design Review Program Plan." in response to 
NUBEO-0700 U NUREO-Q0O1 

CURTIS. N W Pennsylvania Power l« Light Co 82/06/03 SCHMENCER. A 
Licensing Branch 2 Ip 13307 006 24X Fiche 50-307. 02/06/ 03. 

8206070694 


— 8206070702 "Susquehanna Steam Electric Station Detailed Control Room 
Design Ravi »ui Program Plan *' 

« Pennsylvania Power 6 Light Co 82/06/03 6Bpp 13387 007 
24X Flche 50-307.02/06/03,0206070694 


0206070200 Forwards Amend 47 to QL. conta Ining Revision 30 to F8AR 
CURTia. N U Pennsylvania Power & Light Co 02/06/04 8CNUENCER. A 
Licensing Branch 3 13pp i3379 094 24X Fiche* 50-397, 82/06/04. 

B206070280 


— 0206070207 Application for Amend 47 to OL. c onststlng of Revision 30 
to F8AR 

CURTE8.N U Pennsylvania Power & Light Co 02/05/28 Ip. 
13375.067 24X Fiche; 50-387, 62/06/04.8206070200 


6206000155 Requests confirmation of util understanding of NRC actions 
arising from 820520 meeting of Mark IT owners U NRC re 
vacuum actuation load due to pool swell Handouts end 
CURTIS. N W Pennsylvania Power 6 Light Co 82/06/04. gCHWENCER. A 
Licensing Branch 2 lOpp 13424 06? 24X Fiche 50-337.82/06/04. 

8206000195 


8206000161 Forwards addl info re control of heavy loads. single failure 
proof handling sys. per 310924 commitment 

CURTIS. N W Pennsylvania Power It Light Co 82/06/04 SCHHENCER, A. 
Licensing Branch S. 16pp 13423 276 24X Fiche 90-387. G2/06/04. 

B2O6O0O161 


0206080362 Forwards "Vertical Dynamic Analysis . " to aid in NRC 
review of Itic one Istenc i es found in facilities dynamic 
models Final rept addressing r eportab i 1 ity will be submitted 
prior to Unit 1 fuel load Nods will be made to F8AR l< DAR 
CURTIS, NM Pennsylvania Power 6 Light Go 02/06/04 0CHUENCER.A 
Licensing Bronch 2 Ip 13424 017 24X Fiche 50-307.02/06/04. 

8206080362. 


— 020600036'? ''Vertical Dynaisic Analysis for Susquehanna Steam Electric 
Station Units 1 b 2 " 

a Pennsylvania Power t* Light Co 0160230 02/06/02. 92pp 

13424 010, 24X Fiche: 90-387. BS/06/04. 0206000362 


0SO6I1O344 Notification of 020610 meeting w/util In DethisdaiMD to 
discuss radiological affluent Tech Specs 

PERCH. R. Licensing Branch 2 82/06/07. 8CHWENCER.A Licensing 

Branch 2. 3p p 134?0.215 24X Fiche 50-307.02/06/07.0206110344. 


8206110345 Notification of 820611 meeting w/util In QethesdaiMD to 
discuss environ profcsQtton plan 

PERCH. R-U Licensing Branch 3 02/06/07 SCHWENCERi A Licensing 

Branch S Spp 13490*218. 24X Fic he ’ 50-387. 02/06/07, G2061 1 0345. 


8206190148 Advises that seismic stress rept will not be available by 
820601 as previously Indicated Individual stress repts to be 
available between 820614-30 It design repts between 
820614-0708 

CURTIS. N.M Pennsylvania Power 8< Light Co 82/06/07 HAYNES, R C. 
Region i, Office of Director Ip, i3509'095. 24X 

Fiche 50-307. 02/06 /07i ©2061 50140 
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docketed items 


■»C141W>J« Forward, A...nd IB t« f of CL, r.,iie.t>ns lOFOonoo 

«F OU» for AB-iff pdfioil *■ LpOotlfis *' PfiFcif 

offSfiro lUt< *o r.M.ct B2/04/0B SCHWENCEB.A 

0306100292 


-'SZOilOOSBO M.nd 49 to opplltation for S' 

for 40-vr ptrlotf 6 ypd 3 t»ng iiir»itOT^ t ^rv^ctple officers 
Jist* to rtfloct OffSOfinti ehaft§*s ^ 

CvmiS H M pin^t^jlvatiia Power it Light Co 82/06/00 I7pp 
J3451 360 34X Pich* 50-307*02/06/084 0306100292 


asoistossi ...i.f'it I--' '■"T'rrou'r, '' ' 

tiiterim (jperationB ^ i .1 \ ^ 


B2&6250351 i Forwar^B r«iiponiiP to NUfJtO OllOM# 
of OWR Scram Sys Piping " Rflvloed yo«P<>'n‘'^ 
comjjletioo qf seiflmic id«ai!?J» v<j r J fl r« t i ori ^ 
str&m diBChflfrgf vol pffino S* ii(J|ipoi 
CURflSiN IJ Pannay i vania f’owor 6 I Ipht \<« 
Licensing Hr cinch 2 2<2pp 13Sflt UH 

8206220351 


'^K 


Dgiiei ii 111 H rtf ♦ 'e 

it III irirbirtt u 
/ID 6 1 1 1 t t * ri # f T» f 

U/ftWi/tn tii ML'» L. ^ 

I uriti 50 it‘/. 


82061 1 COSO Farwarii* offsite da»e caiculation manual, re via ed in 

accordance w/NPC 820503 comments oo/Ai/nn tiewtJFNfLR. A 

CUflTlSiW u Pennsylvania Pewer Ic Light Co B2/Q6/08 SCHWeNi R a 
L^^ iisingVahJS 7 » 13465 272 24X Firhe 50-3574 82/06/08* 

B306I 10060 


— 0206110091 Reviled offsite dose calcuiation manual 
a Ptnrifpl vama Power {* Light to 82/&5/1V 6Spg 
241 Ftcfie 30-387.02/06/08,8206110080 


13465 273 


ft2O6tA0043 Adviie* that post-accident sampling sys has been Installed, 
in partial response to NUfiEO-0707, Item II fl 3 , 

CLWHSfN W Pennsylvania Power L Li$ht Co 82/06/08 SCHWENCER* A 
i.i ten sins Branch 2 IP 13497 ill 24x Flche 50-387*82/06/08* 
8206140043 


0206090076 Foruardi Revision 7 to design assessment rapt* indud ing 
revitton of proprietary Section 9 Ocaddition of 
n BTiprap r i < tar p App K 6 minor mods to npnprpprietary Sections 
5 0 b 6 O Proprietary section withheld iref lOCFp2 7901 
CUATtStH « Psntvtylvania Power Ic Light Co 82/06/09 SCHWENCER, A 
Licanaing Branch 2 23pp 13434 071 24X Fiche 50-307.02/06/09, 

6206090076 


92060901.53 ■OtAtric Ltf 02-11 to all LHB reactor plant licenseBe 6 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
av«Tit- W/o end 

EISCNNUT, DO Division of Licensing 02/06/09 HAU&PURO, A 
Consolidated Edison Co of New York CtflTlSiNW Pennsylvania Power 
6 Light Co PR1CE,W 0 Detmarva Power b Light Co I3pp 
13357 349 34X Fiche 50-000,82/06/09*0206090155 


0206130268 Forwards description of automatic reactor core isolation 
cooling suction transfer mod in response to NURE0-O737, Item 
II K 3 22» "Automatic Switchover Reactor Core Isolation 
Cooliirg Suction Sys ' 

CURTIS, N W Pennsylvania Power b Light Co 02/06/11 SCHWENCER, A, 
i^icensing Branch 2 tp 13495 330 24X Fiche 5O-307i 82/06/ i 1, 

02061^266 


8206170071 Rtd.uests that changes re isolation actuation 
ItistruAintaiioni standby It^uid control lys, f ire detection 
iti«truA«ntalion, HSJVs b fire rated assejnblies be 
inrarporated into Tech Specs Harted-up Tech Specs end 
CWRTISiiN W Pantisyl Vania Power b Light Co 8S/06/1S SCHWENCER, A 
Licensing Branch 3 tSpp 13530 039 24X Fieha 50-307,82/06/15, 

6206170071 


8206310276 Erpoundt on agreements reached at 020524 meeting w/NRC re 
voltaga study Four design changes identified for support of 
unit l operation flar test fulfills riy.u{remsnt for voltage 
verification test Supporting documentation end 
CURTla, Nk Pennsylvania Power b Light Co 80/06/16 SCHWENCER, A 
Llc«n*ing Branch 2 22pp 13538 ISO 24X Fiche 30-387,00/06/16, 
800621 (>276 


0006210462 Forward* "Rept for Suiyuihanna Project UHS Thermal 
Pirforiaance Ttits Analytical Ttchnlyue," "UHS Test Plan, ” 

& HF-OO-037, Revision O, "Spray Pond Test Procedura " 

CURTIS, N W Pennsylvania Power b Light Co 80/06/16 SCHWENCER a 
L lransing Branch 2 Ip 13568 136 24X Fiche 50-387,02/06/16, 

8206210462 ' 


— 0206210467 "Rept for Susyuehanna Project UHS Thermal 
Analyttcml Ttchniyue * 

» Panniylvania Power b Light Co 82/06/16, ifioo 
24X Flchm 50-387,80/06/16,8206010460 


Performance 
13568 137 


Tests 


8206290309 Requests change to Touh Hpecs 'Mi I IM || I t 
amending requ iroment to Uavo all four tlionnlfl «ip wt'n j 
within 72-h to 7 dflyu *yv,y y * i 

CURTIS, N W Penney Ivon la Power b \ iphi f 

Licensing Dranch 2 apP iWi f n fiu JO III 


t/./. 


—0206280314 Proof b revlow Ropy of propooed Todi l*pt»i t’Hanym* ^ 

requirement; to hnvo a\\ four diesuls upurmbin uiiiltin 6 
to 7 days i , . * , 

* Pennsylvania Power b Light Co [h3/()f)/rf \ H'fipp t IM 
a4X Fiche 90-307. O0/t>6/2:j,n2t>/>a9O:inV 


0206290174 Ac k Commission withdrawal of re< umnwfxlrtl I oo foi cm'tiM 
drive makeup flow doaign sheiiflod In NUlil D (>/i I V, tJe t I l <iii 
8 I, per NRC 000623 mpmo * 

CURTIS, N W Pennsylvania Pnwor b light <0 lU/l>f*/,5^ »*« Jr 

Licensing Branch 2 Ip 13631 OBM WdX I- i < f*» 311 OHO, IIJ/' 

8206290174 


—8206290109 Forwards Auxiliary Ou« Qrftnch evmlualluri of IlwH lUa»'»«“ir 
review group 020326 Ur ro proposml for "f 

control rod dplvo makeup flow tost rocommeiHiaid in 
Ni;RE0-06l9, 8oc ti on 6 1 Proposal aRreptablo 

RyflENSTClN, L 0 AttSlotont DlfOrtoi' fur Cnrn b HI ant ily»la*^e 
90/06/23 TEOeacQtR U Assidtnnt Ulrectoi' fof Mtaiidinfl fi* 

13631 059 24X Flcho 30 00OUI2/06/25, DW0/*J7Dr/4 


—8206290201 Safety evaluation supporting UWH liittiiltnv ravidv * 
proposal for elimination of control p'Pil drive- irtakeup pw«p 
flow test recommondod Ip NURC:U-06i9i ll«(. i 1 on (I 1 
* Auxiliary Syetoms nranch Pa/OA/WJ fipp, l.lAil t)bl> -U 
Fiche 30-000,02/06/25,0506290174 


E NRC Safety Evaluation Report illUil, suppis U c nr r e«pniii)ent • 


0206110294 Forwards T8I* Inc 020603 Itr transm i 1 1 1 nft reiFllR 
test* Eng Ineer Ing Test Rept OaSS-l * fiovl slon I, In rtipnns# tn 
NRC questions ro documentation provided in util iJ,s'i73ri Mr 
(8ER Item 32) 

CORTIS.N W Pennsylvania power b light Co n^J/ON/O'f * 

Licensing Branch S Ppp 13466 li2 24X fldne 31) * - 

8006110294 


* v« -tug ine ering lesc iiwpt ^ i *» miiin ♦ ii - * 
Bimulation Facility Tire Test Follnwad liy ElNort ‘Twre., ifaier' 

Hftse Stream Impact Tost on Clans IG Cabla frag b Air Or(>p 
Aisemhly " 

FELDMAN, R T8I, Inc 0232-1 f?01 0LVO6 /:jO Cllpp, l.>46ft \i’ 

84X Fiche 30-397, 82/06/09. 0206 UOa'PA 

8206150237 Forwards final input to SCR, Item 44 ■ IF ttul|at*n /V 

Lflff of Non-Class IC In* Irumentrttloii b Control f^dwar |ius 
Operation " Lists of ays requlrad lo acMav# 

M *“'**’ ^ ‘** affdctlng cou nbutifown niirl 

CURTIS, N W Pennsylvania Pquiar 5( Light Co P;^/06/lO. lltl«4T.»A « 

® 13496,354 54X Tlcli^ «D J|J /, lia/06> 1^=* 


responaa to NUREO-OT:)?, 1 1 *« 1 1 tf 4 ** 

b purge valves Bevaral valven da not maot 
Item 04^ '^*'*’* gat ion uiidiruray Info clofsi 

Power b Light Co OS/06/ 10 

8206160042^ ^ I33ia>00l 24X F i ch# SO-307, BS/OA/H/ 


— B206S10473 "PA Power b Light Susquehanna Nuclear Plant UHS Taai: Piar. 
. envtr.™.n».aS„t,«,C,r, 82,04,16 IBSM 153 2 Jr 


Fiche 30-387.02/06/16,8006210462 


— 8206210480 Reviflon 0 to "Spray Pond Test Procadure * 
SUTTfR L Pcnnevlyania Power & Light Co 00/03/21 
13368 192 24 X Fiche 30-307, 80/06/16,8206210460 


I8ff 


V.lv. An.tv.l. *-,nch 

i3sia''b,2' B-o.>8*~3 oa/o»/ia 

iJoiXJ 012 B4X Fiche 30-387,02/06/10,0206160342 

Analtiaie Ift-Inch Hu I lee fl 

av.U.bll inToR * end. Aperture caJdi are 

^oax^fLi!- D-ooa6-a ea/oa/ii i&sjr 

1 24X Fiche 3<1'387, 92/06/ 10, 0206160242 
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— 8206160297 "Henry Pratt <P-3l> Purye Valve Analysis 24-^tnch Butterfly 
Valve " Two nversizs figures end Aperture cards are 
available in FOB 

KAZAKH N I WRDNA< T J , BALLUNi V V Bechtel Carp »-0026~l 
02/03/09 73pp 13318 221 24X Pic he 50-307^62/06/10.8206160242 


B206210539 Foruards responses to NRC questions re sample 
representativeness it interpretation for core damage Action 
complated Response allows for closeout of TMI Item II B 3 ^ 

5ER Item 81 

CURTISiN W Pennsylvania Power tc Light Co &2/0A/17 SCHWENCER. A 
Licensing Branch 2 4pp 13565 144 24X Ficho 5O-307r 02/06/ 17, 

0206210339 


F Security, medical, emergency 2< fire protection plans 


8206140090 Forwards Amend 44 to QL app 1 icat 1 on, cons 1 st inQ of Revieion i 
to security plan 

CURTIS, N W Pennsylvania Power & Light Co 82/03/26 8CHWENC6R. A 
Licensing Branch 2 Ip 13480 361 24K Flche 50-387.82/03/26* 

8206140090 


— 8206140104 Amend 44 to OL application for Class 103 DU consisting of 
Revision 1 to security plan Plan withhold <rof 10CFR2 790) 

CURTIS, N W Pennsylvania Power 6 Light Co 82/03/26 Ip 
13489 362 24X Flche 90-307, 02/O3/26< 9206140098 


0206040364 Advises that util has issued Instruction re handling & 
storage of safeguards info mat 1, in complianco w/NURE0-O7?4 
S< 10CFR73 2i Illustrations of containers £n liae ar proposed 
for safeguards info storage enc 1 

CURTISiN U Pennsylvania Power it Light Co B2/05/25 RODERTSDN.L 
Division of Safeguards 8pp 13354 324 24X Flche 80-387.92/05/25, 

0206040364 


0206110294 Forwards TSI, Inc 020603 Itr transmitting results of fire 
test. Engineer ing Test Rept 8232-1, Revision 1. in response to 
NRC questions re documentation provided in util 820313 Itr 
<9ER Jtom 52) 

CURTIS, N W Pennsylvania Power 8< Light Co B2/06/09, BCHWENCER.A 
Licensing Branch 2 3pp 13466 118 24X Flche: 50-387, 82/06/09. 

8206110294 


—0206110299 Revision 1 to "Engineering Test Rept - L-H AOTM E-n9 Fir* 
Glmulatlon Facility Fire Test Fallowed Dy Qhart-Torm Mater 
Hose Stream Impact Test on Class IE Cable Tray Si Air Drop 
Assembly ” , ' 

FELDMAN. R TSI, Inc 0232-1 ROl 02/06/30 31 pp 13466 115 

84X Fiche 90-307,82/06/09.0206110294 


G2D6170292 Forwards safety evaluation of station btactont Plant can 
survive station blacicout of limited duration w/approprlate 
operator actions Hot functional tests proposed In lieu of 
station blacVout test 

CURTIS, N M Pennsylvania power i> Light Co 82/06/15 6CHUENCER, A 
Licensing Branch 2 51pp 13529:142 24X Flch e* 50-387, 02/06/ 1 5, 

0206170292 


0 Adjudicatory correspondence 


8206040040 Brief In support of exceptions to ABLD 020412 initial 
decision authoriting issuance of OLs Ohortage in supply of 
dosimeters for emergency workers clear 8^ uncontr over ted 
Certificate of Bve end 

ADLER. a W Pennsylvania, state of 02/09/26 Atomic Safety and 
Licensing Board Panel 32pp 13347 319 24X Fiche 50-367192/05/29, 

0206040040 


0206040199 Brief supporting Commonwealth of PA exceptions to A8L8 
020412 initial decision Certificate of Sve end 

ADLER, R M Pennsylvania, State of 82/05/28 Atomic Safety and 
Licensing Appeal Panel 32pp. 13357 U9 a4X Flche 50-3B7, 

02/05/28, 0206040199 


0206290251 Brief opposing Citlxens Against Nuclear Danger 820421 
exceptions to A6LD 020412 initial decision. Exceptions fail 
to comply w/Commlsslon regulations s. raise issues not 
presented before ABLE Certificate of Bve end 

3ILBER0, J E Pennsylvania Power it Light Co aiLBERO. J E Allegheny 
Electric Cooperative, Inc. SILBERO, J. E Shaw, Pittman, Potts tt 
Trowbridge. 82/06/25 Atomic Bafety and Licensing Appeal Panel 
18pp 13636 321 24X Fiche. 50-367, 62/06/25, 9206290251, 


K Utility Final Safety Analysis Report (F8AR) U amends 


02O6O7O2BO Forwards Amend 47 to OL, containing Revision 30 to FBAR. 
CURTIS, N M Pennsylvania Power U Light Co 62/06/04 SCHNE NCER , A, 
Licensing Branch 2. I3pp. 13375 034 24X Flche 30-307,62/06/04, 

0206070200 


—8206070290 Revision 30 to F6AR 

a Pennsylvania Power 8, Light Co 82/05/31 ISOOpp 13375 06Q 
24X Fiche 50-387.62/06/04,8306070290. 


8206220436 Forwards revised Bectlons 3 9 8, 3 10 of F8AR, Incorporating 
description of hydrodynamic loads 

CURTIB, N W Pennsylvania Power 8. Light Co 82/06/16 ECHWEMCEft, A 
Licensing Branch 2 Ip i 3579 152 a4X Fiche 30-367,02/06/18, 
6206220436 


—8206220444 Revised Bectlons 3 9 6 3 10 of F8AR 

» Pennsylvania Power & Light Co 02/06/10 175pp 13579.153 

24X Flche 30-367,82/06/16,8206220438 


Q Inspection reports, IC Bulletins it correspondence 


6206030211 Forwards IE Insp Repts 50-397/02-13 it S0-369/B2-06 on 
620504-06 No noncompliance noted 

&TARQSTECK.I, R Division of Project it Resident Programs, 02/05/17, 
CURTISiN M Pennsylvania Power & Light Co 2pp 13337 244. 24X 

Flche 50-397.02/05/17.8206030211 


—8206030216 IE Insp Repts 50-307/02-15 U 50-308/82-06 on 020304-06. N 
noficompllanca noted. Major areas inspected ' s tatus of 
outstanding items 

NARROW) L , MCCABE, E C Division at Project h Resident Programs, 
82/05/14 4pp. 13337:246 24X Fi c he 50-367. 82/05/ 1 7, 620603021 1 


0206070990 Forwards IE Insp Repts 50-387/02-1 1 6 90-380/82-04 on 
G2040G-0517 No noncompliance noted 

STAROBTECKlr R Division of Project 6 Resident Programs. 62/05/20 
CURTIS, N W Pennsylvania Power 8i Light Co 2pp 13372:347 24X 

Fiche 50-307, 02/05/50, 0206070550 


—8206070567 1C Insp Repts 90-007/82-11 it 90-369/82-04 on 020406-0517 
noncomp 1 iancB noted Major areas Inspected : TMI items, 
bulletins 6 c Ircularsi p reoperationa 1 test ing, preoperetlonal 
test results review, open Items it plant status. 

RHOADS, o o , MCCANN, J F r NICHOLB.H. H OlvlslDn of Project b 
Resident Programs 02/05/19 17pp 13372 349. B4X 
Flche’ 80-397, 62/05/20, 0206070559 


820S040147 !E Info Notlca 82-15, "Notification of NRC.*' 8vc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 62/05/20 107pp. 134 2 6 095. 24X 

Fic he: 90-000, 82/05/20, 0202040147. 


0204210370 IE Info Notice 82-16, "HFCI/RCIC High Steam Flow 8etpaint« 
Sve list end, 

JORDAN, E L Divleian of Engineering 6 Quality Aesurance, B2/05/2E 
103pp. 13440.264. 24X Fi c he’ 50-000, 02/05/20, 020421 0376, 


02O421O3BO IE Bulletin 82-02, ''Degradation of Threaded Festenera in 
Reactor Coolant Preseura Boundary of PNR Plants," 

6vc list end, 

DEYOUHOrR C Director's afflce. Office of Inipection and 
Enforcement 92/06/02 iOBpp 13527’ 190 24X 

Fiche’ 50-000, 82/06/02, 8204210300. 


0206110066 Responds to IE Bulletin B2-0 1 , Revi sion 1, ‘'Alteration of 
Radiographs of Helds in Piping Subassemblies.*’ Util 
performed lOOX insp of 408 radiographs h reader sheet 
records No discrepancies found 

CURTIS, N W Pennsylvania Power 6 Light Go 02/06/03 MAYNEB,R,C 
Region 1, Office af Director. 3pp 13467 103 24X 

Flche 50-397. 82/06/03, 8206110066. 


0204210303 IE Info Notice 82-17, "Overp rssiur 1 ^ 

end 

JORDAN, E. L. Olvlslon of Englneiring 6 Quail 
t06pp 13675.259 a4X Flche 50-000,62/06/’ 


8204210384 IE Info Nutlce 02-10, "Assessment o 
Mail by Workers." 8vc list end 
DEYOUNO. R C Director's Office, Office of I 
Enforcement 82/06/11. a20pp 13675’ 189. 
Fiche. 50-000. 82/06/11.6204210304 


a Reportable occurrences, LERt 6 releted corr 


9206010374 Interim deficiency rept r* eapablli 
distribution sys to support two unit operati 
reported 620420 Design voltage verlPication 
Final rept in Bept 1962 Also reported per Pa 
CORTISi N W Pennsylvania Power li Light Co 
Region 1, Office of Director. 4pp. 13301 3 
Flche’ 50-397, 92/05/21, 8206010374. 
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DOCKETED ITEMS 


G20&04032& Final {fafi^ianc^ ra;it r« ueid inj^ of sivpportc to cantalnmont 
llnor p lat »j 1 n i ti 43 1 V reported -60(1416 Fyalu^tion of ?i 700 
lupportt attached to plate resulted in S6 flies Ccmpletton 
expected by fuel load Also reported per Part SI 

CURTiSiN 1^ Pennsglvania Fouer it Light Ca €2/05/27 HAYNES. F C 
Feglon 1. Office of Director 6pp 13334 06^ 34X 

rich* 30-367, 03/€3/27, 0206040326 


6206000130 Final daficiency rept re inadciiuatf design k ueldlng of 
horixontal bracing sga for prlmarv cantaitimsnt vent pipes. 
Initially reported 610603 Bracing »y» rearranged le 
documented on Drawing E-iOS36l Also reportable per Part 2t 
CORtrs. N H Pennsylvania Pouer & Light Co e2/0&/29 HAYNES, R C 
Region 1. Office of Director Bpp 13423 337 24X 

Fiche 50-387. 62/05/ 20, 82O'6ODOia0 


6206060415 Interim deficiency rep t re i nconai stencies In vertical 
dynamic modet for reactor /contro 1 bldg Stress analysis of 
typical floor slabs It supporting beams ihoued adeguate 
margin to ensure Integrity Next rept before fuel load 
CURTIS; N y Pennsylvania Pouer 6 Light Co 62/05/20 HAYNES, R C 
Region 1, Office of Director 3pp 13416 275 24X 

FI Che SO-aa?. 82/05/26, 02060804 1 5. 


62061 SOO90 FI na 1 deficiency rept re Inadequate documintat 1 an for 
mi icel laneous stee 1 r ini 1 1 al ly reported 61051P Discrepancies 
caused by Bloomsburg Metal Co method of matching mill test 
rapt w/steel to be shipped 

CURTlSiN N Pennsylvania Power & Light Co 62/06/06 KAVNEB.R C 
Region I, Off ice of Director 2lpp 13501 103 24X 

FI Che 50-307,02/06/00,0206150090 


02O6i7OO?0 Final deficiency rept re vertically installed Anchor-Darting 
checJr valves, initially reported on 620505 Hinge arms of 
chBck valves tF006 A tc 8 modified by adding right angle 
extension Also reportable per Part 21 

CURTIB, N H. Pennsylvania fouer 4, Light Co 82/06/10 HAYNES, R C 
Region 1, Office of Director, 4pp 13530 106 24X 

FI Che* 50-307, 02/06/10, 8206170099 


0206200124 Final deficiency rapt ra Cutler-Hammer Si it 2 motor 
starters, init ial ly reported 810619 All Slie 2 at motor 
starters checked to verify absence of high noise condition 
Panr Unit 2 atertars replaced. Also reportable per Part 21 
CURTIS, NH Pennsylvania power Light Co D2/O6/I0 HAYNES, R C. 
Region 1 , Office o/ Director 5pp. 13624: 352 24X 

Fidhe 50-367, 92/06/10, 6206260124 


6206260550 Inttrlfli deficiency rept re eaiergency svc water sys water 
hammer , iTiitia lly reported «n 620503 Condition being reviewed 
f( corrective action plan ui M eliminate problem associated 
ur/water hammer in emergency svc water sys 

CVfflTie,WW Pennsylvania Fewer fc Light Co 02/06/16 HAYNESrR.C 
Region 1, Office of Director. 4pp 13625.234 24X 

Pic he 30-367, 02/06/16,0206260530. 


X. Onsite Storage of Low Level Haste 


6206070197 Notification of contract eiecutlonr Had 2 to "Environ 
Astessment uf Low Level Haste Storage of PA Power U Light 
Co Susquehanna Steam Electric Btalion ** Contractor Science 
Apfilicatlonsr lyic 

HA1B8TDM,C., FLEENDR. C Admlni • trabive Can tracte Branch 
NR;C-02-ai-064 02/03/20 DAVIS, J Office of Nuclear Material 

Safety ie Safe guards, Director Ip 13424 342 24X 

Flche 50-307, 62/0 V SO, 9206070197. 


•'-0206070202 Mod 2, extending period of performance to 920930, to •'Environ 
Asieecment of Low Level Haste Storage at PA Power 6 Light 
Co Sueqgehanna Staam Electric Station " 

FlNOLEYtO eclence App tications, Inc. HAOAN. T F Administrative 
Contract* Branch. NRC.-02-8J-064. 0^/05/20 Ip 13424; 34 3 KtK 
Fi ch e 50-387, 82/03/20, 6206070 i 97. 


0206080432 Requesti notification of re-eitab 1 1 shment of schedule for 
revised application for low leyil radwaste holding facility 
ROUSE, L C. Advanced Fuel Sc Spent Fuel Licensing Branch. 82/05/36 
CURTIS, N.N Pennsylvania Power ScLightCo Ip 13439.356 34X 

Flche. 30-307,82/03/26,8206080432 


DOCKET 30-389 ST. LUCIE PLANT, UNIT 2 


A Appl ication/construction stage document* U correspandence 


B2O6O0O1S4 Summary of 820S23 meeting w/util 6 Ebatco in Bethestf a, HD re 
base plate flexibility 

NERBESi V. Licensing firanch 3 82/03/20. Licensing Branch 3, 

4pp, 13442 001. 24XFiche. 50-389, 02 /O3/20, 02060 90134. 


6.206110337 Notification of 820615 meeting ui/u ti 1, Ebasca l< C-E in 
fiethesda,HD to discuss item* pertaining to Tech Bpecs 
format, imp 1 ementation, changes & philosophu 

NERSEB,V Licensing Branch 3 02/06/04 MIRAGLI A, F J Licensing 

Branch 3 3pp 13490 194 a4X Fiche 50-309, 0S/O6/O4, 02061 1 0J3 7 


0206310433 Forward* application for amend tp CPPR-144 for addition 
of co-owner h co-applicant Payment of Class IXI fee anc 1 
UHRKS, R £ Florida Power 6 Light Co 83/06/14 DENTON, H R Office 
of Nutricar Reactor Regulation, Director Ip 13567. 20S 24X 

Fiche 50-309,82/06/14,0206210433 


— 6306310441 Application for amend of CPPR-144 to provide for addition- 
of co-owner & co-applicant Antitrust info end 
UNRIG. R E Florida Power 6 Light Co 63/06/14 I75pp 
13567 206 24X Fiche 30-369,62/06/14,0206210433 


6306230079 Forwards Revision 5 to Topical QA Rept FPL-NOA-100, "OA 
IfanuaJ, '• Revision Includes latest organlratlon changes 
submitted on 810928 8< new reg guide 6 ANSI atd commitment* 
requested 6 approved in facility SER 

UHRie, R E Florida Power & Light Co 02/06/16 KAASB, W P. Owality 
Assurance Branch Ip 13589 244 24X Fiphe 30-000, 92/06/16, 

8206230079 


—8206230083 “QA Manual " 

HUDIBURO, J J Florida Power U Light Co FPL-NQA-IOO R05 
82/05/07 I25pp 13589 24 5 24X Fiche 30-000,02/06/16, 
6306230079 


0206220196 Notification of 8S0712-’16 meeting w/util at site to review 
documen tabl on for environ qual i f Ication audit of 
safety-related equipment 

NERSES, V Licensing Branch 3 83/06/17 MIRAOLIA, F yl LlceneliiB 

Branch 3 4pp 13503 353 24X Fiche 50-309, 02/06/17, 9206230196 


0206220209 Summary of B2061S meeting w/util in Rethesda, MD re lafety 
Tech Specs Util will submit radiological ETd by 820609 Site 
visit scheduled for wk of 820717 List of attendees end 
NERSES, V Licensing Branch 3 02/06/17 Licensing Branch 3 

4pp 13591 064 24X Fiche 50-389, 02/06/17,0206220205 


8206200436 Forward* const/s tartup monthly progress rept for Hay I?!?!! 
UKRIO, R E Florida Power I, Light Co 02/06/10 EISENHUT, D 0 
Division of Licensing 2pp 13621 228 24X Fiche 50-309,82/06/10, 

0206200426, 


D NRC Draffc/Final Environmental Statement*, tuppl* & eorrespondence 


0206100137 Approve* F£0 

HOQRE, 8 M Environmental Protectioit Agency, 02/06/04 Dlviilpn 
of Licensing. tp 13449 097 24X Fiche, 50-309, 02/06/04, 0206100137 


E HRC Safety Evaluation Report ISER), suppl* It correspondence 


8206140119 Forwards request for addl Info in support of BEFl 
eonf irmetory issues re CE85EC Responses should be submitted 
by 820801 

TEOESCO, R L Assistant Director for Licensing 02/06/07. 
UHRIO.R E Florida Power !< Light Co I3pp 13507 319 34X 

Ficfia 50-369,02/06/07,0206140119 


F. Security, medical, emergency L fir# protection plane 


0206090002 Responds to FOIA raquest for documents r* Commission 
daclslon to extend deadline for licensee* to implement 
prompt notification syi. Forward* documents listed in App A 
Documents also available in PDR 

FELTON, U H Division of Rules and Records, 82/05/11 REVNOLDa.N, B 
Dtbevolat Ik Liberman, 3pp 13454.003. 34X Fiche* 50-000, 82/05/1 1 » 

8206090002 


—8206090085 Forwards RE Trojanowski 020132 memo to JP Stohr re State of 
FL It licensee emergency planning FuU field exercise 
scheduled for 820210-13 

8T0Hift»J,F Emergency Preparedness 6 Program Support Branch. 

82/C1/25 ORIHESrB K Division of Emergency PreparednasB 2pp 
13454 150. 24X Fiche 50-000,02/05/11,0206090002 


B20609D090 BifCvise* statu* of emergency planning in State of PL re 
St Lucie facilities County doei not wieh to participate in 
exercise scheduled for 820210 

TROJAHOtdSKi , R, Division of Englciaarlng It Ttchnicel Inspection. 
82/01/22 STOHR, J,P Emergency Preparedness |c Progrant Support 
Branch App 13434*160, 24 X FI ch* 50-000,82/05/11,0206090002, 
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— 6203110473 Submits update of current assessment of licensees ability 
to Implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DIRGKSi U J Office of the Executive Director for Operations 
82 / 01 / 2 & Commissioners 2pp 134S4 164 24X 

Fiche 50-000.82/03/11.8206070002 


— 8206070007 Forwards first monthly rept re status of prompt notification 
sys implementation at facilities Meteorological programsr 
emergency response facilities research teactore need add 1 
mgt attention & t lari f i cation 

O'REILLYjv/ P Region 2. Atlanta. Office of the Director 
(81/03/01) 81/01/00 DEYOUNOiR C Director's Office, Office of 

Inspection and Enforcement 4pp 134S4 167 24X 

Fiche 50-000.82/09/11.0206090002 


— 8203110401 Submits monthly update of status of implementation of prompt 
notification sys 

SPENCER. Q 8 Division of Technical Inspection G2/01/09 
ORlMESiD K Division of Emergency Preparedness 8pp 13454 176 
24X Fiche 50-000,82/03/11.8206070002 


—8206090133 Responds to 820203 request for info re deficiencies 
identified In Initial testing of prompt notification sys 
Facility test Info end 

STOHR.J P Division of Emergency Preparedness it Operational 
Support 82/02/04 GRIMES, B H. Division of Emergency 

Preparedness 5pp 13454 237 a4X Fiche 50-000,02/05/11, 

0206070002 


6206070473 Forwards Region 2 incident response plan dtd Mar 1902, Plan 
issued as Sup pi S to NUREO-Od45, "Agency Procedures for NRC 
Incident Response Plan '* Plan should be of benefit to 
understanding of NRC response to emergency M/o end 

BTGHRiJ P Division of Emergency Praporedneea I, Operational Support 
□2/09/12 UHRIO.R E Florida Power Light Co Ip 13374 324, 
24X Fiche 50-000,02/09/12,8206070473 


8206020500 Forwards request for addl info re meeting requirements of 
10CFR50 App R Responses should be submitted by 020610 
TEDESCO, R L Assletant Director for Licensing, 02/09/26 
UHRIQ/R E Florida Power it Light Co I3pp 13339 D19 24X 

Fiche 90-387,82/03/26,0206020308 


8206100424 Summary of 820507 meeting w/utll, Ebasco Ic Oage-Babcoc k in 
Qethesda.MD re flro protection 

NERSES, V Licensing Branch 3 02/06/01 Licensing Drench 3, 

0pp 13460 107 24X Fiche 90-307,02/06/0110206100424 


8206170232 Advises that NRC review of security plan, Revls ion 5» 
Indicates need for further revisions Response within 45 days 
after receipt of Itr requested End withheld 
(ref 10CFR73 21) 

MIRAOLIArF J Licensing Branch 3 82/06/16, UHRIOfR E Florida 

Power 6 Light Co ip 13939 106 24X Fiche 50-335,02/06/16, 

8206170232 


J Insurance indemnity information 


B2061 10243 Forwards Endorsements 43 It 34 to ANI Policy NF-227 It MAELU 
Policy MF-08r respec tlvely 

FIELDER, vl, Karsh McLennan, Inc , M S< M Nuclear Consultants, Inc, 

Dlv 82/06/07 BALTZMANiJ Assistant Director for Btate It Licensee 
Relations 3pp 13466 277 24X Fiche. 50-335, 82/06/07, 02061 10243 


K Utility Final 0af«ty Analysis Report (FEAR) & amends 


8206040177 Forwards Amend 10 to F8AR 

UMRtO,R E Florida Power it Light Co 02/05/26 ElBENHUTi D, 0 
Assistant Director for Licensing 4pp 13343 001, 24X 

Fiche 50-307, 02/09/26,0206040197, 


—8206040201 Amend 10 to F8AR 

* Florida Power & Light Co 02/06/30 600pp. 13343,009 24X 

Fiche 50-387,82/05/26,8206040197 


M Antitrust correspondence 


8201200169 Forwards util ob^tctlons Ik appendices to A8LQ BUSH 
memorandum b ardor 

TUCKER, K 0, Covington it Burling TUCKER, K 0 Florida Power S» Light 
Co 82/01/18 0TEPHENB, C. Docketing V Services Branch. tp 
11623 279 24X Ptche 50-387,82/01/18,8201200169 


— 8201200173 Affidavit that interim rept represented preliininary effort 
to investigate whether joint planning of power production 
facilities might be beneficial Investigation dropped 
Planning documents & Certificate of 3vc encK 
BIVANQ, E L Fioridfl Power it Light Co 02/01/13, SSOpp 
11623 326 24X Fiche 50-389,82/01/10,0201200165 


0206210433 Forwards application for amend to CPPR^L44 for addition 
of co-owner it co-applicant Payment of Class XII fee end 
ifHRIO*R E Florida Power I, Light Co 82/06/14 DENTON, H B Office 
of Nuclear Reactor Regulation, Director Ip 13567 209 24X 

Fiche 30-309, 82/06/14, 620621.0433 


— 8206210441 Application for amend of CPPR-144 to provide for addition 
of co-Duner U co-applicant Antitrust info encl 
UHRIO, B E Florida Power & Light Co 02/06/14 t7Spp 
13567 206 24X Fiche 50-389,02/06/14.0206210433 


P. Operating license stoge documents Sc correspondence 


02O6O9O'153 Oeneric Ltr 82-11 to all LNR reactor plant 1 licensees Ic 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event H/c enc t 

EISENHUT, D 0 Division of Licensing 02/06/09 HAUfiPURO. A 
CansoL Idated Edison Co of New York LEE,0 Public Service Co of 
Colorado VAN BRUNT, E E Arixona Public 0«rvic« Co 13pp 
13557 349 24X Flcha So -000, 02 /■06/09, 0206090193 


0 Inspectian reports, IE Bulletins & correspondence 


0206070320 Forwards IE Insp Rept 50-307/02-17 on 820419-23. No 
no-ncomp 1 lance noted 

DANCE,M C Division of Proifrct l< Resident Fragrams. 02/05/11 
UHitIO,B E Florida Power %t Light Co 2pp 13363' 012 24X 

Fiche 50-389, 02/09/ 1 1 • 6206070320 


—0206070324 IE Insp Rept 50-389/82-17 on 820419-23 No noncompllahCfl 
noted Major areas inspected electrical work, InstrumentatloT) 
of components !< sys uork activities ti quality rtcortls. 

O10BONS, r D 4 CONLON, T E Division of Engineering t< Technical 
Programs 62/05/10. 4pp 1 3363! 01 4 24X Fiche 90-389,62/05/11, 

0206070320 


6206070269 Bubmits addl responses to IE Bulletin 77-01 re relay 
setpoint drift Reactor not within scope of bulletin Faulty 
relays cited will not be utilised within plant 
URRIO, R G Florida Power L Light Co, 02/09/20 O'REILLY, J P, 
Region 2. Office of Director. Ip 13360 327. 24X 

Fiche, 90-309, 02/09/20. 0206070260 


0206010131 Not 1 f ica tioT> of 820925 meeting w/uti I, Ebasco U C-E in 
Bcthesda,MD to discuss response to IE Oulletln 79-02 re base 
plate flesibl llty, Agenda encl 

NEB8E8i>V Licensing Branch 3 02/05/24, lilRAOLl Ar F, vl Licensing 

Branch 3 4p p 13319 279 24X Rich e; 90-307. 02/09/24, 0206010131. 


8202040147 IE Info Notice 82-19, "Notification of NRC " 0vc list end. 
DEYOilNOrR C Director's Office, Office of Inspection and 

Enforcement 02/O9/2B 107pp. 13426 099 24X 

Fiche; 90-000, 02/03/28. 0202040147 


S2O421O370 IE Info Notice 02-16^ **NPCr/RCIC High Btsam Flow Setpoints 
Bvc list encl 

JORDAN. G L, Division of Engineering ?< Quality Assurance 82/05/38 
103pp. t3440'Z64 24X Fiche 50-000,02/03/28.8204210: 


— 0201200168 Objectlans to ASLB 011211 memorandum it order ASLD erred Jn 
giving collateral estoppel effect to Oainsvilla Utils Dept 
vs FL Power it Light Co it Opinion 97 it in not giving effect 
to King dec 1 sion 

DYM, H. Florida Power It Light Co DYM, H Covington U Burling 
82/01/13 Atomic Safety and Licensing Board Panel. 46pp 
11623 200 24X Fiche 50-389,03/01/18,8201200169 
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B20A22034B IE ln»p ftopt 5 0-389/6 2-1 9 on 02O^2A-3O No noncomp 1 lance 

noted Major area* Inepected pre^ervic* t nsp^ sa fety-related 
itTucturec outside conta inmantf pr ervious l.n«p Findings & 
iicensoe Identified itejn* 

CRPHLEyi-O R . VORM^-w; W • EC ON CMC S'* N Division of Engineering b 

Technlcai Programs 62/05/36 I3pp I35B1 246 24X 

Fiche 50-309,62/03/20*0206220341 


020421030-0 IE finlletin 02-l>2< "Degradat i an of Threaded Fasteners iti 
Reactor Coolant Pressure Boundary of PUR Plants 
Sve list end 

DEYQliNO'R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOBpp 13927 150 24X 

FicAe 50-000,62/06/02,0204210300 


6204210303 IE Info Notice 62-17, "Overpr BS»ur iiati on of RCS “ Sve list 
end 

JORDAN, E U Division of Engineering €c Quality Assurance 62/06/11 
106pp J3675 250 24X Fache 30-000,62/06/11.6204310383 


6204210304 IE Info Notice 02-161 ''Assessrfiiot of Intakes of Raidtioac tiva 
Matl by Wurieps " Sve list end 

DETOUNOjR C Director'* afftcsi Office of Inspection and 

Enforceeient 02/06/11 I20pp 13675 169 34X 

Fiche 90-000.82/06/11,0204210384 


8 Reportable necurrenc es, LERs it related cprrespondence 


6206010354 Interin deficiency rept re potential steam generator 2A 
l-£nc/i nojile ma I f une t Ian* ini ti al ly reported nn 020217 
final rapt uill be suhfnitted by 62061.7 

lymiO.R E Florida PoM»»r & Light Co 62/09/17 O'RElLtV^J f 
Region 2/ Df-fice df Director tp 13300 349 24)C 

Fiehe 90-3Q9. 02/05/17.6206010354 


02O6O1O5S6 Final deficiBncy rept re diesel generator fuel oil day tank 
suction Check valves, £ni t ially reported 820217 Valve springs 
removed it preliminary testa performed tti/suc cessful results 

6 Florida Fou)ar t. Light Co 32/05/17 O 'REILLY* P. 
Region 2. Office of Director 2pp 13315 326 24X 

F I c fi e 90-38 9, 63/05/ 1 7, 8206010596 


62060706^0 Sup p iementa I deficiency rept re linear indications in 
reartof coolant pump 3A1 volute* 1 n i tial ly reported B10610 
Inveibiyetion undaruay to determine ubetber indications are 
generic problem Rapt ui 11 be provided by 82Q7Q1 
UHRIO, F E Florida Power 6 Light Co 82/Q3/27 Q'REILLY. J P 
Region 2, Office of Oireitor Ip 13071' 297 RAX 
Flchl 90-399, 62/09/27, 8206070620 


8206210434 Interim deficiency rept re fan belt problem during Initial 
startup of (flesel generator, ini tially reported on 020210 
Vendor & consultant inves tl gating, Nei t rept s/lll be sent by 
820820. 

UHRI0»R.E Florida Power & Light Co 32/06/03 O'REILLVjJ P, 
Region 2, Office of Olrector ip 13963 297 2AX 
FI C h a ' 90-339* 02/06/03. 6206210434 


e^i&6D00291 Interim deficiency rept re fanbelt problem during initiai 
startup of diesel generator Final rept will be submitted by 
020620, pending Flight Dynamics investigation 

t/HR 10, R E Florida Powar «* Light Co 62/06/03 Q'RElULY.s/ P 

Region 3, Office of Director tp 13658,093 S4K 
Ficho: 90-309. 02/06/03, 8206300291 


0206300296 Second l-nterifi deficiency rept re failure of instrument 
Inverters, tnl tl*l Ly reported 620322 Failures caused by 
overheating Vendor recummends replacement of various 
subcomponents Final rept will he submitted by 020819 
UHRIO, R E Florida Power & Light Co 62/06/15 O 'REILLY* 0 P. 

Region 2* Office of Director. Ip 13659 053 34X 

FI Ch e 90-399, 83/06/ 1 5, 82063002 96, 


6206300293 Final deficiency rept re failure to fol law radlegrap hie 
procedure, ini tie 1 1 w reported 011103 Radiographic 
documentation packages rechecKad Review of uplding it piping 
record* for ASME S-rctiofi JII,CJa*s 1 & 2 uieids underway 
UHRlOiR E, Florida Power & Light Co 82/06/10 O'REILLY, J P, 
Region 2, Office of Director 2pp I3658J094 S4X 
Fi c he 90-389, 62/06/ 1 0, 0206300293 


DOCKer 50-390 MATTS BAR NUCLEAR FLANT, UNIT 1 
A App llcatlon/consfcructio*! stag* document* 1« correspondence 


1206010077 Forwards Auxiliary Sqs Branch for addl Infq re 

calculation aspects it assumptions used in analyeis of dle*el 
generator eshauet mlssila pTofcoction 

ADEN9AM, E 0 Licensing Branch 4. 02/03/31 PARR-IS, H -0 Tenneseee 

Valley Authority 3pp 13331 234 24 X Fi che SO-390* 82/09/2 1 , 

8206010077 


■B2060B0324 Informs that degree of damage to d tosel generator e>:ha.utt 
from tornado missile could be sufficient to degrade 
generator operation below acceptable level* m response to 
MRC 820521 (luestion Mods will be completed before fuel lD.fld 
MILL81L M Tennessee Valley Authority 02/06/04 ADENSAH, E 
Licensing Branch 4 Ip 13420 001 24X Fiche 50-390,63/06/01, 

8206090324 


8206110222 Forwards info re inadvertent air return fan sctuatlnn u/li* 
bed temp of 30 F L actuation of one & two fans, per 020520 
telcon Containment design totally adequate ui/o automatic 
vacuum relief ays 

MfLL9,L M Tennessee Val 1 oy Au fchor i ty 02/06/04 ADEN^AM, E, 
Licensing Branch A 4pp 13467 009 24X Fiche 50-390.02/06/04, 

0306110232 


8206090153 Generic Ltr 82-U to 3 11 LMR reactor plant licensees f, 
applicants re transmi tta] of KUReo-09i6 relative to 
restart of RE Olnna Rept documents finding* re cause of 
event W/o enc 1 

EISENHUT, D 0 Division of Licensing 82/06/09 HAUBPUROpA 
Consolidated Edison Co of New York I3pp 13557 349 24V 

Fiche 50-000.82/06/09,0206090153 


8206140236 Discusses inclusion of 13 listed addl sys into plant Uiildl 
test program NRC concerned w/some of util commitments on 
various tests it requires further clarification on others 
TeDESCO,R L Assistant Director for Licensing 02/06/09 
PARRIS, H 0 Tennessee Valley Authority 5pp 13307 356 24X 

Fiche 50-390, 02/06/09* 0206140236 


G20616009D Summary of 020514 meeting w/uti 1, Woodward-Cly d e Asieoalei 
it Unlv of CA in Bethesda.MD re potential for J iyuefact i on 
beneath essential raw cooling water pipelines Attendance 
list L HRC position end 

KEWYON. T J Licensing Branch 4 02/06/09 Licensing Drancfi 4 

5pp 13527 332 S4X Fiche 50-390, 82/06/09, 0206160090 


B206150246 Forward* revised response to TMI Item III D 1 1 re 
integrity of sys outside containment likely to contain 
radioacti,.* matl for PWH* 

MILLS, L M Tennessee Valley Authority 02/06/11 ADENSAfl, B 
Licensing Branch 4 3pp 13494 361 24X Fiche 50-390,02/06/11. 

0206150246 


020-6160131 Forwards draft revisions to Section 6 3 4 i !< Tabid 14 0-J 
■of FSAR.per Reg Guide l 20, to be incorporated into Amend 40 
MILLS. L M Tennessee Valley Authority 02/06/11 ADEN0AM*£ 
Licensing Branch 4 4pp 13917 306 24X Fiche 50-390,02706/11* 

8206160131 


B2D6160255 Forwards five oversize drawings showing util coFPlia'i'^'^ 
w/Gsh«ral Deslgr, Criterion 17 L 18 for fad lltles, in 
reapopsB to Nfic 020310 ltr Aperture cards are available in 
P8R 

MILLS, L M Tennessee Valley Authority 02/06/11 A DENS AN, E. 

Licensing Branch 4 2pp 13518 336 24X Fiche 90-390,02/06/11, 

920616025S 


8206160117 Forwards "Summary of Testing to Determine Suitability of 
Tayco Igniter for Use in Permanent Hydrogen Mitigation Bye*-'* 
as addl info to 820430 eilth quarterly rppt 

MILLS* L M Tonne sser Volley Authority 02/06/14 ADEN0AM.E 
Licensing Branch 4 Ip 139i7 332 84X Fiche 50-000, 02/06/ M, 

8206160117 


—8306160133 “Summary of Testing to Determine Suitability of Tayco 
Ignitar far Use In Permanent Hydrogen Mitigation Bys “ 

* Tennessee Valley Authority 02/06/14 12pp 13517 333 24* 

Fiche- 50-000, 82/06/14, 0206160117 


0206350317 Forward* summary of 020514 meeting w/Moodward-Clyd^^ 
Associatas 4c util re liAuefactlon potential beneath 
essential raw cooling water pipelines W/o encl 
TEDESCO,RL Assistant Director for Licensing 03/06/14 
PARRIS, H 0 Tennessee Valley Authority Spp 13629 056 24X 

FI Che: 50-390* 02/06/14,0206250317 


0206290461 Notification of 020630-0701 meetings w/util in Knoxville, TN 
to discus* review of geotechnical engineering info 

KEWYDNrT U Licensing Branch 4 02/06/14 ADENBAM. E 0, Licensing 

Branch 4, 5pp 13660 097, 24X Fiche 50-390,82/06/14,0206290461 


03O624O’286 Informs that util has elected to Insulate steam gsnera-ior 
ref leg to alleviate temp dependence problem, fol lowing up 
020310 ltr ta NRC 

MILL8, L H Tennessee Val ley Authority 02/06/21, ADENd^AH, E 
Liceniina Branch 4 Ip 13996 199 24X Fiche SO-390, 03/Ot/21, 

8206240206 



DOCKETED ITEMS 


820&240340 Foruards revisions to App □ of util 6S0303 1 tr providifiii 
li^fo re submergence of electrical equipment at facility 
Revisions do not affect conclusions of util analysis 
MiLLSiL M Tennessee Valley Authority 82/06/21 A DEN 9AM ■ E 
Licensing Branch 4 79pp 13602 llO 24X Tlche 30-370, 92/06/2 1 , 
8306340340 


6206250237 Foruards matl to he included In Amend 48 of FEAR Info 
concerns Section 3 7 3 12# "Burled Seismic Category I Piping 
Sys t( Tunnels *' tnfo should resolve NRC cancerns resulting 
from 02OSi4 meeting 

MCLLS^L M Tennessee Valley Authority 82/06/33 ADENSAHi E 
Licensing Branch 4 4pp 13613 079 24X Flcho; 5O“39-0i 02/06/23, 

6206250537 


B2063001S5 Forwards summery of analysis showing that askarel-f i 1 1 ed 
transformer will not fail in manner causing damage to 
adjacent sa f e iy^^re lated equipment 

MILLS, L M Tennessee Valley Authority 82/06/23 ADENSAHi E 
Licensing Branch 4 2pp 13655 303 24X Fiche 50-390. Q2/06/33. 

6206300152 


E NRC Safely Evaluation Report (SERK supple car respnndence 


0206220192 Forwards revised SER Section 19 S 4 4 on resolution of 
concerns re postulated boron dilution events w/rcgard to 
single failure criterion Requests justification as to how 
position may be met to close open item In timely matter 
TEDESCO, R L Assistant Director for Licensing 02/’O6/10 
PARRIS. H Q Tennessee Valley Authority 6pp 13591 304 SAX 
Fiche 50-390.02/06/10.8206220152 


0206290114 Forwards marked-up draft BER pages containing add! util 
comments 

HILLS, L M Tennessee Valley Authority 82/06/24 ADENSAM, E 
Licensing Branch 4 SQpp 13635 243 24X Fiche 50-390,62/06/24. 

0206290114 


F Security, medical, emergency b fire protection plant 


— 8206150449 Public version of revlserf emergency plan implementing 
procedures document* inc 1 gding Procedures IP-1 re emergency 
plan c lassi f I cat ion logic, IP-2 re notification of unusual 
event & IP-a re alert 

* Tennessee Valley Authority 82/01/26 IGOpp 13523 139. 2^ 

Fiche 50-390. 02/06/11. 82061SO444 


8206250270 Clarifies sections of fire protection program re-evaluatit 
re "'f ast-resp onie*" sprinidor heads Only OL listed or factory 
mutual approvrd sprinkler heads u-ill be used 

MILLS, L,M Tennsssee Valley Authority 83/06/22. ADENSAM, E. 
Licensing Oranch 4 2pp. 13617 184 24X FI che, 50-000. 82/06/22, 

8206250370 


Q Inspection Teports. IE Bulletins & c orri spondenc e 


0SO6O7O4B2 Foruiard* lE Insp Repts 90-337/B2-09. 50-3 20/8 2-08 1 50- 390/ 
02-16, 50-391/82-13* 90-430/02-10, 50-439/B2-1 0, 50-518/82-05, 
50-319/02-09, 90-520/82-05,50-531/02-05, 50-553/03-01, 

50-354/02-01. 50-566/82-02 it 30-567/82-02 

LONO, F J Division af Project Ic Resident Programs 02/03/20 
PARRIS. HO Tennessee Valley Authority. 3pp 13374 2S3. a4X 
Fiche SO-000, 02/03/20. 8206070482 


—8206070496 IE Insp Hopts 50-327 /B2-09* 50-32 0/02-08, 30-390/82-16, 
50-391/82-13, SO-430/ea-lO. 50-439/02-10, 90-318/02-05. 

50-519/82-05, 50-320/82-05. 50-921/02-09. 50-553/02-01, 90-554/ 
82-01,50-566/82-02 tt 90-567/02-02 No none amp 1 ianca noted. 
LENAHAN,J J Division of Project & Resident Progrems B2/00/1G 
gpp 13374 298 24X Fi che: 30-000* 82/05/20, 0306070482 


8202040147 IE Info Notice 82~t9, »*Notlf 1 cation of NRC " Sve list enc 
DEVOLPNO,R C Director's Office# Office of Impaction and 

Enforcement 82/05/20 t07pp 13426 093. 34X 

Fiche 50-000. 82/05/28, B2OS04O147. 


82042 1037B IE Info Notice 82-16, "HPCI/RClC High Steam Floui Setpoinl 
Sve list end 

JOROANiE L Oivleion of Engineering b Duality Assurance, 62/09/s 
I03pp. 13440 264 24X Fiche 50-000.62/09/28.6304210378 


0206150016 Responds to FOIA request for documents re siren sys 
Installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in U8 Forwards 
documents listed in App A 

FELTONi J M Division of Rules and Records 02/04/21 WADE. J 
public Interest Research Oroup, New York, 7pp 13524 010 24X 

Fiche 50-000. 02/04/21. 8306 1 SOO 1 6 


—8201290065 Forwards Central Files version of response to NRC 811207 
request for info re radiological emergency p Ian. includ ing 
prompt notification sys info h “Evacuation Time Estimates 
Hlthln Plume Exposure Pathway Emergency Planning Zone '* 

MILLS. L M Tennessee Valley Authority 02/01/19' ADENSAM# E 
Licensing Branch 4 4pp 13524 117 24X Fiche 50-000.02/04/21. 

0SO61 50016 


8306070401 Forwards Region 2 incident response plan rftd Mer 1962 Plan 
issued as Sup pi S to NVRE0-0a49. "'Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emorgency. H/o end 

STOHR.J P Division of Emergency Preparedness it Operational Support 
02/05/12 PARRIS, H 0 Tennessee Valley Authority Ip. 13375’0S3. 
24X Fiche 90-000,82/09/12,0206070481 


8206150334 Forwards revisions to physical security plan. Revisinns 
withheld <ref iOCFR73, 21) 

MILLS, L H Tennessee Valley Authority 02/06/10 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 13904:315. 24X 

Fiche! 50-390, 82/06/10, 8206150334 


0206150379 Informs that conceptual design for emergency rasponsa 
facilities Will be provided within 90 days of receipt of 
NRC position based on Commissioners review of &ECY-32-1 1 i 
MILLS, L M Tennessee Valley Authority 02/06/U. ADENBAM. E. 
Licensing Branch 4 Ip 1350S 267 24X Ftche 90-390,02/06/11, 

0206150375 


S20421O3GO IE Bulletin 62-021 “Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PUR Plants, " 

8vc list end 

DEYCUNOiR.C Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOSpp 13527MS0 24X 

Fiche 50-000,62/06/0210204210300 


0206220209 Forwards revlseil response to lE Bulletin 82-20 re fallur 
West 1 ngh ouse Type M-2 spring return to neutral control 
switches Lights will be wired to monitor contact continuity 
in spring return to neutral position 

HILLS, L H Tennessee Valley Authority 82/06/02 0 'REILLY. J. P. 

Region 2. Off ice of Director. 2pp, 13572*324, S4X 
Fiche SO -390, 02/06 /OB. 020 6220 309 


B2042103B3 IE Info Notice 02-17. "Dverpressur 1 lation of RC8 " 8vc I 
and, 

JORDAN, E L Division of Engineering b Ouellby Assurance, B2/06> 
106pp 13679' 256, 24X Fiche 50-000.62/06/11.0204210363. 


8304210304 IE Info Notice 82-10, "Assessment of Intake* of Rad load 
Matl by Workers Bve list end 

DEYOUNOi R- C Director's Office. Office of Inspection aYid 
Enforcement 82/06/11. IBOpp, 13675 109. 24 X 

Fiche: 50-000, 82/06/ 1 1# 8204210304 


8. Reportable occurrences, LERs b related corresponilence 


8206010232 Second Interim deficiency rapt re overpressur i leti on of 
chemical b vo I control sys tank, ini ti ally repurted on 
020120 Hydrostatic b pneumatic testing procedures revised. 

Next rept will be provided by 620627 

MILLS, L.H Tennessee Valley Authority 32/05/17 D'REILLY# V. F 
Region 2, Office of Director Bpp, 13300' 070 24X 

Fiche. 50-390, 02/09/17, 0206010222 


6206150444 Releases public version of revised emergency plan 
implementing procedures document. 

FELTON. J M Division of Rules and Records 02/06/1 L Document 
Management Branch Ip 13923 1 37 24X Fiche 90-390,62/06/11, 

0206190444 


— 0206150446 Forwards public version of revised emergency plan 
implementing procedures document. Inc ludi ng Procedures IP-1 
re emergency plan class if Ication logic, lF-2 re notification 
of unusual event b IP'3 re alert 

MILLS, L M Tennessee Valley Authority 82/09/21 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director Ip 13523 130 
24X Fiche 50-390,82/06/11,6206150444 


8206010256 Final deficiency rept re incomplete tentative sys trens 
originally reported on 020127, Defldenc lee resolved 
^/tentative transfers accepted on BS0323 b 29. Employ eee 
retrained In requirements of QCP-3 6 Test 6-99. 

MILLS, L M Tennessee Valley Authority 62/05/17. O'REILUY.V.F 
Region 2, Office of Director 3pp. 13301.359. 24X 

FI e he 30-390, 62/09/ 17# 0206010256 , 


62D601039D Fourth interim deficiency rept re failure to document \ 
faundatlons of Category I rock supported structures would 
be designed to accommodate I-inch differential sat t lemente# 
Initially reported on 610707. Next rept due by 020709 
MILLe,Lf1 Tennessee Valley Authority. 02/09/17. O'REILLY.V.I 
Region 2# Office of Director. 3pp 13301 001, 84X 

Fiche 90-390* 02/05/17. 6206010350 



292 


DOCKETED ITEMS 


8206010392 Sirpp 1 (;a d»fici«ncij rcpt rc pit-entidl rati; cooling 

uiat»r pwmpi , in i tial I y reported OOIOO* Flaal corrective 
action uill be completed by< fuel loadlni; Change In due date 
caused by delay in vendor meeting delivery dates 

MlLUa^L M Tenfieiseo valley Authority 82/05/17 O'REILL/. JF 
Region 2« Office of Director Ip 13311 321 SAX 
FIche 30-3901 ea/ 03/ 17* 8206010372 


6206010688 Final deficiency rept re seismlcally unqualified Jamesburg 
vfllvei ueed in HVAC sy 1 j in i tial 1 y reported 820412 
Manufacturer tari 1 1 provide add] eeismic iracing tefore fuel 
load. 

MILLBjL M Tennessee Valley Authority B2/05/I7 D^REILLV. JP 
Region 2. Office of Director, 2pp 13313 300 24X 

Fiche 50-390. 82/03/17.8306010608 


6206070104 Supplemental final deficiency rept re rece iving, eh«c k inj I 
controlLing records, initial ly reported on B11027 Final rept 
submitted on 820208 Corrective action expected to be 
completed on or before 820730 

MtLLS.L M Tennessee Valley Authority 82/03/23 O^REILI-Vi vi P 
Region 2, Office of Director Ip 13368 212 24X 

Fiche Sa-000. 82/03/2316206070104 


8206070243 Supplemental deficiency rept re seismic concerns for 
Jamespury val vesi ini tial ly reported 820412 Final deficiency 
rept submitted 820317 should also be considered applicable 
under Part 21 

MiLLS.t- rt Tennedsee Valley Authority 82/05/23 O'RSlLLyi J P 
Region 2. Office of Director Ip 13370 354 24X 

Fiche 50-390. 02/05/23, 8206070243 


6206010689 First interim deficiency rept re potentially overstressad 
ambtdded plat ee* Ini tial 1 y reported B2Q412 Sampling program 
initiated Nept rept will be submitted by 620714 

HltLSiL rt Tennessee Valley Authority 62/05/16 Q'REILLV, J P 
Region 2. Office of Director 2pp. 13313 302 24X 

Fiche SO -390t 83/05/10. 62060 10689 


8206070093 First interim deficiency rept re use of incorrect response 
spectra In Ollbert CommonuBalth piping analysis Incorrect 
spectra used for X-Y DBE dynamic level case for Piping 
Analysis 060200-09-05 Case reanalyied Reported per Part 21 
MILLS, L M Tennessee Valley Authority 82/05/27 O'REILLY, d P 
Region 2, Office of Director 2pp 13368 814 24X 

Fiche 30-390. 82/05/27, 6206070093 


6S06010429 First interim deficiency rept re incorrect values in 
Hbs ti ngfiause program UHISATAN producing different results. 
Initially reported 820419 Wistinghouse reanalyxlng three 
perfect mixing cases Also reported par Part 21 
MILL8.LM Tennessee Val 1 ey Au thor ity 82/05/19 O'REILLY.JP 
Region 2. Office of Director 2pp 13314 354 24X 

Fiche 50-390, 82 /OS/ 1 9 . 82060 10429 


6206070544 First interim deficiency rept re failure to perform soiinic 
analysis on auixlHary bldg platform design, initially 
reported 830426 Investigation continuing Next rept will be 
submitted by 881021 

MILLS, L M Tennessee Valley Authority 02/05/27 O'nElLLV, J I' 
Region 2. Office of Director 2pp 13372 184 24X 

riche 30-390. 88/05/37,0206070344 


8206010676 Fourth Supplemental Deficiency Rept 4 re grouted anchor 
bolts on main steam line supports, ini tlal 1 y reported on 
800314 Corrective action cannot be completed until NCR 
3567R. qualif i catl on of epoxy grout completed 

HILLS, L M Tonnessee Valley Authority 82/05/19 0’'REILLY»-J P 
Region 2, Office of OireCtor Ip 13314 339. 24X 

Fi Che' 50-390, 82/03/ 1 9i 8306010676 


6206070623 Second Interim deficiency rept re violation of preeiure 
relief requirements by adding isolation valves to waste gas 
decay tank vent 1 ine. ini t lally reported on 020210 ECN 3419 
initiated to comply w/AN8l D31 1 tt NUREO-0473 

MILLS, L M Tennessee Valley Authority 02/05/20 O'REILLY, J P 
Region 2, Office of Director 2pp 13371 295 24X 

Fiche 50-390,02/03/20,0306070622 


8206010664 Eighth interim deficiency rept re steam generator water 
level ref column error, i nittal 1 g reported on 790606 Util 
r«'-cvai voting decision to Install Ueitinghouie 
microprocessor-based temp compensation sgs. Nest rept 020708 
MILLS, L H, Tennessee Valley Authority 03/05/19 □'’REILLY, JF 
Region 2, affiec of Director Ip 13313 335 24X 

Fiche 50-390,82/05/19,8206010684 


9206070663 Fourth Interim deficiency rept re absence of div of 
engineering design sys to ensure issuance of OA pracedurei 
before worJi commences, ini tlally reported 011030 Procedures 
revised Next rept by 621206, 

HILLSjL M TennesseB Valley Authority 62/03/28 0 'REILLY, V P, 

Region 3. Office of Director, 3pp 13390 270. 24X 

Fiche: 30-000, 03/05/28,8206070665 


8206010287 Revised Interim Deficiency Rept 10 re faulty fillet welds, 
initially reported 800220 Next rept will be submitted 
030504 

MILL8, L M Tennessee Valley Authurity 82/09/20. O'REILLY, J F 
Region 2. Office of Director Ip 133DJ:099. 24X 

Fiche 90-390, 02/09/20 , 82060 1 0287 


8206010427 Third interim deficisnev rept re discrepancy in as-'huilt vs 
if-analyxed p iping sys, initially reported 610236 Installed 
tecatlons will be qualified by evaluation or reanalysie or 
support will be relocated Addl info by 630603 

HILLS, L M Tennessee Valley Authority. 02/05/30 O'BErLLYi J, P 
Region 2i Office of Director. 2pp. 13313 240. 24X 

Fiche 30-390, 83/05/20, 8206010427. 


8206010457 Final deficiency rept re absence af containment isolation 
slgnel to containment isolatlan valve FCV-62-76, Inl tlally 
reported 011107 Phase A containment isolation signal will be 
added to valve control room circuit before fuel loading. 

HILLS, U M Tennesses Valley Authority 62/09/21 O'REILLY, J P 
Region 2, Office of Director 2pp. 13315' 021 84X 

Fiche 90-390, 83/05/21, 82060 1045 7 


0206010471 First interim, deflclancy rept re suptrsedid dtgitlied 
seismic response spectra data used tc qualify safety-related 
piping, initially reported 820422, Reanalysls to be perfarmad 
where necessary Nest rept by 820125 

MlLLBi L, H Tennessee Valley Authority. 82/03/21 ■O'fieiLLY, J F, 
Region 2, Office of Director. 2pp. 13315,003. 24X 

Fiche 50-390.02/05/21,0206010471. 


8206070615 Followup Part 21 rept re defective 3/4-inCh check Valve. 
Valve disposed of by util Valve unable to withstand 
pulsating air flow due to reciprocating air coepressor 
action 

FALTER, H W Morrison-Knud’sen, Inc. 82/05/21 O'REILLY, JF. Region 
2, Office of Director, Ip, 13371:830 24 X Fiche, 30-390, 82/05/21, 

8306070615 


9206070100 Eighth interim deficiency rept re anchor belts Instelled not 
in accordance u/spaclng specs, ini tiel ly reported 810331 
Design review comp leted, Reiul ts being eveluated. AddI lnf« to 
be provided by 820728 

MILLS, L (1 Tennessee Valley Authority, 82/03/34. O'REILLY, J. P, 
Region 2. Office of Olractor, 2pp, 13370' 344. 24X 

Fiche,: 30-390, 82/03/24, 8206070100 


8206110321 Sixth interim deficiency rept re essential raw cooling 
water heat tracing. Initially reported on 810413 Evaluation 
in progress to determine implications to other safety- 
related sys Next rept by 020901, 

hiLLS.L M Tennessee Valley Authority 82/05/28 O'REILLY, J F 
Region 2, Office of Director ip 13467:067 24X 

Fiche 50-390, 02/03/28,8206110321 


8206110119 Second interim deftciency rapt re nonconformance of high 
pressure fire protection seismic pipe supports, initially 
reported 81 1204, Revisions to effected design drawings under 
Change Notice 3222 not completed Next rept by 821123 
MILLS, L M Tennessee Valley Authority 82/06/01 D'REILLYr J P 
Region 2. Office of Director 2pp 13465 229 24X 

Fiche 50-390. 82/06/01 1 82061 1011 9 


8206110130 First interim deficiency rept re incomplete documentation 
of HVAC sys requirements, initially reported on 820427 
Investigation In progress to determine corrective actions 
Next rept to be provided by 82090?. 

MILL8,L M Tennessee Valley Authority. 82/06/01 O'REILLY, J P 
Region 2, Office of Director 2pp 13465* 218 24X 

Fi cht' 30-390. 82/06/01, 82061 10130. 


8206110282 Second interim deficimey rept re review of purchaee 
requisitions* initially reported 020120, Study being 
conducted of procurement proceei including all aspects of 
sys Next rept due by 020916, 

JtlLLSrL.M, Tennessee Valley Authority 82/06/01. O'REILLY, F. 
Region 2* Office of Director, Ip 13466:162. 24X 

Fiche 50-000f 83/06/01,0206110202. 




rirec interim deficiency rept re mlispec of s 
displacemsntf for steam genereteri* Inttia 1 1 U reported 
820430, Feed ua tar Problem 0600200-02-03 reanalyzed & is being 
further design review, Next rept expected 820823 
MILLS.L, M Tennessee Valley Authority 02/06/01 0 'REILLY, J 

Region 2, Office of Director, 8pp, 13466*175. 24X 

Fiche 30-390,82/06/01*8206110305 


8206110319 Final deficiency fdpt re defective tube steel metl* ini kia* ISf 
reported 811224 Testing indicated no generic condition 
• elsts, Also reported per Pert 2i. 

MILLS.L M Tennessee Valley Autherity.' 82/06/01, O'REILLY, J P. 
Region 2. Office of Direct nr, 2pp 13467:068 24X 

Fiche: 50-390, 82/1^6/01, 02041 10319. 



DOCKETED ITEMS 


930&140042 First interim definienci/ rept re q^uetfcionab I d patches o# 
plastic cement mar tar, ini tial ly reported on 82042? Ado (luaty: 
of involved structures & of cement mortar to perforin 
function under Investigation Next ropt by 020B30 

MILLS, L M Tennessee Valley Authority 03/06/01 O'REIULV. ^ P 
Rtjgion 2, Office of Director Spp 13487 112 24X 

Flche 50-390,82/06/01,8206140042 


0206110115 Fifth interim deficiency rept re qualification of epoxy 
grout for saf BtV“re I a ted appl icatione r initial Ig 'reported on 
910827 Investigation continuing Wyle Lab preparing age 
analysis for accelerated aging program Next rept by 820922 
MILLS, L N Tennessee Valley Authority 02/06/03 O'REILLYp J P 
Region 2, Office of Director Ip 13465 232 24X 

Fiche 50-390, 02/06/03, 6206110115 


B2061101S9 Second interim deficiency rapt re regional quality 
engineering branch Insp ofc manpouierj Initially reported on 
820120 QA training completed 820318 tt technical training 
ongoing Administrative Instruction QEB-Al X04 iRiplemonted 
M1LLS,L M Tennessee Valley Authority 62/06/03 Q^nElLLYi J P 
Region 2, Office of Director 2pp 13466 323 24X 

Fi C h« 50-000, 82/06/03, 82061 101 39 


8206110317 First interim deficiency rept re incorrect analysis of 
3-lnch chemical St vol control sys 1 ine, inii ia I Ig reported 
820303 Part 2i not applicable Reanalysls continuing to 
determine if any field mads are necessary 

MILLS, L M Tennessee Valley Authority 02/06/03 O^REILLYp O P 
Region 2, Office of Director 2pp 13467 , 054 24X 

Flche 50-390,02/06/03,0206110217 


6206210369 Third interim deficiency rept re loading criteria for 
structural steel & supports, ini tial 1 y reported B11I17 
Investigation continuing re effects of attachments to cable 
tray supports it to bldg (< steel support 

MILLS, L M Tennessee Valley Authority 82/06/07 O'^REILLY* J P. 
Region 2, Office of Director Ip 13503 LOB S4X 
Flche 30-390,82/06/07,8206210309 


0206210309 First Interim deficiency rapt re qualification of RHR/d»cay 
heat removal sump valve room, initiaLl y reported 020422 FSARs 
will be revised to accurately reflect plant conf 1 guratlon 
Next rept expected by 020907 

MILLS, L M Tennessee Valley Authority 82/06/07 O'RBILLY, J. P 
Region S, Office of Director 2pp 13563,271. 24X 

Fiche 50-000102/06/07,8206210389 


8206210103 Third Interim deficiency rept re failo're to update 
WBNP-QCP“1 14, per Revision 6 to Oeneral Const 8pac 0-32 re 
bolt anchors set In hardened concrete, Initially reported on 
811229 Investigation continuing Next rept due by 021221 
MILLS, L M Tennessee Valley Authority 02/06/00 O'REILLY, J, P 
Region 2, Office of Director 2pp 13559' 337 24X 

Fiche 50-390,02/06/00,0206210105 


8206210547 Interim deficiency rept re failure to evaluate operator 
actions to realign essential rau cooling water train A, 
initially reported on 020310 Analysis undtruay to determine 
if flow deficiencies ulli occur before operator action 
MILLS, L tt Tennessee Valley Authority 02/O6/OB. O'REILLY, J, P. 
Region 2, Office of Director, 2pp 13564 230. 24X 

Fiche 30-390,02/06/08,0206210547 


8206210167 Supplemental final deficiency rapt re selamlc support* for 
auxiliary feedwater control val ves, or iglna I ly reported on 
820624. Supper t strut completion delayed until 020831 due to 
overall const delays, 

MILLS, L. M Tennessae Valley Authority 02/06/09 O'REILLY* J P. 
Region 2, Office of Director Ip 13560*300 24X 

Fiche 30-390,02/06/09,8206210167 


8206210569 Final deficiency rept re possible inadvertent boron dilution 
at cold/hot shutdown conditions while on RHR, initially 
reported 800710 Interim operating procedures recommended by 
Nestinghouse adopted Also reportable per Part Si. 

M!LL8,L M Tennessee Valley Authority 02/06/09. O'REILLY^ J P 
Raglan 2, Office of Director 3pp 13361 070 24X 

Fiche 30-390,02/06/09,0206210569 


0206210245 Final deficiency rept re failure to erect platforms, ladders 
I, stairs per applicable drawing s, Inlt lal 1 y reported B10903. 

Scheduled completion date for corrective action ie 821231 6 
prior to fuel load for Units t S( 2, respect! vely 

MILLS, L M Tennesaea Valley Authority 02/06/10 0 'REILLY, J. P 

Region 2, Office of Director 2pp 133S9, 171. 24X 

Fiche. 50-390, 82/06/10,8206210245 


6206210296 First interim deficiency rept re incomplete or undocumented 
checKlng of analysis, ini t tally reported 02OS13 All analysts 
problems being reviewed to ensure that independent review V 
complete check performed Next rept by 030204, 

MILLS, L.M Tennessee Valley Authority 02/06/13. 0 'REILLY, J, P. 

Region 2, Office of Director 2pp. 13559: H? Si4X 
Fiche: 30-390, 02/06/15,8206210396 


0206220292 First interim deficiency rept re 0 1 Lbert/Commonwealt h piplr 
analysis probl«m N3-67-21A, ini t ial ly reported 020510 DDA 
spectra applied to shield bldg wall Instead of steel 
conteinmont Vessel. Also reportable per Part 21 

MILLS. U M Tennessee Valley Authority 82/06/17. O 'RE ILLY, J P 
Region 2, Office of Director, 2pp 13573 237, 24X 

Fiche: 50-370, 02/06/17,820622029 2 


0206240255 Firs t interim deficiency rept re operating conditions used 
In piping ana 1 ysls, tnl tia 1 1 y reported 020510 Sampling 
program established to determine scope St seriousness of 
problem Next rept provided by B3D204 

MILLS, L M Tennessee Valley Authority 02/06/17. O'REILLY, J P 
Region 2, Office of Director 2pp 13598 337. 24X 

Fiche 30-390, 02/06/17, S2062402 5 3 


0206240171 First Interlai deficiency rept re omission of anchor point 
movement input to evaluate pipe interferences from Isometric 
Drawing 47N464-3t6, Revts 1 on 1, initially reported on 820519 
Const Spec N3C-912 bcinp revised Next rept due by 030204 
MILLS, L K Tennessee Valley Authority 02/06/18 D'REILLV, J P 
Region 2, Office of Director. 2pp 13600 063 24X 

Flche 00-390, 82/06/18, 0206240171 


0206300033 Firtt Interim deficiency rept re lack of commitment to 
maintain drawing conf i gur atlon control for installation of 
ptatf orms, lad ders & s talr s, in it ially reported on 020510 
Next rept to be submitted by 820930 

MILLS. LM fennessea Vat ley Authority 02/06/10 Q'REILLV* J P 
Region 2, Office of Director 2pp 13656 0 01 24X 

Flche 30-390,82/06/10,0206300053 


0206300122 Supplemental Final Deficiency Repts 50-390/01-56 & 
50-391/81-04 re ImprepeT InstBl lation of ci:)inprtssion*'«ty pe 
terminals on single-phase static inverters, initially 
reported on 001212 Also reportable per Part 21 

MILLS, LM Tennessee Valley Authority. 02/06/10. O'REILLY, J. P, 
Replon 2, Office of Director Ip 13656 049. 24X 

Flche 50-390,02/06/10,0206300122 


B206300171 Becond suppl to final deficiency rept re hVAC piping 
conf Igurat 1 on, 1 nit ial ly reported 010707 Completion date of 
020515 for modifying hangers missed due to further shifts 
in craft priorities New completion date is 020915. 

MILLS.LM Tennessee Valley Authority 02/06/18 Q'REILLY, J P 
Region 2. Office of Director Ip 13654 227 24X 

riche - SO-390, 02/06/18* 8206300171 


8206300343 First Interim deficiency rept re nonconformance of cement 
mortar linings on piping in essential raw cooling water sys 
Installed by Ameron* init tel ly reported 020521 Evaluation 
continuing Next rept by B20805 Also reportable per Part 21 
NILLS.L.M Tennessee Valley Authority 02/06/21 0'RE1LLY*VP. 
Region 2, Office of Director 2pp. 13658- 004. 24X 

Fiche. 50-390, 82/06/21, 0206300343 


8206300050 Becond interim deficiency rept re incomplete description ( 
aseumptloni Sc limitations of (.JERCD program contributing to 
unacceptable usege of program in design of TVA plants, 

Initially reported on 020407. Ne xt rept by 021005. 

MlLLBrL M Tennessee Valley Authority 02/06/22. O'REILLY, J P, 
Region 2, Office of Director. 2pp 13655:357 24X 

Flche. 50-000. 02/06/22,8206300058 


8206300212 First interim deficiency rept re setpoint program for 
overpressure mitigating sys, initially reported 820521. 
Investigation continuing Next rept will be submitted by 
a209»7 

MILLS* L M Tennessee Valley Authority 82/06/22. □ 'REILLY, P. 

Region 2, Office of Director. 2pp 13654:327. a4X 
Fiche SO-370, 02/06/22* 0206300212. 


0206300055 First Interlim deficiency rept re preparation of alternatt 
analysis calculation packages L documentation, in i tial ly 
raported o-n 020524 Team formsd to review analysis methods, 

Next rept will be submitted by 021207 

MILLS, L.rf Ttnnassss Valley Authority 02/06/23 O'REILLY, V P. 
Region 2, Office of Director 2pp 13659 362 24X 

Flche 50-390, 82/06/23, 8206300095. 


0206300114 Eighth Interim Deficiency Repti 50 -390/81-08 6 50-371/01 
re steel containment psnatratlon assembly , I nitlal ly reported 
on 001217 All design drawings not revised due to one piping 
problem still being analyxed Next rept by 020016 
MlLLSiL-M Tennessee Valley Authority 02/06/23 O'REILLY, J.P 
Region 2, Office of Director. ip 13656:060. 24X 

Fiche: 50-390, 82/06/23,0206300114 


03Q63OO209 Interim deficiency rept re Incorrect lube oil used in 
diesel generators* initially reported on 020229, Inves tl gabion 
continuing on program deficiency that allowed incorrect oil 
to be approved for use Next rept due 020901. 

N3LLB.L M Tennessee Valley Authority 02/06/23, O'REILLY, J P. 
Region 2* Office of Director. Ip 13652*317. 24X 

Fiche: 50-390, 02/06/23* 8206300205 
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DOCKETED ITEMS 


DOCKET S0'39l WATTQ BAR NUCLEAfl PLANT. UWIT 2 


A AppI tc Atlon/c0iiitruc t i an ftags dorumentt £< correspond^nc* 


820.&D10077 Foruardi AuxlHarg Branch raiiuefit for oddl info ro 
c,alculatlon otpectD & ass&nipt lon-g i/srd in anali^sis of dioscl 
gcrvfrotor oihaust fissile protoctton 

ADEKSAM.E Q Licenoing Branch A 82/0:5/21 PARRIS.H 0 TennoSTi»& 
Valley Authority 3pp I33ai 23A 24Xl^iche 50-390^ fi 2/05/2 i> 

620 AO 10077 


920A090324 InfoTfna that doQree df damage to dieael g^enerator ojthauat 
front tornado niliBile could be sufficient to dagraife 
generator operation bolou acceptable Eeveljin r<span«e to 
NRC B20S2t question Mods ufill be completed before fuel load 
MILLS. L W Tennossea V/allay Authority B2/0A/04 ADEN-ffAM. E 
Llcenaing Branch 4 Ip 13420 081 24X Flcfie SO-~390. B3/06/C4. 

8206080324 


GS0A110222 Foruarde info re inadvertent asr return fan actuation u/ice 
bed temp of 30 T & actuation of one t ttuq fans, per 020520 
telcon, Cental nnient design totally adequate u/o automatic 
vacuur> relief ays 

MILLS. L M Tenne*Boe Val ley Authority 02/OA/O4 A DENS AM. E 

Licencing Branch 4 4pp 134A7 008 24X Fiche 50-390. B2/0&/04. 

8206110222 


820A090IS3 Oanerlc Ltr 82-11 to all UWR reactor plant licensees ft 
applicants re transmittal of NUREO'09|6 relative to 
restart of RE Qinna Rept documents findings rc cause of 
event U/a enc 1 

eiSENHUTfO 0 Division of Licensing Bi/0&/09 HALISfURO. A 
Consolidated Edison Co of Ne-u Yorl 13pp 13557 349 24X 

FI Che 50-000^ 62/06/09.8206090153 


6206140236 Discusses inclusion of 13 listed addl sys into plant initial 
test program NRC concerned ui/sone of util commitments on 
various tests Ic requires further clarification on others 
TEDESCD. R L Assistant Director for Licensing 82/06/09 
PARRIfl.HG Tennessee Valley Authority 5pp 13507356 24X 

riche 50-'370. 82/06/09, 8206140236 


8206160090 Summary of 820514 meeting u/ut£l. Uouduard^Clyde Associates 
it \Jniv of CA In tethesdartIO re potential for liquefaction 
beneath ossentlal rabi cooling uater pipelines Attendance 
lUt 6 NRC position end 

KENVON. T J Licensing Branch A. 82/06/09 Licensing Branch 4 
Spp 13527*332 24X FUhe 50-390.82/06/09.8206160090 


8206190246 Faruards revised response to TNI Item III D 1 i re 
integrity of sys outside containment liliely to contain 
radioactive matl for PNRs 

MILLS. L M Tennessee Valley Authority. 82/06/11 ACENSAK. E 
Licensing Branch 4. 3pp 13494-861 24X Ficfie 50-390.82/06/11. 

8206150246 


8206160131 Forward's draft revisions to Section 6 3 4 1 & Table 14,2-3 
of FBAR. par Reg Oulde I 20. to be incorporated into Amend 48 
MILLS. L M Tannetser Valley Authority 62/06/11 ADEN3AM. E 
Licensing Branch 4 4pp 13517 306 24X Fiche 50-390.82/06/11. 

8206160 131. 


8206160255 Forwards five averiize drawings showing util conpllenice 
u/Oaneral Design Criterion 17 ti 18 for faciUtlesiln 
responte to KRC 820518 ltr Aperture cards are available In 
PDR 

MILLS. L. H Tennesaea Valley Authority 82/06/11. ADENSAM. E. 
Licensing Branch 4 2pp 13518,336 24X FI Che 30-390i B2/06/1 1. 

82061 602 55 


8206160117 Forwards ’’Summary of Testing to Determine Suitability of 
Tayco Igniter for ilie in Permanent Hydrogen Mitigation Sys." 
as addl info to 820430 sixth quarterly rept. 

MILLS. L M Tennessee Valley AutJhorltv- 82/06/14, ADENBAII. E, 
Licensing Branch 4* Ip- 13517 932 24X Flche 50-000,82/06/14. 

8206160117 


— 82061:60133 ''Bummary of Testing to Determine Suitability of tayco 
Igniter for Use in Permanent Hydrogen Mitigation Bys *» 

* Tenneisev Vallay Authority 02/06/14 I2pp 13517:333 24X 

F 1 c h « 50-000. 82/06/14. 82061 60117. 


8206250317 Forwards summary of 020914 meetling w/Wooduard-Clyde 
Associates it util re liquefaction potential beneath 
essential raw cooling water pipelines U/o end 
TFDESCOiR. L Assistant Director for Licensing 82/06/14 
PAHRIS.HO Tennessee Valley Authority 2pp 13629*056 24X 

FI Che- 50“390- 02/06/14. B2062SO917 


8206290461 Notification of 820630-0701 meetings w/util in Knoxville, TK 
to discuss review of geotechnical engineering Info 

KENYON, T J Licensing Branch 4 82/06/14 ADENSAM, E O HcensJns 

Branch 4 Spp 13660 097 24X Flche 50-390.82/06/14.0206290461 


8206240286 Informs that util has elected to insulate steam gencralor 
ref lag to al1«vlate temp dependence prob I em. fol lowing up 
820310 ltr to MRC 

MILLS, L M Tennessee Valley Authority 02/06/91 ADEN&AM. E 
Licensing Branch 4 Ip 13596 i57 24X Flche 90-390, 0;2 /06/a I . 

8206240286 


6206240340 Forwards revisions to App D of util 820303 ltr ppovidjrig 
info re submergence of electrical equipment at facility 
Revisions do not affect conclusions of util analysis 
MILLS. L H Tennessee Valley Authority 09/06/21 ADENSAM, E 
Licensing Branch 4 79pp 13602 110 24X Flche 30-390. 89/ Ofi/LU, 

6206240340 


0206250237 Forward* matl to be included in Amend 48 of FSAR Info 
concerns Section 373 12. "Burled Seismic Category I Piping 
By* 6 Tunnels Info should r0solve Nf?C concerns resulting 
from 020314 meeting 

mills. L H Tennessee Valley Authority 02/06/23 ADEN3AM. E 
Licensing Branch 4 4pp I36i3 075 24X Flche 50-390. 02/06/23. 

8206350237 


8206300152 Forwards summary of analysis showing that as h are 1-fi 1 ) ed 
transformer wilt not fail in manner causing damage to 
adjacent safety-related equipment 

MILL5.L M Tennessee Valley Authority 82/06/93 ADENSAM. E 
Licensing flranch 4 app 13655 303 24X Fiche 50-390,89/06/23. 

8206300152 


E NRC Safety Evaluation Report (SER). supple & correspondence 


82062201S2 Forward* revised SER Section 15 2 4 4 on resolution of 
concerns re postulated boron dilution events w/regard to 
single failure criterion Requests justi f ication a* to how 
position may be met to close open item in timely matter 
TEDESCO.R L Assistant Director for Licensing 02/06/10 
PARRia, HO Tennessee Valley Authority App 13571304 24X 

Fiehe 50-390,62/06/10.0206220192 


8206290114 Forward* merked-up draft SER pages containing addl util 
comments 

MILLB.LM Tennassee Valley Authority Q2/06/24 A DEN B AM. E 

Licensing Branch 4 sapp 13635 243 24X Fiche 50-390. 02/06/24. 

9206290114 


F Security, medical, emergency it fire protection plans 


6206150016 Responds to FOlA request for documents re siren *ys 
Installed to provide early notification to populace In 
plume pathway around nuclear reactor sites in U8 Forward* 
documents listed in App A 

fELTON.-J M Division of Rules and Records 82/04/21 WADE, J 
Public Interest Research Croup, New York 7pp, 13524 010 S4K 
Flche 50-000. 82/04/21,8206130016 


—8201290065 Forwards Central Files version of response to NRC 011207 
request for info re radiological emergency plan, includ ing 
prompt notification sys info L "Evacuation Time Estimato* 

Within Plume Exposure Pathway Emergency Planning Zone " 
mLLB.L M Tennessee Valley Authority 82/01/19 ADENSAM.E 
Licensing ETench 4 4pp 13624 117 24X Flche. 60-000. 02/04/21 « 

8206150016 


92060704B1 Forward* Region 2 incident response plan dtd Mar 1902 Plan 
issued as Sgppl 2 to NURE0-0a43, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRG response to emergency, W/o end. 

8T0HR. J P Division of Emergency Preparedness St Operational Support 
82/05/12 PARRI8. K 0 Tennessee Valley Authority Ip 133V5 053 
24X Flche 30-000. 82/05/12.8206070401 


8206150334 Forwards revisions to physical security plan Revision* 
withheld (r*f 10GFR73 2tJ 

MILLS. L M Tannessee Valley Authority 02/06/10. DENTON. H R, 

Office of Nuclear Reactor Regulation. Director Ip 13504-315 241 

Flche; 30-390. 02/06/10, 8206150334 


82106180379 Inform* that conceptual design for emergency response 
facflltles will be provided within 90 days of receipt of 
NRC position based on Commiitianert review of 8GCY-02-111, 
mLLS.L.M T*nna*»eB Valley Authority 82/06/11 ADENBAM. E 
Licensing Branch 4 Ip 13903 267 24X Fiche* 30-390i 82/06/ 1 1, 

B206I8Q379 



DOCKETED ITEMS 


B20frl504<;4 Releases public version of revised enner-^encv plan 
Itn-plementing procedures documeni: 

FELTON* J M Division of Rules and Records B2/06/11 Document 

Management Branch Ip 13523 137 24X Flchc 30-370.02/06/11. 

6206150444 


— 0206150448 Forwards public version of revised enter 9 ency plan 
Impl ementinp procedures document, tnc lud inp Procedures IP-I 
re emergency plan classification logic* lP‘-2 rd notification 
of unusual event & iP-3 re alert 

fiJLLB.L M Tennessee Valley Authority 02/09/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director tp 13523 IGB 
24X Fiche 50-370,02/06/11.0206150444 


— 8206150449 Public version of revised emergency plan Implementing 
procedures doc ument, i nc 1 ud ing Procedures IP-1 to emergency 
plan classification logit, IP-2 re notification of unusual 
event 8< lP-3 re alert 

♦ Tennessee Valley Authority 02/01/26 ISOpp 13523 139 a43( 

Fiche 50-390*02/06/11.0206150444 


0206250270 Clarifies sections of fire protection program re-evaluations 
re ’'fast-response" sprinkler heads Only QL listed or factory 
mutual approved sprinkler heads will be used 

MILLS* L N Tennessee Valley Authority 82/06/22 AOENSAM, E 
Licensing Branch 4 2pp 13617 184 24X Fiche 50-000.02/06/^2, 

0206230270 


0 Inspection reports. IE Bulletins 6 c orreap andence 


0206070402 Forwards IE Insp Repts 50-327/63-09*50-320/02-00,50-390/ 
82-16* 50-391/02-13, 50-430/02-10, 50-439/03-10, 50-518/82-05, 
50-519/02-05, SO-520/8?-05i 50-521/62-05. 50-553/02-01. 

50-554/82-01, 50-566/02-02 t. 50-567/02-02 

LONG* F J Division of Project Resident Programs 02/05/20 
PARRIS. H 0 Tennessee Valley Authority 3pp 13374 295 24X 

Fiche 50-000,82/05/20*0206070402 


— B206070496 IE Insp Repts 50-327/02-09,50-328/03-00.50-390/02-1*, 
90-391/82-13* 90-430/02-10* 50-439/82-10, 80-516/02-09* 

90-519/02-05, 50-520/02-05, 50-321/02-09* 50-593/B2-0I, 90-994/ 
82-01,90-566/82-02 i- 50-567/02-02 No noncompliance noted 
LENAHANiJ J Division of Project Resident Programs 82/09/18. 
9pp 13374 250 SAX Fiche 50-000,02/08/20,8206070402. 


6202040147 IE Info Notice 82-19, "Notification of NRC. " Svc list end 
DEYOUNG. R C Director's Office, Office of Inspection and 

EaforcBment 02/09/28 l07pp 13436 093 84X 

Fiche 90-000,82/09/28*0202040147 


S2O421O370 IE Info Notice 82-16* "HPCI/RCIC High Bteam Flow aetpoints " 
Svc list end 

JORDAN* E L Division of Engineering & OuaLity Assurance 82/05/20 
I03pp 13440.264 34X Fiche 30-000, 82/05/20,0204210370 


8204210300 IE Bulletin 02-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants " 

8ve list and 

DEYOUNOrfi C Director's Office/ Office of Inspection and 

Enforcement 02/06/02. 108pp 13527 150 a4X 

Fiche 50-000*82/06/02*0204210300 


8206220207 Forwards revised response to IE Bulletin 0S-2O re failure of 
Westlnghfluse Type W-2 spring return to neutral control 
switches Lights will be wired to monitor contact continuity 
In spring return to neutral position 

KILLS, L N Tennessee Valley Authority. 02/06/02. □'ftEILLY* J. P, 
Region 2* Office of Director 2pp 18972 324 24X 

Fiche. 80-3901 82/06/02* 0206220209 


8206110211 Forwards Revision 2 to Procedure TI-SDD "ABKEI Section IX 
Preservlce Insp Program# Unit 2 ’’ 

MlLLEiU M Tennessee Valley Authority 02/06/04, ADENSAM.E. 
Licensing Branch 4 Ip 13459.257 24X Fiche. 90-391, 02/06/04* 

8206110211 


— 8206110212 Revision 2 to Procedure tI-90B* *'A8ME Section XI* Proservlc e 
Insp Program, Unit 2 '* 

* Tennessee Valley Authority 02/09/06 tlPpp 13499.298 a4X 
Fiche 50-391,02/06/04,0206110211 


0204210383 IE Info Notice 02-17* "Dverpressur 1 zat ion of RC3. " 8vc list 
enc J 

JORDAN* E L Division of Engineering t< Oualliy Assurance 82/06/li 
lD6pp 13675*290 24X Fiche 50-000* 82/06/ II. 0204210303 


8204210304 IE Info Notice 02-18* "Assessment of Intakes of Radioactive 
Katl by Iforkers. *' Svc list end 

DEVOUNOrR C Director's Office* Office of Xnspectlpn and 
Enforcement 82/06/11 120pp 13679.109, 24X 

Fiche. 50-000* 62/06/11*8204210304 


S Reportable Occurrences, LERs & related cor respondinca 


0206010256 Final deficiency rept re incomplete tentative sys transfer* 
originally reported on 820127 Deficiencies resolved 
w/tentative transfers accepted on B203S9 6 29 Employcee 
retrained in reguiradnon ts of QCP-3 6 Teat 6-99 

HtLLS.L M Tennessee Valley Authority 82/05/17 □'REILLY*J P 
Region 2, Office of Director 3pp 13301 399. 24X 

Fiche 50-390*82/09/17,0206010296 


620-6010350 Fourth interim deficiency rept re failure to document that 
foundations of Category I roch supported structures would 
be designed to- accommodate l-inch differential settlements. 

Initially reported on 010707 Next rapt due by 620709 

KILLS, L.H Tennessee Vol ley Authority 82/09/17 O'REILLV.JP. 

Region 2, Office of Director 3pp 13301 001 24X 

Fiche 50-390.02/05/17,6206010350 


8206010398 Supp I to final deficiency rapt re essential raw cooling 
water pumps, i ni t ial I y reported 001006 Final corrective 
action iu<ilt be completed by fuel loading Change in due date 
caused 6y delay In vendor meeting delivery dates 
HILLS. L K Tennessee Valley Authority BS/09/17, O'REILLY* J P 
Region 8, Office of Director Ip 13311 321 24X 

Fiche 90-390*62/05/17,6206010392 


8206010665 Final deficiency rept re seismlcally unqualified Jamesburg 
valves used in HVAC ays* Ini tial ly reported 620412 
Manufac fcurer wilt provide addl seismic bracing before fuel 
load 

MILLS, L M Tennessee Valley Authority 03/09/17 0 'REILLY* J P. 

Region 2* Office of Director 2pp 13313 300 34X 

Fiche 90-390,82/05/17,8206010668 


8206010689 First interim dcflcSency rept re potentially overs tressed 
embedded p lat es. in 1 tia 1 ly reported 820412 Sampling program 
initiated Next rept will be submitted by 020714 

HILLS. L K Tennessee Valley Authority 02/09/10 a 'REILLY* J.P 
Region 2, Office of Director. 2pp 13313 302 S4X 
Fiche 90-390, 82/09/18. 8206010689 


820601'0-429 First interim deficiency rept re Incorrect values in 
Neitlnghouse program UKI8ATAN producing different results* 
initially reported 820419 Wes t inghous e reanalyzing three 
perfect miking cases Also reported per Part 21 

MILLS, L H Tennessee Valley Authority 02/05/19 0 'REILLY* -J P. 

Region 2* Office of Director 2pp 13314 354 24X 

Fiche. 30-390* 02/09/19. 6206010429 


6206010676 Fourth Supplemental Deficiency Rept 4 re grouted anchar 
bolts on main steam line suppor ts* Ini 1 1 el ly reported on 
B00314 Corrective action cannot be cognpleted until NCR 
3567R* qualification of epoxy grout CbmpLeted 

HlLLa.Ltl Tennessee Valley Authority 02/05/19. O'REILLY* U F 
Region 2. Office of Director Ip 13314.239. 24X 

Fiche 90-390, 82/09/19, 0206010676. 


8206010664 Eighth interim deficiency rept re steem generator water 
level ref column error* In 1 tia 1 ly reported on 790606 Util 
re-evaluatlng decision to install Westinghouse 
mIcTOproc esior-besed temp compensation sys. Next rept 820700. 
MILLeiL.K. Tennessee Valley Authority 82/09/19 O'REILLV.JP 
Region 2* Office of Director Ip 13313,329 34X 

Fiche 90-390*02/05/19,8206010694 


6206010207 Revised Interim Deficiency Rapt 10 re feulty fillet ueld-si 
znitially reported 800220 Next rept wilt be eubmitted 
630504 

MILLS* L M Tennessee Valley Authority 02/09/20. Q'FEILLY* J. P. 
Raglon 2, Office of Director ip. 13301 099 24X 

Fiche: 50-390* 62/09/20. 8206010207 


8206010427 Third interim deficiency rept re discrepancy in as-bullt 
as-analyzed piping eg s* In i tia Uy reported 810226. Ins ta 1 led 
locations will be qualified by evaluation or reanslysis or 
support will be relocated Addl info by 020603 

MILLB*L.K Tennessee Valley Authority 82/05/20. 0 'REILLY* J. P. 

Region 2* Office of Director 2pp 13313.240 24X 

Fiche 50-390* 02/O9/SO, 6206010427 


6206010497 Final deficiency rept re absence ef containment ItolntloTi 
signal to containment Isolation valve FCV“62-76r initial ly 
reported 811109. Phase A Cortalnmenl 1 soleti on signal will be 
added to velve control room circuit before fuel loading 
MILLS, L.M, Tennessee Velley Authority. 02/05/21. O'REILLY, J.P 
Region 2, Office of Director 2pp 13319,021 24X 

Fiche: 90-390* 02/09/21* 6206010457 


DOCKETED ITEMS 




©206010^71 First interim ieficlenctj rept r« supsr-ssded tfigitlied 
ssitmic response sp^ctr# dat4 ut«if to ^irslliFy S 9 f«tv'*r r lat sd 
p 1 pinsi i nit 14 1 ly reported 8204?2 Rcanalysis to 6« perfo-rined 
whtrp n»c»siary Vsxt r»pt ty B30IS9 

HILLS»L M Tenn»*s#e Valley Authority 82/05^?! O'REIULV. JP. 
Rflflton a. Olftce of Director 2pp 13315- 009 aflX 
Fiche. 50^390. Ba/05/aij 82060 10471 


9206070619 Fallovjup Part Si rep t re directive 3/4-inch check vaWe 
Valve disposed of by util Volvi unable to uithstand 
pviiatinp Ajr Flout due ta rec i procetinp air compressor 
action 

FAUTEHiH W Morrison-Knudsen* Fnc 02/03/^1 O'BEfULV^J P Rejion 
2i Office OF Director Jp 13371 350 34X Flche 50-390^ 92/05/Sl. 

82060706 1 9 


©206070100 Eighth interim deficiency rept re anchor bolts installed not 
In accordance u/spacing spacsi ini tial iy raported ©10331 
Design revieui completed Results being evaluated Addl info to 
be provided by GS072© 

HILL8#L M Tennessee Valley Authority ©2/05/24 O'REILLY, J P 
Region 2i Office of Director. Spp 1337<) 344 S4X 
F 1 c h e ; 50 -390, B2/0 9 /24, ©206070 1 00 


©206070f0d Supplemental final deficiency rept re receiving, choc t Ing t< 
controlling records, ini t i al ly reported on 011027 Final rept 
submitted on 02OSO8 Corrective actson expected to be 
completed on or before 620730 

lilLLS.L li Tennessee Valley Authority ©3/05/25 O'REltLV, J P 
Region 2, Office of Director Ip 13369 212 24X 

Flcht SO'OOOr ©2/05/25, 9306070104 


©S06070243 Supplemental deficiency rept re leismic concerns for 
Jamesburg vai ves* Inlt lally reported 620412, Final deficiency 
rept submitted 820917 should also be coneidered applicable 
under Part 21 

MILLS, L H Tenneseee Valley Authority 82/05/25 0'RElLLY,vfP 
Region 2, Office of Director. Ip 13370 3S4 24X 

Fi e h * flO'390, ©2/05/ 25, ©206070243 


©206070093 First interim deficiency rept r« use of incorrect response 
spectra In Ollbert Common^iral tb piping analysis Incorrect 
spectra used for OBE dynamic lavei case for Piping 
Analysis 0602 00 -09 •'05 Case reanalyred Reported per Part SI 
MrLLS,L M Tennessee Valley Authority. 92/05/87 O'REILLY, J P 
Region 2, Office of Director 2pp 13368 214 84X 

Fiche 50-390, 82/09/27, ©20607-0093. 


©206070544 First Interim deficiency rept re failure to perform seianli: 
analysis on auxiliary bldg platform das Ign, Ini t ially 
reported D2D426 Investigation continuing Nsrt rept ulll be 
submitted by 82J02X, 

MILLS, L M Tennessee Valley Authority ©2/05/87 O'RBlLLYiJF 
Region 2, Office of Director 2pp 13378. 1B4 24X 

Fiche 90-390 , ©8/ 05/27, ©80607054 4 


&S0607D622 Second interim deflcleincy rept re violation af pressure 
relief r ei^ulr aments by adding isolatl-orr valves to «iraste gas 
decay tank vent 1 iner in i tial I y reported on ©20210 ECM 3419 
Initiated to comply w/fynai ssi i NVREO-0472 

MILLS, L H Tennesiee Valley Authority. ©2/05/28 O'REILLY, J.P 
Region 2, Office of Director. 2pp 13371 295, 24X 

Fiche 50-390, ©8/09/ 2©^ ©806070622. 


62D607066S Fourth Interim dsflciancy rept re absence of div of 
engineering design syt to ensure issuance of QA procedures 
before mark c ommencas, ini t ial ly reported ©J 1020 Procedures 
revised Next rapt by 681206 

MILLS, L M Tennesie# Valley Authority ©2/09/2©, 0 ♦REILLY,. J P 

Region 2, Office of Director 3pp 13390' 270 24X 

Fiche' 90-000, ©2/09/2©, 8206070665 


©206110321 ©Uth Interim deficiency rapt r« essential rau cooling 
uater heat tree i ng« Initi a lly reported on ©10413 Evaluation 
in progress to determine implicatloni to other safety- 
related sys N»»t rept by 820901 

MILLS, L M Tennessee Valley Authority. ©8/05/2© 0 ^REILLY, J p. 

Region 2, Office of D-i rector, Ip 13467 067. 24X 

Fiche 50-390, ©2/0 9/2© , ©206110381 


©206110119 Second Interim daf iclancy rept r« nonconformance of high 
pressure fire protection seismic pipe supperts, inl tial ly 
reported ©11204 Revisions to affected design drawings under 
Change Notice D22S completed. Nest rept by 621123 
MILLS, L.M Tennessee Valley Authority, ©8/06/01. O'REILLY. J, F 
Region 2, Office of Director 2pp 13465.82?, a4K 
Fiche- SO-SYOr ©2/06/01 . ©2061 1011? 


206110130 Flret Interim deficiency rept re incomplete documentation 
of HVAC sys r eyulr ements, ini tie J ly reported an ©20427 
iTives tl ga tl on in progress to determine corrective actions 
Next rept to be provided by ©2090? 

MILL8,L M Tennessee Valley Authority ©2/06/01 0 'REILLY. J P. 

Region 8, Office of Oirectar. 2pp 13465 21© 24X 

richer 50-390, 82/06/01, 0206110130 


62061 1 02© 2 Secfl-nd interim deficiency rept re revieuf of purcbeip 
requis 1 1 ions, ini tie 1 ly reported S20IS0 Study being 
conducted of procurametit process including all aspects of 
sys Next rept due by 680916 

MILLS, L M Tennessee Valley Authority 02/06/01 □'REILLY. J f 
Region 2. Office of Director Ip 13466 168 24X 

Fiche 50- 000, 08/06/0 1 , ©206 1 1 0202 


©806110305 First interim deficiency rept re mlsspec of seismic 
dlsp lacements for steam generators, in 1 tial 1 y reported 
880430 Feedwater Problem 0600800-02-03 reanalyied & is being 
Issued for further design review Next rept expected B20a23 
MILLS, L M Tarnassee Valley Authority 02/06/01 O'REILLY, JP 
Region 2, Office of Director app 13466' 175 24X 

Fiche 90-390.98/06/01,0206110305 


8206110319 Final deficiency rept re defective tube steel matl, 1 nl ilelly 
reported ©11824 Testing Indicated no generic condition 
exists Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 03/06/01 D'REILLV, J P 
Region 2, Office of Director 2pp 13467 068 24X 

Fiche SO-390, ©2/06/01,6206110319 


G20'6140042 First interim deficiency rept re questianab le patches of 
plastic cement mortarr ini tial ly reported on ©20429 Adeq,uacy 
of Involved structures & of cement mortar to perform 
fun-ction under 1 nveatlgatlon Next rept by ©20030 
MILLS, L M Tennessee Valley Authority 02/06/01 O'REILLY, VP 
Region 2, Office of Director 2pp 13407 112 24X 

Fiche 90-390, 08/06/01 , 0206140042 


8206110115 Fifth Interim deficiency rept re quallf icatlon of epoiy 
grout for saf ety-r e lated appi ications, initi al ly reported on 
©10827 Inves t Ig atlon continuing Myle Lab preparing age 
analysis for accelerated aging program Next rept by 020983 
MILLS, L M Tennessee Valley Authority 08/06/03 O'REILLY, JP 
Region Sr Office of Director Ip 13465 232 24X 

Fiche, 53-39D, ©2/06/03, GS06U0119 


©206110159 ©ecend interim deficiency rept re regional quality 
engineering branch inap ofc manpoweri initia 1 ly reported on 
©80180 QA training completed 080310 f technical training 
ongoing Administrative Instruction GEO A1 104 implemented 
MILLS. L W Tennessee Valley Authority 02/06/03 Q'REILLV, J P 
Region 2, Office of Director 8pp 13466 323 S4X 
Fiche 50-000, ©2/06/03, ©8061 10159, 


©206110817 First Interim deficiency rept re incorrect analysis ef 
3-inch chemical vol control sys 1 Ine, ini t ial 1 y fepertad 
880905 Part 81 not applicable Reanalysis continuing to 
Efetermine if any field mods are necessary 

MILLS. L M Tennessee Valley Authority 82/06/03 O'REILLY, J P 
Region 2, Office of Director 2pp 13467 054 SAX 
Fiche 50-390.02/06/03,0206110817 


0806210309 Third Interim deficiency rept r* loading criteria for 
structural steel & supports, Ini tialty reported ©11117 
Investigation continuing re effects of attachments to cable 
tray supports It to bldg steel support 

MILLS. L M Tennessee Valley Authority 08/06/07 O'REJLLY, JF 
Region 2. off it# of Director Ip 13983 1 00, 24X 

FlClvi 50-390, 02/06/07, ©206810309 


©206210589 First interim deficiency rept re qualification of RHR/detay 
heal removal sump valve room, Ini tial ly reported 820422 FSARs 
will be revised to accurately reflect plant configuration 
«e»t rspt expected by ©30907 

MILLS, L tt Tennessee Va 1 1 ey Authorl ty 02/06/07 0 ♦REILLY, J. P 

Region 2, Office of Director 2pp 13963 S71 S4X 
Fiche 50-000. aa/06/07, ©306810909 


©806210105 Third Interim deficiency rept re failure to update 
WBKP-GCF-1 14. par Revision 6 to General Const ©pec 0-32 re 
bolt anchors set in hardened concrete, initially reported or 
©1122? Investigation continuing Next rept due by ©si&Sl 
MJLL8, L N. Tennessee Valley Authority. 08/06/00 O'REILLY, JF 
Peg ten 8. Office uf Director 2pp, 13599 357, aqX 
Fiche 50-390, ©8/06/0©/ 8206810109 


8206810547 Interim deficiency rept re failure to evaluate operator 
scllons te realip-n essential raw cooling water train A, 

Initially reported un ©S0310 Analyeie underway to determine 
if flow defSclencifte will occur before operator action 
MILLS/L n Tennessee Valley Authority 82/06/00, O'RErLLY, J F 
Regions, Off tea of Director Spp 13564' 830. a4X 
Fiche 50-390/ ©8/06/0©, 6806210347 


02Q621D167 Supplemental final deficiency rept re seismic suppar Ic for 
auxiliary feedwater control valves, or ig Inal ly reported on 
©80684 Support strut completion delayed until ©20031 due to 
overall const dqUys 

MiLta.L M Tannesfae Val leg Authority 02/06/09 O'REJULV, J, F. 
Region 2, Office of Dxroclor ip 13560 300, 24X 

Flcha. 90-390, ©8/06/09, ©806810167 



DOCKETED ITEMS 


820^210569 Pina 1 deficiency rept re possible inarfvertent boron dilution 
at cold/hot shutdoun conditions uhile on RHR* iititiaily 
reported 800710 Interini operating procedures recbnimonded by 
liest inghouss adopted Also reportable per Pert 21 

MILLS, t M Tennessee Valley Authority 02/06/09 O'ReiLLV. 0 P 
Region 2, Office of Director 3pp 13561 070 24X 

Fi ch e 50-390, 02/06/09, 0206210569 


9206210245 Final deficiency rept re failure to erect platforms. ladders 
^ stairs per applicable drawings, ini t i ally reported 010903 
Scheduled completion date for corrective action Is 821231 & 
prior to fuel load for Units 1 It 2i respect ively 

MILLS.L H Tennessee Valley Authority 82/06/10 O^REILLy. J P 
Region 2, Office of Director gpp 13559 171 24X 

FI Che 50-390,02/06/10.0206210245 


8206210296 First interim deficiency rept re incomplete or undoc umented 
checking of analyst s, ini tially reported 820513 Alt analysis 
problems being reviewed io ensure that independent revleui Sc 
complete check performed Next rept by 030204 

MlLL9iL M Tennessee Valley Authority 82/06/15 D'REILLY^ J P 
Region 2, Office of Director 2pp 13559 119 24X 

Fie he 50“390r 02/06/15,0206210296 


8206220292 First interim deficiency rept re 0 1 1 bert/Commonueel t h piping 
analysis problem N3-67-21 A, ini t ially reported 020518 DDA 
spectra applied to shield bldg uall instead of steal 
containment vessel Also reportable per Part 21. 

MILLS, L M Tennessee Valley Authority 02/06/17 O'RErLLYr J P 
Region 2. Office of Director 2pp 13573 257 a4X 
F I c h e 50-390, 82/06/17, 8206220292 


8206240235 First interim deficiency rept re operating conditions usod 
in piping ana ly s i s, initla 1 ly reported 02O51B Sampling 
program established to determine scope t< seriousness of 
problem Next rept provided by 830204, 

MILLS, L M Tennessee Valley Authority 02/06/17, a'REILLVi J. P 
Region 2, Office of Director, 2pp 13590 339, 24X 

Ficha 50-390,82/06/17,8206240235 


8206240171 First interim deficiency rept re omission of anchor point 
movement Input to evaluate pipe interferences from Isometric 
Drauilng 47W464-316, Revi si on 1, initially reported on 020519 
Const Spec N3C>‘912 being revised Next rept due by 830204. 

MILLS, L M Tennessee Valley Authority 02/06/10 O^REILLYiJ, P 
Region 2, Office of Director 2pp 13600 063 24X 

Fic ho- 30-390, 02/06/10, 8206240171 


3206300033 First Intenim deficiency rept re lack o>f commitment to 
maintain draining configuration control for installation of 
platforms, lad ders U stair s, init lal ly reported on 020910 
Next rept to be submitted by 620930 

MILLS, L H Tennessee Valley Authority 02/06/18, O^RSILLY, J. P 
Region 2, Office of Director 2pp 13636:001 &4X 

FI C h e 50-390, 82/06/18, 8206300033 


8206300122 Supplemental Final Deficiency Repts 50-39O/81*-56 l< 
50-391/81-04 re improper installation of compression-type 
terminels on sing le-phase static Invertere, ini tial 1 y 
reported on 801212 Also reportable per Part 21 

MILLS, L.M Tennessee Valley Authority 82/06/lB O^RElLLY, J.P 
Region 2, Office of Director ip 13636 0 49. 24X 

Fich* 50-390,82/06/18,8206300122 


8206300171 Second tuppl to final deficiency rapt re hiVAC piping 
configuration, initial ly reported 810709. Completion date «f 
B20513 for modifying hangers missed due to further shifts 
In craft priorities New completion date i» 820913. 

MILLS, L M Tennessee Valley Authority. 02/06/18 O'REILLY, J P, 
Region 2, Office of Director. Ip 13634 2S7 24X 

FIcha 30-390,82/06/10,0206300171 


8206300343 First interim deficiency rept re noncnnformanca of cement 
mortar linings on piping in essential raui cooling water sys 
installed by Ameron, initial ly reported 820521 Evaluation 
continuing Next rept by 820803 Also reportable per Part 21, 

MILL8,L M Tennessee Valley Authority 82/06/21, O'REILLY, J P. 
Region 2, Office of Director 2pp 13650 004 24X 

F 1 c h e 30-390, 02/06/21, 0206300343 


8206300030 Second Interim deficiency rept re incampleta description of 
assueiptlorii k limitations of HERCO program con tritutlng to 
unacceptable usage of program in design of TVA plants, 
initially reported on 820409 Next rept by 021005. 

MILLS, L M Tennessee Valley Authority. 82/06/22 O'RErLLY, P. 
Region 2, Office of Director. 2pp 13655*357 ^4X 

FI Che. 30-000, 02/06/22,8206300038 


8206300033 First interim deficiency rept ra praparatlon of alternate 
analysis calculation packages s< documantatl on, ini tlal ly 
reported on 620324. Team formed to review analysis methods 
Next rept will be submitted by 021207. 

MILLS, L.M Tennessee Valley Authority. 02/06/23 O'REILLY, JP. 
Region 2, Office of Director 2pp 13655 362 24X 

Fiche. 30-390, 82/06/23,8206300033. 


0306300114 Eighth Interim Deficisnev Repts 50-390/01-00 & 30-391/01-07 
re steel containment penetratio-n assembly* i ni tlal ly reported 
on 801219, All design drawings not revised due to one piping 
problem still being analyied Next rept by B20G16 
MILLS. L M Tennessee Valley Authority 82/06/33 O'REILLY, J, P 
Region 2* Office of Director Ip. 13656 068 24X 

Fich e 50-390* 82/06/23, 02063001 1 4 


0206300289 Interim deficiency rept re incorrect Lube oil used in 
diesel genera tors, ini 1 1 al I y reported on 020225 Inveitlgation 
continuing on program deficiency that allouied incorrect oil 
to be approved for use Next rept due 820901 

MILLS, L W Tennessee Valley Authority 02/06/23 □ 'REILLY, J, P 

Region 2* Office of Director Ip 13652*317 24X 

Fiche 30-390*82/06/23,8206300289 


DOCKET 50-393 KO-RI NUCLEAR POWER STATION, UNIT 1 


B Reportable occurrences, LERa te related correspondence 


820630-0192 Part 21 rept re potential defect in couplings drive element 
of DSRV -or DSft standby diesel generator Affected Uesnsees 
win be notified no later than 820715 

HILLS, L L Transamarlca Delaval, Inc, 02/06/83 Director's 
Office, Office of Inspection and Enforcement 2pp 13653 328 24^ 

Fiche 50-000* 82/06/23,9206300192 


DOCKET 90-394 CALIFORNIA STATE POLYTECH CDLLEOC RES REACTOR 
W Decommissioning Stage Documents Sr Correspondence 


82062203Q3 Submits third progress rept for dismantling plan. Fuel will 
not be unloaded until Sept 1902 due to obsence of radiation 
safety officer 4, vendor inability to supply certified 
shipping containers Shipping instructions requested 
ADAMSON* R W California Poly tech State Unlv, 02/06/17 870LZ, J F 

Operating Reactors Branch 4 2pp 13982 124 24X 

Fiche* 50-394, 82/06/17,0206820303 


DOCKET 50-395 VIROIL C SUMMER NUCLEAR STATION, UNIT 1 


A Apg 1 1 ca t lon/construc t ion stage documents St correspondence 


8206280071 Addl response to FOlA request for- eight categories 6f 
documents Forwards documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
info deleted 

FELTON* vT H Division of Rules and Records 82/05/12 MCMURRAY*C.h 
Kirkpatrick, Lockhart, Hill, Christopher U Phillips 20pp 
13630 055 24X Fiche 90-000*02 / 05/12,82062 80071 


——8103020313 Updates 801222 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity In advance of agreement on qua-ntt tatlve 
safety goal Examples of valve nlsoperat ion provided 
MEDEIRPBiM 8 Reactor Systems Btendards Branch 81/02/02 

ARLQTTO.O A Division of Engineering Standards 20pp 13630* 1 OS 

24X Fiche 90-000,02/05/12,0206280071 


6206040201 Submits addl info re organixatlon Sc mgt Resumes of key 
persennel not Included in FBaR, status of mg t plans 
previously outlined to NRC ^ changes In organization end. 
NICH0L8*r. C South Carolina Electric k Oas Co 82/05/21 
DENTONtH. R Office of Nuclear Reactor Regulation, Director. 75pp. 
13399 003 24X Fiche 90-398, 02/05/21, 8206040281, 


e206010325 Forward* marked-up proof li review copy of Tech Specs re 
seismic accidental monitoring Instrumenta tion, elec tr leal 
power sys it reactor trip & ESF actuation sy ■ 

Instrumentatl on 

NfCHOLBiTC, South Carolina Electric k Qa% Co. 82/09/24 
DENTON* H R. Office of Nuclear Reactor Regulation, Director, 9pp> 
13301 297 24X rich e. 90-395, 82/05/24*6206010325 


8206020272 auntmarg of 820511 appeal meeting w/util in Dethesda, MD re 
merits of arguments for appeal of six Tech Specs, per util 
8S0419 Itr. Bait* for change i, proposed revised Tech Specs 6 
attendance list anc I 

KANE, M F Licensing Branch L 82/05/24 Licensing Branch 1-, 
29pp. 13342 12? 24X Fich e* 90-395* 82/05/2 4, 0206020272 


8206020427 Forwards marked-up F8AR page* showing changes to be 
Incorporated into Chapter 11 of Amend 32 re tadwaste sys. 

NICHOLS, T C, South Carolina Electric & Gas Co 82/05/24 
DENTONtH R. Office of Nuclear Reactor Regulation, Director. 15^PP^ 
13326.006, 24X Fich or 90-393, 02/05/24* 02060 20427 


298 


DOCKETED ITEMS 


Q«06^d20437 FoTij^rtft fs^rksti-up F5AR r«vi sian< indicating location of 
reactor tldg triaiial peak acce lerograph. per util 820503 Jtr 
re tart^a^Ake initri<nentatlon Info ufitl fae Incorporated in 
ne*t FEAR amend 

KIChOLS.T C South Carolina Electric & Oas Co B3/OS/25 
DENTON* K R Office of Nuclear Reactor Regulation, Director 5pp 
1332i 322 2AX Fich* 30-395. 82/05/25. B20i>020457 


0206020420 Fcruardt Reunion 2 to propoted Tech Spec 3 6 16* 

■ ItoilratiRg u«« of louer linite as defined in proposed 
Revision 3 to Reg Guide 1 35 

NlCHQLSiT C South Carolina Electric Gas Co 83/05/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director J>pp 
13325 298 2tX Fiche 50-395,02/05/26,8206020420 


B206020421 Revision 2 to proposed Tech Spec 3 6 1 6 re containment 
Structural tntegritg 

♦ South Carolina Electric 6 Gas Co 82/05/26 9pp 13325 300 
a4X Fiche 50-395.02/05/26,8206020420 


8206100050 Foruards status U addl info requested re control room hiimari 
factors mod revieu, per 820409-06 site visit 

DIXON, 0 W South Carolina Electric 6 Gas Co 02/06/11 DENI ON, H li 
Office nf Nuclear Reactor Regulation, Director 4pp 13551 J4 1 
24 X Fiche 50-395,82/06/11,8206180050 


8206210440 Forwards miace 1 laneous changes to radiological efFluimt 
sections of proof 6 revieui copy of Tech Specs Changes bosed 
on info in Gammitl 011229 memo 

DlX0N,a W South Carolina Electric Gan Co 02/06/14 DENTnN, H U 
Office of Nuclear Reactor Regulation, Director 3pp 13560 301 

24X Fiche 50-395 02/06/14.8206210440 


— 0306210445 Marked-up proof S< revloui copy of ETS Tables 3 3-l2<^ 3 U, 
3 3-13 S< 3 12-1 re radioactive liquid effluent manitoring 
instrumentation & surveillance requ j re/nenta t< radiooctivo 
gaseous waste monitor ing, samp 1 ing S' analgsis program 
• South Carolina Electric «t Gas Co 02/06/14 7pp 13960 ^OJ 
24X Fiche 50-395,83/06/14,0206210440 


82Q6070U3 Infat'mt of NRC position re proposed Tech Spec changes to 
Section 3 4 6 2, "RCS Operational Leakage,*' presented at 
820511 meeting 

>Dl;r«BL0Q0, B ^1 Licensing Branch 1 82/05/26 NICHOLS, T C South 

Carolina Electric i Gas Co 3pp 13424 348 24x 

Ficha 50-395,02/05/26.8206070113 


8206290491 Submits miscellaneous changes ho Toch Specs Marled-up Tech 
Spec Rages 3/4 3-14*3/4 3-16,3/4 3-20.3/4 9~0*a/4 3-2 U 
7 3-40 end 

DIXON, 0 U Sooth Carolina Electric 6 Gas Co 02/06/24 DENKIM, H U 
Office of Nuclear Reactor Regulation, Director 8pp 13631 103 
24X Fiche 50-399, 82/06/24, 8206290491 


8206020344 Application to amend CPPR-94, eitending latest const 
coaplftiofi date to 621231 

MlCHOLS, T C South Carolina Electric 6 Gas Co 82/05/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
13321 298 24X Fiche 50-399,82/05/20,0206020344 


2pp 


0206090059 Forwards «arled-up pages to FSftR Amend 32, mod If uing HVAC sos 
to relocate mtalre for control room Ventilation sys 6 using 
I i te-speclf i c fleteorologlcal data in determining dose Paces 
win he incorporated into neit FSAR amend 

South Carolina Electric U Gas Co 02/06/03 DENTON, H R 
Regulation, Director I6pp 13436 005 
2\X Fiche 50-399,02/06/03,6206090058 


8206U0329 Notification of 920609 meeting w/util in 9ethesda,HD to 
discuss applicant sod to control room ventilation sue 
described in TC Nichols 020603 Itr 

KANE.H F Licensing Branch I 02/06/04 YOONGBLOOD, B J Lltensin, 
aranch I 3pp J3490 197 24X Fiche 50-395, 02/O6%i. 8206 1 1632? ‘ 


f;«TMArds draft technical evaluation rept •'Control of Keavu 
S?:J;o„Vun?t“r" -‘-‘..Vlr,,. c Su».., 

Fiche 50-399.02/06/04,8206140409 a4X 


E NRC Safety Evaluation Report (SERI, suppla & corrospondente 


8206140315 Advises that util 090208 commi tmente re avc uator pond 
structures iSER Item 1 8 20) acceptable except for 
interpretation of Insp schedule Addl discussion of NRC boson 
for conclusions in BuppJ 3 to 9ER end 

YOUNGBLOOD, D J Licensing Branch 1 e2/0'6/04 NiCKaUS, T C Unniti, 

Carolina Electric it Gas Co gpp 13310 152 24X 

Fiche 50-395.02/06/04,0206140315 


water pond structures per SER I tem 1 0 30 Requenta 
evaluation of proposed Insp schedule 

DIXON. 0 W South Carolina Electric U Gas Co 02/06/14 DENTDN, If M 

Director 3pp 13531 - rM6 

24X Fiche 50-395,02/06/14,8206100009 


^^atifkSut * Emergency Operating Procedure, EOP-4, "Stnlion 

Blackout Operation" per SER Item I 7 S2 has been Iseued 4< 
training on procedure performed Training administered to 
licensed operators 6 shift technical advisors 

"^Offir? nf Cai'oljna Electric U Gas Co 02/06/14 DENIDN, II H 

Nuclear Reactor Regulation. Director in 135S1 340 
24X Fiche. 80-395.82/06/ 14. 0206100016 


KANE.W F Licensing Branch 1 82/06/04 VOONOBLnnn n 1 i« 

«r.nch, . 0 „T 3 S, «X F.ch, 

T.chn.c .. 

M.u 8,o«a 

Carolina Electric L Oas Co B2/nA/ti ncu-m., 


** protection piano 

®^d«Ulon for documents re Commission 

deadline for licensees to ImpUment 
prompt notification sys Forwards documents listed in Ann A 
Documents also available In pdr. 

” . Division of Rules and Records 02/03/11 
* ‘ "" 3pp 13454 0““ 


Debevoise It Liberman 
BS06090005 


REVNOr DO. N li 
24X Fiche* 90-000, 02/03/1 1, 


pi; :.rSr.: “ ”3:;:!“;:;:”.*" ...... .. 

Fiche 50-000,82/05/11,8206090002 




lecftnic^l Rfipt ^ 


i^iew copu of Tech 


13363 120 24X Fiche 50-395. 

^^noncpmpliaSJe^nJted^ 30-395/82-33 on 020504-06 No 

NICH0L8,T C '^'siuJrCaiolini’Ele^Mc^&^r ^r'*^^*'”** 02/03/21 

24X Fiche- 50-393,0^03/21, 8206220470 


l*H R 
7 






PreJa^einess\”S5??a?lpna^ E^-raency 

24X Fiche 50-393,02/03/21,0206220470 ®PP' 13501 034 


DOCKETED ITEMS 


2 < 


8S061B00S4 Furuapds info hecessary for re-evaluation of installation of 
fire dectectors in areas of safety-related l</ar safe 
shutdoun ec^ui pment^ per Q2QA20 Itr 

DIXQNjO W South Carolina Electric ti Qas Co 82/06/11- DENTON»H R 
Office of Nuclear Reactor Regulationf Oirector 13pp 13553 216 
24X FUhe 50-39g- 02/06/11 < 8206180034 


9206180016 Informs that Emergency Operating Procedure! EQP-Ai ’'Station 
Blackout Operation" per seR Item 1 7 22 has been issued & 
training on procedure performed Training administered to 
licensed operators ti shift technical advisors 

DIXON.O U South Carolina Electric 8t Oas Co 82/06/14 DENTON* H R 
Office of Nuclear Reactor Regulation! Director ip 13551 SAS 
24X Fiche 50-395-82/06/14.8206180016 


C Adjudicatory correspondence 


8206230204 Order CLj-02-lO. decl in Ing revieu) of ALAS''663 Time tui thin 
uhich Commission may act to revietii expired Decision became 
final agency action on 820514 Separate vieuis of 
Commissioners Pal lad ino, Ahearnei Rober ts U Olllneky end 
CHILK.Q J Office of the Secretary of the Commission 82/06/32 
11 pp 13586 293 24 X FlchB 50-393. B2/06/22, 6206230204 


K Utility Final Gafety Analysis Report (FSARl & amends 


8206170115 Foruards Amend 32 to FSAR 

NICHOLS. T C South Carolina Electric Oas Co 82/06/11 
DENTON. H R Office of Nuclear Reactor Regulation, Director *?pp 
13532 001, 24X Fiche 50-395,82/06/11.0206170115 


—0206170118 Amend 32 to FSAR 

* South Carolina Electric t. Oas Co 82/06/30, SOOpp 13532 003 
24X Fiche 50-395.82/06/11.6206170115 


0 Inspection reports. IE Bulletins correspondence 


8206070625 Forwards IE Insp Rept 50-395/02-29 on 820401-30 No 
noncomp 1 iancB noted 

DANCE. H C Division of Project Resident Programs 62/05/14 
NICHOLS. T C South Carolina Electric I* Oas Co 2pp, 133B9 302 
24X Fiche 50-395.82/05/14.8206070625 


—8206070637 IE Insp Repi 50-395/02-29 on 820401-30 No noncompl lance 
noted Major areas inspected open item fol louup. comparison 
of as-built plant to F6AR. preoperatlonal test results 6 
plant operating b emergency procedures 

SKOLDS.O L. I 6NAN.N j 8TETKA. T Division of Project «< Resident 
Programs 82/03/14 9pp 133B9 304 24X Fiche 50-395.62/05/14, 

8206070625 


8206220470 Forwards IE Insp Rept 50-395/02-33 on 020504-06 No 
noncompliance noted 

DANCE, H C Division of Project S( Resident Programs 62/05/21 
NICH0L6.T C South Carolina Electric & Oas Co 2pp 13581’ 022 
24X Fiche' 50-395. 82/05/21 . 0206220470 


—8206220480 IE Insp Rept 50-395/02-33 on 820304-06 No noncompliance 
noted Major area Inspected small-scale radiological 
emergency exercise 

ANDREN8. D L . MAR3T0N. R R . HUFFMAN. G N Division Of Emergency 
Preparedness ii Gperatlonal Support 82/03/19 6pp 13561 024 
24X Fiche' 50-395.82/05/21,6206220470. 


8206220453 Forwards IE Insp Rept 50-395/BP-32 on 050306-07. No 
noncompliance noted 

DANCE. H.C Division of Project it Resident Programs 82/03/25 
N1CK0L8.T C South Carolina Electric tt Oas Co 2pp 13578 173 
24X Fiche 50-395.02/03/25.6206220453 


—8206320462 IE Insp Rept 50-395/82-32 on 8205D6-D7 No none omp 1 lane o 
noted Major areas inspected, reactor bldg tendon 
surveillance & nuclear ivc water pond 

LENAHANp J J J C6NL0N. T E Division of Engineering $< Technical 
Programs 82/05/24 4pp 13570 175 24X Flchoi 50-395. 02/05/25, 

8206220453 


8206040139 Forwards IE Safeguards Insp Rept 30-39B/82-35 on 820510-14 
No noncompliance noted 

DANCE. H C Division of Project Resident Programs 82/05/26 
NICH0L6. T C South Carolina Electric ii Oas Co 2pp 13344 845 
24X Fiche 50-395.62/05/26,8206040139 


— 8206040147 IE Safeguards Insp Rept S0“395/82-35 on 820510-14 No 
noncompliance noted Major areas insp ected * review of security 
plan. contingency plans. physical barriers. datectlpn aids & 
assessment aids Details withheld (ref 10CFR73,21J 

MOORE. D E . STANSBERRY. W W . MCGUIRE. D R Division of EnglnDerlnn 
l< Technical Programs 82/05/24 Ip 13344*247 a4X 
Fiche' 50-395. 82/05/26. 0206040139 


8202040147 IE Info Notice 02-15, "Notif i cation of NRC " Bve list end 
DEVOUN-O.R C Dlrecbor's Office. Office of Inspection and 

Enforcement 92/05/20 ia7pp 13426 095 24X 

Fiche. 30-000. S2/05/28. 9202040147 


0204210370 IE Info Notice 02-16. "HPCI/RCIC High Steam Flow eetpoints " 
8vc list end 

JORDAN. E L Division of Engineering It Oualltv Assurance 82/05/28 
I03pp 13440 264 34X Fiche 50-000.03/05/20,8204210370 


8204210300 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Ooundary of PWR Plants '• 

Sve list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 ISO 24X 

Flchie 50-000. 92/06/02. 0204210380 


8204210383 IE Info Notice 02-17. "Dverpresiur 1 xatlon of RCB " 8vc list 
end 

JORDAN, E L Oivieion of Engineering t. Quality Assurance 02/06/11 
106pp 13675 256 34X Fiche 50-000.02/06/11.8204210383 


0204210304 IE I nfe Notice 02-19. "Assessment of Intakes of Radioactive 
Mail by Workers " Bve list and 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/ tl 120pp 13675 109 24X 

Fiche 50-000.02/06/11,0204210384 


8206220517 Ack receipt of 620523 Ur informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-395/02-26 
DANCE, H C Division of Project It Resident Programs B2/06/1I 
DIXDN.O N South Carolina Electric St Gas Co Ip, 13560 263. 24X 

Fiche- 50-395. 00/06/11,0206220517 


—6206220524 Responds to NRC 800426 Itr re deviations noted in IE Insp 
Rept 50-395/02-26 Corrective actions conducted QC Insp of 
emergency lighting battery packs It will ensure that future 
installation of units conducted under OA program 
NICHOLS, T C South Carolina Electric It Oas Co, 62/05/25 
□ 'REILLY, J P Region 2. Office of Director 4pp 13580 264 24X 

Fiche 50-395.62/06/11.0206220517 


—0206220531 Forwards ZE Insp Rept 50-395/02-26 on 820330-0402 Si notice 
of devlatlnn 

DANCE, H C Division of Project l< Resident Programs 02/04/26 
NICHOLS, r C South Carolina Electric li Oas Go. Spp 13580.266 
24X Fiche' 50-395. 82/06/11,0206220517 


—920622053? Notice of deviation from insp on 920330-0402, 

a Division of Project Resident Programs 82/04/26 Ip 
13580 270 24X Fiche 50-395.82/06/11.0206280517 


—8206220546 lE Insp Rept 50-395/82-26 on 820330-0402 None omp U ante 
noted emergencij lighting units In areas needed for operation 
of safe shutdown equipment not rated for required 8-h 
duration It no QA program established for battery units, 

MILLER. W H r CQNLQN^ T E Division of Engineering h Technical 
Programs 00/04/21 lepp 13580:271 24X rich e* 50-395, 92/06/11 1 

8206220017 


8 Reportable occurrences. UERs It related corrospondence 


0206010573 Interim deficiency rept re wide range RC8 pressure 
transmitters, initially reported 020412 Procedures will he 
reviewed & revised Next rapt expected mld-Summer 1902 Also 
reportable per Part 0i 

NlCHOLe. T C South Carolina Electric l< Oas Co 82/05/12. 
D'REILLYiJ P Region 2^ Office of Director. 4pp 13314’ 136 S4X 
Fiche 50-399,02/05/1010306010573 


0206010465 Final deficiency rept re water In valve operator, ini tlallg 
reported B20305 Damage occurred when valve was out of sve 
deep holes drilled in Llnii torque operators as preventive 
measure Condi tion found reportable under 1OCFR50 55 b 
NICHOLS, T C South Carolina Electric 6 Oas Co 83/05/19 
O'REILLY. JP, Regions, Office of Director. 2pp 13315.016. 24X 

Fiche* 50-399. 02/03/19, 02 06010465. 


0106310406 Final potential Part 21 rept re failure off reactor 
protection un dST f rnq.uenc(f relays supplied by OE Cauee not 
established Three reactor undnrfrequency relays will be 
replaced w/updated series of relays 

DIXON.O M South Carolina Electric |< Oas Co 02/06/(4. 

□ ''REILLY. J P Region 2. Office of Director 2pp 13570:361. 24X 

Fiche 50-395, 00/06/14,9206010406. 



300 


DOCKETED ITEMS 


DOCKET UNIV OF VIRGINIA CAVALIER REACTOR 


F Securityi medical* emergencij Fire protection plans 


9206070264 Foruards Region 2 incident response plan dtd Har 1982 Plan 
issued as Sup p 1 2 to NIJRE0-0Q49. “Agency Procedures for NRC 
Incidsnt Response Plan Plan should be of benefit to 
understand ing of NRC response to emergency W/o end 

BTQhtR* J P Division of Emergency Preparedness t* Operational Support 
82/05/12 SHRIVERfB C Virginia. Oniv of Ip 12360 328 24 K 

Plche 50-062. B2/09/lSi 0206070264 


H General correspondence 


— 8206210270 Complains that siting issues resolved during CP proceedings 
being unnecessarily re-evaluated as part of DL revieiu 
Revisuis nonproductive since plant mods totally impractical 
Siting revieu should bo concentrated into CP stage 
FERGUSON. R L Washington Public Poiuer Supply System 89/06/11 
PALLADINO. N J Commissioners 3pp 1333B 220 QAX 
Fiche 50-397,82/06/11,0206210265 


02O621OS9I FortJards supplemental response to NRC Question 361 16 re 
small magnitude earthquakes Response uill be included in 
Amend 27 to F9AR 

QOUCHEY.O D Washington Public Paucr Supply System 82/06/11 
SCHWENCER.A Licensing Dranch 2 3pp 13550 104 24X 

Fiche 50-397,82/06/11.8206210291 


02O6OBO143 Notifies that JS Dreniier u>i\l replace GL Shriver as 
director of Univ of VA reactor faci I i ty, effective 820701 
WILLIAKSON. T O Virginia. Univ of 82/06/01 Division of 
Licensing Ip 13423 321 24X Fiche 50-062,82/06/01.8206080143 


DOCKET 50-397 WPPS8 NUCLEAR PROJECT, UNIT 2 


Q2D6210577 Comments on problematic h questionable necessity of u&inp 
heat load u/UHS Deneflts of UHS confirmatory testing u/heat 
load do not Jtjstlfy attendant safety risks Spray pnnd test 
scope end 

BOUCHEV, 0 D Washington Public Power Supply System 82/06/11 
SCKWFNCER.A Licensing Branch 2 5pp J3D64 057 24X 

Fiche 50-397.02/06/11,0206210577 


A App 1 ica tion/construc t ion stage documents 1* correspondence 


6206180341 Summary of 020518 meeting w/util. USDS. Weston Geophysical 
Burns Sc iRoe in DethesdaiHD re open issues in geology U 
sei smology 

AULUCK. R Licensing Branch 2 B2/06/07 SCHWENCER, A Llcenslnq 

Branch 2 7pp 13369 351 24X Fiche 50-397.32/05/07,0206100341 


8206020347 Confirms 820429 ielcon re electrical sys Infti c lar if 1 c at i on 
S( forwards proposed change to FGAR Eectlon 8 3 11 3, tests 
insps proposed change uill be issued in forthcoming amend to 
F8AR Proposed Figure 0 3-16c end 

BQUCHEY, 0 D Washington Public Power Supply System 02/05/20 
SCHWENCER.A Licensing Branch 2 3pp 13320 001 24X 

Fiche 50-397,82/05/20,8206020347 


6806030002 Submits ansuers to NRC request for addl info re seismic 
analytis performed for small magnitude/short eplcentral 
distance <SM/8D) earthquake 

6QUCHEY, G D Washington Public Power Supply System 82/05/28 
ECHWENCER.A Licensing Branch 2 3pp 13337 002 24X 

Flch«. S0-397r S2/0S/28, 8506030002 


6206140013 Submits info clarifying util 620514 response to request 
for atftfl info re remote shutdown sys 

BOUCHEYiO 0 Washington Public Power Supply System 02/06/04. 
SCHWSNCERiA Licensing Branch 2 2pp 13484 360 a4X 
Fiche 50-397» 62/06/04,8206140013 


0206140256 Responds to NRC concerns re load shedding feature raised 
during 620512-13 site visit One oversiie drawing end 
Aperture card Is available in PDR 

BOUCHEV, 0 0 Washington Public Power Supply By stem 82/06/04 
SCHMENCERiA Licensing Branch 2 2pp 13467 360 24X 

rich* 50-397.82/06/04.6206140236 


8206090153 Generic Ltr 02-11 to all LWR reactor plant licensees It 
applicants re transmittal of NUREO-0716 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o cnc 1 

EISENHUT, D. G Division of Licensing 82/06/0? HAUSPURG.A 
Consolidated Edison Co of Neu York IQpp 13537 349 84X 

Ft Chs. 50-000. 69/06/09, 8206090133 


8206210567 Forwards WC Bibb resume per FSffi Chapter 13 reqwlremOTits 
BQUCHEYi 0 D Weshington Public Power Supply System 82/06/10. 
SCHWENCER, A Licensing Branch 2 3pp 13563,274 24X 

Fiche. 30-397, 82/06/10, 6206210567 


8206140095 Forwards responses to Questions 361 20 through 361.25 in 
NRC 820426 ltr re U0O5 draft status review Thirteen oversiie 
figures end, Aperture cards are available In POR 
fidC/CKEYi 0, D, Washington Public Power Supply System 92/06/ If 

SCHWENCERiA Ucansing Branch 2 44pp 13465:001. 24X 

Fd< he* 50-397/ 93/06/1 1 , 9206140095 


6206210265 Requests ACR6 subcommittee meeting be delayed only 4 uks 
ilntf response to geology questions submlttsd 4 wks late. 

Add! delay coufd generete another series of questions 
depleting util resources but resulting In no pUnt changes 
BOI/CHEYjO D Washington Public Power Supply System 62/06/11 
DEWTONfH R Dfrice of Nuclear Reactor Regulation. Director 2dd 
13550*216 24X Fiche 50'-097r92/06/ll, 9306210265, 


8206210504 Forwards msponso to request for addl info rt> area vt> 
magnitude relationship Info prepared by Woodward-Clyde 
consultants 

saUCHEY. 0 D Washington Public Power Supply System 02/06/14 
SCHWCNCER.A Licensing Branch 2 13pp 13562 037 24X 

Fiche 50-397.82/06/14.0206210504 


6206230105 Commonts on draft Sierra Geophysics rapt, ’’Paloomagnetl sm of 
Pre-Missoula Gravels From Corehole PM-2 on Southeast 
Anticline. Han ford Slta.WA '■ 

ECHWENCER.A Licensing Branch 2 02/06/15 TEROUSON, R L 

Washington Public Power Supply System 2pp 13592 324 24X 

Fiche 50-397.82/06/15.0206230105 


8206240020 Requests review of end reflection 6 refraction data picks 
for awareness of possible suspect areas which Skagit/Hanford 
applicant will consider in integrated sections 
SCHWENCER.A Licensing Branch 2 02/06/13 FERGUSON. R L 

Washington Public Power Supply System 3pp 13607 360 24X 

Fiche 50-397. 82/06/15.6206240028 


Q206290648 Notification of B20630 meeting w/util in Bethesda.MD to 
discuss cable separation it override of D-0 test made on 
LOCA 

AULUCK.R Licensing Branch 2 82/06/21 SCHWCNCER. A Llccnoinp 

Branch 2 3pp 13639 140 24X Fiche 50-397,02/06/21,0306290646 


9206290174 Ack Commisaion withdrawal of recommendation for control rod 
drive makeup flow design specified in NUnE0-06i9, Sac tlon 
a I, per NRC 020623 memo 

CURTIS, N W Pennsylvania Power Light Co 68/06/25 SCHWENCER, A. 
Licensing Branch 2 Ip. 13631 05B 24X riche 30-000,02/06/25. 

0206290174 


—9206290169 Forwards Auxiliary Sys Branch evaluation of DWR 11 censing 
review group 820336 ltr re proposal for elimination of 
control rod drive makeup flow test recommended in 
NU'REG-06i9, Bee tion 0 1 Proposal acceptable. 

RUBENSTEIN, L 8 Assistant Director for Core & Plant Systems 
82/06/23 TEDESGOfR L Assistant Director for Licensing In 
13631 039 24X Fiche 30-000.02/06/25,9206290174 


— 0206290201 Safety evaluation supporting DWR licensing review 
proposal for elimination of control rod drive makeup pomp 
flow test recommended in NUREO-0619, Sec tl on 6 1 
* Auxiliary Systems Branch 82/06/23 3pp 13631 060 
Fiche 30-000,82/06/25,9206290174 


group 


24 X 


E KRC Safety Evaluation Report (6ER), supple l< correspondence 


8206040330 Responds to SER Open Item 15 8c F8AR Question Q040 084 ro 
qualification of diesel generator auxiliaries Util disagrees 
w/NRC proposal to upgrade skid-mounted diesel generator 
auxiliaries to ASME Section III Class 3 requirements 
DOUCHEY, 0, D Washington Public Power Supply System 02/03/28 
SCHWENCEft, A Licensing Branch 2 8pp 13354 028 24X 

Fiche 30'-397 , 02/05/25. 0206040338 


8206070617 Forwards rewrite to F8AR Section 3 5, “Missile Protection," 
closing out part of Open Item 2 in NUREO-0092 Remainder of 
open item, ''Internally Generated Missiles (Outside 
Oontalnmentk, *' will be transmitted in June 1982 
BPUCHEY.O D, Washington Public Power Supply System 
SCHWENCER.A Licensing Branch 2 t6pp 13371:301 
Fiche 30-397,62/05/20,8206070617 


82/05/29 

a4X 



DOCKETED ITEMS 


620&060440 Foruflrds rcfiiu««t for odd I info r« usv of multlploxer in 
otondhy ivc uator ly* roiolve SER open item 
SCIfl^NCER. A Licenslns Branch 2 02/0^/01 FERGUSON* R L 

Uiohlng^on Public Pouer Supply Syotam Spp 13A41 OOB 24X 

Flche 30-397, aa/OA/Ol I 8206090440 


8206140020 8ubmiti ubil potlblon re 8ER Licen«* Condition 9, 

"Conf ormence of Dieiel Generator Fuel Oil Sye " Storago 
tank Internele coating reiiuirefnent it reiulting Itcenee 
condition unuarranted. Pol 1 of committee in ANSI t»td end 
BQliCHEYi 0 0 ilaihington Public Potuer Supply Syetem 92/06/04 

aCHWENC£R,A. Llceming Branch 2 29pp 13487.114 24X 

Fiche 30-397, 92/06/04, 8206140020 


0206290496 Forwarde info re General Deeign Criterion 51, Including 
loueet ivc metal temp for equipment hatch, pereonnel airlock 
at lambly , dryyal 1 head, f lued head* 8, MSIUe Enel info should 
dote out Item 25 of SER (NURE0-0992> 

BOUCHEY, 0 D. Uashington Public Pouar Supply System 92/06/21. 
SCHWENCERiA. Licensing Branch 2 7pp. 13626 269 24X 

Fiche. 30-397, 02/06/21, 0206280496 


F Security, medical, emergency 8< fire protection plans 


8206070370 Forbfards Region 2 incident responsa plan dtd Har 1982. plan 
issued as Sup pi 2 to NUREO-0943, "Agency Procedures for NRC 
Incident Response Plan.*' Plan should be of benefit to 
understanding of NRC response to emergency U/c end. 

8T0NR,vl P Division of Emergency Preparedness 6 Operational Support 
92/03/12 COCKRELL, R G. North Carolina State Unlv Ip. 

13363 123. 24X Fiche’ 50-1 H, 92/03/12, 9206070370 


8206140394 Rtleaeet public version of notice of emergency exercise. 
FELTON, J H Division of Rules and Records 82/06/08 Document 
Management Branch Ip 13310 012 24X Fi chc. SO-397, 82/06/09, 

8206140394. 


— B206140397 Forwards public version of notice of emergency exercise 
rescheduled for 930601, in support of 8ept 1993 
fuel load date 

BOUCMEYiG D. liashington Public Power Bupply System 82/03/21 
8CHWENCER, A Licensing Branch 2 Ip. 13310.013 24X 

Fiche' SO-397, 92/06/08, 0806140394 


J Insurance indemnity information 


6206290093 Opines re nuclear liability site description Limited site 
description would apply only during period fuel in storage 
ii Would be broadened to encompass contiguous l>IFP86 property 
at tlma of fuel loading 

DELUCA, J. 0 Washington Public Power Supply Syetam. 82/06/25. 

6ALT2KAN, J. Assistant Director for State ft Liesnsae Relations. 3pp. 
13633:238. 24X Fiche 30-397,82/06/23,8206290083. 


K Utility Final Safety Analysis Report (FBARl it amends 


8306090069 Forwards Amend 24 to F8AR 

BDUGHEY, 0. D Uaihington Public Power Supply System. 62/06/04, 
8CHWENCER,A. Licensing Branch 2. 2pp. 13436,304. 24X 

Fiche* 30-397, 82/06/04, 8206090069. 


—8206090093 Amend 24 to F8AR 

a Washington Public Power Supply System 82/03/31 t,200pp 

13436. 306. 24 X Fiche; 30-397, 82 /06/a4 , 8206090089 , 


Q Inspection reports, IE Bulletins t* correspondence 


8206080190 Forward# IE Insp Rapt 30-397/82-10 on 820903-07. No 
noncompliance noted. 

BOOK,H.E Region 3, Office of Director. 82/05/21 MATLOCK, R G. 
Washington Public Power Supply System 2pp 13420:243 24X 

Fiche: 30-397, 82/09/21, 8206060190 


—8206080405 IE Insp Rapt 50-397/92-08 on 820 303-07 No noncomp I lanco 
noted Major areas inspected quality post-weld heat treatment 
procedure, mali>t record's for temporary weld attachments S, 
maint of installed equipment 

ELlN.ja, DODDSjR T Region 5, Office of Director B2/09/2J 
9pp 134i7.1l9. a4X Fiche 50-397,92/05/99,0206080398 


0206150119 Foriiiardt final response to IE Bulletin 00-06, "Engineered 
Safety Featurss (E6F} Reset Control ^ Minor design changes 
identified S, will be completed prior to fuel load 
MATLOCK, R 0 Washington Public Power Supply System 93/05/27 
ENOELKEN, R H Region 3, Office of Director Ip 13304 334 84X 

Fiche 30-397,82/03/27,9206150119 


0206150313 Forwards IE Insp Rept 50-397/82-09 during Apr 19BS No 
noncompliance noted 

BISHOP, T W Division of Resident, Reactor Project L Engineering 
Programs 82/03/27 HAT LOCK, R G Washington Public Fower Supply 
System 2pp. 13306; 123 a4X FI che' 50-397, 82/05/27, 8206130315 


' — 8206150318 IE Insp Rept 30-397/92-09 during Apr 1982 No nencomplianc 
noted Major areas inspected licenses contractor activities 
to re-evalUate 6 improve data Had work methods. 

FEIL, R A « DODDB, R T Division of Resident, Reactor Project 
Engineering Programs 92/05/26 6pp 13506 127 24X 

Fiche 30-397,02/03/27,0206150315 


8202040147 IE Info Notice 82-15, "Notification of NRC " Qvc list end. 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement. 62/03/28 107pp. 13426 095. 24X 

Fiche 30-000,82/03/28,0202040147 


0204210378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints 
Sve list end 

JORDAN, E L Division of Engineering & Quality Assurance 82/05/28, 
I03pp 13440.264. 24X Fiche 90-000,02/09/20,0204210379 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants '■ 
eve list end 

DEYQUNOiR.C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 ISO 24X 

Fiche, 50-000, 82/06/02, 9204210390 


8204210383 IE Info Notice 02-17, "Ovarpressur i la tion of RCB " Sve lie 
and. 

JORDAN, E.L Division of Engineering L Quality Aisuranc# 02/06/li 
106pp 13673 25B, 24X Fiche 90-000,02/06/11,8204210393 


0204210304 IE Info Nntice 82-19i '^Asseisment ef Intakes af nadieectiv 
Hatl by Warksrs 9vc list end 

DEYDUNOfR C, Director's Office, Office of Inspection and 

Enforcement 92/06/11 I20pp 13675 199. 24X 

Flcht: 50-000, 82/06/11 , 8204210304 


8 Reportable occurrences, LER& t, related c or respendenc e 


B206150099 Interim daficlerncy rapt re excessive voltage drop due to 
long control cable length, i ni t lal ly reported 82031 1. Pass ihle 
corrective ac ttons* Number 10 rather than 12 site wire used 6 
CPT lilt for Interposing relay increased 

MATLOCK, R.O Washington Public Potuer Bupply By stem 02/06/03 

ENOELKEN, R H. Region 5, Office of Director 2pp 13501:101 24! 

Fiche: 50-397, 02/06/03,8206150099. 


DOCKET 50 


—8206090194 IE Intp Rept 30-397/92-10 on 820503-07. No noncomp 1 lance 
noted. Major areas lnspected;radlation program including 
organization, training, procedures, facilities, instruisents, 
equipment 6 respiratory protection. 

VUHA6,G.P,, WENBLAW8K1, F. A. , BOOK, H. E Regions, Office of 
Director. 82/03/20. 9pp. 13420.245. 24X Fiche 50-397,82/03/21, 

8206080190. 


8206080399 Forward e IE Inep Rapt 50-397/82-08 on 820503-07. No 
noncompliance noted 

BISHOP, r.W. Region 3, Office of Director 82/03/29, MATLOCK, R. 4. 
Washington Public Power Supply aystem 2pp. 13417; li7 24X 
Fichti 30-397, 82/03/23, 820608039B 
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0206040311 lnform.1 that niain tontrol board has been radesifined It 
ca-rtain equlpmanfe ratocatad as raiwlt of detailed control 
room design review Commisslonars response to EECY B2-ltl 
auaitid before proceeding further 

KCDUFFIEjM a Carolina Power & Light Co 02^06/01 DENTON# l« R 

Office of Nuclear Reactor Regulation. Director Ip 13337 343 »4X 

F I C h * 5O-4OO1 B2/06/01 1 02060403 1 1 


8206090193 Generic Ltr 02-11 to all UWR reactor plant licensees tt 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event Vt/o enc 1 

EISENHUT. DO Division of Licensing 82/06/09 KAUSPl/RO. A 
Consolidated Edison Co of New York PARSER. W O Duke Power Co. 
BECKHAM. J T Georgia Power Co 13pp 13557 349. 24X 

Fiche 50-000.es/06/09i8206090153 


0206220191 Forwards request for addl info re initial tost prografn. 
needed for completion of FSAR review Response requested by 
020002 

MIRAGLIA.F J Licensing Branch 3 82/06/14 JDWE8.J A Carolina 

Power 6 Light Co sapp 13505 323 24X F i cha- 50-400. 92/06/ 14# 

8206220191 


8206220202 Requests info re impact from facility operation on cultural 
resources located on or near si te. rai Iroad spur fr 
transmission line corridors 

rtiRAOLIA.F J Licensing Branch 3 02/06/14 PRICE. M S North 

Carolina. State of 6pp 13303 359 24X Flche 30-400,02/06/14. 

B206220202 


— 0206220208 Requests repts of assessment of facility Impact on 
archeological resources, such as surveys, t esting or 
excavation t# measures taken to prevent any adverse effect 
Tlse.L E North Carolina. State of 77/09/03 CASEiE 0 Office 
of Nuclear Reactor Regulation. Director ip 13586 002 34X 

riche 30-40 0,82/06/14.0206320202 


—8206220214 Informs of archeological b historical studies undertaken by 
CPbL Request of 770902 to be disregarded 

TI&E.U E North Carolina. State of 77/09/09 CASE.E 0. Office 
of Nuclear Reactor Regulation. Director Ip 13306:003 24X 

Fiche 50-40 0,02/06/14.8206220202 


C Utility Environmental Report (ER). amends b correspondence 


0206070574 Forwards response to final environ rapt review questions 
Kydrologic Engineering Branch Questions 240.1 through 
240 10 will bs addressed in conjunction u/questions 
resulting from 820406-07 hydrologic site visit 

HCDUFFIE.fl A Carolina Power b Light Co 83/06/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. 33pp 13387^095 
24 X Fiche SO- 400. 82/06/03, 0206070574 


— 6206070980 '‘Archeological Burvey b Evaluation of Shear on Harris 
Nuclear Power Plant Coaling Lake Reservoir 

NARD.T North Carolina. Univ of 70/01/31. e9pp 13387:143 
a4X F i c h e • 3 0-400 . 82/06/03. 02O6O7Q574 


F Security, medical, emergency b fire protection plant 


0206070277 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREO-0849. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency N/o end 

STOHR.vF P. Division of Emergency Prtparednees b Operational Support, 
82/03/12 JONES. J A Carolina Power b Light Co tp 13381 152 
24 X Fiche: 90-000. 82/09/12. 0206070277 


B20614O3B4 Forwards request for addl info ra fire protection & reactor 
fuels Responses should b« provided by B20B02 in form of 
amend to FSAR 

HIRAGLIA.F.J Licensing Branch 3 82/06/09. JONES, J A Carolina 

Power b Light Co i2pp 13309 352. 24X Fit he- 90-400. 82/06/09. 

8206140304 


O Adjudicatory correspondence 


0206010276 Response to applicant 820310 motion for extension of time. 
ASLB should set no date later than 020528 for applicant 
responses u/o giving similar consideration to patitionera 
EDDLEMAN. U Affiliation Unknown 02/O9/S4 Atomic Safety and 
Licensing Board Panel 2pp. 13313,292 24X Fiche- 50-400. 62/09/24* 

8206010276 


8206040079 Response supporting util 820518 motion for addl time to 
respond to suppis to intervention petition* Extension should 
be granted to 820607. Prehearing conference Should be held on 
820628 or later Certificate of 8vc end 

RUNi^LE.J Conservation Council of North Carolina 82/03/24 
Atomic Safety end Licenelng Board Panel, 3pp 13330-030. 24X 

Fiche. 30-400. 02/05/24, 8206040079 


0206040097 Amended petition of Chapel Hill Anti-Nuclear Group Effort b 
Environ Law Project for leave to intervene b request for 
hearing, specifying contentions Certificate of Svc end 
READ, D P Affiliation Unknown 02/05/24 Commissioners 5pp 
13350 034 24X Fiche 50-400,02/03/24.8206040097 


0206040116 Agrees that JH Carpenter prior relationin^p f/util unlikely 
to interfere in judgment, but reserves right to question 
participation Appreciation expressed fur disclosure 
rUMKLE.J Conservation Council of North Carolina 82/05/24 
CARPENTER. J. Atomic Safety and Licensing Board Panel Ip 
13348 326 24X Fiche 50-400 02/03/34,6206040118 


0206090023 Order postponing scheduled prehearing conference from 
820614 until 820713 Applicant responses due 820607 now 
due on 820613 NRC response due 020622 Petitioner replies 
mey be served at prehearing conference 

BRIGHT. O 0 , CARPENTER, J H, , KELLEY, J L Atomic Safety and Licensing 
Board Panel 82/06/04 Carolina Power b Light Co 7pp 
13435339 24X Fiche 50-400,02/06/04.0206090023 


8SO61OO320 Amends to contentions b addl contentions, based on info first 
available on 020602 Certificate of Svc end 

EDDLEMAN.N Affiliation Unknown 62/06/05 Atomic Bafety and 
Licensing Board Panel 13pp 13444 105 24X Fiche 50-400,82/06/05, 

0206100320 


8S061B0320 Requests ack of status as intervenors 

NENMAN, S E Citlxens Against Nuclear Power 02/06/10. NRC - No 
Detailed Affiliation Given IP 13946 026 24X 

Fiche 30-400.82/06/10,8206160320 


8206170203 Requests that NRC b A8LB decisions in preparing contentions 
be placed In LPDR, to help expedite procedural problems 
READiD F Affiliation Unknown 02/06/19. KELLEY, J L Atomic 
Safety and Licensing Board Panel Ip 13329 238 24X 

Fiche 90-400. 02/06/ 1 5. 8206170203 


0206180272 Forwards applicant responses to M Eddleman. Chapel Hill 
Anti-Nuclear Oroup Effort b Environ Law Pro ject, Conservation 
Council of NCiKudxu Alliance.P Lotchin b RD Hilson 
supplemental petitions to intervene Certificate of Bvc end 
BAXTER, T A Shaw, Pittman. Potts b Trowbridge BAXTER, T A 
Carolina Power b Light Co 02/06/19 KELLEY. J. L. . BRIGHT. 0.0,. 
CARPENTER, J H Atomic Safety and Licensing Board Penal 5pp 
13546 001 24X Fiche. 90-400, 02/06/19, 8206100272, 


— 8206160280 Response to N Eddleman 820514 supplemental petition to 
Intervene Applicants do not oppose granting of petition 
BAXTER,! A Carolina Power b Light Co. BAXTER. T. A 6haw. 
Pittman. Potts b Trowbridge 02/06/15 Atomic Safety and 
Licensing Board Panel 216pp. 13946 006. 24X 

Fiche 80-400, 02/06/19, 8206100272. 


— B2061Q0269 Response to Chapel Kill Anti-Nuclear Oroup Effort b Environ 
Law Project 820914 b 24 suppl b amend to petition to 
intervene b 020512 motion for consolidation Applicants do 
not oppose granting of petitions b motion 
BAXTER.! A Carolina Power b Light Co BAXTER.! A 8haw. 

Plttmen. Potts b Trowbridge. 02/06/13 Atomic Safety and 

Licensing Board Panel. a7pp 13946 222 24X 

riche 30-400. 82/06/19. 8206100272. 


— 8206180292 Response to Conservation Council of HC 820514 supplemental 
petition to Intervene Applicants do not oppose granting of 
petition 

BAXTER.! A. Carolina Power b Light Co BAXTER. T A Shew. 

Pittman. Potts b Trowbridge 82/06/13 Atomic Bafaty and 
Licensing Board Panel. 29pp. 13946 30? 24X 

Fiche 50-400. 82/06/ 1 3. 82061 00272. 


'—0206180295 Response to RD Wilson 020914 supplemental petition to 
intervene. Applicants do not oppose granting of petition 
BAXTER.! A Carolina Power b Light Co. BAXTER.! A Shaw. 
Pittman. Potts b Trowbridge 82/06/19, Atomic Bafaty and 
Licensing Board Panel 25pp, 13346*330. 24X 

Fiche 30-400, 02/06/1 3i 0206100272 


— 8206100302 Response to Kudtu Alliance 020914 supplemental petition to 
intervene Applicants propose deferral of final ruling b 
granting of temporary party status pending receipt of suppl 
to Contentions 2. 3 b 13 

BAXTER,! A Carolina Power b Light Co BAXTER. T. A Shaw, 

Pittman. Potts b Trowbridge. 62/06/19 Atomic Safety and 
Licensing Board Panel. 26pp 13947:001. 24X 

Fiche 90-400.02/06/19.0206100272 


— 0206100319 Response to P Lotchin B20Si4 supplemental petition to 
Intervene Petition should be denied No admissible 
contentionc demonstrated. 

BAXTER. 0 F Carolina Power b Light Co. BAXTER, 0 F Shaw. 
Pittman. Potts b Trowbridge 02/06/19 Atomic 0afaty and 
Licensing Board panel. lOpp, 13947,027 24X 

Fiche 90-400. 02/06/ iS. 8206100272. 
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BS06Sli30iS2 R^fparis9 to W ^i^dlernan 320605 petition to amend 320914 
CoTttentlqne 3i S9« 70« 1 18 it ia4 & add addl contentions 

Contention* should not bo admitted for litigation due to 
lack of eptfcl^icltg St bases Certificate of Svc end 
BAXTERtT A Carolina Power &t Light Co BAXTER,! A Shaw. Pittmam 
Potts & Trouthridj^e 02/06/21 Atomic Safety and Licensing Board 

Panel a3pp 13390 309 24X Flche 30-400.82/06/21.8206830192 


—8206220426 RepondS to NRC 820419 Itr re violations noted ir» IE Insp 
Repts 30-400/02-07 & 50-401/82-07 Corrective actions 
concrete# protec tlve coating reinforcing steel t. rnechamcal 
eauipment instal lation uiU be audited during 820524-28 
BANKB.H 9 Carolina Power 6 Light Co 82/03/19 O^RElLUV-vl P 
Region 2, Office of Director 2pp 13977 l39 24X 

Flche 50-400,92/06/08,8206220421 


8206230100 Response to 820603 conference call «< ABLB 820607 order Lists 
first 20 contention* to bo discussed at 020713-14 
cortf^rorrte i/nnecesaary to reach merits of contention at 
pras^nt staga , Cer t If Icate of 6vc end 

rffOLEMAM. M Affiliation Unknown, 82/06/21 2pp 13587 206 24X 

FLche 30-400. 02/06/21,0206230100. 


—8206220430 Forwards IE Insp Repts 50-400/02-07 «, 50-401/02-07 on 
020300-12 6 notice of violation 

LEU18, R C Division of Project S. Resident Programs B2/04/19 

JOSeS.J A Carolina Pouer U Light Co 2pp 13577 141 24X 

Fiche 50-400.82/06/09,0206220421 


0206*240409 List of contentions Chapel Mill Anti-Nuclear Oroup Effort 
bffll prepare to discuss at 020713 conf btotic e. Certl f Icate of 
0VC end 

READiD.r. Affiliation Unknown 82/06/21 Ip. 13601 167 54X 

rich#' 90-400, 82/06/a li 0206240409 


8206290035 Response to W Ed d 1 eman, Kudiu AlJlance-RD WHsopiP Lotchin, 
Conservation Council of NG it Chapel Hill Anti-Nuclear Group 
Effort ii Environ Law Project petltlun* to Intervene 
Certificate of Svc end 

TRCBY, 0 A j KARHAN, M , BARTH, C A, Hearing Branch 1 02/06/22 

Atomic Safety and Licensing Board Panel I20pp J36J7 026 24X 

riche. 90-400, 82/06/22, 0206250033 


0206250044 Notice of appearance in proceeding Certificate of Svc end 
KARHAN, M Hearing Oranch I 02/06/23 3pp 13616 266. 24X 
Fiche. 90-400, 02/06/23. G206250044 


02O63QO267 Order informing that B20713-14 special prehearing confarence 
ulll be held in RaleJph.NC 

KELLGY^U, Atomic Safety and Licensing Board Panel 82/06/20 Ip 
13682,380 24X Flche 90-400,02/06/20,0806300267 


P, Oparatilno license stage documents 8c correspondence 


0206070330 Confirms 020520 telcon re Q2O920 meeting in Raleigh, NC to 
revley resuUs of first phase of annual appraisal for 
systematic assessment of licensee performance program Agenda 

S'PGILLY, J P Region 2. Office of Director 02/09/81 UQNEB, J A 

Oaroiina Power 8< Light Co. 2pp. 13363:067 24X 

FleKe- 90-000, 02/09/81,8206070330 


0. Inepectlon reports, IE Bulletins 6 correspondence 


02O68!2OO61 Forwards lE Investigation Repts 90-400/02-09 8c 90-401/88-00 
qn 820222-23. No nonqompl i ante noted. 

□ 'REILLY, J. P. Region 2, Office of Director 
Carolina Power 8< Light Co Ip. 13572 360. 

F 1 trhe • 50-400, 02/05/25, 820682006 1 . 


02/09/25 

24X 


JONgB, J A. 


—8206220067 IE Investigation Ropts 30-400/02-00 ^ 90-401/88-00 on 
820222-23. No noncomp 1 lance noted. Major a^®as investigated 
mUegations re improper maint insp procedures. ao/n*iyiJn 

VOR0E, J Y , AL0ER8DN, C E Region 2, Office of Director 02/09/25 
3pp tafl72 361 24X Fi c ho. 90-400. 02/05/25, 0206220061 

0202040147 IE Info Notice 02‘-15, »'Nofeif ication of NRC J* Bye list end 
DGYOUNO, R C. Director's Office, Inspection and 

Enforcement. 02/00/20- ^O^pp 13426' 099 24X 

Flche* 50-000, 08/05/20, 0208040147. 


02048.0378 IE ln,Q Notlc. 82-16. "HPCI/RCJC High 8t.a„ Flow S»tg«tn*, 

JOBDAn'e u‘'b.vl,.on «, englnh.T.ng fc Ou.Htg 82/05/28 

ifoSpp .siwiwi 84X FlPh.- 80-000. 82/03/28,8204210378 


0204810380 IE BuIl.Mn 62-02. '' 6 » 9 F»h«t i"n of Thotodo, Fo.ton.ro In 
Remetor Coolant Pressure Boundary tf PVIR Plants 

KUJ5^'S‘' DIr.c4»r‘. OPfiP., ‘n-* 

Enforcement 02/06/02. JOSPP ^ 

Fiche* 50-000, 02/06/02, 8204210300 


taken to 


0206320421 Ack Tpclpk "f 820518 Itr Informing NEC of itopi 
vuUuono'not.d In IE In,p R.pt. 90-400/82-07 i 

^B(Jll,‘8T°^blvl.)on of projoct t '’'■?i 5 ??? 13 a®^'' 24 !t°®' 

WEB. J A. Carolina Power Light Co. ip 13577,139 a4X 
Flche 90-400, 02/0^/0^^^206220421. 


— 0206220435 Notice of violation from insp on B2030B-12 

e Division of Project & Resident Programs 82/04/19 Ip 
13577 143 24X Flche SO-400, 0S/O6/O0> B2D622042J 


—9206220439 IE Insp Repts 50-400/S2-07 6 50-40 J/B2-D7 on B20JOB-i2 
Noncomp 1 lance noted audits not performed for concrete or 
protective coating act»vi ties, reinforcing steel controls b 
mechanical eq.uipment installation activities 

WRIOHT, R W , DEBBASErA 0 , KERRIWEATHER, N Division of Engineering 
b Technical Programs 02/04/14 I6pp 13577 144 24X 

Fiche 50-400,02/06/00,0206220421 


02O421O3S3 IE Info Notice 02-17, "Overpressur I lation of RCS '* Bve list 
end 

UDRDAN, E L Division of Engineering 6 Duality Assurance 82/06/ It 
106pp 13675 250 24X Fiche 50-000,82/06/11.0204210303 


0204210304 IE Info Notice 02-10. "Assessment of Intakes of Radioactive 
Matl by Workers." Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 I20pp 13675 189 84X 

Flche 90-000,92/06/11,8204210304 


S Reportable occurrences, LERs it related correspondence 


B2<}60t02:}7 Interim deficiency rept re shop weld deficiencies on 
Oates supplied heat exchangers, orig Inal ly reported on 
020324 Deficiency extent L reportability to be completed 
when access becomes available Also reported per Part 2i 
CH1AN0I,N j Carolina Power & Light Co 02/04/26 O'REILLY, 
Region 2, Office of Director 2pp- J3307 102 24X 

Flche 50-400,82/04/26,8206010237 


Joseph 

J P 


0206010909 Interim deficiency rept re insufficient fUlet weld lengths 
on cable tray it HVAC hangers, in 1 tial ly reported 011222 
Evaluation of weld ability to sustain design loads not 
determined Completion of •valuation expected by ^0615 
CHIAN0I,N. J Carolina Power l« Light Co 82/05/03 D RESLLV,J P 
Region 2, Office of Director 2pp 13311 360 24X 


8206010423 Second Interim deficiency rept re *trlp plates that hava 
threaded studs w/lmproper thread engagement . initial ly 
reported on 011 llO. Appropriate site work procedures revised 

™i?N‘o"'r.^'tln!S Ligkt C. 88/05/13 O'BEILUY.O F 

Region 2, Office of Director 4pp 13314 356 24X 

Flcha 90-400,02/05/13,0206010423 


J306010622 Interim deficiency rept re pressure sensing 
air sys for emergency standby diesel engine generator 
Initially reported 020419 Restricted orifice to be 
installed Next rept provided by 020901 
CHIANOI.N j Carolina Power Light ^°* 

Reolon 2, Office of Director 4pp 13314.244 24X 


line in starting 
sets. 


O'REILLY, J P 


3806070687 B.cond Interim d.ficnct r.pt r. .hrp u.l>l» m k«‘ 

!;“Vm;Sni:Vo::r'‘rji?St - 88 / 05/86 6.«8.u.v.o p 

Region 2, Office of Director. 2PP 133?«> SAX 

Ficha 90 - 400 , 02 / 09 / 26 , 0206070687 

0206110188 Second Interim rept re nonlow 

of safety-related p Iping, Inltia l ly reported 020204 
sessions conducted emphasixing stamp types 8 , correct usage 

PrJfrLl,kt C S8/06/08 O'FEIUV.., P 

8. M,lc. DIr.rtpr Bpp. 13460 009 847 

Flcha 90-400, 02/06/02,9206110180. 
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iaOA2a02I3 Part 21 r*pt v9 matl u/nDn-low strais stamps/ In 

violation of util purchase ordvr Stamping done prior to 
solution heat treatment Heat treatment after imarking uiould 
minimize any local stresses 

PETERSfP E McJunkin Corp 82/06/16 COLLIHS* J, . Region 4* Office 
of Director, 12pp 13386 S76 24X Fiche 9D'4ao, 62/06/16. 

8206230213 


•206300192 Part 21 rept re potential defect in togpling-s drive element 
of D&RV or CSR standby diesel generator Affected licensees 
uill b« notified no later than 020713 

MILLS. L L Transamerlca D-elaval. Inc 02/06/23 Director's 

Office. Office of Inspection and Enforcement 3pp 13653 328 24X 

FI Che SO-OOC, 82/06/23.8206300192 


DOCKET 50-401 BHEARON HARRIS hWCLEAR POWER PLANT, UNIT 2 


Appl 1 cation/censtrvctlon stage documents 6 correspondence 


820607033B Confirms 820520 telcon re 820523 meeting in Raleigh. NC to 
review results of first phase of annual appraisal for 
systematic assessment of licensee perforoiance program Agenda 
enc 1 

□ 'REILLY. J P Region 2. Office of Director 02/09/21 J0NES«W A 

Carolina Power & Light Co 2pp 13363 067 24X 

Flche 30-000,82/05/21.8206070330 


8206080172 Forwards request lor addl info to continue review of F8AR 
Areas include site analys Is. power sgs accident 
evaluation Response requested bg 020002 

MIRAOLIA.F d Licensing Branch 3 0S/O9/2 1 JONES. J. A Carolina 

Power & tight Co 33pp 13441 207 24X Fi che; 50-400. 82/05/21. 

8206080172. 


6206040311 Informs that mein control board has b««n redesigned 6 
certeln equipment relocated as result of detailed control 
room design review Cammi sslonert response to SECY 82-111 
awaited before proceeding further 

MCDUFFIE, M A Carolina Power %t Light Co 82/06/01 DENTOM. H ft 

Office of Nuclear Reactor Regulation, Director ip 13357 343 24X 

Flche: 50-400, 02/06/01,8306040311 


0206300392 Addl response to FQIA request for documents re cancel lAtlon, 
poftponement. termination or deferral of nuclear plant 
const since BOOlOl Forward* documents listed in app, 

FELTON, J M Division of Rules and Records, 02/06/07 001. K. 

Critical Mass Enargy Project 2pp 13678 219 24X 

Fiche. 50-000, 82/06/07,02063 00392 


— 0206300409 Forwards estimate of units to be canceled or Indefinitely 
deferred* per request 

CORNELL, K. Office of the Executive Director for Operations 
82/03/19* AHSARNExJ Commissioners. 2pp. 13670 237. 24X 

Flche 50-000.82/06/07.0206300392 


8206090153 Oencric Ltr 02-11 to all LWR reactor plant llcenseee Ic 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna.Rept documents findings re cause of 
event. W/o and 

CISENHUT, D 0 Division of Licensing 8S/06/09 HAUSPURQ. A 
Consolidated Edison Co of New York. PARKERrW (I Duke Power Co. 
9ECKHAM. J T Georgia Power Co 13pp 13557.349. 24X 

Flche 50-000,02/06/09.820 6 090153 


8206220191 Forwards request for addl info re Initial test program, 
needed for completion of F8AR review, Response requested by 
020802 

HrRAOl-lA. F U Licensing Branch 3 02/06/14 JONES, J. A Carolina 

Power ((Light Co. 2Bpp 13505*329 S4X Fiche 50-400.82/06/14, 
8306220171 


0206220202 Requests info re impact from facility operation on cultural 
resQurets located on or near site, ral Iroad spur b 
transmission line corridors 

MIRAOLIA, F. J Llcsnsing Branch 3 02/06/14 PRICE, W 8 North 

Carolina, State of, 6ppH 13385.330 24X Flchej 50- 400 j 82/06/1 4, 

0206230202 


—8206220200 Requests repts of assessment of facility impact on 
archeological resources, such as surveys, testing or 
excavation it measures taken to prevent any adverse effect. 

TlSEiL. E North Carolina, state of 77/09/02 CASE, E, 0 Office 
of Nuclear Reactor Regulation. Director Ip 13506.002 S4X 
Flchej 50-400. 82/06/14* 0206220202 


^orme of archeological b hiitorlcal studies undartaken by 
i of 770902 to be disregarded 

^orth Carolina, state of. 77/09/09 CASE,E. 0. Office 
r Raactor Regulation. Director. Ip 13586' 003 24X 

400.02/06/14* 0SO622O2O2. 


C Utility Envl rnnmvntal Report <ER>. amends b correspondence 


8206070574 Forwards response to final environ rept review questions. 
Hydrologic Engineering Branch Questions 240 1 through 
240 10 will be addressed In conjunction w/questlons 
resulting from 020406-07 hydrologic sits visit 

MCDUFFIE.H A Carolina Power b Light Co 02/06/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3Spp 13307 085 
24X Flche , 50-400, 02/06/03, 0206070574 


— 0206070980 **Archealag leal Eurvey b Evaluation of Shearon Harris 
Nuclear Power Plant Cooling Lake Reservoir 

WARD.T North Carolina, IMlv of 70/01/31 a9pp 13387.143 
24X Flche 50-400.82/06/03,0206070974 


F Eacurity. medical, emergency b fire protection plans 


8206070277 forwards Region 2 Incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREO-O04S, "Agency Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
STOHR. J P Division of Emergency Preparedness b Operational Support. 

G2/Q5/I3 JONES. J A Carolina Power b Light Go Ip 13381,152* 
24X Flche* 50-000, 02/05/12, 8206070277. 


6206140304 forwards raquest for addl info re fire protection b reactor 
fuels Responses should be provided by 020802 in form of 
amend to F8AR 

MlRACLlA.f J Licensing Branch 3 82/06/09. JONES. J A Carolina 

Power b Light Co ISpp 13509 352 24X Flche 50-400, 02/06/09, 

8206140304. 


0 Adjudicatory correspondence 


8206010276 Response to applicant 820918 motion for extension of time 
A8LG should set no date later than 020928 for applicant 
responses w/o giving similar cons idaration to petltionars 
EDDLEMAN.W Affiliation Unknown. 02/09/24 Atomic Bafetg and 
Licensing Board Panel 2pp 13313 292 24X Flche* 90-400. 02/05/24* 

0206010276 


6206040079 Rfsponsa supporting util 020518 motion for addl time to 
respond to suppls to intervention petitions Extension should 
be granted to 820607* Prehearing conference should be held on 
820628 or later Certificate of 8vc encl. 

RUNKLE. J Conservation Council of North Caroline. 02/05/24 
Atomic Safety and Licensing Board Panel 3pp 13390' 030, S4X 
Fiche 90-400, 02/09/24.0206040079. 


8206040097 Amended petition of Chapel Hill Antl-Nuclaar Group Effort It 
Environ Law Project for leave to Intervene b request for 
hear itig* sped lying contentions Certificate of 8vc encl 
READ.D F Affiliation Unknown 82/05/24, Commissioners 5pp. 
13390 034. 24X Fiche' 90-400. 02/09/24. 0206040097 


0206040118 Agrees that JH Carpenter prior relationship u/util unlikely 
to Interfere in judgment* but reserves right to queetion 
participation Appreciation expressed for disclosure. 

RUNKLB.J Conservation Council of North Carolina 82/09/24 
CARPENTER. J Atomic Safety and Licensing Board Panel. ip 
13348,326 24X Fiche. 50-400. 82/09/24. B2060401 18 


8206090023 Order postponing scheduled prehearing conference from 
820614 until 820713 Applicant responses due 820607 now 
due on 020615, NRC response due 820622 Petitioner replies 
may be served at prehearing conference 

BRlGHTiG.O . CARPENTER* J. H . KELLEYiJ L Atomic Safety and Licensing 
Board Panel 02/06/04. Carolina Power b Light Co. 7pp. 

13439*339 24X Flche’ 50-400. 02/06/04, 0206090023 


8206100328 Amends to contentions b addl contentions* based on Info first 
available on 020602 Certificate of 8vc end 

EDDLEMANiH Affiliation Unknown 82/06/05 Atomic Bafety and 
Licenilng Board Panel I3pp 13444 185. 24X Flche 90-400*62/06/09* 

0206100320 


82061G0320 Requests ack of status at Interyenors 

N£UHAN*8 E. Cl ti sens Against Nuclear Power. 82/06/10. NRC - No 
Detailed Affiliation Given IP. 13540026. 24X 

Flche. 90-400. 82/06/10*8206180320 


8206170203 Requests that NRC b ABLB decisions in preparing contentions 
be placed in LPDR, to help expedite procedural problems. 

READ.D r Affiliation Unknown. 02/06/19. KELLEY. J L Atomic 
Bafety and Licensing Board Panel. Ip, 13929:238 24X 

Fiche: 90-400* 82/06/1 9. 0206170203 



DOCKETED ITEMS 


620&LSO272 J^oruards applicant raspnnsett to Vi EddLematti Chapel Kill 
A.nti”Nuc Isar Ofoup Effort U Environ Law Pro joefcr ConBervation 
Council of NCrKudzu AllianceiP Lotchln ^ RD Ullson 
1 up p lenten tal petltionE to intervene Certificate of Sve end 
BAXTERtT A Shauii Pittntan* Potte *< Trowbridge BAXTER,! A 
Carolina Power & Light Co d3/0&/tS KELLEY. J L. , ERlOHTiO 0.4 
CARPENTER. J H Atomic Safetij and Licencing Qoard Panel 9pp 
L334A 001 24X Fiche 90-400, 82/06/ 1 5, 03061 00272 


— 82O61602B0 ReBponse to U Eddleman 820514 supplemental petition to 
intervene Applicants do not oppose granting of petition 
BAXTER,! A Carolina Power U Light Co BAXTER r T A Bhau. 

Pittman, Potts & Trowbridge, B2/06/1S. Atomic Safety and 
Licensing Board Panel 2t6pp 13S46'006 24X 

Fiche 50-400, 02/06/15, 0206100272, 


— B206i80289 Response to Chapel Hill Anti-Nuclear Group Effort fc Environ 
Leu Project 620514 & 24 suppl it amend to petition to 
intervene t 020312 motion for consolidation Applicants do 
not oppose granting of petitions it motion 

BAXTER, T A Carolina Power It Light Co BAXTER,! A Shaw, 

Pittman, Potts 8< Trowbridge B2/06/15 Atomic Bafety and 
Licensing Board Panel a7pp 13346 222 24X 

Fiche 30-400,62/06/13,0206160272 


— 82061B0292 Response to Conservation Council of NC 020314 supp lomental 
petition to intervene Applicants do not oppose granting of 
petition 

BAXTER, T. A Carolina Power It Light Co BAXTER,! A Bhaw. 

Pittman, Potts it Trowbridge 82/06/19 Atomic Safety and 
Licensing Board Panel 29pp 13546 309 S4X 
Fiche 50-400,62/06/19,8206100272 


— 0206100299 Response to RD Wilson 020914 supplamental petition to 
intervene Applicants do not oppose granting of petition 
BAXTER,! A Carolina Power St Light Co BAXTER,! A, Bhaw, 

Pittman, Potts & Trowbridge 02/06/19. Atomic Safety and 
Licensing Board Panel 2Spp 13946 330 S4X 
Fiche 90-400,02/06/19,8306100272 


— 8206180302 Response to Kudiu Alliance 020514 supplemental petition to 
intervene. App 1 icants propose deferral of final ruling It 
granting of temporary party status pending receipt of suppl 
to Contentions 8, 3 It 13 

BAXTER, T A Carolina Power It Light Co BAXTER, T. A Shaw, 

Pittman, Potts It Trowbridge 82/06/19 Atomic Safety and 
Ulcenslng Board Panel 26pp, 13947 001 24X 

Fiche 90-400, B2/06/1 9, S3061 80272 


— B206180319 Response to P Lotchln 820914 supplemental patltion to 
intervene Petition should be denied No admissible 
contentions demonstrated 

BAXTER, 0 F, Carolina Power It Light Co BAXTER, O.F Bhaw. 
Pittman, Potts (t Trowbridge 82/06/19 Atomic Safety and 
Licensing Board Panel lOpp 13947' 027 24X 

Fiche? 30-400, 02/06/13, 8206100272 


8206230132 Response to U Eddleman B20603 petition to amend 820314 
Contentions 3, 29, 30, 78> 1 12 l< 134 it add addl contentions 
Contentions should not be admitted for litigatian due to 
lack of specificity It bases Certificate of Bve and 
BAXTER,!, A Carolina Power It Light Co BAXTER, T A Shau, Pittman, 
Potts l< Trowbridge BS/06/2i Atomic Safety and Licensing Board 
Panel 23pp 13990,303. 24X Fiche 30-400, 82/06/21, 82062301 


8206230180 Response to 820603 conference call It A8LB 820607 order Lists 
first 20 contentions to be discuseed at 820713-14 
conference, Unnecessary to reach merits qf contention at 
present stage Certificate of Bve end. 

EDDLEMAN, W Affiliation Unknown. 82/06/2} 2pp 13987:206 S4X 
Fiche 50-400, 82/06/21,8206230180 


8206240409 List of contentions Chapel Hill Antl-Nudear Group Effort 
will prepare to discuss at 820713 conference Certificate of 
Bve end 

READrD F. Affiliation Unknown 62/06/21 Ip 13601 167. S4X 
Fiche 50-400,82/06/21,8206240409 


8206290039 Response to Edd leman? Kud xu Alliance, RD Ullson«P Latch in. 
Conservation Council of NG h Chapel Hill Anti-Nuclear Group 
Effort ?< Environ Law Project petitions to Intervene. 

Certificate of 8vc entl 

TfiEflY,B.A. . KARMANiM i BARTH, C A Hearing Branch 1. 02/06/22 

Atomic Safety and Licensing Board Panel. ISOpp. 13617 026. 24X 

Fiche. 90-400, 62/06/22, 8206290035. 


8206290044 Notice of appearance In proceeding Certificate of 8vc end 
KARMAN, li Hearing Branch i 82/06/83 3pp. 13616-266, 24X 

fiche - 30-400, 82/06/23, 0206290044, 


9206300267 Order informing that 820713-14 special prehearing conference 
will be held in RalalghrNG 

KELLEY, U, Atomic Safety and Licensing Board Panel 82/06/26. ip 
13692.328 24X Fiche 90-400,02/06/28,02063 00267. 


O Inspection reports, IE Bullebins 8< correspondence 


6202040147 IG Info Notice 82-19. "Notification of NRC “ 8vc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enfortement 82/05/20 i07pp 13426 099 24X 

Fiche: 50-000, 82/05/20, B2D2040147 


82D6220061 Forwards IE Investigation fiepts 50-4O0/82-0B It 90-40i/BS-0€ 
on 620222-23 No no n comp 1 lance noted 

O'REILLY, J P. Region 2, Office of Director 82/09/23. JDNEBrJ, A 
Carolina Power L Light Co. ip 13972 360 24X 

Fiche 90-400,82/09/89,0206220061 


— 0206220067 IE Inves ti gatl on Repts 50-4O0/B2-0B It 90-401/82-00 nn 
020222-23 No nan c tintp 1 lance noted Major areas Inveitigated; 
allegations re improper maint insp procedures 

VORSE, U. Y , ALDER&ON. C E Region 2, Office of Director B2/09/2; 
3pp 13372-36 1 24X Fiche 30-400.02/05/23,0206820061 


8804210378 IE Info Notice 02-16, -KPCI/RCIC High Staam Flow Setpoints 
Sve list end 

JORDAN, E L Division of Engineerlno It Quality Assurance B2/09/26 

i03pp 13440 S64 24X Fiche, 90-000, 82/09/20. 8204210378 


0904210300 IE Bulletin 02—02, ''Degradation ef Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants “ 

6vc list end 

DEYOONOtR C Director's Office, Office of Inspection and 

Enforcement 62/06/02. lOBpp 13527 150 24X 

Fiche. 90-000, 02/06/02. 0904210300 


8206220421 Ack receipt of 020919 1 tr informing NRC of steps taken to 
correct Violations noted in IE Insp Repts 90-400/82-07 !< 
90-401/82-07. 

LEWIS, R C. Division of Project it Resident Programs 82/06/00. 

JONES, J, A, Carolina Power l< Light Co Ip 13977 138. 24X 

Fiche 90-400,02/06/08,0206920421. 


—9206220426 Re ponds to NRC 820419 Itr r» violations noted In IE Insp 
Repts 90-400/a2--07 tt 50-401/02-07 Corrective actions- 
concrete, protective coating reinforcing steel l. mechanical 
equipment installation will be audited during 6SO924-20 
BANKS, H R. Carolina Powar 4c Light Co 82/05/19 0'REIUY,J. P. 
Region 2. Office of Director. Spp 13977.13? 24X 

Fiche 50-400,82/06/00,0206220421 


—0206220430 Forwards IE Insp Repts 90-400/02-07 It 90-401/92-07 on 
820308-12 8c notice of violation. 

LENI8,R,C Division of Project It Resident Programs 02/04/19. 
JONES, J. A Carolina Power & Light Co Spp. 13977 1 41 S4X 
FI Che. 30-400,82/06/00, 0206220421, 


—0206220435 Notice of violation from imp on 820308-12 

a Division of Project l< Resident Programs 02/04/19 Ip 
13977.143 24X Fiche 90-400,82/06/00,8206220421 


•8206220439 IE Insp Repts 50-400/82-07 It 50-401/82-07 an 820300’-! 2. 
Noncomp 1 ian c» noted, audits not performed far concrete or 
protective coeting ac tivi ties, reinforcing steel controls It 
mechanical equipment installation activities 

WRIGHT,R.W. , DEDBAOE,AG.. MERRIWEATHER, N Division of Engineer 
St Technical Programs 82/04/14 I6pp 13577: 144 24X 

Fiche’ 90-400, 08/06/08, 0206220421 


8204210383 IE Info Notice 02-17, "Overpreseur 1 lation of RGB " BVe 11 
end 

JORDANrE L, Division of Engineering It Quel ity Assurance. 08/06/) 
I06pp 13675- 258 24X Fiche- 90-000, 02/06/ 11. 0204210303, 


0204810384 IE Info Notice 82-i0i ''Assessment of Intakes of Radloact 
Matl by Horkers. " Bve list encl> 

DEYOUNOxR.C, Director's Office, Office of Inspection and 
Enforcement 82/06/11 iROpp, 10675 IB? 24X 
Fiche 50-000, 82/06/lXi 8204810384. 


8 Reportable occurrences, LERs li related correspondence 


62060i0237 Interim deficiency rept re shop weld deficiencies on Joe 
Oates supplied heat e zchanyer s, ar Iginally reported on 
820324. De fid ancy extent I* rep or tab! 1 Ity to be completed 
when access bicones avail ah le. A1 to reported per Part 21 
CHIAN0I,N Carolina Power S< Light Co 02/04/26. O'REILLY, J.P 
Regions, Office of Director 2pp. 13307’ 102. 24X 

Fiche- 90-400, 82/04/26, 6206010237 


306 


DOCKRTED ITEMS 


8506010509 IntBriin deficiency r»pt r» i ntuf f 1 cient PtlUt ueld lengths 
oi> cable tray HVAC hangersi Initial 1 y rapo-rted 011223 
Evaluation of uald ability to sustain design loacfs not 
determined Completion of evaluation expected by 020619 
CHIANOIjN J Carolina Power <• Light Co 83/05/03 O'REILLY, J P 
Region 2. Office of Director app 13311 360 2AX 
riche 90-400.83/05/03,0206010909 


0306010433 Becond intarioi deficiency rept re strip plates that have 
threaded studs ui/improper thread angagementi init 1 ally 
reported pn 811110 Appropriate site ^ort procedures revised 
Pinal rept expected by 830716 

CHIANOliN %} Carolina Pou/er 6 Light Co 02/05/13 O'nElLLY. J P 
Region 3. Office of Director 4pp 13314 396 24X 

Fiche 50-400,83/05/13.0206010423 


6206070687 Second interim deficiency rept re shop tuelds on heat 
exchanger vessels supplied by Joseph Dates, initially 
reported 820324 Investigation 6 evaluation ul 1 1 be completed 
by 830611 Also reported per Part 21 

CHIAN01,N J Carolina Power U Light Co 82/05/26 O'REILLV.J P 
Region 2, Office of Director 2pp 13390 327 24X 

Fiche 50-400,83/05/26,0206070687 


6206110108 Second Interim rept re nonlou stress impression stamping 
of saf c ty-related pip ing. initial ly reported 880304. Train ing 
sessions conducted exnphasliing stamp types 6 correct usage 
Anticipated completion is 820715 

CH1AN0I,N J Carolina Power 6 Light Co 82/06/02 a'REILLV,J P 
Region 2, Office of Director 2pp 13460 009. 24X 

Fiche 50-400r 82/06/02, 02061 10188, 


6206230219 Part 21 rept re matl stamped tii/non-lou stress stamps, in 
violation of util purchase order Stamping done prior to 
solution heat treatment Heat treatment after marking would 
minimlie any local stresses 

PETERS, P E Me Junk in Corp 82/06/16. COLLIWS, J . Region 4, Office 

of Director 12pp 13566 276 S4X Fiche 90-400,62/06/16. 

8206230219 


DOCKET 50-403 6HEARDN HARRIS MJCLEAR POWER PLANT, UNIT 4 
A Appl icatinn/constructlon stage documents & correspondence 


6204200312 Forwards electrical drawings for FSAR review in rosponse to 
NRC request Drawing list & 294 oversiie drawings end 
W/171 aperture cards available In PDR 83 proprietary 
aperture cards available in Central Files only 

ZIMMERMAN. 8 R Carolina Power Light Co 82/04/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 12921 119 
24 X Fiche 90-400.02/04/15,8204200212 


8206070338 Confirms 830520 telcon re BZ052Q meeting In Ralolgh, NC tn 
review results of first phase of annual appraisal for 
systematic assessment of licensee performance program Agenda 
enc 1 

□ 'REILLY, J P Region 2, Office of Director 82/05/21 JDNES, J A 

Carolina Power S( Light Co 2pp 13363 067 24X 

Fiche 90-000,82/03/21,8206070338 


8206220203 Reguests Info re impact from facility operation on cultural 
resources located on or near si te, rel Iroad spur & 
transmission line corridors 

HIRAOLIA.FJ Licensing Branch 3 82/06/14 PRICE, W 8 North 

Carol ina. State of 6pp 13989 358 24X Fiche 90-400,82/06/14, 

6206220202 


— 6206230208 Rei^uesti repts of assessment of facility impact on 
archeological resources, such as surveys, testing or 
excavation S< measures taken to prevent any adverse effect 
TISE.L E North Carolina. State of 77/09/02 CASE, E 0 Office 
of Nuclear Reactor Regulation, Director Ip 13586 002 S4X 
Fiche 50-400, 02/06/ 1 4, 8206220202 


—8206220214 Informs of archeological it historical studies undertaken by 
CP6L Request of 770902 to be disregarded 

TISE.L E North Carolina, State of 77/09/09 CASE, E 0 Office 
of Nuclear Reactor Regulation, Director Ip 13986 003 24X 

Fiche 50-400,82/06/14,8206220302 


6206300192 Part 21 rept ra potential defect in couplings drive element 
of DSRV or DSR standby diesel generator Affected licensees 
will be notified no later than 620713. 

MILLS, L L Transamtrlca Deleval, Inc 82/06/33 Director's 
Dffiee, Office of Inspection and Enforcement 2pp. 13653 328 24X 

Fiche 50-000,62/06/33,0306300192 


0206230276 Advises of review costa for plants, from 7B0127, date CPs 
issued, until 811218. date application canceled Ofc of 
Resource Mgt to Issue invoice 

MILLER, W 0 Licenso Fee Management Branch 82/06/17 JONES, J A. 
Carolina Power L Light Co 2pp, 13892 236. 24X 

Fiche 90-402,62/06/17,8206230276 


DOCKET 80-402 8HEARCN HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Appllcation/constructlon stage documents it correspondence 


6206070336 Confirms B20i520 tilcon re 920926 meeting In RalelghrNC to 
review results of first phase of annual appraisal fop 
systematic assessment of licensee perforeiance program Agenda 
enci 

O'REILLY, J P Region 2, Office of Director 02/05/21. JONES, J, A 
Carolina Power k Light Co 2pp 13363 067. 24X 

Fiche* 50-000, 02/05/21 , 0206070338 


6206220302 Req.uests info re Impect from facility oparation on cultural 
resources located on or near titer ral Iroad epur & 
transmission line corridors. 

KIRAQLIA, F J Licensing Branch 3 02/06/14 PRICE, W 0 North 

Carolina, Btate of. App. 13585 358, 24X Fiche, 90-400# 02/06/14, 

8206220202 


— 8206330200 Requests repti of assessment of facility Impact on 
archeological resaurcei, such as eurveys, testing or 
excavation (c measures taken to prevent any adverse effect 
TISE, L E North Carolina, State of. 77/09/02 CASEiE 0 Office 
of Nuclear Reactor Regulation, Director ip 13566 002 24k 

Fiche 90-400, 02/06/ 1 4t 0306220202. 


— G2D6220S14 Informs of archeological k hiitorUel studies undertalien by 
CPtcL Request of 770902 to be disregarded 

TISE, L E. North Carolina, State of 77/09/07. CASEiE. 0 Office 
of Nuclear Reactor Regulation, Director Ip 13586.003 a4X 
Fiche 90-400, 02/06/14# 8206230302. 


8306330376 Advises of review costs for pJante#fTom 780127# date CPs 
issued, until 81 1218, date application canceled. Qfc of 
Resource Mgt to Issue invoice, 

MILLER, W.O License Fee Management Branch. 62/06/17. JDNE3,J, A. 
Carolina Power b Light Co. 2pp. 13593 236 24X 

Fiche 50-403,82/06/17,6206230376 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A Application/construction stage documents U correspondence 


6204220639 Responds to FOIA request for six categories of documents re 
termination or temporary cessation of const on nuclear 
projects Documents listed on App A end 

FELTON, J.M Division of Rules and Records 82/03/09 BELL, M. 

Coalition for Safe Power 9pp 12627 183 24X 

Fiche 90-000, 82/03/03, 8204220629 


— 7906110335 Forwards order extending const completion dates for Unit 3 
to 831231 tt for Unit 4 to 641231, evaluatl on of extension 
request k EIA 

BDYD.R S Division of Project Management 79/05/14 

PROFFITT, W L, Virginia Electric k Power Co 3pp 12827 220 24X 

Fiche 90-000,82/03/09.8204220629 


— 7906110326 Order extending const completion date for Unit 3 to B31231 
k for Unit 4 to 041231 

BOYD, R 8 Division of Project Management 79/05/14 3pp 
12037 233. 24X Fiche 50-000, 82/03/05, 8304220629. 


-*-79061 10338 Evaluation of request for extension of const completion dote 
for Unit 3 to 831231 k for Unit 4 to 841231 Concludes 
request should he granted 

CAPRA, R A , PARR.O D Light Water Reactors Branch 3 79/09/OP 

5pp. 12827 225 24X Fiche: 90-000, 82/03/05, 8204220629 


8206300392 Addl response to FOIA request for documents re cancellation# 
postponement, termination or deferral of nuclear plant 
const since 800101 Forwards documents listed In app 
FELTON, J M Division of Rules end Records 02/06/07. DDI,K. 
Critical Mass Energy Project 2pp 13678 219 24X 

Fiche 90-000, 82/06/07. 8206300392 


— 8206300409 Forwards estimate of units bo be canceled or indefinitely 
deferred, per request 

CORNELL, K Office of the Executive Director for Operations 
82/03/19 AHEARNE, J Commissioners 2pp. 13678 237 24X 

Fiche. 90-000, 82/06/07, 8206300392. 



DOCKETED ITEMS 


3 


B30^2B0459 Foruiardi ’'Topical Rapt North Anna Unit 3 QA Program - Const 
Phaas " 

BAUM. E A Virginia EUttric U Power Co 82/06/13 HAAS3.H P 
Quality Assurance Branch Ip 13621 003 24X Plche 30-404. 

82/06/13. 8206280499 


— 8206280479 "Topical Rept North Anna Unit 3 OA Prografn - Conot Phase '* 
Two overaiie charts end Aperture cards are available In 
PDR 

a Virginia Electric U Power Co 02/06/13 90pp 13621 004 24X 

riche 30-404.82/06/13.8206280459 


0SO421O'383 IE Info Ktifcice 82-17# "Overpr essur 1 xatlon of RCB. " Bvc List 
end. 

JORDAN. E L Division Of Engineering & Qualitvi Assurance 62/06/11, 
t06pp 13675 ase 24X Fiche SO-OOO# 02/06/ 11# 0204210303 


B2O4SiO304 IE Info Notice 62-18. "Assessment of Intales of Radioactive 
Mat! bg Workers " Svc list end 

DEYQUNO. n C Directar-'s Office# Office of Inspection and 
Enforcement 82/06/11, 120pp 13679,189 a4X 

FicheiSO-OOO. 02/06/11. 0204210384 


F Security, medical, emergency ft fire protection plane 


8206090002 Responds to FQIA rei^uest for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed In App A 
Oocuments also available In PDR 

FELTON# J M Division of Rules and Records 02/09/11, REYNaLDB. N 9 
Dobevolse b Liberman 3pp 134S4 003 24X Pic he 60-000.02/09/11# 

8206090002 


— BS06090009 Forwards first monthly rept re status of prompt notification 
sys implementation at facilities Kteteorol og ical programs, 
emergency response fecilltiee b research reactors need eddl 
mgt attention clarification 

O^REILLY. J P Region 2. Atlanta. Office of the Director 
<81/03/011 01 / 01/00 DEYQUNO.fi C Director's Office. Office of 

Inspection and Enforcement 4pp 13494 167 24X 

Fiche 30-000.82/09/11.8206090002 


—8206090133 Responds to 620203 retioest for Infa re deficiencies 
identified In initial testing of prompt notification sys. 
Facility test info end 

GTOHR.J. P Division of Emergency Preparedness li Operational 
Support, 68/02/04 ORIME0. Q K Division of Emergency 
Preparedness Spp 13494 239 24X Rich e> 90-000, 62/09/U. 

8206090002. 


O Advisory Committee on Reactor Safeguards reports ft correopondotiCB 


8206880071 Addl response to FQIA request for eight categories of 
documents Forwards documents listed In App A Documents 
listed In App 8 available In PDR Confidential financial 
info deleted 

FELTON. J N Division of Rules and Records 63/09/12 NCMURRAY.C K 
Kirkpatrick. Lockhart. Hill. Christopher ft Phillips 26pp. 

13630 099 24X Fiche, 90-000. 08/03/12. 8206800071 


— 8806800560 Notification of 801011 ACR8 Safety Phi lotophy. Tech nology tt 
Criteria Subcommittee meeting re Diablo Canyon saismlc 
interaction study & North Anna LPI RHR sys 
SAVID.R. ACR9 - Advisory Committee on Reactor Safeguards. 

80/10/01 ACRB - Advisory Committee on Reactor Safeguards. Ip 
13643 074. 24X Fiche 50-000.82/05/12.0206880071 


Q Inspection report*. IE Bulletins Sf correspondence 


0206070949 Responds to IE Bulletin 00-08. "Exam of Containment Linar 
Penetration Welds " Response supersedes util 000928 Itr 
All welds received lOOX isotope radiographic exam during 
fabrication Table Cc diagram end 

SPENCERfW.C Virginia Electric 6 Power Co 02/09/13 O'REILLYiJp. 

Region 2. Office of Director 9pp 13372.203 24X 

Fiche* 90-404. 02/09/13. 0206070949, 


0206070233 Informs of completion of review of all safety-relete d 
eiiuipment. exc ept equipment supplied by Bailey Controls, for 
defective Cut ler-Hemmer# type H relays u/dc coils All future 
orders will ipscify use of unacceptable relays 

BPENCERrW. C Virginia Electric 8. Power Co. 82/05/24 O'REI LLY# J. P. 

Region 2. Office of Director Ip 13371 031. 24X 

Fiche 90-404.02/09/24.0206070233 


B202040147 IE Info Notice 02-19# "Notification of NRC. '' Svc liat unci 
DEVQUNOiR. C Director's Office. Office of Inspection and 
Enforcement. 82/09/28. 107pp 13426*099 24X 

Fiche. 90-000. 82/09/28. 0802040147, 


0204210370 IE Info Notice 82-16. "HPCI/RCIC High Steam Flow Batpointe, 
Svc list end, 

JORDAN. E L Division of Engineering & Quality Assurance, BS/09/20. 
103pp. 13440 264 24X Fiche 90-000,82/05/20.0204210370 


8204210380 IE Bulletin 82-02. "Degradation of Threaded Festeners in 
Reector Coolant Pressure Boundary of PWR Plants '* 

Svt list end 

DEYOUNO. R C. Director's Office. Office of Inepection and 
Enforcement 08/06/02 lOBpp 13927.190 24X 

Fiche* 90-000. 82/06/02. 0204210300 


DOCKET SO-405 NORTH ANNA POWER STATION, UNIT 4 


A App 1 icatl on/ c onstr uct 1 on stage documents B. correspondence 


B204S20629 Responds to FQIA request for six categories of documarits re 
termination or tenkparary cessation of const on nutleer 
projects Documents listed on App A enc 1 

FELTON, J M Division of Rules and Records 82/03/09 BELL. N 
Coalition for Oafe Power 5pp, 12327 183 24X 

Fiche 90-000. 02/Oa/Og# 0204220629. 


—7906110325 Forwards order extending const completion dates for Unit 
ta 831231 It for Unit 4 to 841231. evakuati on of extension 
request 6 EIA 

DOYD.R 8 Division of Project Management. 79/05/14 

PROFFITT# M L Virginia Electric & Power Co 3pp, 12027 2SO 24 

Fiche BO-OOO# 02/03/09. 0204220629 


— 79061 103S6 Order extending const completion date for Unit 3 to B312I 
«c far Unit A to 841231. 

BOYD. R S Division of Project Management 79/09/14 3pp 
12027 223 24X Fiche 90-000. BS/03/D9. 820 42206S19 


— 7906110323 Evaluation of request for extension of const completion < 
for Unit 3 to B3L231 6 for Unit 4 to 841231 Concludes 
request should be granted 

CAPRA. R. A I PARR. O D Light Water Reactors Branch 3 79/09/00 

9pp, 12827 229 24X Fiche . 90-000, 02/03/09. G80422O629. 


F Security, medical* emergency 8. fire protectlan plans 


0206090002 Responds to FOIA request for documents rt Commission 
decision to extend deadline for licensees to implement 
prompt notification sys, Forwards documents lifted In App A 
Documents also available in PDR 

FELTQN.J.H. Division of Rules and Records 82/09/11 REYNOLDS# M 
Oebevolse Liberman 3pp 13454 003 24X Fiche. 50-000. 62/05/1 1 

8206090002 


—8206090009 Forwards first monthly rept re status of prompt notlflc< 
sys implementation at f acll i 1 1 as. Me teora I ogicel programs, 
emergency response facilities At research reectari need addl 
mgt attention 6 clarification. 

O'REILLYtJ. P Roylon 2. Atlanta* Office of the Director 
<31/03/011 qi/Ol/OB DEYOUNOiR.C. Director's Office. Office 
Inspection and Enforcement 4pp. 13494' 167. 24X 

Fiche 90-000. 32/09/11. 3206D900D2. 


0 Advisory Committet on Reactor Safeguards reports It correspondance 


Q2062Q0071 Addl response to FQIA request for eight cetegorlet of 
documents Forwards documents listed In App A Documents 
listed In App B available In PDR Confidential financial 
info deleted, 

FELTDNiJ.M Division of Rules and Records. 02/09/18 HCMURRAY. < 
Kirkpatriclc. Lockharti Hill. Christopher At Phillips 28pp. 
13630:059 24X Fiche SO-OQO# 82/09/12. 8206280071 


—8206280960 Notification of 3O10U ACR8 Safety Phi losophy. Tech nolo 
Criteria Subcommittee meeting re Diablo Canyon seismic 
interaction etudy & North Anna LPI & RHR sys 
BAVIQ. R, ACRS Advisory Committee on Reactar 0afegujrds. 
30/10/01 ACRS - Advisory Comm-ittee an Reactor Bafeguards. 

13643-074, a4X Fiche 90-000,32/09/12.0206200071. 


DOCKET 90-406 TUQKEOEE INBT RESEARCH REACTOR 


F Secortty. medical, emergency £< fire protection plans 


3206070394 Forwards Rsglon 2 incident response plan dtd Mar 1902 Pi 
issued as Sup pi 2 to NUREO-0349. "Agency Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NBC response to emergency W/o encl. 

8T0HR. J. P. Dlvielon of Emergency Preparedneii 6 Operational Slipi 
02/09/12. CLAYTON. W.F. Tushegae Inst Ip. 13363*339 24 X 

Fiche* 90-406. 02/09/12.8206070394. 
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DOCKET SO-407 UNIV DF OTAH RESEARCH REACTOR 


P OptfrAtlng U csnie *l?agr dccuffunti & corr** pond erica 


B20&330197 Foru«prfi currertt ro*«er* Pot unlv canvnittee* aflectad lig 
stattt licence f 

HOFFMAN, R J Utflhj Unfv of 82/05/14 WALKER, W J Division of 
Fuel Cycle U Materiel Safety 4pp, 13S92 300. 24X 

FI c h e aO-072, 02/05/ 1 4* 0 20&230 1 S 7 


DOCKET 90“409 LA CROSSE BQILINO WATER REACTOR 


F Securityi Aedlcal. emergency tt firm protection jtlans 


B20615001& Rc»pond» to FOIA reqyeit for dacumente re elren eg» 
Inetalled to provide earlg notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
documents listed in App A 

FELTON. J.H Division of Rules ano Records. QS/04/21, WADE. J 
Public Interest Research Oroup. New York 7pp 13584 010 84X 

Fiche 90-000.62/04/21*0806190016 


—0202260161 Comments on proposed prompt public notification s^s for 
1 29-mne radius of plume exposure pathway emergency 
planning ion* Proposal unacceptah le* prr NCfREO-0376 Sc 
KUReO-0694. Five Si aO-nti le lone* required by 020201 
CRIMES, a. K Division of Emergency Pr«par ednes s, 02/01/00 
LINDER. F Duke Power Co 2pp 13S24 069 24X 

Fiche 90-000.82/04/81*0206190016 


8206090002 Responds to FOIA request for -documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documente listed in App A 
Dacuments also available In PDR 

FELTQN. d M Division of Rule* and Records 02/09/ ii REVNOtDBi N. 0 

DibevbUe 8< Liberman. 3pp 13434 003 SAX Fiche 50-000.02/05/11* 
0806090002. 


— 0806090033 Forwards updated info re prompt notification tc warning sys 
for Region 3 licensees. 

PAPERlELLOi C J Emergency Preparedness U Prpgratn Support Branch 
81/12/01 RAM08* 6 L Emergency Preparedness ti Program Support 
Branch 4pp 13494 120 24 X Fiche. 50-000,92/05/11 . 0206090002 


—0203110477 Forwards update on prompt notification 8* warning sy« for 
Region 3 licensees FEHA estimates approx 69% of reviews of 
grapdsed sy-i now complete 

HIND. J, A. Division of Emergancy Preperedneis 8< Operational 
Support 68/01/09, ORtMEfl.B.K. Division Of Emergency 
Freparodness 4pp 13454 133 24X FI c ha. 50-000. 02/09/11 * 

8206090002. 


— 0203110473 Submits update of current assessment of licanseet ability 
to Implement prompt notification sys by B2020I deadline 
Thirteen llcenseei may not ms*t deadline 

DIRCKS.W. J Office of the Executive Director for Operations. 
82/01/26. Commies loners. 2pp. 134S4 164 24X 

Fiche. 90-000. 62/09/ 1 1* 0206090002. 


— 0203110461 Submits monthly update of status gf implsmentation of prompt 
notif Icatioin sys, 

SPENCER* 0.6. Division of Technical inspection. 02/01/09 
ORIMESiD.K Diviftpn of Emergency Prepar sdnstt, Bpp 13454' 176. 

84X Fiche. 90-000* 62/05/11. 620609000 8 


— 0206090073 Forwards monthly status rapt re prompt notification sys at 
facilities Comaitnents mads by IJcansaas to ensure 
deficiencies are corrected by 820601 

KIND* J A Division of Emergency Preparedness -b Operational 
Support. 62/02/17 0R1HE8. 8. Division of Emergency Preparedness. 

3pp, 13454.190. 24X FI chej 90-000* 02/05/11*6206090002. 


6206100209 Feruardt **8mall 0<alc Extrei te. Bli 081. *' final r-ept. 
Deficiencies noted In exercise Time schedult of 
corrections should be available by end of Nay 1982 for hath 
Btate of HN S( WI. 

KR1HH*R. W. Federal Emergency Management Ag e neg. 02/05/26. 

0R|1C6*B Division of Emergency Preparedness 4pp, 13947:119 &4X 

Fiche. 90-409* 02/09/26* 8206100289 


— 0SO61GO286 >^Small Scale Exercise, 611081* *' final rapt. 

e Federal Emergency Management Agency 62/04/30 SOpp 
13947' 123. 84X Fiche' 90-409* 02/05/86*8206100809. 


6206190892 Forwards table, ^'Emergency Respense Cepab 1 1 1 tlas Dur ing 
□peratlonal Conditions 1-3," as altarnattve to Table 8-1 
of NUREO-0694 Exemptions from siin staffing requirements 
requested. 

LiNDERiF Dairy land Fewer Cooperative. 88/06/07. CRUTCHFIELD. D 
Operating Reactor* Branch 5. 9pp. 13504:316 24X 

Fiche; 90-409i 82/06/07. 0806150292. 


0206110069 Releases public version of Issue 8 to Emergency Plan 
Implementing Procedure EPP-16* '‘Public Ed L Info 

FELTON. U M Division of Rules and Records B2/06/OB Document 
Mena.gement Branch Ip. 13493 230 24X Fiche 50-409*82/06/00, 

0206110069 


— B206110071 Forwards public version of Issue 2 to Emergency Plan 
Implementing Procedure EPP-I61 "Public Ed & Info " 

LINDERiF Deiryland Power Cooperative 82/09/S5 CRUTCHFIELD, D 
Operating Reactors Branch 9 Ip 13493 83i 84X 

Fiche 90-409*02/06/08.0206110069 


— B206110072 Public version of Issue 2 to Emergency Plan Implementing 
Procedure EPP-16, "Public Ed t Info " 

# Oairyland Power Cooperative 82/09/06 14pp 13493 232 S4X 
Fiche 90-409,02/06/08*0206110069 


Q206S10114 Requests exemption from NUREO-0654* Revi sion 1. Table H-l 2 
shift augmentation requirement Exemption .lustifled by smalt 
sise L simplified design of plant Tables depicting proposed 
emergency response capabilities end 

LlNDERiF Dairyland Power Cooperative 82/06/15 CRUTCHFIELD* D 
Operating Reactors Branch 5. 6pp 13559 346 84X 

Fiche. 50-409* 02/06/15*8206210114 


e20624D061i Releases public version of emergency plan implementing 
procedure 

F£LTDN*J K Division of Rule* and Records, 82/06/18 Document 
Management Branch Ip 13610 333 24X Fiche 50-409182/06/10* 

0206340061 


— 8206840065 Forwards public version of Issue t to Emergency Plan 
Implementing Procedure EPP-21, "Prompt Public Notification 
SyS " 

LlNDERiF Dairyland Power Cooperative 82/06/04. CRUTCHFIELD. 0 
Qperatlng Reactors Branch 5 Ip 13610 334 84X 

Fiche 90-409* 02/06/10* 8206240061. 


—8206840071 Public version of Issue 1 to Emergency Plan Implementing 
Procedure EpP-21, "Prompt Public Notification Bya. " 
e Dairyland Power Cooperative 82/09/81, IBpp, 13610' 336 S4X 
Fiche 90-409.82/06/18*0206240061 


6206240473 Agrees that security plan changes to Chapter 5. "Vital Area 
Bounilari esr " Section S A* transmitted In util 001289 Itr 
conform w/requirem*nts of 10CFR73, 95 End Itr withheld 
(ref I0CFR73 211 

CRUTCHFIELD* D Operating Reactor* Branch 8 82/06/21 LINDER* F. 

Dairyland Power Cooperative Ip 13620 007 24X 

Fiche 90H09* 82/06/21*8206240473 


H Oenerel corr eepondence 


8206290123 Confirms 820621 telcon re schedule of 080709 mgt meeting 
w/utll in Oten Ellyn* IL to diecus* regulatory improvement 
program 

KEPPLER,JO Regional Office of Director. 02/06/28 LINDER* F. H 
Dairy land Power Cooperative. ip 13639'323 84X 

Fichr 90-409,82/06/22,8206290123. 


P Operating License stage documents I. correspondence 


8206040313 Forwards safety evaluation for SEP Topic XV-i8i 
"Radiological Consequences of Hein Steam Line Failure 
Outside Containment." 

L1NDER*F. Dairyland Power Cooperative. 08/01/15 EISENHUT* D 0. 
Division of Licensing 3pp. 13397 340 24X Fiche, 30-409. 02/01/1 9, 

0206040312 


8206080397 Forwards safety evaluation for 8EP Topics 11.3 B re flooding 
potential & protection requirements* 1 1-3 B 1 re capability 
of operating plants to cope w/deslgn basis flooding 
condition Info re Topic 111-3 A resubmitted. 

LINDER. F. Dairyland Power Cooperative, 02/09/12, CRUTCHFIELD* D, 
Operating Reactors Branch 9 IBpp. 13417, 020, 24X 

Fiche 90-409* 82/09/12* 8206080397 


8806280071 Addl responee to FOIA request for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
Info deleted. 

FELTON, JN. Division of Rule* end Record* 88/08/12 MCMURRAY, C. N 
Kirkpatrick, Lockhart. Hill. Christopher L Phillips 28pp. 
13630:099 24X Fiche. 50-000. 82/09/18* 8206280071 


— 8103020313 Updates 801822 memo re decisions for dsgraded cooling 
rulemaking Stesring group to Ifsus justification for 
rulemaking activity in advancs of agrsamsnt on quantttatlys 
safety goa 1 . Exemp les of valve mitoperation provided, 

MEDEIROB. H 8, Reactor System* Standards Branch. 01/02/02, 
ARLOTTOiO A Division of Enginesrtng Btendards 20pp. 13638; 102 

24X Fiche, 90-000.82/09/18*8206280071. 



DOCKETED ITEMS 


309 


9206010531 Comrnits to making appropriate luater level instrument atl oh 
iBodifpor NUFIE0<-0737* Act Ion Item II K 3 27 re common ref 
levels fo 1 loul np human factors rtvleiir of all instrumentation 
In control room 

LINDER^ F Dairi^land Pouer Cooperative 92/05/14 CRUTCHFlELDj D 
Operating Reactors Dranch 5 2pp 13314‘ 101 24X 

Ficha 3O»409» 02/05/ 14i 8206010331 


9206070261 Retiuests approval to operate reactor at or below 4X power In 
order to- complete refueling outage It install reactor vessel 
liquid ie stack effluent sampling sgs per NURE0-0737< Items 
II B 3 4, n P 1 2 

Da Iryland Power Cooperative 02/06/02 CRUTCHFIELD, D 
Operating Reactors Dranch 3 2pp 13360 329 24v 

Fiche: 50-409, B2/06/02, Q206070261 


8206090DS2 Discusses status of facility per THI Action Items 11 K 3 13,- 
"Isolation of hPCI it RCIC Mod,*' II K. 3 22, *'RCIC Suction,'' 

II K. 3 24, "Space Cooling for HPCI/RCIC," H K 3 10, "ADB 
Actuation," II E 4.1, "Dedicated Hydrogen Penetrations '• 

CRUTCH F I EUD, 0 Operating Reactors Dranch 5 02/06/04 LINDER, F. 

Dairyland Power Cooperative 2pp. 13435.033 24X 

Fiche 30-409, 02/06/04, 8206090022 


9206170248 Forwards draft safety evaluation of SEP Topic Ill-lt 
"Quality Group Classification of Components & 8gs ** 

CRUTCHFIELD, D Operating Reactors Dranch 5 82/06/07 LINDER, F, 

Dairyland Power Cooperative 7pp 13533.208 24X 

Fi Che 30-409, 82/06/07, 8206170240 


-S2061702S2 "Quality Group Classification of Components b Sys^ " draft 
safety evaluation 

TJKQO, 8 , GONZALEZ, A , BERKaWITZ, L Franklin Inst i tute/Frank 1 In 
Research Center. NRC~03-79~1 IB TER-C5257’-437 02/05/21. 

BO/LEiH NflC “ No Detailed Affiliation Given. 160pp 13533 21S. 

24X Fiche 30-409,02/06/07,9206170240 


S906090183 Generic Ltr 92-11 to all LWR reactor plant licensees b 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept document* findings re cause of 
event U/o encl. 

EIBEMHUT,DO Division of Licensing 82/06/09, HAUSPURG, A. 
Coniolidated Edison Co of New York OPREA, 0 N Houston Lighting b 

Pouer Co UHRIOrR. E Florida Power b Light Co. I3pp t3557i 349 
24X Fiche 50-000,02/06/09,0206090133 


9206150507 Forwards response to Generic Ltr B2-10 re NURE0-0737 j 1 terns 

I A 1 3 1,1 A i 3 2, I C 1, I D. 1, I D 2, n. 0 1, II D. 2 3« 

II D 1 2, n D 1, 3, II F 2, II K 3. 18, II K.3 30, II K. 3 31, 

III A 1 2 b I II D 3 4. 

LIKDERjF Dairyland Power Cooperative 02/06/07. EIGENHUT, D. 0 
Division of Licensing. 6pp. 13503- 246 24X Fiche 50-409,02/06/09, 

8206150207 


8206150321 Application to amend License OPR-45 adding Section 5 2 1. 6, 
"Containment Ventilation Isolation Valve Leakage Tests,'* to 
Tech Specs.Addl tests will detect excessive degradatl-on of 
containment ventilation sys dampers 

LINDER, F Dairyland Power Cooperative 02/06/09 CRUTCHFIELD, D 
Operating Reactors Dranch 5 2pp. 13S03. 15B 24X 

Fiche - 50-409, 82/06/09, 0206150321 


--02O619O323 Proposed Tech Spec 3.2.1 6 re containment ventilation 
isolation valve leakage tests 

a Dairyland Power Cooperative. 85/06/09. 3pp 13303*160. 24X 

Fiche 30-409,82/06/09,0206150321 


8206240S01 Forwards Div of Licensing safety evaluation input of 
licensee 010811 b 0722 responses to NUREO-0737 ji Item 
lU.D. 3 4 r« control room habitability Response acceptable 
CRUTCHFIELD, D, Operating Reactors Branch 3, 02/06/10 LINDER, F. 

Dairyland Power Cooperative 4pp 13599 063 24X 

Flehej 30-409, 02/06/10,0506240201. 


8206240301 Responds to 020602 ltr requesting authorisation to operate 
at or below 4X power In order to conduct licensing exams 
& low power physics tests prior to completion of refueling 
outage. Reques t acceptable 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/tO, LINDER, F 

Dairyland Power Cooperative 2pp 13597 027 54X 

Flcha: 50-409, 02/06/10, 0206240301. 


0206230058 Forwards addl info ro RCPB leakage dstec tor, par 820317 
request b ''LAC8HR Primary Piping b Reactor Vessel Leak 
Detection Sys Performence *' 

LINDER, F Dairyland Power Cooperative 02/06/14, CRUTCHFIELD, D. 
Operating Reactors Branch 8. iSpp 13580 204. 24X 

Fiche* 50-409, 02/06/14,6206230058 


— 0206530061 "LACBWR Primary Piping b Reactor Vessel Leak Detection 8ys 
Performance *' 

STEELE,! A Dairyland Power Cooperative DPC-S51-21, 71/02/20, 

ISpp 13560-222, 24X Fiche 50-409,62/06/14,0206230050. 


8206290444 Forwards util review of NRC 020414 ltr re BEP Topic Vl-'IO A 
concerning testing of reactor trip »y* b ESFs, including time 
response testing Licensee testing program meats intent of 
current licensing criteria 

LINDER, F Dairyland Power Cooperative, 62/06/14 CRUTCHFIELD, D 
Operating Reactors Branch 5 IBpp 13621 120 24X 

Fiche* 50-409, 95/06/ 1 4, 82O6S0O444. 


0206300124 Forwards NRC BEP position re consideration of inelastic 
response using NUREC/CR-0O9O ductility factor approach for 
addl clarification, guidance b justification 

CRUTCHFIELD, D Operating Reactors Branch 5 62/06/23 LINDER# F. 
Dairyland Power Cooperative. 6pp 13656 043 24X 
Fiche 50-409. 82/06/23, 8206300124 


0 Inspection reports, lE Bulletins b correspondence 


0202040147 IC Info Notice 02-15, “Notification of NRC " Bvc list end 
DEYOUNO, R C Director** Office, Office of Inspection and 

Enforcement 82/03/SB I07pp 13426 093 24X 

Fiche 30-000, 02/03/28# 8202040147 


0204210378 IE Info Notice 85-16# "HPCI/RCIG High Steam Flow Setpoints.'* 
Bvc list end 

JORDAN, E L Dlviston of Engineering b Quality Assurance. 02/05/20 
lOSpp 13440-264 24X F i che* 50-000, 02/05/20, 0204810370. 


82042103BO IE Bulletin 02-08, "Degradation of Threaded Fatteners in 
Reactor Coolant Pressora Boundary of PWR Plant* " 

Bvc list encl 

DEYOUNG, R, C. Director's Office# Office of Inspection and 
Enforcement 82/06/02 loepp 13327 150 24X 

Fiche 50-000, 02/06/02, 82042 103BD. 


8204210303 IE Info Notice 82-17, "Overpres sur i xation of RC6 " Svc list 
ene I 

JORDAN# C.L. Division of Engineering b Quality Assurance 62/06/1 1, 
106pp. 13675!25B 24X Fi c he. 50-000, 02/06/ 1 1 , B2042103B3. 


6204210304 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Matl by Norkers " Bvc list end 

DEYOUNG, R.C. Director's Office, Office of inepection and 
Enforcement. 02/06/11, 120pp. 13675*109 24X 

Fiche 30-000, 02/06/1 1, 0204210304 


6206240320 Forwards check In response to order impoting ciyil monetary 
penalty 

LINDER, F Da iryUnd Power Caoperative 02/06/14. DEYOUNG, R>C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 

13596 193 24X Fiche 50-4094 62/06/14,020624 0320 


8206200394 Forwards IE Mgt Meeting Repfc 50-409/81-84 on 0UOO9. No 
nencompl lance noted 

KEPPLER.U G Region 3. Office of Director 62/06/22 LINDER, F Vi. 
Dairyland Power Cooperative. 3pp 13621*142 24X 

Riche- 50-409, 82/06/22, 02O62BO394 


—0206200410 IE Hgt Meeting Rept 30-409/81-24 on 81 1009. No noncompl lane e 
noted Major areas discussed systematic assessment of 
licensee perf ormanc ■# Jul 19B0-Jun* 1901 Overall regulatory 
ptrfornancs adequa be. Mg t attention nesiiei] in listed arees. 

# Region 3. afficaof Director 62/06/58. 24pp, 13621:144 S4X 

Fiche 50-409, 92/06/22, 0206200394 


R. Periodic operating reports b related correspondence 


8206010213 Forward* monthly operating rept for Apr 1982, 

LINDER, F Dairyland Power Cooperative 82/03/03 Office of 
Hanagement and Program Analysis ip. 133D0. 007. 84X 

Fiche 30-409, 02/05/05, 8206010213 


—0206010213 Monthly operating rept for Apr 1962, 

OADON, O R Dairyland Power Cooperative 82/03/03 lOpp 
13300 080 24X Fiche. 30-409, 82/03/05,6206010813 


0206150204 Forwards monthly operating rept for May 1902 

LINDERpF. Dairyland Pniiier Cooperative 02/06/09 Office of 
Management and Program Analysis Ip 13S05 326 24X 

Fiche* 30-409, 82/06/09, 0506150504. 


-''8206150290 Monthly operating rept for Msy 1902 

GOODMAN# L 0. Dairyland Power Cooperative 82/06/04 I3pp 
13503:327. a4X Fi cha : 50-407# 02/06/09,8506150204. 
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8 Rtportabl# Dccurr»nceii LERa & raUtsd curreapondanca 


B206020S6& RO S2-H on BaOS23j dur Ing type B «c C surveillanca laakege 
teitlngr d«grad«tion <fl&cover«d in primary raa-ctar 
containmant high pr*»ii*re fvc water containment ieolation 
valve. Repalre will be accomplUhcd h rateata perforeied 
LINDERiF Dairy land Pouer Cooperative 92/03/24 HEPPLER# J 0 
Raglan 3. Office of Director 2pp 13322 29^ 24X 

Fiche SO-40?, 02/03/24* Q20A02056^. 


020iil0025i> Forwardi LERs B2 - 009/0 LT-Or 02-0 10/01 T-’O it 02-OlI/OlT-O 
Detailed event analysle submitted 

LiNDERtF Dalryland Power Cooperatlva 02/06/02 KEPPLER»i/ 0 
Region 3* Office of Director 4pp 13-453 234 24X 

FI Che 50-409. 62/06/02. 82 0 6100256 


— 8206100262 LEB B2-009/01T-0 on B205a0» luh 1 le performing typo C leak 
tests on retention tank pump discharge valve, leakage flow 
rate found exceeding Tech Spec limit Cause not stated 
Valve relapped It restroked. 

OQODKARj L S Dalryland Power Cooperative 82/06/02 Region 3t 
Office of Director. ip 13433 238 24X Ficho 50-409.82/06/02. 

6206100256 


— 8206100267 LER a2-OlO/OlT-0 on S20a31i while performing type C leak 
tests on containment bldg heating steam condensate return 
iialation valve, leakag e flow rata found exceeding Tech Spec 
limit Cause not stated Valve internals replaced 

ODODHAN.L 8 Dalryland Power Cooperative. B2/O6/02 Region 3* 
Office of Director Ip 13453 239. 24X Flcha 50-409.82/06/02. 

B206 100256 


— 8206100270 LCR aR-OU/OlT-O on 820523. while performing leak tents on 
high pressure ivc water containment isolation valve tt 
electrical panetration Unit 5. leak flow rate f-ound exceeding 
Tech Spec limit Caused by hardening of epoxy sealant 
GOODMAN. L S Dalryland Power Cooperative 82/06/02 Region 3i 
Office of Director 2pp. 134S3 240 24X Flche 90-409.82/06/02. 

6206100256 


8206240190 Forwards LER fi2-008/03L-0 Detailed event analysis submitted 
LINDER. F Dalryland Power Cooperative 82/06/16 KEPPLERi J G 
Region 3. Office of Director 2pp 13997 190 24X 

Fiche 30-409.82/06/16,8206240190 


— B206240194 LER 02-OO8/O3L-O on 620517. high pressure svc water diesel 
pump lA failed to start Caused by chewed gear In starter 
motor Gear 6 starter motor replaced 

ODOOKANiL B Dalryland Power Cooperative 82/06/16 Region 3. 
Office of Director 3pp 13597 192 24X Fiche 50-409.82/06/16. 

8206240190 


8206240320 Forwards LER 82-OlS/OlT-O Detailed event analysis submitted 
LINDER, r Dalryland Power Cooperative 82/06/17 KEPPLER. J 0 
Region 3. Office of Director 2pp 13603 183 24X 

Fiche 50-409.82/06/17.8206240328 


—8206240331 LER B2-0tS/0lT-0 on 820616. both HPCB pumps placed in 
pullout LPCS valve control switch turned to close to 
prevent challenging of ECCS Caused by shift supervisor not 
cognizant of work scope involved w/change 

GOODMAN. U a Dalryland Power Cooperative 82/06/17 Region 3. 
Office of Director ip 13603 185 24X Fiche 50-409.82/06/17. 

8206240328 


8206290342 Forwards LER 82-0i2/03L-0 Detailed event analysis submitted 
LINDER. F Dalryland Power Cooperative 82/06/lB KEPPLER. J 0 
Region 3. Office of Director 2pp 13632 332 24X 

Fiche 90-409,82/06/18,8206290342 


—0206290350 LER e2-0l2/03L-0 on 820526. during refueling outage, 
containment bldg fire suppression header removed from svc 
to repair high pressure svc water containment isolation 
valve Header returned to svc upon completion of repairs 
GOODMAN. U S Dalryland Power Cooperative 82/06/18 Region 3. 
Office of Director Ip 13632 334 24X Fiche 90-409.82/06/18. 

8206290342 


8206190280 RQ 32-14 on 020605. u/r sector in operating condition 8 at 
50X10-6X power. review of shift supervisor log revealed 
primary water alpha activity of 7 46x10-6 uCi/gm Reactor 
shutdown conducted 820609 in accordance w/Tech 8pcc, 

LINDER. F Dalryland Power Cooperative 82/06/07 KEPPLER. J Q 
Region 3. Office of Director Spp 13499 347. a4X 
Fiche' 50-409. 02/06/07. 8206150280 


0206170138 Forwerdt LER 02-014/017-0. De tailed evant analysis submitted. 
LINDER. F Dairy land Fewer Cooperative. 02/06/09. KEPPLER, v) O. 
Regions. Office of Director. 3pp 13530.820. 24X 

Fiche; 90-409, 82/06/09. 0206170130 


—0806170145 LER 02-014/017-0, on 880605. dur ing 
outage, log review showed alphe activity of 
sample exceeded Tech Spec limits. Caused by 
cladding during previous fuel cycles 
GOODMAN. L. 8 Dalryland Power Cooperative 
Office of Director 4pp. 13930.22 3 24X 

8206170 139. 


startup from refueling 
primary coolant 
degraded fuel 

02/06/0? Region 3. 
Fiche; 50-409. 82/06/09, 


8206150212 Requests permission to increase primer y eye temp above 
212 F. predicated by 020609 shutdown due to primary coolant 
alpha activity in excesi of Tech Spec limits. 

LINDER, F Dalryland Power Cooperative 88/06/10 EISENHOTi D 0 
Division of Licensing Ip 13904.396, 24X Fiche: 50-409.82/06/10, 

5806150212 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 
A App 1 ication/construction stage documents St correspondence 


02O62BOO71 Addl response to FDIA request for eight categories of 
documen ts. Forwards documents listed in App A Documents 
listed in App B available in PDR Confidential financial 
Info deleted 

FELTON. J M Division of Rules and Records 88/05/12 MCMURRAY. C H 
Kirkpatrick. Lockhart. Hill. Christopher 6 Phillips S6pp 
13638 055 24X Fiche 50-000,82/05/12.8206280071 


—0103080313 Updatee 801828 memo re decisions for degraded cooling 
rulemaking Steering group to Issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misoperatlon provided 
MEDEIROB.M 8 Reactor Systems Standards Branch, 81/08/02. 
ARLOTTQ.O A Division of Engineering Standards 20pp 13630’ 102, 
a4X Fiche. 50-000.82/05/12.8206200071. 


9206000336 Responds to 820422 request for addl Info re design it const 
of radwaste bldg Requirements of American Concrete Inst Bldg 
Code Requirements for Reinforced Concrete ACI-SIB-?! will 
be met 

RHODE. 0 K Niagara Mohawk Power Corp 82/06/03 5CHNENCER. A 
Licensing Branch 2 2pp 13417 144 24X Fiche* 50-410, 02/06/03, 

8206080336 


--0206150218 Forwards LER 62-014/01T-0 Detailed event analysis submitted 
LINDER, F Dalrulanif Power Cooperative. 62/06/09 HEPPLERi^/.O 
nirector 5pp 13904:39 7 24X 

''206150213 


8206300398 Addl response to FOIA request for documents re canceUatiatii 
postponement, termination or deferral of nuclear plant 
const since 800101 Forwards documents listed In app 
FELTON. J M Division of Rules and Records. 08/06/07. DDI.K 
Critical Maes Energy Project Spp 13678.215. 24X 

Fiche 30-000. 82/06/07. 8206300392 


— 8806300409 Forwards estimate of units to be canceled or indefinitely 
deferred. per request 

CORNELL. K Office of the Executive Director for Operations 
02/03/19 AHEARNE, J Commisiionen 2pp 13678 237 24 X 

Fiche 50-000. B2/06/07, 8206300398 


6206090193 Generic Ltr 82-11 to alt LNR reactor plant licensees li 
applicants re transmittal of NUREG~0916 relative to 
restart of RE Ginna Rept documents findings re cause of 
event N/o encl, 

EISENHUT.DO, Division of Licensing. 82/06/0? HAUSPURO.A 
Consolidated Edison Co of New York SCHNEIDER.F W, Public Service 
Electric &. Gas Co of New Jersey FICANDENTI.F J. Atlantic City 
Electric Co I3pp 13557 349 24X Ficho* 50-000, 82/06/09. 

8806090153 



DOCKETED ITEMS 


I Financial information 


QSO&OZOaiS Foriuard4 Annual Financial Rapts l?8i far Niagara Mohauk 
Powar CorpfNY Stata Elactrlc & Oas Corpj LiLGOi Roch ester Oaa 
h Electric Corp & Central Hudson Oas & Electric Corp 
TROSTEN.L M LeBoeoff Lamb, Lelby & MacRae TROSTEN. L M Niagara 
Mohauk Pouer Corp B3/0fi/Z7 DENTON, H R Office of Nuclear Reactor 
Regulation, Director ip 13324 022 a4X Flche 30-000*82/03/27, 
8206020312 


—8206020438 Annual Financial Rept 1981 

« Central Kudion Oas 8, Elactric Corp 82/03/01 72pp 
13324 183 24X Fiche 50-000,82/03/27,8206030312 


Q Inspection reports, lE Bulletins it correspondence 


8206040177 Forward* IE Insp Rept 50-410/B2-03 on BaO329“0430 it notice 
of violation 

STAROSTECKli R Division of Project ti Resident Programs 82/05/1? 
RHODE. 0 K Niagara Mohawk Potuar Corp 2pp 1333? 294 24X 

Fiche 50-410,82/03/19,8306040177 


— 82060401B1 Notice of violation from Insp on 620329-0430 

STAROSTECKl ,R Division of Project it Realdent Programs 82/03/19 
2pp 13339 296 84X Fiche. 50-410, 82/03/19, 8206040177 


—8206040187 IE Insp Rept 50-410/82-03 on 020329-0430 Noncompliance 
noted lnadeq.uate fillet welds designed to support cable trag 
cross brae i ng, fai lure to control welding procedures t, lack 
of procurement document control 

SCHULZ, R D , VARELA, A A , KISTER, H. B Division of Project it 
Resident Programs 82/03/14 SOpp 13359 298. 24X 

Fiche. 30-410, 02/03/25, B206040177 


8206170241 Forwards IE Insp Rept 80-410/82-04 on 620311-13 No 
noncomp 1 iance noted 

MARTIN,! T Division of Engineering it Technical Programs 82/05/26 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 13533 180 24X 

Fiche. 80-410, 82/05/26,8806170241 


—8206170245 IE Insp Rept 30-410/82-04 on 820311-13 No noncompl i ance 
noted Major areas inspectsd electrical components installed, 
implementation of QA plana St instructions associated 
w/eciuipment storage 

F1NKEL,A E , BECKMAN, D A Division of Engineering it Technical 
Programs 82/03/25 5pp. 13533 182 24X Fiche. 50-410, 82/03/26, 

0206170241 


8202040147 IE Info Notice B3-i5, *'Noti f ication of NRC " Bve list end, 
DEVOUNO, R C Director's Office, Office of Inspection and 
Enforcement. 82/05/28 107pp 13426-095 24X 

Fiche 50-000,82/05/20,8202040147 


8204210370 IE Info Notice 82-16, «'HPCI/RCIC High Steam Flow Setpoints “ 
8vc list end. 

JORDAN. E.L Division of Engineering it Oualltg Assurance 82/03/20 
103pp 13440*264 24X Fiche 50-000,82/05/28,8204210370 


82042103BO IE Bulletin 82-02, "Degradation of Threaded Feeteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end 

DEVOUNO, R.C Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOSpp, 13527*150. 24X 

Fiche. 30-000, 82/06/02, 8204210380 


0204210383 IE Info Notice 82-17, "Overpressur i *ation of RCS. ” 8vc list 
enc 1. 

JORDAN, E L Division of Engineering it Oualltg Assurance 82/06/11 
106pp. 10675.258. a4X Fiche 30-000,82/06/11,8804210383. 


0204210394 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Matl by Workers " 9vc list end. 

DEVOUNO, R C, Director's Office, Office of Inspection and 
Enforcement 82/06/11. I20pp 13675.189 24X 

Fiche 30-000,82/06/11,0204210304 


0206290396 Forwards IE Insp Rept 50-410/B2-05 on 820510-0603. No 
noncompliance noted 

STAROSTECKl, R Division of Project Resident Programs, 82/06/14. 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 13634; 220. 24X 

Fiche 50-410, 02/06/14,8206290396. 


—0206290401 IE Insp Rept 50-410/82-05 on 820510-0603 No noncompliance 
noted Major areas inspseted* p Ips cold bending, HVAC ductwork, 
weldlng-p ip Ing, heat treating-p Iplng , f uel storage pool & 
structural steel welding. 

SCHULZ, R D , KISTER, H B Division of Project S, Resident Progreeis 
02/06/11 12pp 13634*230 24X Fiche* 30-410, 02/06/14, 0206290396 


B Reportable occurrences, LERs & related correspondence 


8206080396 Interim deficiency rept re uielding of ABME I II, Class 1 
joints using ASHE III, Class 2 & 3 cjeldlng procedurest 
initially reported 820439 Ten ASME II I, Clast 1 joints welded 
using Class 2 3 procedures Final rept expected bg 820831 

RHODE,0 K Niagara Mohawk Power Corp 82/03/26 BTARQSTECK 1 . R. 
Region 1, Office of Director 2pp. 13417 120 a4X 
Fiche* SO-410, 62/05/26,8306080396. 


8206000407 Final deficiency rept re use of uncertified enmputer program 
to analgia rock movement, In 1 tia 1 Ig repnrtad 820426 Job- 
specific certification of MARC-CDC computer program 
performed. Tes t runs shnieed satisfactory results. 

RHODE, 0 K Niagara Mohawk Power Corp 82/05/26, STAROSTECKl, R 
Region 1, Office of Director Spp 13417 018 24X 

Fiche 30-410. 82/05/26, 8206080407. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A Application/co-nstructian stage documents & correspondence 


8206090133 Oeneric Ltr 82-11 to all LWR reactor plant licensees 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings ra cause of 
event W/o enc 1 

EISENHUT,DO Division of Licensing 82/06/09 HAUaPURO, A 

Consolidated Edison Co. of New York OirrHRIE,0. M Oulf Power Co 

LINDER, F. Dalrgland Power Cooperative 13pp. 13597 349 24X 

Fiche. 90-000, 82/06/09, 8S06090193 


F. Becurltg, medical, emergency it fire protection plans 


8206090002 Responds to F01A requsst for documents re Comntlsiion 
decision to evtend deadline for licensees to implement 
prompt notlf i cati on sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, JM Division of Rules and Records 82/05/11 REYNOLDS, N. 8 
Debevolse & Liberman 3pp, 13494:003 24X Fiche 30-000, 82/05/ ll, 

8206090002 


—8203110481 Submits monthly update of status of implementation of pror 
notification sgs 

SPENCER, 0,8 Division of Technical Inspection 82/01/05. 
ORIMEG.BK. Division of Emsrgencg Preparedness. 8pp 13454 176 
24X Fiche. 5 0-000, 82/05/11,8206090002, 


— 0206090088 Provides implementation statu* of prompt not i f lea t Ion sg* 
for fac illtlas. Eight licensses failed to meet 820201 
dead line 

DIRCKS, W J Office of the Executive Director for Operations. 
82/03/04 PALLADINO,N Commissioners. Ip 134945196 24X 

Fiche* 50-000, 82/05/11, 8206090002 


— 8209060494 Forwards monthly status rept of licsnsie Implementation o 
prompt notification sgs 

DIRCKS, W J Office of the Executive Director for Operation*. 
82/03/30. PALLADlNOrN J. Commis* i oners 2pp. 13434.252. 24X 

Fiche 90-000,02/05/11,8206090002. 


0 Inspection reports, IE Bulletins 8< correspondenc e 


8201200497 Confirms NRC Region 1 plan to perform indepenttent 
verification insp using NRC Independent measurements van tc 
contractor technicians under NRC direction. Insp will begin 
on 020110 t( take approx 6 wVs to cotnplate 

MARTIN,! T. Division of Engineering 8, Technical Inspection 
G2/Ot/Oa, U00LEVER,E, J Duquesne Light Co. 2pp 11622*207 24X 

Fiche 50-412,82/01/00.8201200497 


8202040147 JE Info Notice 02-15, "Notification of NRC " Sve list end. 
DEVOUNO, R.C Director's Office, Office of Inspection end 

Enforcement 82/09/28 i07pp 13426’ 095. 24X 

Fiche; 90-000, 82/05/28, 0202040147 


8204210370 IE Info Notice 02-16i "HPCI/RCIC High Steam Flow ectpolnts. 
Bve list end, 

JORDAN, E L Division of Engineering tt Quality Assurance. 82/05/28. 
iOSpp. 13440.264. 24X Fi Che: 50-000, 82/05/20, 8204210378 


8204210300 IE Bulletin 82-02, **D»gradat 1 on of Threaded Fasteners in 
Reactor Coolant Praesura Boundary of PWR Plants '• 

8vc list end, 

DEVOUNO* R C Director's Office, OfficB of Inspection and 

Enforcement 02/06/02 tOSpp 13327* ISO 24X 

Fiche 90-000, 82/06/02, 8204210380 


312 


DOCKETED ITEMS 


8206190113 Mi rtctlpt of 920526 Itr informing NRC of steps teten to 
correct violations noted In IE Imp Rept 50-413/82-02 
BTAROSTECKti R Division of Project & Rssideivt Programs BS/OA/IO 
MOOLEVERfE J Duquesne Lljght Co. ip. 13509 08t. 24X 

riche 90-4 12r 82/06/10/ 0206150113. 


— 0206190119 Respands to NRC 820421 Itr rs violations noted tn 1£ tn&p 
Rfpt 90-412/02-02 Corrective aetlons^stop uork order issued 
against welding trunnions to pipe b QC <fltup attribute)- 
assignment for pipe support attachment weld to be Increased 
HlK)LEVERiE J Duquesne Light Co 02/09/26 STARQSTECKI/ R. 
Division of Engineering b Technical Program* 9pp 13305 002 
24X riche 50-412/82/06/10.8206150113 


0304210383 IE Info Notice 02-17. "Qverpressur I ration of RC8 “ Bvc list 
end 

JORDAN, E i. Division of Enslneering 6 Oualitg Asswranee B2/06/11 
106pp, 13675 258 24X Fiche* 50-000. 02/06/ 1 li B2042103B3 


0204210384 IE Info Notice 02-lBi "Aisessment of Intakes of Radioactive 
Natl bg Worker* *' Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/11. t20pp 13675 169 24X 

riche SO- 000. 02/06/ 1 1 r 0204210304. 


a Reportable occurrences. LERi b related correspondence 


0306170065 Interim Deficiency Rept 4 re Slgniflcent Deficiency Rept 
bo- 06 concerning closure problem on Westlnghoose motor- 
operated gate valves Field Change Noti'Ce DMWM-t0544 
Implemented Next rept ulll be Issutif by 821101. 

WOOLEVERfE J Duquesne Light Co. 02/06/02. HAYNE3, R. C Region 1. 
Office of Director 3pp 13529:343 24X Fleher 50-412, 82/06/02. 

0206170065 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT 1 


A App lication/construction stage dotuments b correspondence 


820602D009 Forwards request for eddl Info in instrumentation b control 
sgt area Response due bg B30630. 

ADEN9AK.E 0 Llcbnfinp Branch 4. 02/09/21. PARKER, W 0 Duke Power 

Co 9pp, 13333'001 24 X FI Che: 90-413. 02/09/21. 8206020009 


0206070248 Advises that detailed control roam design review will be 
contTucted prior to fuel load 

PARKER, W.O Duke Power Co. 02/05/24. DENTON, H R. Office of 
Nuclear Reactor Reguletloni Dlrectar> ADENGAhf, E, 0, Licensing Branch 
4 Ip 13370 351 S4X Fichei 50-4134 62/05/24, 0206070348 


0206290457 Forwards request for eddl info re steam generator power 
operated relief valve isalatlon. i nstrumerlte tion used to 
initiate safety functions, aux 1 1 lary feedwater sys. feedwater 
isolation on high doghouse level b remote shutdown 

ADEN8AH/E 0 Licensing Branch 4. 02/06/09. PARKER. W. 0 Duke Power 

Co. 19pp 13660.083. 34X Flc he: 50-413. 83/06/094 8206290457, 


8306890639 Forwards request for add I info re mechanical design 
documentation to complete licensing review. Info requested 
by 020730 

AOENSAN.E 0 Licensing Branch 4. 02/06/09. PARKER. UI.O Duke Power 

Co. 5pp 13698.143, S4K Flc he: 50-413, 82/06/09. Q206890639. 


0206170171 Application for Amend 27 to OL app I ications, consleting of 
Revision 9 to F8AR. 

PARKER. U 0 Duke Power Go. 82/06/11 DENTON. H R. Office of 

Nuclear Reactor Regulation! Director ADEN8AN, E 0. Lictnslng Branch 

4 2pp 13539'239 24X Flche: 50-413! 83/06/1 1. B8061 70171 


0206820460 Facilitates F6AR review ca-flip letion by brensni tting 
responses. revised responses b partial reiponiei to encl FBAR 
questions 

PARKER. H a Duka Power Co. 82/06/tl. DENTON. H R. Office of 
Nuclear Reactor Regulation* Director> ADENSAN. E 0. Licensing Branch 
4 40pp 13901; 090. 24X Fiche: 90-413.82/06/11. 0206220460 


0206210612 Forwards "Equipment Qual 1 ficai Ion. NUREO-OSSB aubnittal » 
PARKER. H 0. Duke Power Co. 08/06/17 DENTON^ H R, Office of 

Nuclear Reactor Regulation* Director. ADENSAM. E, 0. Licensing Branch 

4. 2pp. 13961 126 24X Flche: 50-4 1 34 83706/17. 8206210612 


—0206210618 "Equipment Oualif ication NUREO-OSBa Submittal " 
e Duke Power Co 82/06/17. 190pp. 13561 120 24X 

FI ch e ' 90-4 1 3. 82/06/ 1 7j 02062 10612, 


0206230000 Forwards request for addl info re Instrumentation b cantrol 
sgs concern for containment pressure control sus. Info needed 
by 920630. 

AOENBAM, E 0 Licensing Branch 4. 02/06/10. PARKER, W. 0, Duke Power 

Co, 4pp. 13993:234 24X Flch a; 90-413,83/06/18. 0206230000 


F Security, medical, emergency b fire protection plans 


B206070466 Forwards Region 2 incident responee plan dtd Nar 1902 Plan 
issued as Sup pi 2 to NURE0-0e45. "Agency Procedures for NRC 
Incident Response plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

STOHR, J P Division of Emergency Preparedness b Operational Support 
82/09/12 PARKER. « 0 Duke Power Co Ip 13374 214 24X 

Fiche 90-000.82/05/12.0206070466 


0206040324 Forwards Revision 1 laddl pages) to security plan Revision 
withheld Cref iOCFR7a 21) 

PARKER* W Q Duke Power Co 02/05/27 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADEN BAM. E 0 Licensing Branch 

4 2pp 13394 075 24X Fiche 90-413.02/09/27.0206040324 


8206150306 Responds to NRC 810723 Itr re schedule for Installation 
of public notification sys Final design b installation 
schedule have not been finalized Info will be submitted by 
020730 

PARKER. U O Duke Power Co 82/06/0? BENTON. H R Office of 

Nuclear Reactor Regulation, Director ADEN BAM. E 0 Licensing Branch 

4 NEWTON. F Federal Emergency Management Agency 2pp. 13505 354 
S4X Fiche 50-413.82/06/09.8206150306 


0 Adjudicatory correspondence 


6206040028 Response to first set of interrogatories b document 
production request* b motion for protective order re 
Contentions 6.7,16.40 h 43 Certificate of 0vc end 
OUILD.R Palmetto Alliance GUILD, R Guild. R 82/05/26 
Off tee of the Executive Legal Director App 13348' 240, 24X 

Fiche 50-413.82/09/26,0206040028 


8206070140 Order soliciting comments on encl draft order staying 
discovery 

KELLEY. J L Atomic Bafety and Licensing Board Panel 02/06/02 
Spp 13360*350 24X Fiche 90-413.82/06/02.8206070140 


0206160106 Response to Palmetto Alliance 020510 response to ABLD 
questions b motion re Security Contention 23 Alliance 
Contention 23 should be dismissed since Alliance refuses to 
execute nondisclosure af f idavi t. H/Cer tif ica te of Svc 
CARR. A V. Duke Power Co. CARR. A Y Debevolse b Liberman 
82/06/11 Atomic Bafety and Licensing Board Panel 26pp 
13914.316 24X Fiche 90-413.82/06/11.6206160106 


8206170263 Response opposing Palmetto Alliance 820510 motion re 
litigation of security contention Alliance failed to obtain 
security plan expert Unavailability of expert unsupported 
Challetigs to regulations improper. W/Cartifl cate of Bvc. 

JOHNSON. 0 £, Hearing Branch 4 82/06/11 Atomic Safety and 

Licensing Board Panel 15pp, 13933,130. 24X Fiche. 90-413. 82/06/1 1. 

0206170263 


6206170119 Advises that NRC review of liquid b gasaous emissions 
isource term) resulting from normal plant operation. re 
Charlotte-Mec klenburg Environ Coalition Contentions 1 b 2. 
will be included in SER 

JOHNSON.OE Hearing Branch 4 02/06/19 KELLEY. J L , FOSTER. R. F, , 

CALLIHAN. D. Atomic Safety and Licensing Board Panel 2pp 
13530,180 24X Fiche 50-413.02/06/19,0206170119 


8206170291 Comments supporting ABLB proposed order which would stay 
formal discovery on all admitted contentions except Palmetto 
Alliance Contention 0.19 b 16, If Alliance contentions 
admitted, disc overy would take p lace. Certifi cate of 8vc encl. 

JOHNSON. G.E Hearing Branch 4 02/06/15. Atomic Safety and 

Licensing Board Panel 6pp 13934.023 24X Fiche' 90-413. 82/06/15, 

0206170291. 


8206170336 Comments re ABLB proposed order staying discovery pending 
rulings on certified ques tlons. Proposed order sets forth 
reasonable course of conduct given present circumstances 
Gertlftcate of Svc end Related correspondence 

MCOARRYiJ.M Duke Power Co MCOARRY. J M Debevolse b Liberman 
02/06/19 3pp 13531 016 24X Fiche 90-4 13. 02/06/15, 0206170336. 


8206280209 Notice of change of address, Certificate of Svc encl 

BELK. D R Safe Energy Alliance. 02/06/21 3pp. 13624:199. 24X 

Fiche. 50-413. 82/06/31. 82062B0209. 


6206240066 Confirms 820621 conversation. In which Char lotte-Meck lent urg 
Environ Coalition agreed to respond informally to NRC 820430 
first set of Interrogatories b document production requests 
Discovery on contentions may' continue on voluntary basis. 

JOHNSON.OE Hearing Branch 4, 02/06/22 PRESLER.H Affiliation 

Unknown, 2pp 13999*294. 24X Fiche 90-413,82/06/22.6206240060 



DOCKETED ITEMS 


K Utility Final gafaty Analyils Raport {F8AR ) & amantfs 


820£>l7O17l Application for Amand 27 to OL app Ucationa« cona titl no of 
Revision 5 to F8AR 

FARKERiW a Dute Power Co 82/06/11 DENTON, H R Office of 
fJ'uclear Reactor Regulation, Director ADENSAM, E 0 Liceneing Branch 
4 Spp 13333 233 24X Fiche 50-4 13, 82/06/11, S2061 70171 


•6206170182 Revision 5 to F9AR Seven overeiz# drawings one! Aperture 
cards are available in PDR 

» Duke Power Co 82/06/11 900pp 13535 237 24 X 

FI Che 50-413,82/06/11.8206170171 


Q Inspection reports, IE Bulletins 9( correspondence 


8206070793 Ac k receipt of IE Inap Rept 50-413/82-08. No proprietary 
In f o. 

PARKER, U 0. Duke Power Co. 82/05/20 0 'REILLY, J P. Region 2, 
Office of Director Ip. 13389 151 24X Fiche 50-413,82/03/20, 
8206070733 


8206070741 Advisee that info contained in IE Insp Repts 30-413/82-11 & 
50-414/02-09 Is proprietary it should b« withheld 
<reP 10CFR73 21) 

PARKER, H O Duke Power Co 82/03/21 Q'REILUYrJ P Region 2, 
Office of Director Ip 13389 153. 24X Flchs 30-413,02/05/21, 

8206070741 


0206070472 Ac k receipt of 020505 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-413/02-07 it 
30-414/82-07 

LENISfR C. Division of Project ii Resident Programs. 82/03/26 
PARKER, W 0 Duke Power Co. Ip 13375 025, 24X 

Fiche; 30-413. 02/09/26, 0206070472 


“8206070477 Responds to NRC 020413 Ur re violations noted in IE Insp 
Repts 50-413/82-07 50-414/02-07. Correct ive actions: welder ■ 

instructed to notify ' inspector s after alteration of 
previously accepted fit-up geometries 

PARKER, W 0 Duke Power Co 82/05/03 0 'REILLY, JP Region 2, 

Office of Director 2pp 13373' 026 24X Fiche* 50-413, 02/09/26, 

8206070472. 


■0206070480 Forwards IE Insp Repts 50-413/B2-07 & 50-414/82-07 on 
020226-0325 Ir notice of violation 

LEWIBiR.C Division of Projact 8, Resident Programs. 82/04/13 
PARKER, W.O. Duke Power Co 2pp 13379 020 a4X 
Fiche. 50-4 1 3, 02/05/26. 8206070472 


— 0206070484 Notice of violation from insp on 820226-0323, 

a Division of Project it Resident Programs. 82/04/13, Ip, 
13375* 030. 24X Fiche; 30-413, 02/05/26, 8206070472 


•0206070488 IE Insp Repts 50-413/82-07 it 30-414/82-07 on 820226-0329 
Noncompliance noted Inadequate procedure for control of 
repair welding resulting In grinding performed after OC insp 
of excavation it prior to rewelding 

VAN DOORN,P.K. , BRYANT, J c Division of Project l< Resident 
Programs 82/04/12 7pp. 13379 031, a4X Fiche. 90-413, 82/05/26, 
8206070472. 


8204210384 IE Info Notice 82-18, ‘'Assessment of Intakes of Radioactive 
Matl by (>)orkeri " Sve list enc 1 

DEYOUNO,R.C Director's Office, Office of Inspection and 

Enforcement 82/06/11 J20pp. 13675 109, 24X 

Fiche 90-000,82/06/11,820421038 4 


0206300193 Advises that 820621 final Blgnificant Deficiency Rept 
5D 413-414/02-09 addresses concerns of IE Bulletin 81-02, 

8uppl 1, "Failure of Gate Type Valves to Close Against 

Differential Preseuro, " In response to 810010 request 

PARKER, N 0 Duke Pouer Co 02/06/21 O^REIUV, J, P Region 2, 

Office of Director. Ip 13692*348 24X Fiche 50-413.82/06/21, 

8206300193 


8 Reportable occurrences, LERs & related correspondence 


6206110298 Interim significant dsficiency rept re undersixid 
reinforcing fillet uald on branch connection, initial ly 
reported 820428, Craft 8, OC pereonnel retrained in fillet 
site requirements Repair completion expected by 621101 
PARKER.W 0 Duke Power Co 02/05/27, O'REILLY, JP Region 2, 
Office of Director. 3pp 1346 6 163 24X Fiche: 50-413, 82/03/27, 

8206110290. 


0206110248 Informs that Significant Deficiency Rept 9D 413-414/02-12 
re location of studs In embedded plates ielH be delayed 
until 020716 

PARKER, 0 Duke Power Co. 82/05/20 0'REILLY,JP Region 2, 
Office of Director. Ip 13466.204 a4X Fiche 50-413, 02/09/ 28i 
02061 L024B 


0206300193 Advises that 820621 final Significant Deficiency Rept 
8D 413-414/82-09 addresses •co.xcerns of !£ Bulletin 81-02, 

Suppl 1, 'Tel lure of Gate Type Valves to Close Agalnet 
Oilferentlal Pressure, " in response to 810018 request 
PARKER, W.O Duke Power Co 82/06/21. 0'nEIULY,JP Regions, 
Office Df Director. ip. 13652 348 24X Fiche; 50-413, 82/06/21, 

0206300193 


8206300201 Final Significant Deficiency Rept BD 413-414/02-09 re 
underalxing of electric motor operetori for Uestinghouee 
gate valvss per IE Bulletin 81-02, Buppt 1, initially reported 
820409. Westlnghouse operator sizing procedure revised 
PARKER, U G Duke Power Co. 82/06/21 O'REILLY, JP Region 2. 
Office of Director 3pp. 13695:335 84X Fiche 30-413, 02/06 /Si, 

8206300201, 


8206300148 RNO-II-82-070 on 020618, rad iograph y crew experienced 
discennec tion of radioactive lource while source outside 
shield, Caused not stated. Source safely returned to shield. 
UOODRUPF, R.L. , BARR,K Region 2, Office of Director. 02/06/22. 
2pp. 13659*309. 24X FI c he: 90-413, 82/06/22, 8206300148, 


8206300192 Part 21 rept re potential defect in eouplinge driva ilament 
of D8RV or D8R standby diesel g enerator. Affected lieensaes 
will be notified no later than 820715 

HILLS, L. L Traneacnerica Detaval, Inc B2/06/23 Diractor 'e 
Office, Office of Inspection and Enforcement. 2pp. 13693 328, 24X 

Fiche, 90-000, 02/06/23, 8206300192. 


02C2O4O147 IE Info-Notice 82-19, ''Notification of NRC '' Sve list end, 
DEYOVMO, R C. Director's Office, Office of Inspection and 
Enforcement 82/05/28. 107pp, 13426:095, 24X 

Fiche* 50-000, 02/05/20,8202040147 


8204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints, " 
8vc lilt end 

JORDAN, E.L Division of Engineering it Quality Assurance, 82/05/28. 
103pp. 13440.264, 24X Fiche: 50-000, 02/09/28, 8204210370 


6204210360 lE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundery of PNR Plants." 

Bve list end. 

DEYOUNOi R, C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOflpp 13327 150. 24X 

Fiche: 90-000, 82/06/02, 8204210380. 


8206220485 Ack receipt of IE Insp Rept 90-413/82-09 No proprietary 
info. 

PARKER, W D Duke Power Co 82/06/03 O'REILLY, J. P. Region 2, 
Office of Director ip 13981*001 24X Fiche. 50-413. 82/06/03, 
6206220489, 


02O4S1O3Q3 IE Info Notice 02-17, '‘Overpressur i xat ion of RCS, *’ 8vc list 
enc 1 

JORDAN, E L. Division of Enginesring 6 Quality Assurance 82/06/11 
I 06 pp, 13679:298. 24X Fiche* 90-000, 82/06/ 1 1, 8204210383 
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B206270&39 FaruJards rfqufl«t for dddl Info re niBChanlcal deiign 
documintA tton to complete licentlng revieui Info requested 
bg 820730. 

ADEN9AMiE-0 Llcemlng Branch 4 02/06/09. PARKEB, W 0 Dule Power 

Co 9pp 13690 143 24X Piche S0M13i aa/Q6/09« 0SO639O639 


0206170171 Application for Amend 27 to OL app 1 1 cattone« consist i ng of 
Revision 9 to F5AR, 

PARKER. W a Duke Power Co 02/06/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 13335 235 24X 

Fiche 30-413.82/06/11.8206170171 


9206220468 Facllibates F8AR review completion bg transmitting 
responses. revised rfaponsci U partial responses to end FSAR 
<iuef tlons 

PARKER. N 0 Duke Power Co 62/06/11 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENR'AKi E 0 Licensing Branch 

4 40pp 13381:090 24X Fiche 50-413.02/06/11.6206220460 


0206210612 Forwards ^Equipment Oualif lea tion i^OREO-OSaS Submittal *' 
PARKER. U □ Duke Pauer Co 82/06/17 DENTON. H R Office of 
Nuclear Reactor Regulation. Director. ADEN SAW. E 0 Licensing Branch 
4 2pp 13361. 126 24XPicheSO-4l3.es/0 6/l7.B206210612 


—0206210618 "Equlpmant Qualification NUREQ-OSBB Submittal 
e Duke Power Go 82/06/17 iSOpp 13561 128 24X 

Fiche 50-413.02/06/17.8206210612 


0206230088 Forwards request for addl info re instruminta tion it control 
sys concern for containment pressure control sgs Info needed 
by 820630 

ADEN8AH.E 0. Licensing Branch 4 82/K>6/lB PARKER. 14 0 Duke Power 

Co 4pp 13893:234 24 X Fiche 90-413.02/06/10.6206230080 


F Becurlt^r madical. emergency 6 fire protection plant 


GS06070466 For-wardt Region 2 incident response plan dtd tier 1902 Plan 
issued as Sup pi 2 to N1^REQ~084S. "Agency Procedures for NRC 
Incident Response Plan “ Plan should be of benefit to 
understanding of NRC response to emergency, ^/o end 
STOHR.vl P Division of Emergency Preparedness it Operational Support 
82/09/12 PARKER. WO Duke Power Co Ip 13374 314 S4X 
Fiche 30-000. 82/05/12. 6206070466. 


8206040324 Forwards Revision 1 (addl pagesl to security plan Revision 
withheld (ref iDCrR73. 211 

PARKER. W 0 Duke Power Co, 82/09/27 Dj^NTON. H.R Office of 

Nuclear Reactor Regulation. Director ADENSAH. E. Q Licanelng Branch 

4 app 13334:079 24X Fiche 5l)-4 13. 82/0 5/27. 6206040324. 


0206150306 ftesponde to NRC 810723 Itr re echedulo for installation 
of public notification sys Final design $( installation 
schedule have net been finaUretf Info ulll be submitted by 
820730. 

PARKER.W, 0 Duke Power Co 02/06/09 DENTONrH R. Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4, NEWTON. F Federal Emergency Nanagetnent Agency 2pp 13S03 354 
24X Fiehl 90-413.02/06/09.8206150306 


0. Adjudicatory correspondence 


8206040028 Response to first set of interrogatories U document 
production requests 6 motion for protective order re 
Contentions 6.74 10.40 6 43 Certificate of 0vc end 
OUILD.R Palmetto Alliance. OUILO.R Guild. R. 02/09/26 

Office of the Executive Legal Director 4pp 13348:240 24X 

Fiche 90-413.82/09/26.6206040028 


0206070140 Order soliciting comments on end draft order staying 
discovery 

KELLEY. L Atomic Safety and Licensing Board Panel 82/06/02 
3pp. 13368.330 . 24X Fiche 90-413.82/06/02,3206070140. 


0206160106 Response to Palmetto Alliance 020310 response to ASL0 
quastions 6 motion re Security Contention 23 Alliance 
Contention 23 should be dismissed since Alliance refuses in 
execute nondi tc I osurt af f idavit. W/Certi f lea te of Sve 
..AHM * .. - CARR, a. V. Debevoise I, Liberman 

omic Safety and Licensing Board Panel 28pp 
“ 1 . 30-4 1 3. 82 /06/ 1 1 . 0206 J 60106 


aslng Palmetto Alliance 020910 motion re 
r contention Alliance failed to pbteln 
Jnavallabl lity of expert unsupported 
>ns Improper. W/Certifi cate of 8vc, 

Branch 4. 02/06/Ll, Atemic Safety and 

19pp. 13933* 130. 24X richer 50-413. 02/06/11, 


0206170119 Advises that NRC review of liquid 6 gaseous emissions 
(source term) resulting from normal plant operatiDn. re 
Charlotte-Hec k lenfaurg Environ Coalition Contentions 1 It 2. 
will be included in SER 

JOHNSON. 0 E Hearing Branch 4 82/06/13 KELLEY. J L . FOSTER. R F , 

CALLlHANi D Atomic Safety and Licensing Board Panol 2pp 
13330 IGD 24X Fiche 50-413,82/06/15.0206170119 


8206170251 Comments supporting ASLB proposed order which would stay 
formal discovery on all admitted contentions except Palmetto 
Alliance Contention 8.15 & 16 If Alliance contentions 
admitted, d Isc overy would take place Certificate of Sve end 
JOHNSON. 0 E Hearing Branch 4 82/06/13 Atomic Safety and 

Licensing Board Panel 6pp (3534 023 24X Fiche 90-413.02/06/15, 

8206170291 


8206170336 Comments re ASLB proposed order staying discovery pending 
rulings on certified questions Proposed order sets forth 
reasonable course of conduct given present circumstances. 
Certificate of Sve end Related correspondence 

HCOARRV.J H Duke Power Co KCOARRV. J M Debevoise I, Liberman 
82/06/15 3pp 13531 016 24X Fiche 50-413. 02/06/15, 8206170336 


9206280209 Notice of change of address Certificate of 8vc end 

BELK. D R Safe Energy Alliance 82/06/21 3pp 13624 199 24X 

Fiche 50-413, 02/06/21. 6206200209 


0206240066 Confirms 8206S1 conversation. in which Char lotta-Mec k lenburg 
Environ Coalition agreed to respond informally to NRC 020430 
first set of interrogatories t, document production requests 
Discovery on contentions may continue on voluntary basis 
JOHNSON. 0 E Hearing Branch 4 82/06/22 PRESLER. H Affiliation 

Unknown 2pp 13599294 24X Fiche 90-413.82/06/22.8206240069 


K Utility Final Safety Analysis Report (FSAR) & amends 


8206170171 Application for Amend 27 to OL app 1 ications, consisting of 
Revision 3 to FSAR 

PARKER. U 0 Duke Power Co 82/06/11, DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN B AM. E 0 Licensing Branch 

4 2pp 13339 239 24X Fiche 90-413.02/06/11.8206170171 


— 8206170162 Revision 5 to FSAR Seven oversiie drawings end Aperture 
cards are available in PDR 

a Duke Power Co S2/06/11 900pp. 13539 237 24X 

Fiche 60-413,02/06/11.8206170171 


0 Inspection reports. IE Bulletins It correep ondence 


6206070741 Advi that info contained In IE Insp Repts 90-413/02-lJ i 
90-414/83^0 is proprietary & should be withheld 
(ref lOCFR’ 21) 

PARKER, R II Duke Power Co 82/09/21 O^REILLY. J. P Region 2, 

Of fir. tf Director Ip 13389 199 24X Fiche 30-413,62/09/21, 

02060 '^741 


8206070472 Ack receipt of 820909 Itr informing NRC of steps taken to 
correct violations noted in lE tnsp Repts 90-413/82-07 St 
90-414/02-07 

LEWIB.R C Division of Project St Resident Programs. 82/03/26 
PARKER. W.O, Duke Power Co Ip. 13379 029. 24X 

Fiche* 50-413. 82/09/26, 0206070472 


— 0206070477 Responds to NRC 820413 Hr re violations noted in IE Insp 
Repts SO-413/82-07 St 50-414/02-07 Corrective actions, welder s 
instructed to notify inspectors after alteration of 
previously accepted fit-up geometries, 

PARKER. H 0 Duke Power Co 02/09/05 O'REILLY, J.P Region 2, 
Office of Director 2pp 13379' 026 24X Fiche* 90-413. 02/09/26, 

0206070472 


—8206070480 Forwards lE Insp Repts 30-413/82-07 S, 50-414/02-07 on 
020226-0329 St notice of violation 

LEWIS, R C Division of Project St Resident Programs. 02/04/13 
PARKER, W.D. Duke Power Co 2pp 13379*020, 24X 

Fiche 90-413,82/09/26,0206070472 


— B20607O484 Notice of violation from Insp on 020226-0329 

* Division of Project i Resident Programs 02/04/13 Ip 
13375 030. 24K Fiche 90-413.02/09/26.0206070472 


— 0206070400 IE Insp Repts 90-413/02-07 St 90-414/82-07 on 020226-0325 
Noncomptiance noted inadequate procedure for control of 
repair welding resulting In grinding performed after QC insp 
of excavation St prior to reweldlng 

VAN DQQRN, P K , BRYANT, J C. Division of Project S* Resident 
Programs 02/04/12 7pp 13379*031. 84X Fiche' 90-413. 82/05/26. 

0206070472, 


DOCKETED ITEMS 


31 


e?(>2040l47 IE Info Nobic« 82-15i ^'Nolsif Ication of NRC Svc li«t ontX 
DEY0UN9, R C Director Office. Office of Inspection and 
EnfoTcement 02/03/23 I07pp 13426 CWS 24X 
rich* 30-000.02/03/2010202040147 


620421037B IE Info Notice 82-16. '•HPCI/RCIC High Steam Floui Setpoints “ 
Svc list end 

JDROiAN. E L Division of Engineering St Qualltg Assurance B2/05/2B 
I03pp 13440 264 a4X Fithe 30-000.82/03/28.0204210370 


0204210390 IE Dtilletln 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundarg of PUR Plants 
Svc list end 

DEYQONOi R C Director's Office. Office of Inspection and 

enforcement 02/06/02 lOBpp 13527 ISO 24X 

Fiche 50-000. 02/06/02. 0204210300 


B2048103B3 IE Info Notice 82-17. "Qverpressur i zatlon of RC3 Svc list 
«nc 1 

JORDANfE L Division of Engineering St Quality Assurance 82/06/11 
t069P 13673 230 24X Fiche 30-000.82/06/11.0204210303 


8204810304 IE Info Notice 82-10. "Assessment of Intakes of Radioactive 
Mat I by Workers " Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 120pp, 13673 189 24X 

Fiche: 50-000. 02/06/1 1. 0204210304 


0206300193 Advises that 820621 final Significant Deficiency Rept 
ED 413-414/02-09 addresses concerns of IE Dulletin 01-02. 

Svppl 1. "Failure of Gate Type Valves to Close Against 

Differential Pressure. " In response to 010010 request 

PARKER. W 0 Duke Pouiep Co, 02/06/21 a'RElLLYiJ^P Region 2. 

Office of Director Ip 13658 340 24X Fiche. 50-413. 82/06/21. 

S2063001<?3 


8 Reportable occurrences. LERs St related correspondence 


0206110890 Interim significant deficiency rept re undersized 
reinforcing fillet weld on branch connection. initially 
reported 020420 Craft OC personnel retrained in fillet 
size requirements Repair completion expected by 02X101 
PARKER, w D. Duke Power Co, 02/05/87 D'REILLV.J P Region 2. 
Office of Director 3pp 13466' 163 24X Fiche: 30-413.62/03/87. 

6206 1 1 0290 


0206110240 Informs that Significant Deficiency Rept 00 413-414/02-12 
re location of studs in embedded plates will be delayed 
until 880716 

PARKER. W 0 Duke Power Co 82/05/20 0 'REILLY. J.P Region 2, 

Office of Director Ip 13466 204 24X Fiche. 30-413. 02/O5/2B. 

0206110248 


6206300193 Advises that 020621 final Significant Deficiency Rept 
BO 413-414/02-09 addresses concerns of IE Dulletin 01-02. 

Suppl 1. "Failure of Oate Type Valves to Close Against 
Differential Pressure." in response to 810810 request 
PARKER. U □ Duke Power Co, 82/06/21 G'REILLY. J, P Region S. 
Office of Director, Ip 13632 340 24X Fiche' 30-413. 82/06/21. 

0206300193 


8206300201 Final Significant Deficiency Rept 0D 413-414/02-09 re 
underslzlng of electric motor operatora for Westinghous* 
gate valves per IE Dulletin 81-02.8uppl 1. initially reported 
020409, Westlnghouso operator sizing procedure revised 
PARKER. W □ Duke Power Co 82/06/21 Q 'REILLY. J, P. Region 2, 
Office Of Director. 3pp. 13633.333 24X Fiche' SD-413, 02/06/21. 

0206300201 


02D63OO192 Part 21 rept re potential defect in couplings drive element 
of DBRV or D0R itendby dlssel generator Affected licenieei 
will be notified no later than S20713 

HlLLa. L L Transamerica Deleva 1. Inc, B2/06/23 Director's 
Office. Office of Inspection and Enforcement 2pp 13653,320 24X 

Fiche* 50-000. 02/06/23. 0206300192 


DOCKET 30-416 OR AND GULF NUCLEAR STATION. UNIT i 


A. App 1 icetion/construc tlon stage documents Si correspondence 


02.05270043 Forwards repts by R Btrehlow re hydrogen control Sys at 
Bequoyah plant Issues raised by repts have been incorporated 
Into review of Grand Gulf hydrogen control tys. 

SCHWENCER.A Licensing Branch 2 02/03/17. MCGAUGHY. P. 

Mlsilsslppl Power Light Co, 2pp 13297 003. SAX 
Fiche. 30-000. 82/05/17. 0203270043. 


G2060103B1 Forwards responses /c lar if i cati ons re issues discussed in 
FSARf addr essi ng revisions to FBAR Section 12 5 Incorporation 
of revisions will be made pending util U NRC agreement on 
procedures required for po&t-OL FEAR amende 

DALE.L F Mississippi Power «c Light Co B2/05/26 DENTON. H R, 
Office of Nuclear Reactor Regulation. Biractor. 4pp 13301 296. 
24X Fiche, 50-416. B2/05/26. 05O6O1O3BL 


8206000257 Summarizes licensee Interpretation of Tech Spec 6 5 2 0 re 
safety review committee audits Util will submit change in 
Revision 3 to Qa Topical Rept MPL— TDP-IA to state 
interpretation & seek formal acceptance 

REAVE8.T E Mississippi Power 6 Light Co. 82/05/26 KAASS. W P 

Quality Assurance Branch 2pp 13419 043 24X 

Fiche 50-416. 02/05/26. B2O6O0O237 


B206D301BO Forwards info in response to J Humphrey concerns re 
containment designs All questions have bean adequately 
addressed for Mark III containments No further action 
necessary 

DALE.L F Hiislssippl Power 6 Light Co 02/03/20 DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director 23pp 13330' 03B 
24X Fiche 50-416. B2/ 03/28. 8206030100 


0206030197 Forwards Info in response to 020329 request re fast scram 
hydrodynamic loads on control rod drive sys 

DALE. L. F. mselsslppl Power i, Light Co B2/0S/2G DENTON. H. R 
Office of Nuclear Reactor Regulation. Director 4pp. 13337 31B 
24X Fiche. 50-416, 02/05/20. 8206030197 


6206030193 Forwards proposed changes to Tech Specs. Proposed changes in 
form of proof tc review pages w/proposed changes identified 
and Addl info will be furnished as required 

DALE.L F Misti ssippi Power L Light Co, 02/06/01 DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director Ip 13337*332 24X 

Fiche 50-416.02/06/01.8206030193 


— 0206030196 Proof review copy of proposed changes to Tech Spec Tablet 
2 2 1-1,3. 3 2-2r3 3 3-2.3 3 6-2,3. 3, 7 1-1.3 3.7, 8-1. 

4 3. 7 2-1 & 3. 3 a-2 it Pages 0/4 3-0i. 3/4 6-20.3/4 3-9. 

3/4 8-46 6 3/4 11-6. 

* Mississippi Power U Light Go. 02/06/01 13pp, 13337 323. S4X 

Fiche 50-416.02/06/01.0206030193 


6206090040 Advises that design, const L initial testing of facility 
essentially c ompl ete, Requests GL 

8TAMFLEY.N L. Mississippi Power It Light Co 02/06/04 DENTON, K R. 
Office of Nuclear Reactor Rcgulstlon. Director, 3pp 13436’ 301, 

24X Fiche 50-416^82/06/04.8206090040 


6206090051 Submits addl info re sensitivity of cantalnment response to 
heat sink nodelitatlon Heat sink nodal arrangement utilized 
in CLASlX-3 adequate Addl nodes in walls would have 
negligible effect 

DALE.L F Mississippi Power 4c Light Co 82/06/07 DENTON. H, R. 
Office of Nuclear Reactor Regulation* Director 2pp i3436 277. 

24X Fiche 50-416.82/06/07.0206090031 


8206090061 Forwards status of concerns re design qf Mark III 
containfnenti at result of 020927 msetlng of util*0E & 

□echtel Requests issuance of Low power DL 

MCOAVGHYi J. P Hiss is sip pi Power S< Light Co. 02/06/00, DENTON. H (1. 
□ffics »f Nuclear Reactor Regulation. Director 13pp 13435 349 
24X Fiche 50-416.62/06/08.8206090061 


6206090066 Forwards requssted addl info re justification for interim 
operation of equipment rot qualified to sol itnlc 
quel If 1 cat ion review team criteria, 

0ALE.L,F. Mississippi Powsr «< Light Co 82/06/00. DENTONpH.R. 
Office of Nuclear Reactor Regulation! Dirac tqr. 200pp, 13435.134. 

24X Fiche* 50-416. 02/06/00,8206090066 


6206100221 Advises of status of mods to balance of plant It N608 
equipment for full seismic qualification review team 
qualification prior to fuel loadrper Equipment Qualification 
Branch 010728-30 site aud i t. Bac hts 1 020414 L 05L0 Itrs end. 
DALE.L F Mississippi Power tt Light Go 82/06/00 DENTONi H. R 
Office of Nuclear Reactor Regulation* Director 4pp 13450 203, 
24X Fiche 90-416,82/06/00.8206100221, 


0206090153 Otnsric Ltr 82-11 tq all LUR reactor plant licensees l< 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event. N/u sne 1 

EI8ENHUT. D 0 Dlvislan of Licensing. 02/06/09. HAUSPURG. A, 
Consolidated Edison Co of New York I3pp, 13557’ 349. 24X 

Fiche; 50-000, 02/06/09. 8206070133. 
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aat>6l00at2 Forw«r<l* adiSl iTife reflolutlDH o-P Humphrey Concern 

M until after rtcflpt of low pawer OL. In respona* to 
Containmtnt Syi Branch raqueat. Postulated RHft backPlou 
through containment apray I» beyond design tasia 
DALE.L F Kitaisilppi Power S< Light C<^ 02/06/09 DENTON. H R 

Office of Nuclear Reactor Regulation! Director 3pp. 134SB 219 
B4X Flche S 0 - 4 l 6 i 62/06/0?! 3206100212 


3206140203 Foriiierda proof U review copy of proposed changes to Tech 
Specs re reactor protection retponie time. 

DALEiL F Miisisalppl Power Light Co 92/06/09 DENTON • H « 

Office of Nuclear Reactor Regulationi Oiroctor Ip 13464 226 SAK 
F i C h i 30-4 1 6 , 82/0-6/09 1 92 061 40203 


— G206140216 Proof S« review copy of prooQsed Tech Spec changes re reactor 
protection reipanae time 

* Nlisiaalppl Power & Light Co* 02/06/09 I6pp 13494 2 29 24X 

Ficht 30-416102/06/09,6206140205 


3206110163 Advises that ppopoeed design chang assoc lated schedule h 
comifflltmifit to Implement surveillance imp T«<iuLr«ments 
provide adequate response to NRC concerns re pressure 
interlocks on high/low presiure sys Interfaces 
DALEiL F Hifilislppl Power U Light Co G2/06/10 DENTON.K.R 
Office of Nuclear Reactor Regulation, Director 2pp 13467 001 
24X Flche 30-416. 02/06/ 10, 02061 10165 


3306110269 Requests eepeditious Issuance of Unit 1 OL License should he 
Issued for full 40-yr period ending in yr S023 Population 
dlttrlbutlon reported In environ rept Chapter 2 W at 
midpoint of station operation will increase less than 2X 
DALE.L F. Mississippi Powsr «i Light Co 92/06/10 DENTON! H R 
Office of Nuclear Reactor Regulation, Director 2pp. 13466 099 
24X Flche 30-416! 62/06/10! 02061 10269 


3206140196 Forwards proof & review copy of proposed revision to Tech 
Specs re rfrywtU post-LOCA vacuuin breakers t* supporting 
justification 

DALEiL. F Mississippi Power h Light Co 02/06/10. DENTON. H R 
Office of Nuclear Reactor Regulation! Director Qpp 13404* 109* 
24X Fiche SO- 4 16. 02/06/ 10! 8206 140 196 


*-0206140204 Proof 6 review copy of Tech Spec change re post-LOCA vacuun 
hrtalrere 

a Mlsslesippl Power 6 Light Co 62/06/10 Ip 13464 191 24X 

Flche 30-416.02/06/10, 0206140196 


"6206140219 Forwards addl Tech Spec waivers required for Phase I 
operations which consist of low power testing & non-nuclear 
heatup. 

DALEiL F* Ml Sit SI ip pi Power l< Light Co 92/06/09 DENTON i H R 

Office of Nuclear Reactor Regulation, Director 4pp 13494 192. 
24X Flche 30-416. 92/ 06/ 10. 0206 140 196 


0206140247 Provides current analysis re Pff* site drainage Sarrlers are 
necfseary to prevent or minimise inleakage Into 
safety-related bldgs 

OALE.L F. Mississippi Power 6 Light Co, 92/06/10 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director, 2pp. Available at 
NRC pdr. 13404.257 24X Fiche. 30-416, B2/06/10. 03O614OS47 


9206140096 Advises of agreement w/8andia Lab evaluation re local 
detonation slrciper 920519 diieustions u/lab* Efforts 
completed re detonation area Evaluation encl* 

DALEiL F. Mississippi Power l» Light Co 92/06/11, DENTON. H R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 13407. 176 
24X Fiche S0-4l6i 02/06/1 li 02O6HOO86 


8206140122 Advises of Intent to comply w/Reg Guide 1* 97. Revision 2 by 
alternate means for detection of Inadequate core 
L uojBi not required for BNRs by 


6206160167 Provides supplemental info re dryweli head negative 
pressure capacity. per 020331 Itr Vendor calculations 
indicate static capacity of 09 psi for drywell head 
DALE. L F Mississippi Power & Light Co 03/06/11 DENTON, H R. 
Office ef Nuclear Reactor Regulation, Director 2pp 13521 350 
24X Flche' 50-416.02/06/11. 0206160167 


8206160112 Clarifies methodology for evaluating local effects of pool 
swell on hydraulic control unit floor based on 820602-07 
meeting agreements, p er 6206U Itr Acceleration response 
spectra will be amplified by 237 

DALE.L F Mississippi Power & Light Co 02/06/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 13314 344 
24X Fiche 30- 416,02/06/12.8206160112 


0206160237 Forwards oddl justification for use of drywell purge ays 
to vent dryueU for pressure control during operations up to 
3X power, disc ussed during 020611 meeting Rept on drywell 
valve operability will bo provided by Aug 1902 

DALE.L F Mississippi Power & Light Co 02/06/12 DENTON. H H 
Office of Nuclear Reactor Regulation. Director 6pp 13521.344 
24X Fiche 30-416.82/06/12.0206160237 


8206160170 Evaluates emergency procedures for activating hydrogen 
ignition Hydrogen ignition sys energised in Emergancy 
Procedure 05-8-01-EP-7! “Core Cooling W/o Level 
Restoration " Accident scenario summaries end 

DALEiL F Mississippi Power 8c Light Co 02/06/14 DENTON. H R* 
Office of Nuclear Reactor Regulation! Director 5pp 13322 014 
24X Fiche 50- 416.02/06/14.0206160170 


0206160159 Submits revision to Step 3 3 of Emergency Procedure 
03-3-01-EP-9. "Reactor Pressure Venting.” to address effect 
of primary containment venting on containment ultimate 
capacity 

DALE.L F Mississippi Power 8, Light Co 02/06/15. DENTON. H «. 
Office of Nuclear Reactor Regulation. Director 8pp 13321 266 
24X Flche 90-416. 02/06/15.8206160159 


E NRC Safety Evaluation Report (8ER1, suppls U correspondence 


8206140070 Forwards responses to Power 8ys Branch BER open Items, 
Info Includes proposed revisions 8, additions to F8AR 
DALE.L F Mississippi Power 8, Light Go 02/06/10 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director lOpp 13497*182 
24X Fiche 50-416.02/06/10.0206140070 


8206170295 Forwards final rept re control sys failures evoluati on, in 
response to 8ER (NUREO-0031) License Condition 1 li<10) 

Rept supersedes 020422 submittal 

DALE.L F Mlseissippi Power 8, Light Co 02/06/11. DENTDN,H R, 
□ffict of Nuclear Reactor Regulation, Director 3ipp 13529 207 
24X Fiche 50-416,02/06/11.0206170293 


82062903D2 Requests results of Equipment Qual if Ication Branch 
Independent analysis of HPCs sve water pump, in support of 
util resolution of pump overstresi at pump base issue in 
Suppl 2 of BER 

DALEIL F. Mississippi Power 8. Light Co. 02/06/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director 3pp 13636.21^3 
24X Flche. 50-416. 82/06/25, 8206290302 


0206290310 Responds to NRC 820623 request for addl Info re hydrogen 
control Issue Evaluation of pool dynamic Impact loads b 
pool carryovar due to hydrogen combustion encl 
DALE,L F Mississippi Power 8< Light Co 02/06/23. DENTON.H.H 
Office of Nuclear Reactor Regulation, Director 4pp 13636 240 
24X Fiche 50-416,02/06/25,0206290310. 


F* Becurity, medical, emergency L fire protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR. 

FELTON, J M Division of Rules and Records 62/05/11 REYNOLDB, N 8 
Debevolse 8, Libermen 3pp. 13454*003 84X Fiche: 50-000, 02/05/11, 

0206090002 


— 8206090007 Forwards first monthly rept re status of prompt notification 
sqs Implementation at facl Jit lee. Meteorological programs, 
emergency response facilities 8, research reactors need addl 
mgt attention clarification 

0'REILLY,V. P Region 2, Atlanta, Office of the Director 
(01/03/01) 01/01/00. OEVOUNO.R.C Director's Office, Office of 

Inspection end Enforcement. 4pp, 13454. 167 24X 

Fiche’ 50-000, 02/05/11, 0206090002, 
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B206070G9'3 PoruArtls Region S Incident response plan dtd Mar l?8S Plan 
issued as Suppl 2 to NUREG-0645; "Agencg Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NRC response to eniergencg W/o end 

STOHRj J P Division of Emergencg Preparedness & Operational Euppnrt, 
32/05/12 STAMPLEY, N L Mississippi Power «« Light Co Ip 
13363 043 24X Fiche 50-416,02/09/12.3206070333 


B206S20436 Poruards IE Insp Rept 50-416/02-34 on 020427-30 No 
noncemp liance noted 

LONQ, F J Division of Project Resident Programs 02/09/25 
SFAtlPLEY.N L Mississippi Power It Light Co Spp 13579 132 24X 

FUhe 30-416, 82/05/23. B206220436 


— 8206220443 IE Insp Rept 50-416/B2-34 on 020427-30 No noncompUance 
noted Major areas Inspected. f ire protetti on/prevention. 
procedures t. representative records, personnel interviews 
o-b servakion s 

MILLER. M H . CONLON. T E Division of Engineering it Technical 
Programs 82/05/21 IBpp 13979 134 24X Fiche 90-416. 82/05/25* 

8306220436 


8206220490 Forwards IE Insp Rept 50-416/92-27 on 020412-16 it 20-29 
No noncompliance noted 

LONO, F -J Division of Project it Resident Programs 02/09/26 
STAMPLEYrN L. Mississippi Power 8< Light Co 2pp 13901* 144 24X 

Fiche. SO-416. 02/05/26.0206220490 


—0206220499 IE Insp Rept 30-416/82-27 on 020412-16 6 50-29 No 
noncompilance noted Major area inspected emergency 
preparedness 

CLINE. W E , ANDREWS. D . MAR8T0N. R Division of Emergency 
Preparedness & Dperatlonal Support 02/05/24 1 5pp 13991 147. 

24X Fiche 30-416.02/09/26.0206220490 


9206190236 Forwards IE Safeguards Insp Rept 30-416/02-49 on 020526-29 
No noncompliance noted 

L<INO*F J Division of Project Resident Programs 82/06/10. 
8TAMFLEY. N L Mississippi Power it Light Co. Spp 13547 176 a4X 
Fiche 90-416. 02/06/10.8206190236, 


— 9206ia0247 IE Safeguards Insp Rept 90-416/82-48 on 020526-20 No 
noncompliance noted Major areas Inspected . adequacy of 
Implementing procedures. lecur Itg force training 6 
qualification. Details withheld (ref 10CFR7321> 

MOORE. D E . MCOliIRE, D R Division of Engineering it Technical 
Programs B2/06/09 Ip. 13547 170 24X Fiche 90-416.82/06/10. 

8206180236 


HI General correspondence 


8206030009 Informs of changes in plant tngt structure. RA Ambroslno now 
assistant plant manager. PM Thomlson now nuclear support 
manager RG Keeton now technical assistant to plant 
manager 

MCOADGHY.J P Mississippi Power it Light Co 82/06/02 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 13336:349 
24X Fiche 30-416.82/06/02.8206030009. 


J Insurance it indemnity Information 


8206290066 Forwards further info re Wblllty of essential equipment to 
withstand pressures resulting from hydrogen burns, in 
response to NRC concerns on equlpaiant survivability. 

DALEiL F Misslscippl Power 6 Light Co. 82/06/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 13634.339 
24 X Fiche 90-416. 82/06/25. B206290066 


8206290530 Forwards evaluation of structural response of lower 
containment it drywell personnel airlocks due to local 
hydrogen detonation No compromise Jin containment integrity 
or two personnel locks resulted 

DALE. L F Mltslsaippl Power it Light Co 82/06/29. DENTON. H. R 
Office of Nuclear Reactor Regulation. Director. 4pp 13631 041 
24X Fiche 50-416.82/06/23,8206290538 


8206300231 Forwards 37 off normal event procedures In response ACR8 
subcommittee request at B10917-1D meeting 

DALE. L F, Mississippi Power i, Light Co 82/06/23 DEMTDN.H.FI. 
Office of Nuclear Reactor Regulation. Director 3pp. 13697 001 
24X Fiche 50-416,02/06/25.0206300231 


— 8206300234 Off normal Event Procedure 05-1-02-1-1, "'Reactor Bcraia. 
Safety-Related. « Revision 1{, 

a Mississippi Power «c Light Go 82/06/02, 5pp 13697 004 24X 

Fiche 90-416, 92/06/23 .8206300231 


— 0206300235 Off normal Event Procedure 05-1-02-1-2. ''Turbine & Generator 
Trips, Safety-Helatadj " Revision 10 

« Mississippi Power it Light Co 02/03/17 2pp, 13697 009 24X 

Fiche 90-416.02/06/25.8206300231 


— 0206300244 Offnormal Event Procedure 08-1-02-1-3. "Single M81V Closure 
Safety'Related. " Revision 10. 

S Kissiisippl Power U Light Co 82/03/24 3pp 13657 Oil. 24X 
Fiche 90-416.02/06/25.8206300231. 


— 0206300246 Offnormal Event Procedure 03-1-02-1-4. "Loss of Offsite 
Power. Safety-Ralated f " Revision li 

S Mississippi Power i* Light Co 82/06/14 4pp. 13637’ 014. S4X 
Fiche 90-416.02/06/25. 8206300231 


— 8206300240 Offnormal Event Procsduro OS-l-OS-l-g* '*Resln Intrusion Int 
Reactor Ves eel . 8e#a ty-ReJat«di " Revision 11 

» Mississippi Power St Light Co 82/06/12 4pp 13697:010. 24X 

Fiche 90^416.02/06/28.8206300231 


— 0206300291 Offnormal Event Procedure 05-1-02-11-1. '"Shutdown From 
Rsmote Bhutdoun Paneli Safety-Re Lated. " Revision 11. 

* Kifslfsippi Power it Light Co 82/06/14 lipp, 13657 022 24X 

Flchi 30-416.82/06/23.8206300231 


— 8206300232 Dffnarmal Event Procedure 09-1-02-11-2. "Offgas Activity 
High. Safety-Related. *' Revision 11. 

« Mississippi Power «c Light Co. 02/06/12 3pp. 13657:033 24X 

F t C h e 50-4 i 6. 82/06/29 . 020630023 1 . 


— 8206300254 Offnormal Event Procedure 05-1 -02-1 1-2. "Offgas Activity 
High. Safetg-Ralaiedf " Revision lO 

e Mississippi Power it Light Co 02/03/1^. 2pp. 13697.036. 24X 

Fiche. 90-416. 02/06/29. 8206300231. 


8206160302 Confirms increased limit of liability of NELIA Policy 
NF -297. effect Ive 820603 advises of limit of liability for 
MAELU Policy MF-106 

HAINES. HL American Nuclear Insurers 02/06/02 DINITZ. I 
Assistant Director for State 6 Licensee Relations Ip 13921*290 
24 X Fiche. 50-416* 02/06/02. Q206160302. 


8206340024 Unexecuted Amend I to Indemnity Agreement 8-72. chang ing 
amount of financial protection 6 license number & adding 
Hated statement to Item 9 of attachment to agreement 
SALTZHAN. J Assistant Director for State L Licensee Relations 
02/06/14. 2pp, 13612.334. 24X Fiche. 90-4 16. 82/06/14. 020624 00S4 


P, Operating license stage documents it correspondence 


8206290216 Application to amend License NPF-13* chang ing Tech Spec 
Table 3. 6 6 2-1 re secondary containment ventilation sys 
eutomatte isolation damptrs/valves W/Class II amend fee 
8TAliPLEy,N L. Mississippi Power it Light Co. 82/06/23 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 4pp, 13613’ 254 
24X Fiche’ 30-4 16. 62/06/33. 8206250216. 


--880629-0220 Proposed revision to Tech Spec Table 3 6 6 8-1 re secondary 
containment ventilation sys automatic isolation 
damp ers/valvtir changing max isolation tlm* for Valve 
pil-F-062. 

e Kisfisfippl Power it Light Co 83/06/23 Ip, 13613.298. 24X 

Fiche, 50-416.02/06/23. 8806290216. 
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**t206300273 Offnormil Ev^nt Procsdure 03-1-02-111-2* ’'Ld»« of One or 

Both Ro^etor Proteetton Sgt Safety-Related, ” Revtalon 

10 

» Miesliit|ipl Pauer & Light Co 82/03/17 4pp 13657.035 S4X 
Flche 50-416,82/06/25,8206300231 


-8206300277 Offnprmal Event Procedure 03-1-02-1 1 1~ 3, ''DecroAae in 
Recirculetl on Sge Flow Rate, Safetg-Related, " Revision II 
* HKsUslppl Pauer ^ Light Co 82/06/12 4pp 13657 039 S4X 
Fiche 30-41 6, 82/06/23, B206300S31 


“0206300279 Offnormal Event Procedure 05-i-02-III-5, ''Automatic 
I lolat ions, Saf etg-Relatedi " Revision 12 

« Kiseissippi Pouer tc Light Co 82/06/M S9pp 13657 063 84X 

Fiche 50-416,82/06/25,8206300231 


— B20 63002 52 Of f normal Event Procedure 0S-1-02-I11-1 1, ''Containment 
Kgdrogen Control, Safetg-flelated, “ Revision H, 

« Hlisissippl Pouer b Light Go 82/06/14 3pp. 13657 032 24X 

Fiche 50-416,82/06/23,6206300231 


“8206300284 Offnormal Event Procedure 03-1-02-lV-l , "Control Rod/DrIve 
Malfunctions, Qafetg-Related, “ Revision 11 

« Klstisslppl Pouer k Light Co 82/06/12 4pp. 13657.035 24X 

Fiche 50-416,82/06/25,8206300231 


-#206300286 Off normal Event Procedure 03-1-02-1V-6, "Loas of Rod 
Position Indication Sgs, 8af ety-Relate\.i " Revision 11 
* Mississippi Power It Light Co 82/06/12 2pp 13637 039 24X 

Fiche 50-416,82/06/25,0206300231 


“0206300288 Offnormel Event Procedure 05-1-02-9-1, '*Uoss of Component 
Cooling Water, Safetg-Re latedi " Revision tO 

» Mississippi Power k Light Co 82/03/24 4pp 13657 091 S4X 
Fiche 50-416,82/06/25,8206300231 


—8206300290 Off norma I Event Procedure 05-1-02-V-a, "Loss of Turbine Bldg 
Cooling Water, Safetg-Related^ " Revision 11 

H MissUlippi Pouer k Light Co 82/06/14 4pp. 13657 095 24X 

Fiche 50-4 1 6, 82/06/25, 8206300231 


-8236300294 Offtiormal Event Procedure 05-1-02-V-3, "Pressure Control 
Failure - Reactor Pressure De creas IngjSaf etg-Re lated, " 

Ravislon 10 

» Mississippi Pouer & Light Co 82/03/24 3pp t3637'099 24X 

Fiche' 50-41 6i 82/06/25,8206300231 


—0206300295 Offnormai Event Procedure 05-l-02-V“4i "Pressure Control 
Failure - Reactor Pressure Increas ing, Safety-Related, " 

Revision 11 

a Mississippi Power k Light Co 82/06/12 3pp. 13657 iOS 24X 
Fiche 50-41 6, B 2/06/25, B2 06300 23 1 


— 8206300298 Offnormai Event Procedure 05-1-02-9-9, "Loss of feeduater 
Heating, 8af et\|-Relatetf, " Revision 11 

* Mississippi Power I, Light Co 82/06/12 3pp 13657' 105 24X 

Fiche 50-416,82/06/29,8206300231 


—0206300299 Offnormai Event Procedure 05-1-02-9-6, "Feedwater Control 
Failure Mai Demand, Safety-Related, " Revision il 

« Mistlssippi Pouer k Light Co. 82/06/12. 3pp. 13657 108 24X 

Fiche' 90-416, 02/06/29, 8206300231. 


— S2063003D2 Offnormai Event Procedure 09-1-02-9-7, "'Loss of Feedwater 
Flou, Safety-Related, " Revision 11 

e Mississippi Pouer & Light Co 02/06/12 3pp, 13657 111 a4X 
Fiche; 90-416.82/06/25,8206300 231 


— 0206300316 Offnornial Event Procedure 05-1-02-9-12, "Condensate High 
Conductivity, Safety-Related, “ Revision 10 

« Mississippi Pouer k Light Co 82/03/22 5pp 13657' 135 24K 

Fiche 50-416,02/06/25,8206300231 


— 9206300317 Offnormai Event Procedure 05-1-02-9-13, "Hydrogen Explosion 
in Offgas 8y s, Bafety-Re lated, " Revision 11 

* Mississippi Pouer li Light Co 82/06/12 4pp 13637 140 24X 

Fiche 90-416,82/06/25,8206300231 


— 0206300319 Offnormai Event Procedure 05-1-02-9-14, "Main Oenerotor 
Primary Water High Conductlvi ty, Safety-Re lated, " Revision 
11 

e Mississippi Power k Light Co 02/06/12 3pp 13657 144 24X 

Fiche 50-416,82/06/25,0206300231 


— 8206300321 Offnormai Event Procedure 05-1-02-9-19, "Low Sys Frequency, 
Safety-Related," Revision 10 

* Mississippi Power k Light Co 82/03/22 4pp 13697 14 7 24X 

Fiche 50-4 1 6,82/06/25,0206300231 


— 0206300323 Offnormai Event Procedure 05-1-02-Vl-l, "Flooding, 
Safety-Related," Revision 10 

* Mississippi Power k Light Co 82/03/22 3pp 13657 151 24X 

Fiche 50-416.82/06/25,0206300231 


— 8206300325 Offnormai Event Procedure 05-1-02-91-2, "Hurricanes, 
Tornados Ic Severe Weather, Safety-Re lated, " Revision 10 
* Mississippi Pouer k Light Co 02/03/22 3pp 13697 194 24X 

Fiche 50-4 1 6,82/06/29,0206300231 


— 0206300326 Offnormai Event Procedure 09-S-02-9I-3, "Earthquake, 
Safety-Related, " Revision 10 

« Mississippi Power k Light Co S2/03/22 7pp 13697 157 24X 

Fiche 50-416.82/06/29,0206300231 


8206300283 Informs of Commission 020624 interim rule suspending 020630 
deadline to complete environ qualification requirements, per 
License Condition 2(C}(12} Rule uill be published in FR 
prior to 620630 

DALE, L F Mississippi Power k Light Co 02/06/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 13652 320 
24X Fiche. 50-416,82/06/20,0206300283 


Q Inspection reports, IE Bulletins k correspondence 


8206070593 Summarizes addl seismic reverification of as-built safeby- 
rslated piping sys to ensure that IE Bulletin 79-14 
requirements met Sys acceptable 

DALEiL F. Mississippi Power k Light Co 02/04/20 0 ^REILLY, J P 

Region 2, Office of Director 2pp 13373 066 84X 

Fiche 50-416, 82/04/20, 0206070953 


8206070367 Forwards l£ Insp Rept 50-416/82-33 on 620419-22. No 
noncompliancft noted 

LONG, F. J Division of Project k Resident Programs. 02/09/12 
STAMPLEV, N L. Mississippi Pouer l< Light Go 2pp 13363 306 24X 

Fiche 50-416, 82/09/12,6206070367. 


—8206070373 IE Insp Rept 50-416/02-33 on 620419-22. No noncompl lance 
noted Major areas Inspected: 1 iquid raduaste sys, solid 
radioactive processing k disposal l< preop erational test 
procedure review 

COLLINS, T R , BARRiK P. Region 2, Office of Director. 02/05/10 
5pp. 13363*308. 24X Fl che 90-416, 02/05/ 12, 0206070367 


0206070579 Forwards IE Insp Rept 50-416/02-37 on 020504-07 No 
noncompliance noted 

LONO.F. J Division of Project k Resident Programs, 02/09/10. 
aiAMPLEY.N L. Mississippi Power k Light Co 2pp 13373 323 SAX 
Fiche 90-416, 02/09/18,6206070579. 


—0206070979 IE Insp Rept 90-416/02-37 on 820504-07 No noncomp 1 iance 
noted Major areas inspected as-bullt configuration of plant 
k one open Item on valve classification, 

SHANfN B , CANTRELL, F S Division of Project l< Resident Programs 
02/09/10 9 pp 13373,329 24X Fi Che 90-416, 82/05/ IB, 0206070575 


0206070997 Summarizes applicant responses to actions required by 
Revision 1 to IE Bulletin 01-01, "Surveillance of Mechanical 
Snubbers " Complets mechanical snubber rept is available in 
preservice St tnservice Insp files, 

MCOAUOHY, JP Mtselsslppl Power k Light Co 02/09/21. 

O'REILLY, J P Region 2, Office of Director 4pp 13373 004. SAX 

Fiche. 90-416, 82/09/21,8206070997 


8206220073 Forwards IE Insp Rept 90-416/82-36 on 620903-06 No 
none ompt iance noted 

LONG, F. Division of Project I, Resident Programs 02/09/24 
STAHPLEY, N L Mliiistippl Power It Light Co 2pp, 13974*057 24K 

Fiche- 90-416. 02/03/24,8206220073. 
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--5S06920076 tE tntp R^pt 50-41^/02^36 on 820503-06 No noncofflpl lance 
noted Major areas in«pactiil leismic analysis for as-built 
safety-related piping sys per lE Bulletin 79-14 
ANOiW P f ECQNOMOBrN Division of Engineering Technical 
Programs 88/05/30 6pp 13574 059 a4X Fiche 50-416102/05/24* 
8206220073 


8206220436 Poruiards IE Insp Rept 50-416/82-34 on B204Z7-30 No 
honcomp llance noted 

L0N8< F J Division of Project Resident Programs 02/05/25 
ST^NPLEYiN L Mississippi Fouer h Light Co Spp 13579 132 24X 

Fiche 50-4 16i 8a/05/25j 8206220436 


—6206220443 IE insp Rept 50-416/62-34 on 820427-30 No nontompl lanco 
noted Major areas inspected fire protect! on/prevention> 
procedures ti representative records* personnel interviaus 6 
observations 

MILLERj W H I CONLONi T E Division of Engineering & Tachniical 
programs 02/05/21 IBpp 13579 134 24X Fiche 50-416,02/05/25. 

BS06220436 


8206220490 ForuiarcJs IE Insp Rept 50-416/82-27 on 020412-16 6 20-29 
Ne noncomp 1 lance noted 

LQNOfF J Division of Project & Resident Programs 02/05/26 
BTAMPLEYiN L Mississippi Poujer U Light Co 2pp 13581 144 24X 

Flcha 50-416.82/05/26.0306220490 


—3206220499 IE Insp Rept 50-416/62-27 on 820412-16 6 28-29 No 
nOhcompl lance noted Major area Inspected emergency 
preparedness 

CLINE. N E . ANDREN8. D . MAR8T0N. R DlvUlon of Emergency 
Preparedness 6 Operational Support B2/05/24 i5pp 13501 147. 
S4X Fiche 50-416.02/05/26,0206320490 


0206070024 Ack receipt of 820422 Itr informing NRC of steps taken to 
correct violations noted in IE Ihsp Rept 50-416/02-18 
LEI4I0.R C Division of Project «< Resident Programs 88/05/27. 
8TAMPLEY. N L Mississippi Pouier 6 Light Co tp 133e7>269 24X 

Fiche 50-416. 82/05/27.8206070024, 


->■0206070034 Responds to NRC 820323 ItT re vioUtlans noted in lE Insp 
Rept 50-416/B8-1B Corrective actions Administrative 
Procedures 01-8-02-2. Revision B it Ol-S-Ol-1. Revision 7 
changed to state signature authority (< mg t philosophy 
MCOAUOHYrJ P. Mississippi Pouier & Light Co 02/04/22. 

Q'REILUY, vf. P Region 2. Office of Director Spp 13307 270 24X 

Fiche 50-4 1 6. 02/09/27. B2O6O7O024 


—0206070841 Forwards IE Insp Rept 50’'416/B2- 10 on 620216-0310 U notice 
af violation 

CANTRELL. F 8 Division of Project U Resident Pro^jram 02/03/23. 

BTAHPLEY. N L Mississippi Poieer i< Light Co 2pp 13307 273 SAX 

Fiche 50-416.62/09/27.8206070824 


— 02O6O7O0SO Notice of violation from Insp on 820216-0310 

« Region 2. Office of Director 82/03/23 Ip. 133B7 275 24X 

Fiche - 50-416, 02/09/27. 8206070024 


-■>0206070856 IE Insp Rept 30-416/02-10 on 820216-0310. Non comp 1 i an c » 
noted failure of assistant plant manager to review 
administrative procedures, 

WAONER.A 0 , butcher. R . HARD IN. A Division of Project h Resident 
Programs 82/03/23 Bpp 13387 276 24X Fiche 50-416,02/05/27. 

0206070024 


8202040147 IE Info Notice 82-15. **Natlf icatlon of NRC.*' Bvc list end, 
DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 02/05/20 I07pp 13426 095 24^ 

Fiche. 50-000, 82/05/20. 8202040 147 


0204210370 IE Info Notice 82-16. "HPCI/RCIC High 9team Flow Setpoints " 
6yc list encl 

JORDAN, E, L Division of Engineering it Duality Assurance 82/05/28 
I03pp. 13440 264. 24X Fiche 50-000,02/05/28,8204210378 


82O421O3B0 IE Bulletin 82-02, ''Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 
avc list encl. 

DEVOUNO. R.C Director's Office, Office of Inspection and 

Enf or cement B2/06/02 lO0pp 13527 150 24 X 

Fli; he; 50-000. 82/06/02,8204210300 


0206230303 Amends 020421 response to IE Bulletin 81-qi. "Burve 1 11 ance 
of Mechanical Snubbers ’* All mechanical snubbirs Installed 
on safety-related sys visually asamlned for damage U tested 
for freadom of movement by manually testing stroke 
MCOAUOHY. J P. Mississippi Power it Light Co. 82/06/04 
□ 'REILLY, J.P Region 2. Office of Director 3pp 13571 320 a4X 

Fi ch»* 50-416. 82/06/04, 8206220303 


8206220394 Ack receipt of 820526 Itr informing NRC ef steps taken to 
correct violations noted in IE Insp Rapt 50-416/02-20 
LON0»F, J Division of Project t< Rosidant Pregrams 02/06/08 
BTAMPLEY. N.L Mississippi Power t* Light Co Ip. J 3502. 009 SAX 
Flcha 50-416. 02/O6/O8> Q2062 2039 4 


— 8206220401 Responds to NRC 820426 Itr re vlolatio-ns noted In IE Insp 
Rept S0''4l6/82-2-D CoTrective acti ons: star tup personnel 
Involved In testing or package assembly review instructfd to 
scrutiniie administrative functions of test documentatl on 
MCOAUOHY, J P Mississippi Power 6 Light Co 02/05/26. 

O'REtLLY.J P Region 2. Office of Dlrectpr 2pp- 13502:010, 54: 

Fiche> 50-416. 02/06/00, 0206220394 


—0206220409 Forwards IE Insp Rept 50-4 16/B2-28 on 020315-0400 it potic 
of violation 

LONG. F. vl. Division of Project t* Resident Programs BS/04/26 
STAMPLEY. N L Mississippi Power 6 Light Co 2pp 13902,012, 54 

Fiche 50-41 6. 02/06/09. 0206220394 


— 0206320415 Notice of violation from insp on 020315-0408 

a Division of Project 6 Resident Programs, 02/04/26 Ip 
13502.014 24X Fiche: 50-416. 02/06/00, 0206220394 


—8206220424 IE Insp Rept 50>*4 1 6/02-28 on 020319-0408 Noncompliance 
noted failure to follow proper procedures for preciperationa I 
testing 

WAONER. A 0 * CANTRELL, F 8 Division of Project it Resident 
Programs 02/04/26 6pp. 13582 019. 24X Fiche. SO-416. 82/06/08. 

BR062 20394 


8506190236 Forwards IE Safeguards Ipap Rept 90-416/02-48 on 020 526-*^ u 
No nDncompliance noted. 

LONO.F. J Division of Project Sc Resident Prograifts. B2/06/10 
BTAMPLEY.NL Mississippi Power 6 Light Co 2pp 13947,176 SAX 
Fiche. 90-416, 82/06/10,0206180236 


— 8206160247 IE Safeguards Insp Rept 50-416/02-48 on 020526-28. Mo 
noncomplianca noted. Major areas Inspected ‘ adequacy of 
implementing procedures . s ecur ity force training & 
qualification. Details withheld (ref iOCFR73 21> 

MOORE.D.E , MCOUIRE. D R Division of Engineering It Technical 
Programs 82/06/09. Ip 13947 176 24X Fiche" 90-4 16, 02/06/10. 

S2O610O236 


8204210-303 IE Info Notice 82-17, "Overp ressur 1 satlor of RC8 " 8vc lie 
encl 

JORDAN, E L. Division of Engineering 6 Quality Assurance 62/06/11 
106pp 13679-290 24X Flcht 50-000.02/06/11,0204210303 


B204S103B4 IE Info Notice 02-10. ^'Assessment of Intakes of Radloadtiv 
Matl by Workers " Bvc list encl- 

DEYCIUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/11. t20pp 13675 109 2AX 

Fiche. 50-000. 02/06/11. 0204210304 


R Ptriodlc operating reports U related correspond snca 


8206010219 Forwards summary of snvireti pratection program re const of 
facilities for 6 months ending 020430. 

MCOAUOHY, J P. Mississippi Power fc Light Co 02/05/26. DENTON, H F 
Office of Nuclear Reactor Regulation, Director, Ip. 13300:000 E 
Flch*. 50-416, 02/05/26, 0206010219 


— 0206010221 "Bummaryi of Environ Protectipn Program re Const of 
Orand Oulf Nuclear atatlon for 6 Months Ending 620430- " 
s Mississippi Power 6 Light Co 82/05/26. 3pp 13300.001. 2 

Fiche; 50-416,82/05/26,8206010219 


8 Reportable occurrences, LERs St related correspondence 


6206D1O451 Final deficiency rept re spherical washer subassemblies o 
Trarisemer ica Delaval Dlv II standby diaeel generator. 

Initially reported on eillio Mods made to p 1 stone. Washer s 
replaced Also reportable per Part 21 

MCOAUOHY, J P Mississippi Power it Light Co 02/04/19. 

O'REILLY. J.P Region 2. Office of Director. 7pp 13314.099 24 

Fiche* 50-416. B2/04/ 19, 820601045 1. 


8206010241 Final deficiency rept re selsmlcally unsupported sensing 
line between standby diesel generator starting air recelvsr 
tank & starting air compr essor. or igina Lly reported on 
B20305 Nonselsmic line rerouted. Also reported per Part 21. 

MCOALfGHY. J P Mississippi Pouer k Light Co. 82/04/16. — 

O'REILLV. J P. Region 2, Office of Director. 5pp. 13307:091. 2^ 
Flcb«‘ 50-416, S2/04/16, 820601DS41 
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DOCKETED ITEMS 


0306010364 Final dtflcttniry rapt rc nvts & jam nuts n^t thraatfing 
properlv onto control rod dr£v* houolnjj lower suppprtsi 
initial 111 reported 820203, Defie lency determined not 
reportetle OE le«ued rept to cover corrective actions 
MCOAUGHY, J P Mississippi Power & Light Co 03/04/16 

O^REIULV, J P fliglon 2, Office of Director 4pp 13301 334. 24X 

FI Che, 50“416i aa/04/’I6i B2060103A4 


8206010431 Fine! deficiencij rept re thermal cycling of reactor vessel 
head during hot operations* Ini tiel 1^ reported 81 1 SOI. Review 
h 4 Oe determined that fatlgire usage factor fo*' 10 temp 
transients acceptable Deficiency not reportable 
MCOAUOHV, J P. Miss Is sip pi Power U Light Co 82/04/36 

O'REILLV* J P Region 2i Office of Director 6pp 13314 067 a4X 

Flche' 50-’4l6< 02/04/16.8206010421 


6206010499 Second Interim deficiency rapt ra NAHCO control limit 
switches unguallflffd for nuclear containment ivc, Initially 
reported 020223, Ungual if 1 ed switches uiU te replaced. 

Investigation continuing Also repor^tad per Part 31 
MCOAUOHV* J P Mississippi Power Ic Light Co 83/04/19 

O'RElLLYiJP Region 2, Office of Director, 5pp 13307 323 24X 

Flche 90-416. 82/04/19.030601049'? 


8206010496 Fourth interim deficiency rept re valves & actuators not mfg 
under QA program, in Itlatl y reported on 01 10S9 Investigation 
revaaled Htnry Pratt valves ui/Battls actuator not 
reportable par lOCpRSO 39 < el, Fi nal rapt erpectsd 820619 
iMCOAUOHYrO P Mississippi Fewer St Light Co 8S/04/20 

□ 'REILLY* J P Region 2. Office of Director, 4pp J3314 332 24X 

F L C h a 90-4 1 6i 62/04/20/ 8206010476 


8206010940 First inttrim deficiency rept r« Dlv II diesel generator 
trip* initlall y reported on 820322 Design change will be 
initiated to Install protective caging on generator air 
gaps. Final rept expected to be submitted by BS0623 
HC9AUGHY. J P. Mississippi Power U Light Co 82/04/21 

O'REILLY, J.P Region 2, Office of Director 4pp 13315,330 a4X 

Flcht; 90-416. 82/04/21.8206010948 


8206010231 Interim deficiency rept rc supports Installed tc accepted by 
Reactor Controls. Inc not in accordance w/apprtved design 
req^ulrements. Initially reported 620317 OC holds still being 
evaluated Next rept by 820601. 

htO^AUQHYi J P Mississippi Power li Light Co 82/04/28 

□ 'REILLY, JP. Region 2, Office of Director 3pp 13301 193 24X 

F I c h e ' 50 -41 6. 82/04/28. 82060 1 023 1 . 


8206010242 Interim Deficiency Rept 1 re Installation of relay requiring 
129-voJt dc to operate into circuit utilising 24-volt dc In 
RCIC eys Proper relays being Instal le d. Also reported per 
Part 21. Next rept by 820921 

MCOAUOHY, J P Mississippi Power t. Light Co 82/09/07, 

□ 'REILLY* J P Region 2. Office of Director 9pp 13307 086 24X 

Fiche. 90-416/ 82/09/07, 6206010242 


6206010416 Interim Deficiency Rept 1 re excessive length of uninsulated 
flexible leads connected to mo-veable contacts of tome DE- 
type NMA relayii initially reportsd 020406. Util investigating 
repertabi I ity under Part 21 Final rept by 020638, 

MCOAUOHViU. P Hiislislppl Power tf Light Co, 02/09/07. 

□ 'REILLY, J P, Region 2. Office of Director. 4pp. 13315 001 24X 

Flche - 90-416/ 82/09/07i 8206010416 


820601D433 Interim deficiency rept re louiep measured flow pate In 
standby sve water tys loops A t, B. Initially repertsd 010303. 
Calculations performed to verify bead requirements for 
component Final corrective actions expected by 820915 
MCOAUOHY. J. P. Mitilftlppl Power 6 Li ght Co. 82/09/19. 

Q'REILLY, J, P Region 2i Office of Director 9pp 13314 062 24X 

F 1 c h e ; 90-4 1 6, 82 /09/ 1 9. 8206 0 10433 


0204010536 First interim deficiency rept re standby eve water A loop 
sys flo-Wj Initially reported on 020419. Final rept expected 
820614. Alto reportebie per Part 21. 

MCOAUOHY,U.P Mississippi Power (( Light Cc 02/09/17. 

0 ' REILLY. J P Region 2. Office of Director. 9pp. ia307'393 2-4X 

F i c h t : S 0-4 1 6 . 02/09/ 1 7, 82060 10936 


8206010199 Interim Officiency Rept 1 re corroded tarmirial hoards on 
pressursf f low t levil traniml ttert utilized in safety- 
related appl I cations, initial 1 y reported 020421 Definite 
corrective actions not f orinulated. Final rept by 820006. 

MC5AU0HYi J. P Mississippi power t< Light Co. 83/09/21. 

O'REILLY, U, P. Regions, Office of Director. 4pp. 13307*174, 24X 
Fichi. 90-416. 82/09/21, 0206010179, 


0206010203 Final deficiency rept for Unit 1 interim deficiency rept 
for Unit 2 re 0 ring seals on Roeemnwnt transmltteri, 
initially reported 820421, Lubrl cation procedure written 
Unit 2 final rept by 82102? Also reported per Fart 21 
MCDAUOHV/ i/ P, hlstisilppl Power 6 Light Oq. 02/09/21. 

O'REILLV, J, P. Region 2. Office of Director, 9pp. 13307.166. 24X 

Flche- 90-4 16, 82/09/21 , 0206010253, 


0206010407 Final deficiency rept re design change in which relay, 
requiring 125-volt dc to operate. instal ted into circuit 
utilizing 24-vQlt dc in reactor core isolation cooling sys. 
initially reported 820407 Also reported per Part 21 
MCOAUGHY. li P Mississippi Power It Light Co G2/05/S1 

O'REILLV. JP Region 2. Office of Director 5pp 13314 073 a4X 

Fiche 90-416.02/05/21,8206010407 


8206070592 Final deficiency rapt for Unit 1 & Interim Deficiency Rept 
5 for Unit 2 re low measured flow rate in standby sve water 
sys Loops A St 8, initially reported 8103O3 Mods to Unit 1 
completed Unit 2 reanalysis continuing 
MCCAUOHY, J P tilsslsslppi Power St Light Co 82/09/24 

O'REILLY, J P Region 2. Office of Director 4pp 13373 068 24X 

Fiche 50-416. 82/05/24.8206070532. 


6506070650 Final deficiency rept re control rod drive support 
Installations not in accordance w/deslgn requirements, 
initially reported on 020317 OC holds d I spositloned to 
repair deficiencies Monitoring activities increased 
MCOAUGMY.jp Mississippi Power It Light Co 02/05/27 

O'REILLY. JP Region 2. Office of Director 3pp IS390 100 24X 

Fiche 50-416,82/05/27.0206070650 


0206110224 Final deficiency rept re Henry Pratt butterfly vaWes w/o 
proper angle bracing In standby gas treatment sys. ini tlal Ig 
reported 020310 Also reportable per Part 21 for Unit 1 Mods 
to raise resonant frequency completed 
HCOAUOHV. J P Mississippi Power & Light Co. 02/06/01 

O'REILLV. JP Region 2, Office of Director. 5pp 13466272 24X 

Flche 50-416.82/06/01,8206110224 


8206110125 First interim deficiency rept re Div 3 diesel generator room 
ventilation sys. Initially reported on 620904 Addi evaluation 
of required procedural control adequacy to determine addl 
corrective actions necessary Final rept by 820729 
MCOAUGHYtJ P Mississippi Power it Light Co 82/06/03 

O'REILLVtJP Region 2. Office of Director 3pp 13469-222 24X 

Flche- 90-416. 82/06/03. 02061 10125 


8206110210 Final deficiency rept re equipment determined to be 
unqualified during investigation of NURE0-098B requirements, 
initially reported on 011015 New switches will be replaced 
by 821231 

MCGAUOHY. J P Mississippi Power 6 Light Co, 02/06/04 

O'REILLY. JP. Region 2. Office of Director 13pp 13467*012. a4X 

Flche: 50-416, 02/06/04. 02061 10210, 


8206210949 First Interim deficiency rept re failure of reactor water 
cleanup sys to Isolate automatt cally. initla 1 ly reported 
820907 Design change for sys isolation on B standby liquid 
control signal Implemented Also reported per Part 21 
MCOAUGHVi J P Mississippi Power 8( Light Co 82/06/04. 

O'REILLV. JP Region 2. Office of Director 9pp 13564 225 24X 

Flche; 00-416, 82/06/04,8206210949 


8206210992 Final Ic interim deficiency repts for Units 1 «< 2, 
respectively re failure of drywell. containment It secondary 
containment isolation valves to close on loss of air, 
initially reported S20S12 Also reportable per Part 21, 

MCGAUOKVrJP. Mississippi Power It Light Co 82/06/11, 

Q'REILLY.JP Region 2, Office of Director Bpp, 13563 207 S4X 

Fiche: 90-416, 02/06/11,8206510992 


8206210902 Interim deficiency rept re low flow condition through A 
standby sve water pump, ini tlal 1 y reported 020419 Plant 
procedures issued ensuring min pump flow Also reported per 
Part 21. 

MCOAUDHYi J. P Mississippi Power It Light Co 02/06/14 

O'REILLY. J P. Region 2, Office of Director 6pp. 13960 353 SAX 

Flche 90-416,82/06/14,8206210902 


8206310997 Part 21 deficiency rept re pneumatic actuators furnished 
u/Pratt 24-lnch butterfly valves Excessive vibration in 
valve actuator caused by cracked yokes Mods Underway. 

UlLfiON.A K Henry Pratt Co. 02/06/19 KEPPLER, J 0. Region 3. 
Office of Director. 2pp J3963.339 24X Fiche: 50-416. 88/06/19. 

8206210997 


8206210986 Second interim deficiency rept re switching relay failure in 
Div 1 standby diesel generator. initially reported 820326 
Relay replaced eatisfactori ly. Also reported per Part 2i. 

Final rept by 820919 

MCGAUOHY, J P Mississippi Power It Light Co. 82/06/19 

O'REILLY, J P Region 2, Office of Director 4pp 13963.323 24X 

Fiche 90-416. 82/06/19. 8206210986, 


0206240310 Fifth interim deficiency rept re valves 6 actuators not 
mPg under OA program. initially reperted 011029. Util to 
upgradft seals r lubricants Ii coatingf on pint It rollers. 

Final rept expected by 020924 

MCGAUOHY. J.P Mississippi Power It Light Co. 82/06/19, 

O'REILLV. J.P Region 2. Office of Director, 4pp, 13996:196. 24X 

Fiche* 90-416, 82/06/19.8206240318. 


DOCKETED ITEMS 


e20&240393 Interim deficiency rep t re potential for plant flooding 
bated on PMP flood levalr ini tla 1 ly reported B209IO Complete 
analytlt uill be performed by 820630 Design selection to be 
completed by G20630 Final rept provided by 820910 
MCGAUGHY^J P Mitsittippl Pouer (< Light Co 82/06/16 

O^REILLYiJ P Regions. Office of Director 4pp 13603015 24X 

Flche 50''4t6< 02/06/1 6<8306S403S3 


8206300166 Final deficiency rept re jet 1 mp ingementi initially reported 
on 020521 Thirty'-nine line breaks re-evaluated It found 
acceptable Fifty'-three large pip« break* evaluot»di52 found 
acceptable Part SI rept far Dechtel Pouer Corp end 
KCOAUOHYi ti P Hisfilitippi Pouer Si Light Co 02/06/21 

O'REILLY, J P Regions# Office of Director 9pp 13654*229 34X 

Flche 50-416, 02/06/21, G206300166 


8206300307 Interim deficiency rept re Dikker* eafety relief valve 
corrof ion, ini tial ly reported on 020521 Final rept etpected 
by B20920, pending determination of eource of water caueing 
corrosion 

KCGAUOHVi J P Mississippi Pours r Si Light Co 02/06/21 

O'REILLY, J P Rsgion 2# Office of Director 4pp 13656 356 24X 

Flche: 50-416, 02/06/21, 0206300307. 


8206300192 Part 21 rept r* potential defect in couplings drive element 
of D8RV or D5R standby diesel generator Affected licensees 
will be notified no later than 820715 

MILLS, L L Transamerlca Oelaval, Inc 02/06/23, Director's 
Office, Office of Inspection and Enforcement 2pp 13653 326 S4X 
FI c h • 50-000, 82/06/23, 8206300 192 


DOCKET SO-417 OR AMD GULF NUCLEAR STATION, UNIT 2 


A App Hcatlon/constructioti stage documents Si correspondence 


0205270043 Foruiardt reptf by R Strehlow re hydrogen control sys at 
Sequoyah plant Issues raised by rspts have been incorporated 
into revicur of Grand Gulf hydrogen control sys. 

SCHMENCER,A Licensing Branch 2 82/05/17. MCGALfOHYrJP 

Mississippi Power St Light Co, 2pp 13297 003. 24X 

Flche - 90-000, 82/05/17, 8205270043. 


8206090061 Forwards status of concerns re design of Mark III 
containment, as result of 820527 meeting of util, QE 6 
Bechtel Req^uests issuance of loui power OL 

MCGAUOHY.J P Mississippi Power & Light Co 02/06/08. DENTON, H. 
Office of Nuclear Reactor Regulation, Director I3pp 13439:349. 
24X Fiche 50-416# 82/06/08. 6206090061 


9206090066 Forwards requested add I Info re justification for interim 
operation of equipment not qualified to seismic 
qual i f icat ion revieu team criteria 

DALE.L F Mississippi Power & Light Co B2/06/0B. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 200pp. 13435:134 

S4X Flche; 90-416. 82/06/08. 8206090066 


8206100221 Advises of status of mods to balance of plant t# NS8S 
equipment for full seismic qua 1 if Icat Ian review team 
qualification prior to fuel load# per Equipment Duel i f ica tion 
Branch 810728-30 site aud i t. Sec ht el 820414 Ki 0910 Itrs end 
DALE.L F. Mississippi Power 6 Light Co 82/06/09 DENTON, H. R. 
Office of Nuclear Reactor -Regulation, Director 4pp 13493 203 
24X Fiche: 90-416.82/06/00. 0206100221, 


8206090153 Generic Ltr 82-11 to all LVJR reactor plant Licensees 8< 
applicants re transmittal of NUREG'-0916 rel ative to 
restart of RE GInna Rept documents findings re cause of 
event M/o enc 1 

EieENHUT.D 0 Division of Licensing. 02/06/09 HAUSPURO, A, 
Consolidated Edison Co of New Yorlr 13pp. 13957:349. 24X 

Fiche- 50-000, 82/06 /09 , 3206090 193. 


8206100212 Forwarde addl info justifying resolutien of Humphrey Cone 
14 until after receipt of low power OL, in response to 
Containment Sys Branch re quest, Postulated RHR backflow 
through containment spray is beyend design basis 
DALEiL F Mississippi Power It Light Co 32/06/09. DENTON, M R 
Office of Nuclear Reactor Regulation# Director 3pp, 13493-219 
24X Fiche 90-416.32/06/0918206100212 


0206140209 Forwards proof l< review copy of proposed changes to Tech 
Specs re reactor protsetion response time 

DALE. L F Mississippi Power Ic Light Co 82/06/09. DENTON. H.R. 
Office of Nuclear Reactor Regulation# Director Ip 13404 228 
Flche 50-416. 82/06/09,8206140209. 


0206010381 Forwards responses/c tarif Ications re Issues discussed in 
FEAR, addressl ng revisions to F8AR Bectlan 12. 9, Incorporetian 
of revisions will be made pending util 6 NRC agreement on 
procedures required for post-OL F6AR amends 

DALE, L F. Mississippi Power & Light Co 82/09/26 DENTON. H R 
Office of Nuclear Reactor Regulation, Director App, 13301 296 
24X Fiche, 50-416,82/05/26. 8206010381 


B206080257 Bummarlzsi licensee interpretation of Tech 8pec 6 5. 2 8 re 
safety review committee audits, Util will submit change in 
Revision 3 to QA Topical Rept MPU-TDP-IA to state 
interpretetion 6 seek formal acceptance 

REAVE0, T E Mississippi Power 6 Light Co. 82/05/26, HAA88# N P. 
Quality Assurance Branch 2pp 13419 043 24X 

Flche. 50-416, 02/05/26, 8206080297 


0206030180 Forwards info in response to J Humphrey concerns re 
containmsnt designs. All questions have been adequately 
addreeeed for Mark III containments No further action 

necessary 

DALE, L F Mississippi Power 6 Light Co 02/09/20 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 23pp 13338 030 
24X Fiche 50-416,82/05/28,0206030180 


0206030197 Forwards Info in response to 820329 request re fast scram 
hydrodynamic loads on control rod drive sys 

DALE, L. F. Mississippi Power |< Light Co 02/05/28 DENTON, H,R 
Office of Nuclear Reactor Regulation, Director 4pp 13337 318 
24X Flche- 90-416, 82/05/28. 8206030197, 


0206070051 Submits addl info re sensitivity of containment respons# to 
heat sink nodaliiatlon Meat sink nodal arrangement utilised 
In CLA8IX-3 adequate Addl nodes in walls would have 
negligible effect 

DALE. L F. Mississippi Power 8< Light Co, 02/06/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Diractor 2pp. 13436-277. 

24X Fiche - 50-416,02/06/07, 0206070051 


B206300392 Addl response to FOIA request for documents ra cancellation, 
postponement, termination or dafarral of nuclear plant 
const since 800101, Forward* documents listed in app, 

FELTON, U. M Division of Rults and Records 02/06/07 DOI.K 
Critical Maps Energy Project, 2pp. 13670*219, 24X 

Fichej 90-000, 82/06/07,0206300392. 


—6206300409 Forwards estlmats of units to be canceled pr indefinitely 
deferred, per request, 

CORNELL, K, Office of the Executive Director for Operations. 
82/03/19, AHEARNE, U, Commissioners, 2pp, 13678 237. 24X 
Fiche: 90-000, 82/06/07, 0206300372 


—8206140214 Proof b review copy of proposed Tech Spec changes r« re 
protection response time 

» Mississippi Power it Light Co 82/06/09 ISpp 13404-2 29. 

Fiche 50-41 6, 82/06/09, 8206140209, 


0206110163 Advises that proposed design chang e# assoc iated schedule I 
commitment to Implement surveillance Insp requirements 
provide adequate responee to NRC concerns re pressure 
interlocks on high/low pressure tys interfaces, 

DALEiLF Mississippi Power &< Light Co B8/06/iO DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director, 2pp 13467-001. 
24X riche: 90-416, 82/06/10.8206110163, 


8206140176 Forwards proof Ic review copy of proposed revision to Tect 
Specs rs dryuell post-LOCA vacuum brsaktrs 6 supporting 
justification, 

DALE.LF Miselssippi Power L Light Co 82/06/10 DENTON, H.R. 
Office of Hue Lear Reactor Regulation, Director 2pp. 13464. 109, 
24X Flche. 90-416, 82/06/10, 8206140196. 


— 8206140204 Proof V review copy of Tech Gpec change re post-LOCA v« 
breakers 

a Mississippi Power & Light Co, 02/06/10. Ip, 13484:191 24 

Fiche 50-416# 82/06/10. 8206140196, 


— 8206140219 Forwards addl Tech Spec waivers required for Phase I 
operations which eonslst o-f low power testing U non-nuclear 
heatup 

DALE.UF. Mississippi Power fc Light Co 82/06/09. DENTON, H. R 
Office of Nuclear Reactor Regulation. Director App. 13404:171 
24X Fiche- 90-416# 82/06/10, 8306140196 


0206140247 Provides current analysis re PMP site drainage. Barr i ers 
necessary to prevent or mlnitnlie Inleakage into 
safety-related bldgs 

DALE, L F Miselssippi Power 8, Light Go 82/06/10. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. Available , 
NRC prfr 13484:297. 24X Flc he- 90-416, 82/06/10, 8206140247. 


0206140006 Advices of agreement w/Sandla Lab evaluation re local 
detonation siseiper 820919 discussions w/1 a b. Effort* 
completed r* detonation area. Evalua tl on end. 

DALE, L. F. Mississippi Power & Light Co 82/06/U. DENTONtH, R. 
□ffici of Nuclear Reactor Regulation# Director. App. 13407:176. 
24X Fiche'50-416, 82/06/li# 8206140086, 
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e20&l40122 Advi»e» of lnt»nt bo comply w/fleg Guide 1 97, ftevltlon 3 bij 
providing albvrnaba means for dobecbion of Inadeciua^e core 
coo ling. In-core thermocouples nob required for BWRs bg 
NyReO-0737 

DALCiL F hlsiietlppi Pouier U Light Co 02/0^711 DENTON. H R 
Office of Nuclear Raactor Regulation! Director. Ip. 13^83 298 SAX 
Fie he S0-41&. 82/06/1 1. 6206 1401 22 


8206140131 Foruardt info re effects of pressure on equipment 
furvlvab ill tg Evaluation has shoun no deleterious effects on 
equipment from pressure resulting from calculated hydrogen 
burn analysis previously submitted 

DALE-L F Kifsisslppi Power <« Light Co 82/06/11 DENTON. H R 
Office of Nuclear Raactor Regulation* Director. 4pp. 13494 J41 
24X Fiche 50'416! 82/06/11 . 6206140151 


8206140220 Forwards reiponse spectra for comparison of design basis 
pool swell impact AR8 (15 pel peak impact p ressure. lOO msec 
impulse duration) w/varlable pool swell impact ARa (11 5 
peak average impact pressure, 100 msec Impulse duration) 

DALE<L F nifijssippl Power U Light Co 82/06/11 DENTON. N R 
Office of Nuclear Reactor Regulation* Director 26pp. 134B4 196 

24X Fiche 90-416*62/06/11,8206140220 


8206160167 Provides supplemental info re drguieil head negative 
pretture capacity, per 620331 Itr. Vendor calculations 
Indicate static capacity of 89 psl for dryuell head 
DALE,L F Mississippi Power 4e Light Co 82/06/11 DENTON, >i R 
Office of Nuclear Reactor Regulation. Director 2pp 13921 350 
24X Fiche 30-416.62/06/11.0206160167 


6206160112 Clarifies methodology for evaluating local effects of pool 
swell on hydraulic control unit floor based on 820602-07 
meeting agreements, p er 820611 Itr Acceleration response 
spectra will b* amplified by SSK 

DALE. L F, Missies ip pi Power 4t Light Co 82/06/12 DENTON, H.F< 
Office of Nucleer Reactor Regulation. Director. 2pp 13514 344 
24X Fiche. 50-416, 82/06/12. 6206 1 60112 


8206160237 Forwards addl justification for use op drywell purge sys 
to vent drywell for pressure control during operations up to 
3X power* disc ussed during 620611 meeting Rept on drywell 
valve operability will be provided by Aug 1982 
DALE. L. F. Mississippi Power 1. Light Co 82/06/12. DENTON, H R 
Office of Nuclear Reactor Regulation. Director 6pp 13921:344 
24X Fiche 90-416.82/06/12.6206 1 60237 


6206160178 Evaluates emergency procedures far activating hydrogen 
Ignition Hydrogen ignition sys energiicd in Emergency 
Procedure 05-8-01-EP-7. "Core Cooling W/o Level 
Rsitoratior), " Accident scenario summaries end 

DAIE.L F. Mississippi Power & Light Co, 82/06/14. DENTON.H. R 
Office of Nuclear Reactor Regulation) Director Spp 13922.014 
24X Pichet 90-416. 62/06/14,0206160176. 


8206160159 Submits revision to Step 3 5 of Emergency Procedure 
09-8-Ot“EP-9, "Reaetor Prasiure Venting." to address effect 
of primary containment venting on containment ultimate 
capacity. 

DALE.L, F. Miffisilppi Power I, Light Co 82/06/19. DENTON.H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp 13921*266 
24X FI c h # . SO- 4 16, 62/06/ 1 5* 8206 1 601 59 


8206290066 Fprwifds further Info re ability of essential equipment to 
withstand pressures rssulting from hydrogen burns, In 
response to NRC concerns on equipment survivability. 

DALEfL F. Mississippi Power b Light Co 82/06/29 DENTON.H R 
Office of Nuclear Raactor Regulation, Director. 3pp 13634 339 
24 X Fiche ■JO-aix 03^^6/29.8206290066 


—8206300244 Offnormal Event Procedure OS-J-OS'I-S, "Single MSIV ClDsore. 
Safety-Related. " Revision 10 

# Mississippi power 6 Light Co 82/03/24 3pp 13657 Oil 24X 
Fiche 50-416.02/06/25.8206300231 


— B206300246 Offnormal Event Procedure OS-I-OS-I-A. "Loss of Offsite 
Power ■ Safety-Related. " Revision il 

» Mississippi Power Zt Light Co 02/06/14 4pp 13657 014 □'IX 
Fiche 50-416.02/06/25.0206300231 


— 8206300240 Offnormal Event Procedure 03-t-02-I-5i "Resin IntrUElati Into 
Reactor Vessel, Safety-Related. " Revision il 

s Mlsslfisippi Power fa Light Co 82/06/12 4pp 13637 OIB 24X 
Fiche 90-416,02/06/25,0206300231 


— 8206300231 Offnormal Event Procedure 03-1-02-1 I-l. "Shutdown From 
Remote Shutdown Panel, Safety-Related. " Revision il 

s Mississippi Power fa Light Co 82/06/14 ilpp 13657 022 24X 

Fiche 50-416.82/06/25,0206300231 


—8206300252 Offnormal Event Procedure 05-1-02-11-2. "Offgas Activity 
High. Safety-Related, " Revision 11 

* Mississippi Power fa Light Co 82/06/12 3pp 13697 033 24X 

Fiche 50-416.82/06/25,0206300231 


—8206300254 Offnormal Event Procedure 05-1-02-II-2, "Offgas Activity 
High. Safety-Related. " Revision 10 

* Mississippi Power fa Light Co 02/03/19 2pp. 13697 036. 24X 

Fiche 90-416,82/06/25.0206300231 


—8206300255 Qffnormal Event Procedure 09-1-02-11-0, "High Radiation 
During Fuel Handl Ing. Safety-Related. " Revision 10 
« Mississippi Power fa Light Co 82/03/17 2pp 13697 030 24X 

Fiche 90-416,82/06/25.0206300231 


--82O63OO290 Offnormal Event Procedure 05-1-02*’! 1-3. "Offsite Oaseoue 
Releases, Safety-Related, " Revision 10 

* Mississippi Power fa Light Co 82/03/2 4 3pp 13697 040 SAK 

Fiche 50-416, 82/06/23. 0206300231 


— 8206300260 Offnermal Event Procedure 09-1-02-II-9. "High Airborne. 
eafety-Relatod, « Revision 11 

* Mississippi Power fa Light Co B3/04/09 3pp 13657 043 24X 

Fiche 50^4 i 6. 02/06/25, 8206300231 


—8206300263 Offnormal Event Procedure 0S-1-02-II-U, "Liquid Radwaetq 
8ys or Failure, Safety-Related, " Revision 10 

• Mississippi Power fa Light Co, 02/03/17 Spp 13697 046 3AX 
Fiche 90-416,02/06/29,8206300231 


— 0206300269 Offnormal Event Procedure 05“1-02“II~12, "Bolld Radwasts 
Bpl 1 11 Bafety-Related. " Revision 10 

a Mississippi Power fa Light Co 02/03/17 2pp 13697 049 S4X 
Fiche. 90-416,02/06/29, 8206300231 


— 8206300260 Offnormal Event Procedure 05-1-02-11 I-l, "Inadequate Decay 
Heat Removal, Safety-Related. " Revision 10 

» Mieiisslppl Power fa Light Co 82/06/14 4pp 13657 091 24X 

Fiche* 50-4 1 6, 02/06/29, 0306300231 


'0206300273 affnorfflal Event Procedure 05-1-02-111-2. "Lose of Dne or 
Doth Reactor Protection 8ys Buses, Safety-Related. " Revision 
10 

e Mlsstesippi Power fa Light Co. 02/03/17. 4pp 13697.055 P4X 
Fiche 90-416,02/06/25.8206300231 


— B20-6300277 Offnormal Event Procedure 05-1-02-111-3, "Decrease in 
Recirculation 8ys Flow Rate, Baf ety-Related. " Revision 11 
♦ Mississippi Power fa Light Co 02/06/12 4pp 13697 059 24X 

Fiche 50-416,82/06/99,0206300 231 


— ’8206300279 Offnormal Event Procedure 05-1-02-1 1 J-5( "Automatic 
Isolations. Bafety-Related, " Revision 12 

* Mississippi Power fa Light Co 82/06/14, 19pp 13637 063. S4X 
Fiche 50-416.82/06/29,8206300231 


—6206300262 Offnormal Event Procedure 05-1-02—111—11. "Containment 
Hydrogen Control, Bafety-Related. " Revision 11, 

* Mississippi Power fa Light Co. B2/06/14 3pp, 13697.002 24X 

Fiche* 90-416. 02/06/25. 8206300231 


— 8206300204 Offnormal Event Procedure 05-1-02-IV~1, "Control Rod/Dri vo 
Malfunctions. Safety-Related, " Revision 11. 

« Mississippi Power fa Light Co, 82/06/12 4pp 13697:085 24X 

Fiche* 90-416. 02/06/29, 8206300231 
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‘6206300286 Off norma t Evsnt Proc adore 05-1-02” I V-ii “Lo** of Rod 
Position Ind Ication Sy*t SaPetg-Related* " Revision 11 
a Mississippi Power & Light Co 82/06/12 2pp 13657 089 2-<|x 

Flche 50-416/ B2/06/25J 0206300231 


— 8206300268 Off normal Event Procedure 05-1-02-V-I* "Loss of Component 
Cooling Wat ari 8af et\|-Re latedi " Revision 10 

a Mississippi Power it Light Co 82/03/24 4pp 13657 091 24X 

Fiche 50-416102/06/25/0206300231 


— 8206300290 Offnormal Event Procedure 05-l-02-V-2» "Loss of Turbine BJdg 
Cooling Water/ Safetg-Relatedi " Revision 11 

a Mississippi Power Light Co 82/06/14 4pp 13657 095 24X 

Fiche 50-4 1 6/82/06/25.8206300231 


— 8206300294 Offnormal Event Procedure 05“l-02-V-3i "Pressure Control 
Failure - Reactor Pressure Decre«singt8af ety-Rslaiedi " 

Revision 10 

a Mississippi Power it Light Co, 82/03/24 3pp. 13637 099 24X 

Fiche- 30-416. 82/06/25, 8206300231 


— B206300295 Offnorinal Event Procedura O5-1-02-V-4/ "Preasore Control 
Failure - Reactor Pressure Increas ing. 8a f oty-Roloted. " 

Revision 11 

a Mississippi Power it Light Co 82/06/12 3pp 13657 102 24X 

Fiche 50-41 6/02/06/25/8206300231 


— 9206300290 Offnormal Event Procedure 05-i-02-V-5/ "Losa of Feedwater 
Keating, Safety-Related/ " Revision 11. 

a Mississippi Power it Light Co 82/06/12 3jip 13657 105 24X 

Fiche 50-4 1 6/ 02/06/25/ 8206300231 


— 8206300299 Offnormal Event Procedure 05-l-02-V-6r "Feedwater Control 
Failure Max Demand, Safety-Related, " Revision 11 

a Mississippi Power it Light Co 02/06/12 3pp 13657 100 24X 

Fiche 50-416/82/06/25,8206300231 


— 9206300302 Offnormal Event Procedure 03-1-02-V-7, "Loss of Foedwater 
Flow. Safety-Related/ " Revision 11. 

a Mlsitfsippi Power it Light Co, 82/06/12 3pp 13657 111. 04X 

Fiche 60-416, 02/06/25, 02O63OO23L 


—8206300304 Dffnormal Event Procedure 05-1-02-V-fl/ "Loea of Condenser 
Vacuum. Safe ty-Relatad, " Revision 10 

a Mississippi Power it Light Co 82/03/19 4pp 13657 114. 24X 

Fiche - 50-4 1 6, 02/06/25, 0306300231 


—0206300306 Offnormal Event Procedure 05-l-03~V-9. "Loss of Instrument 
Air. Safety-Related. " Revision 10 

a Mississippi Power it Light Co. 02/03/19 7pp 13657 U0 24X 
Fiche - SO-4 1 6, 02/06/25, 0206300231 


--8206300310 Offnormal Evsnt Procedure 05-1-02-V-10/ "Loss of Standby Bvc 
Water Loop A. S or C. Safety-Related, " Revision 10. 
a Mississippi Power & Light Co 02/03/2 2 6pp, 18657 125 24X 

Fiche. SO-4 1 6. 82/06/25. 8206300231 , 


--8206300312 Offnormal Event Procedure 05-1-02-V-l 1/ "Loss qf Plant Svc 
Water. Safety-Related/ " Revision 10 

a Mississippi Power it Light Co. 82/03/22 4pp 13657 131. 24X 

Fiche 50-4 1 6. 82/06/25. 0206300231 


— 0206300316 Offnormal Event Procedure 05-1-02-V-12. "Condensate High 
Conductivity. Safety-Related. " Revision 10. 

a Mississippi Power it Light Go 82/03/22 Spp. 13657.135. 24X 

Fiche. 50-416. 02/06/25, 0206300231 


—8206300317 Offnormal Event Procedure 05-1-02-V-13. "Hydrogen Explosion 
in Offgas 8y i. Baf ety-Re latsd. " Revision 11, 

a Mltslisippi Power it Light Co. 82/06/12 4pp 13657.140 34X 

Fiche 50-416, 02/06/25, 820630023 i 


— B206300319 Offnormal Event Procedure 05-1-02-V-14, "Main Oenarator 
Primary Water High Conductivl ty. Baf ety-Re lated. " Revision 
11 . 

a Mississippi Power (< Light Co 92/06/12, Gpp, 13657 144. 24X 

Fiche - 50-416. 02/06/25, 0206300231. 


— 8206300321 Offnormal Event Procedure 05-1-02-V-15. "Lou 8yi Frequency. 
Baf ety-Related. " Revision 10 

a Mississippi Power t< Light Co 92/03/22. 4pp 13657.147 24X 

Fiche. 50-416, 02/06/25, 8206300231 


— 8206300323 Offnormal Event Procedure 03-1-02-VI-li "Flooding, 
Safety-Related." Revision 10, 

a Mississippi Power it Light Co. 82/03/22. Spp. 13657*151. 24X 

Fiche 50-41 6. 82/06/25. 0206300231 . 


— 8206300325 Offnormal Event Procedure 05-1— 02-VI-2, "Hurricanes, 
Tornados & Gevare Weather, Baf ety— Re 1 ated. " Revision lo 
a Mississippi PouBT it Light Co 82/03/22 3pp 10657:: 154 a4X 
Fiche. 50-416. 02/06/25, 8206300231 


— 9206300320 Off normal Event Procedure 05-S-02-V1-3, "Earthquake, 
Bafsty-Rela tedr *' Revision 10. 

a Mississippi Power U Light Co. 82/03/22. 7p p 13657: 157 24X 

Fiche 50-416,82/06/25,8306300231 


E HRC Safety Evaluation Report (8ER), suppis 8. correspondence 


8206140078 Forwards responses to Pouer Sys Branch 0ER open Items 
Info includes propoeed revisions h Additions to F8AR 
DALE.L F, MUsiislppl Power h Light Co 92/06/10 DENTON, H R 
Office of Nuclear Reactor Regulation* Director lOpp 13497,102 
24X Fiche 50-416*82/06/10,9206140070. 


9206170295 Forwards final rapt ri control sys Failures evalua ti on. in 
response to 0ER <NUREO-Oa31 > License Condition 1 11(101 
Rapt supersedes 020422 submittal 

DALE,L F Mississippi Power & Light Co 82/06/11 DENTON. H tt 
Office of Nuclear Reactor Regulation* Director 31pp 13529*207 
24X Fiche 50-416*82/06/11.9206170295 


B206290302 Requests results of Equipment Oual 1 f icat ion Branch 
Independent analysts of HPC0 svc water pump, in support of 
util resolution of pump overstress at pump base issue In 
Suppl 3 of 8ER 

DALE.L F Mississippi Power L Light Co 92/06/25 DENTON. H R 
Office of Nuclear Reactor Regulation* Olractor 2pp 13636.223 
24X Fiche* 50-416* 02/06/25. 8206 290302. 


8S06290310 Responds to NRC 820623 request for addl info re hydrogen 
control issue Evaluation o-f pool dynamic impact loads it 
pool carryover due to hydrogen combustion end 
DALE.L F Mississippi Pouar L Light Co. 82/06/25 DENTON. H. R. 
Office of Nuclear Reactor Regulation* Director 4pp. 13636-240 
24X Fiche, 50-416* 82/06/25. 0206290310, 


F Security, medical, emergency 6 fire protection plans 


0206090002 Responds to FDIA request for doeumerts re Cammlsslon 
decision to extend deadline for licensees to implement 
prompt notification syi Forwards rfocumenti listed in App A 
Documents also available In PDR 

FELTON. J N Division of Rules and Records 02/03/11 REYNOLD0.M 8 
Debevolse C. Liberman. 8pp. 13434 003 24X Fic he. 50-000 . 82 /05/1 L. 

0206090002 


—8206090009 Forwards first monthly rapt re status of prompt notification 
sys imp lame n tat ion at facilities Meteorological programs, 
emerge-ncg' response facilities U research reactors need adidl 
mgt attention b c larif 1 ca tlon. 

O'REILLV. J. F. Ragion 2. Atlanta. Office of the Director 
<81/03/011 81/01/00. DEYOUNO.R C. Ulrec tor ' s Off ice. Office of 

Inspection and Enf orceoient. 4pp, 13434 167 24X 

Fiche: 30-000* 82/05/11*8206090002 


8206070353 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREO-0845, "Agency Procedures fop NRC 
Incident Response Plan." Plan should be of benefit to 
understanding of NRC response to emergency. If/o end 
STOMRiJ. P. Division of Emergency Preparedness S* Operational 0uppart< 

02/05/12, aTAMPLET. N L MissUsippi Power 8. Light Co Ip 

13363-045, 24X Fiche 50-416.02/05/12*8206070353. 


H General correspondence 


020603000? Informs of changes in plant nvgt s tructure. RA Ambroilno 
assistant plant manager. DM Thomison now nuc Lear support 
manager S. RO Keeton nou technical assistant to plant 
manager. 

MCOAUaHT. J P. Mississippi Power S, Light Co 92/06/02. 

Office of Nuclear Raactor Regulation* Director 2pp. 
a4X FUhe; 50- 416 . 02/06/02* 82060300 09. 


J Insurance it indemnity information 


8206160302 Co-nfirms Increased limit of liability of NELIA 
NF-237. effective B20605 it advises of limit of Liability 
MAELU Policy MF-a06 

HAINEa.H L American Nuclear Insurers 82/06/02 DIN 
Assistant Director for 0tate 6 Licensee Relations. ip 
24X Fiche; 50- 416.02/06/02* 8206 1 603 02 
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Q Intpsctlon rrportii 1£ Sullatlns corrv&pdndenctt 


G20&07O393 SumniarlieB addl seismic revtrlf ica t ion of ««-bulIt safety'^ 
rslattd piping sgs ta ensura that lE Bulletin 79-14 
rcqtJlranivnts jnet.S^s acceptable 

DALE. L F, lilsBisslppl Pouir St Light Co. 03704/20. O'REILLYfJ P 
Region 2, QPfica of Director 2pp. 13373 OAA 24X 
Flclii S0~416. B2/04/2df 6206070953 


6206070997 Summarizes applicant reeponsei to actions reiiuired bg 
Revision 1 to lE Bulletin Bl-Olr “Surveillance of Mechanicel 
Snubbirs " Complete mechanical snubber rept is available in 
preservice & inservlce imp files 

KCOAUOHY^ J P. Hlssissippl Power t Light Co 22/05/21 

O'REILLVW P. Region 2i Of f 1 ce of Di rector 4pp 13373 004. 34X 

Pi c h e 50-41 6i 32/0 5/2 1 . 6206O7QS97 


G202040147 IE Info Notice 82-15, "Notif icat ton of NRC, “ Svc list end 
DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/09/20 lO/pp 13426 095 24X 

Picbe* 50-000, 82/03/20, 8202040147 


8204210378 IE Info Notice B2-16, ’•KPCI/RCIC Htgli Bteam Flow Setpoints •' 
8ve list end 

JORDAN, E. L. Divliion of Enginetflng 4c Quality Assurance. B2/05/28 
I03pp 13440' 264. 34X Flche 90-000,82/09/20,8204210370 


8204210380 IE Bulletin 62-02, '^Degradet ion of Threaded Fasteners in 
Reactor Coolant Pressure Bowndarg of PHR Plants ’’ 

Bvc list end. 

DEYOUNG, R,C, Director's Office, Office of Inspection and 

Enf or cement. 82/06/03. I08pp 139S7 ISO 34X 

Flche' SO-OOOr 82/06/ 02, 8204210300. 


8206220303 Amends 820431 retpontt to IE Bulletin 81-01, “Surveillance 
of Mechanical Snutters “ All mechanical snubbers installed 
on saf ety^^vla ted sys visuallg tuatnlnad for damage & tested 
for freedom of movement by manuallg testing stroke. 

MCOAUOHY, J P Mississippi Pouer t Light Co 02/06/04 

O'REILLY, J.P Region 2, Office of Director. 3pp 13971 323 24X 

Flche 50-416, 82/06/04, 0806220303 


8204210303 lE Info Notice 02-17, “Over p re stm lx at ion of RC0, “ Bvc list 
end. 

JORDAN, E.L. Division of Engineering tt Oualltg Assurance. 02/06/11, 
i06pp. 13679:290. 24X Flche; 90-000, 02 /06/ U, S2042103B3 


6204210304 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Matl tv Markers " 8vc list end 

I>eVOWO,R.C Director's Office, Office of Inspection and 
Enforcement 82/06/11. 120pp. 13675*169 24X 

Flche: 90-000, 62/06/11,0204210364 


R Periodic operating reports 8, related correspondence 


6206010219 forwards svmmarg of environ protection program re const of 
facilities for 6 months ending 020430 

rtCOAUOHY, J. P Mississippi Power t Light Co. 82/05/36 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 13300.000, 24X 

Flche. 50-4 1 6, 62 /09/2& , 620601021 9 


— 8706010221 “Summary of Environ Protection Program re Const of 
Grand Gulf Nuclear Station far 6 Months Ending 820430 “ 

« Mississippi Power 6 Light Co 62/05/26. 3pp. 13300' 001. 24X 

Flche: 50-416,82/03/76,8206010219 


3. Reportable occurrences, LERs t related correspondence 


^2060i0491 Fine 1 deficiency rept re spherical washer subassemblies on 
Transamerica Oelaval Dlv II standby diesel generator. 

Initially reported on 611110 Mods made to pistons Maihers 
replaced Also reportable per Part 31, 

MCGAUOHV, J.P Mississippi Power 6 Light Co. 62/04/19 

O'REILLY, J P-. Region 2, Office of Director. 7pp 13314? 099. 24X 

Fiche* 90-416, 82/04/1 S, 82060 1049 1 


1206D10241 Final deficiency rept re saismlcally unsupported sensing 
line between standby diesel generator starting air receiver 
tank N starting air cempresior, originally reported on 
620709 Nonseisfflic line rerouted. Al<o reported per Part 21. 

MCOAUGHV, J P. Mieslssippl Rower h Light Co. 87/04/16 

O'REILLY, Jr P. Region 2, Office of Director, 8pp, 13307:091. 24X 

Flche. 90-416, 03/04/16,6706010241 


1206010364 Final deficiency rept re nuts (< jam nuts not threading 
properly onto control S'od drive boueing lower supports, 
inltlaUvi reported 620209. Deficiency determined not 
reportable. GE issued r*pt to coyer corrective actions 
MCOALIGHY, J. P. Mississippi Powtr tt Light Co 63/04/16. 

©''REILLY, J. P. Region 2, Qffics of Director 4pp, 13301:334 24X 

Flche: 90-416, 62/04/16, 6206010364 


8206010421 Final deficiency rept re thermal cycling of reactor vessel 
head during hot operations, init tally reported 811201 Review 
by OE determined that fatigue usage Factor for 10 temp 
transients acceptable Deficiency not reportable 
MCGAUGHV, J, P Mississippi Power 6 Light Co 83/04/16 

O'REILLY, J P Region 2, Office of Director 6pp 13314 067 24X 

Flche 50-416,62/04/16,0206010421 


BS06010499 Second interim deficiency rept re NAHCO control limit 
switches unqualified for nuclear containment svc, initially 
reported 820229 Unqualified switches will be replaced 
Investigation continuing Also reported per Part 21 
rtCOAUGHY, JP Mississippi Power L Light Co 02/04/19 

O'REILLY, JP Region 2, Office of Director 3pp 13307 323 84X 

Fiche 50-416, 02/04/19,0206010499 


B206010496 Fourth interim deficiency rept re valves 6 actuators not mfg 
under OA program, Initial 1 y reported on 011029 Investigation 
revealed Ktnry Pratt valves w/Bettls actuator not 
reportable per 10CFR90 53(e> Final rept expected 020619 
MCGAUGHY.J P Mississippi Power 6 Light Co 02/04/20 

O'REILLY, J P Region 2, Office of Director 4pp 13314 332 24X 

Flche 50-416,62/04/20,0206010496 


0206010540 First Interim deficiency rept re Div II diesel generatar 
trip, initially reported on 020322 Design change will be 
initiated to Install protective caging on generator air 
gaps. Final rept expected to be submitted by 820625 
MCOAUGHY, J P Mississippi Power L Light Go 02/04/21 

O'REILLY, J P Region 2, Office of Director. 4pp 13315 330 SAX 

Fiche 50-416,02/04/21,0206010540 


0206010231 Interim deficiency rept re supports installed Sc accepted by 
Reactor Controls, Inc not in accordance w/approved design 
requirements. Ini tlal ly reported 620317 QC holds still being 
evaluated Next rept by 820601 

MCQAUGHViJ P Mississippi Power L Light Co, 82/04/20 

0'REILLY,J P Region 2, Office of Director 3pp 13301 193 24)( 

Fiche 50-416.82/04/28,0206010231 


6206010416 Interim Deficiency Rept 1 re excessive length of uninsuloted 
flexible leads connected to moveable contacts of some OE- 
type KMA relays, Ini tial ly reportsd 020406 Util investigating 
repor tab 11 Ity under Part 21 Final rept by 020658 
MGGAUOKY, J P Mississippi Power U Light Go 02/05/07. 

O'REILLY, J P Region 2, Office of Director. 4pp 13315:001 24X 

Flche 50-416, 02/05/07, 0206010416, 


6206010433 Interim deficiency rept re lower measured flow rate in 
standby svc water sys loops A L B, initially reported 610303 
Calculations performed to verify head requirements for 
component Final corrective actions expected by 020510. 
nCGAUOHY.J P Mississippi Power it Light Go 62/05/19 

O'REILLY, J P Region 2, Office of Director 5pp 13314*062 24X 

Flche 90-416,02/05/19,0206010433 


6206010203 Final deficiency rept for Unit 1 L Interim deficiency rept 
for Unit 2 re 0 ring eeals on Rosemount transml ttere, 

Initially reported 020421 Lubrication procedure written. 

Unit 2 final rept by 821029 Also reported per Part Gl. 

MCGAUOHY,J P Mississippi Power 6 Light Co 82/09/21, 

O'REILLY, J.P. Region 2, Office of Director. 9pp. 13307.166 24X 

Fiche: 50-416, 02/09/21, 8206010203. 


6206070592 Final deficiency rept for Unit 1 6 Interim Deficiency Rept 
9 for Unit 2 re low measured flow rate in standby svc water 
sys Loops A B, initially reported 010303 Mods to Unit 1 
completed Unit S reanelysis continuing. 

MCGAU0HY,J P Mlssiseippi Power L Light Co 82/05/24 

□ ^REILLY, J.P. Region 2, Office of Director. 4pp. 13373:068 24X 

Flche; 50-416, 02/09/24, 8206070592 


8206110224 Final deficiency rept re Henry Pratt butterfly valves w/o 
proper angle bracing in standby gas treatment sy s, ini tlally 
reported B20310, Alio reportable per Part 21 for Unit 1 Hods 
to ralie resonant frequancy completed 

MCOAUGHYiJ, P Mississippi Power 6 Light Go 82/06/01. 

O'REILLY, J P Region 2, Office of Director 3pp. 13466,272 24X 

Flche. 90-416, 82/06/01,8206110224. 


8206110210 Final deficiency rept re equipment determined to be 
unqualified during investigation of NUREO-O9B0 requirements, 
initially reported on 811019 New ewitchei will be replaced 
by 821231 

MCOAUOHY, J, P. Mlesleelppi Power tt Light Go 62/06/04 

O'REILLY, J.P Region 2, Office of Director. 13pp 13467.012, 24X 

Flche 50-4(6,82/06/04,0706110210 


8206210592 Final L interim deficiency repts for Unite 1 L 2, 
reepectively re failure of drywel 1, containment 6 secondary 
centalnment Isolation valves to close on loss of air, 
initially reported 620912 Alee reportai^ie per Part 21 
MCGAUGHY, J, P. Misiiesippi Power St Light Co. 82/06/11. 

O'REILLY, J p Region 2, Office of Director, 6pp. 13963:207 24X 

Flche: 50-416, 02/06/11,8206210992 
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^Ctu^tor CBUBVd bu frACbAri l•akcia Mn<4 j 

UIIBDM. A u U cracKBO yott«B Mods und*rway 

wiueoNiA K Hanry Pratt Co 82/OA/is HEPPi ett i X 0-4 

30-416, aa/oS/is* 

0206240310 Fifth interim defictancy rapt re valvee & actuBtora not 
mfg under QA program, initiaHy reported 811029 tit il to 
upgrade seal i , lubrt cant® 6 coatinga on pine & rollers 
Final rept expected by 820724, roiiers. 

3“heVllyjp ^‘••‘••‘PPlPou'or «. Light Co ea/Ot/IS 

_ Roglon a, Offlc. of Dlrottor 4pp 133% 194 


Flclia 00-416.02/06/134 0206240318 


^^bt^ld^on PMP potential for plant flooding 

basad on PMP flood level, inltia 1 ly reported 020910 Complete 
analysis will be performed by 820630 Design selection to be 
complnted by 020630 Tinal rept provided b! 930910 
n^DrVPi^v* « Miasisslppl Power 6 Light Co 02/06/16 
O'RElLLYiJP Region 2, Office of Director 
FI c h » 90-4 16, 82/06/ 16, 8206240392 


4pp 13603 019 34X 


8206300166 Final deficiency rept re jet impingement, initially reported 
on 020921 Thirty-nine line breaks re-evaluated 8c found 
accoptahU Fifty-three large pipe breaks evaluated! 92 found 
aec ap lab le, Part SI rept for Bechtel Power Corp end 
HCOAUOHY, J P, Mlseiselppi Power it Light Co 02/06/2 1> 

Q'PEILLYc J P Region 2, Office of Director 9pp 13694 229 a4X 

Flche 90-416,85/06/31,8206300166 2.^9. 


*■ •vll.bUllg ,f A«,nd f to CPPft-U3 
YOUNOOLOODj 0 J Licensing Branch i 62/06/09 3pp 13527 396 
24X Flche 90-423,82/06/09.6206160110 


9506210201 Informs of merger of Hartford Electric Light Co inta CT 
Light 6 Power Co Amend to existing list of companies which 
ftaltf facility licenses required 

Northeast Nuclear Energy Co Hubs of Northeast 

0 Division of Licensing Spp, 


13959 043 24X Fiche 50-249,02/06/1110206210261 

0206210370 Forwards chronology tracing ownership interests of facilitg 
from Inception to present Future refs in amends to CP & 
related notices should be revised to reflect current status 
of ownership Interests 

MACKENZIE.R C Day, Berry 8< Howard 82/06/19 GRANT. J H 

I 3pp 13967 170 24X Flche 90-423,82/06/194 

03OoS 10370 

- medical, emergency 6 fire protection plans 

8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
pFOflipt notification sys Forwards documents listed in App A 
Documents also available in pDR, 

FELTON, J M Division of Rules and Records 82/05/11 REYNOLDS, N 8 
Dabevolse 6 Liberman 3pp 13494,003 24X Fiche 50 - 000 , 82 / 05 / 11 ,’ 

8206090002 


8206300307 Interim deficiency rept re Dikkers safety relief valve 
corrosion, ini tlally reported on 820921 Final rept expected 
by 020920, pend ing determl nation of source of water causlno 
corrosion 


corro si on 

HCOAUOHV. J P Mittsisklppl Power it Light Co 
0'REILLV,J P Region 2, Office of Director. 
Fiche 00-416, aa/06/ai, 8206300307. 


02/06/ai 

4pp 13696 396 


24X 


0206300192 Part 5i rept re potential defect in couplings drive element 
of OSRV or DOR standby dlosel ganerator Affected licensees 
ulll bs notified no later than 820719 

f1ILL8,L.L Transamerica Delaval. Inc. 02/06/23. Director^* 
Office, Office of Inspection and Enforcement 2pp 13693.328 24X 

Flche. 90-000, 02/06/23, 8206300192 


DOOKET 90-410 QHl, UNIT l 

A App llcatlon/conetruction stage documents it correspondence 


B203110473 Bubmits update of current assessment of licensees ability 
to Implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DtRCKa,W J Office of the Executive Director for aperationt 
82/01/26 Commissioners 2pp 13494 164 24X 

Fiche 90-000, 82/09/t 1 , 0206090002 


-0203110481 Submits monthly update of status of implementation of promi 
notification sys 

SPENCERfO S Division of Technical Inspection 02/01/09 
ORIMES, B K. Division of Emergency Preparedness Bpp 13494 176. 
24X Fiche 90-000,82/09/11,0206090002 


—8206090080 Provides implementation status of prompt notification lys 
for facilities Eight licensees failed to meet 820201 
deadline 

DIRCKS.W 0 Office of the Executive Director for Operations 
82/03/04 PALLADlNQrN Commissioners Ip 13494.196 24X 

Fiche> 90-000. 82/05/11. 8206090002 


8206270111 Requosie concurrence of Japanese In preparing info notice or 
circular to affected licensees re geometry it matl of 
holdtlctdn spri ng B, cause of fai lure, number of failures 6 
possible consequence of failure 

H08ELEV.NC Division of Reactor Operations Inspections. 80/05/22 
8HCA,i J< R Office of International Programs, Director ip 
13661 321. 24X Fiche 90-418,80/09/22.0206290111 


—8205060494 Forwards monthly status rept of licenses implmentation of 
prompt notification sys 

D1RCK8, W. J Office of the Exscutivs Director for Operations 
82/03/30 PALLADINOrN J Commissioners 2pp. 13494 292 a4X 
Flche 50-000,02/09/11.0206090002 


0 Inspection reports. IE Bulletins I, correspondence 


8206290103 Discusses damagad coil springs problem It lists o Arlotti 
atsertlons made during 800008 telcon 

TOKARjH NRC -No Detailed Affiliation Given. BO/OB/OB 
JOHNBTONrW. V NRC - No Detailed Affiliation Given 2pp. 13661*319 
C4X Flche’ 90-418, 80/08/03. 8206290103 


DOCKET 90-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A App H Catlon/cons true tlon stage documents St correspondence 


6206110281 Advises of tentative plan to submit documentation of 
deviations from 8RP upon docketing of DL application, per 
820426 telcon w/C Orlmes. Meeting to ditcuse detail review 
schmdule proposed following review of const status, 
caUKSILrW 0 Northeast Nuclear Energy Co (sube of Northeast 
UtllltteB) 82/09/19. ORANT, J. Licenilng Branch 1 2pp 
14690.198, 24X Fiche* 90-423, 02/09/19, 8206U02BI 


82O6160UB Forwards Amend 9 to CPPR-1 13, safety evaluation it notice of 
iseuanci it availability Amend reduces ownership share to be 
transferred by PBC of NH to util to 1,0439X. 

EISENHUT, D 0. Division of Licensing. 02/06/09, FERLAND,E J. 
Northeast Nuc itar Energy Co (subs of Northeast Utllltlef} 3pp. 
13027 349 24X FI ch», 90-423, 02/36/07, 0206160118 


— 8206160129 Amend 7 to CFFR-U3. reduc ing ownership share to be 
transferred by PBC of NH to util to i. 0439X. 

EI8ENHUT. D 0 Division of Licensing. 02/06/09 2pP 13927*391 
a4X Fiche* 90-423. 02/06/09, 0206160118. 


--8806160130 Safety evaluation supporting Amend 9 to CPPR-113. 

ORANT,J. M , YOUNOBlOOD, fl. J. Licensing Branch 1 82/06/09 3pp. 

13927 393 24X Flche* 90-423, 82/06/09, 82061601 18 


0202040147 IE Info Notice 82-19, "Notification of NRC " Sve lilt end 
DEVOUNOrR.C Director's Office. Office of Inspection and 

Enforcement 82/09/28 107pp 13426 093 24X 

Flche, 90-000. 02/09/20. 8202040147 


8204210378 IE Info Notice 02-16, "HPCt/RCIu High Bteam Flow Betpointe 
8vc list end 

JORDAN, E L Division of Engineering & Quality Assurance. 82/09/28 
I03pp 13440 364 24X Fiche 90-000,82/09/28.0204210378 


8204210300 IE Bulletin 82-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

8vc list end. 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOapp 13927 190 24X 

Flche 90-000.82/06/02,0304210380 


8206320469 Forwards IE Insp Rept 90-423/82-06 on B204 12-30 6 0904-14 
& notice of violation. 

BTARaSTEGKl, R Division of Project 6 Resident Programs 82/06/08, 
C0UN9IL, W 0 Northeast Nudaar Energy Co. (subs of Northaast 
Utilities) 2pp 139B1 032 24X Fiche 90-423,82/06/00.8206220469. 


—8206220473 Notice of violation from insp on 020412-30 it 0904-14 

STAROSTECKI.R Division of Project it Resident Programs 02/06/08. 
Ip, 13901 ;034 24X Flche 90-423.02/06/00,0206220469 


—8206220479 lE Insp Rept 90-423/82-06 on 820412-30 it 0904-14. 
Nohcompliance noted failure to follow procedures when 
installing mechanical snubbers for pipe support 

MATTIA, J. C , EL8AS0ER,T Division of Project L Resident PrograMi, 
82/06/02 lOpp, 13981,039. 24X Flche, 90-423, 82/06/00, Ba0622(H69. 



0204210383 IE Info Notlc* 82-17- "avarpreisur I ration of RCS ” Svc llfrt 

JORDAN.E L Oivlolpn gf Englntforlng & au<allli| Aifurancf 02/06/11 
lOfipp 13673 25B 24X Fiche 90-000, 02/06/ 1 1 1 82042103B3 


B204210394 IE Info Notic* 82-10* "A*»ei*niervt of Intakes of Radiooctiva 
Matl l>V MorksrJ Svc Hit end 

DEYOONOifl C Director** afflcn Office of Inspection and 

Enforcement B2/06/11 120pp 13673 109 24X 

FI chi 30-000, 02/06/1 li 0204210304 


0206290481 Ack receipt of 820607 Itr Informing NRC of steps taken tn 
correct violations noted In IE Insp Rept 50-423/02—04 
STAROSTECKIi R Division of Project & Resident Programs 02/06/22 
CQUN31L,W 0 Northeast Nuclear Energy Co (sups of Northeast 
Utilities) ip 12631 340 24X Fiche 50-423. 02/06/22. 8206290401 


—0206290407 Responds to NRC B20506 Itr ru violations noted in IE Insp 
Rapt 50-423/02-04 Corrective actions nonconformanc e & 
disposition rept i sswed , support pUte accepted as le St 
couries rescheduled 

CDUNSIL.W 0 Northeast NucUar Energy Go. (su6*. of Northeast 
UtUitiei) 02/06/07, 8TAR08TECKI , R Division of Project 6 
Resident Prografns 4pp 13631 349 24X Ficha 30-423.02/06/22. 

0206290401 


S Reportable occurrence*. LERs ft related correippndenc e 


0206200594 Third Interim deficiency rtpi re tnln charging pump flow 
design, initia i ly reported on B00614 Util is evaluating 
proposal bg N»stinghou«e to upgrade automatic actuation of 
pouer operated relief valve. Final rept by B2O6'10 
COUNSlLiM 0 Northeast Nuclear Energy Co (sub« of Northeast 
Utllitiei) 02/06/09 HAYNEB, R, C Region 1. Office of Director 
2 pp 13625 260. 24 X Fiche 50-433.02/06/09.0206200534 


DOCKET 90-424 ALVIN H. VOOTLE NUCLEAR PLANT, UNIT 1 


A Appl Icatlon/constructlon stage documente in correepondencs 


0206020013 Advises that Class II fee appropriate for revleui of B20428 
application re ectension of const completion dates Div of 
Accounting 6 Finance ulll refund overpagnent 

MILLSRiW 0 License Fee Nenagement Branch 02/09/24 DUTTON, 0 E 
Georgia Power Co Ip, 13332.362. 24X Fic he; 50-424, 82/05/24, 

0206020013 


8206090153 Oenerlc Ltr 02-11 to all LHR reactor plant licensees. I< 
applicants re transmittal of NUREO-O?i6 relative to 
restart of RE Oinns Rept documentt findings re cause of 
event. N/o encl 

Er8ENHUT,D0 Division of Licensing B2/06/09. HAU9PUR0< A 
Consolidated Edison Co of New York HOKE, T dtIahom.a Oas U 
Electric Co CONRAD. U Public Service Co. of O’klahoaia 13pp 
1 3557 ' 349 2 4X FI c h * 90-000, 02/06/09 , 0206090 1 53 


F Becurity. medical, emergency It fire protection plans 


0206070478 Forwards Reglo-n 2 Incident response plan dtd ffar 1902 Plan 
issued as Suppl 2 to NVR£0-oe49x “Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding ef NRC reaponie to emergency. W/o encl 
STQHRfdP. OlvislDn of Emergency Preparedness C, Operational Support. 

02/09/12 KELLY, R.J. Georgia Power Co ip 13379:011 24X 

FI Che; 90-000, 82/05/12, 0206070478. 


0 Inspection reportsi IE Bulletins (i correspondence 


8206070328 Foruards IE Insp Repti 50-424/02-08 U 50-429/82-08 on 
820427-30. No none ompl lance noted, 

DANCE.H C. Division of Project 6 Resident Programs 82/05/11 
KELLY. R J. Georgia Power Co. 2pp 13363 270. 24X 

Fiche, 50-424, 82/05/11.8206070328 


—8206070339 IE Insp Repts 50-424/82-08 4f 90-425/02-08 on 020427-30 Mt» 
nonfPmpUence noted. Major areas inspected const phase QA 
impiementing pracsdures for Class IE eitulpment Sc sys Sc 
concrete plapement around steel containment liner 
RUFF^A 0 , CONLON, T. E. Division of Engineering Sc Technical 
Programs. 82/09/07 3pp 13363,272 24X Fiche* 90-424, 02/05/1 1. 

8206070320, 


0206070020 Ack receipt of 020505 Itr inforaiing NRC ef steps taken to 
correct violations noted in IE Insp Rapt* 90-424/82-06 6 
50-425/82-06 

DANCE. K C Division of Project it Resident Programs 82/05/21, 
KELLY. R.U, Oeurgia Power Co. ip. 13387,204 24X 

Fiche: 90-424, 82/09/ 2U 0206070820. 


— 8206070820 Responds to NRC 020412 Itr re violations noted in IE Insp 
Repts 50-424/02-06 6 50-425/02-06 Corrective actions 
affected procedure reviewed 6 corrected Response contains no 
proprietary info 

FOSTER, D 0 Georgia Power Cd 02/05/05 LQNO, F J Region 2, 
Office of Director 3pp 13307 205 24X Fiche, 90-424, 82/05/21, 

8206070820 


— 8206070B36 Forwards IE Insp Repts 50-424/02-06 6 50-425/82-06 on 
820211-0310 S< notice of violation 

LONG, r J Division of Project it Resident Programs 02/04/12 
KELLEY. R J Georgia Power Co 2pp 13307 287 24X 

Fiche 90''424, 02/05/21, 0206070020 


— 8206070038 Notice of violation from insp on 020211-0310 

» Region 3, Office of Director 02/04/12 Ip 13387 209 24X 

Fiche 50-424,02/05/21,8206070020 


—0206070045 IE Imp Repts 50-424/82-06 h SO-429/02-06 on 02021 1-0310. 
NoncompUance noted failure to follow procedures re 
transport of steam generators 

SANDERSrU F , BROHNLEE, V L Division of Project 6 Resident 
Programs 82/04/12 6pp 13387 290 24X Fiche 30-424,02/05/21, 

0206070620 


0206220240 Forwards l£ Insp Repts SO-424/82-09 8, 90-425/02-09 on 
020427-30 Ha no ncompi lance noted 

DANCE, H C. Division of Project & Resident Programs 02/05/26 
kelly, R J Georgia Power Co 2pp 13571 270, 24X 

Fiche 90-424,02/09/2610206220240 


—8206220298 IE Imp Rept* 50-424/08-09 6 50-425/02-09 on 820427-30 No 
noncompl lance noted Major areas inspected structural 
concrete, foundations h licensee action on previous insp 
findings 

HARRIS, J ft , CONLON. T E Division Of Engineering 6 Technical 
Programs 02/05/25 4pp 13571 272 24X Fiche 90-424,82/05/26, 

0206220248 


0202040147 IE Info Notice 02-15, "Notification of NRC “ Svc list end 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/05/20 107fp 13426 095 S4X 

Fiche 50-000,02/09/20.0202040147 


0204210370 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoint* “ 
Bve list end 

JORDAN, E L Division of Engineering & Quality Assurance D2/05/86, 
103pp 1344 0 264 24X Fiche 50-000,02/05/20,8204210370. 


0204210380 IE Bulletin 82-02, '‘Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PNR Plante " 

Bvc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOBpp 13927 190. 24 X 

Fiche 90-000,92/06/02,8204210380 


9206220237 Ack receipt of 920426 it 0521 Itrs informing NRC that 
violation noted in IE Insp Repts 90-424/92-09 it 90-489/02-05 
not applicable Agrees w/utll position. 

dance, H C Division of Project & Resident Program* 02/06/iO 

KELLY, R J Georgia Power Co Ip 13971 193, 24X 

Fiche 50-424,02/06/10,0206220237 


—0206220240 Supple utH 820426 Itr responding to NRC 020331 Itr ra 
violation noted in IE Insp Repts 50-424/62-05 it 
90-429/62-09 Violation contes ted, based on findings of addl 
imp effort 

FOSTER, D 0 Georgia Power Co 82/09/21 LONG, F. J Region 2, 
Office of Director. 2pp 13971 154 24X Fiche. 50-484, 02/06/10, 

0206220237. 


— 0206220243 Responds to NRG 020331 Ur re violation noted in IE Insp 
Repts 90-424/82-09 ^ 90-429/02-05 Identified weld meets 
criteria for undercut Violation contested, 

FOSTER.D, 0 Georgia Power Co 02/04/86 LONG, F. J. Region 8. 
Office of Director 2pp 13971 156. 24X Fiche 50-424,02/06/10, 

8206820237. 


—0206220246 Forwards IE Imp Repts 50-424/02-05 it 90-429/02-05 on 
020309-12 it notice of violation 

LONG, F J Division of Project & Resident Programs. 02/03/31 
KELLY, R J, Georgia Power Co 2pp 13571* 190 24X 

Fiche 90-424,02/06/10,0806220237 


—9206220250 Notice of violation from insp on 820309-12 

e Division of Project 8, Reildent Programs 82/03/31. Ip 
13971*160. 24X Fiche 90-424,92/06/10,8206220237 



DOCKETED ITEMS 


"-a206Sa0254 IE In«p R«pt* 30-424/02-03 !< 30-42S/B2-03 oti 020309-12 
NancflfDp Hance nat«d failure to follow inap procedure 
Undercut areatar than l/i& Inch noted at toe of uaeld 
joining plates on ehleld tank 

KLElNSORGEiW P • HERDT< A R Division of Engineering & Technical 
Programs B2/03/26 lOpp 13971 161 24X Ficho 90-424* BS/06/lQ, 

3206220237 


82042103B3 IE Info Notice Bfi-lTi ‘‘Overpreeiur 1 zatlon of RCS *' Sve Hat 
enc 1 

xX]F0ANiE L Division of Engineering & Quality Assurance 02/06/11, 
I06pp 13673 238 24X Ficho 50-000*22/06/11.3204210303 


8304210324 IE Info Notice 23-l0j "Assessment of Intalies of Radioactive 
Matl bg Uorkers “ Sve list end 

DEYQUNO.R C Director's Qffice. Office of Inspection and 

Enforcement 82/06/11 I20pp 13673 189 24X 

F i c ha ; 50-000. 22/06/ 1 1 . 8204210324 


3 Reportable occurrences. UERs related corresponitence 


8206070237 Interim deficiency rept re embeds. Initially repOTted 02042'6 
Data Is being gathered to conduct engineering ovaluatlon to 
determine effect on plant safety Interim rept axpvcted 
before 220623 

CONWAY. R E Oeorgla Power Co 02/05/25 O'REILLY. J P Rag ion 2. 
Office of Director Ip 13369 226 24X Flche 50-424,02/05/25. 

8206070237 


2206300127 PNO-n-aS-062 on 220617. stop work order issved Oh use of 
Class 263 4-1/2 inch or larger piping spool pieces 
supplied by Pullman Power Products due to pTssonca of 
surface defects Audit to be performed at fabrication shop 
ROOOe.J . BRYANT. J. Region 2. Office of Director 82/06/17 Ip 
13652 347 24X Flcha 50-424.82/06/17.0206300107 


9206300192 Part 21 rept re potential defect in couplings drive elemant 
of DSRV or D8R standby diesel generator Affected licansnas 
will be notified no later than 820715 

KILLS. L L Transamerica Delaval. Inc 02/06/23 Dlractar's 
Office. Office of Inspection and Enforcement 2pp 13653 320 24X 

FI Che 90-000.82/06/23.0206300192 


DOCKET 50-425 ALVIN W VQOTLE NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents St correspondence 


0206020013 Advises that Class II fee appropriate for review of B2042B 
application r« extension of const completion dates Dlv of 
Accounting 6 Finance will refund overpayment 

MILLER, W 0 License Pee Management Branch 02/05/24 DUTTON. D E 
Georgia Power Co Ip 13332 362 a4X Ficbe 50-424. 02/05/24. 
0206020013 


8206300392 Add! response to FOIA request for decumente re cancellation, 
postponement, termination or deferral of nuclear plant 
conet since 200101 Forwards documents listed in app 
FELTON. J H Division of Rules and Records. 02/06/07 DOI.K. 
Critical Mass Energy Project, 2pp. 13670 215 24X 

Fichl 50-000, 02/06/07, 0206300392 


— 8206300409 Forwards estimate of units to be canceled or indefinitely 
deferred. per request. 

CORNELL, K Office of the Executive Director for Dperations, 
02/03/19 AHEARNE. J Commissioners 2pp. 13678 237 24 X 
Flc he* 90-000, 02/06/07. 8206300392 


8206090193 Generic Ltr 02-U to all LWR reactor plant llceneoes 8< 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Olnna Rept docotnents findings re cause of 
event. W/o end, 

EISENHUT.DO Division of Licensing 82/06/09 HAU8PUR0.A. 
Consol idatvd Edison Co of New York HOKE. T aklahoma Gas (c 
Electric Co, CONRAD. V Public Bervics Go of Oklahoma 13pp 
13997 349 24X Flcha 50-000,62/06/09.0206090193 


F. Security, medical, emergency l« fire protection plans 


6206070478 Forwards Region 2 Incident response plan dtd Mar 1902 Plati 
issued as Suppl 2 to NURCO-0249. "Agency Froceduree for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

5T0HR. U P. Division of Emergency Preparedness & Operational Support, 
02/05/12 KELLY. R.J. Oeorgia Power Co Ip 13375.011. 24X 

F i c h • 90-000. 02/09/ 1 2, 2206070478 


Q Inspection reports. IE Bulletins h correspondence 


B20607032B Forwards IE Insp Repts 50-424/62-00 h 50-425/62-08 on 
820427-30 No none amp I lane e noted 

DANCE.H C, Dlvieion of Project & Flesittent Programs 82/05/11. 
KELLY, R J Georgia Power Co 2pp 13363 27 0 24X 

Flc he 50-424.02/05/11,8206070320 


—0206070335 IE Inep Repts 50-424/82-00 b 50-423/02-00 on 820427-30. 
noncomp 1 iance noted. Major areas inspected eonet phase OA 
implementing procedures for Class IE equipment 6 ays & 
concrete placement around steel containment liner 
RUFF, A B . CONLtJN.T E Division of Engineering it Technical 
Programs 82/05/07 3pp 13363 272 24X Flche 50-424.02/05/1 

0206070320 


8206070B20 Ack receipt Of 020905 ltr Informing NRC of eteps taken t( 
correct violations noted in IE Inep Repts 50-424/82-06 
50-439/B2-06 

DANCE.H C Division of Project St Resident Programs 02/05/21, 
KELLY, R,J< Georgia Power Co Ip 13387*204 24 X 

Flche 50-424. 82/03/21 , 6206070620 


— 820607062B Responds to NRC 820412 ltr re violations noted in IE I 
Repte 50-424/62-06 ik 90’-425/a2-06 Csrrectlv* action* 
affected procedure reviewed & corrected Responss contains no 
proprietary info 

FOSTER. D O Georgia Power Co, 62/09/05 LONG. F J Region 2# 
Office of Director 2pp 133B7 283 24X Flche 80^424.92/09/2 

8206070020 


-^2206070036 Forwards IE Insp Repts 30-424/82-06 t. 50-429/62-06 an 
020211-0310 U notice of violation 

LONG. F. J Division of Project t< Resident Programs 62/04/12. 
KELLEVtR J Georgia Power Co 2pp 13387.287 24X 

Flche* 50-424. 82/09/21. 8206070620 


-8206070045 IE tntp Repts 50-424/82-06 U 90-429/92-06 on 82021 l-OC 
Noncompliance noted^ fai l ure to follow procedures re 
transport of steam generators 

BANDER6.WF . BROWNLEE. V, L Division Of Project b Resident 
Programs 62/04/18 6pp 13387 290 24X Flche* 90-424i 62/09. 

6206070820 


2206220246 Forwards IE Insp Repts 50-484/02-09 t. 50-425/02-09 on 
020427-30 Np non comp I lane b noted. 

DANCEiH C Division of Project it Resident PTograme. 02/09/26. 
KELLY* R J. Oeorgia Power Co 2pp. 13971 270. 24X 

Flche 50-424, 62/09/26. B2062 2024B 


—8206220856 IE Inep Rapt* 50-424 /B2-09 it 50-485/08-09 on 820427-3 
noncomp lUnce noted Major areas Insp ected i structural 
concrete, foundations it licensee action on previous Imp 
find i ng s 

HARREQiJR . COKLON. T E Plvlsion of Engineering L Technical 
Programs 92/05/25. 4pp 13571.272. 24X F iChe' 50-484i 62/09 

2206220240 


020204014? IE Info Notice 62-19. ^'Notlf i cat ion of NRC. Sve list i 
DEYOUNG*R C, Director's Officei Office of Inspection and 
Enforcement, 88/05/28 I07pp 13426.09 5 24X 

Flche; 90-000. 02/05/80. 0802040147 


02O481O37B t£ Info Notice 82-16, "HPCI/RCIC High 8 team Flow Betpo 
Sve list encL. 

JORDAN* E L Division of Engineering it duality Assurance. 02/0 
lO0pp 13440:264 24X Flc he, 90-000. 02/09/20. 6804210376 


B204210380 IE Dulletin 82-02. *'D«gradet ion of Threaded Fasteners 
Rtseter Coolant Pressure Boundary of PWR Plant*.*' 

0VC list and. 

OEYOUNOrR C Dlr«ctor''s -Qfficii Office of Inspection and 
Enforcement. 02/06/02. lO0pp 13927*190 24X 

Flcha, 90-000* 92/06/02,0204210300 


0206220237 Act receipt of 020426 it 0921 ltr* informing NRC that 
violation noted in IE Imp Repts 90-424/82-09 8, 90-435/02-05 
not applicable Agrees w/util position 

DANCE.H C Dlvieion of Project t< Resident Programs, 08/06/10 
KELLY, R.J Oeergia Power Co tp. 13971*193 24X 

Fiche 90-424,08/06/10.8206220237 


— 0206220240 Buppls util B20426 ltr responding to. NRC 020331 ltr 
violation noted in lE Insp Rapts 90-424/62-05 it 
50-429/22-09. Violation centes ted, ba ted on findings of add I 
insp effort. 

FOSTERiDO Georgia Power Co 08/09/21 LONG. F J, Region 
Office of Director. 2pp, 13971.194. 24X Flcha : 90-424* 88/0 

2206220237. 



— 020*220243 Responds to WRC 820331 Itp r* v^toJ*tion noted in IE Insp 
nepti 30-424/02-05 8< 30-425/02-05 Iduntlfled tueld flteet* 
criteria for ujidarcot Violation contested: 

FPSTER^O 0 Oeqpgia Pouier Co 02/04/26- tONOi F, ^ Region 2» 
Office of Director 2pp 13571 15* a4X Flche. 50-424. 62/06/10* 
0206220237, 


— B206220246 Forwards IE Insp Repti 30-434/62-03 & 30'’42 5/82-05 on 
820309-12 & notice of vloUtlon 

LDNOiF v/ Oivlilon of Project li Resident Pmorame. 02/03/31 
KELLY. R J Oeorsia Power Co 2pp- 13571 156 34X 

Ficht 30-424.02/06/10.8206320237 


— 0206230250 Notice of violation front Insp On 820309-12. 

* Divliion of Project 1. Resident Programs 02/03/31 Ip. 
13571 160 24X Ficht 50-424. 82/06/10i 0306220237 


— 62062302S4 IE tnip Repts 50-424/93-03 50-425/02-03 ctn 820309-12 

Noncompliance noted failure to follow Insp procedure 
Undercut greatfr than 1/16 inch noted at toe of weld 
joining plates on shield tant. 

KLEJN80RCE, W P . HERDT. 6, R Division of Engineering h Technical 

Programs 82/03/26 lOpp 13571' 1*1 24 X Fiche 50-424, 03/06/10, 

8206230237 


8204310383 IE Info Notice 02-17, "Qverp reeeur iaet ion of RCS " Bvc list 
end 

JORDAN.E L Dlvlelon of Engineering l» Oualitg Assurance 6S/06/11 
106pp 13679 258 24X Fiche 90-000* 82/06/1 1. 8204210303 


8204210384 IE Info Notice 82-18. "Assessfntnt of Intakes of Radioactive 
(iatl hg Norkers ” Bvc list end 

OEVOUNO, R C Director^ Of flee. Office of Inspection and 

Enforcement 82/06/11 iSOpp 13675 189 24X 

Ficht 90-000. 02/06/1 1 . 0204210304 


8 Rcportahle occurrences. LERs k related cor respend ence 


B20607D237 Interim deficiency rept ra emheds* initially reported 820426. 
Data ii being gathered to conduct englnearing evaluatlen to 
determine effect on plant safety. Interim rapt expected 
before 820623. 

CONWAV.R.e Oeorgla Fouer Co. 82/09/25 O'REILLY. JP Region 2. 
Office of Director. Ip 13369 296 S4X Flche 90-424* 62/09/ 25. 
8206070237 


820604D287 PNQ-IJ -02-059. on 020939. contractor ironworker fell from top 
of turbine bldg.Horker pronounced dead on arrival 
ROaOE. 0 F . BROWNLEE. V L Region S. Office of Director. 82/09/36 
Ip 1339B 394 34X Ficht, 90-429* 62/05/36. B2060402 8 7. 


6206800167 rN0-ll-B2-066 on 020617. atop work order issuod on use of 
Claes 2*3 4*'l/2 Inch or larger piping apool pieces 
supplied by Pullman Power Products due to presence of 
turfaca defects Audit to be performed at fabricetlon shop, 

ROOOE/J, . BRYANT.V Region 2. Offlca of Director 62/06/17 Ip. 
1 36 92 347. 24X Fi e h e • 90-424. 62 /06/ 1 7 . 02063001 67 


6206300192 Fart 21 rept re potential defect In couplings drive element 
of D0RV or DSR standby diesel generator Affected llcanecas 
will be notified nP later than 820719. 

NlLLSiL.L, Transamer lea Delava 1. Inc. 62/06/23. Pirector'a 
Office. Office of Inspection and Enforceman t 2pp 10693*328 24X 

Ficht - 90-000, 02/06/23,0206300192, 


DOCKET 90-420 ALMARAZ NUCLEAR STATION, UNITS I 6 2 


p Operating license stage documents b correspondence 


8206040911 Responds further to FOIA request for five categories of 
documents re iteam generator problem Records Meted irk agp 
to he plated in PDR 

FELTON. U.M, Division of Rules and Records. 82/09/29 UOELU.R A. 
Critical Hass Energy Project. 2pp. 13391*229. 24X 

Flche; 90-000, 82/09/25. 0206040911 


— B202120314 Foruiarde addl telaiai containing recent Info on proHeme 
at foreign facilities re tube failure of preheater type 
steam generator 

LAFLEUR, J D Office of International Programs, Director 
01/11/19 DEHroN,HR, Office of Nuclear Reactor Regulation* 
Director, Ip. 13391; 233. 24X Fiche. 90-000* 62/09/25, 620604051 1 , 


— 8202120318 Li sta results of ongoing steam generator tuba fnsp Problen 
generic for plants w/steam generator Hoial D3. 

TRUEBA.P, Spain. 01/11/10 LAFLEURr^l Office of Interna timnal 
Programs, Director. Ip 13391 239. 24X Ficht 90-000,62/09/29, 

620604091 1 . 


— 8202120321 Provideo status rept & action plan for returning facility 
to operation per Westinghouse proposal re steam generator 
tube repair 

THUEflA.P Spain Bl/Il/IB LAFLEUR.J F Office of International 
Programs. Director 2pp 13391 236 24X Fiche 90-000.82/05/25. 

6206040511 


' — 8206040925 Submits summary of util BllliS Itr to Consejo do Segurldad 
Nuclear Weitinghouse will propose plugging of some tubes. 
Installation of Internal instrumentation h return of plant 
to- operation 

VlLLADONfOAi J Office of Nuclear Reactor Regulation. Director 
81/11/24 LAFLEUR.J D Offlco of International Programs, 

Director 4pp 13391 238 24X Flche 30-000. 62/05/25/ 82060409J 1 


DOCKET aTN“50-437 FLOAT INO NUCLEAR PLANT 


0 Inspection rtports, IE Bulletins h correspondence 


8202040147 IE Info Notice 82-15. "Notif icatlen of NRC ” Sve list end. 
DEY(KINO,RC Director's Office, Office of Inspection and 

Enforcement 82/09/20 t07pp 13426 095 24X 

Flche: 50-000. 02/03/28. B202040147 


0204210378 IE Info Notice 02-16 "HPCt/RClC High Steam Flow Setpoints " 
8vc list end 

JORDAN. e.L Division of Engineering k Quality Aisoranco 02/05/28 
103pp. 13440 264 24X Fiche 90-000, B2/09/28i 0204210370 


8204210380 IE Dutletln 82-02. ‘‘Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary ef PWR Plants." 

6vc list end 

DEYOUNO.R C, Director's Office. Office of Inspection and 
Enforcement 02/06/02 lOBpp 13527 190. 24X 

Flche 30-000,82/06/02,0204210300 


8204210383 IE Info Notice 02-17, "Overpressur 1 latlon of RC6 " 8VC list 
enc I 

JORDAN, £ L Division of Engineering k Quality Assurance 82/06/iI 
106pp 13679 290 24X Fiche 50-000. 82/06/1 1, 02042 1 0303 


8204210384 IE Info Notice 82-10. "Assessment of Intakes of Radioactive 
Hatl by Workers " Sve list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 I20pp 13679 169. 24X 

Ficha 90-000. 82/06/1 i. 6204210384. 


DOCKET 90-430 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A Application/conetruction stage documents it correspondence 


8206020422 Forwards request for addl info re F8AR draft needed prior to 
820614 site visit 

6CHREIDER.D L, Schraiber Consultants, Inc 82/05/27. OONZALEB.R, 
DivifiPH Of Engineering 4pp 13325;39i. 24X pi char 50-438, 

82/09/27* 8206 020422 


9206080243 Informs that Const schedule has bean officially revised tp 
reflect Dec 1984 fuel load date for Unit 1 Revisions to 
schedule may he required as result of new revieus, Any change 
wilt be submitted et next appropriate i^uarterly update. 

KAHhER.D 8 Tennessee Valley Authority 62/06/03 ElSENHUT.D 0 
Division of Licensing Spp 13422.013 24X Flche' 90'"43B. 82/06/03, 

8206080243 


8206110213 Advises that responses to NRC 801222 k 810203 Itrs re 
control of heavy loads will be submitted by 831219. 

MILLS* L M Tennessee Valley Authority 82/06/04. ADEN B AM, E 
Licensing Branch 4, Ip 13499.001 24X Flche 90-436,82/06/04, 

6206110213 


8206070153 Qtnerlc Ltr 02-11 to all LWR reactor plant llcansees k 
applicants re transmittal of NURE0-09i6 relative to 
restart of RE Oinna Rept documents findings re cause of 
event, N/o- end 

EI8ENHUT. DO. Division of Licensing 82/06/09. HAUSPURO.A 
Consolidated Edison Co of New York. i3pp 13997.349. 24X 

Rich*. 90-000* 02/06/09. 8206090193 


6206190231 Informs that util will perform praliminary design analysis 
of facilities main control room k remote shutdown panels to 
identify significant human factors & Instrumentation 
problems before fual load, 

MILLS. L Ji Tennassee Valley Authority 82/06/11 ADENSAM, £. 
Licensing Branch 4. 4pp 13903390 24X Fiche* 00-438.82/06/11* 

8206150231 
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C Utllitrg Envlranntenbal Report <ER>i amende & correspondence 


0206240003 Confirms NRC 8S06i5“l6 environ review site visit Draft 
requests for addl info re environ rept end 

4DEN9AM, E 0 Ltcensinp Qrench 4 02/04/00 PARRiSiH 0 Tennessee 

Valley Authority 13pp 13407 334 24X Fiche 50-430,02/04/00, 

8206240003 


F Security, medical, emergency 8* fire protection plans 


0204210303 IE Info Notice 02-17, "Overpressur i lation of RC0 “ Svc list 
enc I 

JQRDANi E L Division of Engineering 4 Quality Aisurance 02/04/11 
t04pp 13473 258 24X Fiche 50-000,02/04/11,8204210303 


0204210304 IE Info Notice 82-10. "Assessment of Intakes of Radioactive 
Natl by Markers ” Svc list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/04/11 120pp 13475 18? 24X 

Fiche 50-000,02/04/11,0204210384 


0204090002 Responds to FOIA request for documents re Commission 
decision to extend deadline far licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON, J M Division of Rules and Records 02/05/11, REYNOLDS. N 0 
Debevoise & Liberman 3pp 13454 003 24X Fiche 30-000,02/05/11, 

0206090002 


0204070401 Forwards Region 2 incident response plan dtd Har 1902 Plan 
icsued as Buppl 2 to NURE0-0e45, *'Agoncy Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NRC response to emergency M/o end 

BTOHR, J P Division of Emergency Preparedness I, Operational Support 
02/03/12 PARRIBiHO Tennassee Valley Authority Ip 13375*053 
24X Fiche 30-000,02/05/12.8204070401 


Q Inspection reports, IE Bulletins & correspondence 


8204070402 Forwards IE Insp Repts 50-327/02-09,50-320/02-08,50-390/ 
02-14,50-391/02-13, 30-430/82-10, 50-439/82-10, SO-510/82-05, 
30-519/02-03, 50-520/02-05, 50-321/02-03, 30-3 53/02-01, 

50-334/02-01, 50-366/02-02 & 50-567/82-02. 

LONOr F J. Division of Project fit Resident Programs 82/05/20, 
PARflI8,H.O Tennessee Valley Authority 3pp 13374 253 24X 

Fiche* 30-000, 02/05/20, B2060704B2 


S Reportable occurrences, LERs & related correspondence 


0204010253 Ninth Interim deficiency rept re QA breakdown - deficient 
fillet welds, originally reported on 000507 Nonconformance 
Repts 1189.1203 Sc 1563 weld evaluations continuing Next rept 
due by 821114 

HILLS, L H Tennessee Valley Authority 02/05/10 O'REILLY, U P 
Region 2, Office of Director 3pp 13307 052, 24X 

Fiche 50-438.02/05/10,0204010253 


8206010304 Fifth interim deficiency rept re seismic qual if icetl on of 
BS(M equipment in TVA panel s, ini tlal ly reported 001124 All 
but 32 of 253 devices have been determined acceptable BIN 
win consider requalification 

HILLS. L H Tennessee Valley Authority 82/05/16 Q'REILLY, JP 
Region 2, Office of Director 2pp 13311 334 24X 

Fiche 50-430, 02/05/10. B2040103B6 


B2O4O1O409 Sixth interim deficiency rept re hardened grease on reactor 
bldg cooling fan bearings. initial ly reported 010120 Onsite 
insp performed by Reliance Electric Hotor Go Tubing removed 
t( grease relief holes plugged Also reported per Part 21 
HILLS, L H Tennessee Valley Authority 02/05/10 O'REILLY, J P 
Region 2, Office of Director 2pp 13314 093. 24X 

Fiche 50-430, 92/05/10. 0204010409 


— 0204070496 lE Insp Repts 30-327/02-09,90-328/02-08,30-390/02-161 
50-391/02-13, 50-430/82-10, 50-439/82-10, 50-518/82-05, 
50-319/02-05, 50-920/82-03, 30-521/82-03, 30-333/02-01, 50-534/ 
02-01,50-366/82-02 4 50-567/02-02 No noncompliance noted. 
LENAHAN.J J. Division of Project 8, Resident Programs. 02/03/10 
9pp 133745250 24X Fiche- 90-000, 08/03/20,8206070402 


8204010549 Third interim deficiency rept re seismic support lugs on 
2-lnch or less stainless steel pipe, ini tUl ly reported 
811224 Weld mockups using seismic lugs b butt uelifs sent to 
Blngleton Hatls Lab far evaluation 

H1LL6, L H Tennessee Valley Authority 02/05/10 O'REILLY, P. 
Region 2, Office of Director 2pp 13315 329 24X 

Fiche 30-436, 02/05/10, 9204010549 


0202040147 IK Info Notice 02-13, "Notification of NRC Svc list and 
DEVOUNOrR C. Dlrtctor's Office, Office of Inspection and 
Enforcement 02/03/801 107pp 13426 095. 24X 

Flehe 30-000,82/03/20,0202040147 


8804310378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints 
Svc lilt end 

JORDAN, E.U Division of Engineering & Quality Aisurance. 02/05/28 
103pp 13440 264 24X Fiche 80-000, 82/05/20, 8804210370. 


0804210300 IE Bulletin 08-02, "Dogradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plantm ” 

Svc list end 

DEVOUNO, R, C. Director's Office, Office of Inspection and 
Enforcement. 02/06/02 lOBpp 13327. 130 84X 

Ficha* 50-000, 82/06/08,8204210300 


3806220466 Ac k receipt of B20521 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-430/82-09 & 
30-439/02-0? 

LONO, F. J. Division of Project 4 Resident Programs 82/06/07 
PARRIB'H 0. Tennesfsa Vallsy Authority. tp 13378 189 24X 

Fi cha; 30-430, 02/06/09,8206220466 


8206010216 Deficiency ript re failure of Trans amer ica Dilaval to 
promptly correct deficiencies, initial ly reported 020114 
Completion date of corrective actions delayed to 020630 
Also reportable per Part 21 

HILLS, L H Tennessee Valley Authority 02/05/80 O'REILLY, J.P 
Region 2, Office of Director Ip 13300 096, 24X 

Fiche 30-000,02/03/80,6204010216 


8204070107 First interim deficiency rept re lack of environ 
qualification of equipment in auxiliary bldg because of 
potential failure of startup I, recirculation sys, initially 
reported 620422 Next rept expected by 021231 
HILLS, L M. Tennessee Valley Authority. 82/05/24 O'REILLY, 
Region 2, Office of Director 2pp 13370 319 24X 

Fiche 30-436, 02/05/24, 9206070107 


J 


P 


8206070135 Fifth Interim deficiency rept re tolerance for tubular 
steel cable tray hangers, initial ly reported 610716 Cause 
of deficiency still being evaluated Next rept expected by 
080726 

MILLS, L M Tennessee Valley Authority 02/03/24 0''RElLLYt J P 
Region 2, Office of Director Ip 13371 024 24X 

Fiche* S0-43R> r:7/05/24. 8206070139 


B2O622O470 Responds to NRC 820422 Itr re violations noted in IE Insp 

Repts 30-430/02-09 it 50-439/02-09 Corrective actions, cited 
welds it welds Identified in QCIRs 13,332 it 17,774 cut out it 
rewelded using approved processes it procedures „ 

hills, L Tennessee Valley Authority 02/03/21. □ REILLY, J P 

Region 2, Office of Director 3pp. 13578 190 24X 

Fiche: 30-430, 82/06/09, 0206220466 


B2r 


— B2062204B4 Forward e IE Insp Repts 30-430/02-0? & 50-439/82-09 on 
020301-31 it notice of violation 

long, F J Division of Projact it Resident Programs ®2/04/22. 
PARRIBjNO. Tanneisee Valley Authority 8pp, 13370 193. 24X 

Fiche - 30-430, 02/06/09, 0206220466. 


B2O622O4B0 Notice of violation from Insp on 020301-31. 

a Division of Project it Resident Programs 08/04/22 Ip 
1 3378 ,193. 24X F I c h e f 50-430, 82/06/ 09, 0206220466. 


-8206220496 IE Insp Rspts 30-430/82-09 it 30-439/82-09 on 020301-31. 
Noncompliance noted. three pipe welds in boric acid pump room 
were remelted w/o detailed weld procedure 

UTLCOXiJ. D , QUICK, D R Division of Project it Resident Programs. 
82/04/22 10p,p. 13378.196 24X Fiche* 30-430, 92/06/09, 0206220466 
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820^070665 Fourth Irtterlm deficieTicy r«p-t abstnts o-f div of 
engtn«oring dttlgn sgs to ensure Issuance of OA procedures 
before uiork t ommences/ Int tially reported B11020 Procedures 
revised Next rept bg 821S06 

MILLSii- N Tennessee Valleg Autharitg B3/QS/SB □'REILLY* J P 
Region 2. Office of Director app 13390 270, 24^ 

FI Che 50-000.02/09/28*8206070663 


0206110128 First interim deficiency rept re operetiqnel defects si> 
high pressure injection norzles it thermal s 1 eevesi int tiallg 
reported 02042? Nonconformance rept f orwarded to B&U for 
corrective action Also reported per Part 21 

MILLS* L K Tennessee Valley Authority 02/06/01 O'REILLY. J P 
Region 2, Of f Ue of Direc tor 2pp 13465, 220 24X 

Fiche 50-438*82/06/01*0206110126 


8206110144 Second interim deficiency rept re Improper use of foam 
plastic insulation on stainless steel pipe< initially 
reported on 020203 Revisions to instructional nemo & 
mechanical design guide initiated Next rept 020900 
MILL8.L M Tennessee Valley Authority 02/06/01 O'REILLY, J P, 
Region 2* Office of Director 2pp 13467,058 a4X 
Fiche 90-430*62/06/01*8206110144 


8206110282 Second interim deficiency rept re review of purchase 
r eiiul sltionsr initially reported 820120 Study being 
conducted of procurement process including all aspects of 
sys Next rept due by 820916 

HILLS* L M Tennessee Valley Authority BS/06/01, D'REILLY. J. P. 
Region 2* Office of Director Ip, 13466 162 24X 

Fiche 90-000* 02/06/0 1 * 0206 1 10282. 


8206310589 First interim deficiency rept re qualification of RHR/decay 
heat remove 1 sump valve room* Initially reported B20422 F8ARs 
will be revised to accurately reflect plant configuration 
Next rept expected by B2D907 

MILLS, L M Tennessee Valley Authority 02/06/07 D'REILLY, J P 
Region 2* Office of Director 2pp 13563 271 24X 

Fiche 50-000.82/06/07,0206210309 


8206210604 Interim deficiency rept re BIF butterfly valves determined 
to be leaking in excess of acceptable rate* initial ly 
reported on 020311 Valves uill be returned to OIF Also 
reportable per Part 21 

MILLS* L M Tennessee Valley Authority 82/06/00 O'REILLY, J P 
Region S* Office of Director 2pp 13564 063 24X 

Fiche 30-438*82/06/08,8206310604 


8206210436 Third Interim deficiency rept re auxiliary bldg fuel 
handling zone ventilation f ans* initla I ly reported on 810906 
Negotiations in progress to have coil manufacturers provide 
seismic yual 1 f Icatlons for hot water heating colls 
MILLS* L M Tennessee Valley Authority 82/06/11 D'REILLY* JP 
Region 2. Office of Director Spp J3560- 319 24X 

Fiche 90-438,02/06/11.0206210436 


8206210431 Second interim deficiency rept re governor lube oil coolers 
located above max elevations on TransAmerlca Delaval diesol 
generators Problem mill be corrected upon receipt of 
instructions from supplier Also reported under Part 21, 

MILL9*L,M Tennessee Valley Authority 02/06/14 O'REILLY* J P 
Region 2* Office of Director 2pp 13569 261 24X 

Fiche 50-430,82/06/14,8206210431 


0206110260 Interim deficiency rept re nonconforming matl used by WKM £n 
decay heat removal valves , Initielty reported on 020503 D6W 
investigation continuing Next rept hy 020719 

MILL8*L K Tennessee Valley Authority. B2/06/02 O'REILLY* ^f P 
Region 2* Office of Director 2pp. 13466 226 24X 

Fiche. 90-430* 02/06/02* 02061 10280 


8206140050 Final deficiency rept re vnecceptablc replacement for 
component cooling water pump shaft* initial Ly reported 
020301 Replacement shaft will be returned to Hayward-Ty ler 
Also reported per Fart 21 

HILLSfL M Tennessee Valley Authority 32/06/02 O'REILLY.J.F 
Region 2* Office of Director Spp, 13407 076 S4X 
Fiche; 90-430* 02/06/02,0206140090 


0206110199 Second interim deficiency rapt re regional -tuality 
engineering branch imp ofc manpower* initially reported on 
@20120 OA training completed 020313 Sc technical training 
nngoing Administrative Instruction QEQ-Al 104 Inplenanted. 
MiLLSrL.H Tennessee V*1 ley Authority 02/06/03 O'REILLY* JP. 
Region 2* Office of Director 2pp 13466 323 24X 

Fiche; 90-000* 02/06/03*8206110159 


0206110202 Final deficiency rept re mein steam valve room A pipe anther 
support loads* initially reported on 620723. Concrete 
stiffening walls designed S, released to Increase capacity 
«f R-line uall in area of main steam pipe anchors 
M1LL8*L M Tennessee Valley Authority. 02/06/03. O'REILLY* J P 
Region 2* affiet of Director 2pp 13466 341. 24X 

Fiche. 90-430* 02/06/03. 02061 10202 


0206110223 Revised final (leficlepeg rept re Consolidated Control Corp 
field butterfly cards Revision due to change in completion 
date of corrective action Tuo-month delay anticipated due to 
complexity of required repairs. 

KILLS* L rt Tennessee Valley Authority 02/06/03 O'REILLY* J P 
Region 2* Office of Director 2pp 13466' 258. 24X 

Fiche 90-4301 02/06/03* 02061 10223. 


8206210926 Final deficiency rept re installation of wrong valued 
resistor in modules* initial ly reported 820510 Seventy-nine 
field buffer modules required replacement of 3 6 ohm 
resistor w/5 6 ohm resistor Also reportable per Part 21 
MILLS, L M Tenneaeee Valiev Authority 02/06/15 O'REILLY* JP 
Region 2* Office of Director 3pp 13966 143 34X 

Fiche 90-463182/06/19*8206210526 


6306220S90 Final deficiency rept re failure of auxiliary control room 
diesel generators to start automatically upon loss of 
offsite power* initially reported on 810720 Engineering 
Change Notice 1309 Issued on 020313 

MILLS* U N Tennessee Valley Authority 02/06/16 Q'REILLV.JP 
Region 2* Office of Director 2pp 13982 ISO 24X 
Fiche 50-430* 82/06/16* 8206220590 


8206220390 Second revised final deficiency rept re Lambda power module 
fai lures* Initial ly reported 001210 Dailey Meter Co will 
change cleaning procedures S< Sprague will coat exposed foil 
w/epoxy Also reportable per Part 21 

MlLLa*L.M Tennessee Valley Authority 02/06/17 O'REILLY, JP 
Region 2* Office of Director 2pp 13502*021 24X 

Fiche 50-438,02/06/17,0206220390 


02O624ODB3 Second interim deficiency rept re Insoluble glut used for 
purge dams in stainless steel p ip ing* initla 1 ly reported 
620322 Five percent solution of acetic acid ulU be 
recirculated through sys piping. Next rept by 020920 
MILLBfL M Tennessee Valley Authority 02/06/10 O'REILLY* J P 
Region 2* Office of Director. 2pp 13599 240. 24X 

Fiche 90-430*02/06/10.8206240003 


0206300173 Finel supplemental deficiency rept re deficient pipe 
supports* Initially reported 810406 Matter will now be 
reported as separate item 

MILL9*L M Tennessee Valley Authority 02/06/21 0 'REILLY* J P 

Region 3. Office of Director Ip 13654 265 34X 

Ficho. 90-439, 02/06/31* 0206300173 


0206110130 Seventh interim deficiency rept r* lack of rebar at main 
itaam fluid heed* initially reported on 010227. Cause & 
corrective actions being identified to prevent recurrence, 

Next rept by 820806 

MiLLSfLM Tennessee Valley Authority. 02/06/04. O'REILLVj J. P. 
Region 2/ Office of Director 2pp. 13465; 227 24X 

Fiche* 50-438* 62/06/04* 82061 10120. 


0206300211 First interim deficiency rept re error discovered in thermal 
movement column of support design load Drawing 
3flH04l9-NV-04, initially reported 011315 Affected supports 
to be Identified Next rept by 030125 

MlLt9iL M Tennessee Valley Authority. 02/06/21 □ 'REILLY* J P, 

Region 2* Office of Director Zpp, 13694,327 24X 

Fiche* 50-430. 02/06/21* 020630021 1* 


8206210144 Interim deficiency rapt re failure of Vlling flow control 
valves in fire protection syt# ini t la I ly reported 011124. Mod 
ineffective Pressure control removed Next rept 021006 Also 
reported per Part 21 

MILLS* U M. Tennessee Valley Authority 02/06/07. O'REILLY* J, P. 
Region 2# Office of Director 2pp 1355?* 246 a4X‘ 

Fiche 90-430* 82/06/07* 8206210144 


8206300050 Second Interim deficiency rept re Incomplete description of 
assumptions limitations of HERCO program contributing to 
unacceptable usage of program in design of TVA plants* 
initially reported On 62040?. Next rept by 021005 
MILLS.L M Tennessee Valley Authority 82/06/22 O'RElLLYi J P 
Region 2* Office of Director 2pp 13655*357 24X 

Fiche 90-000,02/06/22*8206300050. 


6206210961 Fourth interim deficiency rept re bolt torques of RC8 
supports h restraints, initially reported 810024 Deficltncy 
under investigation Next rept expected B2I2l9.Also 
reportable per Part 21 


KILLS* L M, Tennessee Valley Authority. 62/06/07 O'ftEILLYr J 
Region 2* Office of Director 2pp 13543’ 219. 24Y 

Fiche! 90-430* 03/06/07*6206210561 


P. 


8206300155 Final deficiency rept re fillet wild misspec* initial ly 
reported 801107, Results of tasting program Validate usage 
of fillet welding 

rtlLLB.L M Tennessee Valley Authority. 02/06/22. O'REILLV* J P 
Region 2* Office of Director 2pp. 13639; 296, 24X 

Flch« 90-436*82/06/23*6206300155 
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02063001^3 Fifth interim deficiency rept re attached pipifiy potential 
safety concerm inlt lallg reported 80U21 BStU evaluation 
continu-lng Neit rep t ulll be submitted by 6S1014. Also 
reportable per Part SI 

MILLS* L M Tentieesee Valley Authority 82/06/22 D'REILLY*J P 
Region 2, Office of Director 3pp 13633 340, S4X 
Fldhe: 30-430* 02/06/22.8206300193 


0206300067 Second Interim deficiency rept re improper uie of circuit 
breakers to connect non-Class IE euiitchgoar control pouer to 
Class TE 125-volt dc boards i ini tial ly reported on 3203l9*per 
Design Criteria N4-EU-0775 Next rept due by 02OBO6 
MILLS. L M Tennessee Valley Authority 02/06/23 □ 'RE ILLY* J P 

Region 2« Office of Director 2pp 13633 343 24X 

Flche 50-430.02/06/23,0206300067 


0206300199 Part Si rept re potential defect in couplings drive oteihent 
of DSRV or DSR standby dles-el generator. Affected licensees 
ulll be notified no later than 020715 

MILLS, LL Transamerlca Delaval, Inc 82/06/23 Director's 
Office, Office of Inspection and Enforcement 2pp 13653 320 24X 

FI Che - 30-000,02/06/23, 0206300192 


0206300301 Second interim deficiency rept re ueldments on NAVCQ spool 
pieces. Initially reported 820224 Discrepancy between ASME 
reiiul remonts k Insp procedures under investigation Next 
rept due 021004 Also reportable per Part 21 

MILLS, LM Tennessee Valley Authority 82/06/23 O'REILLY. JP. 
Region 3, Office of Director Spp 13658 031 24X 

riche 50-430,02/06/23,8206300301. 


0306300349 Becond interim deficiency rept re improptrly utelded chiller 
unit piping c omponents, initial 1 y reported 0201 11, Seismic 
Integrity of chillers eva luated. Next rept will be submitted 
by 020922 Also reportable per Part 21 

MILLS, LM Tennesaeo Valley Authority 02/06/23. O'REILLY, JP 
Region 2, Office of Director Spp 13658 06S 24X 

Flche. 00-438, 09/06/23, 0206300349 


F Security, medical, emergency S. fire protection plans 


G2060704B1 Foruards Region 2 incident response plan dtd Mar 1982 Plan 
issued as Suppl 2 to NUREO-0045, ’’Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency U/o end 

8T0HR, J P Division of Emergency Preparedness & Operational Support 
82/05/12 PARRIS, H 0. Tennessee Valley Authority ip 13375:053 
24X Flche - 50-000, 02/05/12, B2O6O7O401 


Q Inspection reports, IE Bulletins i< correspondence 


8306070402 Forwards IE Insp Repts 50-327/83-09*50-398/02-00.50-390/ 
02-16, 50-391/82-13, 30-438/02-10, 50-439/82-10, 50-518/82-05, 
50-319/02-05, 50-520/82-03, 50-521/82-05, 50-553/02-01, 

50-554/G2-01i 50-566/62-02 & 50-567/82-02 

LQNO*F J Di vision of Project fc Resident Programs 92/05/20 
PARRIS, K 0 Tennessee Valley Authority 3pp 13374 255 24X 

Flche 50-000,82/03/20*8206070402 


—8206070496 IE Insp Repti 50-397/82-09,50-328/82-00150-390/02-16. 
50-391/02-13, 50-430/82-10, 50-439/82-10, 50-518/02-05, 

50-319/02-03, 50-S20/B2-05, 50-321/82-05, SO-553/B2-01, 50-554/ 
02-01,50-566/62-02 U. 50-567/02-02 No noncompliance noted 
LENAHANiJ J Division of Project k Resident Programs 82/05/10 
9pp 13374 230 24X Fich# 50-000,82/05/20,0206070402. 


8202040147 IE Info Notice 82-15, ’’Notification of NRC ” 8vc list and. 
OEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 82/05/20 107pp 13426 095 24X 

Flche 50-000, 82/05/28, 0202040147 


0204210370 IE Info Notice 02-16, ’’HPCl/RCIG High Steam Flow Setpoints ” 
8vc list end 

JORDAN, B.L Division of Engineering St Quality Assurance 02/05/20 
103pp 13440 264 24X Flche 30-000,02/05/20,0204210370. 


DOCKET 50-439 DELLEFONTE NUCLEAR PLANT* UNIT 2 
A Application/construction stage documents k correspondence 


0206090422 Forwards request for add! Info re F8AR draft needed prior to 
020614 site visit 

SCHREIDER.DL Schreiber Consultants* Inc 82/05/27 OONZALEa»R 
Division of Engineering 4pp, 13325,351, 24X Flche 50-430* 

02/03/27, 8206020499 


0206000243 Informs that const schedule has been officially revised to 
reflect Dec 1984 fuel load date for Unit 1 Revisions to 
schedule may be required as result of new reviews Any chenge 
Will be submitted at next appropriate quarterly update. 

KAMMERiD B Tennessee Valley Authority 82/06/03. EI8ENHUT,D 0 
Division of Licensing 2pp 13422 013. 24X Flche: 50-438, 02/06/03, 

8206080243 


8206110213 Advises that responses to NRC 001222 k B10S03 Itrs re 
control of heavy loads will be submitted by 831215 
MILL8*L.M Tennessee Val ley Authority. 02/06/04. ADEN8AM,E. 
Licensing Dranch 4 Ip 13459 001. 24X Flche. 50-430# 02/06/04, 

8206110213 


0206090153 Generic Ltr 82-11 to all LWR reector plant Uceneees & 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
even t . W/o enc 1 

ElBENdUT, D 0 Division of Licensing. 82/06/09, HAirGPURO,A 
Consolidated Edison Co of New York 13pp 13557*349, 24X 

Flche. 50-000, 02/06/09,0906090133. 


8206150231 Informs that util will perform preliminary design analysis 
of fecilltlas main control room l< remote ehotdown panels to 
Identify significant human factors k Instrumintatlon 
problems before fuel load 

MILLB, L M. Tennessee Valley Authority, 02/06/11, ADENSAMi E. 
Llcentlng Branch 4 4pp 13503.350, 24X Flche* 50-43B, 02/06/1 1, 

0206150231 


C Utility Environmental Report CER), amends 8t correspondence 


8204210300 IE Bulletin 02-02, "Degradation of Threaded Fasttnsri in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Bvc list end. 

DEYOVNO.R.C. Director's Office, Office of Inspection and 
Enforcement 62/06/02 100pp. 13527 130 24X 

Fich# 50-000, 02/06/02, 0204210380, 


0206220466 Ack receipt of 820521 Hr informing NRC of steps talisn to 
correct violations noted In IE Insp Repts 50-430/02-09 8, 
50-439/02-09 

LONO,F J Division of Project k Resident Programs 52/06/09. 
PARRI0*H. 0. Ttnnesse* Valley Authority Ip 13576-109 24X 

Flche. 50-430, 82/06/09, 0206220466 


— 0206220470 Responds to NRC 820492 ltr re vloletions noted in IE tnsp 
Rcpte 50-436/02-09 k 50-439/82-09 Corrective actions: cited 
welds k welds identified In QCIRt 13,352 k 17,774 cut out k 
rewilded using approved processes b procedures 
MILLS, L Tennessee Valley Authority 02/05/21 0 'REILLY, J P 

Region 2, Office of Director 3pp 13578 190 24X 

Flche 50-430, 82/06/09, 0206220466 


— 8206220404 Forwards IE Insp Repts 50-430/82-09 k 50-439/02-09 0 T» 
020301-31 l< notice of violet! on. 

LONG, F J Division of Project k Resident Programs 02/04/82. 
PARRIS, H.O. Tennessee Valley Authority 2pp 13576.193 24X 

Flche: 50-438,82/06/09, 0206220466 


— 0806220408 Notice of violation from Insp on 020301-31 

* Division of Project b Resident Programs 02/04/22 Ip 
13578 195 24X Flche. 50-430. 82/06/09,8206220466 


—0206220496 IE Imp Repts 50-438/02-09 k 50-439/02-09 on 820301-31. 
Noncompliance noted* three pipe welds in boric acid pump room 
were remelted w/o detailed wald procedure 

WILCOX, J D t QUICK# D R Division of Project 6 Resident Programs 
02/04/22 lOpp. 13578.196 24X Fich ■ 50-438,82/06/09*6206220466. 


8204210303 IE Info Notice 82-17, "Overpresiur Itatlon of RC8 ” 8vc list 

^RDAN, E L Division of Engineering k Quality Assurance 02/06/11. 
I06pp, 13675 250 24X Flche 50-000,02/06/11*0204210303. 


0206240003 Confirms NRC 020615-16 environ review site visit. Draft 
requests for addl info re environ rept end 

ADBN8AM, E. 0 Licensing Branch 4 02/06/00. PARRIS, H 0 Tennessee 

Valley Authority. 13pp 13607:334 24X Flche 50-438,02/06/08, 

0206240003 


8204210304 IE Info Notice 82-18* “Assessment of Intakes of Radioactive 
Matl by Workers,” Svc list end 

DEYOUNOrR.C Director's Office# Office of Inspection and 
Enforcement. 82/06/11 I20pp 13675.189. 24X 

Flche* 50-000, 02/06/11*8204210384 


332 


DOCKETED ITEMS 


S RvportAbl* occurrencasi LERi i cort'espandcnce 


0206010353 Ninbh in^aritn deficiency rept re OA bpeatedaun - deficient 
fillet ueldfr orl^lnel 1 y reported dn 8G0907 Mdnconf ormance 
Reptk 11034 1S03 tc 1563 uield evsluetion* continuing Next reft 
due by 821116 

MILLS, L M TenneAitee V'al lay Authori ty 62/03/18 O'REILLY. JP 
Region 2i Office of Director 3pp 13307 OSS S4X 
Riche 38-436.32/05/10.8206010233 


0206010336 Fifth interim deficiency rep re «el«mic qualification of 
Bl<lf equipirtnt in TVA pane Is. ini tial ly reported 601124 All 
but 32 of 2S3 devices have been determined acceptable B&UI 
uin consider requal if i cation 

HILLS. L M Tenneasee Valley Authority SS/05/ie O'REILLY, JP 
Region 2, Office of Director Spp 13311 334 ?4X 

Ficha 50“43a. 32/09/10.6206010336 


8206010469 Sixth interim deficiency rept re hardened grease on reactor 
bldg cooling fan bear ing s, ini t lal ly reported 010120 Onsite 
in»p performed by Reliance Electric Motor Co Tubing removed 
6 grease relief holes plugged Also reported per Part SI 
MILLS, L M, Tennessee Val ley Authority, 82/05/16 O'REILLV.JP 
Region 2j Office df Director 2pp 13314 D?3 24X 

Fi c he 50-430, 02/09/ 1 6, 6206010409 


820601094? Third Interifn deficiency rept re seismic support lugs on 
2-lnch or less stainless steel pipe, ini tial ly reported 
011224 Weld Riockupt using seismic lugs & butt uelds sent to> 
Singleton Matls Lab for evaluation 

MILLS, LM Tennessee Valley Authority 02/03/18 O'REILLY, J P 
Region 2. Office of Director 2pp. 13313 328 24X 

Fich* 50-438, 32/09/10, 020 601094? 


6206010216 Deficiency rapt re failure af Transamirica Delaval to 
promptly correct dif i ci encies, ini tial ly reported 820114 
Completion date of corrective actions delayed to @20630 
Also reportable per Part 21 

KILLS, L M Tennessee Valley Authority 62/09/20 O'REILLY. J P 
Region 2, Office of Director, ip 13300 086 24X 

FI c h « 90-000, 62/09/20 , 620f>0 102 1 6 


6206070107 First interim deficiency rept re lacJc of environ 
qualification of equipment in auxiliary bJdg because of 
potential failure of startup & recirculation lys, initially 
reported 020422 Next rept expected by 621331 

mills, L M Tennessee Valleg Authority B2/0S/24 O'REILLY. JP 
Region 2, Office af Director 2pp 13370 319. 24X 

Fiche 90-433,02/09/24.6206070107 


0206070139 Fifth Interim deficiency rept re tolerance for tubular 
steel cable trey hanger*, Initially reported 010716 Cause 
of deficiency still being evaluated Next rept expected by 
820726 

MiLLSrL M Tennesise Valley Authopity 82/05/24. O-'REILLY. vJ P. 
Region 2, Office of Director ip 13371 024 24X 

FI C h # 90-430 , 02/05/24. 62060701 3 5 


6206070467 Fourth interifn deficiency rept re unacceptable pipe break 
Interact! one. initially reported on 010127 Engineering change 
notices re chilled uater piping, denilneral ix ed ueter piping 1< 
fire protection piping Initiated 

MILLO, L N Tenne«ete Valley Authority 82/09/34. O^ftEILLY, 0 P 
Region 2, Office of Directpr 2pp 13374.212 24X 

Flchi, 90-430, 32/09/24, 02 06070467 


tel final deficiency rept rt receiving, chec ling & 
e, initially reported on 012027 Final rept 
? Corrective action expected to be 
♦ora 820730. 

Valley Authority. 62/09/29 O'REILLY, J P. 
Irector ip 13366 212 24X 

I 6206070104. 


icy rept re check valve leak in air 
ratorti Ini tlally reported 
reported per 


6206110126 First interim deficiency rept re operational defacts in 
high pressure injection noxxles & thermal s leeves, ini tial Ig 
reported 62042? Nonconformance rept foruiarded to 3&N for 
corrective action Also reported per Part 21, 

MILLS, L M Tennessee Valley Authority 02/06/01 O'REILLY, J P 
Region 2. Office of Director 2pp 13469 220 24X 

Fiche 90-436,82/06/01,0206110128 


8206110144 Second interim deficiency rept re Improper u&e of foam 
plastic insulation on stainless steel pipe, initially 
reported on 820203 Revisions to Instructional memo L 
mechanical design guide initiated Next rept by 62090B 
HILLS, L M Tennessee Valley Authority 02/06/01, O'REILLY. J P 
Region 2, Office of Director 2pp 13467 093 24X 

Fiche 90-430, 02/06/01.8206110144 


B206110282 Second interim deficiency rept re review of purchase 
requisitions, initially reported 020120 Study being 
coTsducted of procurement process including all aspects of 
sys Next rept duo by 020916 

MILLS, L M Tennessee Valley Authority 02/06/01 O'REILLY, J P 
Region 2. Office of Director Ip 13466 162 24X 

Fiche 90-000, 62/06/01,0206110202 


6206110200 Interim deficiency rept re nonconforming matl used by UKH in 
decay heat removal valves, initial ly reported on 020503 B&M 
investigation continuing Next rept by 020719 

MILLS. L M Tennessee Valley Authority 02/06/02, O'REILLY, J P 
Region 2. Office of Director, 2pp 13466 226 24X 

Fiche 50-436,62/06/02.8206110200 


8206110159 Second Interim deficiency rept re regional quality 
engineering branch insp ofc manpouer, Initia 1 ly reported on 
820120 GA training completed 020310 technical training 
ongoing Admin Istrative Instruction 0E6-A1 104 Implemented 
HILLS, L H. Tennessee Valley Authority. 62/06/03 O'REILLY, 
Region 2, Office of Director 2pp 13466 323 84X 

Fiche 50-000.62/06/03,0206110139 


6206110202 Final deficiency rept re main steam valve room A pipe anchor 
support loads, initially reported on 020723 Concrete 
stiffening walls designed & released to increase capacity 
of R-llne uall in area of main steam pipe anchors. 

MILLS, LH Tennessee Valley Authority 02/06/03 O'REILLY, J P 
Region 2, Office of Director 2pp 13466*341 S4X 
Fi Che 50-430, 02/06/03, 82061 10202 


B2O6LS0263 Revised final deficiency rept re Consolidated Control Corp 
field butterfly cards Revision due to change in completion 
date of corrective action Two-month delay anticipated due to 
complexity of required repairs 

MILLS, L M Tennessee Valley Authority 62/06/03 O'REILLY. J P 
Region 2, Office of Director 2pp 13466 290 24X 

Fiche 50-430, 02/06/03, 02O6HO223 


0206110120 Seventh Interim deficiency rept re lack of rebar at main 
steam flued head, ini tlal ly reported on 010227 Cause it 
corrective actions being identified to prevent recurrence 
Next rept by 820006 

MILLS, L M Tennessee Valley Authority 02/06/04 D'fiEILLY. J P 
Region 2, Office of Director. 2pp 13469.227 84X 

Fiche. 90-430, 02/06/04.8206110120 


8206110323 Tenth Interim deficiency rept re welding of structural eteel 
anrivluB floor framing, ini tial ly reported on 000415. 

Corrective actions being finalized Next rept to be provided 
by 820726 

MiLLSiL M Tennesiee Velley Authority 02/06/07 O'REILLY, U P 
Region 8, Office of Director Ip 13467 066, 24X 

Fiche. 90-439, 02/06/07, 02061 10323 


0206210144 Interim deficiency rapt re failure of Viking flow control 
valves in fire protection syst initial ly reported 611124 Mod 
ineffective, pressure control removed. Next rapt 021006, Alio 
reported per Part 21 

MILLS, L M Tennessee Valley Authority, 62/06/07. O'REILLY. J. P. 
Region 2, Office of Director, 2pp 13999 246. 24X 

Fiche* 90-430, 02/06/07.0206210144. 


V05/2e O'REILLVj J. P, 

a4JC 0206210901 Fourth Interim deficiency rept re bolt torques of RCS 

support* ft restraint*, ini tially reported B10824 Deficiency 
under investigation Next rapt expected 821219 Also 
reportable per Part 21 

' MILLS, L M Tennessee Valley Authority 82/06/07. O'REILLY, J P. 

Region 2, Office of Director 2pp 13963:219 24X 

rich# 90-430, 02/06/07, 0206210901 


0SO621O589 First interim deficiency rept re qualification of RHR/decay 
heat removal sump valve room, initial ly reported 620425 FSARs 
will be revised to accurately reflect plant conf Iguration 
Next rept expected by 820907 

MILLS, L M Tennessee Valley Authority. 02/06/07 O'REILLY, J P 
Region 2. Office of Director, 2pp 13963.271. 24X 

Fich#* 80-000, 82/06/07, 820621050? 
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6206210436 Third Intvriin d«ficlencij rept re auxiliary bldg fuel 
handling igne ventilation f anst ini tia 1 ly reported on 610306 
Negotiations in progress to have coll manuf acturers provide 
seismic qualifications for hot oJater heating colls 
MILLS* L M Tennessee Valley Authority 02^06/11 D'RElLLYiJP 
Region 3, Office of Director 3pp i3568 319 24X 

FI c he 5O-430J 02/06/1 1 » 82062 10436 


6206210431 Second Interim deficiency rept re governor lube oil cODlers 
located above max elevations on TransAmer ica Delaval diesel 
generators Problem uill be corrected upon receipt of 
instructions from supplier Also reported under Part 21 
MILLQ*U M Tonnessee Valley Authority 02/06/14 O'REILLY, J P 
Region S, Office of Director 2pp 13568 261 24X 

Flcho 30-4381 02/06/14, 0206210431 


8206300192 Part 21 rept re potential defect in couplings drive element 
of DBRV or DSR standby diesel generator Affected liceniiee 
Mill be notified no later then 820715 

MILLS, L L Transamerica Delaval, Inc 02/06/23 Director's 
Office, Office of Inspection and Enforcement 2pp 13653 328 S4X 
Fiche SO-000. 82/06/23, 8206300192 


8206300349 Second interim deficiency rept re improperly uilded chiller 
unit piping c omponrnts, initial ly reported 820111 Seismic 
Integrity of chillers evaluated Next rept tjitl be submitted 
by 820922 Also reportable per Part 21 

HILLS, L H Tennessee Valley Authority 62/06/23 D'REIULY, J P. 
Region 2, Office of Director 2pp 13658 065 2AX 
Fiche 90-438,82/06/23,8206300349 


02O621O92D Final diflcisncy rept re installation of urong valued 
resistor in modules, initla 1 ly rapurted 820510 Seventy-nine 
field buffer modulOs required raplacemant of 3 6 ohm 
resistor u//9. 6 ohm resistor Alst* reportable per Part 21 
MlLLSrL.M Tennessee Valley Authority 02/06/15 O'REILLY, J P 
Region 2, -Office of Director. 3pp 13566 143 24X 

Ficher 80-438, 82/06/15, 8206210526 


8206220990 Final deficiency rept re failure of auxiliary control room 
diesel generators to start automatica 1 ly upon loss of 
offsite power , initial ly reported on 810720 Engineering 
Change Notice 1309 issued on 620313 

MILLS* L M Tennessee Valley Authority 02/06/16. O'REILLY, JP 
Region 2, Office of Director 2pp. 13502 150 24X 

Flcho - 50-438, 02/06/16,8206220590 


0206220390 Second revised final deficiency rept re Lambda power module 
failures, initially reported 801218 Bailey Meter Co will 
change cleaning procedures tt Sprague will coat exposed foil 
w/epoxy. Also reportable per Pari 21 

MILLS, L M Tennessee Valley Authority 82/06/17 O'REILLY, J P 
Region 2, Office of Director 2pp 13582 021. 24X 

Fiche- 50-438, 02/06/17,8206220390 


0206240033 Second Interim deficiency rept re insoluble glue used for 
purge dams in stainless steel p 1 ping, Initia lly reported 
820322 Five percent solution of acetic acid will be 
recirculated through sys piping. Next rept by 820920 
MILLS, L,[1 Tennessee Valley Aiithorlty. 82/06/18 O'REILLY, J P 
Region Hr Office of Director 8pp. 13599.840 24X 

Fiche' 50-430, 82/06/10, 0206240003 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, WIT 1 
A AppUcation/constructlon stage documents B, correspondance 


B206il0220 Forwards responses to Structural Engineering Branch request 
for addl Info re design of intate & discharge cooling water 
tunnels Ouestions based on 820311 submittal 

DAVIDSON, D R Cleveland Electric Illuminating Co B2/06/02 
SCHWENCERrA Licensing Branch 2 llpp 13467 043 24X 

Fiche 50-440, 82/06/02, 82061 10220 


0206110230 Forwards description of preaperatl onal vibration monitoring 
for balance-of~plant sys, as committed to in meetings 
w/Mechanical Engineering Branch during Aug 1981 
DAVIDSON, DR Cleveland Electric Illuminating Co 82/06/02 
SCHWENCER.A Licensing Branch 2 12pp 13466 260 24X 

Fiche 50-440,82/06/02,8206110230 


6206150317 Forwards comments on 820512 meeting re equipment 
qualification program Concurrence/comments requested Major 
agenda items discussed, Vi ewgraphs encl 

OAVtOaON, D R Cleveland Electric Illuminating Co 82/06/02 
SCHWENCER,A Licensing Branch 2 39pp 13506 007 24X 


8206110365 Forwards draft technical evaluation rept re control of heavy 
loads Rept based on response to Section 2 1 of generic Ur 

dtd 801222 on “Centrol of Heavy „ _ 

SCHMENCERiA Licensing Branch 2 

Cleveland Electric Illuminating Co 2pp 13490 293 24X 

. .A. a^n.^4 


0206300173 Final supplemental deficiency rept re deficient pipe 
supports, Initially reported 810406 Matter will now be 
reported as separate item • c 

HILL8*L.M. Tennessee Valley Authority 02/06/81 0 REILLY, J P 

Region 2, Office of Director. Ip 13654 265, 24X 

Fiche* 50-430, 82/06/21, 0206300173 


--8206110368 "Control of Heavy Loads at Nuclear Power Plants, Perry 
Nuclear Power Plant Units I U 2, Cleveland Electric 

STICKLEY^T^H ^°EO«co!^*lnc. 82/05/31 NRC - No Detailed 
AffUiauIn Olven 33pp 13490.255 a4X Fich.J 80-440, @2/06/03, 


0206300211 First interim deficiency rept re error discovered in thermal 
movement column of support ^ 

anH04l9“NV~04, Initial ly reported 811815 Affected supports 
to be identified Next rept by 030185 n,B,rT, iv i t, 

MILLS, L, M Tennessee Valley REILLY, J P 

Region 2, Office of Director, 2pp 13684 329 S4X 

FlcheJ 50-430, 88/06/21, 020630021 1 

0206300058 Second interim deficiency rept re incomplete description of 
assumptions 8< limitations of WEflCO program contributing to 
unacceptable usage of program In 

Initially reported on 020409 Next rept JP 

mills, U M Tennessee Valley Authority 82/06/22 D REILLY, 

Region H, Office of Director 2pp 13699 357. 24X 

Fiche. 50-000, 08/06/82, 0806300050 

820630015:1 Final deficiency rapt re fillet weld misspec, initial ly 
rsportad BOl 107. Results of testing program validate usage 

MILL^^L^M “*Tji!Iessee Valley J‘’**^**5 (l ®^^56''^%4X° ^ 

Reolgn 2, Office of Director 2pp. 13655:296 84X 

Fiche 50-430, 82/06/22, 02063001 59. 

8206300195 Fifth Interim deficiency rept re attached piping potential 

safety concern, initially reported 801121 -Y-luation 

continuing. Next rept will be submitted by B21014 Also 

O'««LLy.0.P 

Region 2, Office of Director, 3pp. 13655.340 24X 

Fiche: 50-430, 82/06/22, 8206300199. 

Class IE 125-volt dc boards, ini tlally ^ 

Region H, Office of Director. Spp 13655 343 24X 

Fiche. 50-430, 82/06/23, 8206300067 


0206150274 “Summery Rept of Human Factors Design Review of Perry 
control Room '■ Control room review swppi 8, control room 
surveu task force evaluation encl j,o 

ROSa,K C , 8BM1NARA,V L , THIBODEAUX, B BWR Owners Oroup 82/02/12 
IMie 13904 132 84X FUhe 50-440,02/06/07,0206190269 

0206150197 Forwards revised responses to Containment Bys Branch 
Ouestions 400 48 I. TMI Action Item 11 E 4 8 discusetd In 
020581 meeting, Responses will be incorporated In future FSAR 

DAVIDSON, D R Clivsland Electric ^ 

SCHWENCER,A Licensing Branch 8 I6pp 13501 331 24X 

Fiche. 50-440, 02/06/00, 0206150197 

0206090153 Oenerlc Ltr 02-11 to all LHR reactor plant licensees fc 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna, Rept documents findings re cause of 

IlSENHUT, D O Division of Licensing 

Consolidated Edison Co. of New York iSpp. 13557:349 24X 

Fiche: 50-000, 82/06/09, B206090153 


8206190336 Forwards "Structural Analysis Summary for Vassel Head .. 
NEDE-25925, "Structural Analysis of Reactor Pressure Vesie 
tc Internals for Vessel Head Drop, Shroud Head Assembly. . 

SXv?S 8S|!|,T;?‘' cIlJelSn^ElI^^ ssb 

0CHWENCeR,A Licensing Branch 8, 9pp. 13903 SS3 -sex 
Fiche, 90-440, 02/06/09, 8206190336 

B20A150a,l Ack o, MOSOA Ur «« «' “*,* *“*" 

correct items noted during 08f>2}O « nf 

conference will be held in 020610 to discuss results of 
invastlaation completed on ra03l9 « 

NORELIUS,C,E Division of Engineering 6 Technical Program*. 
ra/W/lO DAVIDSON, D R Cl.v.l.nd El.ctrit IUu«.in.ting C», I,. 

«W-347 Six FiU.. SO-440, BS/OA/IO, 0i!OAI5Oa4« 


— B206190249 Ditcu««»3 actions taken r« 1 tetns noted during B20210 
(netting u/NRC Eval ua ticans thoued laf ety-re 1 ated contractors 
have ade^iuate QA progranas Revieu of nonconformance sys 
completed* reiul ting In program improvement 

DAVIDSON* D R Cleveland Electric Illuminating Co 82/03/06 
KEPPLERiJ 0 Region 3. Office of Director 3pp 13497 340 a4X 
riche 50-440*82/06/10*6206150241 


0206230342 Notification of 820617 meeting lu/util in Detheeda* tiD to 
dUcuit neu loads evaluation for pool dynamic loads 6 
allegations of unrevleued safety concerns for containment 
STEFANO.J Licensing Branch 2 82/06/17 SCKWENCER* A Licensing 

Branch 2 3pp 13603 342 24X Fiche 30-440*02/06/17.8206230342 


£ NRC Safety Evaluation Report <8ER>* stippls & correspondence 


8206170055 SAFETY EVALUATION REPORT RELATED TO THE OPERATIOM OF PERRY 
NUCLEAR POWER PLANTS. UNITS 1 6 2 Docket Nos 50-440 And 
50~441 (Cleveland Electric Illuminating Company) 

« Office of Nuclear Reactor Regulation. Director NUREG-0BB7 
82/03/31. 370pp Available at NTI5 ^12 OO 13956.001 24X 

Fiche 50-440, 82/05/31 . 820 6 1 70035 


8206130234 Supple 020429 response to SER Open Item 17 6 F6AR Oueetlon 
430. 17 re q,uelity group c Ussif leet ion of MFCS diesel 
generator skid-mounted auxiliary piping Piping adequately 
ifet Igned* per Reg Guide 1 26 

DAVIDSON* D R Cleveland Electric Illuminating Co 82/06/07 
SCHWENCER.A Licensing Branch 2 9pp 13499 359 24X 

Fiche 50-440,82/06/07,0206190234 


0206190269 Forward* re»ponse to 8ER Open Item 7 re control room 
design review 

DAVIDSON* D R Cleveland Electric Illuminating Co. 82/06/07 
SCHWENCER.A Licensing Branch 2. 3pp, i3S04 001 24X 

Fie he 90-440182/06/07,0506190269 


— 8206150271 "DHR Owner* Oroup Control Room Burweg Morkehop Bop pi '* 
e BWR Ouiners Group 02/06/07 99pp 13304 004 24X 

Fiche 50-440, 82/06/07 , 8206150269 


8206220087 Forwards addl Info rt containment tuckling aralysis* per 
Structural Engineering Branch paquest for BER review 
DAVIDBONiDR Cleveland Electric Illuminating Co. 02/06/07 
SCHWENCER,A Licensing Branch 2. I3pf 13573.211 24X 

Fiche- 90-440* 82/06/07, 8206220087 


8806170298 Discusses revieu t, analysis of Class IE undervoltag e 
protection scheme* per SER confirmatory 1 tern* conduc ted in 
response to F8AR Ouestlon 430 77 Design changes underlay 
DAVIDBONiDR Cleveland Electric Illuminating Co 82/06/00 
SCKWENCERiA. Licensing Branch 2 3pp 13929-197 24X 

FI q he 90-440* 82/06/08. 8206170298 


8206220337 Forwards response to SER Open Item 15 re fire protection 
fiaturss to ensure safe shutdown eapab i 1 ity * per lOCFR App 
R, Section III 0, referenced in 820906 Itr 

DAVIDSON* D R Cleveland Electric Illuminating Co 82/06/16 
8CHWENCER.A Licensing Branch 2 29pp 13909:297 24X 

Fiche. 90-440* 62/06/16* 8206220337, 


F fieeurity', medical* amergency 6 firs protection plans 


0206000441 Notlfits of acceptance of 820301 security plan Flan to 
he fully implemented upon receipt of OL 

SCHWENCERiA Licensing Branch 2 02/06/02 DAVIDSON* D R. 
Cleveland Electric riluntl natlng Co 2pp 13441.006 24X 
Fiche 30-440* 82/06/02* 8 20600044 1 


0206220014 Respond* to 620519 ttr appealing Chemical Engineering 
Branch position requiring Halon fire suppressant agent for 
control rooms Meeting will be arranged to addres* concerns, 
SCHWENCERiA. Licensing Branch 2 02/06/09 DAVIDSON, D R. 

Cleveland Electric Illuminating Co 3pp 13503:360 24X 

Fiche 90-440* 82/06/09* 02106220014. 


0206220337 Forward* reiponse to SER Open Item IS re fire protection 
feature* to ensure safe shutdown capebi 1 ity* per 30CFR App 
R*a*ction III 0, referenced in 020906 Itr, 

DAVIDSON, D, R. Cleveland Electric Illuminating Co. B2/06/16 
8CHWENCER, A. Licensing Branch 2 29pp 13903:297 24X 

Fiche 90-440, 82/06/ 1 6* 8206220337. 


atory correspondence 


quest* to make limited appearance statement at hearings, 
Affiliation Unknown. 82/09/26 Atomic Safety and 
card Panel Ip ISSSO 042. 24X Fiche. 90-440* 02 /OS/26, 


8306040031 Response to 620503 second set of interrogatories 6 request 
for production of documents re Issue 4 on 30-degree sector 
steam methodology confirmation tests Proof of svc it 
affidavit enc 1 Related correspondence 

MILT.D D Sunflower Alliance WILT, D D Wilt* DD 82/05/26 
Cleveland Electric Illuminating Co lOpp 13347 331 24X 

Fiche 50-440,82/05/20.0206040031 


8206040036 Response to B2D403 first set of interrogatories Proof of 
SVC end Related correspondence 

HILT. D D Sunflower Alliance MILT* D D Wilt. DD 02/O3/2B 
Office of the Executive Legal Director Ip 13340 36i 34X 

Fiche 50-440.02/09/28.8206040036 


8206040003 Answer to 020224 request for production of documonts 
Certificate of Svc end 

MILLMORE.R L Cleveland Electric Illuminating Co MILLHORE, R L 
Shaw, Pittman, Potts & Trowbridge 82/05/20 Gunf lower Alliance 
16pp 13347 241 24X Fiche 50-440.82/03/28*0206040085 


6206040120 Requests confirmation that J Alexander thesis ''Population 
Energetics of Freshwater Clam Musculium Lacustre" used in 
011130 response to 611013 interrogatories cannot be 
produced Bvc list end 

WILLMORE.R L Shaw. Pittman* Potts & Trowbridge MILLMORE, R L. 
Cleveland Electric Illuminating Co 02/06/01 HIATT, B Ohio 
Cltltens for Responsible Energy 4pp 13345 357 24X 

Fiche 90-440,82/06/01.8206040120 


8206070115 Motion to resubmit Contention 15 re safe disposal/storage of 
radioactive matls Good cause shown for late filing due to 
recent court decision Certificate of 8vc end 
HIATT. 5 L Ohio Citizens for Responsible Energy 82/06/01 
Atomic Safety and Licensing Board Panel 5pp 13369 294 24X 

Fiche 50-440* 82/06/0 1 , 0206070 1 1 5 


8206070515 Reply opposing NRC & applicant responses to OH Cititans for 
Responsible Energy 820422 motion for leave to file 
Contentions 17.18 it 19 Certificate of Svc end 
HIATT. 8 L Ohio Citiien* for Responsible Energy 82/06/01 
Atomic Bafety and Licensing Board Panel lOpp 13374 393 24X 

Fiche 90-440*02/06/01,8206070915 


02O6O7OS4O Advises that attachment referred to in DO Eisenhut 700203 
Itr to GO Sherwood was forwarded 2 months ago Response to 
Interrogatory 17 of applicant second set should be so 
supplemented 

MILLMORE. R L Shaw, Pittman, Potts Trowbridge MILLMORE, R L 
CUveland Electric Illuminating Go 02/06/01 MILT, D D Mill, D D 
MILT.DD Sunflower Alliance 4pp 13374 132. 24X 

Fiche 50-440,02/06/01.0206070940 


0206170140 Application for 7-day extension until 020621 to file reply 
brief supporting motion to add contention re psychological 
stress Affidavits to be included in brief cannot be 
obtained prior to 0S0614 Proof of svc end 

HILTiD D Sunflower Alliance 82/06/11 Atomic Safety and 
Licensing Board Panel Ip 13930 210 24X Fiche 90-440* B2/06/1J* 

8206170140 


0206170298 Discovery progress rept for previous 2 months, per ASLB 
810909 order 

THESBINiU H Hearing Branch 2 02/06/14, BLOCH, P B , 8H0N. F J , 

KLINE* J R Atomic Safety and Licensing Board Panel 2pa, 
13531-339 24X Fiche 90-440*82/06/14*0206170250 


0206170347 Fifth discovery progress rept Certificate of Svc end. 
MILLMORE* R L Cleveland Electric Illuminating Co MILLMORE* R L 

Shaw* Pittman, Pott* it Trowbridge 02/06/19. 5pp 13531 322 34X 

Fiche 90-440, 02/06/15,0206170347. 


0806100105 Fifth discovery progress rept per ABLB 010909 Momoranduffl h 
Order. LBP-Bl-35 Certificate of Svc end 

HlATTiS L Ohio Citicen* for Responsible Energy 02/06/19 2pp 
13992 294 24X Fiche 50-440,82/06/19,0206100185. 


0206100279 Answer opposing OH Citizens for Responsible Energy motion to 
resubmit Contention 19 re waste confidence proceeding 
Cited decision cannot serve qs good cause for untimely 
submittal of original contention Certificate of Svc encl 
MILLMORE.R L Cleveland Electric Illuminating Co MILLMORE. R L 
Shaw* Pittman* Pott* S< Trowbridge 02/06/16 Atomic Safety and 
Licensing Board Panel. I6pp 13951-109 24X Fiche. 50-440, 82/06/ J6* 

0206180279 


0206240404 Requests to make limited appearance statement at hearing* 
KLINE, C Affiliation Unknown. 02/06/10 Atomic 0afoty and 
Llconsing Board Panal tp. 13603 111 24X Fiche 50-440,02/06/10* 

0206240404 



DOCKETED ITEMS 


02062300^6 Forwards SER. KUREG-0007 U/o end 

THESSIN, J H Hearing Branch 3 02/06/21 BLOCH. P.B . KLFNE. J, R . 
BHONi F J Atomic Safety and Licensing Board Panel Ip 13590 306 
S4X Fiche 50- 440. 83/06/21 . 0206230046 


— 8306230049 Response to QH Cltitans far Responsible Energy 820601 
motion to amend intervention petition by resubmitting 
Contention 15 re storage ^ disposal of radwaste Ruling 
should be deferred Certificate of Svc enc 1 

THEB9IN. J H . LEWIS, 8 H Hearing Branch 2 02/06/21 Atomic 

Safety and Licensing Board Panel lOpp 13590 207 24X 

Fiche 50-4 4 0, 82/06/3 1 1 0206230046 


8204210380 IE Bulletin 82-02« '^Degradat Ion of Threaded Fasteners in 
Reactor Coolant f'ressure Boundary of PWR Plants 
Svc list end 

OEYOUNO.R C Director's Office, Office op Inspection and 
Enforcement. 82/06/02 108pp. 13527' 150 24X 

Ficlie 50-000,82/06/02,0204210300 


8204210303 IE Info Wotice 02-17, "averpressur iiation of RC8 ** Bvc list 
enc 1 

JORDANj E L Dlvisian of Engineering & Quality Assurance, 83/06/11 
106pp 13679 258 24X Fiche 50-0D0i 02/06/1 1 , 8204310303 


8206340402 Motion & supporting brief for order compelling applicant tp 
answer Bonf lower Alliance first set of Interragabori es Scope 
of discovery to bo construed broadly Proof pf svc end 
WILT, D D Sunflower Alliance 62/06/21 Atomic Safety and 
Licensing Board Panel 0pp 13603 112. 24X Fiche 50-440,02/06/21, 

0206240402 


0206240430 Reply supporting motion to add two late^flled contentions 
on psychological stress People Against Nuclear Energy vs 
NRC clearly hold that Comrnlsalon required to consider such 
issues under NEPA Proof of svc end 

WILT, 8 Sunflower Alliance WILT,S Wilt, DD 02/06/21 
Atomic Safety and Licensing Board Panel 9pp. 13601 158 24X 

Fiche ^0-440,02/06/21,0206240430 


B2D6240391 Order extending time until 620709 for Commission to consider 
whether to review ALA0-67S 

CHILK, 8 J Office of the Secretary of the Commissian B2/06/2!2 
Commissioners Ip 13603 146 24X Fiche 50-440,02/06/22, 

0206240391 


8206290297 Answer to 020430 second set of Interrogatories Certificate 
of Svc end 

WILLMDRE, R L Cleveland Electric Illuminating Co WILLKORE, R L 
Shaw, Pittman, Potts t( Trowbridge 82/06/25 Sunflower Alliance. 
9pp 13636 231 84X Fiche 50-440,02/06/25,8206290297 


8206290314 Forwards Ofc of Analysis & Evaluation of Operational Data 
600001 memo It executive summary to assist in answer to OH 
Cltltens for Responsible Energy 020429 Interrogatory 2-14 
of second set of Interrogatorl es 

HIATT, 8 L Ohio Citliens for Responsible Energy. 02/06/25 
SILBERO, J Shaw, Pittman, Potts (< Trowbridge. SILBERO, J Cleveland 
Electric Illuminating Co Ip, 13636 147 24X Fiche 50-440, 

02/06/25, 0206290314 


0 Inspection roportsi IE Bulletins (c correspondence 


0204210384 tE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Matl by Workers " Bvc list end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 169 34X 

Fiche' 50-000, 02/06/ 1 1, 0204210384 


0206290263 Discusses use of flammable matl In Class IE switchgear, 
noted during IE Insps l^se of mounting bases may void 
IEEE-'323 e, 1EEE-3B3 dual j fleet i on because of flammable 
nature. Llcencee plane to justify use 

NAIDUfK R Region 3. Office of Director 82/06/24 N0RELIU3, C E 
Division of Engineering & Technical Programs 2pp 13636 221 24x 

Fiche 50-000, 02/06/24, B206290283 


6 Reportable occurrences, LERs t< related cor reapontJencft 


0206070450 Interim deficiency rapt re cable tray ti conduit support 
welding, ini tial ly reported on B20430, Weld symbol Type Yitl 
improperly fit up. Weld preparation was not in accordance u/ 

AWS fitds Analysis underway Next rapt due by S3033£ 

DAVIDSON, D R Cleveland Electric Illuminating Co 82/05/20 
KEPPLER,J O Region 3, Office of Director 2pp 13374 229 24X 

Fiche 50-440,0^/05/20,0206070450 


820607046! Final deficiency rept ro Improper nut/gl«nd assembly for dc 
motor control c tr, ini t iai ly reported on 820430 One assembly 
found not seisftlcally qualified Cutle r-Hamrncr will supply 
proper assembly investigation to be complete by 021101. 

0AYID6QN, D R Cleveland Electric Illuminating Co, 82/05/20 
KEFFLERiJ. 0 Region 3, Office of Director 2pp 13374‘21B. 24K 

Fiche 50-440, 02/05/2010206070461 


B206070511 Interim deficiency rept re potential link rod deficiency in 
standby diesel generators, ini t lal ly reported on 811159 Insp 
t« be conducted during engine crankshaft deflection testing 
Final rept due by 051210 

DAVIDSQN,D R Cleveland Electric 1 1 lumlnat ing Co 82/05/20 
KEEPLERiJ 0 Region 3, Office of Director ip 13374 267 S4X 
Fiche 90-440,82/03/20,0206070511 


8202040147 IE Info Notice 82-15, "Notification of NRC " Svc list end 
DEYOUNO, R C Director's Office, Office of Inspection and 
Enforcement 02/05/20 107pp 13426' 095 24X 

Fiche 90-000, 82/09/28. 0202040147 


8204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints 
8vc list end, 

JORDAN, E L. Division of Engineering Quality Assurance, 82/05/20 
lOSpp 13440 264 a4X Fiche 50-000,02/09/20,0204210370 


0206070871 Ack receipt of 820430 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/92-03 & 
50-441/02-03 

N0RELIJ8, C E. Division of Engineering & Technical Programs 
82/06/01 DAVIDSON, D R. Cleveland Electric Illuminating Op Ip 
13387.352 24X Flche 50-440,02/06/01,0206070071 


0206070669 Fine 1 deficiency rept re improper colls installed in dc 
motor control ctrs, ini tie lly reported on 820430 Eight units 
contained R or H relays instead of L All dc motor ctrs to be 
inspected by 031101 

DAVIDSON, D R Cleveland Elec trie Illuminating Co 02/05/20. 
KEPPLERrJ 0 Region 3, Office of Director 2pp. 13390 237. 24X 

Fiche. 50-440, 02/09/26. B206070669 


8206000230 Final deficiency rept re socket weld fit-ups for safety 
Claes control rod drive sys p i p ing. ini tlal ly reported 
810603, All bo ttomed-out socket weld joints being reworked. 

Joint rework should be completed by 020730, 

DAVIDSON, D R. Cleveland Electric Illuminating Co 62/06/03 
KEPPLERiJ 0 Region 3. Office of Director. 2pp. 13421:360. 24X 

Fiche 50-440i 62/06/03, 0206080230 


— 8206070077 Responds to NRC 820406 Itr re Violations noted In IE Insp 
Repts 90-440/82-03 h 50-441/82-03 Corrective actions: 

Assembly C]M-61-2iX Weld B, reradiographed u/location 
markers placed In correct locations 

DAViDaaNrD R Cleveland Electric Illuminating Co. 82/04/30 
NORELIVBiC. E Division of Engineering 6 Technical Programs 3pp, 
13387 353 24X Fiche 50-440, 82/06/01, 8206070871 


0206150361 Final deficiency rept re low density heavyuelght concrete i 
btologicel shield walls of reactor bldgs, ini tiel 1 y reported 
010715 Walls will be repaired by removing low density matl 
it replacing w/high density grout Completion by 830701, 

DAVIDSON, D R Cleveland Electric Illuminating Co, 02/06/07. 
KEPPLERiJ 0. Region 3, Office of Director 4pp 13506:172 24X 

Fiche. 50-440, 82/06/07, 0206150361 


0206170092 Forwards IE Insp Rmpts 50-440/82-04 h 50-441/02-04 on 
020301-0430 No noncamp I (ance noted 

STREETER, J F Division of Project 8< Resident Programs. 02/06/01. 
DAVIDBON, D. R. Cleveland Electric Illuminating Co 2pp. 13930 123 
24X Fiche, 50-440. 02/06/01 , 82061 70092 


—0206170095 IE Insp Repts 50-440/82-04 it 50-441/82-04 on 020301-0430 No 
noncofflp 1 lance noted. Major areas inspected observation of 
concrete placements it assembly of emergency diesel 
generator 

OILDNER, «, L , KONKLIN, J E Division of Project It Resident 
Programs 02/05/31. 4pp 13530.125 24X Fiche ; 50-440, 82/06/01, 

8206170092 


6206240410 Final part 21 rept re incomplete fill in hieloglcal 
shield wall concrete of both reactor bi dgs, initially 
reported 811201. Areas tn bioshiild walls having lose than 
acceptable nln nominal density will be repaired 
OAVIDSONrOR Cleveland Electric lUuintnating Co, 82/06/14. 
KEPPLER, J.O, Regions, Office of Director 3pp. 136011155 24X 

Fiche. 50-440, 82/06/ 1 4, 02062404 i 0 


0206240326 Part 21 rept re pneumatic actuator yoke failure. List of 
other projects u»/«imllar equipment end. 

HltaONiA. K. Henry Pratt Co. 82/06/18 KEPPLER, J, O Region 3, 
Office of Director. 3pp 13603' 189. 24X Fiche; 50-000, 82/06/10, 

8206240326 



Part 21 r^pt re potential defect in coirpHny^ drive elefnent 
of DSRV or D5R itandbij dleeel generator Affected licensees 
ulll be notified no Ister than 820719 

MfLLSrL L Tran^ainerica Delavali Inc 62/06/23 Director's 
Qfficoi Office of Inspection and Enforcement 2pp 13653 328 24X 

Flche SO-OOOi 02/06/23,6306300192 


DQCHET 50-441 PERRY NUCLEAR POWER PLANT, LNJT 2 


A AppHcation/conetr^ction itage documents correspondence 


B2061L0220 Forward* responses to Structural Engineering Branch request 
for addl info re design of Intake & di«charg-e cooling water 
tunnels Question* based on B20311 submittal 

DAVIDBQN, D R Cleveland Electric Illuminating Co 02/06/02 
SCHWENCER.A LUenaing Branch 2 llpp 13467 043 24X 

Fi Che* 90-440, B2/06/0S, 0206110220 


62061 10230 Forward* description of preoperati onal vibration monitoring 
for balance-o f-p lent sgsias committed to in meeting* 
w/Mechanlcal Engineering Branch during Aug 1981, 

DAVIDSOM^DR Cleveland Electric Illuminating Co B2/06/02 
8CHWENCER,A Licensing Branch 2 12pp 13466 260 24X 

Fiche 90-440, B2/06/02« 0206110230 


8206150317 Forward* comment* on 620512 meeting re equipment 
qualification program Cqncurrence/comments requested Hajor 
agenda items discussed, VI ewgraphs end 

DAVIDSOM, D R Cleveland Electric Illuminating Co 02/06/02 
8CHWENCER,A Licensing Branch 2 30pp 13506*007 24X 

Fiche* 50-440, 02/06/02.8206150317 


0206110369 Forward* draft technical evaluation rept re control of heayg 
loads, Rept based on response to Section 2 1 of generic Itr 
did 801222 on "Control of Heavy Loads 

SCHWENCERiA Licensing Branch 2 02/06/03 0AVID&0N,0 R 

Cleveland Electric Illuminating Co 2pp 13490 293 24X 

Fiche 50-440,02/06/03.0206110369 


— 0206110368 "'Control of Heavy Loads at .Nuclear Power Plants. Perry 
Nuclear Power Plant Units l & 2, Cleveland Electric 
Illuminating C«. draft 

STICKLEY.T H EOtO. Inc 02/09/31, NRC - No Detailed 
Affiliation olven 33pp 13490 299 24 X Fiche 90-440, 62/06/03, 

82061 1 0369 


0206150274 "Bunmary Rept of Human Factors Design Review of Perry 
Control Room ** Control room review suppl & control room 
survey test force evaluation end 

ROSS, K C , 8EM1NARA, J.L , THIBODEAUX, B, BWR Owners Group 82/02/12. 
I52pp 13904*132 24 X Fiche 90-440, B2/06/07. 8206190269 


8206150197 Forwards revised responses to Containment 8ye Branch 
Ouaetlons 480 48 li THl Action Item II.E. 4, 2 discussed in 
820921 meeting Response* will be Incorporated in future F8AR 
amend 

DAVIDSON, D R Cleveland Electric Illuminating C« 02/06/00 
SCHUENCERiA Licensing Branch 2 16pp 13501:331 24X 

Fiche. SO-440, 02/06/03. 8206190197 


8206090193 Oenerie Ltr 02-11 to ell LWR reactor plant licensees 8. 
eppllcenta re tranemlttel of NUREG-091A relative to 
restart of RE Oinna.Rept documents findings re cause of 
■vent H/d enc 1 

EISENHUr, 0 0 Oivleion of Licensing 82/06/09 HAUePURO, A 
Consalidetsd Ediaoh Co. of New York I3pp 13557 349 24X 

Fiche. 90-000, 82/06/09f B206090I93 


8206150336 Forwards "Structural Anelysli Bummary for Vessel Head. '* Si 
NeDE-293a5, "Structural Anelysli of Reactar Pressure Vessel 
Si Internals for Vessel Head Drop, Shroud Head Assembly. " 


8206230342 Notification of 620617 meeting w/util in BethesdapMD to 
discus* new loads evaluation for pool dynamic loads & 
allegations of unreviewed safety concerns for containment 
STEFANO, J Licensing Branch 2 83/06/17 SCHNENCER, A Licensing 

Branch 3 3pp 13603 342 24X Fiche 50-4 40.82/06/17,820623 0342 


E NRC Rafety Evaluation Report (SER), suppls 8< correspondence 


9206170055 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF PERRY 
NUCLEAR POWER PLANTS, UNITS 1 h 2 Docket Nos 50-440 And 
50-441 (Cleveland Electric Illuminating Company 1 
* Office of Nuclear Reactor Regulation, Director NURE0-08B7 
82/05/31 370pp Available at NTI8 *12 00 13536 001 24X 

Fiche 90-440,82/05/31,8206170035 


0206150234 Suppls 820429 response to 8ER Open Item 17 & FSAR Question 
430 17 re quality group classification of HPCS diesel 
generator skid-mounted auKillary piping Piping adequately 
designed, per Reg Guide 1 26 

DAVIDSON, D, R Cleveland Electric Illuminating Co 82/06/07 
SCHWEMCER.A Licensing Branch 2 5pp 13495 399 24 X 

Fiche 50-440,82/06/07,8206150234 


8206150369 Forward* response to BER Open Item 7 re control room 
design review 

DAVIDDON.DR Cleveland Electric Illuminating Co 82/06/07. 
8CHWENCER,A Licensing Branch 2 3pp 13504 001 24X 

Fiche 50-440.82/06/07,8206180269 


— 6206150271 "DWR Owners Group Control Room Survey Workshop Suppl " 
a 0WR Owners Group 02/06/07 99pp 13504 004 24X 

Fiche 90-440,82/06/07,8206190269 


B30622OOB7 Forwards addl Info re containment buckling analysis, per 
Structural Engineering Branch request for 9ER review 
DAVIDSON, D R, Cleveland Electric Illuminating Co 82/06/07 
SCHWENCERiA Licensing Branch 2 13pp 13973 211 24X 

Fiche 30-440, 82/06/07, B206220087 


6206170298 Discusses review Si analysis of Class lE undervoltage 
protection scheme, par SER confirmatory item, conduc ted in 
response to FSAR Question 430 77 Design changes underway 
DAVIDSON, DR Cleveland Electric Illuminating Co 82/06/00 
9CHWENC£R,A Licensing Branch 2 3pp 13529 197 24X 

Fiche 90-440,82/06/08,8206170298 


8206220337 Forward* response to SER Open Item 15 re fire protection 
features to ensure safe shutdown capab i lity , per lOCFR App 
R, Section in 0, referenced in 820906 Itr 

DAVIDSON, DR Cleveland Electric Illuminating Co 82/06/16 
SCKWENCER,A Licensing Branch 2 29pp 13985 297 S4X 
Fiche 90-440, 82/06/ 1 6, 8206220337 


F Security, medical, emergency & fire protection plans 


6206080441 Notifies of acceptance of 820301 security plan Plan to 
be fully implemented upon receipt of OL 

6CHMENCER,A Licensing Branch 2 82/06/02 DAVIDSQN, D. R 
Cleveland Electric Illuminating Co 2pp. 13441 006. S4X 
Fiche* 90-440, 82/06/02, 8206080441. 


B206220014 Respond* to 820919 Itr appealing Chemical Engineering 
Branch position requiring Halon fire suppressant agent for 
control rooms Meeting will be arranged to address concerns 
8CHWENCER,A Licensing Branch 2. 82/06/09 DAVIDSON, D. R 

Cleveland Electric Illuminating Co 3pp. 13583,360 24X 

Fiche. 90-440, 82/06/09,8206220014 


8206220337 Forwards response to 8ER Open Item 19 re fire protection 
feetures to ensure safe shutdown cepabl lity , per lOCFR App 
Ri Section III 0, referenced In 020906 Itr 

DAVIDSON, D R Cleveland Electric Illuminating Co 82/06/16 
SCHWENCERiA, Licensing Branch 2 25pp 13505 297. 24X 

Fiche. 90-440, 82/06/16, 0206220337 


0. Adjudicatory correspondence 


6206040094 Requests to make limited appearance statement at hearings 
HEL3L£YiP 8 Affiliation Unknown 62/09/26 Atomic Safety and 
Licensing Board Panel Ip. 13390 042 24X Fiche* 50-440, 82/05/26, 

8206040094 


8206040031 Response to 820903 second set of Interrogatories it request 
for production of documents r* Issue 4 on SO'-degree sector 
iteam mathodology confirmation tests Proof of sve li 
affidavit and Related correspondence. 

MtLTiD D Sunflower Alliance WILT, D D Wilt, D D. 82/05/28 
Cleveland Electric Illuminating Co lOpp 13347.351. 24X 

Fiche* 90-440, 82/05/28, 8206040031, 



DOCKETED ITEMS 
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82060400G6 Response to 030405 first set of Interrogatories Proof of 
SVC end Related corr espondenco 

UICT«D D Sunflotuer Alliance UILTi D D Wllti D D 02/05/36 
Office of the 6iacutlve Legal Director Ip 13340 361 24X 

Flche SO-440* 02/05/30, 8206040036 


8206040003 Ansurer to BS0224 reciuest for production of ddcuffients 
Certificate of Bvc and 

WILLMORE, R L Cleveland Electric Illuminating Co WILLMORE, R. L 
Shau/i Pittmani Pott* &< Trowbridge 02/03/20, Sunflower Alliance 
16pp 13347 241 24X Flche 30-440,82/03/20,0206040003 


8206040120 Roq.ueati confirmation that J Alexander thesis "Population 
Energetics of Freshwater Clam liusculium Lacustro" used in 
011130 response to 611013 interrogatories cannot be 
produced 6vc list end 

WILLftDREiR L ahawi Pittman# Potts & Trowbridge WILLMOftE#R L 
Cleveland Electric Illuminating Co 82/06/01 HIATT# 8 Ohio 
CitUens for Responsible Energy 4pp 13345 337 24X 

Flche 30-440, 82/06/01 • 0206040120 


8206070113 Motion to resubmit Contention 15 re safe d isposal/storage of 
radioactive metis Good cause shown for late filing due to 
recant court decision Certificate of Svc end 
HtATTi0 L Ohio Cltlxens for Responsible Energy. 02/06/01 
Atomic Safety and Licensing Board Panel Spp 13369 254 24X 

Fiche SO-440# 82/06/01# 8206070113 


0206070915 Reply opposing NRC S( applicant responses to OH Citiiens for 
Responsible Energy 020422 motion for leave to file 
Contentions 17,10 Ic 19 Certificate of 8vc end. 

HIATT# 8 L Ohio Clticens for Responsible Energy 02/06/01 
Atomic Safety and Licensing Board Panel lOpp 13374 353 24X 

Flche 30-440,02/06/01,0206070513 


e20607'0940 Advises that attachment referred to In DO Elsonhut 780203 
Itr to 00 Qherwood was forwarded S months ago Response to 
Interrogatory 17 of applicant second set should be so 
supp 1 amented 

HILLMQRE, R.L 9hawi Pittman# Potts h Trowbridge UILLMORE# R L 
Cleveland Electric Illuminating Co. 62/06/01 UILT.D D, Uilt» D D. 
HIUT, D.D Gunflouier Alliance. 4pp. 13374 138 24X 

Flche 50-440,62/06/01,0206070540 


0206170140 Application for 7-dau extension until 020621 to file reply 
brief supporting motion to add contention re psychological 
stres s. Affidavits to be included in brief cannot be 
obtained prior to B20614 Proof of svc end 

UrLT,D.D Bunflower Allianet 02/06/11 Atomic Safety and 
Licensing Board Panel Ip 13830:210. 24 X Flche. 30-440, 08/06/11, 

0206170140, 


02O617OS56 Discovery progress rept for previous S months, per A6LD 
BI0909 order 

THE6SIN,J.H Hearing Branch 3 82/0^/14 BLOCH# P B , BHON, F. J. , 

KLIh^, J. R Atomic Safety and Licensing Board Panel. 2pp 
i 3331 : 33 3, a4X F i c h e • 30-440, B2 /06/ 1 4 # 0206 170250, 


8806170347 Fifth discovery progress rept Certificate of Bvc end 
HILLhiORErR L Cleveland Electric Illuminating Co (fILLMDRE# R L. 
Shaw# Pittman, Potts & Trowbridge. 02/06/15 Spp 13331 328 84X 

Fiche; 50-440, 02/06/13, 0206170347 


8206ie0lB3 Fifth discovery progress rspt per ABLB 010709 Memorandum h 
Order, LBP-01-33 Certificate of Svc end 

HIATTrS U, Ohio Cltlirin# for Responsible Energy 02/06/15 Spp 
13352:234, 24X Flchtr 30-440. 02/06/13, 02O61BO103 


0206100279 Ansusr oppoilng OH Citizens for Responsible Energy motion to 
resubmit Contention IS re waste confidence proceeding. 

Cited decision cannot serve as good cause for untimely 
submittal of original contention Certificate of Svc end 
WILLMORE, R. L. Cleveland Electric Illuminating Co. WILLMORE# R L. 
Shaufi Pittman# Potte «» Trowbridge. 02/06/16 Atomic Safety and 
Llceneing Board Panel 16pp I335I 105 a4X Fiche 30-440,02/06/16, 
6806100279. 


8206840404 Requests to mate limited appearance statement at hearings. 
KLiNEtC Affiliation Unknown. 02/06/16 Atomic Safety and 
Licensing Board Panel. Ip. 13603 111 84 X Flche- 50-440, 02/06/18, 

0206240404 


8206230046 Forwards BER# NUREO-0887. W/o end 

THESSlNf J H. Hearing Branch 8. 82/06/21. BLOCH# P.B ♦ KLINE, U R. i 

BHDN# F. J Atomic Safety and Licensing Board Panel Ip. 13390.886 
24X Flche 30- 440# B2/06/2 1 # 8206830046 


— 8206230049 Response to OH Citizens for Responsibls Energy 820601 
motion to amend intervention petition by resubmitting 
Contention 15 re storage 6 disposal of radwaste Ruling 
should be deferred Certificate of Svc end 

THE8SIN# J H # LEVflS.S H Hearing Branch 2 02/06/21 Atomic 

Safety and Licensing Board Panel lOpp 13370 207 84X 

Flche 50-440,82/06/21,0206230046 


8206240402 Motion t# supporting brief for order compelling applicant to 
answer Sunflower Alliance first set of interrogatories Scope 
of discovery to be construed broadly Proof of svc end 
InllLTi D D Sunflower Alliance 82/06/21 Atomic Safety and 
Licensing Board Panel 8pp 13603 112 24X Flche 80-440,82/06/21, 

0206240402 


8206240430 Reply supporting motion to add two late-filed contentions 
on psychological stress People Against Nuclear Energy vs 
NRC dearly held that Commission required to consider such 
issues under NEPA. Proof of svc end 

HILT, 8 Sunflower Alliance HILT# 8 Wilt, D D 02/06/21 
Atomic Safety and Licensing Board Panel 9pp. 13601 150 24X 

Fiche 30-440,02/06/21,0206240430 


0206240391 Order extending time until 620709 for Commission to consider 
whether to review ALA8-673 

CHILKiS J Office of the Sicretary of the Commission 82/06/22 
Commissioners Ip 13603 146 24X Flche 50-440,82/06/22, 

0206240391 


0206290297 Answer to 020430 second set of interrogatories Certificate 
of Svc end. 

WILLMORE, R L Cleveland Electric Illuminating Co WILLMORE, R L 
Shaw, Plttmen, Potts h Trowbridge 92/06/25 Sunflower Alliance 
9pp 13636 231 24X Flche 30-440,02/06/25,0206290297 


8206290314 Forwards Ofc of Analysis S# Evaluation of Operational Data 
800801 memo it executive summary to assist in answer to DH 
Citizens for Responsible Energy 820429 Interrogatory 2-14 
of second set of interrogatories 

HIATT, 8 L Ohio Cititens for Responsible Energy 82/06/25. 

8ILBER9#J. Bhaw, Pittman, Potts & Trowbridge 81LBER0, J. Cleveland 
Electric Illuminating Co fp 13636 147 24X Fiche: 50-440# 

82/06/25, 0206290314 


0, Inspection reports, IE Bulletins It correspondence 


8202040147 lE Info Notice 02-15, **Notlf ication of NRC " Bvc list end. 
DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 02/03/28, t07pp. 13426 095 24X 

Fiche 90-000,82/03/28,0202040147. 


8204210370 IE Info Notice 62-16, "HPCI/RCIC High Bteam Flow Setpoints." 
Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance 02/05/28. 
103pp. 13440.264 24X Fiche 30-000,02/03/28.8204210378 


0206070071 Ack receipt of 820430 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-440/S2-03 It 
30-441/82-03 

NORELIUB, C, E Division of Engineering & Technical Programs. 
82/06/01 DAVID80N,DR> Cleveland Electric Illuminating Co ip. 
13307:352 24X Flche 30-440# 82/06/01, 0206070071 


— 6206070077 Responds to NRC 020406 Itr re violations noted In IE Insp 
Repts 50-440/02-03 It 30-441/82-03 Corrective ections 
Assembly 0H-61-21X Weld B, reradiographed u/locatlon 
markers pieced In correct locations. 

DAVIDBON, D R Cleveland Electric Illuminating Co 82/04/30 
NORELIUS.C. E. Division of Engineering I* Technical Programs. Spp 
13387 333 24X Fiche 30-440,82/06/01,8806070871 


8206170092 Forwards IE Insp Repts 30-440/02-04 it 90-441/02-04 on 
820301-0430 No noncompliance noted 

STREETER, J.F Division of Project It Resident Programs 82/06/01 
DAVIDSON, D R Cleveland Electric Illuminating Co, 2pp 13530’ 123. 
24X Flche 50-440, 82/06/01, 8206170092, 


—8206170093 IE Insp Repts 50-440/82-04 It 50-441/02-04 on 82030 1-0430, No 
noncompliance noted Major areas inspected observation of 
concrete placements It assembly of emergoncg diesel 
generator, . . ^ 

0ILDNER#M L # KDNKLIN,J E Division of Project It Resident 
Programs, 02/03/31. 4pp. 13530 185, 24X Flche* 90-440, 02/06/01, 

8206170092 


8204210380 IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 
avc list end. 

D£YtWNG#R.C Director's Office# Office of Inspection and 

Enforcement 02/06/02 lOBpp 13327 190. 24X 

Flche, 30-000, 82/06/02# 6204210300. 



0204210383 IE Info Notice 02-17^ "Overpra ss wr 1 1 a tion of RCS " 8vc list 
•ncl 

JORDANjE L Division of Enginaa-ring U Ovality A^suranca 82^Q£>/H 
I06pp 13675 238 24X Tie hf 50-000i D2/06/ II , 8204210383 


0204210304 IE Info Notlc* 82-18r "Assessment of Intakss of Radioactive 
Katl by Uorkers " 8vc list end 

DEYOUNOi R C Director's Dfficei Office cf Inspection and 

Enforcement. B2/06/11 i20pp 1367S 187 24)1 

Flche 50-000, 82/06/ 11*820421038 4 


8206290233 Discusses use of flammable niatl in Class IE iwitchgear-t 
noted during IE insps Use of mounting bases may void 
IECE-323 IEEE-3B3 q,uaU f icatl on because nf flammable 
nature. Licensee plans to justify use. 

NAIDU. K R Region 3, Office of Utrec tor 02/06/24 NDRELIU&. C E 
Division of Engineering U Technical Programs 2pp 13636 221 24X 

Flchs 50-000.82/06/24,0206270283 


8 Reportable occurrences, LERs 8( related correspondence 


8206070450 Interim deficiency rept re cabU tray ^ conduit support 
urelding, ini tial ly reported on 820430. Ifeld symbol Type Y<t> 
Improperly fit up l^ald preparation ufas not In accordance u/ 

AW9 itds Analysis undertJay. Nes t rept due by 830331 
DAVI050N.DR Cleveland Electric IllUTiinatlng Co 02/05/28 
KEPFLER,J 0 Region 3. Office of Director 2pp 13374 227 24X 

Flcht 50-440,82/05/20,0206070450 


0206070461 Final deficiency rept re improper nut/gland assembly for dc 
motor control ctr, Initial ly reported on 820430 One assembly 
found not seiiinicaUy q.ual If led. Cutler-Hammer uiiU supply 
proper assembly Investigation to be complete by 021101, 

DAVlDSQf^jO R Cleveland Electric Illuminating Co 02/05/20 
KEPPLER. J 0 Region 3. Office of Director. 2pp. 13374 218 24X 

FicJie, 50-440, 02/05/20,0206070461. 


8206070511 Interim deficiency rept re potential link rod deficiency in 
standby diesel generators, inttla 1 ly reported on 811125 Insp 
to be conducted during engine crankshaft deflection testing 
Final rept due by 821210 

DAVID0OR,D R Cleveland Electric Illuminating Co, 02/05/20, 

KEEPLER, JO Region 3. Office of Director Ip. 13374 267 24X 

Ficbt 50-440, 02/05/20,8206070511. 


8206070669 Final deficiency rept re improper coils installed In dc 
motor control ctre, initially reported on 820430 Eight units 
contained R or R relayt Instead of L All dc motor ctrs to be 
Inspected by 821101 

DAVID&ON/DR Cleveland Electric riluminatlng Co 02/05/20 
KEPPLER, J.O Region 3, Office of Director, 2pp. 13390 237 24 X 

F 1 e h e 50-440, 82/05/29, 8206070669. 


0206080230 Final deficiency rept re socle t (ueld fit-ups for safety 
eieei control red drive syi pip Ing, ini tia 11 y reported 
010603 All bottomed-out socket uield ;oints being Teuorked 
Joint reu^ort should be completed by 020730 

DAVIDSON, D R CUvelend Electric Illuminating Co 02/06/03 
KEPPLER, J.O Region 3, Office of Director 2pp. 13421 360 24X 

FI C Pie 50-440,82/06/03,8206000230. 


8206150361 Final deflcitncy rept re lou density heavyweight concrete in 
biological shield uallt of reactor bl dgv, in i t ial ly reporttd 
010715, Ralls ulll be repalrtd ty removing low density matl 
6 replacing u/hlgh density grout Completion by 830701 
DAVIDOON.DR Cleveland Electric Illuminating Co. 02/06/07 
KEPPLERiJ 0 Region 3r Office of Director 4pp 13506 172 24X 

Flcht, 50-440, 02/06/07, 02061 5036 I 


8206240410 Final Part 21 rept re incomplete fill in biological 
shield wall concrete of both reactor bldgs, initially 
reported 611201 Areas in bloshield ualls having less than 
acceptable min nominal density will be repaired 
DAVIDBON, D R, Cleveland Electric Illuminating Co. 82/06/14 
KEPPLER, J 0 Region 3, Office of Director* 3pp 13601 155 24X 

F 1 c h e ; 50-440, 82/06/ 1 4, 820624041 8 


0206240326 Part 21 rept re pneumatic actuator yoke failure, List of 
other projects u/timilar equipment end. 

NILSON, A K Henry Pratt Co 82/06/18. KEPPLER, J. 0. Region 3, 
'’^p 13603.189 24K Ficfie 50-000,02/06/10, 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A Appl ication/construction stage documents It correspondence 


0206010470 Summantes 820325 meeting re schedule for projected fuel 
load date Schedule has been restructured from bulk 
quantities & lones to more detailed sys-oriented natuork 
DEVINCENTia, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Necti Hampshire 02/04/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 13315,007 24X 

Fiche 50-443. 02/04/02, B206010470 


820611i0183 Board Notification 82-47 forwarding RH Vollmer 020319 memo 
re recent seismic activity related to Seabrook proceedings 
H/o end 

TEDESCO.RL Assistant Director for Licensing 82/05/12 Atotnic 
safety and Licensing Appeal Panel 3pp 13493 276 24X 

Flcho 50-443,02/09/12,8206110183 


8206010120 Notification of 820527 meeting w/util in Phi ladelphi a, PA to 
discuss open items re electrical portion of Power 8ys Branch 
safety review 

WHEELER, L L Licensing Branch 3 02/05/17 MIRAGLIA, F J 

Licensing Branch 3 3pp 13319 290 24X Fiche 90-443, 82/05/17, 

8206010120 


8206030027 Eummary of B2051S-13 meetings w/Yankee Atomic Electric Coi 
Public 8vc Co of NH, ANL, Wostinghouse 8, United Engineers & 
Constructors, Inc re OL safety review open items 

WHEELER, LL Licensing Branch 3 02/09/21 Licensing Branch 3 

3pp 13361 329 24X Fiche 50-443,82/05/21,0206030027 


— 0206030032 Notification of 020912-13 meeting w/Yankes Atomic Electric 
Co, Public 6vc Co of NH, ANL, Nestinghouse & United Engineers S, 
Constructors, Inc to discuss open items re OL safety review 
Attendance list end 

WHEELER, L L Licensing Branch 3 02/09/03 MIBAOLIA.F, J 

Licensing Branch 3 2pp 13361 331 24X Fiche 50-443,02/05/21, 

0206030027 


8206160111 Notification of 820609-10 meetings w/United Engineers l< 
Const, Inc to resolve open items re mechanical portion of 
Power 8ys Branch safety review 

WHEELER, LL Licensing Branch 3 02/05/25 HIRAOLIA, FJ 

Licensing Branch 3, 3pp 13530,035 24X Fiche 50-443,02/05/85, 

8206160111 


6206010007 Forwards "Beismlc Gual if ication Review Team Equipment 
List “ Revision 3 to "Amplified Response Spectra Seismic 
Category 1 Structures, Vols 1-3. " 

DEVINCENTIB, J. Public Service Co of New Hampshire. DEVINCENT19, J 
Yankee Atomic Electric Co 02/09/27 MIRAGLIA, F J. Licensing 
Branch 3 Ip 13303 041 84X Fiche 90-443, 82/09/27, 0206010007 


— 0206010011 "Seismic Qualification Review Team Equipment List " 

« Public Service Co of New Hampshire s Yankee Atomic Electric 
Co 02/09/27 170pp 13303 042 24X F 1 che^ 50-443, 82/09/27, 

0206010007 


—0206010013 "Amplified Response Spectra for Seismic Category I 
Structures, Vols 1-3.'' 

# Public Service Co of New Hampshire * Yankee Atomic Electric 
Co 01/11/16 l.OOOpp 13303 211 24X Fiche. 90-443, 02/09/27, 

8206010007 


0206160015 Notification of 020617 meeting w/United Engineers S< Const, 
Inc in Philadelphia, PA to resolve open items re Hail 
Engineering Branch safety review 

WHEELER, L L Licensing Branch 3 02/06/07. MIRAOLIA, F J, 

Licensing Branch 3 3pp 13923 291 24X Fiche 50-443,02/06/07, 

B206160019 


0206090193 Generic Ltr 02-11 to all LWR reactor plant licensees It 
applicants re transmittal of NURE0-09i6 relative to 
restart of RE otnna Rept documents findings re cause of 
event W/o encl, 

ElSENKUr, DO Division of Licensing 82/06/09 HAU8PUR0, A, 
Consolidated Edison Co of New York RANDAZZA,J D Maine Yankee 
Atomic Power Co ORIFFIN, J. E Vermont Yankee Nuclear Power Corp. 
I3pp 13597’349. 24X FI Che 90-000, 82/06/09, 0206090193 


8206140009 Forwards notes from 020512-13 meeting w/Instrumentat ion It 
Control 8y« Branch in Phi ladelphla, PA, including responses to 
NUREO-0737 items, overview of electrical distribution sys It 
info re svc water sys 

DEVIMCENTI8, J Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co of New Hampshire 02/06/10, MIRA0LIA,F J Licensing 
Branch 3 70pp 13493 091 24X Flchi 90-443,82/06/10,8206140089. 



DOCKETED ITEMS 


3 


0206240001 Summartf of 820527 niBetlng ui/u t il > Un Ited Englneors 
Cons-truc tors & ANL In Ph 1 lodslph loi PA to tosoIvb open Items 
ro olBctrital portion of Powbt Sys Dranch safety revleu of 
DL application 

WHEELERiL L Licensing Branch 3 82/06/14 Licensing Branch 3 

Spp 13607 327 24X Flche 50-443.82/06/14.0206240001 


8206240040 Notification of 020623-24 meetings u/uttl & ANL in Bethasda. 
MD to revleuf auxiliary feeduater sys U associated sys ti 
procedures as part of OL application safety review 
WHEELER. L L Licensing Branch 3 02/06/14 NIRAOLIA. F J 

Licensing Branch 3 4pp 13612 356 24X Flcho 50-443,82/06/14. 

8206240040 


B2061G0003 Advises that data r8<^uir*d to respond to WRC rectuests for 
addl info re seismology/geolog y currently in possession of 
USOS & U3 Army Corps of Engineers Util willing to work 
Uf/prellminary data U treat such data as proprietary 
DES;iNCEKTISi J Yaniree Ataniic Electric Co DEYINCENTIB, J Public 
Bervlce Co of New Hampshire 02/06/16 BERATAN, L L Earth 
Bclences Branch 2pp 13552 001 24X Piche 50-443,82/06/16. 

8206180003 


0206240147 Approves util 810518 t< 0727 requests to withhold rep ts 
YAEC-1249P 8( YAEC-t265P from public d 1 sclosure, per 
10CFR2. 790. 

CRUTCHFIELD, D Operating Reactors Branch 5 02/06/17 KAY* U A 

Yankee Atomic Electric Co 3pp 13600 011 24K 

Ficho 50-000,82/06/17,0206240147 


0206240329 Forwards revised response to Power Sys Branch Request for 
Addl Info 430.133 re turbine generator sys. driglnal response 
submitted in 020312 Itr 

DEV1NCENTI8. J Yankee Atomic Electric Co DEVINCENTIB. J Public 
Service Co of New Hampshire 02/06/22, MiRAOLlAiF J, Licensing 
Oranch 3 app. 13603 192. 24X Fiche 50-443,82/06/22,0206240329 


0206250180 Forwards revision to 820312 responses to 241 series request 
for add! Info Summary list of amended pages to 820312 
revisions to FSAR end 

DEVINCENTIB, J Yankee Atomic Electric Co DEVINCENTIS, U Public 
Service Co of New Hampshire 02/06/22 MIRAOUIArF J, Licensing 
Branch 3 37pp 13617 197 24X Flche 50-443, 02/06/22, 0206250100 


8206250205 Forwardi Amend 5 to CPPR-139 & CPPft-l36, safety evaluation t, 
notice of Issuance 6 availability Amend changes ownership 
share from Commonwealth Electric Co to Canal Electric Co, 

ElSENHUTrD 0. Division of Licensing. 32/06/23 TALL M AN, W C. 

Public Service Co of New Hampshire 2pp 13613:062. 24X 

Flche. 50-443, 82/06/23*8206250205. 


—8206250215 Amend 5 to CPPR-i35 U CPPR“136i r of 1 ec t Ing change in 
facility ownership from Commonwealth Electric Co to Canal 
Electric Co 6 WA Electric Cooperative, Inc. 

ElSENHUTrD O. Division of Licensing 82/06/23 4pp 13613:064. 
24X Flche. 50-443,02/06/23,8206250205 


—8206250222 Ba f ety evaluation supporting Amend 3 to CPPR-i35 Ct 

CPPR-I3i. 

a Office of Nuclear Reactor Regulation, Director. 82/06/23 2pp 
13613,071. 24X Flche 50-443*02/06/23,8206250205 


8206230113 Comments on NURE0-0e95i 0E6 for faclUtits Airborne 
radioiodine & particulates sampling 6 analysis program 
should be re-evaluated to determine adequacy of 
instrumentation under accident conditions 

VILLFORTH. J C Food h Drug Administration 02/06/21 NHEELER^ L L. 
Office of Nuclear Reactor Regulation. Director 2pp 13589 194. 

24X Flche 50-443.82/06/21,8206230113 


E NRC Safety Evaluation Report (8ER), supple 6 correspondence 


8206010014 Forwards technical basis for Comanche Peak compliance 
u/Oeneral Design Criterion 31, "Fracture Prevention of 
Containment Pressure Boundary," to assist in completion of 
6 ER, 

MtRAOLIA.F J Licensing Branch 3 82/05/25 T ALLMAN. W C. Public 

Service Co of New Hampshire 9pp 13319:342 24X 

Flche 50-443,02/05/25,8206010014 


0206210008 Notification of Change 1 to 020617-10 mcatlngs w/United 
Engineers L Constructors in Bethesdai MD to discuss 6 
review status of preliminary draft SER 

WHEELER, L L Licensing Branch 3 02/06/07 KIRAGLIA, F J 

Licensing Branch 3 2pp 13503 014 24X Flche 50-443.02/06/07, 

0206210000 


F Security, medical, emergency L fire protection plans 


B206040382 "Demographic h Vehicular Demand Estimates for Evacuation 
Analysis of Seabrook Station '* 

KALTMAN.K Siting Analysis Branch 81/02/20 400pp 13330 103 

24X Flche 50-443,61/02/26.8206040382 


8206020101 Summary of 020429 meeting w/util In Bethesda.ND re 
development of schedule for emergency preparedness review as 
part of OL review 

WHEELER, L L Licensing Branch 3 02/05/12 Licensing Branch 3. 

3pp, 13341 204 24X Fiche 50-443.62/05/12,0206020101 


— 8206030100 Notification of 620429 meeting w/util In Bethesda, HD to 
discuss emergency preparedness review process L devclopnent 
of schedule of major emergency preparedness review 
ffli lestones 

WHEELER, L L Licensing Branch 3 02/04/22 MlRAOLZAi F. J. 

Licensing Branch 3 4pp 13341. SO? 24 X Fiche, 50-443. 02/05/lS, 
0SO6O2O1B1 


0 Adjudicatory correspondence 


8206040105 List of renewed contentions of L Chong Co-op Members 
for Responsible Investment 

CHONO, U Affiliation Unknown 02/05/25 Atomic Safety and 
Licensing Board Panel 4pp 13344' 34? 24X Fiche' 50“443i B2/05/25, 

8S0 6040 105 


0206040235 Forwards notices of appearance for State of NH 6 OH Smith, 
Atig General Certificate of Bvc end 

OYER.E H New Hampshire, State of 82/05/26 Office of the 
Secretary of the Commistlon 7pp 13357 297 a4X 
Flche. 50-443, 82/05/26,8206040235 


— 0206250223 Notice of issuance availability of Amend 5 to CPPR-IQS it 
CPPR-'l36. 

MIRAOLIA.F. J Licensing Branch 3 G2/06/23. 3pp 13613.070 

S4X Fiche. 5 0-443*02/06/23,8206290205 


0306890225 Requests reply to 010505 6 020105 Itrs requesting 
Investigation of applicability of Section 106 of Natl 
Historic Preservation Act to transmission lines for 
faci 1 1 ties. 

TANNENBAUM, J. E Advteory Council on Historic -Preservation. 

08/06/85 DENTON* H. Office of Nuclear Reactor Regulation, Director 
Spp. 13636.897. 24X FI che 50-443* 02/06/35, 8206890225. 


0206010305 Requests EPA status by 820611 of draft permit r« 
substitution of chlorination for backflushing to control 
fouling In intake tunnel of proposed condenser cooling sys 
LESSY, R. P Hearing Branch 3 82/05/27 M1LLIAH8-DAHE 

Environmental Protection Agency 2pp. 13301 OSt 24X 
Fiche 50-443,88/09/27,0206010305 


8206070073 Informs that Commission declined to review ALAB-667, Time 
provided for Commission to act to review deeiilon expired. 
Decision became final agency action on B20601 

CHiLKi 8 J Office of the Secretary of the Commission 02/06/02. 
Office of the Executive Legal Director. Ip. 13370 330. 84X 

Flche, 50-443, 82/06/02,8206070073 


D NRC Oraft/Final Environmental Statements, suppla U correspondance 


8306030111 Offers no comments re facilities DE3 iNUREO-OB95). 

DAVIS, V.W. Agriculture, Dept of 02/06/01. MIRAOLIA, F J Licensing 
Branch 3 Ip. 13337' 094 34X Fiche 50-443,82/06/01.0206030111. 


8206140038 Reply to State of NH 6 NH Atty General OH Smith 020534 
amended contentions, Certl ficate of 8vc end. 

DIONAN, T. 0. * OAD, R. K Public Service Co of New Hampshire. 

DIONAN, T. 0 Ropes li Gray 82/06/07. Atomic Safety and Licensinj 
Board Panel llpp 13487.070, 24X Flche' 50-443, 82/06/07* 

3206140036 


0206170113 Advises that DES sent by first class mall Comments due 
by 020706. Ex tens i on of comment period impossible since 
Leaflue provided w/DE8 when issued 

LG08Y, fi P Hearing Branch 3 83/06/14, BACKUS, R A Backus, R A 

BACKUS, R. A Seacoast Anti-Pollution League, Ip, 13530 004 24X 

Flche' 50-443/ 02/06/14*0206170113 


— 0206140041 Response to Co-op Members for Responsible Investment 020! 
renewed contentions Sufficient interest not shown to allow 
intervention, Csrtificate of 8vc and 

DIONAN, T. 0 , OAD, R.K, Public Service Co of New Hampshire, 

DIONAN, T Q Ropes 6 Oray 82/06/07 Atomic Safety and 
Licensing Board Panel 4pp. 13487 009 24X Fiche; 50-443, 

02/06/07, 0206140030 


^0^210538 Afflvnd to Sun Valley petition to intervenai amend In-g 

contantioni by itrliltty old contentions U st/bi tltuting 
ll«t»d conten tioTv* Certl^icata of Svc end 

SANOERBrU L Affiliation Unknown SAND£R8i M L, Sanderi 8c 
McDermott 62/D&/IS Atomic Safety and Licensing Board J>anel 
4pp 1895? 093 SAX Ficbe SO<>443jdS/f>d>/'t 5. 850621 023B 


0624024B Forwards New England Coalition on Nuclear Pollutaon reply to 
applicant & NRC reiponsei to Coalition contentions U 
Coalition supp lamental contentions 

JORDAN. U S Harmon U Melss JORDAN. H S New England Coalition on 
Nuclear Pollution 82/06/17 HOYT* H F, . PARIS, OH . UUEBKE, E A 
Atomic Safety and Licensing Board Panel Ip, 13598 352 S4X 
FI Che- 90-443. 82/06/17,0206240240 


B2062A0252 Reply to NRC t applicant responses to New England Coalition 
on Nuclear Pollution contentions Coalition does not rely on 
reg guides as legal requirements but on failure to eomply 
u/reg guides as sufficient basis for contention 
JORDAN. (9 8 , CURRANiD J New England Coalition on Nuclear 
PollutiDh JORDAN. N S Harmon b Me las. 62/06/17 Atomic 
Safety and Licensing Board Panel 3?pp I359B 353 24X 

Flche 90-443,82/06/17,82062 4 0248 


320624029B Bupplememtal contentlens Notice of appearance & Certificate 
of five end 

JORDAN, Inf 8 , CURRAN. 0 J New England Coalition on Nuclear 
Pollution JORDAN, H S Harmon it Helss, 82/06/17 Atomic 
Bafety and Liceniing Doard Pane] tOpp 13599 030 24X 

F i c h e 90-443, 82/06 / 1 7, B2O624O-240 


16240373 Response to Coastal Chamber of Comnlerca of NH G206D9 

esponse to applicant response to Chamber suppi to petition 

0 intervene h Contentions 1-7 Contention 7 should be denied 

ue to lack of spec if iclty, Cert i f Icate of Svc end 

ilONAN« T 0 I OADt R K. Public Service Co of New Hampshire 

^ICNANjT 0 Ropes it Cray 02/06/17 Atomic Safety and Licensing 

oard Panel, 5pp 13603 209 24X FI cha, 50-443, 08/06/ 17. 8206240373. 


6280523 Rasponi# to Gun Valley Assoc 820619 further amend of 
etition for leave to Intervene. Contention I should be 
ewrltten to eliminate ref to NUREO-0654 Canten-tion 2 should 
e tieluded Certificate of Svc end. 

rONAN; T 0 , OAO, R. K Public Service Co of Naui Hampshire 

lONANf T Q Ropes tc Opay 82/06/21 Atomic Safety and Licensing 

oard Panel 3pp. 13626 314 24X Fiche: 50-443. 82/06/21, 0206260523 


Henerat correspondence 


hl6DD7i Requests Revision 1 to Reg Guide 4. 1, "Program for 
anltoring Radloacfc i vity in Environs of Nuclear Power 
lanti,” ti Radiological Assesunent Branch technical 
isitldniNov 197? 

JWHTr. J. Affiliation Untnoun 02/06/09. Radiological 
isessment Branch Ip 13517* 310 24 X Fie h e* 50 -443» 62/06/09, 

106 1 60 071 


Antitrust correspondenca 


(250205 Forwardi Amend S to CPPR-135 & CPPR-136, safety evaluation N 
)ticc of issuance & availability Amend change* ounerthlp 
lari from Commonioeal th Electric Co to Canal Electric Co 
SENHUTj D, 0 Division of Licensing 82/06/23 TALLNAN/N C 
'blie Servici Co. of New Hampshire 2pp. 13613' 062. 24X 

chi' 50-443, 02/06/23, 020629020 9. 


06250215 Amend 5 to CPPR-ias t CPPR-i36, ref 1 ectlng change in 
facility QWnerthip from Commonwealth Electric Co to Canal 
Electric Co h HA Electric Cooperative. Inc 

E18ENHUT, D. 0 Division of Licensing 62/06/23 4pp. 13613.064 
24X FI c h e * 90-443, 82/06/23, 0206290209 


nspsetion reports, IE Bulletins correspondence 


— 6206170332 Notice of violation from insp an 020323-0503 

STARaSTECm, R Division of Project h Resident Programs 82/03/36 
3pp 13531 160 24X Fiche 30-443,82/05/26,8206170328 


—8206170340 IE Insp Repts 50-443/02-03 it 30-444/82-03 on 820323-0903 
None ompl lance noted failure to establish insp program for 
installed cable tray 6 failure of QC pipe It electrical 
support insp to identify nonconforming conditions 

CERNG, A C . GRAY. E H , PAOLINO, R J Division of Project it Resident 
Programs 02/09/26 t6pp 13331 162 24X Fiche 30-443.82/05/26, 

0206170328 


8202040147 IE Info Not led 02-13, "Notification of NRC " Qvc list end 
D£YOi/NC, R C Director's Office, Office of Inspection and 

Enforcement 02/05/20 I07pp 13426 093 24X 

Fiche 50-000,82/09/28,0202040147 


9204210378 IE Info Notice 82-16. "HPCI/RCIC High Bteam Flow Setpoints *' 
Svc list end 

JORDAN, E L Division of Engineering it Quality Assurance 02/05/20 
103pp 13440 264 24X Fiche 50-000,02/05/28,8204210378 


8206030090 Requests info whether IE Info Notices 02-13 & 82-14 it IE 
Bulletin 81-03 applicable to facilities 

CJRRAN. D Harmon it Weiss CURRAN, 0 New England Coalition on 
Nuclear Pollution 82/06/01 MIRAGLIA.F J Licensing Branch 3 
Ip 13336 320 24X Fiche 50-443,02/06/01, 0206030090 


8206070393 Ack receipt of 820519 Itr informing NRC of steps taken to 
correct violations noted in IE Inep Repte 30-443/02-02 it 
50-444/ 03-02 

STARQSrECKI, R Division of Project 6 Resident Programs 82/06/01 
TALLMAN, W C Public Service Co of New Hampshire Ip 13363 336 
24X Fiche* 50-443, 02/06/01 , 8206070393 


—8206070395 Responds to NRC 020419 Itr re violations noted in IE Jnsp 
Repts 50-443/82-02 tt 50-444/02-02 Corrective actions design 
specs 4c appropriate drawings In process of being revised to 
pmperly define required code boundary limits 
JOHNSON, W P Public Service Co of New Hampshire 02/05/19 
STAROQTECKIi R Division of Project h Resident Programs 3pp 
13363 337 24X Fiche 50-443, 82/06/01, 8206070393 


0204210380 IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants '* 

Svc list end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOGpp 13527 130 24X 

Fiche 30-000,02/06/02,8204210380 


0204210303 IE Info Notice 02-17, "Overpressur 1 zation of RCB " Bve list 
end 

JORDAN, E L Division of Engineering Quality Assurance 82/06/11 
106pp 13675 290 24X Fichej 90-000, 02/06/1 1, 0204210303 


6204210384 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Matl by Workers " Gve list end 

OEVOVNQ.fl. C Director's Office, Office of Inspection and 
Enforcement 02/06/11 120pp 13675*189 24X 

Fiche. 50-000, 82/06/11,0204210304 


0206220263 Confirms intent to perform const assessment team U 
Indepandent measurement insp at site during 020621-0702, per 
820601 discussion Insp will encompass areas of QA, design 
control, project mgt, const control it procurement. 

MARTIN, T T Division of Engineering 6 Technical Programs 02/06/13 
TALLMAN, W C Public Service Co of New Hampshire In. 13371.005. 
24 X Fi c h a : 50- 443, 82/06/ i g , 8206220265 


DOCKET 50-444 8EABR00K NUCLEAR STATION. UNIT 3 
A Application/construction stage document* correspondence 


0206010470 aummarlies 820325 meeting re schedule for projected fuel 
load date. Schedule has been restructured from bulk 
quantities 4c zones to more detailed sys-oriented network 
DEVINCENTIS, J Yankee Atomic Electric Co. DEVINCENTI8, J Public 
Service Co of New Hampshire 02/04/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 13315.007. 24X 

Fiche* 50- +431 02/04/02, 0206010470 


0206110183 Board Notification 82-47* forwarding RH VoUmer 620319 momP 
re recent seismic activity related to Seabrook proceedings. 

H/o and 

TEDESCO, R. -L Aesletant Director for Licensing. 02/05/12 Atomic 
Safety and Licensing Appeal Panel 3pp 13493 276 24X 

Mche. 50-443, 02/03/12, 8206110103 



DOCKETED ITEMS 


620^010120 Not! <!iC 4 tton of 020027 moeting uj/utll in Phi ladol ph t PA to 
dtscus« open ltem» ra electrical portion of Pouer S^s Branch 
safettj revieu 

HHEELERiL L LlceniUg Branch 3 02/05/17 MIRAOLIA, F J 

Licenoing Branch 3 3pp 13319 290 24X Flche 50-443,82/05/17, 

0206010120 


9206030027 Summary of 020512-13 meeting* w/YankfiB Atomic Electric Cn, 
Public Svc Cq of NHi ANLi Wostinghouso e< United Engineers & 
Constructor*! Inc re OL safety revleu open item* 

WHEELER, L L Licensing Branch 3 82/05/21 Licensing Branch 3 

3pp 13361 329 24X Fiche 50-443.82/05/21,8206030027 


— 0206030032 Notification of 820512-13 meeting u/Yankee Atomic Electric 
Co, Public Svc Go of NH, ANL, Neatinghouse l< United Engineers h 
Constructor B, Inc to discuBs open items re QL safety revieui 
Attendance list end 

WHEELER, L L Licensing Branch 3 82/05/03 HIRAOLIA, F J 

Licensing Branch 3 2pp 13361 331 24K Plche 30-443,03/05/21* 

8206030027 


0206160111 Notification of 020609-10 meetings ui/Unlted Engineers 8, 
Const, Inc to resolve open items re mechanical portion of 
Poufer 8ys Branch safety revieu 

WHEELER, L L Licensing Branch 3 02/03/25 MIRAOLIA.FJ 

Licensing Branch 3 3pp 13938 035 SAX Flcho 90-443,02/03/25* 
0206160111 


G20601Q007 Foruards '*8elsmlc Quel if icat i on Revletj Team Equlpmerit 
List " it Revision 3 to "Amplified Response Spectra Belsmic 
Category I Struc tures* Yol s 1-3 " 

DEVINCENTIS, J Public Service Co of Neui Hampshire DEVINCEN FIB, J 

Yankee Atomic Electric Co 82/05/27 MIRAOHA, F J Licensing 

Branch 3 Ip 13303 041 24X Fiche 50-443, 82/05/27* 0206010007 


— 8206010011 "Seismic Qualification Revleu Team Equipment List " 

« Public Service Co of New Hampshire e Yankee Atomic Electric 
Co 82/05/37 170PP 13303 042 24X Fiche 50-443, 92/09/27i 

8206010007 


—8206010013 "Amplified Response Spectra for Seismic Category I 
Structures* Vols 1-3 " 

« Public Service Co of New Hampshire * Yankee Atomic Electric 
Co 81/11/16, IrOOOpp 13303 211 24X Fiche, 90-443* 02/05/27. 

9206010007 


8206160015 Notification of 020617 meeting u/United Engineers i* Const, 
Inc in Philadelphia* PA to resolve open Itam* re Matl 
Engineering Branch safety review 

WHEELER, L L Licensing Branch 3 82/06/07 NIRAGLIA* F. J 

Licensing Branch 3 3pp 13529 291 24X Fiche 90-443*02/06/07* 

0206160019 


8206300392 Addl response to F8IA request for documents re cance nation* 
postponement* termination or deferral of nuclear plant 
const since BOOlOl Forwards documents listed in app 
FELTON. J f1 Division of Rules and Records 82/06/07. D0I*K 
Critical Hass Energy Project 2pp 13678.315 24X 

Fiche. SO-000* 02/06/07* 0206300392 


— 0206300409 Forward* estimate of unite to be canceled or indefinitely 
deferred. per request 

CaRNELL*K Office of the Exacutlve Director for Oparattona 
82/03/19 AHEARNE.J Commissioner* 2pp 13678.237. 24 X 

Fiche 50-000, Q2/06 /07* 8206300392 


0206090153 Generic Ltr 02-11 to ell LWR reactor plant licensees U 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rapt documents findings rs cause of 
event W/o enc 1, 

EISENHUT.D 0 Division of Licensing 82/06/09 HAU8PURG* A 
Consolidated Edison Co of New York RANDAZZA, J B. Maine Yankeo 
Atomic Power Co GRIFFIN, J.E Vermont Yankee Nuclear Power Corp 
I3pp 13597' 349 24 X Fi che{ 50-000* 02/06/09. 0206090133, 


8206140089 Forward* notes from 820512-13 meeting u/Instrumenta t ion 8, 
Control Sys Branch in Ph 1 ladel p hia, PA* Inc lud ing responses to 
iy(JRE0-O737 items* overview of electrical distribution ey* & 
info re svc water sye 

DEVINCENT18* J Yankee Atomic Electric Co DEVINCENTIS* J, Public 
Service Co of New Hampshire 82/06/10 HIRAOLIA* F. J. Licanoino 
Branch 3 70pp. 13403 051. 24X Fiche 90-443,02/06/10*82061.40089 


0206240001 Summary of 820927 meeting w/utiL, United Engineers &( 
Constructors It ANL in Ph i ladel phla* PA to resolve open items 
re electrical portion of Power Sye Branch safety review of 
OL application 

WHEELER. L.L. Licensing Branch 3 02/06/14 Licensing Branch 3. 

8pp, 13607' 327. 24X Fiche' 90-443, 82/06/14* 0206240001 


8206240040 Notification of 82 0633-24 meetings w/utll & ANL in Bethaed 
HD to review auxiliary feedwater sys 8, associated sys & 
procedures as part of OL application safety review 
WHEELER. L L Licencing Branch 3 02/06/14 MIRAGLIA.F J. 

Licensing Branch 3 4p p L3612 356 24X Fiche 90-443.83/06/14* 

B206240040. 


0206180003 Advises that data required to respond to NRC request r for 
addl info re se i smalogy /geo logy currently in possession of 
USOS tt US Army Corps of Eng ineers, Uti 1 willing to work 
w/pre 1 iminary data & treat such data as proprietary 
DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS, J Foblic 
Service Co of New Hampshire 02/06/16 BERATAN, L L Earth 
Science* Branch 2pp 13552 OOt 24X Fiche' 90-443, 82/06/1 6 ,• 
8206180003. 


0206240147 Approves util 810510 $c 0727 request* to withhold rep ts 
YAeC“1249P it YAEC-I26SP from public d I sclosure. per 
10CFR2 790. 

CRUTCHFIELD* 0 Operating Reactors Branch 9 82/06/17 KAY, J A. 

VaTikee Atomic Electric Co. 3pp 13600 011 24X 

Fiche' 50-000. 82/06/17, 8206240147 


0206240329 Forwards revised response to Power 8ys Branch Request for 
Addl Info 430 133 re turbine generator sys Original respante 
submitted in 820312 ltr 

DEVINCENTI8. J, Yankoe Atomic Electric Co DEVINCENTIS* J Public 
Service Co a f Now Hamp sh ire. 82/06/sa HTRAOLIA, F J Licensing 
Branch 3 2pp 13603 192 24X Flch e < 50-4 43, 02/06 /22, 8206240329 


0206250100 Forwards revision to 820312 responses to 241 series reques 
far addl Info Summary list of amended pages to 0SO312 
revisions to F3AR end 

DEVlNCENTia* J Yankoe Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire, 02/06/28 KIRAOLIA, F, J Licensing 
Branch 3. 37pp 13617 197 24X Fiche 90-443*88/06/22,82062 90180 


8206290209 Forwards Amend 9 to CPPR-i39 U CPPR-136, safety evaluation 
notice of Issuance & availability Amend changes ownership 
share fro<h Commonwealth Electric Co to Canal Electric Co 
EI8ENHUT*D 0 Division of Licensing 02/06/23 TALLMAN.W. C 
Public Service Co of Nau Hampshire 2pp 13613 062. 24X 

Fiche 90-443* 02/06/23* 020 6250209 


—8206250215 Amend 5 to CPPR-135 CPPR-136, ref lect ing change In 
facility ownership from Commonweelth Electric Co to Canal 
Electric Co it NA Electric Cooperative, Inc 

HI8ENKUr*D O Division of Licensing 02/06/23 4pp 13613:064 
24X Fiche: 50-443. 82/06/23. 8206290205 


—9206250222 Safety evaluation supporting Amend 9 to CPpR-139 b 
CPPR-136. 

■e Office of Nuclear Reactor Regulation* Director 82/06/23 2p 
13613.071 24X Fiche 50-443*02/06 /23*0206250209 


—8306290223 Notice of issuance it availability of Amend 9 to CPPR-13S 
CPFR-136 

HIRAGLlA.F. J Licensing Branch 3 82/06/23 3pp 13613: 070, 

a4X Fiche: 50-443* 83/06/23* 0206290205. 


0206290225 Request* reply to 810509 6 830109 ltr* requesting 
investlgetion of applicability of Section 106 of Natl 
Historic Preservation Act to transmission lines for 
fac i Litles 

TANNENBAUH* 0 E Advisory Council on Historic Preservation 
82/06/25 DENTON* M Office of Nuclear Reactor Regulation* Dlrecti 
2pp 13636 297. 24X Fiche' 90-443. 85/06/2 9, 0206290225 


0 NRC Draft/Final Environmental Statement*, supple &c correspondence 


8206030111 Offers no comments re facilities DE9 <NUREO-Oa99), 

DAVIS, V W Agriculture, Dept, of 82/06/01. MIRAGLIA.F. J Licens 
Branch 3 Ip, 13337 094 24X Fiche 90-443* 02/06/01, 02O6O3Oil 1, 


0206170113 Advises that DE8 sent by first class mal 1. Comments due 
by 820706 Extension of comment period impossible since 
League provided w/DEB when lisued< 

LEBSYiR P Hearing Branch 3, 02/06/14. BACKUS* R A Backus* R A 

SACKUS,R.A Seacoast Anti-Pollution League ip 13930.004. 24X 

Fiche 90-443*82/06/14.0206170113 


8206230113 Comments on MURE0-0G95* DE8 for facilities Airborne 
radlolodine & particulate* sampling It analysis program 
should be re- evaluated to determine adequacy of 
i-nstrvmentatl on under accident conditions 

VILLFORTH. J 0 Food U, Drug Administration 82/06/21. WHEEL ER i L. i 
Office of Nuclear Reactor Regulation, Director 2pp, 13989:194 
24X Fiche 50-443,82/06/21*0206830113 



E f^C Saifetg Evaluation Report <SER>j auppls correspondence 


B2060ii)014 Foryardt technical hasis for Comanche Peak compliance 
hJ/'Oeneral Desif^n Criterion 91i "Fracture Prevention oF 
Containment Preeeure Qoundargf " to aesist in completion of 
8ER. 

MIRAOLIA.F J Licensing Branch 3 82/03/23 TALLKAN^W C Public 

Service Co of New Hampshire 9pp 13319 342 24X 

Fiche 90-443. e2/0S/25i 820^0 1001 4 


820&210008 Notification of Change 1 to a20i>t7-ie meetings u/Uni ted 
Engineers & Constructors In Sethestfa. WO to discuss & 
review status of preliminary draft 8ER 

WHEELER. L L Licensing Branch 3 02/06/07 MlRAOLlArF J 

Licensing Branch 3 2pp 13903 014 24X Fi cho' 50’'443i B2/06/07. 

0206210008 


F Security, medicali emergency 8t fire protection plans 


0206040302 "Demographic it Vehicular Demand Estimates for Evacuation 
Analysis of Seabrook Station ■' 

KALTMAN/M Siting Analysis Branch Bl/02/Sfi 400pp 13330 103 

24 K FI Che 50-443181/02/20.0206040302 


8206020101 Summary of 020429 meeting u/utll in Bethesda. HD re 
development of schedule for emergency preparedness revieiu as 
part of OL review 

WKEELERrL. L Licensing Branch 3 02/03/12 Licensing Branch 3 

3pp 13341 204, 24X Flche 30-443.82/03/12.8206020101 


— B206030100 Notification of 820429 meeting w/utiL in Bathesda.HD to 
discuss emergency preparedness review process S. development 
of schedule of major emergency preparedness ravietu 
miles tones 

WHEELER. L L Licensing Branch 3 02/04/22. HIRAOLIA.FJ 

Licensing Branch 3, 4pp 13341 207 24X Flche 90-443,02/05/12. 

0206020101 


0 Adjudicatory correspondence 


8206 040105 List of renewed contentions of L Chong & Co-op Members 
for Responsible Investment 

CKONO.L Affiliation LInknoum 02/09/23 Atomic Safety and 
Licensing Board Panel 4pp 13344 349 24X Flche. 90-443. 02/09/23, 

0206040109 


6206040239 Forwards notices of appearance for State of NH & OH Dmith. 
Atty Oeneral . Certificate of Bve end 

□YER.E. H Keu Hampshire, State of 02/09/26 Office of the 
Secretary of the Commission 7pp 13357 2 97. 24X 

Ficht 90-443,02/09/86.0206040239 


6206010309 Requests EPA status by 820611 gf draft permit re 
substitution of chlorination for backf lushing to control 
fouling in Intake tunnel of proposed condenser cooling sys 
LES8Y, R P Hearing Branch 3 82/09/27 WILLIAMS-DAWE 

Environmental Protection Agency. 2pp 13301 031, 24X 

Flche* 50-443, 02/09/87,0206010309 


B206070073 Informs that Commission declined to review ALAD-667 Time 
provided for Convmisslon to act to review decision evplred 
Decision became final agency action on B20601 

CHILK. S J. Office of the Secretary of the Commission 02/06/02 
Office of the Executive Legal Director Ip 13370^330 24X 

Fiche. 50-443, 02/06/02.8206070073 


8206140030 Reply to Btate of W t, NH Atty General OH Smith 020924 
amended contentions Certificate of Sve end, 

DIONAN. T 0 , OAD.R K Public Service Co of New Hampshire 

DIONAN. T 0 Ropes & Gray 02/06/07 Atomic Safety and Licensing 

Board Panel, 1 Ipp. 13497 070 24X Flche 90-443.08/06/07. 

fiCrnAi 40030 


0206240240 Forwards New England Coalition on Nuclear Pollution reply to 
applicant 6 NRC responses to Coalition contentions 6 
Coalition supplemental contentions 

JDRDAN.MS Harmon 8, Weiss JORDAN. W S New England Coalition on 

Nuclear Pollution 02/06/17 HDYT. H F , PARIS. 0 H . LUEDKE, E A 

Atomic Safety and Licensing Board Panel ip 13590 352 24X 

Ficho 50-443.02/06/17.0206340240 


— 8206240252 Reply to NRC t applicant responses to Neu England Coalitioi^ 
on Nuclear Pollution contentions Coalition dges not rely on 
reg guides as legal requirements but on failure to comply 
w/reg guides as sufficient basis for contention 
JORDAN, W B . CURRAN, D J New England Coalition on Nuclear 
Pollution JORDAN. U 3 Harmon U Weiss 02/06/17 Atomic 
Safety and Licensing Board Panel 39pp 13590 353 24X 

Flche 50-443.02/06/17,0206240240 


— 02O624O29B Suppl amental contentions Notice of appearance 8. Certificate 
of 6vc end 

JORDAN, W 5 . CURRAN, D J New England Coalition on Nuclear 
Pollution JORDAN. W S Harmon & Weiss 02/06/17 Atomic 
Safety and Licensing Board Panel lOpp 13599 030 24X 

Fiche 30-443, 82/06/17, B206240248 


8206240373 Res p onse to Coastal Chamber of Commerce of NH 020609 
response to applicant response to Chamber suppl to petition 
to intervene 6 Contentions 1-7 Contention 7 should be denied 
due to lack of specificity Certificate of Bve end 
DIONAN, T O . OAD.R K Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes & Gray 82/06/17 Atomic Safety and Licensing 
Board Panel 5pp 13603 209 24X Flche 50-443,82/06/17,8206240373 


0206280523 Response to 8un Valley Assoc 820619 further amend of 
petition for leave to Intervene Contention 1 should be 
rewritten to eliminate ref to NUREO-0654 Contention 2 should 
be excluded Certificate of Sve end 

DIGNAN. T 0 . GAD, R K Public Service Co of New Hampshire 

DIGNAN. T 0 Ropes 8, Gray 02/06/21 Atomic Safety and Licensing 

Board Panel 9pp 13626 314 84X Flche 90-443,88/06/81.8206200523 


H General correspondence 


9206160071 Requests Revision 1 to Reg Guide 4 i, ’'Programs for 
Monitoring Radioactivity in Environs of Nuclear Power 
Plants, ” Zt Radiological Assessment Branch technical 
position, Nov 1979 

DOUGHTY, J Affiliation Unknown 02/06/09 Radiological 
Assessment Branch Ip 13917 310 24X Flche 50-443,08/06/09. 

0206160071 


M Antitrust correspondence 


0206890205 Forwards Amend 9 to CPPR-139 tc CPPR-136, safety evaluation 6 
notice of Issuance it availability Amend changes ownership 
share from Commonwealth Electric Co to Canal Electric Co 
EISENHUT.DG Division of Licensing. 82/06/23 TALLMAN, W C 
Public Service Co of New Hampshire 2pp 13613*062 24X 

Flche 90-443,08/06/83,8206250809 


—0206290219 Amend 9 to CPPR-139 1< CPPR-i36, r ef lecting change in 
facility ownership from Commonwealth Electric Co to Canal 
Electric Co it WA Electric Cooperative, Inc 

EISENHUT, D G Division of Licensing 02/06/23 4pp 13613 064 
24X Flche 90-443,02/06/23.0206290209 


0 Inspection reports. IE Bulletins & correspondence 


8206100199 Forwards IE Mgt Meeting Repts 50-443/02-03 t* 50-444/02-05 on 
020906 

STARDSTECKl. R Region I. Office of Director 02/09/86 

TALLHAN.H C Public Service Co of New Hampshire 2pp 13492*107. 

24X Flche 90-443,02/05/86,0206100195 


-8206100200 IE Mgt Meeting Repts 40-443/02-09 << 30-444/88-09 on 020506 
Major areas discussed operational OA program, inc ludlng 
licensee plans for implementing QA criteria per 10CFR90 
App e 6 FSAR Section 17 3 

WIGGINS. J T , NAPUDA.G , GALLO, R M Region 1. Office of Director 
02/09/86 3pp 13498-109 24X Flche' 90-443. 82/09/26, 0206100190 


1806170320 Forwards IE Insp Repts 90-443/08-03 8< 50-444/88-03 on 
080323-0903 U notice of violation 

8TAR08TECKI, R Division of Project Resident Programs. 82/09/26, 
TALLMAN, W C Public 9ervlce Co of New Hampshire 8pp. 13931. 15B 
24X Flche 90-443.08/05/86,0206170320 


-0206170332 Notice of violation from insp on 820383-0503 

8TARO0TECKI , R Division of Project U Resident Programs. 02/09/26 
8pp 13931 160 a4X Fiche 90-443,02/09/26.0806170320. 



DOCKETED ITEMS 


—B206 170340 IE Insp Repts SO-443/02-03 U SO-444/82-03 on G20323-0903. 
None amp 1 lance noted failure to establish Insp program for 
installed cable traij & failure of OC pipe & electrical 
support insp to identify nonconforming conditions 

CERNE. A C I ORAYiE H « PAOLlNO.R J Division of Project it Resident, 
Programs S2/05/S6 t6pp 13531 162 24X Flche 90-443» e2/05/2Ai 

0206170320 


0202040147 IE Info Notice 02-15, ••Not if i cat ion Of NftC '* Bvc list encl 
DEYOUNO, R C Director's Dfflcei Office of Inspection and 

Enforcement 02/05/20 107pp 13426 093 24X 

Ficho 50-000,92/05/2010202040147 


8204210370 IE Info Notice 02-16, "HPCI/BCIC High Steam Flow Betpoants. ■* 
Svc list end 

JQRDANi E L Division of Engineering & Quality Assurance 02/05/20 
I03pp 13440 264 24X Fiche 30-000,02/05/20/8204210370 


0206030090 Requests Info whether IE Info Notices 82-13 it 02-14 tt IC 
Qulletin 01-03 applicable to facilities 

CURRAN/ D Harmon & Uelss CURRAN/ D New England Co-alltlon on 
Nuclear Pollution 82/06/01 NIRAOLIA/F J Licensing Branch 3 
Ip 13336 320 24X Flche 50-443,88/06/01,8206030090 


B206070393 Ac k receipt of 02OS19 Ur informing NRC nf steps taken to 
correct violations noted In IE Insp Rcpts 50-443/02-02 tt 
30-444/82-02 

6TAR0STECKI, R Division of Project 6 Resident Programs 02/06/01 
TALLMANi W C Public Bervlce Co of New Hampshire Ip 13363 336 
24 X Fiche 50-443,82/06/01,0206070393 


—0206070395 Responds to NRC 020419 Ur re violations noted In I£ Insp 
Repts 50-443/02-02 8< 90-444/B2-02 Corrective actions design 
specs Sc appropriate drawings in process of being revised to 
properly define required cade boundary llmltB 
JOHNSON, WP Public Service Co of New Hampshire 02/05/19. 
8TAR0BTECKI r R Division of Project it Resident Programs 3pp 
13363 337 24X Flche 50-443/82/06/01/0306070393 


6204210300 IE Bulletin 02-02/ "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plante " 

Svc list end 

DEYOUNO, R C Director's Office/ Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 !50 B4X 

Flche 50-000/82/06/03,8204210300 


0204210303 IE Info Notice 02-17/ "Overp ressur i nation of RC6 " Svc list 
end 

JORDAN, E L Division of Engineering & Quality Assurance 82/06/11, 
106pp 13675 258 24X Fiche 50-000/02/06/11,0204210383. 


8204210304 IE Info Notice 82-18, “Assessment of Intakes of Radloactlvo 
Matl by Workers “ Svc list end 

DEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/i i 120pp 13675 169 24X 

Flche’ 50-000, 82/06/11*8204210304 


8206220269 Confirms Intent to perform const assessment team Sc 
independent measurement Insp at site during 020621-0702, per 
620601 discussion Insp wilt encompass areas of OA, design 
control , pro ject mgt, const control & procurement 

KARTlNi T T Olvlsloit of Engineering U Technical Programs 02/06/15 
TALLMAN,WC. Public Service Co. of New Hampshire Ip. 13971 005, 
24X Flche 50-443,82/06/19,8206220265 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA /UNIT 1 


A App 1 Icatlon/construc tlon stage documents & correspondence 


0206020017 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Comanche Peak Steam Electric Station, Uni is 1 6 2,*' draft 
technical evaluation rept 

YOUNOBLOODr B J Licensing Branch 1 82/05/20 GARY, R J, Texas 

Utilities Generating Co, 2pp 13333 007 24X Ficho. 50-445, 

02/05/20/ 8206020017 


— 8206020024 “Control of Heavy Loads at Nuclear Power Plants, Comanche 
Peak Steam Electric Station, Uni ts 1 8< 2, '• draft technical 
evaluation rept 

DIXON/BWi QTICKLEY/T. H E0«<0, Inc 82/03/31. NRC - No 
Detailed Affiliation Given 46pp 13333.009, 24X 

Fiche 50-445/82/05/20/0206020017 


02O6O2O29B Summary of 820428 meeting w/utll in Bethesda/MD re 
transfer of containment spray sys from injection to 
recirculation mode. Attendance list it calculation assumptions 
enc 1 

6URWELL/ S. B Licensing Branch 1 02/09/25. Licensing Branch 1 

6pp. 13342 182 24X Flche 50-445/02/09/25/6206020298. 


8206070154 Requests Info re eligibility of May House for Natl Register 
of Historic Places, in rosponse to TX Historical Commission 
820509 request 

YDUNOBLOOD/ 0 J Licensing Branch 1 02/05/25 GARY, R J Tttsas 

Utilities Generating Co 2pp 13427 313 24X Fiche 90-449, 

03/09/25, 8206 070134 


— 0205110121 Requests documentation needed for state historic 

preservat 1 - 0 n officer to make determination of eligibility of 
May House 

HERRINGTON, L Texas, State of 02/05/09 YOUNGBLOOD, B 
Licensing Hranch 1 Ip 13427 315 24X Fiche 50-445/82/09/25/ 

0206070154 


8206100020 Bummary of 020427 meeting w/utU In DethesdaiMD re TMI 
Action Item 1 1 B 3, “Post-Accident Sampling Sys “ List of 
attendees encl. 

BURWELL/S D Licensing Branch 1 02/05/27 Licensing Branch 1 

5pp 13474 024 24 X Flche 50-445/82/05/27,8206100020 


8206140232 Summary af 020407 meeting w/utll in Bethesda/MD re human 
factors review of control room & plans for responding to 
NUREG-0700 Vlewgraphs end 

BURNELL, 8 D Licensing Branch 1 82/05/27 Licensing Branch 1. 

4pp. 13493 341 24X Fiche 50-445/02/05/27/6206140233 


0206220336 Forwards addl info re containment spray sgs switchover 
analysis, per 020421 meeting w/NRG Also forwards emergency 
operating procedures covering transfer of containment spray 
sys from injection to rec irculatlon mode 

SCHMIDT/HC Texas Utilities Services, Inc. 62/06/19 BURHELL, 0. 
Division of Licensing 12pp 13901 299 24X Fiche 90-445,62/06/15 

020*220336. 


F Sscuritg, medical* emergency B, fire protection plans 


820610-0023 Summary of B20324 meeting w/util in Bethe»da,MD re level of 
detail to be included in emergency plan 

BURWELL,9 B Licensing Branch 1. 62/05/27 Licensing Branch 1, 

4pp 13474 020. 24X Flche 90-449,02/05/27,0206100023 


8206250003 Advises that physical security plan, guard training t, 
qualification plan & safeguards contingency plan meet 
requirements of 10CFR73 w/one exception Proposed license 
condition incorporating plans encl 

YQUflGBLOODi 0 J Licensing Branch 1 02/05/87, GARY, R. J. Tsxas 

Utilities Generating Co. 3pp 13627.029 24X Fiche’ 50-449, 

02/09/27, 820 6250003 


O Adjudicatory correspondence 


8205130166 Forwards NRG answer to A8LB Question 3 re status of 
Unresolved Safety Issue A-9/ to A8LH Question 1 re hydrogen 
control & to A0LB request for info re deletion of boron 
injection tan k. Cer t If icate of Bvc end 

M1ZUM0*0 8. Hearing Branch 1 82/09/07. MILLER/ME. Atomic Bafet 

and Licensing Board Panel, Spp 13065' 046 24X 

Fiche* 50-449, 82/05/07,8205130166 


0206090012 Telegraphic order denying Citizens Assoc for Bound Energy 
motion for consideration of 820422 order Mail matters may 
be reviewed at 020607 trial 

MILLER* M E Atomic Safety and Licensing Board Panel. 02/05/12, 
Citizens Association for Bound Energy, Ip 13435*338. 24X 

Flche: 90-449, 82/05/ 12* 8206090012, 


8206090014 Telegraphic order denying Citizens Assoc for Bound Energy 
motions to reschedule hearing it to strike applicant summary 
disposition, motion Admonishes intervenor to cease filing 
repetitious dilatory motions 

MILLER/ M E Atomic Safety and Licensing Board Panel 82/05/29. 
Citizens Association for Sound Energy Ip 13439,337 24X 

FI Che: 90-445* 82/09/23, 820609001 4. 


82060102 09 Advises that if ASLB decides evidence on A0LG QueitioTts J i 
3 necessary- at June 1'982 hearing, NRC would adopt as NRC 
tastimony, af f Idavi ts submitted supporting NRC 820507 
answers 

ROTHSCHILD, M <J , MEZUNO/O 8 Hearing Branch 1. 82/05/27. 

MILLER, M £ , MCCOLLUM/ K A , COLE, R Atomic Bafety and Licaneing 
Board Panel 2pp 13301 084. 24X Fiche 50-449, 02/05/87, 02O6OlO20<i 


G206040018 C 1 ar 1 f ica tien S, supplementation of responste to eleventh ee 
of Interrogatories re Issues for further litigation. 

REYN0LD8/N B. Texas Utilities Generating Co. REYN0LD6,N S. 
Ocbevoise U Liberman. 02/09/27 ELLtSfU Citizent Associatlpn for 
Sound Energy. 9pp. 13346 239 24X Flche- 50-445, 02/05/27, 

8206040010 


B^6040030 luthor b« ^|«ctd on «p9jk«r list for B20607 hearing 

in Fort Worth, TX 

ATCH1MS0N,C Aff 1 1 Ut i on Unknown 82705/20 NF?C - No Detailed 
Affiliation 9ivin Ip 13347 350 24X Ftche 50-445, 02/OS/28< 

02O4>O4OO36 


— e2O&10O194 Subpoena directed to C Atchison to appear at G20&2 1 
deposition jn Fort Worth, TX Certificate of Svc end 
NILLER.N E Atomic Safety and Licensing Doard Panel 
ATCHISON, C Affiliation Unknown 5pp 13953,233 SAX 
Fiche 50-44 9,82/06/16,0206180190 


9206090053 Answer si^pportlng applicant B20510 notion for sunaary 
dlspoiition of Contmtion 5 No genuine issue of matl fact 
eitsti V dianissil warranted as natter of law 

RQTHSCKlLOiN U Hearing Branch 1 02/06/02 Atonic Safety and 

Llcenting Board Panel 43pp 13436 021 24X Fiche 50-445,82/06/02, 

8206090053 


— 8206100197 Forwards notice of C Atchison deposition proposed 
subpoena to compel appearance at deposition No firm 
commitment of appearance given 

REYNOLDS, N 8 Debevoise S, Liberman 02/06/16 HILLER«H Atomic 

Safety and Licensing Board Panel 2pp 13953 230 24X 

Fiche 50-44 5, 02/06/16, 8206180190- 


—8206090097 Affidavit of WA Crossnan.RC Stewart 6 RO Taylor re 
Contention 9 Imp 6 in veitigation findings do not 
substantiate allegations re inadequacy of plant const Prof 
quel if Icatl oni Ic Certificate of Svc end 

CROSSMAN, U A . STEWART. R C t TAYLOR, R 0 Division of Resident. 
Reactor Project 6 Engineering Programs 62/06/02 lIBpp 
13436 064 24 X Fiche 50-445,02/06/02.0206090053 


6206100126 Responie opposing applicant B2Q511 motion for summary 
dtipositlon of Cltlxens Assoc for Sound Energy Contention 5 
Motion w/o nerit 6 Intervenor entitled to full hearing on 
all aspects of Contention 5 Certificate of Svc end 

ELLIS, J Ctt Irens Assoc latlon for Sound Energy 02/06/02 Atomic 
Safety and Ltcinilng Board Panel 53pp 13446 135 24X 

Fiche 50-445,82/06/03,0206100126 


8206240376 Forwards C Holiday,R Smith, J Maxwell & R Ice nofeicea of 
deposition re knowledge of const deficiencies No objection 
to issuance of subpoena to C Atchison 

JORDAN. W S Harmon 6 Weiss JORDAN, W 0 Ci tl tens Assoc lat i on for 
Sound Energy 83/06/10 MILLER, M Atomic Safety and Licenelng 
Board Panel Ip 13603 137 24X Fiche 90-449, 02/06/18, Q3063403/6 


—8206240377 Notice of C Holiday 020623 deposition in Hurst. TX ri* 
deficiencies in supplied metis & we Iding. document 
falsif icatl on, pressures placed on Inspectors by supervisory 
personnel 6 failure to resolve nonconformances promptly 
JORDAN. W 3 Citiiens Association for Sound Energy JOflDAM. 0 
Harmon b Weiss 02/06/18 2pp 13603 120 24 X 

Fiche 50-445,82/06/18,0206240376 


— 8206100129 Answir to applicant 820511 statement of natl facts as to 
which there is no genuine issue to be heard ASLB not 
foreclosed from inquiring into natter resolved by IE 6 
reaching independent dt terminatian Exhibits end 
ELLlBfJ Citiiens Association for Sound Energy 82/06/02 
Atomic Safety and Licensing Board Panel 600pp 13446 189 24X 

Fiche 50-44 9.02/06/02,0206100126 


8206000090 Moticit to stay ASLB 820525 order scheduling hearings on 
Contention 5 for 820607 Ruling extreaaly prejudicial to 
Intervener ability to participate effectively in hearing 
Certificate of Svc end 

CLLI8, J Citiiens Assoc latlon for Sound Energy 82/06/03 Atomic 
Safety and Licensing Appeal Panel Spp 13422 040 24X 

Fiche 50-449. 82/06/03, 8206000090 


“8206060102 Appeal from A3I.B 020925 scheduling order Issue presented 
raises fundamental questions of due process & fairness in 
NRC proceedings *o that discretionary interlocutory review 
should be granted 


ELLIS, J Citiiens Association for Sound Energy 
Atomic Sifity and Licensing Appeal Panel I3pp 
Fiche 50-44 5.82/06/03,8206000098 


02/06/03 
13422 049 


24X 


e2D60eW95 ^der denying Citiiens Assoc for Sound Energy 020603 request 
‘^f*^!*** review of ASLB 020525 denial of ^ 
lamadiati order barring commencement of 
620607 hearing No justlf ication exists for intercession 
SHOCKER, C J Atonic Safaty and Licensing Board Panel 82/06/04. 
Citiiens Asimciation for Sound Energy 2pp 13423 270 24X 

Fiche 50-449.82/06/04,8206080095 a/o sax 


hearing on Contention S ASLB should 
• itabllsh proper scopt of contention for hearing It find 
contention does not raise technical adequacy of englneerlno 
6 const as issues Certificate of Svc end •"^meering 

SlJISSa H o * ^ Utilities Oenerating Co 

REYNOLDS, N 8 Dsbivolse If Liberman G2/06/06 12 aa 134B6 irti 

24X Fiche 50-449.02/06/06.0206140026 13406,101 


e»MI70190 Brie# urging estmblishmfnt of proper scope of hearlno on 
CjnUntlon 5 Contention cmnctrns adequacy of apStlJ.St 
OA/OC program I. does not raise Issues as to technical 

0, Svc .Ml 


— 820624038D Notice of R Smith 820622 deposition in HurstiTX ro 
deficiencies in pipe whip restraints. back fit programs, 
conduit support It performance of C Atchison. 

JORDAN, W S Citiiens Association for Sound Energy JDROAN.M 0 
Harmon 8( Weiss 82/06/10 2pp 13603,130, 24X 

Fiche 50-445,02/06/18,8206240376 


-8206240303 Notice of J Maxwell 820623 deposition in Hurtfcr tX ri* 
deficiencies In supplied metis 6 we Iding, document 
falsification U const OA tt QC 

JORDAN, W S Citiiens Association for Sound Energy JORDAN, H 8 
Harmon l< Weiss 82/06/18 2pp 13603.132 24X 

Fiche 50-445,82/06/18,0206240376 


-8206-140386 Notice of R Ice B20622 deposition In Muret, TX ro 
deficiencies In pipe whip res traints, movement restrainte & 
inadequate OA (< OC w/respect to pumps Cortlficate of Svc 

encl 

JORDAN. W a Citiiens Association for Sound Energy JORDANhW, i3 
Harmon it Weiss 02/06/10. 4pp 13603 134 24X 

Fiche 50-445,82/06/18,0206240376 


. -.jj " i-eign on 8K0624 in Hur«t*TX re 

vendor welding, OA I, matl salvage program Certificate of Svc 
end Related correspondence 

JW1>AN,H.8 citli.na A„oetatto„ Par 
Flch, 90-f«, 


5*5^*”* intends to file, as exhibits to 8S0924 
prefiled direct testlmonyr documents referred to In 
tff $ t Imony 

MCCOLLoi^J'JI ^ fi»''06/22 MILLER. M. E. , 

MCCOLLOM,K A , COLE, R Atomic Safety and Licensing Board Panel. 

2 pp 13599 250 24X Fiche. 50-445, B2/06/S2i 8206240091 . 


'■PP'*”"** ‘nt.nd to toll .« forthcomln# 

REYNOLD. N S. D.btvoiit It Lib.riran. REYNOLDBiN 8 Ttlai Utllltli. 
Ojn.ratin, Co 83/04/83. KIUER, M E. , MCCOLLOM, K A. . COtB, R 
Atomic Safety and Licensing Board Panel 2 dd aiv 

Pick. 50-M5, 83/04/23,8306280088 B4X 


JORDAN, H S Case Western JORDAN, W 8 Harmon h oovrtA/ao 

5pp 13624.156 24X Fiche. 50-445, 82/06/83, 5206^0^535 


Citizens Assoc for Sound Enerou « in Dallas, TX r 

durio. con.t .ctiviturcMuIJcSu^o'ra^ L?? 

REYNOLDB.N S Texas Utilities 

Dobovoi.. t Lib„;:„ »■ 

Fiche 50-445,82/06/28,8206300213. 13654.323 24X 


Citiiens Assoc for Sound Enerou Dallas, TX n 

REYNOLDS, N B Texas Utilities 

Debevoise I, Llberili 02/06/28 ! "5 ,,52:. REYNOLDB. N. 8. 

Fiche' 50-445, 82/06/80,8206300237. 2AX 



DOCKETED ITEMS 


820&300239 Notice of C Hamilton BS0701 deposition in Dallas, TX rt 
Citi;ens Ae»oc for Sound Energy Contention S on QA & 0-C 
during const activities Certificate of Svc end 
REYNOLDS, N 6 Texas Utilities Oeneraiing Co REYNOLDS, N 8 
Debevoise <t Liberman 82/06/36 4pp 13654 3*6 24X 

FI C h e 50-44 5, B2/06/28, 8206300239 


B206300249 Notice of T Harrington 820701 deposition In Dallas, TX re 
Citizens Assoc for Sound Energy Contention 5 on QA & QC 
during const activities Certificate of 3 vc end 
REYNOLDS, N S Texas Utilities Generating Co. REYNOLDS, N 8 
Debevoise tt Liberman 02/06/28 4pp 13653 319 24X 

Flche 50-445.82/06/20,8306300249 


8206300257 Notice of fl Hamilton 820701 deposition in Dallas»TX re 
Citizens Assoc for Sound Energy Contention 5 on OA Si OC 
during const activities Certificate of Sve end 
REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS, N 8 
Debevoise Si Liberman 82/06/20 4pp 13652 349 24X 

Flcbe 50-445, 82/06/38, 8206300257 


B206300266 Notice of J Oates 020701 deposition in Dallas, TX re 
Citizens Assoc for Sound Energy Contention 5 on GA & QC 
during const activities Certificate of 8 vc end 
REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS, N 9 
Debevoise Si Liberman 02/06/20 4pp. 13652 324. 24X 

Fiche 50-445,03/06/20,8206300266 


0206300274 Notice of JR Kinney 020701 deposition In DallasiTX re 
Citizens Assoc for Sound Energy Contention 5 on GA & QC 
during const activities Certificate of Bve end 
REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS. N, 8 
Debevoise U Liberman 02/06/28 4pp 13652 335 , 24X 

Flche 50-449, 82/06/28, 0206300274 


H General correspondence 


0206080190 Responds to 020505 Itr identifying May House as property 
acq.ulrffd by NRC Property owned by util Determination of 
eligibility of property for inclusion in Natl Register of 
Historic Places under review 

YOUNOBLaOD, B J Licensing Branch 1 82/09/19 HERRINGTON, L 

Texas, State of Ip 13442 050. 24X Fiche 50-445,82/05/19, 

0206080180, 


K Utility Final Safety Analysis Report <F 8 AR) tt amends 


6206110232 Forwards affidavit of sve of Amend 32 to facility fSAR. 
SCHMIDT, H C Texas Utilities Services, Inc 02/05/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Spp 13466 240 
24 X Fiche 50- 445,02/09/26 , 0206110232 


Q Inspection reports, IE Bulletins li correspondence 


8206080107 Forwards IE Insp Kept 90-445/82-06 on 820301-31. No 
noncomp I iance noted. 

MADSEN, 0 L, Division of Resident, Reactor Project {< Engineering 
Programs 02/05/24, GARY, R. J, Texas Ut&litiea Generating Co Spp, 
13423. 160 24X Flche: 50-449, 02/09/24. B2060G0107 


—8206000111 IE Insp Rept 90-449/82-06 on 620301-31, No noncompl iance 
noted Major areas inspected plant tours ti preaperatlonal 
test procedure review 

KELLY, D. L. , WE 8 TERMAN, T F Division of Resident, Reactor Project bi 
Engineering Programs 82/05/12, 5pp. 13423: 162. 24X 

Fiche 50-443,62/05/34,0206080107. 


B2060S0079 Informs that rt(iuirement to answer ell notices of violation 
under oath or affirmation is rase inded. MIC may atfll 
exercise option to req.uire oath in specific cases. 

MAD0EN, G L Division of Resident, Reactor Project l< Engineer ina 
Programs 02/05/26 OARYiR, J. Texas Utilities Ganerating Co. Ip 
13322 240 24X Fiche 90-445,82/09/26,8206020079 


8202040147 IE Info Notice 82-19, ''Notification of NRC,” 8 vc list end, 
DEYOUNG, R,C. Director's Office, Office of Inspection and 
Enforcement 02/09/28 107pp 13426:093 24X 

Flche* OO-OOOi 82/09/26, 8202040147 


8204210378 IE Info Notice 82-16, "HPCt/RClC High Steam Flow Setpoints. 
Sve list end. 

JORDAN, E L Division of Engineering it Quality Assurance 02/03/26 
103pp 13440.264. 24X Fl che; 90-000, 02/03/28, 0204210370 


8206140092 Forwardi IE Insp Rept 90-449/82-05 on 820419-23. No 
noncompUance noted 

MADBEN, 0, L Division of Resident, Reactor Project & Engineer inp 
Programs 02/09/28, GARY, R.J. Texas Utilities Generating Co 2 i 
13467*066, 24X Flche 90-449,82/05/20,0206140032 


—0206140053 IE Insp Rept 30-445/82-05 on 020419-23 No nonconpl lance 
noted Hajor areas inspected onsite design Ic const 
activities, design insp of pipe supports & instal latio-n of 
safety-related pipe supports 

BRICKLEY.R H , JOHNSON. C E , WE3TERMAN. T Division of Resident, 
Reactor Project Si Engineering Programs 02/05/21 6 pp 
1340 7 070 24X FIch e- 90-449, 02/03/28, 8206140052 


0204210380 IE Bulletin 82-02, ''Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PNR Plants " 

0 VC list end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/06/02 108pp 13927 190 24X 

Fiche 90-000* 02/06/02,8204210300 


8306250166 Forwards IE Insp Rept 50-445/02-07 on 020401-00 No 
noncompUance note# 

MADSEN, O L Region 4, Pf flee of Director 02/06/07 GARY, R J 
Texas Utilities Generating Co. 2pp 13616 314 24X 

Flche 30-443. 82/06/07, 8206250166. 


- 8206250173 IE Insp Rept 50-445/82-07 on 820401—30 No noncomp 1 iance 
noted Major areas inspected action on previous insp 
f ind ingsi eq uipment turnover, joint test group activities & 
plant tours 

KELLEV.DL , WESTERMAN, T F Region 4, Office of Director 

02/05/27, 6 pp 13616:316 24X Fi the’ 50-445, 02/06/07, 8206250* 66 


G2042103B3 IE Info Notice 02-17, ''Gverpressur iiation of RCS ” 8 vc list 
end. 

JORDAN, E, L Division of Engineering li Quality Assurance, 02/06/11 
106pp 13675 238 24X Fiche 50-000,02/06/11,8204210303 


9204210384 IE Ijifo Notice 02-10, "Assessment of Intaktf of Radioactive 
Matt by Workers *' Sve list end 

D£YaUN0,R C. Director's Office, Office of Inspection and 
Enforcement. 82/06/tl, l20pp 13679.109 24X 

Fiche. 90-000. 82/06/11.8204210304. 


6 Reportable occurrences, LERs li related correspondence 


8206070356 Interim deficiency rept re design of horizontal fire 
dampers, Initial ly reported on 020323 Air Balance horizontal 
dampers cleaned Biade locks secured S< damaged closer springs 
replaced. Comp letion expected by 820001 

OARVrR J. Texas Uttllties Generating Co 02/09/20. HAD 8 EN 1 O, L, 
Division of Resident. Reactor Project ti Engineering Programs. Spp. 
13363: 121 84X Fiche; 90-449, 02/09/ 801 02060 70396, 


8206210590 Deficiency rept re orifice plates sizing outside specified 
tolerance, ini t lal ly reported 011217 All orifice plates 
affecting plant safety will be procured from different 
suppl ier. Corrective actions to be complete by 820901 
CARY.R.J Texae Utilities Generating Co 02/06/11 MADSEN, G L. 
Region 4* Office of Director, 2pp 13567' 010 24X 

Fiche ■ 90-449r 82/06/11, 8206210590 


0206300192 Part 21 rept re potential defect In couplings drive element 
of D 8 RY or 08R standby diesel generator Affected licensees 
will be notified no later than 820715, 

MILL 8 , L L Transamerlca Delava 1* Inc. 82/06/23 Director's 
Office, Office of Inspection and Enforcement 2 pp 13693.328. 24X 

Flche: 90-000, 02/06/23, 8206300192 



DOCKET 50-44A COMANCHE PEAK STEAM ELECTRIC OTA .UWIT 2 
A Appllcation/coritructlon stage dqtijmants ft c«rr tspandence 


,^waU200i7 FOTuardf "Control of Heavy Loads at Nuclaar Power Plante. 
Comanche Peak staaw Electric Station. Units 1 & 3. " draft 
technical avaluation r«pt. 

YOUNOBLODD.B J Liceneing Dranch 1. 82705/30 GARV. R J Tojiae 

Utilities Genera ting Co 2pp 13333 007. 24X Fiche 30-445. 

B2/0S/2O, 8206020017 


— 8206020024 "Control of Heavy Loadf at Nuclear Poiuer Plants. Comanche 
Peak Steam Electric Station. Units 1 b 2. ** draft technical 
evaluation rept 

DIXON. B M . STICKLEY.T H EO*Gi Inc B3/03/31 NRC - Mo 
Detailed Affiliation Given 4App. 13333 009. 24X 

Fiche 50''445. 02/05/20. 8206020017 


0206020293 Summery of 820428 fneeting w/utal In OcthesdaiMD re 
transfer of containment spray eye froidv injection to 
recirculation mode Attandance list & calculation assumptions 
end 

BURHELL.8 B Licensing Branch 1 82/03/25 Licensing Branch 1 

6pp 13342 1B2 24X FlChe 50-443.82/03/25.8806020298 


0206070154 Rvauest* info re eligibility of May House far Natl Register 
of Historic Places. In response to TX Historical CommteslDn 
820505 request 

YOUNGBLOOD, fl J Licensing Branch 1. 82/05/25 GARY. R Teias 

Utilities Generating Co, 2pp 13427 313 24X Fl che, 50-44S. 

82/05/25. 8206070154 


"6205110121 Requests documentat Lon needed for state historic 

preservation officer to make determination of eligibility of 
hey House 

HERRINGTON. L Texas^ State of 02/0 5/OS YOUNG BLOOD. B 

Licensing Branch 1 ip 13427’ 3L5 24X Fiche S 0-445. 82/0 5/S5. 

8206070154 


6806100020 Summery of 820427 rAeebing la/util in Bethesda.MD ri TMI 
Action Item II B 3. "PPit-Acc 1 if ent Sampling Sys List of 

attendees end 

BURRELL. B B Licensing Branch I 82/05/27 Licensing Branch 1 
5pp 13474 024 24X Fiche 50-445. 82/05/27. 8206(00020 


9206140232 Summary of 620407 meeting u/utll in SethesdaiMO re human 
factors review of control room (i plans for responding to 
NUREG-0700 Vieugraphs end. 

BURRELL. S B Licensing Branch 1 02/05/27 Licensing Branch 1 

4pp 13493 341 24X Flc h e: SO-445i B2/05/27. 8206140232 


02O6O1O2B9 Advises that if ASLC evidence on ASLB Questions 1 

3 necessary at June 1902 hearing. NRC would adopt as NRC 
testimony. affidavits submitted supporting HRC 820307 

HOTHSCHrLD,M U , HIZUNQ.O B 53/03/27 

MILLER. M E , MCCOLLUM. K A . >-* censing 

Board Panel 2pp 13301 004 Ficho 50-445.82/05/27.6206010289 


8306040018 Cl ar if i cat I on it supplementation of responses to eleventh set 
of interrogatorieo re issues for further litigation 
REYNOLDB. N S Texas Utllltl»® Generating Co REYNOLDS. N 8 
Defaavolse 6 Liberman 02/03/27 ^LLfS.J Cltizans Association for 
Sound Energy 9pp 13348 539 24X Fiche- 50-445. 82/05/27. 

0206040018 


8206040038 Requests author be placed on speaker list for 020607 hearing 
1 n Fart North . TX 

ATCHINSON. C Affiliation Unknown 02/05/20 NRC - No Detailed 
Affiliation Given Ip 13347 330 24X Fiche 50-443. 03/OS/2B, 

0206040038 


8206090'053 Answer supporting applicant 020510 motion for summary 
disposition of Contentian 5 No genuine issue of matl fact 
exists 6 dismissal warranted a» matter of law 

ROTHSCHILD, M U Hearing Branch I 82/06/02 Atomic Safety and 
Licensing Board Panel 43pp 13436 021 24X Fiche 50-443.02/06/02. 

8206090053 


--B206090057 Affidavit of WA Crossman. RC Stewart h BO Taylor re 
Contention 5 insp & invas tlfla ^ findings do not 
substantiate allegations v» Inadequacy of plant const Prof 
quail f Icati ons Certificate of Bve end 

GROSSMAN, M A , STEWART. R, C, . TAYLOR. R G Divlalon of Resident. 
Reactor Project it Engineering Programs 82/06/02 tlBpp 
13436 064 24X Fiche 50-449.02/06/0210206090053 


8206100126 Response apposing applicant 020911 motion for summary 
disposition of Citizens AsbdC for Sound Energy Contention 9 
Motion «/o merit it intervonor entitled to full hearing on 
all aspects of Contention 5 Certificate of Bve end 

ELH3rJ Citizens Association for Bound Energy 02/06/02 Atomic 
Safety and Licensing Board Panel 53pp 13446 139 24X 

Fi Che* 50-445. 82/06/02, 02061001 26 


— 0206100129 Answer to applicarit 020311 statement of matl facts as to 
which there Is no genuine Issue to be heard ASLB not 
foreclosed from inquiring Into matter resolved by IE & 
reaching independent detarrtiination Exhibits end. 

ELLIB.J. Citizens Association for Bound Energy 02/06/02 
Atomic Safety and Licensing Hoard Panel, 600pp 13446 1B9, 24X 

Fiche 50-443.82/06/02. B2061 GO 126 


8206220336 Forwards addl info re containment spray sys switchover 
analysis, per B20421 meeting w/HRC Also forwards emergency 
opereting procedures cavering transfer of containment spray 
sys from injection to recirculation mode 

SCHMIDT.HC Texas Otllitlei Services. Inc, 63/06/15 BURRELL, 9, 
Division of Licensing t2pp 13501 259. 24X Fiche. 30-445. 92/06/15. 

8206220336 


8206080090 Mot J on to stay ABLE 620528 order scheduling hearings on 
contention 3 ^or 020607 RuUng extremely prejudicial to 
Intervenor ability to participate effecUvely In hearing 
Certif ii jf Sve end 

ELL18 v Citizens Association for Sound Energy 02/06/03 Atomic 
gafet. .nd Licensing Appeal Panel 5pp 13422 040 24X 

FI *' ■* w-445, 02/06/03, 82060S0098. 


F Security, medlcali emergency & fire protection plans 


0206100023 Summary of 020324 meeting u/utll In Betheeda.MD re level of 
detail to b* Included in emergency plan, 

BURRELL. 8, B Licensing Branch 1 02/09/27 Li cansing Branch 1. 

4pp, 13474:020 24X Fiche 90-445.02/09/87.0206100023 


0206250003 Advises that physical security planii guard training l< 
qualif icatlon plan 6 safeguarde contingency plan imeet 
requirements of 10CFR73 u/one exception Proposed license 
condition Incorporating plans end 

yaUNOBLOCD. B J. Licensing Branch 1 02/05/27 GARVtR J Texas 

Utilities Generating Co 3pp, 13627 028. 24X Fiche: 50-449. 

02/05/27. 0206250003 


O Adjudicatory correspondence 


8206090012 Telegraphic order denying Citizens Assoc for Sound Energy 
motion for consideration of 020422 order, Matl matters may 
be reviewed at 020607 trial. 

MILLER, M E. Atomic Safety and Licensing Board Panel 02/05/12 
citizens Association for Sound Energy Ip 13435 330 24X 

FI c h e . 90-449. 62/09/ 1 2. 8S0609001 2. 


0206070014 Telegraphic order denying Cltiiene Assoc for Sound Energy 
notions to reschedule hearing U to strike applicant summary 
disposition motion Admonishes intervener to cease filing 
repetitious dilatory motions. 

miller. M E, Atonic Safety and Licensing Board Panel 02/05/89, 
Citizens Asiaciation for Sound Energy ip 13439:337 24X 

Fiche 50-449. 82/05/25. 02060900 1 4. 


—0206000102 Appeal from A8LB 820929 scheduling order Issue presented 
raises fundamental questions of due process it fairness in 
NRC proceedings so that diecretlonary Interlocutory review 
should be granted 

ELLIB.J Citizens Association for Bound Energy. 02/06/03 
Atomic Safety and Licensing Appeal Panel, 13pp, 13428‘049 84X 

Fiche 50-443. 02/06/03. B2O6O8OO90. 


0206000099 Order denying Cltizans Aisoc for Bound Energy 820603 request 
for Interlocutory appellate review of AfiLB 020525 denial of 
820521 motion & for immediate order barring commencement of 
020607 hearing No justification exists for Intercession 
SHOEMAKER, C, J. Atomic Safety and Licensing Board Panel. 02/06/04 
Citizens Association for Sound Energy 2pp, 13423*870 84X 

Fiche. 50-445. 82/06/04, 820 6O3Q0 9 9 


8206140G26 Brief re scope of hearing on Contention 9 ASLQ should 
establish proper scope of contention for hearing it find 
contention docs not raise technical adequacy of engineering 
L const as issues Certificate of Sve end 
REYNOLDS. N 8 . HORZN.WA Texet Utilities Generating Co. 

REYNOLDS. N 5 Debevolse It Liberman 02/06/06 I2pp 13406 101 

24X Fiche. 90-449. 82/06/06, 0206140026 


8206170190 Brief urging ts tab 1 1 ehment of proper scope of hearing on 
Contention 3 Contention concerns adequacy of applicant 
QA/QC program It does not raiee laiuet as to technical 
adequacy of engineering It CQ-net Certificate of 8vc end 
REYNOLDS. N 8 . HORZN.W A Texas Utilities Generating Co 
REYNOLDS. N S Oehevoise It Liberman 82/06/06 Atomic Safety and 
Licensing Board Panel. i2pj> 13934 322 B4X Fiche; 30-443. 08/06/06. 
8206170190. 



DOCKETED ITEMS 


347 


S206180S03 Notice of GS07SA resumption of evidenti^rg hearing in Fort 
Worth^TX^to address remaining matters in controvarsg re 
Contention S on QA/QC 

MILLER/ N E Atomic Safetg and Licensing Board Panel. 02/06/15 
2pp 13952 344 24X Fiche 90-449162/06/19/0206180209 


8S061B0190 Notice of C Atchison 020621 deposition in Fort Worth/ TX re- 
allegations on Citliens Assoc for Sound Ensrgg Contention 9 
Certificate of Svc and 

REYNOLDSi N 8 Tenas Utilities Oenerating Co REYNOLDS • N 8 

Debevolse Liberman B2/06/16 4pp 13993 229 24X 

Flche SO-449i 82/06/16, 0206100190 


— 9206180194 Subpoena directed to C Atchison to appear at 820621 
deposition in Fort WorthiTX Certificate of Svc end 
MILLER, H E Atomic Safetg and Licensing Board Panel B2/06/16 
ATCHiaONiC Affiliation Unknown 9pp 13993233 24X 

Flche 90-44 5,02/06/16,6206100190 


— 0206100199 Forwards notice of C Atchison deposition S, proposed 
subpoena to compel appearance at deposition No firm 
commitment of appearance given 

REYNOLDS, N 8 Debevoise S, Liberman 82/06/16 MILLER, M Atomic 

Safetg and Licensing Board Panel 2pp 13393 238 24X 

Fiche 90-44 3,02/06/16,8206180190 


0206240376 Forwards C HolidayiR Smith, J Maxwell t, R Ice notices of 
deposition re knowledge of const deficiencies No objection 
to issuance of subpoena to C Atchison 

JORDAN, W S Harmon & Weiss JORDAN, W S Citiiens Assodatlon for 
Sound Energy 02/06/10 MILLER, M Atomic Safety and Licensing 
Beard Panel Ip 13603 127 24X Fiche 90-445.02/06/10,0206240376 


"8206240377 Notice of C Holiday 020623 deposition an Hurst, TX r« 
deficiencies in supplied metis Sc welding, document 
falsif icati on, pressures placed on inspectors by supervisory 
personnel & failure to resolve nonconf ormancas promptly 
JORDAN, W 8 Citizens Association for Sound Energy JORDAN, Id. G 
Harmon & Nelss 02/06/18 2pp 13603 123 24X 

Fiche 50-44 5,02/06/10,8206240376 


"8206240380 Notice of R Smith 020622 deposition in Hurst, TX re 
deficiencies in pipe whip restraints, bac k fit programs, 
conduit support 8( performance of C Atchison 

JORDAN, W 8 Citizens Association for Sound Energy JORDAN, II S 
Harmon U Weiss 02/06/ IB 2pp 13603 130 24X 

Flchi 90-449,62/06/18,6206240376 


— 0206240383 Notice of J Maxwell 020623 deposition in Hurit,TX re 
deficiencies in supplied metis & welding, document 
falsification tc const QA S< OC 

JORDAN, W 8 Citizens Association for Sound Energy JORDAN, W 9 
Harmon it Weiss 02/06/10 2pp 13603 132 24X 

Fiche 90-449,02/06/10,8206240376 


—8206240386 Notice of R Ice 020622 deposition in Hurst, TX re 
deficiencies in pipe whip res traints, movement restraints 
Inadequate OA it QC w/respect to pumps Certificate of Svc 
end 

JORDAN, W. 8 Citizens Association for Sound Energy JORDAN, W 8. 
Harmon «< Welti 02/06/16 4pp 13603,134 24X 

Fiche 90-44 9,02/06/10,8206240376 


0206200182 Notice of deposition of D Leigh on 620624 in Hurst, TX re 
vendor welding, QA it metl selvage program, Gertl ficate of Svc 
end. Related correspondence 

JORDAN, W.S Harmon St Weiss JORDAN, W 9 Citizens Assodatlon far 
Bound Energy 02/06/21 3pp 13624 229, 24X Ficha 90-449, 

82/06/21, 0206200162 


0206240091 Identifies DD Drisklll as addl witness to be called at 
820726 hearing, NRC intends to file, as exhibits to 820924 
prefllcd direct testimony, documents referred to In 
teittmony 

ROTHSCHILD, M U, Hearing Branch 1. 02/06/22. MILLER, M E , 

MCCOLLOMiK A , COLE, R Atomic Safety and Licensing Gaard Panel 
2pp 13599’ 290 24X Fiche 50-449, B2/06/22, 8206240091 


0206200092 Lists witnesses applicants intend to call at forthcoming 
hearings, 

REYNQLDSiNS Debevoise Liberman REYNOLDS, N,a Tezas Utilities 

Generating Co 62/06/23 MILLER, M E , KCCOLLOM, K A , COLE,R 

Atomic Safety and Licensing Board Panel 2pp 13624,360, 24X 

Fiche' 90-449, 62/06/23, 0206200092 


6S062B0233 Proposed witness Hit for OL procaedlng Certificate of 8vc 
end 

JORDAN, W 0 Case Westorn JORDAN, W 8, Harmon it Weiss 62/06/23 
gpp 13624 196 24X Fiche 50-449,62/06/23,0206200233. 


6206300213 Notice of A Hughes 020701 deposition In Dallas, TX re 
Citizens Assoc for Sound Energy Contention S on GA &t OC 
during const activities Certificate of Svc end 
REYNOLDS, N 6 Texas Utilities Generating Co, REYNOLDS, N 6 
Debevoise t, Liberman, 62/06/28 4pp 13654 323 24X 

Fiche 50-445, 02/06/30, 02063002 1 3 


8206300237 Notice of J Krolak 020701 deposition in Dallas, TX re 
Citizens Assoc for Sound Energy Contention 5 on QA 8( QC 
during const activities Certificate of Svc encl 
REYNOLDS. N 0 Texas Utilities Generating Co REYNOLDa, N 8 
Debevoise tt Liberman 82/06/20 4pp 13654 270 24X 

riche 90-449, 02/06/20, 0206300237 


6206300239 Notice of C Hamilton 920701 deposition in Dallas, TX re 
Citizens Assoc for Bound Energy Contention 3 on OA & QC 
•during const activities Certificate of Bvc end 
REYNOLDS. N 8 Texas Utilities Generating Ca REYNOLDS, N 8, 
Debevoise Liberman 02/06/20 4pp 13654 266 24X 

Fiche 90-449,92/06/28,0206300239, 


0206300249 Notice of T Harrington 820701 deposition in Dal las, TX re 
Citizens Assoc for Sound Energy Contention 9 on GA 6 QC 
during const activities Certificate of Svc encl, 

REYNOLDS, N 0 Texas Utilities Generating Co REYNOLDS, N 8 
Debevoise U Liberman 82/06/28 4pp 13693,319 24X 

Fiche 90-445,02/06/20,0206300249. 


0206300257 Notice of R Hamilton 820701 deposition in Dallas, TX re 
Citizens Assoc for Sound Energy Contention 5 on QA 6 QC 
during const activities Certificate of Svc end 
REYN0LDS,N8 Texas Utilities Generating Co REYNOLDS, M, S 
Debevoise it Liberman, 02/06/20 4pp, 13652 349 24X 

Fiche 50-449,82/06/20,8206300297, 


0206300266 Notice of J Oates B20701 deposition in Dallas, TX rt 
Citizens Assoc for Sound Energy Contention 5 on QA St GC 
during const activities Certificate of Bvc end 
REYNOLDS, N 0 Texas Utilities Generating Co REYNOLDS, N 0 
Debevoise It Liberman 02/06/20 4pp, 13652 3S4 24X 

Fiche 50-449,02/06/28,8206300266, 


6206300274 Notice of JR Kinney 020701 deposition in Dallas, TX re 
Citizens Assoc for Bound Energy Contention 5 on QA It QC 
during const activities Certificate of Svc end 
REYNOLDB.N B Texas Utilities Generating Ca REYNOLDS, M 8, 
Debevoise it Liberman 02/06/20, 4pp 136 52.335 24X 

Fiche, 50-445, 02/06/26,8206300274. 


H Oeneral correspondence 


6206080130 ftesponds to 820905 Itr Identifying May House as property 
acquired by NRC. Property owned by util Determination of 
eligibility of property for inclusion in Natl Register of 
Historic Flaces under review, 

YQUNOBLOOD. D J, Llcsnslng Branch 1 02/05/19 HERRINGTON, L 

Texasr State of. Ip, 13442 050. 24X FI ch e, 90-449, 62/09/1?, 

0206000100 


K Utility Final Safety Analysis Report <F8AR) it amends 


0206110232 Forward* affidavit of svc of Amend 32 to facility F8AR. 
ECHKIDT^H C Texas Utilities Services, Inc 02/09/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 9pp 13466 240. 
24X Fiche 90-445,82/03/26,0206110232 


0 Inspection reports, IE Bulletins it correspondence 


8206020079 Inform* that requirement to answer ell notices of violation 
under oath or affirmation is rescinded NRC may still 
exercise option to require oath in specific cases 
MADSEN, O. L Division of Resident, Reactor Project 8* Engineering 
Programs. 02/09/26. GARY, R. J. Texas Utl 1 i ties Oenerating Co ip, 
13322 240 2 4X Fiche 50-4491 02/09/26.020602007? 


0202040147 IE Info Notice 82-15, "Notification of NRC " Svc list end. 
DEYOUNGtR C Director's Office, Office of Inspection and 

Enforcement 02/09/20, 107pp, 13426 0?9 24X 

Fiche 50-000,02/09/28,0202040147. 


8204210370 IE Info Notice 02-16, "HPCI/RCZC High Bteam Flow Betpoints, " 
Svc list end 

JORDAN, E L Division of Engineering t Quality Assurance 02/09/28. 
103pp. 13440 264, 24X FI ch*' 90-0DD, 02/09/26, 0204210370 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fastanera in 
Reactor Coolant Rreeiurt Boundary of PWR Plants " 

Svc list end, 

DEVOUMG.R C. Director's Office, Office of Inspection and 
Enforcement, 02/06/02 lOBpp. 13927' 150. 24X 

Fiche 50-000,02/06/02,8204210300 
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32OA21O303 IE Info Nolico fl2-l7i "Overpr»nur < latfon of RCS " Svc list 
■ nc 1 

JORDANiE L Dlvliton of Englnrorln^ & Qu»Utij Aisur«nc« G2/06/11 
tO^pp 13675 258 24 X Fie ho 90-000i 82/06/ U* 8204310383 


3204310384 IE Info Notie* B2-10* "Aisitiiment of Itiiakos of Rarfloactlva 
Katl bg Uorkiri * Svc list and 

DEVOUMO.R C Dirtctor'i Offlcf* Qffic* of Insptction and 

Enforcfinant 82/06/11 I20pp 13673 189 24X 

Fichf SO-OOOi 82/06/11 1 8204210384 


—0206090073 Afn»nd 4 to CESSAn II 

« General Electric Co 82/03/29 290Dp p 13437 072 SAX 

Flche 30-447.82/03/28.8206020532 


8206110024 Notification of 820619 h 16 (noetinpft <ii/0E In Dethno'd ai HD to 
dlscuBt technical update on GESSAR 31 probabilistic risk 
assessment 

FAULKNER.H 0 Standardization & Special Projects Branch 02/06/01 
BERNARD. H Standardization Bpedal Projects Branch 2pp 
13493 lai 24X Flche 90-447. 02/06/01 . 82061 1 0024 


3 Reportable occurrences, LERs 1< related correspondence 


3306070396 Interim dtficiencg rept re design of horizontal fire 
dampers. inl ti allg reported an 020323 Air Balance horizontal 
dampers cleaned Blade locks secured \t damaged closer springs 
replaced Completion etpected bg 020601 

GARY. R J Tetas Utilities Geniratlnp Co 82/05/28 tiADSEN. L 
Division of Resident. Reactor Project 6 Engineering Programs 3pp 
13363 121 24X Fiche 50-449.82/09/28.0206070396 


320621O9S0 Deficiency rept r« orifice plates sizing outside specified 
tolerance. ini tlally reported 811217 All orifice plates 
affecting plant safety utlll be procured from different 
supplier Corrective actions to be complete by 820701 
GARY. R.J Teias Utilities Generating Co 82/06/11 HADSEN, G L 
Region 4. Office of Director 2pp 13567 010 24X 

Flche 90-443.82/06/11.8206210990 


3206300192 Part 21 rept re potential defect In couplings drive element 
of DSRV or 09R standby diesel generator Affected licenteas 
luiU be notified no later than 820719 

MILLS. U Trantamerica Delaval. Inc 82/06/23 Director's 
Office. Office of Inspection and Enforcement 2pp 13693 320 24x 

Flche 50-000.02/06/23.0206300192 


T Hearing transcripts on non-antl trust matters 


3206150260 Transcript of 820607 hearing in Fort Worth. TX.Pp 6fl2*'969 
Vlawgraphs encl 

* Atonic Safety and Licensing Board Panel 82/06/07 300pp 

13474 001 24X Fich* 50-449. 82/06/07, 0206190260 


3206190030 Transcript of 820600 hearing in Fort Worth. TX.Pp 970-1.219 
# Atomic Safety and Licensing Board Panel 02/06/08 290 do 

13497 001 24X Fich* 50-449.82/06/08.0206150030 


3206190026 Transcript of 020609 hearing in Fort Worth, TX 
1.220-1, 400 


a Atomic Safetg and Llctniing Board Panel. 82/06/09 
13498:001 24X FUh# 90-445.82/06/09.8206150026 


PP 

S60pp 


020610 hearing in Fort Worth, TX Pp 1,481- 
-» Atomic Safety and Licensing Board Pane) 82/06/10. Sfi9DD 

13499 001 24X Fich*’ 50-449. 82/06/10.82061 90297 


020611 hearing in Fort Worth. TX Pp 1. 75B- 

and Licensing Board Panel 82/06/11 147 od 

i3502’237, 24X Ficha 50-443.82/06/11.0206190179, 


DOCKET 8TN-50-447 OEB8AR-230 

1^*9* documents h corraspondtnce 


S206S10921 Forward* recent GESSAR II submittal ro suppression poiil 
scrubbing test program W/o end 

SHERWOOD. G 0 General Electric Co 02/06/14 MATT8DN, F) J 
Division of Systems Integration (post 8£1009> Ip ISS&D’ 038 ilAx 
Fiche 50-447. 02/06/14,8206210521. 


K Utility Final Safety Analysis Report (FSAR) amends 


B205170285 Forwards Amend 3 to GH89AR 1 1, cons Is ting of updatod rtclPp. 
electrical sys logic diagrams, c orrec ted typographical erroro 
U clarification of text 

SHERWOOD. GO General Electric Co 82/04/20 EISENHUT. D 0 
Division of Licensing Ip 13090 063 a4X Fiche 50-447. 02/04/211, 
8209170285 


•8205170293 Amend 3 to 0ES3AR II W/£i042 ovarsixo drawing* Aperture 
cards are available in POR 

BHERVIOOD. 0 0 General Electric Co B2/04/2Q 400pp 13090 066 

24X Flche> 90-447. 02/04/28,8208170285 


8205260206 Forwards F8AR table of contents, in struct ion page, index t^b* 
(t two new vols for use in future amends 

SHERWOOD, 0 0 General Electric Co 03/04/20 CIBENHUT, D 0 
Division of Licensing 3lpp 13243 012 24X Flche 80-447,02/04/20 

0209260206 


8206020932 Forwards Amend 4 to application for review of OEBewi ]1. 
providing addl info retiuested by B11209 acceptance review 
Itr. unresolved safety issues. ATW9 & balanca of severe 
accident submittal, 

SHERMOOD. G 0 General Electric Co, 02/08/20 GiSENHUr, D 0 
Division of Licensing 3pp 13489,069 24)( Fiche: 80-447, 02/0&/.lil. 


■» wkwcvi h proviomi) nodi 

requested by 011209 acceptance review Itr . unrtsol v#d eafntu 
Issues, ATWS ^ balance of severe accident submittal Obvious 
discrepancies in text clarified. 

SHERWOOD, 0 0 General Electric Go 02/O8/2Q. 2pp 13429.060 
24X Flche 90-447.02/05/20.0506020932. 


•8206090072 Amend 4 to 0E88AR II 

» General Electric Co B2/O3/20 SSOOPP 
Fiche 90-447,02/03/20.0506020532 


13429072 24 X 


DOCKET 8TN-S0-484 BYRON 0TATION. UNIT 1 

^ rtppHcation/constructlon stage documents U correspondence 


8206000356 Forwards Pages i 3-1 through 1.5-8 of facility FBAR re 
status of Rt.0 programs, Pages will be included in next FaAR 




V umrnonMi<4 1 yn boiton 

of Nuclear Reactor Regulation, Dlrecto?, ’ 6oa 
Flche* 30-000. 02/05/26, 8206080336. 




OHNTON. W. /? Office 
13416 190. 24 X 


•3 *4X F,ph,.50-.M7. 82/04/24, BaOiOTOlIa 


020306 meeting w/uttl «< Bargent t. Lundy in 
Bsthesda.rto re program for seismic qualification of ^ 

equipment 

KlPERi K. L , CHESNUT. 8 H Licensing Branch I, 02/09/27 Licensljie 
Blanch 1 3pp, 13925 297 24X Flche 50-000102/03/27.0206160020 * 


adequacy of foundauj^'i^pp^n-j^; 
plpilins forwards NRC criteria for rsvieulno 
YOONOBLOOD^B^j^* III requested within 3 uks 

Commonweal U Edison Co* "6pp^*"l3910 157'^^*24X Fiche^’so^A^a^ftSvrtA/n 
8206140303. tuf, a4K Flche; 50-454* 02/06/01 , 


inro CO qetarmintt 


/yu re 


-- - .«,• w^i^nnoiaino info i 

YoKfiLOOD^rT^ design procedures (CAW-02-i3l. ' 

YOWWfiLOTOiB J Licensing Branch l, 02/06/07 WIEQEHaki n a 
W fstinghouie Electric Corp. 4pp 13510 o?! 

Pick., 80-000, 82/04/07,8206,40404: <**<•• O'** 
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S2061&0223 Foru«pi}» Revi«lfrn 21 to- QA ProBramii Topical flopt CE-'l-A. 

8WARTZ«E D Commonmoa 1 th Ed 1 ton Co 85/06/07 HAASS. U P QuaLltu 
A**uraTice Branch Ip 13522 027 a4X Ficha 50-000# 02/0 6/07 1 
B206 160222 


— 3206160236 Revii«d pajj^s to OE-1 “Ai flevislon 21 • "GA Topical Rapt •' 
*■ Commonwealth Edison Co CE-l-A R2l ERR- 02/06/06 20pp 
1 3522 028. 24X F 1 c h e . 50-000, 02/06/07 r 020 6160222 


82060901S3 Generic Ltr 02-11 tp all UUR reactor plant licensees ^ 
applicants re transmittal ot NURE0-09t6 relative to 
restart of RE Oinna Rept dociimente findings re cause of 
event k^/o enc 1 

EISEMHUT, D. 0 Division cf Uicenslnig 02/06/09 HAUSPUR-O# A 

Cons ollflated Edison Co of Nru; Yort FARRIS# hf O. Tennessee Valley 

Authority I3pp 13557 34*7- 24X Tl Che 50-000, BS/06/09# 82060901 S3. 


0206150411 Rcciussts util address end concerns on Inote parte 
monitoring program in final design rept 

YOUNOBUOOD,D J Licensing Branch 1 s2/06/i0 CELOEOROEj L- O 

Commonu/eal th Edison Co 0pp 13525 329 24X Ficha; 50-000, 02/06/10, 

0206 1504 11 


0206240277 Forwards info re selsmU Ic dynamic if IcattOTi of 
eiLulpment importanit to safetv Review of end Info necessary 
prior to \/ul/Aug 1902 site audit In order to close 
outstand ing I tern 6 of Dyron SER 

7RAMM, T R- Commonwealth Edison Co 02/06/17 DENTOM, H ft. Office 
of Nuclear Reactor Regulation# Director 200pp. 13596:207 &4X 

Flthe 50-000. 02/06/17, 0206240277 


F Securityj medical# emergency I# fire protection plans 


8203120245 Forwards addi info re fire protection is suei, hydraga n 
piping# cable spreading rooms & reactor coolant pi/mp oil 
info closes out Sgron SER Open Item 13 

TRAWHfT R Commonuealth Edison Co 02/05/05. DENTON, H R Office 
of Nuclear Reactor Regulation. Director 5pp 13044-090 24X 

FI c he: 30-000. 62/03/05# 82051 20243, 


6206290607 Releases public version of revised fecllitg annei to 
generating station emergency plan. 

FELTON# J. N. Division of Rifles and Records 83/06/11, Document 
Management Branch Ip 13646 083 24X Fi che. 50-454# 62/06/1 1# 

6206290607 


0206240299 Responds to NRC 020402 request for Info re control room 
design review Suppl to preliminary design assessment for 
Byron addl itsms b Braiduioad site-specific Items scheduled 
to be submitted by 030101 

TRAMMrT R Commonurea 1th Edison Co B2/06/13 DENTON, HR Office 
of Nuclear Reactor Regulation# Director, 2pp 13597 029. 84X 

F 1 C h e 50-000, 82/06/ 1 5# 0206 240299 


D NRC Draft/Final Environmental Statements, suppls correspondence 


— 8206290611 Forwards public version of Revision 0 to facility annas to 
generating station emergency plan 

TRAMH.TR Commonweal th Edison Co 02/05/25 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp. 13646 084. S4X 
Flehe 50-454# 82/06/1 1. 8206290607 


— B2062906LS Public version of Revision 0 to facllitv annex to genaratlng 
station emergency plan Rivlsion index page encl 
a Commonwealth Edison Co 82/06/30, 73 pp 13646.007 24X 

Fiche 50-494# 82/06/11. 0206290607 


8206010713 FGIA request for DE8 & FES for facilities 

LIOOETT, 0. L Affiliation irnhnown. 62/04/29 Public Document 
Branch Ip 13331 332 24X Fiche' 50-454, 82/04/29. 0206010713 


8206010716 Responds to FQIA request for 0E8 L FES for facilities. 
Forwards NUREO-0048 W/o encl 

FELTON, JN Division of Rules and Records 82/05/17 LIOOETT. 0. L 
Affiliation Unknown, Ip. 13331 333. 34X Fiche • 50-454. 82/05/17. 

8206010716. 


8206020350 Advises that review of F.E6 cempleta Responses in FES 
addressed previous concerns re radiological Impacts. 

Completion of radiation emergency response plan awaitad. 
QACKLEY. B. T. Environmental Protection Agency 82/05/29. 
YQUNOBLDQD. B J Division of Licensing Ip. 13321 336 24X 

Fiche. 50-454. 02/05/20. 8206020350- 


6206160201 Forwards info re ability to shut down in event o-f fire, 
supplementing 311117 rapt which identified problem rones 
requiring further are lys 1 s, El ther cables rerouted or more 
detailed analyels performed to justify present design 
TRAMNiT.R, Gomnonuiealth Edison Co, 02/06/14 DENTON, H, R, Office 
of Nuclear Reactor Regulation. Director 2O0pp 13994.015. 24X 

Fiche 50-000# 02/06/14# 8206160201 


8206240332 Forwards Revision 3 to Procedure 029iAr "Meteorological 
Konitoring, Of fel t» Dasa Calculation Program for Emergency 
Preparedness at Operating Nuclear Power PI anti" 1< Revision 4 
to QA program for me taoro loglcel monitoring programs 
8CHR0£DER#C. N, Commonwealth Edison Go 92/06/16, DENrON, H R 
Office of Nuclear Reactor Regulation# Director, Ip 136D0 315 24X 

FI chi. 90-000. 62/06/16.8206240332, 


E NRC 8af»ty Evaluation Report <6ER)# suppls li correspondence 


6205120245 Forwards addl info re fire protection 1 ssues. hydrogen 
piping# cable spreading rooms l< reactor coolant pump oil 
Info closes out Byron BER Open Item 13, 

TRAMM#T. R. Commonwealth Edison Co. 82/09/05 DENTON# H R. Office 
of Nuclear Reactor Regulation. Director, dpp 13044 098. 24X 

Fi Cher 50-000# 02/05/09# 8209120245 


6206070274 Forwards addl info re temp of fluid in reactor vessel head 
region Review of info shoglcT close Confirmatory Issue 22 of 
Byron BER, No further work justifiable Requests subj 
requirements be withdrawn, 

TRAW1#T.R Commonwealth Edison Co 62/05/26. DENTON. H. R, Office 
of Nuclear Reactor Regulation. Director. 8pp 13368,315 24X 

Fiche. 90-000# 82/05/26, 8206070274, 


8206230021 Releases public version of generating stations emergency 
plan telephone directory 

FELTON. J fl Division of Rules and Records 02/06/17 Document 
Management Branch Ip. 13594 073 24X FI c he. 90-000, 82/06/1 7# 

8206230021, 


— 6206230032 Forwards public version of generating stations emergency 
plan telephone directory 

MOORE, R-D Commonwealth Edison Co. 82/06/04 OENTON#NR. NRC - 
No Detailed Affiliation Given Ip 13994*074 24X 

Fiche 50-000.02/06/17.0206230021 


— 8206230037 Public version of generating stations emergency plan 
telephone directory 

e Communujealth Edison Co. 82/05/28, 40pp 13994,076 . 24X 

Fiche, 50-000. 82/06/17# 0206230021, 


0206190103 Forwards "By run/Braldwood atatluns - Units 1 & 2 Inadequate 
Core Cooling Detection 9ys Bummary Btatus Rapt.*' outlining 
specific deal gn/harduiare Implementa tion efforts Info ehould 
assist in closeout of Byron BER Outstanding Item 9# 

TRAMMiT.R Commonwealth Edison Co, 82/06/07. DENTON# K R. Office 
of Nuclear Reactor Regulation. Director. Ip 13503: 307. 24X 

Fiche 50-000# 82/06/07. 8206150103. 


--^0206150180 "Byron/Bra idwood Stations - IMlbe 1 h 2# Inadequate Core 
Cooling Detection Qy* aummary Status Rapt *' 

e Commonwealth Edison Co. 82/04/30 29pp 13503' 300. 24X 

Fiche; 90-000. 82/06/07. 8206190183 


6206240032 Release* public version of generating stations eeiergency 
plan telophans directory. 

FELTON# J M Division uf Rules and Records. 82/06/18, Document 
Managemant Branch. Ip 13617:336. 24X Fi c he; 90-000, 82/06/1 0# 

8206240032 


— B206240049 Public version of generating stations emergency pi 
telephone directory, 

a Commonwealth Edison Co 02/05/28 4lpp. 13617:337, T 
Fiche 50-000, 02/06/18. 8206240032. 


Q Adjudicatory correspondence 


0206190285 Bubmlts addl Info re reactor coolant pump locked rotor U 
shaft break transients Info closes Confirmatory Issue 34 of 
Byron 8ER, 

TRAMM#T,R Commonwealth Edison Co 82/06/07 DENTON. H R. Office 
of Nuclear Reactor Regulation. Director 4pp 13903 279. 24X 

Fiche: 50-000, 82/06/07# 8206150205, 


0206040243 Interrogatories on 8E 
util «t NRC, Certificate of 8vc 
CHAVEZ* D Slnnisslppl A1 1 ian'* 
CHA9EZ.D. DeKatb Area Allian 
Commonwealth Edison Co 7pp, 
8206040243. 
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)2060I0351 Advises that util proposss to submit all cover Itrs 
u/attachments Par «H correspondence initiated u/NRC 
dealing w/OL Issuesi to ascure ASLB provided u/all Info 
uhleh may be relevant. 

BIELAUSKI'A P Ish4(n« Lincoln & Beale BIELAWSKliA P Coflimonuea 1 th 
Edison Co B2/0S/24 MlLLEfirM E , COLEiR F p CALLIHAN. A B Atomic 
Safety and Licensing Board Panel 4pp 1S300 G4£ 24i( 

Fiehe 50- 434 » 82/05/24# ©206010331 


20601033S Order condludlng that Revised Contentions 10# 11 it 12 are not 
based on neuj info contained in supplemental 5ER & not uithln 
scope of contentions contemplated by 810909 order# u/ 1 i sted 
esceptione 

MILLER# M E Atomic Safety and Licensing Board Panel. 82/05/2* 

DeKalb Area Alliance for Respontlble Energy 5pp 13300. 1 08 24X 

Flche S0-454i 82/08/2618206010332 


1206040232 Confirms that Dabalb Area Alliance for Responsible Energy/ 
Sinissippi Alliance for Environ 820525 interrogatories 
untiately NRC will attempt to answer 1 nterro gatc^r 1 cs 1-S tc 
18 Interrogatories relate to admitted contentions 

OQLOBERO# S C. Hearing Branch 4 82/06/01. Slnnltslppi Alliance 

for the Environment CSAFEI 2pp 13353^271 24X 

Flche 50-434# 82/06/01# 8206040232 


^06040253 Renews reyoest for FEHA testimony on emergency planning ot 
OL hearings Teitlmony on Contention 3(b>rCc> St id) re 
offsite p lens# interface between offsite ti unsJte plans & 
provisions for nonevacuation emergency measures needed. 

CKRISTENBURY# E Hearings Division 82/06/02 PERRYtS Federal 
Emergency Management Agency Ip. 13338 035, 24X 

Fiche 50-454# 02/06/02# 8206040233. 


IS060Q0262 Motion for summary disposition of Content Ians 2# 3 iln part)# 
4 t( 6-9 Ho genuine issue of matl fact erists dismissal of 
contentions warranted as matter of Lau Matl facts as to 
which no genuine issues to be heard end 

OOLOBEROrS C # YOUHO^ K A r RAMaON#R J. Hearing Branch 4 02/06/04. 

Atomic Eafety and Licensing Baard Panel aOpp t3419'089 24X 

Flche 30-454# 82/06/04# 8206080262 


-9206080266 Affidavit of RK Struckmeyer h ML Ifohl on intervenor 
Contentions 2 4( 2a No measurable radiological impact on 
public from routine plant operation antic ipated. Prof 
quallf ications end 

8TRUCKMEYER# R Radiological Aseessment Branch, VIOHUtM L 
Accident Evaluation Branch. 82/06/04 24pp 134£9 169 24X 

Flche 50'4S 4# 82/06/04# e 206080262. 


-8S06060272 Affidavit of R DeFagette re Conbention 3 Provisions for 
evacuation of population 30 miles from site# beyond reach of 
plume esposure pathway emergency planning tune not required 
by regulations Prof qua 1 ificatlons end 

DEFAYETTE#R EP Licensing Branch 82/06/03 11 pp 13419 193 

S4X F 1 c he , 50-434# 82/06/04# 8206080262. 


*-8206080275 Affidavit of UL Jensen re Contention 4. Commission 
regulations do not require erplldt design cone 1 diretion of 
multiple independent failures per se.Prof quellf i tations 
end 

JENSEN# M L Reactor Systems Branch, 82/06/01 27pp 13419 204 
24X Fi C h e ' 9 0-454# 82/06/ 04# Q206080262. 


—8206080280 Affidavit of NO Kennedy re Contention 4 Biscusses NRC wnrk 
re procedures to reduce risk to public health tt safety from 
potential accident reeulting from multiple jnutually 
Independent failuree Prof qualifications end 

KENNEDY# W 0 Procedures Test Review Branch, 82/06/01 6pp 
i 34 1 9 231 24X F 1 c h a ; 9 0-454# 82/06/04 # 8206080262 


-6206080283 Affidavit of J£ Kennedy 9c FM Akstulewlcs re Contention 6 
Requirements for safety-related equipifient design not besed 
on specific pircentage of cladding degrailetlan Zirconium 
cladding degradation contldared in radiation levels. 

KENNEDY# J E Equipment Oualiflcation Branch AKSTULEWICZ, F 
Accident Evaluation Branch 82/06/01. 6pp. 13419 237 24X 

Flche* 50-454/ 82/06/04# 62060S0262. 


—8206080288 Affidavit of DA Powers re Contention 6. Use of lirconlum 
cladding Is not very haterdous design concept I# applicant 
has properly estimateif cladding adequacy re detrimental 
effects of tlrconium-ua ter reaction. N/prof quallf icetioni 
PQWERSiD.A Core Performance Branch 82/09/27. 14pp. 13419 243 

24X FI ch e ' 90-4 54/ 62 /06/ 04# 82060S0 262. 


—8206080290 Affidavit of JC Pulsipher re Contention 7. Recomb Iner sys not 
required to be designed to perform hydrogen mitigation 
during degraded core accident Prof qua! if fcations and 
PULSIPHER/ J. C Containment Systems Branch. 82/09/27 12pe 
i 34 1 9* 857 24X F i eh e ■ 90-454# 82/06 / 04# 0206080262 


—8206080294 Affidavit of JJ Hayes h FJ Witt on Contentions 8 & 9(e) 

No reason exists to believe plant will require primary 
coolant sys decontamination during plant operating life 
Prof qualifications end 

HAYES# J J Effluent Treatment Systems Branch WITT#F J Chemical 
Engineering Branch 82/06/03 I4pp 13419 269 24X 

Fiche 50-454, 02/06/04# 02O6OBO262 


—8206030297 Affidavit of AW Serkii re Contention 9(a) Plant staem 
generators introduce feedwater from bottom & are not 
susceptible to steam water hemmer experienced In top feed 
ring designs Prof qualifications end 

EERKIZ#A W Generic Issues Branch 82/05/19 5pp 13419 283 
24X Flche 50-454.82/06/04.8206080262 


— 8206080302 Affidavit of RJN Rajan re Contention 9<b) Issue of 
asymmetric blowdown loads on PWR primary «ys considered 
resolved generic safety issue Prof qualifications end 
RAJAN. J R, N Mechanical Engineering Branch 82/05/24 5pp 
13419 28S 24X Flche 30-494/ 82/06/04* 020 60B0262 


— 8206080305 Affidavit Pf EL Murphy it JRN Rajan re Contention 9(c>. Lists 
applicant measures to mlni/nixe onset of steam generator tube 
Integrity problems Plant can be safely operated pending 
generic resolution Prof qualifications end 
MURPHY/ E L Materials Engineering Branch RaJAN, J R N 
Mechanical Engineering Branch 02/05/28 6pp 13419 293 24X 

Fiche 80-454/82/06/04/8206080262 


— 8206080307 Affidavit of RE Johnson re Contention 9(d> Matis used In 
steam generator h reactor coolant pump supports were found 
not to have high susceptibility to brittle fracture Prof 
quel if Icatlons 8* Certificate of Sve end 

JOHNSON. R E Generic Issues Branch 02/09/19 6pp 13419 299 
24X Fiche 50-454# 02/06/04/ 8206080262 


82061401 14 Mot i on for summary disposition of Contentions 1# gi 2A/ 3# 4/ 6# 
7# 0#9(a)# 9(h)#9(d) k 9(e> No genuine issue of matl fact 
exists h util entitled to favorable decision 

HILLER# H I Commonwealth Edison Co HlLLER/K I Isham/ Lincoln h 
Beale 02/06/07 Atomic Safety and Licensing Board Panel i6pp. 
13485 049 24X Flche 50-494/82/06/07/8206140114 


—8206140118 Affidavit of € Reed re Contention 1 Expresses util strong 
commitment to safe plant operation to protect public health 
& safety h to operate plant within NRC & other requirements 
REEDiC Commonwealth Edison Co 82/06/03 Bpp. 13489 069 24K 

Fiche 30-454/82/06/07/6206140114 


—8206140126 Affidveit of WL Stiede that specific incidents listed In 
Contention 1 do not prove utH unable or unwilling or lacks 
technical qualifications to operate plant safely 
6T1EDE#M L Commonwealth Edison Co 82/06/03 37pp 13405 073 
S4X Flche 90-494.82/06/07/8206140114 


— 8B06140132 Affidavit of WJ Shewtki describing util QA program Util 
history of compliance w/applicable OA criteria does not 
Indicate util unwilling or unable to operate plant safety 
SHEWSKI.W J Commonwealth Edison Co 82/06/03 Itpp, I34BS 109 
24X Fiche 50-484# 02/06/07/ B206140U4, 


— 820*140136 Affidavit of R Quario re personnel qualifications* porsonnel 
commitment to plant safety 6 plant plans for packaging & 
transport of waste matis, Plant has nacesiary technical 
qual if icati ons 

QUERIO/R E Commonwealth Edison Co 82/06/03, 27pp 134B5^ 120 
24X Flche 50-454/ 82/06/07/8206140114 


— 820*140140 Affidavit of OP Lahti re Contention 2 Describes regulatory 
criteria considered In analyting cumulative routine releases 
from plant k other nuclear plants In IL Design objectives 
considered described 

LAHTI/G P Commonwealth Edison Co. LAHTI/G P. 8argent * Lundy/ 
Inc. 02/06/07 30pp 13489-146 24X Flche 90-494# 82/06/07# 

8206140114 


—820*140144 Unexecuted affidavit of JI Fabrlkant re Contention 2 on 
re-evaluation of health effects of projected routine 
release of radioactivity for residents of Dekalb* Sycamore * 
Rockford areas 

FABRIKANTtJ I Commonwealth Edison Co. e2/0*/07 74 pp 

13489*17*. 24X Flche 90-494# 82/06/07# 82061401 14 


— 8206140148 Affidavit of 0 Klopp re Contention 2A, Incremental risk from 
rtuclear accidents to area residents cannot be xero Risk 
should be determined by risk from Byron Other plants pose 
Insignificant risk 

KLOPP# 0 Commonwealth Edison Co 82/06/07 8pp 13485.291 24X 

Fiche 90-454/02/06/07*8206140114 
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— BS06H0i53 Affidavit of JC Ooldan Contantion 3 Plant emvrgencg plan 
provide# reasonable assurance prompt & effective actions 
ulll be taken to protect public health & safety 

GOLDEN. J C Commonwealth Edison Co B3/06/04 28pp 13403*357 
24X Fiche 30”454i 82/06/07. 8S0i.l4Ol 14 


— B206140160 Affidavit of 0 >41opp re Contention 4 Inttrvenor 
interpretation of single failure demonstrates 
misunderstanding of NRC req.uiremBnt on accident analysis 
KLOPPiG Commonwealth Edison Co 62/06/04, 31pp 134G3 288 
24X Fiche 50-454182/06/07.0306140114 


— B206140163 Affidavit of HM Ferrari re Contention 6 Concerns raised 
carefully considered & reviewed in FEAR Sufficient assurance 
exists to assure containment of radioactive matls under 
worst postulated DGA 

FERRARI. H M Commonwealth Edison Co FERRARI..H M Westlnshouso 

Electric Corp 82/06/04 16pp 13485 320 24X 

Fiche 50-454.82/06/07.8206140114 


— 8206140165 Affidavit of T Tramm re Contention 7 that util will comply 
w/new regulatory req.ulrcfflents on hydrogen control/generotlon 
matters 

TRAMNiT Commonwealth Edison Go 82/06/07, 6pp 1348 5 3 3 6 24X 

Fiche 50-434. 82/06/07. 02061401 14. 


— 82061401BO Affidavit of JC Blomgren re Contention 8 Primary sys 
decontamination would result in no significant adverse 
impact to human environ quality 

BLOMOREN. J C Commonwealth Edison Co 62/06/04 20pp 
13483 344 24X Fiche: 50-434. 02/06/07. 82061401 14 


— 8206140166 Affidavit of Rif Carlson re Contention 9(a) on water hammer 
Steam generator bypass sys dcs 1 gn. w/1 isted mods, is adequate 
to minlmlte likelihood of bubble collapse waterhammer events 
in steam generators to acceptable level 

CARLSON. R U Commonwealth Edison Co CARLSON. R » Uestinghouse 

Electric Corp 82/06/04 a3pp. 134B6‘ 001 24X 

Fiche 30-454.82/06/07.8206140114 


—8206140190 Affidavit of LA Bowen re Contention 9ia)on water hammer 
Possible courses of action being discussed. Inc ludlng 
Mestinghouie recommendations re KRSKO plant events. 

BOWEN. L A Commonwealth Edison Co B2/06/06 Qpp 13486 026 
24X Fiche. 30-434.82/06/07.0206140114 


— 8206140192 Affidavit of R Plenieulc* re Contention 9<a> Operating 
procedures re operation of feedwater bypass syi will 
implement Weitlnghouse recommend ations 

PLENIEWICZj R Commonwealth Edison Co. 82/06/04 Bpp 13406,033 
24X Fiche- 30-454.02/06/07.8206140114 


— 8206140198 Affidavit of RJ Netrel re Contention 9(b) Reactor vessel 
supports designed for asymmetrical blowdown loads & stress 
limits within A8NE Boiler it Pressure Vaesel Code alloweble 
NETZEL. R. J, Commonwealth Edison Co 82/06/04, Spp, 13406 043 
24X Fiche 30-434,82/06/07.8206140114 


—8206140203 Affidavit of UT Dogard re Contention 9{b >, Asymnetr Ic 
blowdown loads adequately addressed in plant design 
BQOARD. N T Commonwealth Edison Go 82/06/03, 23pp 13486 043 
24X Fiche 30-454.82/06/07.8206140114. 


— S206140210 Affidavit of RJ Nitiel re Contention 9(d) Steam generator 1. 
reactor coolant pump support design took Into account 
fracture toughness properties of matls making up supports 
Certificate of 8vc end 

NETZEL. R J Commonwealth Edison Co NETZELrR J Sargent U Lundy. 
Inc. 82/06/07 lOpp 13406! 068 24X Fiche, 30-434. 82/06/07. 

8206140114 


8206110046 Forwards informal response to Interrogatories served on 
620323. beyond formal discovery period 

GOLDBERG. 8 C. Hearing Branch 4. 82/06/0? CHAVEZ. D Safe Energy 

for New Haven Ip 13466.107. 24X Fich a* 30-434. 82/06/09. 

8206110046, 


— 8206110049 Informal response to interrogetorles served on 820323 

e Hearing Branch 4. 82/06/09 Safe Energy for Naw Haven 4pp, 

13466-108 24X F i c h t • 30-434 . 82/06/07, 8206110046 


8206160133 Forwards pertinent portions of NRC & applicant motlonB for 
summary disposition of emergency planning Contention 3 FEHA 
draft testimony on contention due by 820717 W/o end. 

OQLDBERO.se Hearing Branch 4 62/06/14 SANDERS, M Federal 

Emergency Management Agency Ip 13317 336 24X 

Fiche 50-434. 82/06/14. 8206160133 


8206170354 Reply objecting to Dekalb Area Alliance for Responsible 
Energy/Siniss £ppi Alliance for Environ 820325 
Interrogatories on 8ER U supplemental 8ER Interrogatories 
unrelated to admitted contested issues W/Cer tif Icate of 8vc. 
DIELAHSKJfA P Commonwealth Edison Co 82/06/14 Atomic Safety 
and Licensing Board Fanel 4pp 13331 312, 24X 

Fiche 50-454.02/06/14.0206170354 


8206210274 Decision ALAB-678, reversing it remanding LBP-81-52 which 
dlsmisaed Rockford League of Women Voters Prom proceeding 
League conduct warrants severe sanction, but not severest 
sanction of diimtseal 

SHOEMAKER. C ^ Atomic Safety and Licensing Appeal Panel. 02/06/17 
44pp 13558 172 84X Fiche 30-454.02/06/17.8206210274 


8206280072 Notice of ASLB reconstitution KB Margul les. chairman L 
AD Gallihan RF Cole, members 

COTTER.fi P Atomic Safety and Licensing Board Panel 02/06/iB. 
2pp 13624‘a50 24X FI c ha 50-484.92/06/18. 8206800072 


820623'0202 Order granting Rockford League of Woman Voters motion for 
extension of time until 820706 to answer util 
interrogator i at. League consultants heavily engaged in 
another prodeeding 

8HOEMAKER1 C. -J Atomic Safety and Licensing Appeal Panel. 02/06/21. 

League of Women Voters of Rockford. IL 3pp 13386 304 24X 

Fiche 30-434.02/06/21.8206230202 


8206280061 Forwards recent correspondence between NRC ih ut i 1. In clud ing 
IE Bulletin 82-02 it IE Info Notice 02-17 

BIELAWSKJ.A Isham. Lincoln it Beale BIELAWSKI.A Cammonuael th 
Edison Co 82/06/21 HILLED. K E . GALLIHAN, A D , COLE.R.F Atomic 
Safety and Licensing Board Panel 32pp 13624:233. 24X 

Fiche 30-434.82/06/21.0206280061 


0206280246 Requests responses to util second round of interrogatories 
6 request for production of documents re all coritentioni 
which League does not voluntarily dismiss. Re lated 
correspondence. 

MURPHV, P M Ithami- Lincoln L Beale MURPHV. PM. Commonwealth 
Edison Co 02/06/23 CHERRY. K M Cherry. H M /Cherry, Flynn 
Kanter. CHERRY. M M League of Women Voters of Rockfo-rdi IL Ip. 
13624,213 24X Fiche. 50-434. 82/06/23, 8206280246 


8206290163 First set of interroga torlesi ori g 1 nelly served on 60031S. 
Prooft of SVC encl. Related correspondence 

CHERRY# M League of Women Voters of Rockford. IL CHERRY, M Cherry. 
M M /Cherry, Flynn it Kanter. 02/06/24 Commonwealth Edison Co, 
12pp 13633.324, 24X Fiche* 30-434, 82/06/24. 8206290103 


820629025d> Motion for order requiring NRC personnel u/knouledge of 
fecte to anewer Rockford League of Women Voters 800312 
Interrogatories Proof of sve encl Related correspondence 
CHERRY# M K League of Women Voters of Rockford. IL. CHERRY# M. H. 
Cherry# M M /Cherry, Flynn 6 Kanter 82/06/24 Atomic Safety and 
Licensing Appeal Panel 16pp 13637.010. 24X Fiche: 90-434. 

62/06/24. 8206290236. 


8206290294 Petition for reconsideration of 820617 dec! sion. ALAB-67S. 
directing A3LD to limit contentions AELAB made findings u/o 
hearing it wrongfully faulted Rockford League of Women Voters 
for not seeking protective order. Proof of eve end 
CHERRY# M M League of Women Voters of Rockford, IL, CHERRY# M. M 
Cherry# M M /Cherry, Flynn it Kanter 82/06/24. Atomic Bafety and 
Licensing Board Panel llpp 13636.184. 24X Ficha: 50-454, 32/06/24. 

0206290294 


820629023? Advice to ABLAB re overall jurisdiction to assure fair 
hearings. Proof of sve encl. 

CHERRY, M League of Women Voteri of Rockford. IL CHERRY, M Cherry, 
M M /Cherry. Flynn 6 Kanter. 82/06/23 5pp. 13667:001 24X 

Flcha 30-434.82/06/23,8206290237. 


a2062902?6 Motion for order directing util responie to in terrogatories. 
for Imposition of sanctlone 6 for award of costs it atty 
fees Proof of sve encl 

CHERRY. M.M, League of Women Voters of Rockford, IL. CHERRY, M, M. 
Cherry. M M, /Cherry. Flynn it Kanter 82/06/23, Atomic Bafety and 
Licensing Board Panel 6pp. 13636 223 24X Fiche. 50-494. 02/06/23, 

8206290298 


8206160083 Forwarde.for i nfo. pertinent portions of recent NRC l« 
applicant motions for eummary dleposition of emergency 
planning Contention 3, M/o encl. 

GOLDBERG, a C. Hearing Branch 4, 82/06/14. PERRY, 8, Federal 

Emergency Managament Agency Ip. 13317-319 24X 

Fiche: 50-434, 82/06/14. 9206160083 


8206300242 Notice of appearance in proceeding. Certlfi cat e of Bve encl, 
OALLOi J. Commonwealth Edison Co GALLO# J. Icham. Lincoln V Beale, 
82/06/26. 3pp, 13633-325 24X Fiche. 30-494. 62/06/28, 8206300242. 
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K Utility Final BaFaty Ai»aliy*l« Report (F9An> if ««»tnl* 


830&220210 A««nil to applUatiOTv For CPs & OLSf consictlnQ ot Afnsn<J 3B to 
FSAj^ 

UeHTINE. F Q. Coownoowsal th Edison Co 82/0&/i6, DEFfTONiH-fl OFFlco 
of Wuclsar Reactor Rejolatlom Director^ 4pp, 13574 069 2AX 
Ficts 30-000.32/06/164 0206320210 


--8206S20212 Amend 3Q to TSAR 

» Commonwealth Edison Co 62/05/31 700pp 13574:073 24X 

Fiche 50-000.82/06/16,8206220210 


6206290553 Foritiard* affidavit stating that FBAR Amend 3S uias 
distributed on 85061S in accordance w/Encl 1 of R 8 fio^d 
7S1020 Itr/oer lOCFRS. lOl <a ) <4). 

TRAflHiT.R Commonwealth Edison Co 62/06/24 DENTON, R R Office 
of Kuclear Reactor Regulation, Director. 2pp. £3631 051 24X 

Flchs 30-000. 82/06/ 24r 0206290553 


Q Inspection reports* IE Bulletins & c orrasf ondanc* 


8206070340 Forurards lE Imp Rep ts 5O-4Sd/B2“07 it 50-455/02-03 on 
020322-0430 Si notice of violation 

@PE9SAR[>j R L Division of Project 4 Resldsnt Programs 82/05/£9. 
REEDiC Cantmonwealth Edison Co. 2pp 13363 0 S 8 . 24X 

Flclje, 50-434, 02/03/19* 8206070340 


62060 7034S Notice of violation From imp on 620322-0430 

SPEBSARPrR L Divleion of Projact Si Resident Programs B2/0S/19 
2pp, 13363'06O 24X Fiche. 50-434, 62/03/ 19, S206070340 


—8206070346 IE Imp Repts 90-454/82-07 S( S0-4S9/82-O5 on 820322-0430, 
Ndneojitpl lance noted failure to perform emergency diesel lA 
testing in accordance w/preoparatloneX Test Procedure 
& 22. to, Section 9 12 

FORNEViM L , HAYES. D U. 01 vis ion of Project & Resident Programs. 
82/05/19 4pp 13363 062 S4)f Flche 90-494,02/05/19*8206070341). 


8206100133 Forwards IE Insf Rept 50-‘454/62-06 an 020903-06 Nq 
noncompl iafi-ce notsd. 

Uirn-B.WS Division of Engineering t( Technical Programs. 82/05/26 
REEOiC CooiAOnweal th Edison Co 2pp 13449*090 24X 

F i C he * 90-4 54, 02/09/26* 8206 1 00 1 33 


— 8206100133 IE Imp Hept 90-454/02-06 on 820503-06 No noncomp J lance 
noted Nejor ereai Inspected* praoperatione 1 test procedures* 
evaluation of preopsrationa I test results ti previous open 
items 

RINO.NA , JACKIN. I N. Division of Engineering h Technical 
Program. 02/09/20. 4pp 13449 100 S4X Fiche 50-494. 82 / 03/264 
9206100133 


8206100153 Forwards IE Insp Repts 50-454/02-09 & 50-455/82-06 an 
B2O310-I9 Nd noncompliance noted. 

LITTLE. N. 8 Division of Engineering 6 Technical Programs 82/05/26. 

REEO, C. Commonwealth Edison Co. 2pp 13444 327 24X 

Flehe 30-434. 82/09/26,8206100153 


—8206100187 IE In eg Repts 90-494/82-09 6 50-495/82-06 on 820918-19. 

No noncomp I lane s noted. Major areas inspected praiervlce inep 
procedures, uor k ac t tvi 1 1 es* itondes tractive esam periennel 
certifications U data & shop 6 field weld radiographs 
NARDiK D, • DANIELBON. D H Division of Engineering 6 Technical 
Programs 82/09/26. Spp 13444<329. 24X Fi chs: 50'-494» 02/O5/26| 

0206100193. 


0202040147 lE Info Notice 82-19* *'Notif 1 cation oF NRC. " Bve list end 
DEVOUNO, R C. Director's Office* Office of Inspection and 
Enforcement 02/09/28 I07pp. 13426:095 24X 

FI Che 90-000, 02/03/20* 0202040147. 


8204210384 IE Info Notice 02-16, "Assessment of Intakes of Redioaclfva 
Matl hy Workers.*' Bve list encl 

DEVOUNO,RC Director's Office* Office of Inspection and 

Enforcement 02/06/11 I20pp 13679 109 24X 

Flehe' 50-000, 03/06/11,0304210304 


DOCKET STN'90-4 35 BYRON STATION, UNIT 2 


A Appl ication/cunstruction stage documents S* correspondence 


8206060356 Forwards Pages 1 5-1 through I 9-3 of facility F3AR re 
status of R&D programs Pages will be Included in next FSAR 
amend 

TRAMM.T R Commonwealth Edison Co 02/05/26 DENTON* H R GfUte 
of Nuclear Reactor Regulation, Director 6 pp 13416 190 24X 

Fitha 50-000, 02/05/26,8206080336 


0206160020 Softimary of 030506 meeting w/utll 8 * Sargent 8 , Lundy in 
BethesdatMO re program for seismic c.ual if ic atian of 
ment 

KrPeR,K L , CHEENUT, 0H Licensing Branch I 02/05/27 LicenUnj 
Branch I 3pp 13525 297 24X Fichc 50 - 000 * 02 / 05 / 27 . 0206160020 


6206140303 Forwards request for eddl subsurface Info to detarmlrio 
adequacy of foundation support for essential sve water 
pipeline 6 forward* NRC criteria for reviewing exploration 
result* Schedule for response requested within 3 wks 
YOUNOBLDOOiB J Licensing Branch 1 02/06/01 PELOEOROE* L P 

CommonweaUh Edison Co 6 pp 13510 157 24X Fiche 90-434, G2/06/OJ. 

8506140303 


6206140406 Approve* request for uithholdirtg info per 10CFR2 790 re 
Improved thermal de-sign procedures (CAW-B2-19) 

VOUNOBLOOD.B J Licensing Branch 1 02/06/07 WIESEMAN, R A 

Vteetinghouse Electric Corp 4pp 13910 056 24X 

Fiche. 90-000, 82/06/07. 8206140406 


0206160258 Forward* Revision 21 to OA Program, Topical Rept CE''1“A 
eWARTZ.E 0 Commonwealth Edison Co 82/06/07, HAASS, W P. Quality 
Assurance Branch Ip. 13522 027 24X Fiche SO-000. 92/06/07. 

6206160222 


—6206160236 Revised pages to CE-l-A, Revi ston 21, "QA Topical finipt, '* 
* Commonwealth Edieon Co. CE-l-A R2I ERR 62/06/06 20pP 
13522:028, 24X Fiche 50-000* 82/06/07* 0206160222 


8206090153 Oenerlc Utr 02-11 to all LUR reactor plant licensee* fc 
applicants re transmittal of NJREO-0916 relative to 
restart of RE Oinna Rapt documents findings re cause of 
event. W/o encl 

EieeNHUr, DO Division of Licensing. 02/06/09. HAU9P(JR0. A. 
Consolidated Edison C« of New York. PFRRIS.H O Tennesftfld Galley 
Authority lOpp 13957 349. 24X Fiche 50-000*02/06/09, 0206090153 


82061504H Requests util addreii end concerns on loose parts 
monitoring program in final design rapt 

YOUNOBLOODiB j. Liesneing Branch 1. 82/06/10 DELOEOROE, L. D, 

Commonwealth Edison Co Opp 13525 229 a4X Fiche 90-000,02/06/10, 
0206190411. 


6206240299 Responds to NRC 020402 request for info re control room 
dasign review Buppl to preliminary design assessment for 
Byron addl items 6 Braidwood si te-tp«ciflc items scheduled 
to be submitted by S3D101, 

TRAMMi T R Commonwealth Edison Co 02/06/15 DENTON. H R Offic* 
of Nuclear Reactor Regulation, Director 2pp 13597 029 24X 

Fiche; 90-000, 82/06/19, B206240299, 


D NRC Draft/Pinal Environmental Btatements. supple li correspondence 


6204210376 IE Info Notice 02-16* "HPOI/RCIC High Steam Flow Setpoints ** 
8 vc lilt encl 

JORDAN, E.L Divleion of Engineering l< Qualltg Assurance 82/09/26 
I03pp. 13440;264. 24X Fiche; 90-000, 82/09/20* 6204210370 


0204210380 IE Bulletin 82-02, "Oegredatlon of Threaded Fastener* in 
Reactor Coolant Proesure Boundary of PWR Plants, *♦ 

Qvc list end 

DEYOUNO, R C Director'’* tfFflee, Office of Inspection and 
Enforcement. 82/06/02 lO0pp. 13527’ 150 24X 

Fiche* 90-000. 82 / 06 / 02 , 8204210300 


0204210303 IE Info Notice 82-17. "Overp ressur £*ati on of RC8. •» Sve list 
encl^ 

JORDAN, E L. Division of Engineering 6 duality Assurance 82/06/11. 
I06p p 1 3675 ; 290. 24X Fiche. 90-000. 82/06/ i 1 . 0204210383. 


8206010713 FOIA request fpr DE8 1. FEB for facilities 

LIOOETT. Q. L. Affiliation Unknown, 02/04/29 Public Documiant 
Branch Ip. 13331 '332. 24X Fiche. 90-454, 82 / 04 / 29 . 020601071 3 


8206010716 Respends to FOIA request for DES S, FE8 for facilities. 
Forward* NWEO-0040 H/o and 

FELTON* J.M. Division of Rules and Record* 02/09/17. LIOOETT* 0. L 
AfflUatlon Unknown, Ip 13331.333 24X PI che 90-454. 82/09/17. 

8206010716 


0206020390 Advises that review of FE8 complete. Responses in FES 
addreisod prevlqu* concerns re radiological impacts 
Cempletion of radiation emergency response plan awaited, 
BACKLEY. B T. Environmental Protsctlon Agency 82/09/20, 
yOUNOBLOOD*B J Division of Licensing la. 13321 336 24X 

Fiche. 90-494, 02/09/20, 8206020390. 
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E NAC Evaluation Report <SER), suppls $t correapondence 


9205120245 Foruards addl info re firs protection i&s«roff« hydrogen 
plpingi cable spreading rooms & reactor coolant pump oil 
Info closes out Byron SER Open Item 13 

TRAMM.T R Commonwealth Edison Co 03/05/03 DENTON* H R. Office 
□ f Nuclear Reactor Regulation* Director 5pp 13044:090 34X 

Flche SO-OOD. 62/05/05. 8205120245 


9206070274 Foruarda addl info re temp of fluid in reactor vessel bead 
region Review of Info should close Confirmatory Issue 22 of 
Byron SER No further work justifiable Requests subj 
requirements be withdrawn 

TRANK* T R Commonwealth Edison Co 03/05/26 DENTON. N R Office 
of Nuclear Reactor Regulation. Director Gpp* 13366 315 34X 

Fiche 50-000* 62/05/26. 6306070274 


— B2062G0033 Fortjards public version of 
plan telephone directory 
MOORE. R.D Corrmonweal th Edison Co. 
No Detailed Affiliation Given ip. 
Fiche 50-000.02/06/17*8206230021 


generating stations eoiergani: 

62/06/04 DENTON* H R NRC 
13594 074 24X 


— 02O623OO37 Public version of generating stations emergency plan 
telephone d irectory 

» Commonwealth Edison Co 62/05/26 40pp 13594 076 S4X 
Fiche 50-000.02/06/17*6206230021 


8206340032 Releases public version of generating stations entrgency 
plan telephone directory 

FELTON* J h Division of Rules and Records 62/06/18 Dacuntent 
Management Branch Ip 13617 336 24X Fiche 50-000*02/06/10* 

620624-0032 


6206150183 Forwards "Byron/Braidwood Stations Units 1 & S Inadequate 
Core Cooling Detection Sys Summary Status Rept*’* outlining 
specific desi gn/hardbiare implementation efforts Info should 
assist In closeout of Byron SER Outstanding Item 9 

TRAMH.tr Commonwealth Edison Co GS/06/07 DENTON* H R Office 
of Nuclear Reactor Regulation* Director Ip £3303 307 24X 

Fiche. 30-000. 82/06/07* B206 130163 


— 92061501GB "B yron/Bral dwood Stations *- Units 1 &< 2* Inadequate Core 
Cooling Detection Sys Summary Status Rept " 

» Commonuealth Edison Co 82/04/30. 29pp. 13503:300 a4X 

Fiche 50-000, 82/06/07, 82061 30 1 03 


G206150265 Submits addl info re reactor coolant pump locked rotor << 
shaft break transients Info closes Confirmatory Issue 34 of 
Byron SER 

TRAMM.T R Commonwealth Edison Co. 82/06/07 DENTON. H R Office 
of Nuclear Reactor Regulation* Director 4pp J3503 279 a4X 
Fiche 50-000, 62/06/07* 62061 5026 5 


9206240277 Forwards Info re seismic C* dynamic qual if ication of 
equipment important to safety Review of ancl Info necessary 
prior to Jul/Aug 1982 site audit in order to close 
outstanding Item 6 of Byron SER 

TRAKH.TR Commonwealth Edison Co 03/06/17 DENTON, H R Office 
of Nuclear Reactor Regulation* Director. 200pp. 133-96 207 24X 

Fiche 90-000* 82/06/ 1 7* 6206240277 


F Security* medical* emergency S< fire protection plans 


6209120249 Forwards addl info re fire protection issues * hydrogen 
piping* cable spreading rooms h reactor coolant pump oil 
Info closes out Byron SER Open Item 13. 

TRAMK.T.R Commonwealth Edison Co 82/05/03. DENTON, H. R Office 
of Nuclear Reactor Regulation* Director Spp 13044 090 S4X 
Fiche 90-000*82/09/05*820512024 9 


8206S90607 R^eleases public version of revised facility annex to 
generating station smergoncy plan. 

FELTON* J H Division of Rules and Records. 82/06/11 Document 
Management Branch Ip 13646-003 24X Flc h t. 50-494, 02/06/1 1, 

6206290607 


— 6206290611 Forwards public version of Revision O to facility annex to 
generating station emergency plan 

TRAMM.T R Commonwealth Edison Co 62/05/29 DENTON* H 0* Office 
of Nuclear Reactor Regulation* Director 2pp. 13646:064 24X 

Fiche 90-454*62/06/11.0206290607 


— 8206290615 Public version of Revision O to facility annex to generatinfi 
station emergency plan Revision index page end 
e Commonwealth Edison Co 02/06/30 73pp 13646 087 24X 

Fiche 50-454,62/06/11,8206290607 


6206180201 Forwards info re ability to shut down in event of firo* 
supplementing 811117 rept which Identified problem >o-nes 
requiring further analysis Either cables rerouted or more 
detailed analysis performed to justify present design 
TRAMM.T R Commonwealth Edison Co 02/06/14, DENTQNfH R. Office 
of Nuclear Reactor Regulation* Director 200pp, 13554,015 24X 

Fiche- 50-000* 82/06/14*8206180201. 


8206240332 Forwards Revision 3 to Procedure 02?1 Aj "Netaorolog 1 cal 
Monitor Ing* Of fii te Dose Calculation Program for Emergancy 
Preparedness at Operating Nuclear Power Plants*' I* Revision 4 
to QA program for motsora logical monitoring programs 
SCHROEDEft* C. W. Commonwealth Edison Co 02/06/16 DENTON* H R 
Office of Nuclear Reactor Regulation* Director, Ip 13600-315. 24X 

Fiche. 50-000* 82/06/16* 8206240332. 


6206230021' Releases public version of generating stations emergency 
plan telephone directory 

FELTON* J. N. Division of Rules and Records 62/06/17. Document 
Management Branch. Ip 13594,073 24X Fi c he: 50-000* 82/06/ 1 7t 

6206230021 


— 8206240049 Public version of generating stations emergency plan 
telephone directory 

e Commonwealth Edison Co 62/05/20 41 pp 13617 337 24X 

Fiche 90-000,82/06/18*8206240032 


O Adjudicatory correspondence 


8206040243 Interrogatories on SER h supplemental 8ER to b s answered 
util & NRC Certificate of 8vc end Related corrsspondence 
CHAVEZ, D Slnnissippi Alliance for the Environment <SAFE}. 

CHAVEZ* 0 DeKalb Area Alliance for Responsible Energy 02/03/20. 
Commonwealth Edison Co 7pp. 13334- 132 24X Fiche- 50-454* 82/05/ 

8206040243 


0206010391 Advises that util proposss to submit all cover Itrs 
iti/attachments for all carrespondence initiated w/NRC 
dealing w/OL Issues, to assure A8LB provided w/all Info 
which may be relevant 

ElELAWSm.A P Ilham, Lincoln & Beale D1 ELAMSKI. A. P. Commonwea 
Edison Co 02/09/24 MILLER, M E * COLE* R F * GALL I HAN* A D Atom 
Safety and Licensing Board Panel 4pp 13300 346 24X 

Fiche 90-494. 62/05/24, 0206010391. 


0206010332 Order concluding that Revised Contentions 10*11 l< 12 are 
based on new info contained in supplemental SER 6 not within 
scope of contentions cont empla ted by 810909 ord or* w/l Is ted 
exceptions. 

HILLER* H E Atomic Safety and Licensing Doard Panel 92/09/26 
DeKalb Area Alliance for Responsible Energy 9pp. 13300:100 24 

Fiche 90-494,82/05/26*8206010332 


0206040232 Confirms that Dekalb Area Alliance for Responsible Energy 
Slnlssippl Alliance far Environ 620929 interrogatories 
untimely NRC will attempt to answer Interrogatories 1-9 I< 

18, Intarrogat ories relate to admitted contentions, 

OOLDDFROj S C Hearing Branch 4 62/06/01 Sinnlssippi Alllani: 

for the Environment (SAFE) 2pp 13399:271 24X 

Fiche < 90-454, 82/06/01,0206040232 


8206040259 Renews request for FEKA testimony on etnergency planning a 
QL hear Ings. Test imony on Contention 3{b}*<c) Ic (d) re 
offsite p Ians , interface between offsite k onsite plans 
provisions for nonevacuat ion emergency measures needed. 
CHRiaTENOURY* E. Hearings Division 02/06/02 PERRY, 8 Federal 
Emergency Management Agency Ip 13356 -039, 24X 

Fiche 50-494* 02/06/02* 0206040259 


02O6OBO262 Motion for summary disposition of Contantions 2,3 (In par 
4 k 6-9. No gsnuins issue of mail fact exists St dismissal of 
contentions u-arranted as matter of law Natl facts as to 
which no genuine Issues to be heard end. 

OOLOBERO.S C * YOUNO, M. A * RAMSON* R J Kearlng Branch 4, 02/O6/( 

Atomic Safety and Licensing Board Panel. 80pp. 13419‘O09. 24} 

Fiche 50-454,02/06/04*8206080262 


—8206000266 Affidavit of RK Sferuckmeyer M ML Wohl on intervenor 
Centantlons 2 U 2a. No measurable radiological Impact on 
public from routine plant operation antic Ipated, Prof 
qualifications end 

STRUCKMEYER , R. Radiological Assessment Branch NOHLrHL. 
Accident Evaluation Branch. 82/06/04 S4pp 1341?, 169. 
Fiche: 90-4S4f 02/06/04*8206000262 


— 02O6OBD272 Affidavit of R DeFayitte re Content! 
evacuation of population 30 miles fr-om site*! 
plume exposure pathway emergency planning lor 
by reg ula 1 1 ons. Prof qualifications end. 
DEFAYETTEi R EP Licensing Branch, 02/0 
24X Fiche 90-454*82/06/04*0206060262 


—0206000275 Affidavit of NL Jansen re Contention 4 Commlssloi) 
regulations do not require explicit design consideration of 
multiple independent failures per se Prof quail f 1 cations 
end. 

JENSEN, W.L Reactor By stems Branch. 82/06/01, 27pp. 13419:^ 

24X Ficha' 50-454*82/06/04*0206080262, 


354 
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— B2060B02BO ^ffiijavlt of MO Kenntdi^ r* Conto nfctDn 4 Dltcusses NHC uorl 
rp pToct(f‘ur»« to reducp rUli to public health €< vafety front 
potential accident rssuttlnp from fflultlple mutually 
independent -failures Prof nualificati on« end 

KEfiNEDYiW 0 Procedure* 1< Test Revleua Branch. QS/Ofr/Ol ^I'P 
13419 231 24X FI cK®' SO”4a4* 02/O^/O4i B2060B02i2 


— 92O^0a0SS3 Affidavit of JE Kennedy & FJi At&tuleuicx re Contention h 
Req.u Irements for safety-related eq.i)lptnent design not based 
On specific percentage of cladding degradatio-n Zirconium 
cladding degradation considered in radiation levels 
KEfiMEDV. J E Equipment Qualification Branch AKSTULEMtCZ, F 
Accident Evaluation Branch BS/0&/01 6<pp. 13419 237 24X 

F » c h e 50-454, 02/0 6/04 , 6206080262 


-0206000268 Affidavit of DA Powers re Contention 6 Use of tirconiom 
cladding is not very hazardous design concept & applicant 
has properly estimated cladding adequacy re detrimental 
effects of xircnnium-iuater reaction M/prof q-uatlf 1 cations 
POWERS, 0 A Core Perforimance Branch 82/05/27 I4pp 13419 243 
24X Fiche 50-454, 62/06/04, 6206000262 


-82060B0290 Affidavit of JC Pulsipher re Contention 7 Recomblner sys iiot 
required to be designed to perform hydrogen mitigation 
during degraded core accident Prof qualifications end 
PUtSIPHERiJ C Containment Systems Branch 62/05/57 12p p 

13419 257 24 X Fiche 50-454, 82/06^04,0206060262 


-B206060294 Affidavit of JU Hayes h FU Uitt on Contentions 8 & 7 Ib) 

Mo reason exists to bel i eys plant will require prlmery 
coolant sys decontamination during plant operating life 
Prof qualifications end 

HAYEBiJ J Effluent Treatment Systems Drench WITT,F J CbemicnJ 
Engineering Branch 82/06/03 I4pp 13419 869 54X 

Fiche 50-454,62/06 /041 6206060262 


-8206000297 Affidavit of AW Serkii re Contention 91 Plant steom 
generators introduce feedwater from bottom b are not 
susceptible to steam water hammer eiparienced in top feed 
ring designs Prof qualifications end 

SERKIZrA W Generic Issues Branch 62/05/19 Spp 13419 803 
24X Fiche 50-454, 02/06/04,0206080262 


-0206080302 Affidavit of RJN Rajan re Contention 9(b) Issue of 
asymmetric blouidaun loads on PUR primary sys considered 
resolved generic safety issue Prof qualifications encl 
RAJANrJ R N Mechanical Engineering Branch B2/0S/24 Spp 
13419 238 24X Fiche 50-454.82/06/04.8206080262 


— B206140136 Affidavit of R Querio re personnel qual i f icati ons, prr&Dnr>i ] 
commitment to plant safety !« plant plans for packaging 
transport of waste mails Plant has necessary technical 
quaiif icat 1 ons 

QUERIO, R E Commonwealth Edison Co B2/06/03 a7pp 13405 lao 
24X Fiche 50-454,82/06/07,0206140114 


— 0206140140 Affidavit of OP Lahti re Contention 2 Describes regulatory 
criteria considered in analyilng cumulative routine releasos 
rrom plant & other nuclear plants in IL Design objectives 
considered described 

LAHTI, G P Commonwaal th Edison Co LAHTI, 0 P Sargont 6 Lundy, 
Inc 82/06/07 30pp 13405 146 24X Fiche 50-454,02/06/0/, 

82061 40U 4 


— 0206140144 Unexecuted affidavit of JI Fabrlkant le Contention 2 oi, 
re-evaluat 1 on of health effects of projected routine 
release of rad loactlvity for residents of Dekdi b. Sycamore 
Rockford areas 

FABRlKAMTrU I Commonwealth Edison Co 02/06/07 74pp 
13403 176 24X Fiche 50-454,92/06/07,0206140114 


— 8206140148 Affidavit of 0 Klopp re Contention 5A Incremental risk fium 
nuclear accidents to area residents cannot be xero Risk 
should bo determined by risk from Byron Oihor plants pose 
insignificant risk 

KLOPP, 0 Commonwealth Edison Co 02/06/07 0pp 13405 25J ./4X 

Fiche 50-454,02/06/07,0206140114 


— 0206140153 Affidavit of JC Golden re Contention 3 Plant emerguncy pu,ii 
provides reasonable assurance prompt !< effective actions 
will be taken to protect public health & safety 
GOLDEN, J C Commonwealth Edison Co 02/06/04 20pp 13405 
24 X Fiche 50-454,02/06/07,8206140114 


— 8206140J60- Affidavit of 0 Klopp re Contention 4 Infcervonor 
interpretation of single failure demonstrates 
misunderstanding of NRC requirement on accident analysis 
KLQPP.G Commonwealth Edison Co 02/06/04 31 pp 13403 ,3l»i 

24X Fiche 50-434,82/06/07,9206140114 


--0206140163 Affidavit of HM Ferrari re Contention 6 Concerns raised 
carefully considered & reviewed in FSAR Sufficient assuranen 
exists to assure containment of radioactive matls under 
worst postulated DBA 

FERRARI, H M Commonwealth Edison Co FERRARI, H M, Westinghiiiiur 

Electric Corp 02/06/04 16pp 13403 320 24X 

Fiche 50-454,02/06/07.0206140114 


-8S06060309 Affidavit of EL Murphy b JRN Rajan re Contention 91c) Uist* 
applicant measures to minimue onset of steam generator tube 
integrity problems Plant can be safely operated pending 
generic res olutx an. Prof quail f icatlons encl 
MURPHY, E L Materials Engineering Branch RAJAN# J R M 
Mechanical Engineering Branch 02/05/28 6pp 13419 293 24/ 

Fiche 50-454,02/06/04,8206000262 


-6206000307 Affidavit of RE Johnson re Contention 9(id) Matls used in 
steam generator & reactor coolant pump supports were found 
not to have high susceptibility to brittle fracture Prof 
qualifications U Certificate of Sve encl 

JOHNSON, R E Generic Issues Branch 82/05/19 Apo 13419 299 
24X Fiche 90-454,82/06/04.0206080262 


206140114 Kotion for summary disposition of ContentiOAs 1, 2, 2A, 3, 4, 6, 
7j 0, 9(a), 9({i > , 9{rf} & 9(e) No genuine issue of motl fact 
exists tt util entitled to favorable decision 

HiLLERiM I Commonwealth Edison Co KILLER, M I Isham, Lincoln & 
fieale 02/06/07 Atomic Bafety and Licensing Board Panel. I6pp 
19405 049 34X Fiche 30-454,02/06/07.8206140114 


'6206140118 Affidavit of C Reed re Contention 1 Expresses util otrong 
commitment to safe plant operation to protect public health 
it safety U. to operate f lant within NRC & other requirements 
REED, C Commonueakth Edison Co 02/06/03 0pp 13485 06 5 24X 

Fiche - 50-454, 02/06/07, 3206140114 


-a-206140126 Affidvatt of WL Stiede that specific incidents llstod in 
Contention i do not prove util unable or unwilling or lacks 
technical qualifications to operate plant safely 
STIEDE, N U. Commonwealth Edison Co 82/06/03 37pd, 134 QD; 0/3 

24X Fiche 50-454,92/06/07,0206140114 


-8206140132 Affidavit qf MJ Shewskl describing util QA program Util 
history of compliance w/applicable QA criteria doe* not 
indicate utn unwilling or unable to operate plant safety. 
aHEM8Kl,W J Comnqn wealth Edison Co, B2/06/03 lipn 134B5 10* 
24X Fiche 50-454,02/06/07,8206140114. 


--02O614O165 Affidavit of T Tramm re Contentxon 7 that util will cumply 
w/new rogulotory requirements on hydrogen control/gcncratl on 
matters 

TRAMM, T Commonwealth Edison Co, 02/06/07 Bpp 13405 336 24 X 

FUhe 30-434,82/06/07,0206140114 


— 6206140160 Affidavit of JC Dlomgren re Contention 8 Primary syr. 
decontamination would result in no significant adverse 
impact to human environ quality 

BLOMGREN*J C Commonwealth Edison Co 02/06/04 20pp 
13403 344 a4X Fiche 80-454,82/06/07,8206140114 


—8206140196 Affidavit of RW Carlson re Contention 9(a) on water harflmpi 
3team generator bypass sys design, w/1 Isted mods, i* adequate 
to mlnimiie likelihood of bubble Collapse waterhammer events 
In steam generators to acceptable level 

CARLSON, R M Commonwealth Edison Co CARLSON, R W Westinflhoui’O 

Electric Corp 02/06/04 25pp 13406 001 24X 

Fiche 80-454,02/06/07,0206140114 


—0206140190 Affidavit of LA Bowen re Contention 9(a}on water hammer. 
Possible courses of action being discussed, (ncl uding 
Nestlnghouse recommendations re KR0KO plant events 
OQWEM, L A Commonwealth Edison Co B2/06/06 Bpp 13406 OH/f 
24X Fiche 50-434,02/06/0710206140114 


— 0206140192 Affidavit of R Plenlewlcx re Contention 9(a) Operating 
procedures re operation of feedwater bypass sys will 
implement Uestinghouse recommendations 

PLENIENICZ, R Commonwealth Edison Go 82/06/04 8pp 13406 035 
24X Fiche 50-454,82/06/07,0206140114 


— 8206140199 Affidavit of RJ Netzel re Contention 9(b) Reactor vreotl 
supports designed for asynvnetr teal blowdown loads U stress 
limits ulthln A8ME Boiler Pressure Vessel Code allowable. 
NETZELiR J Commonwealth Edison Co 82/06/04 2pp 13486 043 
24X Fiche S0>’454, 82/06/07, 82061401 14 


'6206140203 Affidavit of NT Bogard re Contention 9(b) Asymmetric 
blowdown loads adequately addressed in plant design 
BQGARDi Id T Commonwealth Edison Co 02/06/03 23pp, 134B6 045 

2 4X F I c h e , 50-454, 02/06/ 07, 8206 1 40 1 1 4 
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— 8206140210 Affidavit of RJ Nettel re Contentian 9(dl Steam generator & 
reactor coolant pump support design took Into account 
fracture toughness properties of matls making up supports 
Certificate of Svc encl 

NETZEL.rR J Commonusal th Edison Co NETZELi R J Sargent Bi Lundy, 
Int Ba/06/07 lOpp 13406 068 24X Flcha 50-494*83/06/07. 

0206140114 


8206110046 Forwards informal response to interrogatories served on 
020925, beyond formal discovery period 

OOLDDERO, 0 C Hearing Branch 4 82/06/09 CHAV/EZ, 0 Safe Energy 

for New Haven Ip 13466 107 24X Fiche. SO-434* 82/06/09* 

0206110046 


— 0206110049 Informal response to Interrogatories served on 820535 

a Hearing Branch 4 82/06/09 Safe Energy for New Haven 4]ip 

13466 100 24X Ficho 90-494.82/06/09,8206110046 


02O6I6OOB3 Forwards, for Inf o* pert Inent portions of recent NRC It 
applicant motions for summary disposition of emergency 
planning Contention 3, W/o end 

GDLDBERO*0 C Hearing Branch 4 82/06/14 PERRY, 8 Federal 

Emergency Management Agency Ip 13517 319, 24X 

Fiche 90-434* 02/06/14, 0206160003 


0206160133 Forwards pertinent portions of NRC It applicant motions for 
summary disposition of emergency planning Contention 3 FEMA 
draft testimony on contention dve by 820717 W/o end 
GOLDBERO, 0 C Hearing Branch 4 82/06/14. SANDERS, M Federal 

Emergency Management Agency Ip 13517 396 24X 

Fiche S0-4S4i 02/06/14, 0206160133 


B206170394 Reply objecting to Dekalb Area Alliance lor Responsible 
Energy/Siniss 1 pp i Alliance for Environ 020523 
interrogatories on SER It supplemental SER. Interrogatories 
unrelated to admitted contested Issues N/Cert if i cate of Svc 
DIELANSKI.A P Commonwealth Edison Co. 02/06/14 Atonic Safety 
and Licensing Board Panel 4pp 13531*312 847 

Fiche 30-454*88/06/14*8206170394 


Q206210274 Decision ALAB''67B* reve rsing It remanding LDP-01'*98 uh Ich 
dismissed Rockford Leagve of Nomen Voters from proceeding. 

League conduct warrants severe sancfcl on* but not severest 
sanction of dismissal 

SHOEMAKER* C J Atomic Safety and Licensing Appeal Panel. 82/06/17 
44pp. 13998 172 24X Fiche 50-494*02/06/17,0206210274 


02O62BOO72 Notice of ASLD reconstitution MB Nargul its. chairman It 
AO Callihen St RF Coloi members 

COTTER, B. p Atomic Safety and Licensing Board Panel 02/06/lB 
2pp 13624 290 84X Fiche 90-494*02/06/1010206200072 


0206230202 Order granting Rockford League of Women Votere motion for 
extension of* time until 020706 to answer util 
interrogatories League consultants heavily engaged in 
another prodeeding. 

BKOE MAKER * C J Atomic Safety and Licensing Appeal Panel 82/06/21 
League of Women Voters of Rockford* IL 3pp 13906 304 24X 

Fiche; 90-494* 82/06/21,8206230202 


9206200061 Forwards recent correspondence between NRC St uti 1* inc luding 
IE Bulletin 02-02 St IE Info Notice 62-17 

BlELAWaKlrA Isham* Lincoln St Deale BrELAWSKl*A. Commonwealth 
Edison Co. 82/06/21 MILLER* M E * CALLIHAN.A 0 . COLE, R F Atomic 
Safety and Licensing Board Panel. 32pp 13624.293. S4X 
Fiche 90-494*02/06/21*0206260061 


0206280246 Retiuests responses to util second rdund of interrogatories 
St retiuest for production of documents re all contentions 
which League does not volunterily dismiss Related 
correepondene e. 

MVRPHY* P M Isham* Lincoln St Beale. MURPHY. P M. Commonwealth 

Edison Co 02/06/23 CHERRY* M M. Cherry, M M /Cherry, Flynn St 

Kanter CHERRY* M H. League of Momen Voters of Rockford, IL. fp. 
13624 . 2 1 9 24X Fi c h e : 90-4 9 4* 82 /06/ 23 , 0206280246 


8206290183 First set of interrogator! es* orig inally served on 800312. 
Proofs of SVC end Related correspondence, 

CHERRY* M League of Women Voters of Rockford, IL, CHERRY*M Cherry, 
M M /Cherry* Flynn St Kanter. 02/06/24 Commonwealth Edison Co 
12pp. I3630'324 84X Fiche* 90-494* 02/06/24* 0206290183 


0206290296 Motion for order roq,uiring NRC personnel ui/knowledge of 
facts to answer Rockford League of Women Voters 000312 
interrogetori es Proof of svc end Related correspandence 
CHERRY* M, M League of Women Voters of Rockford* !L CHERRY* N> 11 
Cherry* M. M /Cherry, Flynn St Kanter 02/06/24, Atomic Safety end 
Llcenelng Appeal Panel. I6pp 13637 010. 24X Fiche* 90-494i 

82/06/24, 0206290296. 


8206290294 Petition for reconsideratton of 820617 decision, ALAS-670* 
directing A0LD to limit contentions ASLAB made findings w/o 
hearing Si wrongfully faulted Rockford League of Women Voters 
for not seeking protective order Proof of svc end 
CHERRY, M M League of Women Voters of Rockford, IL CHERRY, M.M 
Cherry, K. M /Cherry* Flynn. & Kanter 02/06/24 Atomic Befety ar 
Licensing Board Panel llpp 13636 1B4 24X Fiche 90-454*62/06/2^ 

0206290294 


0306290299 Advice to ASLAB re overall jurisdiction to assure fair 
hearings Proof of svc end 

CHERRY* M League of Women Voters of Rockford* IL CHERRY, M Cherry 
M M. /Cherry, Flynn «c Kanter 02/06/29 9pp 13637 001. 24X 

Fiche 30-494, 82/06/29* 0206290239 


0206 290298 Motion for order directing util response to interrogatories 
for imposition of sanctions it for award of costs b atty 
fees Proof of svc end 

CHERRY,M.M League of Women Voters of Rockford* It CHERRY.M.M 
Cherry* M M /Cherry* Flynn it Kanter 82/06/29 Atomic Safety ar 

Licensing Board Panel 6pp 13636 223 24X Fiche 50-434*82/06/25, 

8206290298 


8206300242 Notice of appearance in proceeding Certificate of Bvc end 
GALLO* J Commonwealth Edison Co GALLO* J Isham* Lincoln 8( Beale 
02/06/28 3pp 13693 323 24X Fiche* 50-434* 82/ 06/20* 0206300242 


K Utility Final Safety Analysis Report (FEAR) & amends 


8206220210 Amend to application for CPs & OLs* eonsl sting of Amend 38 \ 
FSAR. 

LENTINE,F 0 Commonweal th Ed Ison Co 02/06/16. DENTON*HR, Dffi( 
of Nuclear Reactor Regulation* Director 4pp 13974 069. S4X 
Fiche 90-000. 02/06/16,8206220210 


—8206220212 Amend 30 to FSAR. 

• Comrtanwealth Edison Co. 82/09/31 700pp 13574.073 24X 

Fiche 90-000,02/06/16,8206220210 


0206290993 Forwards affidavit stating that FBAR Amend 30 was 
distributed on 820610 in accordance w/End 1 of RS Boyd 
701020 Itr, per 10GFR2 lOlCaXA) 

TRAMM, TR Commonwealth Edison Co 02/06/24 DENTON, H R Office 
of Nuclear Reactor Regulation* Director 2pp 13631 051. 84X 

Fiche* 50-000* 02/06/24, 0206290553. 


Q Inspection reports, IE Bulletins I, correspondence 


0206070340 Forwards IE Insp Rcpts 50-494/02-07 It 90-495/02-09 on 
020322-0430 & notice of violation. 

SPEBSARDi R L Division of Project S« Resident Programs 02/05/19 
REED*C Commonwealth E^tflson Co. 2pp. 13363,096 24X 

Fiche 90-494," 02/09/ 1 9, 8206070340 


—0206070342 Notice of violation from Insp on 020322-0430. 

0 PEBBARD*R L Division of Project it Resident Programs B2/09/19 
2pp. 13363.060 24X F 1 che* 90-494* 02/03/19, 8206070340. 


—0206070346 IE Insp Repts 50-494/02-07 I* 90-499/82-09 on 020322-0430 
Noncompliance noted * fal 1 ure to perform emergency diesel lA 
testing In accordance w/preoperationat Test procedure 
2 22. 10* Section 9 12 

FORNEVtW L , HAYE9, D. W Division of Project «< Resident Programs, 
82/09/19. 4pp. 13363:062. 24X Fl che 50-454* 82/09/19. B20607034C 


8206100193 Forwards IE Insp Repts 90-494/02-09 ^ 50-499/02-06 on 
020910-19 No noncompliance noted. 

LITTLE* W 8> Division of Engineering It Technical Programs 82/09/S 
REED, C, Commonwealth Edison Co 2p p 13444:327 24X 

Fiche* 90-494, 02/09/26, 0206100193. 


—0206100197 IE Insp Repts 30-454/02-09 St 90-499/02-06 on 820910-19. 
No noncompliance noted. Major areas inspec tid: pretervlce Insp 
procedures* work activi ties* nondestructive exam* personnel 
certifications It data It shop Ic field weld rad i ographs, 

WARDfK D , DANIELSON, D H, Division of Engineering It Technical 
Programs 82/09/26 5pp 13444*329. 24X FI the * 90-484* 02/09/21 

0206100193. 


0202040147 IE Info Notice 02-15, "Notification of NRC," 8ve List encJ 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/09/28. 107pp. 13426 099. 24X 

Fiche 90-000,02/09/20,0202040147 


8204210378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow SetpointE 
Svc list end. 

JORDAN* E L, Division of Engineering It Quality Assurance. 02/09/21 
103pp 13440,264, 24X Fiche 90-000. 82/09/28, 0204210378. 
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8204210330 IE BullBtin B2“Oa, "I3e9t4iJ« tlan of Thruaded Fast^nar* In 
Raactor Coolant Presaura Boundary of PHR Plant* 

Svc U«t rncl. 

DEYOUNO.R C Director's Officer Office of Inspection and 

Enfopcawant 62/06/02 ]08pp 13327 130 24X 

Flcha. 30-000, 62/06/02,8204210380 


0204210383 IE Info Notlca Sa-17. "Overpreeswr i *at i on of RCfi> ** Bvc list 

JOfiDANrE.L Division of Engineering fc Quality Assurance 02/06/11 
I06pp 13675 250 24X Flche 50-0004 02/06/11.0504210303 


8204210304 IE Info Notice 02-10, “Ataessment of Intakes of Radioactive 
Katl l>v Workers ** Sve list end 

D£y(K>N0,B C Olractop's Office. Office of Inspection and 

Enforcement 02/06/ 11. 120pp 13673 10*? 24 K 

Flche 50-000. 02/06/11 ,02042 10304 


DOCKET aTN'-50-4 56 BRAIDWOOD 6 TATI ON, UWIT I 


A Appl icetlon/conatructlon stage documents it correspondence 


8206070274 Forwards addl info re temp of fluid In reactor vessel head 
region Review of info should close Confirmatory Issue 22 of 
Byron SER No further work justifiable Reciuesta suhj 
reouirement* be withdrawn 

TRAMM. TR Commonwealth Edison Co 02/03/26 DENTOM, H R Office 
of Kuclear Reactor Regulation, Director 0pp 13360 315 24X 

F i C h B 30-000. 02/03/26, 0 206070274 


0206080356 Forwards Pages I S-1 through 1 5-5 of facility PfiAR re 
statue of R60 programs Pages will be included In next FSAR 

... «... 

TRAKH. T R Commonwealth Edison Co 02/05 /26 DENTON, M R Office 
of Kuclear Reactor Regulation. Director 6pp 13416 190, 24X 

Flche 'SO-OOO. 02/05/26,0206080356 


9206160020 Summary of 020506 aieetlng ui/utll it Sargent it Lundy in 
Bethssda.HO re program for seismic qualification of 
equipment 

KIPEft.K L . CHESNUTrS H Licensing Branch 1 02/05/27, Licensing 

Branch L 5pp 13525 2 9 7 24X Flche 30-000.02/03/27.8206160020 


0206140406 Approves request for withholding info per 10CFR8. 790 re 
improved thermal design procedures iCAW-B2~l5>, 

VOUNOBLOOD.B J. Licensing Branch 1 82/06/07. WIEBEHAN.R A 

Westlnghouie Electric Corp. 4pp 13510.056 S4X 
F i C h e 50-000. 02/06/07, 8206 140406 


0206150183 Forwards *'Byron/Bral dwood Stations - Units 1 Se 2 Inadequate 
Gore Cooling Detection Sys Summary Statua Rept," outlining 
specific desl gn/hardware tmpl ementation efforts. Inin should 
assist in closeout of Ogron 8ER Outstanding Item 9 
TflAWfT R Commonwealth Edison Co, 82/06/07, DENTON. M R Office 
of Nuclear Reactor Regulation. Director, Ip 13503 307 24X 

Flche' 50-000. 92/06/07, 0206 130103. 


— 82D61501B8 "B gren/Bra idwood Stations - Units 1 it 2. Inadequate Core 
Cooling Detection 8ys Sumisary Status Rept *' 

» Commonwealth Edison Co 02/04/30 S?pp 13303*300 24X 

Flche 90-000.83/06/07' 8206130103 


9206150285 Submits addl info re reactor coolant pump locked rotor it 
shaft break tranalents. Info closes Gonf Irma torg leeue 3'4 of 
Byron 6ER. 

TRAHH.T R Commonwealth Edison Co 02/06/07 DENTON. H R. Office 
of Nuclear Reactor Regulation. Director, 4pp, 13503; 379. 24X 

Flche; 50-000. 02/06/07, 62061 50205. 


0206160222 Forwards Revision 21 to OA Program. Topi cal Rept CE-l-A 

SUARTZjE. D Commonwealth Edison Co 92/06/07. HAAS8, W, P. Quality 
Assurance Branch. Ip. 13922' 027 24X FIc he* 90-000, 02/06/07. 

0206160222 


8206250398 Forwards final duplicate design approval w/tppics considered 
outside scope of design approval listed Review schedule will 
not be advanced duo to significant time until const 
completion. 

EISENHC/T. D 0 Division of Licensing 02/06/16 8T1EDE. N L 
Commontiieal th Edison Do, 7pp 13630 lOD 24X Ficho 30-456,82/06/16. 
9206250390 


E NRC Safety Evaluation Report (SER), supple & correspondence 


8206240277 Forwards info re seismic L dynamic qualification of 
equipment important to safety. Review of end info necessary 
prior to Jul/Aug 1902 site audit in order to close 
outstanding Item 6 of Byron SER 

TRAW1, T R Commonwealth Edison Co, 02/06/17 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 200pp 13596 207 24X 

Flche 30-000.02/06/17,9206240277 


F Security, medical, emergency 8. fire protection plans 


0205120243 Forwards addl Info re fire protection issues, hydrogen 
piping, cable spreading rooms Sc reactor coolant pump oil 
Info closes out Byron SER Open Item 13 

TRAMM, T R Commonwealth Edison Co. 02/05/05 DENTaM. H R Office 
of Nuclear Reactor Regulation, Director 5pp, 13044 098 24X 

Flche 30-000.82/05/05.0205120245 


G20618O201 Forwards info re ability to shut down in event of fire, 
supplementing 811117 rept which identified problem zones 
requiring further analysis Either cables rerouted or more 
detailed analysis performed to justify present design, 

TRAMM. T R Commonwealth Edison Co 82/06/14 DENTGN. H R Office 
of Nuclear Reactor Regulation. Director 200pp 13354 OIS 24X 

FiChe- 30-000. 82/06/14. 0206180201 


0206840332 Forwards Revision 3 to Procedure 02?lAi ’’Meteorological 
Monitoring. Of f site Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plante" & Revision 4 
to QA program for meteorological monitoring programs, 

SCHROEOER.C N Commonwealth Edison Go BS/06/16, DENTON. M R 
Office of Nuclear Reactor Regulation. Director, Ip 13600.313 S4X 
Flche 50-000. 02/06/16. 8206240338 


K Utility Final Safety Analysis Report IF8AR) It amends 


8206820210 Amend to application for CPs & OLs , consisting of Amend 30 to 
F8AR 

LENnNE,F 0 Commonwealth Edison Co. 02/06/16, DENTON, H R, Office 
of Nuclear Reactor Regulation. Director 4pp. 13574 069. 24X 

Flche 50-000.02/06/16,0206220210 


--B206220212 Amend 38 to FBAR 

a Commonwealth Edison Co B8/05/31 7b0pp 13574? 073 24X 

Flche: 50-000, 02/06/16, 8206220210 


8206290553 Forwards affidavit Stating that F8AR Amend 38 was 
dletrlbuted on 020618 in accordance w/Encl 1 of R8 Boyd 
701020 Itrrpep 10CFR2 10Ua>(4). 

TRAMM.tr Commonwealth Edison Co 82/06/84 DENTON. H R Office 
of Nuclear Reactor Regulation. Director, 2pp, 13631.051 24X 

Flche* 50-000. 82/06/24. 0206290553 


Q Inspection reports, IE Bulletins It corresp ondsnce 


9202040147 IE Info Notice 02-15, "Notification of NRC »' Sve list end 
DEVOUNO. R.C. Director's Office. Office of Inspection and 
Enforcement. 02/05/28 107pp. 13426 095. 24X 

Flche: 50-000. 02/05/28. 0202040147. 


8204210370 IE Info Notice 02-16. "HPCI/RCIG High Steam Flow Setpoints, 
Svc list end 

JORDAN. E L, Division of Engineering It Quality Assurance, 08/05/20 
103pp 13440*264 24X Flche: SO-DOO. 02/05/28, 8204210370 


8204210380 IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEVOUNO. R.C. Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOBpp, 13527:150 24X 

Flche* 50-000. 82/06/02. 0204210300 


8204210303 IE Info Notice 02-17. "Overpreisur Ization of PC0. " Bve list 
snc 1. 

JORDAN, E L Division of Engineering S. Quality Assurance 02/06/11, 
106pp. 13675*250 24X Flche: 50-000, 02/06/ 11. 8204210383. 



DOCKETED ITEMS 


B204S10384 IE Info Notice BS-lBi ‘^Assassment of Intftkes of Kadioacilve 
Matl bv Worker* ** Svc ll*t end 

D£YDUNO»« C Director's Office. Office of Inspection end 

Enforcement 82f06/ll i20pp 1367S 1B9 24X 

FI Che SO-OOOi 02/06/1 1 /82042103B4 


DOCKET STN-90''4S7 BRAIDWOOD BTATlONr UNIT 2 


A Appl icetion/conitruction stage documents & correspondence 


B206070274 Foruard* addl Info rn temp of fluid in reactor vessel head 
region Review of Info should close Conf irmatorg Issue 22 of 
Bgron BER No further work justifiable Requests subj 
requirement* be withdrawn 

TRANMiT R Commonwealth Edison Co 02fOS/26 DENTONi K R Office 
of Nuclear Reactor Regulation* Director Bpp 13369 3i5 24X 

Fiche 50-000, a2/0S/26i 8206070274. 


G2060S0356 Forwards Pages 1 5-1 through 1 9-5 of facility FBAR re 
status of R9<D programs Pages uri 1 1 be included in next FSAR 
amend 

TRAMM, T R Commonwealth Edison Co fl2/05/H6 DENTONi M R Office 
of Nuclear Reactor Regulationt Director 6pp 13416 190 24X 

Fiche- 50-000f 82/05/26i 02O6OSO356 


8206160020 Summary of 820506 meeting w/utll b Bargent %t Lundy in 
Betheedai (ID ri program for seismic qualification of 
equipment 

KiPERi K L Licensing Branch 1 02/05/27 Licensing Branch 1 

Spp 13525 297 24X Fiche 50-000i 02/05/27 1 8206160020. 


0206140406 Approves request for withholding info per IOCFR2 790 re 
improved thermal design procedures (CAW-B2-t5> 

YOUNOBLQOD. E J Licensing Branch 1 02/06/07 WIESEKANiR A 

Heitlnghouie Electric Corp 4pp. 13510. 056 24X 

Fiche. SO-OOOi 02/O6/O7r 82061 40406 


£ NRG Safety Evaluation Report {SERli supple Sc correspondence 


B206'240277 Forwards info re seismic Sc dynamic qualification of 
equipment Important to safety Review of end info necessary 
prior to Jul/Aug 1902 site audit In order to close 
outstanding Item 6 of Byron 8ER 

TRAMMiT R Commonwealth Edison Co 82/06/17. DENTONi H R. Office 
of Nuclear Reactor Regulation! Director 200pp 13596' 207 24X 

Fiche SO-OOOi 82/06/17* ©206240277 


F Becurityi modicali emergency 6 fire protection plans 


0205180245 Forwards addl info re fire protaction issues* hydrogen 
plpingi cable spreading rooms t* reactor coolant pump oil 
Info doses out Byron 9ER Open Item 13 

TRAMN.T R Commonwealth Edison Co B2/0S/O5 DENTONi H R. Office 
of Nuclear Reactor Regulation! Director Spp 13044 098 24X 

Fiche’ 90-OOO1 82/05/05! ©205 1S024 5 


0206100201 Forwards info re ability to shut down in event of fire* 
supplementing 811117 rapt which identified problem lones 
requiring further analysis Either cables rerouted or more 
detailed analysis performed to justify present design. 

TRAHM.tr Commonwealth Edison Co 02/06/14 DENTONi H R Office 
of Nuclear Reactor Regulation* Director 200pp 13354.015 84X 

riche 90-000. 82/06/14* 8206100201. 


8206240332 Forwards Revision 3 to Procedure 029lAi ^Meteorologi cal 
Nonl tor ing# Gf f site Dose Calculation Program for Emergency 
Preparedness at Operating Nuclear Power Plants" S< Revision 4 
to QA program for meteorological monitoring programs 
SCNROEDERiC W. Commonwealth Edison Co 02/06/16. DENTONi K.R 
Office of Nuclear Reactor Regulatianr Director Ip 13600 315 8 

Fiche 90-000! 82/06/16. 8206240332 


K, Utility Final Bafety Analysis Report <F8AR 1 ti amends 


8206150163 Forwards "Byron/Brai dwood Stations - Units t & 2 Inadequate 
Core Cooling Detection By* Bummary Status Rept*" outlining 
specific design/hardware Implementation efforts Info should 
assist in closeout of Byron Outstanding Item 9 

TRAMMiTR. Commonwealth Edison Co 02/06/07, DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 13503,307 24X 

Fiche* 50-000. 02/06/07.8206150183 


—0206150100 "Byron/Braidwood Station* - Units I t. 2. Inadequate Cor* 
Cooling Detection 8yi Bummary Status Rept." 

* Commonwealth Edison Co 02/04/30 S9pp 13503*300 24X 

Fiche* 50-000. 02/06/07.8206150103 


8206190205 Bubmlts addl info re reactor coolant pump locked rotor (< 
shaft break transients Info closes Confirmatory Issue 34 of 
Byron 8ER, 

TRAMMiTR Commonwsalth Edison Co. 82/06/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 4pp. 13503 279, 24X 

Fiche? 30-000. 02/06/07. 82061 30285 


0206220210 Amend to application for GPi St OLs. consisting of Amend 38 
FSAR. 

LENTINE.F 0 Commonwealth Ed lion Co 82/06/16 DENTON. K R Off! 
of Nuclear Reactor Regulation. Dirsetor. 4pp. 13974:069 24X 

Fiche 90-000. D2/06/16. B206220210 


—0206220212 Amend 30 to FSAR. 

e Commonwealth Edison Co 02/05/31. 700pp. 13574 073 24X 

Fiche. 90-000. 02/06/16.8206220210 


0206290593 Forwards affidavit stating that FSAR Amend 30 was 
distributed on 820610 in accordance w/£ncl 1 of RS Boyd 
781020 Itr. per 10CFR2. 101 Cal 1 4> 

TRAMMiTR Commonwealth Edison Co, 02/06/24 DENTON. H. R. Office 
of Nuclear Reactor Regulation* Director, 2pp. 13631?051. 24X 

Fiche. 90-000. 82/06/24. 0206290993 


Q. Inspection reports* IE Bulletins fit correspondence 


8206160228 Forward* Revision 21 to QA Program* Topical Rept CE-l-A 

SWARTZ. E D Commonwealth Edison Co 82/06/07 HAA88.W.P Quality 
Assurance Branch. Ip 13522 027 S4X Fiche 50-000*82/06/07* 
8206160282 


0202040147 IE Info Notice 02-19. "Notification of NRC. •' Bve list and 
DEYODMOiR C Director^* Office* Office of Inspsctlon and 
Enforcement. B2/0S/2B. 107pp. 13426 . 095 24X 

Fiche 90-000.02/09/88.020204014 7 


—0206160236 Revised pages to CE-i-A. Revision 21. "QA Topical Rept,” 
e Commonwealth Edison Co CE-l-A R2i ERR. 02/06/06 20pp 
13922,020 84X Fiche. 50-000. 82/06/07* 0206160222, 


0206190411 Requests util address end concornt on loose parts 
monitoring program in final design rept 

YODNOBLOOD. B J. Licensing Branch 1. 02/06/10 OELQCOROE. L O 

Commonwealth Edison Co Bpp 13525: 227 24X Fl c he. 90-000* 02/06/10* 

8206190411. 


0206240299 Respond* to NRC 820402 request for info re control room 
design review. Suppl to preiltninary design assessment for 
Byron addl items 8< Braldwood site-specific items scheduled 
to be submitted by 830101 

TRAMM. T. R. Commonwealth Edison Co. 02/06/15, DENTON. H R Office 
of Nuclear Reactor Regulation. Director, 8pp 13997*029 24X 

Fiche. 50-000, 02/06/19,0206240279 


8206250390 Forwards final duplicate design approval u/topics considered 
outside scope of design approval listed Review schedule will 
not be advanced due to significant time until const 
completion 

EI8ENHUT, D. 0. Division of Licensing 02/06/16. STIEOE.W.L, 
Commonwealth Edison Co. 7pp- 13630.100, 24X Fiche : 50-456. 02/06/ 16. 

0206290398 


0204210378 IE Info Notice 02-16. "HPCI/RCIC High Btea<n Flaw Betpointi 
6vc list end 

JORDAN* E.L Division of Engineering Quality Assurance 02/O3/2E 
I03pp. 13440.264 24X Fiche 90-000. 02/05/28. 0204210370, 


8204210300 IE Bulletin 02-02* *'De gredati on of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PNR Plant* " 
avc List end 

DEYOWNOiR C Director's Office* Office of Inspection and 
Enforcement. 88/06/02 lOBpp 13927*190. 24X 

Fiche 90-000*02/06/02*8304210380 


0804210383 IE Info Notice 02-L7i "Dverpressur iietlon of RCB. " 8vc 11 
enc I 

JORDAN* E L. Division of Engineering I* Quality Assurance 02/06/1 
106pp. 13673.298. 24X Fi che: 90-000. 02/06/ 11* 0204210303, 


02042103B4 IE Info Notice 02-10* ^'Assessment of Intakes of Radloacti' 
Mail by Workers Bve list end. 

DEYOUNO. R. C. Director's Office* Office of Inspection and 

Enforcement 82/06/11 120pp 13679 iB9. 84X 

Fiche: 50-000* 82/06/11* 0304210394. 


358 


DOCKETED ITEMS 


DOCKET 30-459 RIVER DENO STATION. UNIT I 


A Appl icdtlon/conitroc tioti stag# doci/menti h ccrratpondfinca 


BaOAOSO-ILS Wotl f i a» that reviouj of draft accBptsance criteria attached 
to NRG es&329 1 tr r« pool dgnamte load* asaociated iif/LOCA 
not cojnplated, Resul ta to he canpleted bg 620702 
BGOKEHj J E Gulf States Utilities Co 82/03/28 SCHMENCER. A. 
Licensing Branch 2 Ip 13337 005 24X Ficbe 50-458.62/05/38. 

02Od>O3O115 


8306140016 Foruiards response to NRC 811119 req^uest for addl info re 
status of i/nretolved safety issues 

BOOKER. J E Gulf States Utilities Ca 82/06/03 &CHWENCER. A 
Licensing Sranch 2 17pp 134B7 004 24X Fiche 50-438.82/06/03, 

6306140016 


6206310369 Advises that all analgias t< evaluations of ultimate capacity 
of Kark Itt containments not co<npleted per util 820301 
commitMint Final results expected to be submitted in status 
rept by B2£lf}3 

BOOKERtJ E Oulf States Utilities Co 82/06/03 TEDEgCD. R L 
Assistant Director for Licensing Ip 13358 092 S4X 
Fiche 50-436, as/06 / 03 p 6206210369 


6206090153 Oentric Ltr 62-11 to all LWR reactor plant licensees *< 
applicants r» transmittal of NUREG-0916 relative to 
restart of RE Oinna. Rept documents findings re cause of 
event N/o end 

E18ENHUT. DO Division of Licensing 62/06/09 HAV5PUR0. A 
Consolidated Edison Co of Neui York 13pp 13357 349 24X 

Fiche 50-000.62/06/0918206070133 


0206210580 Responds to 620329 Ur re draft acceptance criteria for 
LOCA-related Herk HI containment pool dynamic loads. 
IMaccfptable generic load definition criteria submitted 
BOOKER. J E Oulf etatee Utilities Co 82/06/14 8CHWENCER. A. 
Licensing Branch 2 Ip 13564 063 24X Fiche 30-4 50.02/06/14. 

8206210380 


F Security, medical, emergency tc fire protection plans 


8206090252 Requests response to end comments re Revision 1 to guard 
training 6 qualification plan, submitted 011222 Response, in 
form of revised pages to plan, requested by 820630 Comments 
withheld (ref 10CFR73 21) 

SCHtfENCER.A Licensing Branch 2 02/05/26 CAHILL, M J Oulf 

States Utilities Co 2pp 13436 ISO 24X Fiche 30-458,02/03/26, 
8206090232 


0 Inspection reports. IE Bulletins it correspondence 


B206210461 Feruards IE Insp Rept 50-430/02-02 on 020419-23 No 
noncompl lance noted 

MADSEN, 0 L Division of Resident. Reactor Project S< Engineering 

Programs 82/03/24 CAHILL. W D Oulf Btates Utilities Co 2pp, 
13370 327 24X Fiche 30-430.62/03/24,0206210461 


—8206210468 IE Insp Rept 50-438/02-02 on 820419-23 No noncomp Mane e 
noted Major areas inspected revieiu of QA program for 
welding 8< nondestructive exam of safety-related piping {< 
observation of work for subj piping 

OILBERT.L D . CRO30MAN, W A . HUNNICUTT, D M Division of Resident. 
Reactor Project b Engineering Programs 82/03/19 5pp 
13570 327 24X Fiche 50-438.02/05/24.0206210461 


0206020373 Ad vi sei of revised enforcement policy described in 820309 
FR notice (47FR9987J. rase Inding requirement that responses 
to all notices of violation be submitted under oath or 
aff irmation 

MADBEN.O L Division of Resident. Reactor Project t* Engineering 
Programs 52/03/26 CAHILL. H J Oulf Btates Utilities Co 2pp 
13320 243 24X Fiche 30-438.82/03/26,82060 20373 


0202040147 IE Info Notice 82-15, "Notification of NRC *' 8vc list end. 
DEVOUNOiR C Director's Office. Office of Inspection and 
Enforcement 02/03/28 107pp 13426.093. 24X 

Fiche 30-000.02/05/20.0202040147 


8206230278 Forwards re^usst for addl info resulting from Geosciences 
Branch ravieu items re proprietary seismic riflection lines 
should be treated soon due to ertensive time that may be 
needed to acquire records. 

BCHHENCERtA. Licensing Branch 2 82/06/15 CAHILL. N J Oulf 

States Utilities Co 4pp 135 92.239 24X FUhe 50-458,82/06/15, 

820623D27B. 


B206230126 Foruards draft technical eva Luation rept basad upon utli 
TcspoTiie to Bection 2 t of NUREO-0612, "Control of Heavy 
Loads " 

SCHHENCERiA Licensing Branch 2 52/06/13 CAHILL, hi J Oulf 

abates Utilities Co 2pp 13637.271 24X Fiche 50-458.82/06/13. 

8206250126. 


— 8206250132 "'Control of Heavy Loads at Nuclear Peuer Plants. River Bend 
StationiUnlts 1 Ct 2. '* draft technical rept 
6TKKLEY. r N EOa.0, Inc 82/05/31 NRC - No Be tal lad 
Affiliation Oi van. 23pp 13637 273. 24X Fiche. 50-455, 82/06/13, 

8206250126 


D. NRC Draft/Final Environmental 8tatementSf supple 6 correspondence 


8206010021 l-nfariAS that 0E8 U FES are scheduled for issuance in .ful 
1982 U Dec 1982, respectively 

TEDEeCOiR.L Division of Licensing. 82/03/24 OHEN, K. E Neu 
Orltansi Unlv. of. Ip 13319 353 24X Fiche 50-4 5 8.82/03/24. 

9206010021 


— 8206010023 Transmits request from Unlv of Neu Orleans re EI8 for 
projects In or planned for LA 

MULLERtO NRC - No Detailed Affiliation Given 82/04/29 
TEDESCO.R Assistant Director for Licensing. Ip 13319 354 24X 

Fiche’ 50-4501 92/05/24# 8206010021, 


— 0206010025 Requests EI8 en projects In or projected for const in LA 
QHEN. K E. New Orleans. Univ ef 92/04/26 Assistant Director 
for Environnental Technology Ip 13319.353, 24X 

Fi c h e ' 50-43 e, 92/03/24# 82060 1 002 1 


— 0206010028 Requests EI8 on projects in or projected for const in LA. 
OHEN.K,e, Neu Orleans. Unlv of B2/04/26. Office of the 
Executive Director for aperatfons Ip 13319,336 24X 

Fiche 30-458. 82/05/24# 8206010021, 


0204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Sve list end 

UOROAN. E L Division of Engineering & Quality Assurance 02/05/20 
103pp 13440 264 24X Fiche 30-000.02/03/20.8204210370 


0206020572 Ack receipt of 020318 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 30-438/81-10, 

50-459/01-11 L 30-450/02-01. 

KADBEN.O L Division of Retidenti Reactor Project 8« Engineering 
Programs 82/03/20 CAHILL. H J Oulf States Utilities Co 2pp 
13324 003 24X Fiche. 50-439. 82/05/20. 0206020372 


—8206020573 Requests addl info re 020318 response concerning time Limit 
for conducting review of deficiencies for roportabiUty 
under 10CFR30 33<#> 

CAHILL. W J Oulf Btates Utilities Co 02/03/03 C0LLIN8. U T 
Region 4. Office of Director 3pp 13324 007 84X 

Fiche 50-430.82/05/20.0206020372 


— 0206020378 Responds to NRC 820204.00 t, 0304 Itrs re violations noted in 
IE Insp Repts 30-430/31-10.30-458/81-11 h 50-430/02-01 
Corrective actions time period for performing reportab i 11 ty 
reviews reduced from B working days to 3 working days, 

CAHILL, M J Oulf States Utilities Co. 02/03/18 COLLINS. J T 
Region 4, Office of Director 6pp 13324-010 24X 

Fiche - 30-439, 02/03/20, 0206020372 


0204210380 IE Bulletin 02-02, "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants, " 

Sve list end. 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement, 02/06/02 lOBpp 13327 130 24X 

Fiche 30-000,02/06/02.0204210380 


92042103B3 IE infe Notice 02-17# "Dverpressur I cation of RCfi " Sve lint 
end. 

vIORDAN, E L Division of Engineering Si Quality Assurance 82/06/11, 
106pp 13673 238 24 X Fiche 30-000.82/06/11,8204210383 


0204210384 IE Info Notice 02-18. "Aiitssment of Intakes of Rad lone Vive 
Mat I by Workers " 8vc list encl. 

DEYOUNG, R c Director's Office, Office of Inspection and 

Enforcement 02/06/11. 120pp 13673 109 24X 

Ficha, 30-000, 82/06/11, 8204210334 



DOCKETED ITEMS 


8 Rfipartable o ccurrancesr LERs & ralatfiti corrafiponcfenCff 


8206020338 Interim Deficiency Rep t DR-30 re int erpretatittn of 
radiographs perforpod by DF Shau Coi Initially reported 
811202 iltll reviewing radiographs perfo-rmed prior to Nov 
1981 No deficient welds discovered Next rept by B20107 
BOOKERfJ E Gulf State* Utilities Co 82/09/20, CDLLINB, J T 
Region A, Office of Director Ip 13321 270 SAX 
Flche 90-4501 02/03/201 0206020338 


G206020445 Final Deficiency Rept DR-36 re subsurface linear indication* 
discovered in adjacent base metal of pipo flange located on 
uater side of reactor core Isolation cooling sy *4 initial ly 
reported 020217 Item not reportable tinder lOCFRSO 55{o) 

BDOKERrJ E Gulf States Utilities Co 02/O&/21, CQLLlN3i J T 
Region A, Office of Director Ip 13326 332 a4X 
Piche 30-450,02/05/2110206020443 


0206020534 Interim deficiency rept/DR-45 ra failure to meet spec 
raquirements for limited access we Idlng, in i ti al 1 y reported 
020421 Evaluation continuing Next rept will be submitted by 
820723 

aODKERiJ E Gulf States Utilities Co 02/05/21, COLLINSiJ T 
Region 4, Office of Director Ip 13324 327 84X 

Piche 90-430, 02/05/21,8206020334 


0206070349 Interim deficiency rept re self-aligning ball buaMngs that 
may disengage from Bergen*^Paterson snubber 6 sway strut 
assembl los, initially reported 020426 Evaluation continuing 
Next rept will be submitted by 020806 

BDOKERrJ. E Oulf States Utilities Co 02/09/26 COLLrN0,J T 
Region 4» Office of Director Ip 13373 005 24X 

Rich* 30-4501 03/09/26,0206070549 


8206080244 Advises that interim or final deficiency ropt re 
improperly installed spring nuts (DR-331 s* toryulng 
requirements for spring nuts (DR-411 will be submitted by 
020020 Deficiency rept* initially reported 8202 1 1 4i 0308 
BOOKER, J E Oulf States Utilities Co 82/09/27 COLLINBi J T 
Region A, Office of Director Ip 13419 000 24X 

Piche, 50-458. 02/09/27.0206000244 


0206100333 Interim Deficiency Rept DR-47 re arc strikes found on Orovor 
shop-fabricated dryuell penetrations, initially reported 
620430. Invest Igation not completed Next rapt will bo 
submitted by 020723 

BOOKER. J E Gulf States Utilities Co 82/06/02 COLL INS, J T 

Region 4r Office of Director Ip 13444. 181 24X 

riche 90-458,82/06/02,8206100333. 


0206110124 Interim deficiency rept re failure of Power Strut Model 
PS-809 welded support assembl ies, ini tlal Ig roported 020904, 
Investigation underway Next rept will be provided by 620723 
QQDKERrJ E Oulf Btates Ot 11 It lea Co 82/06/03 COLLINS, J T 
Region 4, Office of Director ip 13465 225 24K 

Piche 30-458,92/06/03,0206110124 


0206190149 Final deficiency rept re potential defects In Class A091« 
A022 Si A023 NEMA Size 1 & 2 starters supplied Si mfg by 
Gould, orlgina I ly reported on 620430 Retrofit kits for field 
installation will be available 020601 

BOOKER, J E Oulf Btates Utllltlea Co 82/06/04 C0LHN8. J T. 
Region 4, Office of Director 2pp 13509 093. 24X 

Piche. 90-430, 82/06/04, 0206130149 


0206190282 Interim deficiency rept re difference in serration patterns 
of spring nuts PS-IORB, initially reported 820223 Next rept 
will be submitted within 30 days 

BOOKER, J E oulf States Utilities Go. BS/06/04 COLLINS, J T, 
Region 4, Office of Director, Ip 13306, 195 24X 

Piche 50-458, 82/06/04,6206190282. 


0206230221 Interim deficiency rept re documentation of A 500 Grade B 
steel tubing supplied by Bergen Paterson, in itial ly reported 
811111 Re-evaluation not completed IntBrlm or final status 
rept will be provided by 820730. 

BOOKER, J E Oulf States Utllltlea Co 82/06/04 COLLINS, U T. 
Region 4, Office of Director Ip 13366:274 24X 

Fiche. 30-450, 82/06/04,0206230221 


8206150144 Final deficiency rept re storage li maint of HPCS batteries 
Condition determined not reportable per lOCFR 090 99(e) 

BOOKER, J E Gulf States Utllltlea Co 02/06/07. COLL INS, U,!. 
Region 4, Office of Director. Ip 13505 194. 24X 

Fiche* 90-498. 82/06/07, 8206190144 


8206290419 Final Deficiency Rept DR-54 re rolled plate pipe w/internal 
mismatches at seam welda. out-of-r oundness Si existence of 
laminar d Iscontinu i ties, ini tia 1 ly reported 020524 
Deficiency not repo-rtabke under 3OCFR90 59(e) 

BOOKER, J E Gulf Btates Utilities Co 02/06/18 CDLLINB, J T 
Region 4, Office of Director Ip 13634 1 56 24X 

Fiche 90-450, 82/06/10,8206290419. 


8206290438 Final deficiency rept re Incomplete documentation 8( 
radiographs of rolled plate pipe, initially reported on 
820924 Deficiency not reportable per iOCFRSO 95e. 

BOOKER. J E Gulf Btates Utilities Co 02/06/10. COLLINS, J.T 
Region 4, Office of Director Ip 13634 165 24X 

Fiche 50-450102/06/18,8206290430 


8206290346 Final deficiency ropt re unsatisfactory test results of load 
indicating washers prior to insta 1 lation. Initial ly reported 
020324 Investigation comp 1 eted. Def ic i ency not considered 
reportable under lOCFRSO 5So 

BOOKER, J E Oulf Btates Utilities Co 02/06/21. COLLINS, J T 
Region 4, Office of Director Ip 13632 33? 24X 

Fiche 50-4SS, 82/06/21, 0206290346 


8206300192 Part 21 rept re potential defect in couplings drive element 
of DSRV or D8R standby diesel generator Affected licensees 
uill be notified no later than B20715 

H1LL6,L. L Transamerlca Delava 1, Inc 82/06/23 Director's 
Office, Office of Inspect iati and Enforcement 2pp, 13653 328 24X 

Fiche 30-000, 02/06/33, 0206300192 


DOCKET 90-45? RIVER BEND STATION, UNIT 2 


A. App 1 Icatlon/coni trucfclen stage documents b correspondence 


8206030119 Notifies that review of draft acceptance criteria attached 
to NRC 02032? Itr re pool dynamic loads associated w/LQCA 
not completed Results to be completed by 820702 
D00KER,U £ Gulf States Utilities Cq 82/09/28. 0CHUENCER* A 
Licensing Branch 2 Ip. 13337:005 24X Fiche 50-490,02/09/28, 

8206030119 


8206140016 Forwards response to NRC 011119 request for addl info re 
status of unresolved safety issues, 

DOOKERiU £ Gulf States Utilities Co 82/06/03 8CHHENCER, A. 
Licensing Branch 2 17pp 13487 004. 24X Fiche 90-490,82/06/03, 

8206140016 


8206210369' Advises that all a'nalytes It evaluations of ultimate capacity 
of Narli XII containments not coaipXeted per util 830301 
commitment Pinal results expected to be submitted in status 
rept by B21109. 

BOOKER, J E Gulf Btates Utilities Co 82/06/03. TEDERCO. R. L 
Assistant Director for Licensing Ip £3930 092 24X 

Fiche * 90-499, 82/06/03, 82062 1 0369 


8206300392 Add! response to FOEA request for documents re canceUatlbn. 
postponement, termination or deferral of nuclear plant 
const since 80DL01 Forwards documents listed in app 
FELTON, U M. Division of Rules and Records 82/06/07, DOI, K. 
Critical Mass Cnergy Project 2pp 13678 215, 24X 

Fiche; 50-000, B2/06/07. 8206300392. 


— 020630 D409 Forwards estimate of units to be cancslid or indefinitely 
deferred, per request 

CORNELL, K Office of the Executive Director for Operations 
82/03/19 AHEARNE, U Commissioners 2pp 13678.237. 24 X 

Fiche 50-000,82/06/07,8206300392. 


6206210299 Final deficiency rept re rebar cutting above 90 ft elevatio-n 
in shield bldg Condition determined not reportable per 
10CFR90 55(e> 

BOOKER, J E. Oulf States Utilities Co 82/06/09. COLLlMBiU T 
Region A, Office of Director. ip. 13959 167, 24X 

Fiche; 90-498, S2/06/09, 0206210299. 
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820623018^> For«iar4» dr-aft techitlcal evaliration rapt based upon util 
reiponte to Section 3 I of NUfiEG-0&l2, "Control of Heavy 
Loads ** ^ » 

BCHHGNCEfl<A Licanslnj Cranch 2 a2/Ofj/lS CAHILL<U J Gulf 
States Utilities Co, 2pp 13Ai37 271 34X Ficbe 50-458. 02/OA/l 5. 

0205290126 

--*8206250132 "Control of Heavy Loads at Nuclear Power Plants. Rlvor Hend 
Station. Uni ts 1 & 2. *' draft technical rept 
SnCKLEYiT H EOtO. Inc. 02/09/31 NRC -* No Detailed 
AffilUtion Oiven 23pp 13637 273 24X Flche SO-430. 02/06/lS. 

8206290126 


8 WO Draft/Final Envlronmatital Statements, supple k corre spondance 


B206010021 Infor/n* that DEB It FES are scheduled for issuance in Jul 
1982 << Dec 1902* r espec tiva 1 y 

TEDCSCOiR L Olviiion of Licensing 02/05/24, QHEN. H E Neu 
Orleans. Unlv of Ip 133192 333 24X FI the 90-458.82/09/24. 

0206010021 


F. Bacurlty. medical, emergency b fire protection plans 


8206090252 Requests response to end comments re Revision I to guard 
training k qualification p len. submitted 811222 Response. In 
form of revised pages to p Lan. requested by 020630 Comments 
withheld <r«f 10CFR73 21) 

SCHWENCERiA Licensing Branch 2 02/09/26. CAHILL. H J Oulf 

States Utilities Co. 2pp 13456 190 24X Ftche 50-450.02/05/26. 

8206090252 


0, Inspection reports. XE Bulletins b correspondence 


8206020373 Advises of revised enforcement policy described In 820309 
FR notice <47FJ199B7) . rise indlng requirement that responses 
to all notices of violation be submitted under oath or 
eff Irmation 

KADSEN. o L, Division of Reslcfent. Reactor Project l« Engineering 
Programs 02/09/26 CAHILL, U J Oulf Btates Utilities Co. 2pp 
10320 249 2 4-X FI C h e : 90 -498. 02 /09/26, 02060 20373 


8202040147 IE Info Notice a2-l9. "Notif i cation of NRC " 8vc list end, 
DEYDUNO.R.C Director's Office. Office of Inspection and 

Enforcement 02/05/28. 107pp 13426 095. 24X 

Fie he* 50-000. 82/05/28*8202040147. 


8204210370 IE Info Notice 82-16. "HfCI/RClC High Steam Flow Setpoints. " 
8vc list end 

JORDAN* £ L Division of Engineering k OualXtg Assurance 02/05/26 
1 03 p p 13440. 264 24 X F i c he ' 50-000. 02/05/20* 8204210370 


8204210360 IE Bulletin 82-02. ''Degradation of Threaded Fastaners in 
Reactor Coolant Pressure Boundary of PWR Plants *• 

Sve list end, 

DEYOUNOxR.C. Director ''s Office. Office af Inspection and 
Enforcement 02/06/02. i08pp. 13927. 150 24X 

Ficht 50-000,02/06/02.0204210300 


8204210383 IE Info Notice 02-17* "Overpresiur i satlon of RGB." Bve list 
snpl 

JORDAN. E L Division of Engineering k Ouelity Assurance. 02/06/U 
106pp 13678 *250. 24X FI Che: 50-000. 02/06/11* 8204210383. 


0204210384 IE Info Notice 62-10* "AssesKnent of Intakes of Radioactive 
tlatl by barkers " 8vc liet end. 

DEYOUNO.R C Director *e Office. Office of Inspection and 

Enforcement 62/06/11 120pp 13679 IB? 24X 

F 1 c he . 90-000. 02 /06/ 1 1 . 820 4210304 


— 8206000298 "Preliminary Control Room Design Assessment for WPP8B 
Nuclear Projects 1 h 4. Final Rept '* 

STARKEY. R L . LUTZ.R I . DUNQHOO. D T Babcock k Nilcoit Co 
DAW-i704 02/04/30 400pp 13417 231 24X Fiche 50-460. 
82/05/27. 0206080293 


82060B0217 Re-requests NRC approval to use provisions of 1977 Edition 
of ASHE Section III Code for components fabricated to 1974 
Edition of code through 1975 Addenda Response requested by 
020610 

BQUCKEYi 0 D Washington Public Power Supply System 62/06/01 
ADEN5AM, EO Licensing Branch 4 Ip 13421 3S9 24X 

Fiche 90-460* 02/06/01.0206080217 


8206110381 Advises that application for OL will be accepted for 
docketing upon commitment from util re facility final design 
conformance to requirements of future regulations 
Application must comply w/neiu provisions of 10CFR90 34(f) 
EISENHUT. D 0 Division of Licensing 82/06/08 FERGUSON, R L 
Washington Public Power Supply System 3pp 13490 296 24X 

Fiche 50-460* 82/06/08. 82061 1030 1 


8206090153 Generic Ltr 82-11 to all LWR reactor plant llcenseos f. 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o, enc 1 

EISENHUT, 0 0 Division of Licensing 82/06/09 HAUBPURO. A 
Consolidated Edison Co of New York 13pp 13557 349 84X 

Fiche 50-000. 82/06/09. 8206090153 


0206210257 Comnlts to having facility design satisfy requirements af 
any future regulation promulgated between QL application 
docketing date k resumption of const Const due to be resumed 
in early 1903 

BOllCKEYiD D. Washington Public Power Supply System 02/06/11 
DENTON, H R Office of Nuclear Reactor Regulation, Director ip 
13959 074 24X Fiche 50-460.82/06/11.0206210297, 


0206210302 Commits to licensing requirements stipulated in NRC 820600 
ltr Major activities to support const will be followed by 
actual const In early 1983 

BQUCHEY.O D. Washington Public Power Supply System 02/06/11 
DENTON.H R Office of Nuclear Reactor Regulation. Director Ip 
13558 299 24X Ftche 50-460.82/06/11.8206210302 


8206300062 Forwards summary of occurrence of special animals reported 
within or adjacent to Hanford Reservation Info re special 
plants 6 plant communities forthcoming 

OWENS. TE Washington. Btete of 02/06/21 BALLARD. R L 
Environmental Engineering Branch. 6pp 13655,345 24X 

Fiche 50-460. 82/06/21. 8206300062 


C Utility Environmental Report (ER). amends b correspondence 


0205100100 Forwards environ rept 

BQUCHEY.O. D Washington Public Powtr Supply System 82/03/06 
DENTON.H R Office of Nuclear Reactor Regulation. Director. Ip. 
13137 206 24X Fiche 50-460,82/05/06.0205100100 


—8205180111 Environ rept for WPPB8 Unit I 

e Washington Public Power Supply System 02/05/06. 600pp 

13137 S16 24X Fiche. 30-460. 02/05/06, 880 51B0100 


F, Security, medical, emergency k fire protection plans 


8205100306 Forwards Amend 3 to fire protection evaluation 

goUCHEY. 0 D. Washington Public Power Supply Hystem B2/05/07. 
ADEN8AM.E G, Licensing Drench 4 2pp 13111 001 24X 

Fiche 50-460. 02/05/07. 02O51BO3O6 


— 8209180309 Amend 3 to fire protection evaluation. 

« Washington Public Power Supply System 82/09/31 400pp. 

13111:003. 24X Fiche. 50-460. 02/05/07.8205180306 


6206280396 Advises that* although not specif ically stated In util 8305D6 
OL application. emergency preparedness plan included in 
transmittal. 

BQUCHEY.O D Washington Public Power Supply System. 82/06/22 
DENTON, H R Office of Nuclear Reactor Regulation. Director. Ip 
13621.394. 24X Fiche. 50-460. 82/06/22. 0206280396. 


K Utility Final Safety Analycls Report (FBAR) k amends 


0205180100 Forwards application for DL. consls ting of F8AR b environ 
rept (filed in PDR Category G). 

BQUCHEY.O D, Waehlngton Public Power Supply System, 62/05/06 
DENTONfK R, Office of Nuclear Reactor Regulation, Director ip. 
13137.206 24X Fiche, 50-460. 82/05/06. 8205100100. 
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— 0205160108 Application for OL consisting of FSAR i environ rept 
QOUCHEYj 0 D Washington Public Pouer Suppilg System B2/0S/06 
gpp 13137 207 245C FlChB 5O-4A0i 02/O5/O6i 92051 BOlOO 


—8205180116 FSAR for MPPSS Unit 1 

s Washington Public Power Supply System Ba/05/06 7* 572pp- 

1313? 002 24X Fiche 50-460i a2/05/06i 0205100100 


8205100125 App 2 5 4A to WPPSS Unit 1 F8AR. "Field Exploration 
Results ■' 

* Washington Public Power Supply System 02/05/06 IDOpp 
13141 210 24X Fiche 50-460, 02/05/06, 8205180125 


6205160127 App 2 5 4B to WPPSB Unit 1 FSAR# "Geologic Mapping of 
Excavation Slopes " 

* Washington Public Power Supply System 82/05/06 35pp 
13141 362 24X Fiche 50-460.02/05/06,0205100127 


82OS10D211 Chapter 10 to UPPSS Unit 1 FBAR# "Steam tt Power Convarsinn 
Sya, " 

» Washington Public Power Supply System B2/0S/06> 300pp 

131S4 176 24X Fiche 50-460,92/05/06,8205160811 


020510021*? Chapter 1 1 to WPPSS Unit 1 FSAR, "Radwaste Mgt " 
a Washington Public Power Supply System 02/05/06 200pp 

13155 05? 24X Fiche 50-460# 92/05/06. 6205160219 


0205180323 Chapter 12 to WPPSS Unit 1 FSAR# *"Radlatlan Protection " 
» Washington Public Pauier Supply System 82/05/06 200pp 

13157 216 24X Fiche 50-460# 85/05/06. 8305100223 


8205100227 Chapter 13 to WPPSS Unit 1 FSAR# "Conduct of Dperatlans '• 
* Washington Public Power Supply System 02/05/06 lOOpp 
13159 0 3 7 2 4X Fiche 50-460# 92/05/06 , 02051 80227 


B2O510O13O App 2 5. 4C to WPPSS Unit 1 FSARr "Sealing of Test Boring 
CB-t & Restoration of Foundation Bearing Soils In CD-I 
Excavation " 

* Washington Public Power Supply System B2/09/06 55pp 
13142 035 24X Flcho 50-460# B2/05/06. 82051 80130 


B2031C0133 Chapter 3 to WPPSS Unit 1 FSAR. "Design of Structures. 
Components, Equipment it 8ys " 

* Washington Public Power Supply System B2/05/06 1# SOOpp 

13142 103 24X Flche 50-460,02/05/06,0205180133 


6205180136 App 3 0A to WPPSS Unit 1 FSAR, "Description of Computer 
Programs Utiliied in Design h Analysis *’ 

« Washington Public Power Supply System B2/O5/06 4pp 
13146 171 24X Fiche 50-460,02/05/06.0205180136 


6205180139 App 3 QB to WPPBS Unit 1 FSAR# "Ueri f ication of Computer 
Programs Utilized for Structural Analysis U Design " 

* Washington Public Power Supply System 82/05/06. IBpp 
13146 175 24X Fiche 50-460, 02/05/06# 02051 B013? 


6205100147 App 3 ilA to WPPSS Unit 1 FSAR# "WPPSS Class IE Equipment 
List Master Rept " 

e Washington Public Power Supply System 82/05/06. 12pp 
13147 131 24X Fiche 50-460# 82/05/06# 8205180147 


6205160230 Chapter 14 to WPPBB Unit 1 FSAR. "Initial Teat Program " 
a Washington Public Pouar Supply System 02/05/06. lOOpp 
13155 260 24X Fiche 50-460# 82/05/06, 0205100230 


0205 160232 Chapter 15 to WPPSS Unit 1 FSAR. "Accident Analyses 
* Washington Public Power Supply System 82/05/06 SOOpp 
13156 007 24X Fiche 50-460. 02/05/06# 82051 60232 


0205100236 App 15A to WPPSS Unit 1 FBAR, "Radiation Sources " 
e Washington Public Pouer Supply System 02/05/06 9pp, 
13197.103 24X Fiche 30-460# 02/05/ 06 » 0205 J 00236 


8205100239 App 1 5B to WPPSS Unit 1 FBAR# "Analytical Calculations.^ 
« Washington Public Power Supply System 02/09/06 26pp. 

13157 114. 24X Fiche 50-4^0,02/05/0610205100239 


0205100240 App 1 9C to WPPB9 Unit 1 F9AR> "Dose Calculation Bases " 
a Washington Public Power Supply System 82/05/06 3pp 
13137; 140 24X Fiche 50-460# 82/09/06# 02091 B0240 


6205180247 App 15D to WPPSS Unit i FBAR. "Supplemental Feedwater Line 
Breal Accident Analysis " 

a Washington Public Power Supply System 02/05/06 20pp 
13157: 143 24X Fiche 50-460,82/05/06,0205180247. 


8205100151 App 3 llB to WPPBQ Unit 1 FSAR# "Qualification Summary Repts 
Safety-Related Equipment " 

e Washington Public Power Supply System B2/05/06 160pp 

13I47‘143 a4X Fiche 50-460, 82/05/06# 02051 BOI 91 


0209100250 App 19E to WPP06 Unit 1 FSAR# "8uppUmental Steam Line 
Break Analysis '* 

a Washington Public Power Supply System 02/05/06 36pp 
13157*163. 24X Fiche 30-460# 02/05/06, 8205180290 


0205100154 Chapter 4 to WPPSS Unit 1 FBAR# "Reactor." 

» Washington Public Power Supply System 82/09/06 SOOpp 
13147-327 24X Fiche 50-460,02/05/06,0205180154 


0205100255 Chapter 16 to WPPBB Unit L FBAR. "Tech Specs " 

« Washington Public Power Supply System 82/03/06 3pp 
13197 199 24X Fiche 30-460, 82/05/06, 8209100299 


0205180197 Chapter 8 to WPPSB Unit 1 FSAR, "RCB & Connected Bys " 
e Washington Public Power Bupply Bystem 02/09/06 300pp 

13148 326 24X Fiche 50-460, 02/05/06# 02051 60197. 


0209100162 Chapter 6 to WPPSS Unit 1 FSAR# "ESFs. " 

# Washington Public Power Supply System 02/09/06 900pp 

13149 212 24X Fiche 50-460,02/03/06,0205100162 


P205i80166 Chapter 7 to WPPBS Unit 1 FSAR, " I natrumentatien 8, 
Controls " 

Washington Public Power Supply aystem. 82/05/06 400pp 

13150; 036 24X Fiche* 50-460# 62/09/06# 02051 60166 


0205100170 App 7A to WPPSS Unit 1 FSAR, "Control Rod Drive Control 
Syt - Trip Portion Failure Mode Effect Analysis." 

» Washington Public Power Supply System 62/05/06 20pp, 

13151-073. 24X Flcho 50-460,02/05/06,0209180170 


6205180179 App 7B to WPPSB Unit I FBAR# "Reactor Trip Switch Falloro 
Mode S( Effects Analysis " 

# Washington Public Power Supply System 02/05/06 ISpp 
13191 093 24X FiChe 50-460# 02/05/06, 02091 00179 


0205100103 App 7C tO WPPSB Unit 1 FSAR, "Single Failure Analysis of 
EBP Actuation Syi. " 

s Washington Public Power Supply System 82/09/06 SOOpp 
13151' 111 24X Fiche 50-460, 82/09/06# 02051 60103 


8209190109 Chapter 0 to WPPSS Unit 1 FSAR, "Electric Power " 

# Washington Public Power Supply System 82/05/06 SOOpp 
13191*332 24X Fiche 50-460, 82/09/06# 82091 60100 


6205180193 Chapter 9 to WPPSS Unit 1 FSAR# "AuKlllary Sys. " 
e Washington Public Power Supply System. 02/09/06 690pp 

13193:011. 24X Fiche* 50-460# 02/05/06, 02091 BOI 93 


0209180238 Chapter 17 to WPPSB Unit 1 FSAR, "QA " 

a Washington Public Power Supply System 02/09/06 3pp 
13197 202 a4X Fiche 50-460, 02/03/04# 0205100296 


Q Inspection reports, IE Bullotins tc correspondence 


8206020470 Forwards IE Insp Rept 50-460/02-04 on 020222-26 It notice 
of violation 

BISHOP# T.W Division of Resident, Reactor Project Ic Engineering 
Programs 02/09/17 HAZURtD W. Washington Public Power Supply 
System 2pp 13323.237 24X Fiche 50-460,02/05/17,82060204 70. 


—8206020479 Notice of violation from imp on 820222-26 

NARBUT,P P Division of Resident# Reactor Project it Engineering 
Programs 82/09/17 3pp 13325:239 24X Fiche, 90-460# 0Z/O5/17, 

0206020470 


—9206020484 IE ln*p Rept 50-460/82-04 on 020222-26 Nunc omp I lance noted, 
recording of wrong welder Identt ty , failure ta document 
corrective action for suspect lueld electrodes &< changing 
weld specs w/memo it QC acceptance of incorrect butt welds 
NAR0UT, P, P , TOTH, A D # 8HACKLETQN, 0 C Division of Resident. 
Reactor Project bi Engineering Programs 02/09/17. 16pp 
13325 242 2 4X Fiche* 30-460, 82/05/17,8206020470 


0202040147 IE Info Notice 92-19# "Notification of NRC " Bvc llet end, 
DEYOUNO# R C, Director's Office. Office of Inspection and 
Enforcement 62/05/20. 107pp. 13426.095. 24X 

Fiche* 50-000, 92/09/28# B202O40i4 7 


0204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints. " 
0VC Liet end. 

JORDAN, E. L, Oivlelon of Engineering S# Quality Assurance. 02/09/20. 
S03pp. 13440 264 24X F i che; 50-000. 08/05/20, 8204210379 
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6204210390 IE Bulletin B2“02^i ''Degradation of Threaded Fatteners in 
Reactor Coolant Preature Boundary of PWft Plants ” 

5vc liat end 

DEYOUNOi R C Director's Qfflcei Office of Inspection and 

Enforcement 62/06/02 lOBpp 1^1327 ISO 24X 

Flche. 50-000* B2/06/02i 8304210360 


6206220199 Feruards IE Insp Rept 90-46O/82-OB on 820426-30 (c notice 
ef violation 

DISHOPiTW Region 5. Office of Director 82/06/07 RGQT.R U 
Uathington Putllc Power Supply System 2pp 13572 335 24X 

FI Che 50-460* G2/06/07i 8306220178 


“•^8206220203 Notice of violation from on 820426-30 

DDDDS*R T Region S* Office of Director 62/06/07 Spp 
13572 337 24 X Flche 50-460*82/06/07,0206220196 


— 8206220211 IE Insp Rapt 5O-460/B2-OB on 020426-30 Noncompl iance noted 
safety platform 4625A £< safety-related beam S749E tiad 
corrective worl performed prior to generation of 
nonconformance repts 

NARDUT*P P * D'ANGELO, A , D0DD3*R T Region 3, Office of Director 
02/OS/27 ISpp 13S7B 339 24X Flche 50-460182/06/07* 

8206220198 


0206290472 Forward* IE I nap Repts S0-460/B2-06 *« 50-S13/S2-04 on 
820401-30 it notice of vinlation 

BISHOP. T U Raglan S, Office of Director 82/06/06 ROOT, R If 
Washington Public Pouter Supply System 2pp 13625 327 24X 

Flche 50-460*02/06/00*0206290472 


— 02O62GO47B Notice of violation from Inap on 820401“30 

DQDDBrR T, Region 5* Office of Director 82/06/00 2pp 
13625 329 24X Fiche 50-460*02/06/08,0206280472 


—8206290489 IE Insp Repts 90-460/62’' 06 %c 50- S 13/02- 04 gp 020401-30 
Noncomp iiance noted’ insufficient penetration of shop ueld of 
pipe rupture restraint i inadeiiuate protection of equipment 
t{ omission ef weld insp records 

TOTH. A D. * DODDS, R T. Region 5* Office of Director 02/03/20 
21pp 13625 331 24X Flche 90-460^82/06/08,8206260472 


02O42IO3S3 IE Info Notice 82-17, *'0v»rpres8ur i ration of RC6 " Svt list 
end 

JORDAN. E L Oivltlon Of Engineering -6 Quality Assurance 62/06/11. 
106PP 13675 299 24 X Flche 90-000*62/06/11*8204210303 


— 8206160424 Order ertending const completion date for CPpn-i37 to 
041001 

EISENHUr. D 0 Division of Licensing 02/06/07 Illinois Power 
Co 2pp 13543 199 24X Fiche 50-461, 02/06/07, 0206160415 


—0206160420 ElA supporting extension for CPPR-137 to 841001 

# Divlsinn of Licensing 02/06/07 Spp 13543 161 24X 

Fiche 50-461,82/06/07.8206160415 


— 6206160435 Negative declaration supporting extension for CPPR'^137 to 
841001 

EISENHUT.D 0 Division of Licensing 02/06/07 Spp 13543 163 
24X Fiche 50-461,83/06/07,0206160415 


0206090153 Oencric Ltr 02-11 to all LWR reactor plant licensees 6 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept document* findings re cause of 
event W/o end 

EISENHUT.D 0 Division of Licensing 02/06/09 HAUBPURO.A 

Consolidated Edison Co of New York RENDERGER, D L Washington 

Public Power Supply System 13pp 13B97 349 24X 

Fiche 50-000,02/06/09*8206090153 


8206210400 Advises that 11 position papers provided in D Holtxacher 
820917 ltr incorporated into OU application 
UULLER, 0- E Illinois Pouter Co 02/06/ ti BERNARD* H 
Standardlxaiion & Special Projects Branch Ip 13503 107 24X 

Flche 50-461,02/06/11.0206210400 


6206290244 Discusses util commitment to TMI Action Plan Item IKK 3 2/, 
"Common Reactor Vessel Ref Point " Understands dual scale 
approach acceptable Also commits to appropriate training on 
use of scales Closes 8ER Confirmatory Issue 39 
WUULEfti 0 E Illinois Pouter Co B2/06/23 BCRNARD.H 
Standardiiation & Special Projects Branch 2pp 13636 304 P4X 
Flche* SO-461, 02/06/23* 0206290244 


D NRC Draft/Final Environmental Statements, suppls it correspondence 


0206090137 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OP 
CLINTON POWER BTATION, UNIT NO 1 Docket No 50-461 
intinols Pouisr Company, et al ) 

« Office of Nuclear Reactor Regulation* Director, N0RE0-0B54 
02/05/31 400pp Available at NT18 $7 00 13457.091 24 X 

Flche 90-461, 02/05/31, 0206090137 


8204210304 IE Info Notice B2-18, "Assessment of Intakes of Radioactive 
liatl by Worker* " 6vc list end 

DEYQUNO, R C Director's Office. Office of Inspection and 

Enforcement 62/06/11. 120pp, 13675 IB9 24X 

Flche’ 90-000, 02/06/1 1, 8204210304 


6206170135 Verifies official filing of EIB <NURE:0-0854) on 020520 
Publication of FR notice of availability scheduled for 
620604 Public review period will terminate on 820706 
WILSON, K L Environmental Protection Agency 02/06/09 
WILLIAMS, JH Division of Licensing tp 13530 219 24X 

Fiche. 50-461, 82/06/09*0206170135 


8 Reportable occurrences* LERs l< related correspondence 


E. NRC Safety Evaluation Report <8ER)i suppls It correspondence 


6206190146 Interim deficiency rept re deformation of conductor 
insulation in mirl tic endue tor cable mfg by O&onite* Ini tlal ly 
reported B204S1 No eddl info gathered Cables to be examined 
by vendor. Reportabl 1 i ty to be determined by 620629 
ROOT.R. W Washington Public Fewer Supply System. 62/06/02 
FAULKENDERRYi R Region 9, Office of Director Jp. 1390 9 092, SAX 
Flche: 90-460, 82/06/02, 6206190146 


B20630019S Part 21 rept re potential defect in couplings drive element 
of DSRV or DSR standby diesel generator Affected licensees 
will b* notified no later than 620715 

HILLS, L L Transamarica Delaval* Inc. 82/06/23 Director's 
Office* Office of Inspection and Enforcement. 2pp 13653. 32B 24X 

Flc he ' 90-000* 02/06/33. 8206300192 


DOCKET 50-461 CLINTON POWER STATION* UNIT I 


A AppUcation/censtruc ti on stage documents & correspondence 


0206040340 Responds to NUREO-0737, I tem II K 3 2?* "Common Ref fop 
Vessel Level Inxtrume-utation. " Bottom of steam dryer skirt 
selected as common ref point, Ph otograph of scalas enqj 
WULLER, Q E Illinois Power Co .02/05/26 HILLER, JR 
Standerdiiatl on & Special Projects Drench. 4pp. 13352*354, 24X 

Fiche, 50-461, 82/05/26* 8206040340 


8206160415 Forward* order extending const completion date soectfiad 
in CPFR-137 tft B4i001 

EISENHUTiD 0 Division of Licensing 02/06/07. K0CH*L J. IlllnnU 
power Co 4pp, 13943 155 24 X FI ch e, 50-461, 82/06/07, 0206160419. 


6206020476 Forwards response to 8ER Outstanding Issue 12 re 
transportation ecci dents, per NUREO-OB93, Potential chemical 
haiards eliminated by utlllrlng risk assessment methodology 
WOLLER*<J E minots Power Co 82/09/28 HILLER, J R 
Standardi xatlon Special Projects Drench 2pp 13325 259 HIX 
Flche 90-461*02/09/20,6206020478 


— 6206020407 "Accident Risk Assessment of Toxic Chemical Shipments 
Transported on IL Central Oulf Railroad Near Clinton Power 
Station " Response to NRC Question 311 6 end, 

RILEY, T.L Illinois Power Co 82/05/20 26pp 13325 261 24X 

Flche 50-461,02/09/28,0206020476. 


6206210482 Forwards changes to preservice Insp program transmitted 
820223, SWRI-NdT- 600-11, Revision 34* 8WRI-NDT -600-41, Revision 
4 it BWRI-NDT-700-4,RBvIslon 23 Info closes out 8ER 
Outstanding Issue 8 

UULLER, C E. Illinois Power Co 02/06/11 BERNARD* H 

Standardi tatlon U Special Projects Branch I2pp 13966 210 24X 

Flche 50-461* 82/06/11,8206210482. 


6206220256 Forwards revised Pages 21-23 to Revision 1 of "9ite-Qpeclf Ic 
Response Spectra for Clinton Power Station Unit I '* 

WULLER.O.E Illinois Power Co 02/06/17 BERNARD, H 

Standard i xatl on it Special Projects Branch Ip, 13571 203. 24X 

Fiche 90-461* 82/06/17, 8206220256 


— B206220263 Revised Pages 21-23 to Revision 1 of "8lte-Bpoci f I c Responie 
Spectra for Clinton Power Station Unit 1 " 

s Weston Oeophyiical Corp B8/05/17 3pp, 13571 204, SAX 
Fiche 50-461*02/06/17,8206280296 


— 8206160419 Saftty evaluation supporting reeoest for extension of 
CPPR-as? to B41001 
s Division of Llcintlng, 82/06/07 
Flche; 90-46 1 * 82/06 /67* 8206160 419. 


2pp 13943: 197 24X 



DOCKETED ITEMS 


F Sflcuntijr medicalr emergency & fire protection plans 


820&040344 Foruarde Revision 1 to emergency plan (filed in Category F) 
KaCH<L J Illinois Power Co 82/03/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip, 13351 OOt 24X 
Fi c h e 50-461 . 02/05/20. G206040344 


— 0206040353 Revision 1 to emergency plan for facility 

WADDELL, D W 1 1 1 inoi s Power Co 02/05/20 347pp 13351. 093 

24X Fiche 50-461.82/05/20,0206040344 


0 Adjudicatory correspondence 


0206140105 Request for leave to file reply to Prairie Alliance anetJer 
to applicant motion that evidentiary hearing be held In 
Clinton, IL Mi latataments & omissions of fact need to be 
corrected 

FQX.C D Illinois Power Co FOX.C 0 Schlff, Hardin tt Waite 
82/06/07 Commissi oners Ip 134B4 146 24X 

Fiche 50-461,82/06/07,8206140105 


— 0206140100 Reply to Prairie Alliance 820513 ansuier to applicant 820505 
motion that hearings be held In Cl inton, 1 L. Lists blatant 
inaccuracies ii omissions in Prairie Alliance answer that 
must be corrected Certificate of Svc end 

FOX.C D Illinois Power Go FOX.C D Bchlff, Hardin & Waite 
82/06/07 Commissioners 9pp 13404 147. 24X 

Fiche 50-461,82/06/07,8206140105 


0206140027 Suppl to 020422 motion that discovery not be had re 
production of any documents re quality rept sys State & 
applicants are negotiating on method & conditions for 
disclosure of quality matters 

ZADEL, 8 A Illinois Power Co ZABEL, S A Bchlffr Hardin it Waite, 
82/06/00 Commissi oners 6pp 13404 327 24X 

Fiche 50-461,02/06/00,8206140027 


— 0206140030 Affidavit of WC Oerstner re quality rept tys functions 
Confidentiality of quality repts Is key to ef fectlvaness of 
sys Disclosure of previously submitted repts would destroy 
sys Certificate of Svc end 

OERSTNER, W C Illinois Power Co 02/06/04 lOpp 134B4 333 
24X Fiche 50-461,82/06/08,8206140027 


0206210246 Resubmittal of proposed supplemental Contention 7 
Psychological stress should have been considered in environ 
rept 4i NRC & applicant studies Proof of svc and, 

KODNERi J L Prairie Alliance, 02/06/16 Atomic Safety and 
Licensing Board Panel. 7pp 13557>046 24X Fich«< 50-461, 02/06/16, 

0206210246 


K Utility Final Safety Analysis Report (FQARJ 6 amends 


8206040344 Forwards Amend 16 to F0AR containing emergency plan (filed 
In PDR Category F). 

KOCH, L J Illinois Power Co B2/05/28 DENTON, H.R. Office of 
Nuclear Reactor ftegulation. Director Ip 13361 001. 24X 

Fiche 50-461,82/05/28,8206040344 


—8206040347 Amend 16 to F9AR 

# Illinois Power Co 02/05/30 91pp 13351 *002 24X 

Fiche 50-46 1 , 82/03/28, 8206040344 


0 Inspection reports, IE Bulletins it correspondence 


8206070679 Forwards IE Investigation Rept 50-461/81-15 on 810602-19, 
020105 &( 0205 t< notice of violation 

KEPPLER.J, 0 Regions, Office of Director. 02/05/17 OERSTNER, W. C 
Illinois Power Co. Spp 13390 317 24X Fiche* 50-461, B2/05/I7» 

8206070679 


— 8206070686 Notice of violation from invest 1 gatl an on 010602-19,820105 6 
0205 

KEPPLER,JO Regions, Office of Director 02/05/17 3pp. 

13390 321 24X Fiche 50-461,02/05/17,8206070679 


—8206070704 IE Investigation Rept 50-461/01-15 on 020602-19,920103 tt 
0205 Noneompllance noted failure to assure proficiency of 
electrical OC Inspector, control nonconforming condition 
prevent Inadvertent bypassing of insps, 

PHILLIP, 0 A , WESCOTT, H M, , LIVERMORE, H H Division of Project S, 
Resident Programs 82/05/14 2lpp 13390 324. 24X 

Fiche* 50-461, 02/05/17, 8206070 679. 


8202040147 IE Info Notice 82-15, "Notification of NRC " Svc list end 
DEVQUNO, R C Director's Office, Office ef Inspection and 

Enforcement 82/05/20 i07pp 13426 095 24X 

Fiche 50-000, 02/05 /28, 0202040 147 


0204210378 IE I nf p Notice 02-16, *'HPCI/RCtC High Steam Flow Batpolnts. 
Svc list enc 1 

JOROAM, £ L Division of Engineering & Quality Assurance 02/05/20 
103pp 13440 264 24X Fiche 90-000.02/05/28,0204210370 


0206040114 Act receipt of 810601 1 tr Informing WC of steps taken to 
correct violations noted in IE Inep Rept 50-461/61-03 
8PES8ARD,R L. Division of Praject & Resident Programs 82/05/30 

OERSTNER, W C Illinois Power Co Ip 13347 293 24X 

Fiche 50-461,82/05/28,8206040114 


— 6206040119 Responds to NRC 010413 Itr re violations noted In IE Inep 
Rept 90-461/01-03 Corrective actions specs 6 procedures re 
preparation for finished floors being clarified Katl 
identification procedure being revised 

KOCMrL J Illinois Power Co 81/06/01 HE18HMAN, R F. Division 
of Resident t. Project Inspection 3pp 13347 294 24X 

Flzhtfi 50-46 1,02/05/20, 0206040114 


0206110303 Forwards IE Insp Rept S0-461/B2-06 on B204SB-30 No 
noncompliance noted 

HILLERii^f R Division Of Engineering U Technical Programs 03/O5/S0 
OERSTNER, W C Illinois Power Co 2pp 13466 160 24X 

Fiche 50-461,02/05/28.0206110303 


— 8206110308 IE Insp Rept 50-461/S2-06 on G20428-30 No noncompliance 
noted. Major areas inspected or ganiiation, staff ing* rad lation 
protection procedures Ic radchem technician training. 

PAULrR A . OREOER,L R Divielon of Project & Resident Programs. 
82/05/27 Spp 13466 170 24X Fiche' 50-461, B2/05/2G, 8206 110303 


0204210380 IE Dulletln 62-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plante " 

Svc list end 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 105pp. 13527 150 24X 

Fiche; 90-000, 02/06/02,0204210300. 


8206150390 Ac k receipt of 820421 Itr informing NRC of steps taken in 
response to NRC 820127 confirmation of action Jtr Baldwin 
Associates surveillance repts ehould be reviewed for 
nonconforming Items not previously identified on NCR/DR 
KEPPLER.J 0 Region 3, Office of Director. 02/06/10 OERSTNER, W. C 
niinds Power Co 2pp 13506,176 24X Fiche’ 50-461, 82/06/10, 

8206190390 


— 8206150357 Responds to NRC 620127 confirmation of action Itr re stop 
work order concerning electrical activities Ltr issued to 
modify & clarify stop work to reflect electrical activities. 
OERSTNER, M C. Illinois Power Co 82/04/21. KEPPLER, J.O, Region 
3, Office of Director 14pp 13506 170. 24X 

Fiche 50-461,02/06/10,0206(90 390 


0204210393 IE Info Notice 82-17# '‘Overpreesur i lation of RCS " Svc List 
enc 1 

JORDAN, E L Division of Engineering 6 Quality Assurance 62/06/11. 
106pp 13679.250 24X Fiche 90-000,82/06/11,0204210383 


8204210304 IE Info Notice 02-18# "Assessment of Intakes of Radioactive 
Matl by Workers " Svc list end 

DEYOUNO, R.G, Director's Office. Office af Inspection and 

Enforcement 92/06/11 120pp 13675 109 24X 

Fiche 50-000. 02/06/11,8204210394. 


0206210482 Forwards changes to preservice insp program tTansflvitted 
02O2S3, 8WRr-NDT-600-ll, Re Villon 34, 8WRI-NDT -600-41, Revision 
4 U 8URI-NDT- 900-4, Revision 23 Info closes out 8ER 
Outstanding Issue 0 

WULLERiOE Illinois Power Co. 02/06/11. BERNARD, H 

Standard 1 lati on 6 Special Projects Branch. 12pp. 13568,210. 24* 

Fiche’ 90-461# 92/06/11, 0206210402. 


—8206210490 "Manual Ultrasonic Exam of Vessel to Noxrle Inner Radi 
Sections, " Revision 34, 

FOURNELL, O. W. Southwest Research Institute 02/03/02. lOpp, 
I396Q 222 24X Flchei 50-461, 02/06/11. 0206210482. 


— 0206210497 "Manual Ultrasonic Exam of Ferritic Pressure Piping Ws 
Revision 4 

FOURNELLi D W Southwest Research Institute, 62/04/16, 17pp 
13960 232 24X Fiche 50-461.102/06/11,9206210402. 


— 8206210906 “Vlsoal Exam of Support Member i 6 Structures for Plplr 
Valves (< Pumps by Direct or Remote Viewing,'* Revision 23. 
FQURNELL.D N Southwest Research Institute. 02/03/02 Spp 
13560*249 S4X Fiche 50-461# 92/06/ U, 9206210402 
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DOCKRTED ITEMS 


S Reportable occurreiicee« LER6 Sc related eorr eapondence 


B20&150104 rinal deficlencq rept r» de« Igrti cantt, intp procei^ Cc records 
for laf etg^re lated electrical hanger attachment to cable 
trayr Initle 1 Ig reported 8S0121 Changes Jiade to enhance 
controls over inite 1 lationj Insp actiyitios & documentation 
GERSTNER.U C Illinois Pouer Co, 82/05/27 KEPPLERi J C Region 3, 
Office of IHrectoT 5pp 13501 O^f. 24X FI Che, 50-4fili B2/0S/27 p 
aSOhl50104 


B20hl503b4 Interim rept of Deficiency 01-09 re min separation 
requirements for certain components of 4160 switchgeari 
initially reported 611002 Eitcnslon of approx 90 days 
needed to complete evaluation & file final rept 

GERSTNER.U C llllnals Power Co 82/05/27 KEPPLER. J Q Region 3. 
affice of Director 2pp 13506 170 24X Fiche 50-461*82/05/27, 

8206150364 


E206150150 Part 21 rept re defective fan housings supplied by Buffalo 
Forge COi Initially reported 810626 Reinforcing plates wilt 
be welded to existing housings to eliminate possitilltg of 
missile penetration 

OERSTNERiH 0. Illinois Power Co 82/06/03 KEPPLER, J 0 Region 3, 
Office of Director 3pp 13505 151 24X Fiche 50-461*02/06/03, 

B206 190150 


6206210229 Interim Deficiency Rept 62-04 r« Impraparltr tightened jam 
nuts on certain structural steel bolted connections In 
contai nmentr i nitlel ty reported 620507 Investigation of parts 
utllicing slip joint connections u/jam nuts initiated 
OERSTNERiU C Illinoli Power Co. B2/06/EI KEPPLER* J 0 Region 3, 
Office of Director 2pp 13560:304 24X Ficfie 50-461*02/06/11, 

6206210229 


6206220127 Final deficiency rept re use of incorrect soil 
character istlc value as design Input to computer model for 
developing bldg response spectra Facility design adequate 
Deficiency not reportable per lOCFR SO.dSie}, 

GERSTNER. U C JlUnoii Power Co 62/06/14 KEPPtERi J 0 Region 3, 
Office of Director 2pp 13973 274 24X FI Ch«: S0'<46ij 62/06/ 14, 

6206220127 


8206290115 Final rept of Potential Deficiency 02-02 re weld electrode 
E7018 made Of nonferrous matl « ini tlally reported -on 620210 
Verification program implemented Ic QA surveillance performed 
at AIRCO No weldments contain stainless steel matl 

OERSTNERiU C. Illinois Power Co 02/06/16 KEPPLERiJ. 0 Region 3, 
Office of Director 2pp 1363S 241 24X Fi che* 30-461* 62/06/ 10* 

8206290119 


6206250161 PNO- 11 1-62-050 on 620621 ^ const halted uhlle plant 
constructor reviewed all piping* rtechani cal, elec tri cal & 
instrumentation documentation Docunents being reviewed for 
accuracy 

UALKERiR . KNOP/R * SPEGSARDi R. Region 3* Office of Director 

02/06/21 Ip 13613 306, 24X Fiche- 50-46 1, 02/06/211 B2062S0 161. 


— 0206170155 Testimony of JY Lee re Prairie Alliance Contention iJa re 
methods used to calculate atmospheric effluents Prof 
{qualifications end 

LEE, J Y Effluent Treatment Systems Branch 02/06/11 4p p 
13534 097 24X Fiche 50-46li 92/06/1 li 8206170142 


— Q20617015B Testimony of JH Niillams re Prairie Alliance Contention 6j 
re criteria Imposed following TMI Prof qualifications end 
WJLLIAH9*J H Standardiiation k Special Projects Branch 
92/06/11 4pp 13934 0?L 24X Fiche 50-461,02/06/11,9206170112 


— 6206170161 Testimony of R Defayette re Prairie Alliance Contention I on 
adequacy of onsite emergency plan Prof qualifications end 
DEFAYETTE. R EP Licensing Branch 92/06/11 lOpp 13934 076 
24X Fiche 50-461,82/06/11,8206170142 


— 8206170164 Testimony of R Kendall re Prairie Alliance Contentions 6o* 
cr d* e & h Prof qualifications end 

KENDALL, R Instrumentat ion 8c Control Systems Branch 02/06/11 
20pp 13334 106 24X Fiche 50-461,92/06/11,0206170142 


— 0206170160 Testimony of ME Wang lor re Prairie Alliance Contention Mb 
re effects of lew level rodiotlon Prof qualifications end 
UANOLERiH E Radiological Assessment Branch 02/06/11 4pp 
13534 126 24X Fiche 50-461,02/06/11,0206170142 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


A Application/construction stage documents U correspondence 


9206300392 Addl response to FOIA request for documents re cancellation, 
poitponementi termination or deferral of nuclear plant 
const since 800101 Forwards documents listed In app 
FELTON, J H Division of Rules and Records 92/06/07 DDI, K 
Critical Hass Energy Project 2pp 13670 215 24X 

Fiche 90-000,92/06/07,9206300372 


— 8206300407 Forwards estimate of units to be canceled or Indef ini tcly 
def erredi per request 

CORN£LL,K Office of the Executive Director for Operations 
02/03/19 AHEARNEiJ Commissioners 2pp 13670 237 S4X 
Fiche 30-000,82/06/07.0206300392 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licensees 4^ 
applicants re transmittal of NUREG-0916 relative to 
restart of RE Oinna Rept documents findings re causa of 
event W/o enc 1 

EISENKUT*00 Division of Licensing 02/06/09 HAUSPURO, A 
Consolidated Edison Co of New York RENDERGER, D. L Washington 

Public Power Supply 9ystom 13pp 13557 349 24X 

Fiche 90-000, 82/06/09, 8206090153 


0 Inspection reports, IE BoUotlns l< correspondence 


6206290356 Corraetid copy of FNO- 11 1-82-0584' on 020623, stop work order 
issued due to misting or inaccurate documentation 
(travelers) Licensee will meet w/Region 3 on 020712 to 
dlecust QA program 6 corrective actions 

WALKER, R , KNOP.R , 8PE88ARD, ft Region 3, Office of Director 
82/06/23 Ip 13A'32 340. 24X Fiche SO-46 1, 02/06/23, 8206290336. 


T Hearing tpenserlpti on non-*ntl trust matters 


8206170142 Forwards A Remsy-ami th* RF Skelton, HA Lamastra, U'V Lee, 

UH WilliamifR Defayette b R Kendall testimony re Prairie 
Alliance Contentions 1, 4, 6* 9 ti 11 as basis for settlement 
negotiations 

GUTIERREZ, J M Hearing Branch 3 82/06/tl. KDDNER.JL Tutt & 

Kodner. Ip, 13534 064 24X Fiche 90-461,82/06/11,8206170142, 


8202040147 IE Info Notice 02-15, "Notification of NRC " 8vc list enc I 
DEYQUNOrR C Director's Office, Office of Inspection and 

Enforcement 82/05/28 I07pp 13426 095 24X 

Fiche 90-000, 82/05/20, 8202040147 


0204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
8vc list end 

UQRDAN, E L Division of Engineering b Quality Aeeurance 82/03/20, 
103pp 13440 264 24X Fichs 90-000,82/05/28,8204210370, 


8204210-360 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants. " 

Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 82/06/02 lO0pp 13527- ISO. 24X 
Fiche 90-000* 82/06/02, 8204210380. 


■B206170146 Testimony of A Ramey-Smlth re Prairie Alliance Contention 
6<g) b (M re control room deeign Prof quel if ice tionc end. 
RAMEY-8MITH, A Human Factors Engineering Branch 82/06/11 6pp 

13934 065 24X Fiehi' 90-461, 02/06/1 1,8206170142. 


8204210383 IE Info Notice 02-17, ''Dverpressur ixatton of RC8, " 3vc list 
enc 1. 

JORDAN, E L Division of Engineering b Quality Assurance 82/06/11 
106pp 13675 258 24X Fiche 90-000,82/06/11,8204210303 


— 8206170149 Testimony of RF Skelton re Prairie Alliance Contention 4 re 
adequacy of security plan.Prof qual I f Icet lone end 
SKELTON, ft F Power Reactor Safeguards Licensing Branch 62/06/11 
9pp 13534*071 24X FI Chet 30-461*82/06/1 1, 8206170142, 


-8206170152 Testimony of MA Lenaetra ra Prairie Alliance Contention 9 
on continuous airborne radl sect ivlty b area radiation 
monitoring instrumintatlon. Prof qua f if lea t ions end 
LAf1A9TRA,«A Radiological Asteeement Branch. 82/06/U, 7pp. 
13934.090. 24X Fiche 90-461, 02/06/11,8806170142. 


8204210394 IE Info Notice 82-19, "Assessment of Intakce of Radioactive 
Metl by Workers " Bve list end 

DEYDUNO.R.C Director's Office, Office of Inspection and 

Enforcement 82/06/11 120pp 13675 199. 24X 

Fich* 50-000,82/06/11,6204210384. 



DOCKETED ITEMS 


9 RepoTtabI« o ccurrpnc »S j LERs Zt related correspondence 


6206150104 Final deficiency rept re dee ign< conetr intp proceed b records 
for taf oty-re lated electrical hanger attachment to cable 
tray^ initial 1 y reported 820121 Changes made to enhance 
controle over Inetal lationr insp activities b documentation 
GERSTNER.l^i C Illinois Pouer Co 82/05/27 KEPPLERr J C. Reglen 3, 
Office Df Director 5pp 13501 096 24X Flche 50-461,02/03/27, 

8206150104 


0206150364 Interim rept of Deficiency Bl-OS re min separation 
requirements for certain components of 4160 sijI tchg eatt 
initially reported G11002 Extension of approx 90 days 
needed to complete evaluation b file final rept 

GERSTNER.N C Illinoie Pouer Co 02/05/27 KEPPLER, J 0. Region 3, 
Office of Director 2pp 13S06 170 24X Ftche. 50-461 , ea/0»/27i 

0206150364 


DOCKET 50-465 R INOHALH, WIT 3 


P Operating license stage documents b corraspandence 


0206040511 Responds further to FOIA request for five categories of 
documents re steam generator problem Records listed In app 
to be placed in PDR 

FELTON, J H Division of Rules and Records 02/05/23 UDEbL,R A 
Critical Nass Energy Project Spp 13391 229 24X 

Flche 50-000,02/03/25,8206040511 


—0202120314 Forufards addl telexes containing recent info on problemts 
at foreign facilities re tube failure of preheater type 
steam generator 

LAFLEUR,J D Office of International Programs, Director 
61/11/19 DENTON, H R Office of Nuclear Reactor Regulation, 
Director, Ip 13391 233 24X Fiche 50-000,62/09/23,0206040511 


^-8206040526 Forwards cable b announcement outlining Swedish Nuclear 
Power Inspectorate decision to raject application by 
Swedish State Power Doard for plugging steam generator 
tubes W/o cable 

LAFLEUfi,J D Office of International Programs, Director 
81/12/22 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. 2pp 13391 242 24X FI ch e. 50-000, G2/05/2S. 820604051 1 


—6206040520 Informs that unit is now at 50X power u/testtng indicating 
direct relation of tube acceleration to power 

TRLTESAiP, Spain 02/01/14 LAFLEUR,J D Office of Internat ional 
Programs, Director Ip 13391 244 24X Flche 50-000,82/03/23, 

0206040511 


—8206040529 Forwards 820122 telex u/info re eddy current results after 
811103 shutdown b power history up to shutdown date 
VILLADONIOA, J Office of Nuclear Reactor Regulation, Director 
82/01/22 LAFLEUR,J D. Office of International Programs, 

Director Ip, 13391. S45 24X Flche 50-000,82/09/23,6206040511 


—6206040530 Summarliei eddy current results Of 493 tubes Inspected, 13 
found w/ind ications over 20X 

TRI;eBA,P Spain. 82/01/22. «/ILLADONIOA, J NRC - No Detailed 
Affiliation Given 8pp. 13391 246 24X Fiche. 50-000, 82/09/29, 
0206040511 


DOCKET 90-466 ALLEN8 CREEK NUCLEAR STATION, UNIT 1 


0 Adjudicatory correspondencs 


8206040047 Response In opposition to Util 620519 motion to strike 
Doherty Contention 56 re applicant conduct on reporting 
violations. Contention should be treated as such, not as 
motion Certificate of 6vc end Related correspondence 
OONERTY, J F Doherty, J F 62/09/24. Atomic Safety and Licensing 
Board Panel. 3pp. 13390 DBS 24X Flche 90-466,82/09/24,6206040047. 


0206070133 Informs that Commission declined to review ALAB-671 Tima 
within which Commltslgn may act to review decision expired. 
Decision became final agency action on 620601 

CHILK, 8 J Office of the Secretary of the Commisflon. 62/06/02. 
Office of the Executive Legal Director Ip 13371 025 24X 

Flche: 90-466, 02/06/02,8206070133 


6206180301 Hot! or to reopen record to take evidence on Contention 99 
Gravity of Issues warrants reopening 

DOHERTY, JF Doherty, J F 62/06/19. Atomic Safety andLlconsin 
Qoard Panel 6pp 13543 333 24X Flche 50-466,82/06/15,820616030 


8206160346 Contofitlon 50 re Brown b Root deficiencies in Quadrax Rept 
Certificate of £vc end 

DOHERTY.vfF Doherty, J.F 62/06/19 Atomic Safety and Licensim 
Qoard Panel J3pp 13549 19L 24X Flche 90-466,83/06/19, 

0206180346 


B50624’0400 Advises that feasibility of continuing plant const reaiains 
under util c one i deration, w/ul tima-fce determination depending 
on disposition of request for rata relief pending before 
TX Public Utils Commission 

COPELAND, J 0. Baker b Dotts COPELANO,J 0 Houston Lighting b 
Power Co. 82/06/10 WOLFEiB J. , CHEATUM,E L , LINENBEROEfl, O 
Atomic Safety and Licensing Board Panel 2pp 13603 100 24X 

Flche 30-466, 62/06/18,8206240400 


8206240380 Forwards Houston Chronicle 620617 article re util requestec 
rate iticr ease . Art Ic 1 e appears relevant to ultimate fate of 
plant b appears to represent slight change from util Dec 
1961 position on plant destiny 

OOHERTY, J F Doherty, J F 02/06/19 WOLFE, 5 J. , CHEATUM,E L. , 
LINENBEROERi O Atomic Safety and Licensing Board Panel. 3pp 
13603 143 24X Flche, 90-466, 62/04/19, 8206240380 


6206300221 Response opposing J Doherty 020615 request to reopen record 
Request improper b Insufficient to support relief , Commli sion 
rules cannot be circumvented by refiling same argument after 
A6LB ruling iseued Certificate of 6vc encl 
RASKIN, D B Houston Lighting b Power Co RASKIN, D B 
Lowenstei-n, Newman, Reisi Ax el rad b Toll 82/06/28 Atomic Safety 
and Licensing Board Panel. 6pp 13694 266 24X 

Flche: 90-466, 63/06/26,8206300221 


Q Inspection reports, IE Bulletins -Sc correspondence 


0202040147 IE Info Notice 02-lD, ’'Notification of NRC " 8vc list end 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement 82/05/28 107pp. 13426’ 099 24X 

Flcha: 30-000, 62 / 08 / 20 , 0202040147. 


8204210370 IE Info Notice 02-16, "HPOI/RCIC High Steam Flow Setpoints 
8vc list end. 

JORDAN, E L. Division of Engineering b Quality Assurance^ 82/09/28 
103pp 13440-264 24X Fi che: 90-000, 02/08/20, 8204210370 


3204210380 IE Bulletin 82-02, "Degradation of Threaded Faiteners In 
Reactor Coolant Preeeurt Dttundary of PWR Plants. " 

Sve list cncl. 

DEYOUNG, R C. Director's Office, Office of Inspection and 
enforcement 62/06/02 lOBpp 13927 ISO 24X 

Flcha: 90-000, 62/06/02,8204210300 


8204210383 IE Info Notice 02-17, "Overpressur i latl on of RCS. " 8vc list 
end. 

JORDAN, E. L, Division Of Engineering b Quel i ty Assurance 02/06/11 
t06pp 13679:290 24X Flche. 50-000, 82/06/ 11, 0204210383 


8204210364 IE Info Notice 82-16, "Assessment of Intakes of Radioactive 
Metl by Workers ** 8vc list end 

0 E YOUNG, R C Director's Office, Office of Inspection and 

Enforcement. 62/06/11 l2Dpp. 13675 189 24X 

Flcha 90-000, 82/06/1110204210304. 


DOCKET 90-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


0 Adjudicatory co-rreepondenc e 


8206240400 Advises that feasibility of continuing plant const remains 
under util cons 1 (fere tlon, u/ul tl mate determination depending 
on disposition of request for rate relief pending before 
TX public Utils Commission. 

COPELAND, J 0, Baker b Botts COPELAND, J 0. Houston Lighting << 
Power Ce 82/06/16. WOLFE, S J , CHEATUN, E L , LINENBEROER, G 
Atomic Safety and Licensing Board Panel. 2pp. 13603.108 24X 

Fich*' 90-466, 62/06/18, 8206240400 


8206070192 Memorandum b order denying J Doherty 820422 motion ra 
Contention 99 on applicant conduct on reporting violations. 

Applicant 020519 motion to strike Doherty 020914 reply 
granted. 

LINENBERGER, 0. » WOLFE, 8 J Atomic Safety and Licensing Board Panel 
82/06/02. Doherty, J F 7pp 13368 339 24X 

Flche: 90-466, 62/06/02, 8206070152 
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DOCKETED ITEMS 


DOCKET 9TM”50-^7O CESSAR SYSTEM BO 


A App 1 lc 4 t 1 on/canstruction 9t»gB documenti Se correfpondence 


B20di2200SS Responds 020312 tttpmo re control of occupational doses by 
prcvehtlan of transport & buildup of radioactive crud.bg 
ratnoval of radionuclide deposlti b minimi la fc Ion of failure 
of major plant coirponents 

DIBCKSiM J Office of the Esecutive Director for Operations 
0Z/O6/13 SHEWMONiP 8 ACRE - Advlsorg Cotamittee on Reactor 
Safeguards 13pp 135B5 177 a4X Fiche 50-000, 92/06/15. 02Oi22OO85 


'>'’8206220090 Discusses inadequacy of responses re prevention of transport 
ii buildup of radionuclide concentrations uithm primary 
cooling sgs U methods for removal of deposits if preventive 
measures not successful 

QHEWMOMi P ACRE - Advisory Committee on Reactor Safeguards 
B2/0S/12 DIRCKBiW J Office of the Executive Director for 
Operations Ip 13583 191 24X Fichp SO-OOC, 82/06/ 15, 6306220085 


DOCKET 50-471 P ILORIM NUCLEAR POWER STATION. UNIT 2 


F. Becuritg. medical, emergency b fire protection plant 


6206150016 Respond a to FOIA request for document* re tlten sys 
installed to provide early notification to populace In 
plume pathuay around nuclear reactor sites In US Feruards 
rftfcvments listed in App A 

FELTON, J M Division of Rules and Records 62/04/21 WADE, J 
Public Interest Research Group, New York 7pp 13524 010 24X 

Fleha 30-000.82/04/21.6206150016 


— 8206150023 Updates delivery schedule for siren shipments to facilities 
ANDERSON. M E Federal Signal Corp 62/01/28 CANNON, P 
Affiliation Urknouin 9pp 13324 234 24X Flch^ 30-000,82/04/21, 

8206190016 


6206090002 Respandt to FOIA request far documents re Commission 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards dacuments listed in App A 
Documents also available in FOR 

FELTON, J K Division of Rules and Records. 62/05/11 REYNOLDS, N 8 
Oebevolse 6 Liberman 3pp 13494 003 24X Flcbe 30-000,82/09/11, 

6206090002 


'—8203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys ty 820201 deadline 
Thirteen licensees may not mset deadline 

DIRCKS, N. J Office of the Executive Director for Operations 
82/01/26 Comniss loners 2pp 13454* 164 24X 

F 1 c h e 50-00 O. 82/09/1 1 , 6206090002 


— 8203110401 Submits monthly update of status of implementation of prompt 
notlfiCAtion sys 

SPENCER, 0 S Division of Technical Inspection 62/Ol/OS 
GRIMES. 8. H Division of Emergency Preparedness Bpp 13454 176. 

84X FI Che 30'-000, 82/09/ 1 1,8206090002 


— 8206070086 Provldts implementation status of prompt notification sys 
for facilities Eight licensees failed to meet 820201 
deadl ina. 

DiRCKBrU J Office of the Executive Director for Operations 
82/03/04 PALLADINO.N Commissioners ip 13454 196 24X 

Fiche 50-000,82/09/11.8206090002 


DOCKET 90-472 P ILGRlH NUCLEAR POWER STATION, UNIT 3 


F. Security, reedlcal, emergency b fire protection plans 


BS06150016 Raeponds to FOIA request for documents re siren eye 
installed to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
documents listed In App A 

FELTON, J. M. Division of Rules and Records 82/04/21 WADE, J 
Public Interest Research Group, New York 7pp. 13524:010. 24X 

Fiche. 90-000, 82^04/21,0206190016. 


—8506130023 Updates dsllvery schedule for siren shipments to facilities 
ANDERSON, M. E. Federal Signal Corp. 82/01/28 CANNON. P. 
Affiliation Unknown. 5pp 13924 234 24X Fiche 50-000, 82/04/21, 

B206 190016 


8206070002 Rasponds to POIA requast for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Forwards dacumants Listed tn App A 
Documents also available in PDR 

FELTON, J M Division of RuUi and Records 82/09/11 RCYNOLDfl. N. 3 
3pp 13494 003 24X Fiche gO-OOi>, 82/05/1 i. 


— 8203110473 Submits update of current assessment of licensees ability 
to implement prompt notification sys by 820201 deadline 
Thirteen licensees may not meet deadline 

DtRCKS.W J Office of the Executive Director for Operations 
82/01/56 Commissioners 2pp 13454 164 24X 

Fiche 50-000, 82/05/1 1 . 9206090002 


— 6203110481 Submits monthly update of status of implementation of prompt 
notification sys 

SPEKCER.O B Division of Technical Inspection 82/01/03 
GRIMES, 8 K Division of Emergency Preparedness Gpp 13454 1/6 
24X Fiche 50-000.82/05/11.8206090002. 


— 8206090088 Provides implementat inn status of prompt notification sys 
for facilities Eight licensees failed to meet 820201 
deadline 

DtRCKS.W J Office of the Executive Director for Operations 
82/03/04 PALLADINO.N Commissioners Ip 13454 196 24/ 

Fiche 90-000, 82/09/ 1 < . 8206090002 


DOCKET STN-50-482 WOLF CHECK GENERATING STATION 


A Application/construction stage documents b correspondence 


8206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info In 
Documents 3-54,3*’55 b 9*'t I deleted 

FELTON, J M Division of Rules and Records 02/04/29 MCMURRAY, C M 
Kirkpatrick. Lockhart. Hill. Christopher b Phillips 21pp 
13604 044 24X Fiche 90-000, 82/04/29. 8206230007 


—0105200098 Forwards comments on SNUPPS 610428 meeting summary 

CONRAN, J H Systems Interaction Branch 81/03/14 THADANI.A C 
Reliability b Risk Assessment Branch 4pp 13606 048 24X 

Fiche 90-000,82/04/29.6206230007 


8206010136 Forwards ACR8 820911 rept reviewing application for QL 
W/o end 

YOUNGBLOOD, B J Licensing Branch 1 82/05/14 KQE8TER. 0 L Kansos 

Gas b Electric Co 3pp 13319 272 24X Fiche, 50-482, 82/03/ 14, 

8206010136 


8206070150 Responds to util request for author i xatlon to use 
Subsections NB-4436, NC-4436 b ND-4436 In Winter 1981 addenda 
to Section III of ASMS boiler b pressure vessel code. Use of 
code acccptafa le 

YOUNGBLOOD, B J Licensing Branch 1 62/05/10 PATRICK, N A 

Standardlted Nuclear Unit Power Plant System 3pp 13427 022 24X 

Fiche 90-000,82/09/18.8206070150 


8206020550 Summary of 820513 meeting w/utlls In Bethesda. MD re 
surveillance of hafnium control rods during refueling 
outages Attendance list end 

EDISON, G E , HOPKINS, J B Licensing Branch 1 02/03/19 

Licensing Branch 1. 20pp 13339 316 24X Fiche 50-000,82/09/17, 

8206020950 


D NRC Draft/Final Environmental Btatements, supple 6 correspondence 


820625034? Forwards FES tNUREO-OBTB) b notice of issuance b 
availability W/o FES 

yoUNOBLOQD, B J Licensing Branch 1 82/06/21 WILSON, K 

Environmental Protection Agency lp> 13629' 357. 24X 

Fiche 50-482,82/06/21,8206250349 


—8206250354 Notice of availability of FES (NUREG-0878}. 

YOUNGBLOOD. B J. Licensing Branch 1 82/06/21. 2pp 13627 3511 

24X Fiche 50-482, 92/06/21, 0206250349 


8206200146 Forwards notice of availability of NUREO-OB70, ''FE9 for Wolf 
Creek Generating Station, Unit 1 *' 

YOUNGBLOOD, B J. Licensing Branch 1 82/06/21 H0E6TER, 0 L Knruas 

Gas b Electric Co. 2pp 13630' 295. 24X Fiche 90-482,82/06/21, 

6206280146, 


—8206280148 Notice of availability of FES for facility 

YQUNOBLQQD, 0, J Licensing Branch I 82/06/21 2pp 13630< 257 
24X Fiche 50-482.82/06/21.8206280146 


0206280190 Forwards FES (NUR£G-0a78) b notice of issuance b 
availability W/o FE8 

YQUNOSLOOD.B J Licensing Branch 1 82/06/21, GRANT, R 

Commerce, Dept of Spp 13630.248 24X Fiche' 50-482, 82/06/8 1, 

8206280150 


8206260169 Forwards FES <NUR£G-087B) b notice of issuance b 
availability W/o FEB 

VQUNGBLQODx B. J Licensing Branch 1 82/06/21 Kansas, State of 

Ip I3630'299 24X Fiche, 50-482, 82/06/21, 8206200169. 



DOCKETED ITEMS 


8206300049 Forwards FES (NUREG~0B78l W/o ©nc I 

KARKANiM Hearing Branch 1 82/06/25 OL EASON. J P . ANDERSON. 0 C , 

PAXTON. H C Atomic Safatg and Licencing Board Panel Ip. 

13656 010 24X Fiche 50-402,02/06/25.0206300049. 


G206290526 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
WOLF CREEK GENERATING STATION. UNIT 1 Docket No 8TM 50-402 
(Kansas Gas And Electric Compani^. et Al ) 

e OfTlce of Nuclear Reactor Regulation. Director NURE0-0B7B 
82/06/30 I55pp Available at NTIS «7 50 L36S9 104 24X 

Fiche 50-482.03/06/30.8206290526 


E NRC Safety Evaluation Report (SER). suppls St correspondence 


G2D61&D349 Forwards Mechanical Engineering Branch request for addl info 
re SNUPPS F9AR. per SER <NUREO-oa30» Canfirmatorg Items 3 
Response requested by B20715 

YOUNOBLOOD.B J Licensing Branch 1 02/05/27 SCHNELL. D F Union 

Electric Co KDESTERiG L Kansas Oas & Electric Co Spp 
13570 000, 24X Fiche 50-000.02/05/27.8206100349 


B206110251 Forwards status rept on outs tand ing# confirmatory & license 
condition Issues reported in BERs 

PETRICKiN A Standardlied Nuclear Unit Power Plant System 
62/06/07 DENTON. H R Office of Nuclear Reactor Regulation* 
Director Opp 13466 240 24X Fiche 50-000.82/06/07.0206110251 


F Security, medical, emergency it fire protection plans 


0206020416 Forwards results of June 19G0 resident survey of population 
within 5 miles of facility Results are broken down by sector 
t( exclude population of Burlington it Sharpe.KS Oath of 
affirmation end 

FRY.E L Kansas Oas it Electric Co 02/05/26, DENTOM, H R Office 
of Nuclear Reactor Regulation. Director Spp 13326 020 a4X 
Fiche 50-482.82/05/28.0206020416 


6206250391 Summary of 020430 meeting w/utils it Bechtel in Beths sdo. HD 
re alternate shutdown panel it related fire protection 
HOPKINS. J B I EDISON. 0 E Licensing Branch 1 02/06/17 

Licensing Branch 1 5pp 13630 090 34X Fiche 50-000.62/06/17. 

B206250391 


O Adjudicatory correspondance 


8206040225 Advises that supplemental SER will be issued 020030 

KARMAN. M Hearing Branch 2 82/06/02 OLEASON. J P. . ANDERSON* 0 C. , 

LEEDS. J V Atomic Safety and Licensing Board Panel Ip 13309' 269 
24X Fiche. 50-483. 82/06/02. 8206040325 


0206170007 Memorandum 8i order granting applicant tt NRC motions for 
dismissal of Kansans for Sensible Energy financial 
quallf Icati ons contention & for dismissal of Kansans as 
Intervener Commission 820331 rulemaking dictates dismissal 
GLEASON. J. P Atomic Safety and Licensing Board Panel 62/06/09 
Kansas Gas it Electric Co 2pp 13529' 327 24X 

Fiche 50-402. 02/06/09,0206170007 


S2O620OO77 Notice of ASLD reconstitution JP 01 eason. chairman it OC 
Anderson i< HC Paxton, member s 

COTTER. D P Atomic Safety and Licensing Board Panel 02/06/ 18> 
2pp. 13624-240 24X Fiche 50-402. 02 /06/ 1 0 . 8206200077 


B2D6280463 Appeal for reconsideration of ASLB 620609 memorandum order 
dismissing financial qua J 1 f Icat Ion contention 8. 

Intervention Financial qual if Icatlon issues Illegally 

eliminated from proceedings Certificate of Sve end 

SIMPSON. J.H Kansas Oas Electric Co BlMPSON.J M Simpson. J M 

02/06/23 Atomic Safety and Licensing Appeal Panel lOpp 

13626 017 24X Fiche. 50-402. 02/06/23. 0206260463 


6206290292 Notice of ASLAB constitution AS Rosenthal, chairman Sc JH Buck 
Sc T8 Moore, members. 

SHOEMAKER. C. J Atomic Safety and Licensing Appeal Panel 62/06/25 
Ip 13636,320 24X Fiche, 50-462. 02/06/25. 6206290292. 


8206290328 Memorandum It order holding in abeyance ASLB B20609 order 
which dismissed Kansans for Sensible Energy contention 8c 
Kansans as party . Petition challenging financial 
quallf Ications rule filed 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel, 82/06/26 
4pp 13632 320 34 X Fiche 50-402.83/06/26.0206290326 


K Utility Final Safety Analysis Report CFSAR ) 8. amends 


0206010103 Forwards SNUPPS F6AR Revision 9 Rovislnn should resolve 
issues re high energy pipe break analy sis. steam generator 
level control 8< protection & ECCS analysis 
PETRiCKrN A Standardlied Nuclear Unit Power Plant System 
82/05/21 DENTON. H R Office of Nucl ear Reactor Regulation. 
Director Spp 13312 001 S4X Fiche 50-000.62/05/21.0206010103 


—0206010110 Revision 9 to FSAR. 

» Standardlied Nuclear Unit Power Plant System 82/05/31 575pp 

13312 003 24X Fiche 50-000. S2/05/S1. B206010103 


Q Inspection reports. IE Bulletins Sc correspondence 


G206010631 Confirms 820429 telcon r« uiaiving remaining time of lO-day 
proprietary period for IE Investigation Rept Bl-lO (ref 
10CFR2 7901 

KOESTER.O L Kansas Oas 8c Electric Co 62/04/30, COLLINS. J T 
Region 4* Office of Director ip 13314 145 24X 

Flcfifi 50-402.02/04/30.6206010631 


8206020333 Confirms 620439 telcon waiving remainder of time of 10-day 
proprietary period per iacFR2. 790 re IE Investigation Rept 
30-402/81-13 

KaE6TER«0 L Kansas Oas 8c Electric Co B2/04/30. COLLINS. J T 
Region 4, Office of Director Ip 13321 273 24X 

Fiche- 50-483. 82/04/30. 6206020333 


8206010659 Advises that sworn responses to notices of violation will 
be required only when Indicated 

SEIDLE. W C Division of Resident. Reactor Project 8. Engineering 
Programs 82/05/26 K0E8TER* 0 L Kansas Oas tc Electric Co, Ip, 
13314-133 24X Fiche 50-402.62/05/36.0206010659 


6202040147 IE Info Notice B2-15* "Notification of NRC Sve list end. 
DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement 82/05/28 107pp 13426,095 24X 

Fiche 50-000.82/05/20.6202040147 


G20421037G IE Info Notice 02-16, "HPCl/RClC High Steam Flow Getpainte " 
Sve list end, 

JORDAN. E L Division of Engin<^erlng 8e Duality Assurance. B2/05/26 
103pp 13440,264 24X Fi che 50-000* 62/05/20, 0204210376 


02O431O3BO IE Bulletin 62-02. ''Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of FMR Plants " 

8vc list end 

DEYOUNOfP C Director's Office. Office of Inspection and 
Enforcement 62/06/02 lOBpp 13527-150 24X 

Fiche- 50-000. 62/06/02. 6204210300 


G2042103G3 IE Info Notice 82-17. "Over pressgr Ixatlon of RC9, " Bve list 
enc 1 

JORDAN. E L Division of Engineering U Quality Assurance B2/06/11, 
I06pp 13675 256 24X Fiche 50-000. 62/06/ 1 1. 0204210383, 


8204210364 IE Info Notice 02-16. "Assessment of Intakes of Radioactive 
Mat! by kforkers, " 8vc list end. 

DEVOUNO* R C. Director's Office. Office of Inspection and 

Enforcement, 82/06/11 120pp 13675 189 24X 

Fiche 50-000. 02/06/11. 8204210304. 



DOCKETED ITEMS 




3206150446 Interim dffficl«ncv re(it; rR pD<i-acc idant iTiaccuracie s in 
reactor coolant oildo range preacura Ins tr umantSi Im t ial 3y 
raported 620304 Evaluation In pragrass Status of avalitatlon 
uilll be reported by 821104 

KQ£8TERrO i. Kansas Oas U El ae trie Co. BS/06/09 SEIDLE/ N C 
Division of Resldanti Reactor Project & engineering Progratns Ip 
13503 026 SAX Fiche 50-482. 62/06 /a7^ 82061 50446 


1206290370 Interim deficiency rept tb failed stitds on essential sve 
utater pipe support embedded plate Evaluation of impact re 
increased response spectrum & analysis of failed stud 
complete Final rept uill be submitted by 820810 
KOESrERrO L Kansas Oas |c Electric Co BS/06/23. SElDLE^U C 
Division of Resident. Reactor Project U Engineering Programs Ip 
13634 liO 24X Fiche 50-402.62/06/23.8206270370 


DOCKET 8TN-flO“403 CALLAWAY PLANT. UNIT 1 


A App llcation/cotif truction stage documents it correspondence 


3206230007 Add I response to FOIA raq,uest for eight categories of 
documents Foruards documents listed in app Financial ittfo in 
Documents 3-54.3-55 6 S^l 1 deleted 

FELTONiO H Division of Rules end Records 82/04/29 HCKURRAY. C M 
Kirkpatrick. Lockhart. Mill. Christopher U PhilHpe glpp 
13604 044 24X Flche 50-000.62/04/29 0206230007 


-“0105200098 Forwards comments on SNUPPtt B1042B meeting summary 

CONRAN. J H Bgstems Interaction Branch 01/09/14 THAOANl. A C 
Rellabilltg Ic Risk Assessment Branch 4pp 13606 046 Z4X 
Fi Che; SO-ODO. 02/04/29.8206230007. 


0206070150 Responds to util rsqurit for author 1 lation to use 
Subsections NB-4426. NC-4436 NO-4436 in Mlnter 1981 addenda 

to Section III of ASHE boiler V pressure vessel code. Use of 
code acceptab la 

VOUNOBLOQD. 6. J Licensing Branch 1 82/05/10 PETRICK.N A 

Standardizad Nuclear Unit Power Plant System 3pp 13427 022 S4X 
Ficht 50-000.83/00/16.8206070150. 


6206020550 Sumnary O'f 020913 meeting w/utils In Bethesda.MD re 
surveillance of hafnium control rods during refueling 
outages Attendance list oncl. 

EDI60N.OE. r HOPKINS. J B Licensing Branch 1 82/09/19 

Licensing Branch t 20pp 13339-310 24X FIcha 50-000.02/05/19. 

8206020590 


6206160007 FoTuiardt draft technical evaluation rept. ^'Control of Heavy 
Loads at Nuclear Power Plants.” re util reeponse to Section 
2 1 of 601222 generic Itr Review U comments requested. 

YDUNOBLOOD. B J. Licensing Branch 1. 82/06/03 aCHNGLL.D F Union 

Electric Co 3pp 13525 250. 24K Flche; 50-403. 82/06/03. 0206160007. 


— B206i60009 "Control of Heavy Loads at Nuclear Power Plants.” draft 
technical svaluatlon rept 

MARIN0A8.N » STICKLE V, T H EOLO. Ine. 82/04/30 NRC - No 
Detailed Affiliation Given 30pp. 13529:261. 24X 

Flche 50-403. 82/06/03. 02061 60 007 


0202)090153 Generic Ltr 82-11 to aU LNR reactor plant Itcensees 6 
applicants re trenimlttal ef NU<REO-O9l6 relattva to 
restart of RE Oinna Rapt documents findings re cause of 
event U/o enc 1, 

EISENHUT.D O, Division of Licensing 82/06/09 HAU3PUR0. A 
Consolidated Edison Co. of New York FIRESTONE, L Ohio Edteon Cp 

WITHERS. B,D. Portlend Otneral Electric Co I3pp 13957*349 . 24X 

Fiche - 50-000. 02/06/09. 82060901 93 


£, NRC Safety Evaluation Report (8ER}i suppls Ic carretpondence 


0206180349 Forwards Hechanical Engineering Branch request for addl info 
Tt SNUPP8 FCAR.per 8ER (NUREO-00301 Confirmatory Items 3 
Response requested by 620719. 

YOUNGBLdOD. B J, Licensing Branch 1, 02/09/27, SCliNELLi D. F Union 

Electric Cp. KOESTER.O L Kansas Oas it Electric Co Spe. 

13970:008 24X Flche- 90-000. 02/O5/27i 8206100349. 


8206110291 Forwardt status rept or outs tanding. tonf irmatorg license 
condition issues reported in SERs. 

PETRICKjN a Btandardlied Nuclear Unit Power Plant Suitam 
02/06/07 DENTWiKR. Offica of Nuclear Reactor Reguletion* 
Director. Bpp. 13466,240 24X Flche, 90-000, 02/06/07, 02061 10291. 


F Security, metflcali emergency & fire protection plans 


8206090002 Responds to FOIA request for documents re Gommissian 
decision to extend deadline for licensees to implement 
prompt notification sys Forwards documents listed in App A 
Documents also available in PDR 

FELTON. JH Division of Rules and Records 82/05/11 REYNOLDS, N S 
Debevoise h Liberman 3pp 13454 003 24X Flche 50-000.82/05/11, 

6206090002 


8206250391 Summary of 620430 meeting w/utils Ik Bechtel In Dethesda.MD 
re alternate shutdown panel it related fire protection 
HOPKINS, J 6 , EDISON. 0 E Licensing Branch I 02/06/17 

Licensing Branch 1 5pp 13630 090 ?4X Fiche 50-000, 02/06/ 17. 

6206250391 


0 Adjudicatory correspondence 


8206070523 Response to JO Reed motion to establish hearing schedule h 
to applicant 620521 motion 6 answer to Reed motion to 
establish schedule Local govt emergency plans firm enough to 
draft specific contention Certificate of Sve end 
PERLfS, R 0 Hearing Branch 3 82/06/04 Atomic Safety and 

Licensing Board Panel 6pp 13374 065 24X Flche S0-4B3. 82/06/04. 

0206070323 


8206170196 Reply to NRC B20604 response re establishment of hearing 
schedule on emergency planning issues Hearing date should be 
based on date local plans sufficiently firm to be submitted 
to FEMA Certificate of Sve end 

REED. J G Reed, J 6 62/06/07 Atomic Safety and Licensing Board 

Panel 5pp 13539 193 24X Fiche 50-483. 62/06/07. 820617019 6 


6206210575 Interrogatories h requests for production of documan ts* Set 
1, to Callaway County court administrative judges & Callaway 
County emergency mgt coordinator Certificate of Sve end 
Related correspondence 

REED. J 0 Reed. J 0 82/06/14 Callaway County. HD t4p p. 

13564 042 24X Flche 50-483.62/06/14.0206210579 


6206240290 Interrogatories 8< requests for production of documents. 
Set l.lo State of HO P8G $( State of HO Certificate of 0vc 
enc 1 

REED. J G Reed. J G 62/06/15 Missouri. State of, lOpp, 
13599 075 24X Fiche 50-403.62/06/15.0206240250 


8206240157 Correction to Interrogatory 13 of interrogatories U requests 
for production of documents, Bet 1. directed to State of MO 
PSC it State of MO Certificate of Sve end Related 
correspondenc e 

REED.J 0 Reed. J 0 82/06/16 Missouri. State of 8pp 

13599 S46 24X Flche 50-433,82/06/16.8206240197 


K Utility Final Safety Analysis Report <F8AR} 8* amends 


9206010103 Forwards BNUPP8 F8AR Revision 9 Revision should raeDlva 
issues re high energy pipe break anal y sis. s team generator 
level control {. protection & ECC8 analysis. 

PETRiCKrN A Standardized Nuclear Unit Power Plant System 
02/09/si DENTON, H R Office of Nuclear Reactor Ragulatlon* 
Director 2pp 13312' 001 24X Ficha 50-000.02/09/21.8206010103 


—8206010110 Revision 9 to F9AR 

a Standardized Nuclear Unit Power Plant System 02/09/31 575pp. 

13312 003 24X Flche 50-000. 02/05/21. 6206010103 


H Antitrust correspondence 


8206090045 Notifies that util has been unable to determine that 020913 
requests re use of facilities for power wheeling were mada. 
either verbally or written Response win be provided upon 
confirmation of request per 820524 b< 29 telcons 

gCHUKAi.R.J, Union Electric Co, 02/09/27 TDALSTON.A AntitTuat h 
Economic analysis Branch iUtiUty Finance) Ip 13436,201 24X 

Flche- 50-483. 02/05/27. 8206090045 


0 Inspection reports. IE Bulletins it correspondence 


0202040147 IE Info Notice 62-15. "Notification of NRC,'* 8vc li*t end, 
OEYDUNOrR C, Director's Office. Office of Inspection and 
Enforcement, 02/05/20 I07pp 13426 095 24X 

Flche, 50-000. 02/05/28.8202040147 


0204210378 IE Info Nutlce 62—16, "HPCI/RCIC High Steam Plow Setpoints,” 
6vc list end. 

JORDAN. E L Division of Engineering it Ouallty Assurance 82/O5/S0 
t03pp. 13440:264 24X Flche 50-000.02/05/28.8204210378 



DOCKETED ITEMS 


0204210380 IE BuHstln aS'^OSi '*De grada t Ian of Thraadod Fasteoars in 
^vactor Coolant Pressure Doundary of PWR Plants *' 

Bvc list end 

DEYOUNOrR C Director's Office^ Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 130 24X 

riche 50-000. 02/06/02, 8204210380 


a2'0607035l Commits to perform visual Insp of select control rods during 
one of first five refueling outages Second visual insp ulll 
be performed betueen 10th C< 15th refueling outages, 
inclusive Commitment eliminates need for license condition 
SCKNELLrD F Union Electric Co B2/06/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 13363 087 24X 

Fiche 50-483, 83/06/02, 0206070331 


B2042103S3 IE Info Notice 82-17, "Over presaur iiafcion of RGB ” Bvc list 
end 

JORDAN, E L Division of Engineering St Duality Assurance. 02/06/11 
106pp 13675 358 24X Fiche 50-000, 02/06/ 1 1, 8204210383 


0204210304 IE Info Notice 82-18, '’Assessment of rntakss of Radloacttva 
Mat! by Norkers " 8vc list end 

DEVaUNQj R C Director's Office, Office af Inspection and 

Enforcement B2/06/U I20pp 13675 109 24X 

Fiche 50-000,83/06/11,8204210384 


8206250257 Foruardt IE Insp Ropt 50-493/02-03 on 030426-0507 notice 
of violation 

NQRELIUB, C E Division of Engineering & Technical Programs 
92/06/15 8CHNELL, D F Union Elsctrlc Co 2pp 13613 I3t 24X 
Fiche 50-403,82/06/15,8206250257 


— 0206350259 Notice of violation from insp on 020436-0507 

N0RELIU8, C E Division of Engineering ti Technical Programs 
02/06/15 2pp 13613 133 24X Fiche 50-483,02/06/15,8206290297 


— 8S06250263 IE Insp Rept 50-483/03-03 on B20426-0SO7 None ompl 1 once 
noted corrective action re damaged cables in Cabinet RJ160A 
to preclude repetition not taken as of 020507 No documented 
training given to craft personnel 

KEVrN J , NAIDU,K R, , HAWKINS , F C Division of Englneerinp tc 
Technical Programs 82/06/07 32pp 13613 139 24X 

Fiche. 50-403, 02/06/ 1 5, 8206250257. 


G2062902B3 Discusses use of flammable matl in Class IE sultchgear, 
noted during lE Intps Use of mounting bases may void 
IEEE-323 IEEE-383 i^ual i fleet i on because of flammable 
nature, Llcens ee plans to justify use 

NAIDU, K R Region a, Office of Director 02/06/24 N0REL1U9, C E. 
Division of Engineering 6 Technical Programs 2pp, 13636 221 24X 

Fiche. 50-000, 02/06/24, 0206290203 


S Reportable occurrences, LERs 6 related correspondence 


G206240202 Final deficiency rept re adequacy of nondestructive exem 
performed by Dravo Pipe Fabrication Dlv on piping spools, 
initially reported on 810501 Surface too rough for adequate 
exam Welds buffed re-examined Deficiency not reportable, 

6CHEI.L, 0 F. Union Electric Co 02/06/17. KEPPLERrJ 0. Region 3, 
Office of Director, Ip. 13599-045 24X F Iche* 50-493, 82/06/17, 

8206240202 


DOCKET BTN-50-405 0TERL1NO POWER NUCLEAR PROJECTr UNIT 1 


A Appl ication/construction stage documents & correspondence 


0 Inspection reports, IE Bulletins b correspondence 


8202040147 IE Info Notice 02-15, "Notification of NRC " Bvc list end. 
DEYOUNOrR C Director's Office, Office of Inspection and 

Enforcement 92/05/20 107pp 13426 095. 34X 

Fiche SO-000, 82/05/S8, 9202040147 


0204210378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flou Setpoints •' 
Sve list end 

JORDAN, E L Division of Engineering U Quality Assurance 02/09/S^Q 
103pp 13440*264 24X Fiche 50-000,92/05/28,0204210370 


02O431O3GO IE Dulls tin B2-02, "Degradation of Threaded Fasteners in 
Reactor Coolent Pressure Boundary of PWR Plants *' 

Bvc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 ISO P4X 

Fiche, 50-000, 92/06/02, B2D42103BO. 


0204210383 IE Info Notice 92-17, "Overp reiiur 1 latlon of RCB. " 9vc list 
end 

JORDAN, E. L Division of Engineering -Sc Quality Assurance 02/06/11 
106pp 13675,250 24X Fiche 50-000.82/06/11,0204210303 


8204210384 IE Info Notice 62-10, "Assessment of Intakes of Radioactive 
Metl by Workers. " 8vc list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/06/11 I20pp 13675 109 24X 

Fiche SO-000, 82/06/11, 8204210304. 


DOCKET BTN-50-4a6 CALLAWAY PLANT, UNIT 2 


A Application/construction stage documents t, correspondence 


0206090153 Oeneric Ltr 62-11 to all LWR reactor plant licensees it 
applicants re transmittal of NUREO-09 16 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o end 

E19ENHUT, D 0 Division of Licensing. 82/06/09 HAUSPURO, A 
ConioLidated Edison Co of Neui York FIRESTONE, L. Ohio Edison Go. 
WITHERS. B D Portland General Electric Co 13pp 13557 349 24X 

Fiche 90-000,02/06/09,8206090153 


Q Inspection reports. IE Bulletins & correspondence 


0206290383 Discusses use of flammeble matl in Clast IE suitcKgear, 
noted during IE insps. Use of mounting bases may void 
IEEE-323 U IEEE-383 qual i f icati on because of flammable 
na ture. Li censee plane to justify use. 

NAIDU, K R Region 3, Office of Director. 03/06/24. NQRELIUa, C E, 
Division of Engineering 4< Technical Programs 2pp, 13636 321 24X 

Fiche - 90-000, 82/06/24, 02D629O203. 


8 Reportable occurrences. LERs li related correspondence 


0206240202 Final deficiency rept re adequacy of nondas tructive exam 
performed by Dravo Pipe Fabrication Dtv on piping spools, 
initially reported on 810501 Burface too rough for adequate 
exam. Helds buffed St re-exemined Deficiency not reportable, 

SCHELL. D F. Union El oc trie Co 02/06/17 KEPPLER.J 0. Region 3. 
Office of Director. ip. 13599 . 04 5 24X Fiche 90-483,02/06/17, 

8206240202. 


9206090153 Generic Ltr 92-11 to all LWR reactor plant licensees 8, 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enc l 

EI8ENHUT, D 0, Division of Licensing 82/06/09 HAUBPURO.A 
Consolidated Edison Co of Neu York. HALER. J Rochester Gas & 
Electric Corp. ARNOLD.R.C General Public Utilities - GPU Barvice 
Corp 13pp 13957:349. 24X Fiche' 50-000, 82/06/09, 0206090153 


I Financial information 


9206020312 Forwards Annual Financial Repts 1981 for Niagara Hehawk 
Pouer Corp, NY 8tata Electric It Gas Corp, LILCO, Rochester Gas 
8( Electric Corp i< Central Hudson Gas 6 Electric Corp. 

TROBTENiL.N LcBoeuf, Lamb, Leiby ft HacRae. TR08TEN, L. K. Niagara 
Mohawk Power Corp, 02/09/27 DENTON. H.R. Office of Nuclear Reactor 
Regulation, DtrsetDr. Ip, 13324.022 24X Fiche: 50-000, 02/09/27. 

8206020312. 


— 8206020438 Annual Financial Rept 1901 

e Central Hudson Oat ft Electric Corp. 82/03/01 72pp. 

13324:183, 24X Fiche- 90-000, 02/05/27. 8206020312. 


370 


DOCKETED ITEMS 


S20604021>6 opposing intarv^nor ■&20429 responss to util 020419 

motion to ulthdrfliii appUcation for CP* #\ppl 1 cation «houl<f be 
dl«nil«9c<f ui/o prejudice & util should not he retiuiTad to 
pau intervener cost* ^ attij fee* Certificate of Sve and 
{iCOARRY. J « Duka Pouer Co MCGA0RV, J Wl Dohavoise & Liberman 
02/05/20. Atomic Safety and Licensing Bpard Panel 37pp 
13359 252 24X Flcfie 5O‘-4G0f 82/05/281 820^040216 


8206160089 Advise* of NRC statement in B20522 response to motion to 
wlthdrAW application U to terminate proceeding* NRC aware 
of no reason uhy application may not be dismissed 
TURK.8 E Hearing Branch 1 82/06/14 SMITH, I M , JORDAN, W H j 

DESYtVA, D P Atomic Safety and Licensing Board Panel, ip 
13517 321 24X Flche 50- 4B8, 02/06/14. 82061 600B9 


8206170144 Response supporting util 020419 motion to withdraw CP 
application w/o prejudice & opposing award of cost* 6 
atty fee* to Intervener Expenses resulted from 
intervenor action* Certificate of Sve end, 

TURK/S E Hearing Branch 1 02/06/14 Atomic Safety and 

Licensing Board Panel 27pp 13530 1 82 24X Fichc 50—480182/06/14, 

0206170144 


Q Inspection reportu lEBulletlfi* & correspondence 


B202040147 IE Info Notice 82-15, ^Notification of NBC 3vc list end 
DEVOONO.R C, Director'* Office^ Office of Inspection and 
Enforcement 82/05/28 107pp 13426 095 24X 

Flche 50-000. 82/05/28,8202040147 


820431037B IE Info Notice 82-16, "HPCI/RCIC High Steam Tloui Setpoint* 
8vc list end 

v/ORDAN»e L Division of Engineering U Quality Assurance 02/05/20 
lOOpp 13440 264 24X Fl che. 50-000, e2/05/SB« 8204210376. 


0204210380 IE Dull* tin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Preusure Boundary of PWR Plants ” 

8vc list end 

DEYOUNO. R C Director's Office. Office of Inspection and 
Enforcement 02/06/02 i08pp 13527- 130 24X 

Flche 50-000, 92/06/02, 0204210380 


8204210383 IE Info Notice 02-17, "'Dverp resiur 1 ?at Ion of RC8 " Sve list 
end. 

JORDANjE L Division of Engineering & Quality Assurance 02/06/11 
ia6pp 13675:2 59 24X Fl che> 50-000, 02/06/1 1 , 0204210363 


6204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Natl by Norktrs '* 8vc list end. 

DEV0W0,R C Oiredor's Office, Office of In*peetion and 

Enforcement 82/06/il 120pp 13675: 199. 24X 

Fichc. 50-000, 02/06/ U, 0204210394. 


DOCKET 8TN-50-4a9 PERKINS NUCLEAR STATION. UNIT 2 


A AppUcatlon/constructlon stage documents l< c arras panda nee 


6206090153 Oeneric Ltr 02-11 to all UUR reactor plant licensees Sc 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Qinna Rept documents findings re cause of 
event U/o enc 1 

EISENHUTtO 0 Division of Licensing 62/06/09 HAU8PUR0,A 
Consolidated Edison Co of Neu York PILANTiJ. h Nebraska Public 
Pouer District HURSTILL.HL New Orleans Public 8ervice Co 13pp 
13557-349 24X Flche 50-000,62/06/09,8206090153 


8206170144 Response supporting util 820419 motion to uithdrau CP 
application u/o prejudice 8( opposing award of costs 6 
atty fees to intervenor Expenses resulted from 
intervenor actions Certificate of Sve end 

TURKpS E Hearing Branch 1 02/06/14 Atomic Safety and 

Licensing Board Panel 27pp 13530 182 24X Flche 50-480,62/06/14, 

8206170144 


Q Inspection reports, IE Bulletin* 6 correspondence 


8202040147 IE Info Notice 02-13. "Notification of NRC " Sve list end 
DEYQUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/05/28 i07pp 13426 093 24X 

Flche 30-000,02/05/20,0202040147 


0204210370 IE Info Notice 62-16, "HPCI/RCIC High Staam Flow Setpoint* 
Sve list end 

JORDAN. E L Division of Engineering it Quality Assurance 82/05/20 
103pp 13440 264 24X Flche 50-000,82/05/26,8204210376 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

0VC list end 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 62/06/02 lOBpp 13S27 150 24X 

Flche 50-000, 82/06/02. 0204210300 


0204210383 IE Info Notice 02-17. "Overpressor i ration of RCG " 8vc list 
and, 

JORDAN, E.L Division of Engineering 8« Quality Assurance 82/06/11 
106pp 13675 250 24X Flche 50-000.62/06/11,6204210303 


8204210384 IE Info Notice 02-18, "Assessment of Intakes of Radiooctlve 
Mstl by Uorkers '* 8vc list end 

DEYDUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 120pp. 13675 109 24X 

Flche 50-000,82/06/11,8204210304 


DOCKET 8TN-50-490 PERKINS NUCLEAR STATION. UNIT 3 


A App Ucatlon/construction stage documents & correspondence 


6206090153 Oeneric Ltr 88-11 to all LUR reactor plant licsntae* & 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rapt documents findings re cause of 
event W/o end 

EISENHUT.D 0 Division of Licensing 02/06/09 HAU8PURQ, A 
Consolidated Edison Co of New York PILANT.J H Nebraska Public 
Power District HURSTtLL, H L. New Orleans Public Service Co. 13pp, 
13357<349 24X Fiche 50-000,02/06/09.0206090153 


0 Adjudicatory correspondence 


0203290268 Hemorandurt 6 Order ALAB-66B, vacating LBP-70-23, LaP-7G-34 It 
LBP-80-9 on grounds of mootness Util filed motions on 820302 
for leave to withdraw applications w/o prejudice it to 
terminate ongoing proceedings 

SHOEMAKER, C J. Atomic Safety and Licensing Appeal Panel 02/03/24 
3pp 12426 226. 24X Fiche 50-400,82/03/24,0203290266 


8206040216 Reply opposing intervenor 020429 response to util 020419 
motion to withdraw application for CPs Application should be 
dismissed w/o prejudice U util should not be required to 
pay intervenor costs it atty fees Certificate of 8vc end 
MCOARRYr J li. Duke Power Co MCCARRY. J.M, Debevoite & Liberjnan, 
02/05/20 Atomic Safety and Licensing Board Panel 37pp 
13359 252 24X Flche 50-480102/03/28,0206040216 


8206160009 Advises of NRC statement In 020522 response to motion to 
withdraw application Kt to terminate proceed Ings, NRC aware 
of no reason why application may not be dismissed 
TURKtS E Hearing Branch 1. 02/06/14 SMITH, I g , JORDAN, H. M , 

DE8YLVA. DP Atomic Safety and Licensing Board Panel. ip 
13517 321 24X FUhe 50-400,02/06/14,0206160089 


0206170144 Respansi supporting util 920419 motion to withdraw CP 
application w/o prejudice opposing award of costs 8c 
atty fees to Intervenor Expenses resulted from 
intervenor actions Certificate of Sve end. 

TURK* 8 E Hearing Branch 1 82/06/14 Atomic Safety and 

Licensing Board Panel 27pp 13530 102 24X Fiche; 50-408, 0 2/06/14, 

8206 170144 


Q Inspection reports, IE Bulletins It correspondence 


8202040147 IE Info Notice 02-15, "Notification of NRC " 9vc list end 
DEYQUNOrR C Director's Offlcei Office of Inspection and 

Enforcement 82/05/20 107pp. 13426 095. 24X 

Fiche. 90-000, 02/05/28, 0202040147 



DOCKETED ITEMS 
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e204aj037B IE Info Notice B2-16, "HPCI/RCIC High Stoom Flow Setpoints ” 
Svc list end 

JQRDANi E L Division of Englnooring Ik Qual itg Assurance G2/05/SB 
I03pp 13440 264 24X Fiche 30-000i e2/05/2B< 8204210378 


&204210GB0 IE Bulletin B2-02 j "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PHR Plants " 

Svc list end 

DEYOUNOrR C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOBpp 13927 130 a4X 

Flcho 90-000.62/06/02.0204910380 


0204210393 IE Info Notice 82-17, "Qverpressur i lotlor of RC8 ” Bvc list 
enc 1 

JORDAN, E L Division of Engineering & Quality Assurance B2/06/11 
106pp 13675 250 24X Fiche 50-000,82/06/11,0204210303 


0204210394 IE Info Notice 02-10, '‘Assessment of Intakes of Radioactive 
Natl by Markers '* Svc list encl 

DEYOUNG, R C Director's OfficB, Office of Inspection and 

Enforcement 62/06/11 120pp 13675 107 24X 

Fiche 50-000,02/06/11,8204210384 


DOCKET STN-50-491 CHEROKEE NUCLEAR STATION, UNIT 1 


A Application/construction stage documents & correspondence 


0206300372 Addl response to FDIA request for documents re cance llationj 
postponement, termlnat ion or deferral of nuclear plant 
const since 000101 Foruards documents listed in app 
FELTON, JM Division of Rules and Records 82/06/07 DOI,K 
Critical Mass Energy Project 2pp 13670 213 24X 

Fiche 50-000, 02/06/07, 8206300372 


—8206300407 Forwards estimate of units to to canceled or Indefinitely 
deferred, per request 

CORNELL, K Office of the Executive Director far Operations 
02/03/19 AHEARNE, J Commissioners 2pp 1 3670 237 24X 

Fiche 50-000,82/06/07,6206300392 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licensees b 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event M/o encl 

EISENHUT, D 0 Division of Licensing 02/06/09. HAUSPURG, A 
Consolidated Edison Co of New York ROME, J F Minnesota Pouer Ic 
Light Co 13pp 13957 349 24X Fiche 50-000,82/06/09,0206090193 


G Inspection reports, IE Dulletins b correspondence 


8202040147 IE Info Notice 02-19, "Notification of NRC '« Bvc list encl 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B2/0S/28. 107pp 13426 099 24X 

Fiche 90-000,82/09/28,8202040147 


0204210378 IE Info Notice 02-16, "KPCX/RCIC High Steam Flow Setpoints. *' 
Bvc list encl 

JORDAN, E L Division of Engineering b Quality Assurance 82/09/20. 
103pp 13440 264 24X Fiche 50-000, 62/05/20, 0204210378. 


0204210300 IE Bulletin 62-02. "Degradation of Threaded Fastaners in 
Reactor Coolant Pressure Boundary of PMR Plants," 

Svc list end. 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOSpp 13527 150 24X 

Fiche 50-000, 82/06/02,8204210380. 


0204210303 IE Info Notice 82-17, "Overpressur 1 lati on of RCB " Bvc list 
enc 1 

JORDAN, E L Division of Engineering b Quality Assurance 62/06/11 
106pp 13675 250, 24X Fiche 50-000,82/06/11,6204210303 


B2042103B4 IE Info Notice 02-10, "Assessment oP Intakes of Radioactive 
Katl by Morkers " Syc list end 

DEY0UN0,R C Director's Office, Office of Irtipection and 

Enforcement 62/06/11 120pp 13679 109 24X 

Fiche 50-000,02/06/11,6204210304 


DOCKET STN- 50-472 CHEROKEE NUCLEAR STATION, UNIT 2 


A Appl Ication/constructlon stage documents & correspondence 


8206300372 Addl response to FOIA request far documents re cancel latian, 
postponement, termination or deferral of nuclear plant 
const since 800101 Forwards documents listed in app 
FELTON, J M. Division of Rules and Records. 62/06/07 DQI, K 
Critical Mass Energy Project. 2pp. 13676’ 219, 24X 

Fiche' 50-000, 62/06/07, 6206300392 


— 8206300409 Forwards estimate of units to be canceled or indefinitely 
deferredrper raquest 

CORNELL, K. Office of the Executive Director for Operations 
02/03/19 AHEARNE, J Comniss i oners 2p p 13670 237 24X 

Fiche 50-000,02/06/07.8206300392 


B206090193 Ocnerlc Ltr 02-11 to all LWR reactor plant Hcenteei b 
applicants re tramenlttal of NUREO-07I6 relative to 
restart of RE Olnna Rept documents findings re cause of 
event w/o enc l 

EISENHUT, D O Division of Licensing 82/06/09 HAUSPUR;0,A 
Consalldata(f Edison Co af New York. 13pp 13997.349 &4X 

Fiche 50-000,82/06/09.6206090193 


Q Inspection reports, XE Bulletins b correspondence 


8202040147 IE Info Natice 82-l9t "Notification of NRC " Bvc list end. 
DEYOUNG, R C Director's Office, Office of Inspictien and 

Enforcement 62/05/28 i07pp. 13426 099 84X 

Fiche 90-000,82/05/20.8202040147 


0204210370 IE Info Notice B2-16i '’HPCI/RCIC High Steam Flow Setpoints ’■ 
Bvc lift end 

JORDAN, E.L Division of Engineering b Quality Assurance 02/05/28 
I03pp 13440 264 24X FI cha. 90-000, 02/05/20. 6204210370 


02O421O3QO IE Bulletin 82-02. ^'Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PMR Plants ” 

Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement, 82/06/02 lO0pp 13527 190 24X 

Fiche 50-000. 02/06/02, 0204210380. 


6204210383 IE Info Notice 82-17, "Dverpressur Ixatlon Pf RC8, " Svc list 
enc 1 

JORDAN, £ L Division of Engineering b Quality Assurance 02/06/11 
106pp 13675 250 24X Fiche. 30-000. 02/06/ U, 02O42IO3B3 


0204210304 IE Info Notice 82-18, "Assessment of Intakes of Radioactive 
Matl by Workers. " Svc list end, 

DEYOUNG, R C. Director's Office. Office of Inspection and 

Enforcement 82/06/U 120pp 13675 189 24X 

Fiche 90-000,62/06/1116204210304 


DOCKET STM-SO-493 CHEROKEE NUCLEAR BTATJQN, UNIT 3 


A Application/construction stage documentt b correspondence 


0206300392 Addl response to FOIA request for documents re cance lletlon, 
postponemant, termination or deferral of nuclear plant 
const since 800101 Forwards documents listed in app 
FELTQN.J M Division of Rules and Records 02/06/07. DOI.K 
Critical Mass Energy Project 2pp 13670,215 24X 

Fiche. 50-000. 02/06 /07i 6206300372. 


—8206300409 Forwards estimate of units to be canceled or indefinitely 
deferred, per request 

CORNELL. K Office of the Executive Director for Operations 
02/03/ 1*^ AHEARNE, J Comml i sloners 2pp. 13670 237 24 X 

Fiche, 30-000, 02/06/07, 0206300392 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licenttat b 
applicants re transmittal of NUREG-D916 rslatiye to 
restart of RE Olnna Rept documents findings re cause of 
event M/o end 

eiBENHUT, D O. Division of Licensing. 62/06/09. HAU8PUR0, A. 
Consolidated Edison Co. of New York. 13pp 13557 349. 24X 

Fiche ' 50-000, a2/06/0<?, 02060901 93. 


Q, Inspection reports. IE Bulletins b c orrespondsnce 


8202040147 IE Info Notice 02-19, "Notification of NRC." Bvc list end. 
DEYOUNG, R C, Director's Office, Office of Inspection and 
Enforcement. 82/09/20 107pp. 1 3426 j 099 24X 

Fiche 50-000, 02/09/28,020204014 7. 


82O42LO370 IE Info Notice 82-16, "MPCI/RCIC High Steam Flou Setpolnte 
Svc list encl 

JORDAN, E L. Division of Engineering b Quality Assurance. 02/05/20, 
103pp 13440.264 24X Fiche: 90-000, 02/09/28, 0204210370, 


8204210300 IE Bulletin 02-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants. " 

Svc lift encl, 

DEVQUNO. R. C Director '« Office, Office of Inspection and 

Enforcement 82/06/02. lO0pp 13927’ 190 24X 

FI c he; 50-000, 02/06/02. S20 4210300. 
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0204210383 IE Info Notlca 02-17. “Dv« rpr«*»tjri I ^tton of RCS '» Svc li&t 

JOROAM, E L Oi vision of Enjinooring dvallbij AsswTanea 83/06/H 
lOApp 13673 238 a4X Flcho gO-OOO. 82/06/ 1 1. 8204210303 


8204210304 IE lofo Notice 82-101 '»Aa5e5*rt>orifc of Infeakes of Radioactlva 
Mail by iforleti " Bvc list and 

DEVOUNO.R C Dlractor'a Officfr* Office of Irtpoction and 

E^■fo^ce^^•n t 82/06/11 ISOpp 13673 187 24X 

Fiche 50-000.02/06/11.8204210304 


DOCKET 8rN-50-4«?a SOUTH TEXAS PROJECT. Unit 1 


A App 1 1 cati on/c onstr uctlon itape document* U ccrrupondanca 


8203100313 Foruarda order & lafattf evaluation estervding const 
completion date until 071231 for Unit I & 891231 for Unit 2 
EISEMHUT#!) 0 Olvislon of Licensing e3/-04/30 OPREA. 0 U Houcton 
Lighting ti Power Co 2pp 13970 266 24X Fiche 50-470.82/04/30, 

8209100313 


— 8206100099 Order extending const conipletlon dates to B71231 fur Unit 1 
& B91231 for Unit 2 

EISEMHUTjD q Division of Llceneing 82/04/30 Houston 
Llphting «< Power Co 3pp 13370:260 24X Flchf 90-478.83/04/30, 

6203100313 


— 0206180100 Safetg evaluation supporting order extending const 
completion dates to 971231 for Unit 1 U B71231 for Unit 2 
* Divleion of Licensing 02/04/30 2pp 13570 271 24X 

Fiche 30-490.02/04/30.0205100313 


820610023? Faruiards '*Bruun & Root Asseesnent «f Ouadrex Design 
Review ttf South TX Project." 

OPREA.O U Nouiton Lighting ti Power Ce 83/09/06. COLLINS. J T. 
Region 4. Office of Director. 2pp 13994 317 24X 

Fiche 5 0-49S, 02/0 3/06 , 8206100239 


—8206100250 ‘'Brown li Root Assesement of Quadrat Design Review of Bauth 
TX Project '* 

-a Brown it Hoot Corp (suts of Halliburton Corp ) 82/04/30 

350pp. 13534 321 24X Flehe 90-490182/09/06,0206180239 


0206010002 Forwards 8A 8( Core Perforrnanea Brandies request for addl 
Info needed to complete review of OL applications Response 
iheuid take form of F8AR amend 

HiRAQLlArFJ Licensing Branch 3. 82/05/17 8PREA/0W. Houston 

Lighting fc Pauar Co 6pp 13331:226 24X Fiche S0-498i 02/09/ 17* 

Q20601C082 


8206140123 Forwards request for addl info re steam generator secondarg 
water chemistry control 4c monitoring program Response should 
be in form of emend to FEAR. 

HlRASLIArF J, Licensing Qrench 3 02/06/07 OPREA. 0 U Houston 

Lighting *1 Power Co 4pp 135Q7;219 24X FJche 90-498,02/06/07. 

8206140123 


8206090153 Generic Ltr 02-11 to all LWfl reactor plant Licensees & 
applicants re transmlttel of NUREO-0916 relative to 
restart of RE Glnne.Rept documents findings re cause of 
event. H/o end. 

ElSENHUTiO 0 Division of Licensing* 82/06/09. MAUSPURO.A 
Consolidated Edison -Co of New York. STICHNUTH.D R lawa-II Unols 
Oes Jk Electric. BURarEIhl.a Hisconsin Electric Power Co 10pp 
13S97! 349. 24X Fiche: 50-000, 02/06/09, 8206070193. 


02O-6i4O393 Forwards request for addl Info re OL application Responses 
should be in fvrai of amend to F84R 6 be received within 60 
degs of receipt of Itr 

NIRAOLIArF.-J Licensing Drench 3 82/06/09 OPREAi 0 W Houston 

Lighting 6 Power Cp. 4pp. 13509 139. 24X Fiche: 50-498, B2/0 6/09, 

B2061 40353- 


8206220268 Concurs w/B205i4 ltr describing program for restarting 
laf ety-related const at plant 

NAD8EN. 0 L Division of Raildentr Reactor Project -Sc Engineering 
Programs. B2/06/i7. OPREAiO. W. Houston Lighting It Power Co. ip, 
13971:066 24X Ft cha: 90-498, 02/06/17# 0206220260. 


— B206220275 Forwards program (c schedule for resumption of taf etg-re lated 
const Const will begin as early as 820715 

QPREAiO H. Houston Lighting k Power Co. 02/09/14 GOLttNB.J. T. 
Region 4 . Office of Director, 4fp 13571 067 24X 

F I d h e 90-490, 82/06/ 1 7 , 8206220260. 


6206290480 Forwards Revision 2 to environ protection control program 
DARKER, D 0 Hnuston Lighting k Power Co 82/06/24 SELLS, 0. b HftC 
- No Detailed Affiliation OJven 2pp 13631 120 24X 

Fiche 50-498, 82/06/24, 0206290400 


— 020629-0403 Environ protection control program, Revisi on 2 

MCCULLOUGH, FLEX, B L , LAUHU. R Houston Lighting fe Power Co 
02/06/14 21pp 13631 122 g4X Fiche 50-490,02/06/24,8206290400 


Q Adjudicator^ correspondence 


8206010262 Response objecting to ASLO request to file amicus curiae 
brief re ASLB disqualification of Judge Hill Brief creates 
clear im-pression that intervener cannot have fair hearing 
Certificate of Bvc end 

JORDAN. N 8 Citiiens for Equitable Utilities JORDAN, W 8 Hornan fi, 
Ueiss 82/09/26 Commissioners 5pp 13301 354 24X 

Fiche 50 -498, 82/05/26, 82060 1 026 2 


8206040273 Replg brief supporting Judge Hill d isqualtf ic at i on Lists 
examples of bias k prejudice observed during hearings Judge 
should bo recused both because statement is extra jud 1 c la 1 k 
because atatement demonstrated pervasive bias 

JORDAN, H 6 Citizens for Equitable Utilities JORDAN, H B Horixan t, 
Ueits 82/09/28 Commissioners I3pp, 13354 203 S4X 
Fiche 30-490, 02/05/28, 8206040273 


— G206040275 Affidavit of U8 Jordan listing Judge EE Hill actions 
observed during hearing* Certificate of Svc end 

JORDAN. W S Citiiens for Equitable Utilities JORDAN, M 8 llirapfi 
k Neiss 82/05/20 5pp 10354 216 24 X Fiche 50-498.02/05/28, 

8206040273 


8206040266 Motion to strike ASLB 020524 amicus brief ASLD failed to 
make ang effort to conform to Commission 820506 order re svc 
on parties Failure to serve brief In timely fashion cost 
Intarvenor 9 of 10 days provided to reply to brief 
SINKiNtL A Citizens Concerned About Nuclear Power. Inc 82/09/29 
Commissioners 3pp 13358 223 24X Fiche SO-490> BS/05/2?. 

8206040266 


— 8206040271 Reply brief per Commission B20S06 order Judge Hill provldri 
all evidence necessary to support allegation of partiality 
k should be disqualified Certificate of Bvc end 
SINKIN. L A Citizens Concerned About Nuclear Power. Inc. 

82/05/27 Commissioners 23pp 13358 231 24X 

Fiche 50-498,02/05/29,8206040266 


0206040350 Brief in response to other briefs re disqualification of 
Judge EE Hill Judge statement was rational explanatipn of 
reason* for not being disqualified k is based on ohservatlon 
of proceeding, not extrajudicial issues H/Certif icate of Svc 
AXBURA0#M Joint Appiicants-aouth Texas project AXELRAD^M 
Lowenstaln. Newman, Reis. Ax elrad k Toll. 82/06/01 Commit* t anefi 
I9pp 13352 326 24X Fiche 50-496, 82/06/01, 8206040350 


8206070510 Response to objection to filing A8LD amicus curiae brief 
Filing of brief appropriate to assure Commission receivas 
broadest possible perspective on relevant issues. 

PRE8rEMaN,D L Atomic Safety end Licensing Board Panel 62/06/02 
Comunlss loners 2pp 13375 030 24X Fiche 50-498, 02/06/02. 

B206O7OSIO 


0206080141 Response opposing Citizens Concerned About Nuclear Power 
820601 motion to strike A8LD 820529 amicus curiae brief 
Oecia 1 onoiaking process would be enhanced by hearing A8LD 
views. Certlfi cate of Svc end 

AXELRAD, H. Joint Appllcants-South Texas Project 02/06/04 
Commissioners 5pp 13423 330. 24X Fiche 50-498,82/06/04, 

8S060G0141 


6206170089 Request to permit Cltizons for Equitable Utils to withdraw 
from proceeding w/o prejudice to Citizens ability to reneiu 
participation as party If util k Citizens arrangement* 
terminated Ltre k Certificate of Svc end 

JORDAN, M S Citiiens for Equitable Utilities NEWMAN, J. R. Joint 
Appllcanta-Sooth Texas Project NEWMAN,JR Lowenatel n, Newmatn Reis, 
Axelrad k Tol i 62/06/14 BECHKDEPER.C , LAMB, J C , NXLLiE C 
Atomic Safety and Licensing Board Panel 7pp 13530:156. S4X 
Fiche* 50-498, 82/06/14, 8206170089 


8206210249 Memorandum k Order CLl-e2-9i reinstating Judge CE Hill to 
ASLB Hlli statement does not provide legally cognizable 
baeie for disqual ify ing prejudice Commlisloners Oilinehy, 

Roberts U Ahearnt views k Asielstine dissent end. 

CHILK.a. vl Office of the Seeretary of the Commission. S2/06/JD 
23pp 13597 OBI 24X FI che‘ 90-498, 82/06/1 B, 8206210249. 


—8206220278 "South TX Project Program to Restert Safety-Related Work. " 
e Houston Lighting k Power Ce. 82/09/14 12pp 13571.073 24X 

Fiche; 50-498, 02/06/1 7# 6 206220268. 
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820£2604B& Memorandum memor lali r ing AGLB rulings on Citizens for 
E<iuitable Utils U Citizens Concerned About Nuclear Pouter 
motionsi announced during B20&19-17 evidentiary hearing 
sessions 

GECHHOEPERi C Atomic Safety and Ltconsing Board Panel 62/06/24. 
4pp 13626248 24X Fl che 50-498. 63/06/34* 6206280466 


Q Inspection reports* IE Bulletins &* correspondence 


8206010607 Forujards IE Insp Repts S0-49B/82''Q5 h 30-499/02-05 on 
020330-0403 No none omp 1 i anc e noted 

HA08EN*0 L Division of Resident* Reactor Project tt Engineering 
Programs 02/05/13 0PREA*G W Houston Lighting Power Co 3pp 
13313 294 24X Flcho 50-490,82/03/12*0306010687 


—8206010693 IE Insp Ropts 30-490/82-05 «* S0-499/B2-03 on 020330-0402 Na 
noncomp 1 iance noted Major areas inspected review of data St 
analysis dealing u/1 Itiuefactl on potential of identified 
engineered backfill areas 

TAPIA* J I * CR{]SBKAN*H A * MUNNICUTT* 0 H Division of Resldont* 
Reactor Project St Engineering Programs 82/03/07 4pp 
13313 296 24X Flche 50-496*82/03/12*0206010607 


6206030366 Advises of revised enforcement policy described In 020309 
FR notice (47FR9987) , rose Inding requirement that rosponsos 
to ail notices of violation be submitted under oath or 
affirmation 

MADSEN* 0 L Division of Resident* Reactor Project i Engineering 
Programs 82/03/26 0PREA*0 W Houston Lighting St Power Co Ip 
13320 33S 24X Flche 30-490.02/05/26,8206020366 


820603D52D Ack receipt of 020426 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-498/02-01 Sc 
50-499/02-01 

MADSEN* 0 L Division of Resident* Reactor Project St Engineering 
Programs 62/05/26 OPREA* 0 W Houston Lighting St Power Co ip. 
13324 334 24X Fiche 50-496,63/03/26.8206020520 


0204210383 IE Info Notice 82-17* "Overpresiur izatlon of RGB " 9vc lilt 
one 1. 

tJORDAN* E L Division of Engineering 8< Quality Assurance 62/06/11 
106pp. 13675 238 24X Fiche 50-000*82/06/11,8304210303 


0204210364 lE Info Notice 82-18* "Assessment of Intakes of Radioactive 
Mat I by Workers " Sve list end 

DEYOtINO, R C Director's Office* Office of Inspection and 

Enforcement 82/06/11 120pp 13675 189 24X 

Fiche 50-000.02/06/11*8204210304 


S Reportable occurrences* LERs It related correspondence 


8206020540 Fourth Intorlrv deficiency rept re HVAC design* Inltia lly 
reported 810508 Bechtel anticipates completion of HVAC work 
package activity by mld-Sept 1962 Next rept expected by 
831010 

□PREAj 0 U Houston Lighting St Power Co 63/0S/26 COLLINS* J T 
Region 4* Office of Dlrectar 3pp 13322 360 24X 

Flche 50-498*02/03/26,0206020540 


0206130410 Final deficiency rept ro steam generator tube rupture F&AR 
anatys Is* in it 1 al ly reported 820119 Item does not meet 
criteria for repor tahi I i ty No corrective action necessary 
OPREA* 0 W Houston Lighting b Power Co 02/06/10 COLLINS, J T 

Region 4* Office of Director 4pp 13503 024. 24X 
Flche. 50-498. 02/06/10* 0206 130410 


02062300-13 Part 21 rept re diesel generator fuel oil storage tank room 
fan motor qua l if ica tlon, essential cooling water gantry crane 
tornado detlgr St emergency sump recirculation piping 
overstress Resolution of Items now Bechtel responsibility 
RICE, W M Brown *< Root Corp isubs of Halliburton Corp >. 

82/06/11 DEYOUNG* R C. Director's Office* Office of Inspection and 
Enforcement 2pp. 13303- 199 24X Fiche. 30-490* 02/06/1 1* 8206830013 


T Hearing transcript* on non-ant Itrust metiers 


— SS06020523 Responds to NRC 620326 Itr re violations noted in IE Insp 
Repts 50-490/02-01 St 30-499/02-01 Corrective actions welding 
filler matl storage Inspected for broken containers S« weld 
rod lacking identlf Icatlon & proceduroa revised 
OPREA* 0 H Houston Lighting St Power Co 02/04/26 CQLLEN0* J T 

Region 4* Office of Director 5pp 13384 333. 24X 
Flche 50-496, 62/03/26* 0206020320 


8302040147 IE Info Notice 82-15* "Natl f icatlon of NRC " 8vc list end 
DEVOUNO.R C Director's Office* Office of Inspection and 

Enforcement 62/03/20 I07pp 13426 095 84X 

Flche’ 50-000* 02/05/28* 8202040447 


0204210378 IE Info Notice 02-16* "HPCI/RCIC High Steam Flow Betpoints 
Sve list end 

JORDAN, E L. Division of Engineering Sc Quality Assurance. 82/05/20 
103pp 13440 264 24X Fiche 50-000*62/05/28*0204210370 


02O622O42B Transcript of 820615 hearing in Houston* TX. Pp 10*300-10*530. 
Supporting {Tocumertatlon oncl 

a Atomic Safety and Licensing Board Panel. 82/06/19 ISOpp 
13977 190 24X Ficha 50-498*02/06/19*8206220420 


8206220417 Transcript of 020616 hearing in Hpuiton.TX Pp 10*539-10*683. 
Supporting documentation end 

a Atomic Safety and Licensing Board Panel, 82/06/16. 200pp, 

13576 106 24X Fiche 50-490*02/06/16*0206220417 


0206220165 Transcript of 020617 hearing in Houston* TX. Pp 10*684-10*722 
Supporting documentation end. 

» Atomic Safety and Licensing Board Panel. 82/06/17. 69pp 
13576'038 24X Flche 90-490*02/06/17*0206820165, 


0204210300 IE DulUtln 02-02* “Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants “ 

8vc list end 

DEYOUNOiR C Director's Office* Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 150 24X 

Fiche. 50-000* 02/06/02* 0204210380 


0206210416 Forwards IE Insp Repts 50-490/82-06 6 50-499/62-06 on 
6S0412-16 22-23. No noncompliance noted 

MADSEN. 0 L Division of Resident* Reactor Project l< Engineering 
Programs 02/06/03 QPREA* 0 N Houston Lighting 6 Power Ce. 2pp 
13560 116 24X Flche 50-490*82/06/03*8206210416 


DOCKET BTN-80-499 SOUTH TEXAS PROJECT* UNIT 2 


A App li cation/conitruct i en stage documents 8* correspondence 


8205100313 Forwards order U safety evaluation extending const 
completion date until 871231 for Unit l & 891231 for Unit 2 
EI8ENHUT. D 0 Division of Licensing 82/04/30. OPREA* 0 N. Houston 
Lighting t* Power Co 2pp. 13570 266 24X Flche* 50-490* 82/04/30* 

0205100313 


—8206210420 IE Insp Ropts 50-490/82-06 << 30-499/82-06 on 820412-16 
22-23 No noncompliance noted Major areas inspected QA 
program development Si Imp lementation* des I gn engineering* 
procurement St const 

CR088MAN/W A,* KILL* W M * DOARDMAN* J R Division of Reeident* 
Reactor Project St Engineering Programs 02/05/27 iBpp 
13560 na 24X Fiche 50-490*82/06/03.6206210416 


0206210310 Forwards IE Insp Repts 50-490/02-04 St 50-499/02-04 on 
820301-31 No noncomp 1 ianc e noted 

MADSEN. 0 L Region 4* Office of Director 02/06/08 OPREA* 0 H 
Houston Lighting It Power Co. 2pp 13559 123 24X 

Fiche* 30-490, 02/06/00, 0206210318 


—8206210320 lE Insp Repte 50-498/82-04 S« 50-499/02-04 on 820301-31 No 
noncompliance noted Major areas inspected const activities* 
review of existing deslgn.site caretaking Si malnt 
actlvl ties* site fire protection program St site QA audits, 

HILL.N M I HUBACEKiN O * BDARDMANi J R, Region 4* Office of 
Director. 82/05/19. 21pp 1353? 125, 24X FI c he. 50-498. 82/06/00* 

0206210318. 
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820&01006a Forward! QA & Core Per forrtaneo Bronchos request for add I 
Info needed to ccmplete review of QL applications Response 
should take form of FSAR amend 

MIRACLIA^F Licensing Branch 3 02/05/17 QPBEAiO W Houston 

Lighting & Power Co &pp 13331 S3& 24X Fiche 30'-49R< 32/05/ 17. 

02060 i 0033 


6206140123 Forwards request for addl info re steam generator seconderi^ 
water chemlstrg control & monltaring program Response should 
tff in form of amend to F5AR 

HinAOLlA.F J Licensing Branch 3 02/06/07 OPREA.O U Houston 

Lighting & Power Co 4pp 13507 215 24X Ftche 30-498. 02/ 06/07* 

6206140133 


32063C0372 Addl response to FOIA request for documents re cancellation* 
pastp onemenfci termination or deferral of nuclear plant 
const since 300101. Forwards documents listed in app 
FELTOM* J M Division of fiules and Records 32/06/07 DQI,K 
Critical Hass Energq Project 2pp 13676 215. 24X 

Flc h e SO-OOOr B2/06/07, 0206300392 


*—0206300409 Forwards estimate of units to be canceled or Indefinitely 
deferred* per request 

CQRNELLrK Office of the Executive Director for Operations 
02/03/19 AHEARHE* J Comml s Si oner s 2pp 13673 237 34X 

Fiche 90-000 * 33/06/07* 6206300 3?2 


9206090193 Generic Ltr 32-11 to a U LHR reactor plant licensees i* 
applicants re transmittal of NURE0''09t6 relative to 
restart of RE Olnna Rapt documents findings re cause of 
•vent W/o enc 1 

EISEHHUTiD 0 Division of Licensing B2/06/0*?. HAUSPURQ^A 
Consolidated Ed’lson Co of Heu York MATHEUS.E. R Uisconsin Public 
Service Corp 13pp 13557 349 24X Fiche 50-000*02/06/09* 

3206090 1 53 


6306140353 Forwards request for addl info re OL app 1 icat i on. Resp onses 
should be In form of amend to TSAR 6 be received within 60 
■fays of receipt of ltr 

MIAA0L1A*F J Licensing Branch 3 32/06/09 GFREAiO W Houston 

Lighting 6 Power Co 4pp 13509:139 S4X Fiche 50-493*82/06/09. 
0206140393 


82062SOS6B Concurs u/B205i4 ltr describing program for restarting 
saf etg-related const at j^lant, 

MADSENiO L Division of Resident* Reactor Project & Engineering 
Programs 02/06/17 0PREA*0 H Houston Lighting & Power Co Ip. 
13571:069 24X Fiche 90'*49a* 82/06/17. 0206220266 


— 0206220279 Forwards program tt schedule for resumption of safety-related 
const. Const will begin as early as 020715 

□PftEA*(l M. Houston Lighting it Power Co 82/05/14 COLLINS. J T- 
Region 4* Office of Director 4pp 13571*067 24X 

Fiche 90-499, 02/0 6/174 8206220268. 


— 8206220270 "ficuth TX Project Program to Restart Saf ety-Re lated Work " 
» Houston Lighting S< Power Co 02/05/14 12pp. 13571 073 24X 

Fiche, 50-499, 02/06/17,0206220268 


8206290480 Forwards Revision 2 to environ protection control program. 
barker* O 0 Houston Lighting it Power Co 82/06/24. BELLS, D E NRC 
- No Detailed Affiliation Given 2pp 13631.120 24X 

Fiche. 30-4984 92/06/24,0206290490 


— 6206290493 Environ protection control program, Revieion 2 

HCCULLOUGH* FLEX. B L 4 LAtJHU* R Houston Lighting & Power Co 
82/06/14, 21pp. 13631 •122 , 24X Fiche . 50-499* 82/06/24, 8206290480, 


0 Adjudicatorg corresp on deuce 


B2D6010262 Response objecting to ABLB request to file amicus curiae 
brief re ASLB dlsqual If ic atlon of kludge Hill. Brief creates 
clear ietpression that intervejior cannot have fair hearing 
Certificate of Sve end. 

JORDAN* H a Cltiiens for Equitable Utilities. JQRDAM* H 8 Harmon & 
Ufiss, 82/05/26 Commissi 13301 354 24X 


92060^0266 Motion to strike ABLE 820524 amicus brief ASLB Palled to 
make any effort to conform to Commission 820S06 order re «vc 
on parties Failure to serve brief in timely fashion cost 
intervener 5 of 10 dags provided to reply to brief 

SINKIN. L A Cltiiens Concerned About Nuclear Power, Inc B3/05/L? 

Commissioners 3pp 13350 220 24X Fiche S0-49&I 02/05/29* 

8206040266 


— 8206040271 Reply brief per Commission 020506 order Judge Hill provided 
all evidence neceseary to support allegation of partiality 
b should be disqualified Certificate of Bve end 
SINKIN* L A Citizens Concerned About Nuclear Power* Inc 
82/05/29 Commissioners 23pp 13358 231 24X 

Fiche 50-498* B2/0S/29. 6206040266 


0206040350 Brief in response to other briefs re disqualification of 
Judge EE Hill Judge statement was rational explanation of 
reasons for not being disqualified 6 is based on observation 
of proceeding* not extra judicial Issues W/Certlf i cate of 3vc 
AXELRADiM Joint App 1 icantS-South Texas Project AXELRAD. M 
Louenstein* Neuman. Reis* Ax Blrad !<Toll 02/06/01 Commtss 1 eiitre 

19pp 13352 326 24X Fiche 50-490* 82/06/01* 8206040350, 


0206070510 Response to objection to filing ASLB amicus curiae brief 
Filing of brief appropriate to assure Commission receives 
broadest possible perspective on relevant issues 

PRESTEMON. D L Atomic Safety and Licensing Board Panel 62/06/02 
Commissioners 2pp 13375 033 24X Fiche 50-490*02/06/02, 

B2060703i0 


8206080141 Response opposing Citizens Concerned About Nuclear fouer 
820601 motion to strike A8LB B20529 amicus curiae brief 
Decisionmaking process would be enhanced by hoaring ASLB 
views Certificate of Sve end 

AXELRAD, H Joint App 1 icants-South Texas Project 02/06/04 
Commissioners 5pp 13423 330 24X Ficho 50-4904 02/06/04* 

8206000141 


0206170009 Request to permit Citizens for Equitable UtiJs to withdraw 
from proceeding u/o prejudice to Cltiiens ability to renew 
participation as party if util b Cltiiens arrangements 
terminated Ltrs It Certificate of Sve end 

JORDAN. N 8 Citizens for Equitable Utilities NENMAN* J R Jdnt 
Appllcants-South Texas Project NEWMAN.JR LowenstB In* Newmen. RM s. 
Axelrad b Toll 82/06/14 BECHHQEFER.C * LAMB, J C * HILL*E C 
Atomic Safety and Licensing Board Panel 9pp 13930*156. 24X 

Fiche 50-490*02/06/14*8206170099 


0206210249 Memorandum it Order CLI-B2-9* reinstating Judge EE Hi t I to 
A8LD Hill statement does not provide legally cognizable 
basis for disqualifying prejudice Commiseioners Oillnsky* 

Roberts l< Ahearne views It Assetstine dissent end. 

CHILK.S J Office of the Secretary of the Commise i on. 02/06/lQ 
23pp 13559 091. 24X Fiche 50-490,82/06/10*8206210249. 


0206200406 Memorandum memorializing ASLB rulings on Citizens for 
Equitable Utils It Citizens Concerned About Nuclear Power 
motions* announced during 820613-17 evidentiary hearing 
sessions 

BECHKOEFERi C Atomic Safety and Licensing Board Panel 02/06/24 
4pp 13626 248 24X Fiche 50-490*02/06/24*0206200406 


Q Inspection reports* IE Bulletins It correspondence 


8206010697 Forwards IE Insp Repts SO-49B/B2-03 It 50-499/92-05 on 
920330-0402 No noncomp liancff noted 

MADSEN* 0, L Division of Resident* Reactor Project 5t Engineering 
Programs 02/05/12 0PREA*0 W, Houston Lighting St Power Co 2pf 
13313,294 24X Fiche 50-490*82/05/12*02060 1 0697 


— B206010693 IE Insp Repts 50-499/82-05 It 30-499/02-05 on 020330-0403 N* 
noncompliance noted Major areas inspected ’ review of data St 
analysis dealing w/1 iquefactl on potential of Identified 
engineered backfill areas 

TAPIA* J I * CROBSMANiW A . HUNNICUTT* D. M. Division of Resident* 
Reactor Project It Engineering Programs 82/05/07 4pp 
13313 296 24X Fiche 50-498* 02/05/ 12i 8206010607 


0206020366 Advises of revised enforcement policy described in 020309 
FR notice <47FR9907) , resc Inding requirement that responses 
to all notices of violation be submitted under oath or 
affirmation 

MADSEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs 82/05/26 OPRBA* 0 U Houston Ugh ting 8, Power Co Ip 
13320 335 24X Fiche 50-498,82/05/26,0206020366 


9206020520 Ack receipt of 92Q426 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/02-01 &< 
50-499/02-01 

MADSENrO L Division of Rosldent, Reactor Project St 

Programs 92/05/26, OPREA*0 N Houston Lighting St Fower Co- ip^ 

13324,334 2 4X Fiche* 30-498* 02/05/26* 9206020520 



DOCKETED ITEMS 


3TO 


— &206020529 Respands to NRC SS0326 1 fcr tb violations noted In IC Infip 
Repts S0-47a/fl2”'01 8t 50-4'?9/8a-01 Corrective Actions ui^eldlng 
filler oiatl storage inspected for broken containers (< uield 
rod lacking Idontif icat lort & procsdures revised 

OPREA# 0 U Houston Lighting & Poioar Co 02/04/86 CDLLINStJ T 

Region 4. Office of Director Spp 103S4 33S 24X 

Ficho 50-498, 02/03/26. B206020520 


T Hearing transcripts on non-anti trust matters 


0206220420 Transcript of 020615 hearing in Houston# TX. Pp 10, 300-10# M0 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel B2/06/15, 100pp. 

13577 190. 24X FichB. 50-490,82/06/18,6206220420. 


0202040147 IE Info Hotice 02-15, "Notification of NRC '* Bvc list end 
DEVOUNO,fl C Director's Office, Office of Inspection and 

Enforcement 02/05/20 107pp 13426 093 24X 

FI Che 50-000, 82/03/28,8202040147 


0206220417 Transcript of 0SO616 hearing In Houston# TX Pp 10# 539-10# 603. 
Supporting documentation end 

a Atomic Safety and Licensing Board Panel 82/06/16 200pp 

13576 1 06 24X Flche: 50-490, 02/06/16, 0206220417 


0204210370 IE Info Notice 82-16, “HPCI/RCIC High Steam Floui Setpaints " 
Svc list end 

JORDAN, E L Division of Engineering & Duality Assurance 82/05/28, 
103pp 13440 264 24X Flche 50-000,02/05/28.8204810370 


0206220163 Transcript of 8S0617 hearing in Houston# TX Pp 10# 604-10* 722 
Supporting doc ^mentation end 

a Atomic Safety and Licensing Board Panel 82/06/17 68pp 
13576 030. 24X FI dhe. 50-498, 03/06/17, 82062 20165 


8204210380 IE Bulletin 02-02, *'Degradat ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants ’• 

Svc list end 

DEVOUNO, 0 C Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOSpp 13327 150 24X 

Flche 50-000,02/06/02,8204210380 


0206210416 Forwards IE Insp Repts 5O-499/02“O6 it 50-499/02-06 on 
020412-16 «< 22-23 No none ompl lane e noted 

KADSEN, 0, L Dlvifllon of Resident, Reactor Project & Engineering 
Programs 82/06/03 OPREAiO W Houston Lighting Power Co 2pp 
13569 116 84X Flche. 30-490, 02/06/03, 0806210416 


DOCKET 50-500 DAV18-BESSE NUCLEAR POWER STATION, UNIT 2 
A Appllcation/eohftroction stage documents b correspondence 


8206200071 Addl reiponee to FDIA rp(iuest for eight categories of 
documents Forwards documents listed in App A Documents 
listed in App 9 available in PDR Confidential financial 
Info deleted 

FELTON# J M Division of Rules and Records 02/05/18 HCMURRAY# C. N. 
Kirkpatrick, Lockhart# Hill, Christopher b Phillips 28pp 
13630 053 24X Fichet 30-000, 02/05/12# 82062 80071 


■0206210428 IE Inip Rapts SO-490/82-06 It 50-499/08-06 on 820412-16 
b 22-23 No noncompl lance noted Major areas inspected QA 
program development b implementati on, desl gn engineering, 
procurement b const 

CR08BMAN, w A , HILL, W M , BOARDMAN, J R Division of Resident, 
Reactor Project b Engineering Programs 82/05/27 I0pp 
13568 lie 24X Flche 50-490,82/06/03.0206210416 


—8103020313 Updates 801282 memo re decisions for degraded cooling 
rulemaking Steering group to issue justification for 
rulemaking activity in advance of agreement on quantitative 
safety goal. Examp 1 e» of valva mitoperation provided, 

NEDeiROa»M B. Reactor Systems Standards Branch. 01/02/02 
ARLOTTO, O. A. Division of Englnearing Standardi 20pp 13638 loa 
24X Flche. 50-000# 02/03/12,0206200071 


8806210310 Forwards IE Insp Repts 50-490/02-04 b 50-499/02-04 on 
020301-31 No noncomp I ianc e noted 

MADSEN, 0 L Region 4, Office of Director, 62/06/06 OP RE A, 0 H 

Houston Lighting b Power Co Spp 13559 1S3 24X 

Flche 50-490,02/06/08,0206210318 


—8206210320 IE Insp Repts 50-498/02-04 b 50-499/02-04 on 820301-31. No 
noncompliance noted Major areas inspected const activities* 
review of existing design, site caretaking b moint 
actlvi ties* s 1 te fire protection program b site OA audits 
HILL, H M # KUBACCK, W 0 * BOAR OMAN, J R Region 4, Office of 
Director 82/03/19 21pp 13539- 125. a4X Flche' 50-498# 02/06/08, 
0206210310 


0204210303 IE Info Notice 82-17, "Overpresflwr i lafcion of RC6. Svc list 
end 

JORDAN, E L Division of Engineering b Quality Assurance. 62/06/11. 
106pp 13673 258 24X Flche 50-000,82/06/11,6204210303. 


8204210304 IE Info Notice 62-10, ’'Assessment of Intakes of Radioactive 
Matl by Uorkers " Bvc list end 

DEyaUNG,R C Director's Office, Office of Inspection and 

Enforcement. 02/06/11. 120pp 1367S 189 24X 

Fiche 30-000* 02/06/11,8204210304 


8 Reportable occurrences, LERs b related correspondence 


B206020540 Fourth interim deficiency rept ra HVAC design, Initially 
reported 61050B Bechtel anticipates completion of HVAC work 
package activity by mld-0ept 1902 Next rept expected by 
021018 

OPREA, 0 W Houston Lighting b Power Co 02/05/26 COLLINS, J T 
Region 4, Office of Director 3pp 13322 360 24X 

Fiche’ 50-498, 02/05/26, 0206020540 


F aecurlty, medical# emergency b fire protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to implement 
prompt notificatlan sys. Forwards documents listed in App A 
Documents also available in PDR 

FELTON# J M Division of Rules and Records 02/05/11 REyNOLDB,N. B 
Debevolse b Liberman 3pp 13454 003 24X Flche 50-000,02/09/11# 

0206090002 


>6206090011 List of facilities completing emergency preparedness 
activities by 010701. 

» NRC - No Detailed Affiliation Given 02/OS/ll 9pp 
13454 006 . 24X FI che’ 50-000, 82/05/ 1 1, e2060'?0002. 


— 8203110473 Submits update of current assessment of licenices ability 
to Implement prompt notification sys by 62D201 deadline. 

Thirteen licensees may not meet deadline 

DlRCKBiU, J Office of the Executive Director for Operations 
62/01/26 Commissioners 2pp, 13454' 164. 24X 

Flche 50-000. 82/05/ 1 1# B806090002 


— 82031I04DI Bubmlts monthly update of status of Implementation of prompt 
notification sys. 

8PENCER,0, 8, Division of Technical Inspection. 82/01/05 
0RIME8# B K. Division of Emergency Preparedness 0pp, 13494:176 
24X Fiche: 50-0DDi 82/09/11,8206090002 


— 0206090073 Forwards monthly status rept re prompt notification sys at 
fact 1 i 1 1 es. Commitments made by licensees to ensure 
deficiencies are corrected by 820601 

HIND* J. A Division of Emergency Preparedness b Operational 
Support, 02/02/17. ORIMEB, 5 Division of Emergency Preparedness 
3pp 13454: 190 24X Flche. 50-000,82/09/11,0206090002 


0206150410 Final deficiency rept re steam generator tube rupture F8AR 
analysis, init ially reported 820119 Item does not meet 
criteria for reportab i 1 i ty, No corrective action necessary 
OPREA, 0 W Houston Lighting b Power Co 02/06/10 COLLINS, J. T, 
Region 4, Office of Director 4pp. 13503 024 24X 

Flche- 50-498, 82/06/10, 0206150418 


9206230013 Part 21 rept re diesel generator fuel oil storage tank room 
fan motor qua 1 if Ication* essentl al cooling water gantry crane 
tornado design b emergency sump rccir culati on piping 
oventress Resolution of Items now Bechtel responsibility 
RICE,W M. Drown b Root Corp (subs, of Halliburton Corp ) 

82/06/11 DEyoUNO, R.C Director's Office* Office of Inspection and 
Enforcement. 2pp 13508 199. S4X Flche 50-490*02/06/11,8206230013 


0 Inspection reports# IE Bulletins b correspondence 


8202040147 IE Info Notice 02-15* "Notification of NRC ” Bvc Ust end, 
DEYOUNO# R. C, Director's Office* Office of Inspection and 
Enforcement 02/09/26 I07pp 13426.075. 84X 

Fiche 90-000, 62/09/2-0, 6202040147, 


0204210376 IE Info Notice 82-16, "HPCI/RCIC High ateam Flow Betpoints. « 
Svc list end, 

JORDAN, E. L Division of Engineering b Quality Assurance. 02/05/26, 
I03pp 13440,264. 34X Flche 50-000, 62/05/20, 0204210378. 



376 


DOCKETED ITEMS 


8204SiO3B0 IE Bull»tin 82-03^ "Degradation of Threaded Fastener-s in 
Reactor Coolant Preosure Doundarij of PWR Plants " 

Svc U*t end 

DETOUNO^R C. Director's Offlcci a#flco of Inspection and 
Fflferce/ntfjjt, 93/06^02 I03pp 131537 ISO 34 X 

FI Che 30-000, 8a/0&/oa.a2O4aiO3BO 


0204210383 IE Info Notice 82-17* “Overp ressur i ’ation of RC8 *' Svc list 
end 

JOflDAM. E L Division of Engineering It -Quality Assurance 82/06/11, 
106pp 13679 238 24X Fiche 30-000,62/06/11,8204210383 


8204210384 lE Info Notice BS-lSi "Assetsrtenfe of Intakes of Radioactive 
Hatl by Workers '* Svc H«t end 

DEYDUNOi R C Director's Office* Office of Inspettlon and 

Enforcement, 82/06/11 120pp 13675 189- 24 X 

Fiche, 50-000* Q2/06/1 1, 82042 103Q4 


0204210300 IE Bulletin 82-02, ^Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Doundary of PWR Plants " 

Svc i ist end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 150 24X 

Fiche 50-000.02/06/02,8204210380 


8204210383 IE Info Notice 02-17, "Overpressur i ration of RGB ” Bvc li^t 
enc 1 

JORDAN, 6 L Division of Engineering ?< Duality Assurance 02/06/11 
106pp 13673 230 24X Flch* 50-000i 82/06/ 1 1 , 8204210383 


0204210384 lE Info Notice 02-18, “Assessment of Intakes of Radioactive 
Matl by Workers “ Svc list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/11 120pp 13675 109 a4X 

Fiche 30-000.02/06/11,0204210384 


DOCKET 80-501 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 3 


A Appl icatlDn/construction stag* documents It correspondance 


0206280071 Addl response to FOIA request for eight categories of 
documents Poruards documents listed in App A Docutnente 
listed in App S available in POP. Confidential financial 
info deleted 

FELTON, J « Division of Rules and Records 82/05/12 MCHURRAV.C H 
Kirkpatrick. Lockhart. Hill* Christopher Phillips 2app- 
13638 059 24X Fiche 90-000*82/09/12*8206280071 


—8103020313 Updates B01222 memo re decisions for degraded cooling 
rulemaking Dteering group to issue justlf ication For 
rulemaking activity in advance of agreement on quantitative 
safety goal Examples of valve misnp eratlon provided 
HEDEIRQS. N 0 Reactor By stems Standards Branch 91/02/02, 

ARLOTTOrOA, Division of Engineering Btandards 20pp 1363B 102 

24X Fiche* 50-000,82/05/12,8206280071 


F Becurlty. medical, emergency 4< fire protectlo-p plana 


D206090002 Responds to FOIA request for documents re Commissi on 
decision to extend deadline for liceneees to Implement 
prompt notification sys. Foruuir d s documents listed in App A 
Documents aleo available in PDR 

FELTON, J H Division of Rules and Records 82/OS/ll REVNOLDB. N, S 
Debevoise It Liberman 3pp 13494 003 24X Fiche 50-000.82/05/11, 

8206090002 


•<-B2060?001t List of facilities completing emergency preparedness 
activities by 810701 

» NRC - No Detailed Affiliation Olven 82/09/11 9pp 
13494 006 24X Fiche. 50-000, 82/05/ 1 1 . 6206090002 


— 6203110473 Submits update of current asiessment of licensees ability 
to implenent prompt notification sys by 820301 deadline. 

Thirteen licensees may not meet deadline. 

DIRGK8. U U Office of the Executive Director for Operations 
82/01/26 Commissioners 2pp 134S4' 164 24X 

Fiche 50-000,82/05/11.8306090002 


— 8303110461 Dubnits monthly update of status of inplamentatl on of prompt 
natificatlon tys 

SPENCERtO 8 Division of Tachnltal Inspactlon 82/01/05 
0R1HEB>B K Division of Emergancy Preparedness. Qpp 13494. 176^ 

24X Fichi 90-000.83/09/11*8206090002 


— 8206090073 Forwards monthly status rept re prompt notification sys at 
facll ities, Commitments made by licensees to ensure 
deficiencies are corrected by 830601 

KIND. J. A. Division «f Emergency Preparedness t Operational 
Support 82/02/17 ORICiES.B Division of Emergency Praparednpos. 
3pp. 1 3494; 190 24 X Fl C h a r 90 “000* 82/05 / i 1 . 6206090002 


DOCKET STN-50-302 HAVEN NUCLEAR PLANT. UNIT 1 


Q Inspection reports. IE Bulletins U correspondence 


B202040147 IE Info Notice 02-15, "Notification of NRC " Svc list and 
DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 83/09/28 I07pp 13426 095 a4X 

Fiche 90-000.02/05/28.0202040147 


B2O42LO370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints " 
Bvc list end 

JORDAN. E L Division of Engineering & Quality Assurance 82/05/23 
I03pp 13440 264 24X Fiche 50-000.02/09/28,8204210378 


8204210380 IE Bulletin aa-oa. “Degradatipn of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEYQUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/06/03 iOSpp 13927 130 24X 

Fi Che 50-000, 83/06/02. 6204210300. 


8204210383 IE Info Notice 82-17. "Ovarprossur i zation of RGB." Svc list 
end 

JORDAN. E L Division of Engineering It Quality Assurance 82/06/11 
106pp 13675 338 24X Fiche 50-000,82/06/11.6204210333, 


8204210304 IE Info Notice 83-18, "Assessment of Intakes of Radiaactiva 
Katl by Workers " Svc list end 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 03/06/11 t20pp 13675 189 24X 

Fiche: 50-000, 02/06/11,8204210304 


DOCKET BTN-90-90B WPPSB NUCLEAR PROJECT. UNIT 3 


A Appl icatlon/construction stage documents It correspondence 


0206010111 Summary of 820511 meeting w/utll In DethesdarHD re updated 
stratus for tendering OL application scheduled for 630602 
Const progress It future const goals discussed. 

WHEELER. L L Licensing Branch 3 02/09/14 Licensing Branch 3 

2pp. 13319 294 24X Fiche 90-908. 82/09/ 14, 83060101 1 1 


0206020311 Summary of 020911 meeting ur/utll licensing manager in 
Datheida. HD re review process !< preliminary identification 
of possible unique features of project 

UHEELER.L L Licensing Branch 3. B2/09/S5. Licensing Branch 3 

2pp 13343 160 24X Fiche 90-500,82/05/35,8206020311 


— 8306020313 Notification of 830511 meeting w/util licensing manager In 
BsthesdaiND to discuss review process l< preliminary 
Identification of possible unique features of project. 

WHEELER, L L. Licensing Branch 3. 02/04/83 MIRA0LIA,F 0. 

Licensing Branch 3 2pp 13343 162, 34X Fiche, 90-508, 02/09/25. 

030602031 1 


8206040412 Forwards application for OL. consisting of FSAR. environ rept 
Ifllsd in PDR Category C), emergency preparedness plan (filed 
In PDR Category FI U antitrust info (filed in PDR Category 
N) 

GOUCHEYiO D Washington Public Power Bupply Bystem. 83/05/29 
DENTON.H R Office of Nuclear Reactor Regulation, Director Upp 
13392 001 24X Fiche. 50-500. 03/09/29, 820604041S 


— B206040419 Application for OL. 

BOUCHEY,0 D Washington Public Power Bupply System. 02/05/25 
26pp 13392 004. 24X Fiche: 50-900, 02/05/29. 8206040412 



DOCKETED ITEMS 


Q20&1&0001 rJoti flcatlon of 82{Mil8 meeting <tf/utll in aethBtd 4 . HD to 
<SlicL>«9 technical aspects of ITT^Orinnell Figure SIS pipe 
hanger stiff clamps Meeting origlnallg scheduled an 820611 
NHE8LER.L L Licensing Branch 3 82/06/03 HiRADLIAi F J 

Licensing Branch 3 6pp 13523 241 24X Fl che. 50“50ai B2/06/03* 

B2061 60001 


8206230279 Act receipt of documents re OL app llcationr Inc lud ing 
general & financial inf Oi FSAR> environ rept^ antitrust info 8t 
phvsical secwritg & safeguards contingency plans. Acceptance 
revieu process initiated 

TEDESCO. R L Assistant Director for Licensing 82/06/15 
FEROOSOHj R L Washington Public Poieer Supply System 2pp 
13592 204 24X Flche 50-508,82/06/15,8206230279. 


C Utility Environmental Report (ERl, amends U correspondence 


6206040412 Forwards environ ropt 

BQUCHEYrO D Washington Public Power Supply System 82/05/25 
DENTON, H R< Office of Nuclear Reactor Regulation, Director 3pp 
13392 001 24X Flche 50-508.82/05/23,8206040412 


— 8206040420 Environ ropt for facility 

* Washington Public Power Supply System 02/05/23 6S0pp 
13393 172 24X Flche 30-508,82/05/25,820 6040412 


F. Security, medUal, emergency & fire protection plans 


B206040412 Forwards emergency preparedness plan U fire protection plan 
BOUCHEY, 0 D Washington Public Power Supply System B2/05/2S 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp, 
13392 001 84X riche 30-508,02/05/85,8206040412 


— B206040430 Emergency preparedness plan ti fire protection plan 
« Washington Public Power Supply System 62/03/S5 lOOOpp 
13394 261 24X Flche 50-500,02/05/23,8206040412 


8206030175 Forwards physical security l< safeguards contingency plans 
Plans withheld (ref 10CFR73 2l> 

BOUCHEY, 0 0 Washington Public Power Supply eystam 82/05/26 
DENTON.hr Office of Nuclear Reactor Regulation, Director 2pp 
13337,135 24X Fit he 30-300,82/05/26,88060 30175 


K Utility Final Safety Analysis Report <F9AR> & amends 


B206040412 Forwards application for DL, consl* ting of FSAR, environ rept 
(filed in PDR Category C>, emergency preparedness plan (filed 
in PDR Category FI it antitrust info (filed in PDR Category 
ML 

saUCHEY, 0 D Washington Public Power Supply Bystem 02/O5/2B, 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
13392.001 24X Flche 50-500,02/05/25,02060 40412. 


— 8206040419 Application for OL, 

BOUCHEY, 0.0 Washington Public Power Supply System 02/03/85. 
S6pp 1339a;004 24X Flche- 50-500, 82/03/25, 02060404 12 


— 0206040426 WPP8S 3 FSAR, Vo Is 1-13. 

a Washington Public Power Supply System, B2/05/25 10t695{ip 

13392*040, 24X Flche; 50-500, 02/05/23, 8206040412 


— 8206040434 Chapter 1 to WPPB8 3 F8AR, “Intr oductlon & Oeneral 
Description of Plant Site Characteristics." 
e Washington Public Power Supply System. 02/05/23 esOpp, 
13392-278 24X Fichf. 50-300, 82/03/25, 0206040412. 


8206040448 App 2 5E to WPP88 3 FSAR. "Remote Sensing " 

* Washington Public Power Supply Syeteai 02/05/25 33pp 
13400 039. 24X Fi c he; 50-500, 82/05/25, 8206040440 


0206040450 App 2 9F ta WPP0a 3 FBAR, "Local Fault Investiga tlor “ 
* Washington Public Power Supply Eystem 82/05/25, i45pp 
13400 092 24X Ficho 50-500,02/05/25,8206040450 


0206040452 App 2 30 to WPPS8 3 F9AR, "Analysis of Linear Trend# From 
Available Gravity t Aeromagnetlc Data *' 

« Washington Public Power Supply Bgstem 02/05/25 30pp 
13400 237 24X Flche- SO-SOG. 82/05/25, 0206040452 


0206040453 App 2 5H to WPPSS 3 FBAR, "Earthguaka Catalog " 

* Washington Public Power Supply System 82/05/25, 400pp 

13400.291. 24X Fiche 30-308,02/05/23,0206040453 


8206040454 App 2 51 to WPP83 3 FBAR, "Lab Geologic Studies " 
e Washington Public Power Supply System 82/05/25 53pp, 

13401 260 24X Flche 50-508^02/05/25,0206040454 


B2060404S6 App 2 5J to WPPGS □ FBAR, ’'Development of 89E tt ODE 
* Washington Public Poutr Supply System 02/05/23 69pp. 

13401 315 a4X Flche 50-509,82/05/25,0206040456 


8206040457 App 2, 5 K to WPPBB 3 FBAR, "Analysis of Accelerograms 
Recorded at Olympia, WA " 

* Washington Public Power Supply System 02/03/25, 41pp, 

13402022 24X Fiche 50-300,82/03/85,8206040457 


8206040460 App 2 5L to WPPBB 3 FBAR, "Landslide Investigations " 
e Washington Public Power Supply Bystem 82/05/25 200pp 

13402.064 24X Fiche 30-309,02/0 5/25,0206040460 


B206040462 App 2,311 to WPP83 3 FBAR, "Volcanic Activity in Site 
Region " 

e Washington Public Power Supply Bgstem 02/05/23 43pp, 

13402; 161 24X Flche. 50-508# 02/05/85, 0206040462 


0206040463 App 2. 5N to WPPSS 3 FSAR 

« Washington Public Power Bupply System 82/05/85. Ip. 13402*206 
24X Flche. 50 -500, 02/05/83, S806040463. 


0806040464 App 8 50 to WPPSS 3 FSAR. 

* Washington Public Pouiar Bupply System 82/05/25, Ip 13402.807. 
84X Flche 30-500,08/03/83,0806040464 


0206040466 Chapter 3 to WPPBB 3 FSAR, "Design of Structures, " 
s Washington Public Power Bupply Bystem S2/05/83, 2, SOOpp. 

13402.214 24X Flche 30-300# 02/05/83, 0206(540466. 


8806040467 App 3. 6A to WPP88 3 FBAR, "Pipe Rupture Analysis " 
e Washington Public power Bupply System 02/03/83, 200pp. 

13403* 090 a 4X Flche. 50- 309, 82 /O 5/83 . 0206040467. 


0206040468 App 3 6S to WPPSS 3 FBAR. "Computer Programs CALPLOTFII, 
PL AST t< WHAMMOCII " 

* Washington Public Power Bupply System 08/03/85. 29pp 
13403:226. a4X Flche 30-508# 02/05/25, 0806040460. 


0206040439 Chapter 2 to WPP88 3 FBAR, "Site Characteristics." Two 
overslie maps end. Aperture cards available in PPR 
a Washingten Public Power Supply Bystem 82/05/25. 1# 650pp. 

13393*310. 24X Fiche 50-508,02/05/23.0206040439 


6206040442 App 2 5 A ta WPP88 3 FBAR, "Preconst Bite Inveitlgat Ian " 
* Washington Public Power Supply System 02/05/25 280pp 

13399.077 24X Flche* 50-500, 82/05/25. 0206040442. 


S206040444 App 2 5 B to WPPS8 3 FBAR, "Static Hatl Properties " 
* Washington Public Power Supply System 02/05/25. 65pp 
13399.204 24X Flche 50-50B| 82/05/25, B2060 40444 


6206040446 App 2 5 C to WPPBB 3 FBAR. "Dynamic Hatl Properties 
a Washington Public Power Bupply System 02/05/25 39pp 
13399 .350, 24 X FI c h e ■ 50-508, 02 /05/23 , 8206040446 


0206040447 App 2 5. D to WPPSS 3 FSAR, "Bite Oepphyaical 
Jnveetigatlons " 

* Washington Public Power Supply Bystem 62/05/25 31pp. 

13400-027. 24X Flcha 50-508,02/05/25.0206040447 
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Chapter 6 to WPPSS 3 FSAf?- “ESFs '* 

«■ M^shinptun Public Pouer Supply S^ftero aS/05/25. 6S0pp 
13406 Z7h 24X Ftche 50-50B« 08/03/29. 020^040400 


6206040403 App 6 2A \c WPP3a 3 F^AR. "HATEMPT - Computer* Code to 
Calculate Shield 51df Amxulu* Tranaient " 

« Uashlngton Public Pouer 8upplg System 62/03/23 3pp 
1340B.017 24X Flcha 50-506-92/03/25.6206040403 


8206040404 App 6 2D to WPPSS 3 FSAR. "EDAecD Mads to CONTEMPT -LT 
Mod 26 " 

» Hiahlngton Public Pawer Supply System 02/05/25 Itpp 
J340B 020 24X Picha 50-509.62/09/23.3206040464 


0206040405 Chapter 7 to WPPSS 3 FSARj " Instrument at i oh &( Control 
« Uashinpton Public Power Supply System 62/05/23 BOOpp 
13409 140 24X FKhe 50-506.02/09/25.6206040499 


9206040408 Chapter B to WPPSS 3 FSARi "Electric Power '' Two overs li«- 
jnapa end Aperture cards available in PDR 

* Wafhtngton Public Pousr Supply Bgatem 82/05/29 30Qpp 
13409 394 24X Flche. 90-503. 32/03/25. B2060 404B9 


0206040491 Chapter 9 to MPPBS 3 FSARt "AujtlUary 9ya 

* (•raahlnptan Public Power Supply Gy a tarn G2/05/29 700pp 

13410 192 24X Flche 90-903.82/08/25.3206040491 


8206040493 Chapter lO to NPPBS 3 FSARi "Steam It Power Conversion Byt. " 
* WaahinfltoTi Public Power Supply Syetem 62/09/23 OOOpp 
13411 310 24X Flche 90-508.62/05/29.8206040493 


8206040499 App 10 4 9A to NPP5B 3 F8AR. ''Auxiliary Faeduater 8ys 
Availability Analyale. " 

* Nathlngton Public Paiuer Supply System 82/09/25 65pp 
13412. U9, 24X Flche 90-808,02/09/29.0206040499 


8206040490 Chapter 11 to WPPSS 3 FSAR. "Radwaete Mgt " 

e Washington Public Pouer Supply Syetam 62/09/23 SSOpp 
13412 234 24X Fiche. 80-306i 32/0 9/23. 3206040490 


B206O40501 Chapter 12 to UPPGS 3 FSAR, ''Radiation Protection " 
« Methington Public Power Supply Gy* tern 82/09/29 300pp 

13413.078 24X Flche 90-503. 62/05/29 > 3206040901 


8206040909 App 12A to WPPSS 3 FSAR. "TKl Shielding Study - 
NURE0-097ar Item II 1 6b «i NUREO-D737i Item I I. D S. Deelgn 
Review of Plant Shielding for 8paces/6ys Which tlag De Used 
In Post-Accident Operations " 

a Heshlngton public Power Supply Syetem 62/05/23 98pp. 

13413:299 S4X FiC he* 50-900, 82/05/29. 0206040503 


6206040910 Chapter 13 tn WPPSS 8 FSAR. "Conduct of Operatione " 
« Washington Public Power Supply Bye tern B2/DS/29 75pp 
13413 386 24X Flche* 50-900. 02 /0S/2S. 0206040910 


0206040912 App 13A te WPPSS 8 F0AR. "Oualif i cation* of Technical 
Support Personnel " 

* Maihington Public Power Supply Gyetem B2/05/25 t9pp 
13414 077. 24X Flche 50-900.02/05/25,6206040912 


8206040919 App 138 to WPPSS 3 F3AR. "Oua 1 if Icatlana of Plant 
Peridnnel. " 

a Heshington Public Power Supply ayetem. 62/05/89 tSpp 
13414 096- a4X Flche 90-503.82/03/25,82060 40515 


8206040916 Chapter 14 to WPPSS 3 FSAR. "Initial Teet Prdgram 
a Waehington Public Power Supply Syetem 82/09/29, 73pp 

13414 111 84X Flche- 90-300, 02/05/89.8206040516 


8206040918 Chapter 19 to WPPSS 3 FSAR. "Accidental An«ly»l«, " 
e Washington Public Pou»r Supply Suetem, 02/05/25 99 ob, 

13414: 186. 24X Fic he* 50-900, 02/05/29, 020-6040910 


0206040919 App 191 to WPPSS 3 FSAR. "Cuntalnment Leah age l« Dose 
Cslculetlon Model* Fieelon 2120 Computir Code." 

♦ Washington Public Fewer Supply System. 02/09/25 itba 
13414*245 24X Fiche 30-903,82/09/29.8206040919, 


8206040923 App 9. SA to WPPSS 3 FSAR. "Fire Haiarde Analysis " 
a Washington Public Power Supply System 82/05/25 400pp 

13414 276 24X Fiche 90-900.02/05/29.0206040923 


H Antitrust correspondence 


8206040412 Forward* antitrust info 

DOUCHE V, 0 D Washington Public Power Supply Syetem 02/05/25 
DENTQN.H R Office of Nuclear Reactor Regulation, Director, 3pp 
13392 001 24X Flche 50-500. 02/05/23. 0306040412 


— 0206040423 "Info for Antitrust Review of OU Application for WPPSa 3 « 
« Washington Public Power Supply Byetdm 82/05/25 15pp 
13392 030 24X Flche 80-500. 82/09/39, 8206040412 


0 Inspection report*. IE Quiletins 6 correspondence 


ea060a03ia Forward* IE Insp Repts 90-508/82-09 4< 5O-3O9/02-'O4 on 
020401-30 No noncotnp 1 lance noted 

BISHOP. T W Division of Resident. Reactor Project 8< Engineeriufi 
Prograflis 02/01/21 LEDDICK, R S Washington Public Power Supply 
Syetrm 2pp 13430000 24X Fiche 50-308.02/05/21.0206080310 


— SaO6O0O3l5 IB Insp Repts 50-508/02-09 I, 90-909/82-04 on 020401-30 Uo 
noncompl lance noted Major area* Inspected open Items re 
structural work, welding of primary loop p ip Inq. concrete 
records 6 cure 6 maint of partially installed equipment 
ALBERT. ty 0 , OODDBrR T Division of Resident. Reactor Project 6 
Engineering Programs B2/09/21 6pp 13420 010 24X 

Flche 90-500. 02/09/21. 62060B0312 


8202040147 IE Info Notice 82-15. "Notification of NRG " Sve lUt erf I 
DEVQUNOiR^C Diroctor's Office. Office of Inspection and 

Enforcement 02/09/28 I07pp 13426 093 24X 

Fiche SO-000, 02/09/20, 0202040147 


0204210378 IE Info Notice 02-16. "KPCI/RCIC High Steam Flow Setpolnte " 
Sve list end 

JORDAN, E L Division of Engineering l< Quality Assurance 02/O9/!Jn 
lOOpp 13440 364 24X Flche 50-000.02/05/20.0204210378 


8204210380 IE Dulletid 82-02. "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plant*, " 

Sve list end 

DEYDUNO.R C, Director's Office. Office of Inspection and 
Enfortement 82/06/02 lO0pp 13527 190 24X 

Fiche 50-000. 82/06/02. 82042 103B0 


8206220345 Forwards IE Insp Ropt 90-900/02-10 on 820903-07 ti 17 **21 No 
noncompl iance noted 

DJ8H0P.T W Division of Residentj Reactor Project 6 Engineering 
Programs 12/06/07 LEDDICK.R 8 Washington Public Power Supply 
System 2pp 13982 OBi 24X Fiche 50-900. 02/06/07. 02O62SO3 49 


— Q2U JO390 IE tnsp Rept 90-508/02-10 on 020503-07 6 17-21. No 
noncompllance noted. Major areas inspected licensee action on 
previous enforcement 6 on 10CFR90 55(e) i temi. poet-weld heat 
treatment, electrical penetrations l< QA procedure* 

KAtSTi D P I DODDS. R T Division of Resident. Reactor Project It 
Engineering Programs 03/06/04 i4pp. 13582,003 24X 

Fiche; 60-508, 82/06/07. 8206220345 


82042103B3 IE Info Notice 02-17, "Overpressur liatlon of RGB Svr list 
and 

JORDAN, E U Division of Engineering U Duality Aesurance 82/06/11 
106pp 13679 259. 24X Fiche 60-000.02/06/11.0304310383 


8204210394 IE Info Notice 02-18. "Assessment of Intakes of Radioactive 
Matl by Workers," Bve list end 

DEVQUN8.R C Director's Office. Office of Inepoction and 
Enforcement 82/06/11 I20pp, 13679' IS9 34X 
Flclie 90-000. B2/06/tt, 0204210384 


8 Reportable occurrence*. LERs related correspondence 


0206020300 Revision to final deficiency rept re structural eted 
connections, originally reported on 611117, AE responses to 
NBC questions received but further analysis 8< clarification 
required. Requested info will be provided by 0SO723 
LEDDtC'K. R 3 Washington Public Power Supply System, 02/00/21 
FAULKENBERRY. B Region 9, Office of Director- Ip. 13326.001 24X 

Fiche 90-908, 82/05/21.8306020300. 


0206000233 Final rept r» welding deficiencies In steel door fraeie 
fabrication, Rejectable defect* repaired t< re-examined for 
acceptability Deficiency determined not reportable under 
10CFR90 99<eJ 

LEDDICK.R 8 Washington Public Power Supply System, 02/09/28 
BISHOP,! W Region 9. Office of Director, 3pp, 13422*010 34X 

riche* 90-900. 02/09/201 0206000233 



DOCKETED ITEMS 


37S 


3206110226 Foruard« final deficiency rept re uelding deficiencies- k 
steel door fabrication 

LEDOIGKiR 5 Washington Public Power Supply System 62/06/04 
NRC x No Detailed Affiliation Given Ip 13466 231 24X 

Fiche 50-50a< 62/06/04« 6206110226 


• — 3206110228 Final deficiency rcpt re door frame fabricator not loeetlng 
spec regulr ements for full penetration Tee wolds Toe welds 
not Biamined u/magnetic particle or liquid penetrant exam 
given ultrasonic axam Deficiency not reportable 
LfODICKrR S Washington Public Pauier Supply System 02/03/20 
BISHOP* T W Region 3r Office of Director 3pp 13466232 24X 

Flche 50-500*02/06/04*8206110226 


82061 5022? Fina 1 deficiency rept re questionable indications on 
radiographic film of safety injection tanks k reactor 
coolant pump volutes k motor supports i initial ly reported on 
010410 Deficiency not reportable per lOCFR 050 55e 
LEDdICK*R S Washington Public Power Supply System 02/06/04 
BtSHOPiT W Division of Resident* Reactor Project ^ Engineering 
Programs 3pp 13503 354 24 X Flche 5O“-5O0* 09/06/04, 0206150329 


8206210504 Forwards final deficiency rept re C-E radiographic test 
Ind icatlons* safety injection tanks k reactor pump supports 
LEDDlCKrR 6 Washington Public Power Supply System 82/06/14 
NRC - No Detailed Affiliation Given Ip 13566 293 24X 

Flche 50-508102/06/14*6206210504 


— B206210511 Final deficiency rept re C-E radiographic test litd icatlons* 
safety injection tanks S( reactor pump supports Deficiency 
determined to be not reportable per 10CFR050 551e> 

LEODICK*R 8 Washington Public Power Supply System 02/06/04 
aiSHOP.TW Region 5* Office of Director 3pp 13566294 24X 

Flche 50-506*62/06/14.0206210504 


6206860520 Requests addl info re 820604 interim deficiency rept 
concerning radiographic test indications on safety injection 
tanks It reactor pump supports Util position re resolution of 
total problem should be addressed 

BrSHOP*! W Region 5, Office of Director 62/06/22. LEDDICKrR B 
Washington Public Power Supply System Ip 13626 313 24X 

Flche 50-508*62/06/22*6206280520 


DOCKET STN-50-809 WPPS8 NUCLEAR PROJECT* UNIT 3 


A Application/construction stage documents k correspondence 


S206020311 Summary of 820511 meeting w/util licensing manager in 
BethesdarND re review process preliminary identification 
of possible unique features of project 

WHEELER*L L Licensing Branch 3 02/03/25 Licensing Branch 3 

2pp 13342 160 24X Fiche 50-506*62/05/25*6206020311 


— 6206020313 Notification of 680511 meeting w/util licensing manager in 
Dethesda.MD to discuss review process St preliminary 
identification of possible unique features of project 
WHEELER* L L Licensing Branch 3 82/04/22 NIRAOLIA.F J 

Licensing Branch 3. 2pp 13342 162. ?4X Fiche 50-500*02/05/35. 

0206020311 


0206160001 Notification of 020616 meeting w/util In Bethesda*hD to 
discuss technical aspects of ITT-Orinnell Figure 215 pipe 
hanger stiff clamps Meeting originally scheduled on 630611 
WHEELER* L L Licensing Branch 3, B2/06/03 MIRAOLIA. F J 

Licensing Branch 3 6pp 13525 241 24X Flche 50-500,02/06/03* 

8206160001 


Q Adjudicatory correspondence 


8206250119 Responds to 011130 t* 020316 petitions on behalf of Coalition 
for Safe Power Petitions denied based on end Director's 
Dec is ion 

DENTON* H R Office of Nuclear Reactor Regulation* Director, 

62/06/16 BELL.N Coalition for Safe Power. 2pp 13626:326. 24X 

Fiche 50-509* 02/06/16*8206250119. 


— B206250125 Notice of issuance S* availability of Director's Decision 
under 10CFR2 206 denying Coalition for Bafe Power petitions 
to revoke CP on basis of matl false statement in application 
for CP extension 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
02/06/16 Ip, 13620 330 24X Fiche 50-509*02/06/16*0206250119 


— 8806250133 Director's Decision DD-82-6 denying N Bell petitions on 
behalf of Coalition for 0afe Power to revoke CP on basts 
of matl false statements in application for extension of 
CP 

DENTON* H R Office of Nuclear Reactor Regulation* Director. 
02/06/16 12pp 13620331 24X Flche 50-909*62/06/1610206250119 


0 Inspection reports* IE Bulletins & correspondence 


92060803112 Forwards IE Irsp Repts 5O-SO8/02-O9 k 50-509/82-04 on 
020401-30 No noncomp 1 ianc e noted 

BISHDP*TU Division of Resident* Reactor Project & Engineering 
Programs 02/09/21 LEDDICK* R 8 Washington Public Power Supply 
System 2pp 13420 009 a4X Flche 50-508*62/05/21*82060603 12 


— 8S06030315 IE insp Repts 50-506/82-09 & 50-509/02-04 on 820401-30 No 
none amp 1 1 anc 0 noted Major areas inspected open Items re 
structural work* weld ing of primary loop p iping* concrete 
records 8e cure k malnt of partially installed equipment 
ALBERTfW O I DODDS, n T Division of Resident* Reactor Project 
Engineering Programs 02/09/21 6pp 13420 010 24X 

Fiche 90-508.02/09/21*0206060312 


0202040147 IE Info Notice 02-15* "Notification of NRC '■ 8vc list end 
DEV0UM0,R C Director's Office* Office of Inspection and 

Enforcement 62/05/26 107pp 13426 099 24X 

Fiche 90-000,82/05/20,6202040147 


0204210378 IE Info Notice 82-16* "HPCI/HCIC High Steam Flow Getpoints. ' 
Sve list end 

■JORDAN* E L Division of Engineering 8* Quality Assurance 62/05/28 
t03pp 13440 264 24X Flche 50-000*82/09/20*0204210370 


02O421D3BO IE Dulletin 02-02, '<Degradat i on of Threaded Fasteners m 
Reactor Coolant Pressure Boundary of PMR Plants " 

Sve list end 

DEYOUNG* R.C Director '^s Office* Office qf Inspection and 

Enforcement 02/06/02 lOBpp 13527 150 24X 

Flche 50-000,82/06/02*0204210300 


6204210303 IE Info Notice 02-17* ''OverpTBSSur i jation of RCS " Bve list 
end 

JORDAN* E L Division of Engineering Sc Quality Assurance 62/06/li 
I06pp 13679 298 24X Flche 90-000,82/06/11*8204210383 


6S042103B4 IE Info Notice 02-18* '^Assessment of Intakes of Radioactive 
Matl by Norkers. " 6vc list end 

DeYOUNO*ft C Director's Office* Office of Inspection / '4 

Enforcement. 02/06/11 laopp 13675 189 24X 

FUhe. 90-000* 82/06/11.0204210304 


6 Reportable occurrences* LERs t* related correspondence 


6206020308 Revision t-o final deficiency rept re structural steal 
connections, eriginal iy reported on 811117 AE responses to 
NRC questions received but further analysis I* clarification 
required Requsfited info will be provided by 020723 
LEDDICK.R 0 Washington Public Power Gupply System 02/09/21 
FAULKENDERRY, 0 Region 5« Office of Director Ip 13326.001 24X 

Fiche. 90-508. 82/05/21 » 8206020300 


8206080233 Final rept re welding deficiencies in steel door frame 
fabrication Rejectable defects repaired S* re-examined for 
acceptability Deficiency determined not reportable under 
10CFR50 9S(el 

LEDDICKrR 8, Washington Public Power Supply System 82/09/26 
BISHOP* T W. Region 9* Office of Director, 3pp 13422 010 24X 

Fiche: 90-S03* 82/05/20* 0206000233 


9206110226 Forwards final deficiency rept re welding deficiencies t« 
steel door fabrication. 

LEDDICKiR 8 Washington Public Power Supply System 62/06/04 
NRC - No Detailed Afflllatian Given Ip 13466 231 24X 

Flche* 90-S09* 82/06/04. 02061 10226. 


— 0206110228 Final deficiency rept re dogr frame fabricator not meeting 
spec requirements for full penetration Tee welds Tee welds 
not examined w/magnctlc particle or liquid penetrent exam 
given ultrasonic exam Deficiency not reportable. 

LEDDICK* R 8 Washington Public Power Bupply Bystsm, 82/09/20 
BISHOP. T U Region 9* Office of Director 3pp 13466 232 24X 

Flche 90-5001 02/06/04* 8206110226 


8206190229 Final deficiency rept re quastionable indications on 
radiographic film of safety Injection tanks k reactor 
coolant pump volutes k motor supp-orbs * initial Lg reported on 
610410 Deficiency not reportable per lOCFR 050.998 
LEDDICK.R 8 Washington Public Power Supply System 82/06/04 
BI0HOP,T,W Division of Resident. Reactor Project L Engineering 
Pros^«ms 3pp. 13303,854 24X Fiche 50-906,02/06/04*8206190229. 


B2062IO5D4 Forwards final deficiency rept re C-E radiographic test 
indications* B afetyi injection tanks & reactnr pump supports 
LEDDICKrR B Washington Public Power Supply System 02/06/14 
NRC - No Detailed Affiliation Given Ip. 1 3960 > 293 24X 

Fiche. 50-508, 02/06/14* 8206210904. 



— B20d»2l05tl Fin^l deficteTic^ r»pt re C’-E radiographic test Indications, 
ta^etif Injection tanks S* reactor pump supports OeflclencV 
determined to be not reportable per lOCFRO^O 35<e) 

UEODiCKiR S, Waehington Public Pouier SuppU System 32/06/04 
SIBHQP, r y Region Si Office of Director 3pp 13963 294 &4X 

Flche: BO-SOS, 02/06/14, 0206^10304 


3S062BDSSO Roqueste 4ddl info re 620604 Interim deficiency; ropt 
concerhlni} radiographic test indications on safety injection 
tanks reactor punip supports Util position re resolution of 
total problem should be addres-sed 

8lBH0P*r W. Regioh 5* Office of Director 62/06/22 LEDDlCKiR S 
Washington Public Power Supply System tp 13626 313 24X 

Fichi 50-300102/06/22,6206200520 


XCKET SO-513 WPPSa KUCLEitR PROJECT. UNIT 4 


4 Appl Ication/ construct ion stage documents b correspondence 


92060B0293 Poruards BAW-170A, "Frel Iminar y Control Room Design 
Asfistment for WPP8S Nuclear Projects 1 V 4, Final flept, " in 
respome to NRC BOiOSl 1 tr rc NUREG-0737, It sn I 0 1 
requireflrents 

BOUCHEYrO D Washington Public Pouier Supply System 62/05/27 
ADENSAMiE O cicenslTig Branch A 2p p 13417:227 34X 

Flcha 30-460, 62/03/271 aaOAoeoa*? 3 


>3206060296 "Preliminary Control Room Design Assessment for WPP£>fi 
Nuclear Projects 1 ti 4. Final Kept " 

STARKEY, R L , LUTZ, R I., DUNOHOC], D T Babcock 1, Hitcos Co 
BAM-1704 S2/04/30 400pp. 13417 231 24X Flcbe 30-460, 

62/03/27, 8206080293 


0 Adjudicatory correspondence 


92C6S90119 Responds to eUlOD St BS0316 petitions on behalf of Coalition 
far Safe Power Petitions denied based on end Director's 
Dteiiion 

DENTON.hr. Office of Nuclear Reactor Ragulatloni Director 
02/06/16 BELL.N Coalition for Safi Power. 2pp. 13628 328 34X 

Picht. 50-309, 82/06/16,8206230119 


--8206230133 Notice of issuance t< aval lability of Director's Decision 
under 100 FR 2. 206 denying Coalition far Safe Power petitions 
to revole CP on basis of tnatl false statement In application 
for CP extension* 

DENTONiH R Office of Nuclear Reactor Regulation, Director. 
82/06/ 16 ip 13628.330 24X Ft Che‘ 90- 309, 82/06/16, 32062301 19, 


—0206230133 Director's Decision DD-82-6 denying N Bell petitions on 
behalf of Coalition for Safe Power to revoke CP on basis 
of matl false statements ih application for exienslon of 
CP. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
02/06/16 L2pp. 13628*831 84X Fic he; 50-909, 82/06/16, 82062301 19 


Qs Inspection reports, IE Bulletins 1< correspcnifcnce 


0202040147 IE Info Notice B2-13, "Notification of NRC ** Bvc list end 
DEVQUNQ, R.O. Director's Office, Office of Inspection and 

Enf or cement 02/03/28 107pp. 13426 093* 24X 

Flchs* 30-000, 62/03/20, 8202040147 


6204210378 IE Info Notice e2-l6i "HPCl/RClC High Steam Flow Sttpoints <* 
Bvc lilt end* 

JORDAN, E. U. Division of Engineering S< Quality Aasurance. 02/05/28 
lOSpp 13440 264. 24X Fiche' 50-000, 82/05/28. 8204210370 


3204210300 IE Bulletin 02-^02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Bou-ndarv of PWR Plants *■ 

8vc list enel* 

DEYOUNOjR, C, Director's Office, Office of Inspection and 
Enforcement 82/06/02 lOBpp 13327 150. 24X 

Fiche; 50-000, 82/06/02, 8204810360. 


5206200472 Forwards IE Insp Repts 5O-46O/02-O6 Is 30-913/82-04 on 
020401-30 It notice of via I at Ian* 

BISHOP, T.N Region 3, Office Pf Director 82/06/00 ROOT, R N, 
Washington Public Power Dupply- Eystem. 2pp. 13625*327, 24X 

Fiche. 50-460, 82/06/08, 8206280472. 


•8206200489 IE Insp Repts 50-460/68-06 U 30- 513/02-04 an 820401-30 
Ncncompl lane* noted Insufficient penetration of shop weld of 
pipe rupture restraint It Inadequate protection of equipment 
h omieslun ef weld insp records. 

TOTH* A 0 r DOODE/R, T. Region 3# Office of Director. 08/05/20 

3lpp, ia6a9;33l, 84X Fiche. 90-460, 88/06/00.6806280472* 


0204210383 IE Info Notice 82-17, "Overprossur i xati an of RCS " Svc list 
end 

JORDAN, E L Division of Engineering It Quality Assurance 88/06/11 
t06pp. 13675 259 24X Flcha 50-000, 62/06/11, 0204210303 


6204210384 IE Info Notice 02-10, "Assessment of Intakes of Radiooctlva 
Natl by Morkars *' Bvc list end 

DEYOUNG, R C Dlractar's Qfflca, Office of Inspection and 

Enforcement 82/06/11 iBOpp 1367S 109 24X 

Riche 50-000,82/06/11,0204210304. 


B Rapartable occurrences, LERs h related correspandenca 


8806130146 Interim deficiency rapt r* deformation of conductor 
insulation In multiconductor cable mfg by Okonlto, initial ly 
reported 020421 No addl info gathered Cables to be examined 
by vendor Rep ortabi 1 ity to be determined by 820623 
ROOT.R M Washington Public Power Supply Bystem 82/06/02, 
FAULKENOERRY, R Region 5, Office of Director Ip 13305 093 PAX 
Fiche. SO' 460. 62/06/02,8306150146 


8206300192 Part 21 rept re potential defect in couplings drive element 
of OSRV or D3 r standby diesel generator Affected licensees 
will he notified no later than 820715 

MILLS, L L Transamerica Delaval, Inc 82/06/83 Director's 
Office, Office of Inspection and Enforcement 2pp 13653 32D. 341 

Fich » 50-000, 02/06/23, 6206300192 


DOCKET 50-514 PEDDLE BPRIN08 WJCLEAR PLANT, UNIT 1 


A App 1 icatlon/constructlon stage documents !< coprespondenco 


0206090153 Generic Ltr 02-11 to all LWR reactor plant licensees h 
applicants re transmittal of NJREO-0916 relative to 
xestart of RE Olnna Rept document* findings re cause of 
event W/p enc 1 

EiaeNKUT.DO, Division of Licensing 83/06/09 HAUBPURO* A 
Consolidated Edison Co of New York I3pp 13537.349 84X 

Fiche 50-000, 82/06/09, 0206090193 


Q Inspection reports, IE Dulletins h correspondence 


0202040147 IE Info Notice 82-15, "Notification of NRC " Bvc list end 
DEVOUNOiR C Director's Office. Office of Inspection and 

Enforcement 82/09/28 107pp. 13426 099 84^ 

Fiche 50-000,82/09/88,6202040147 


8204210378 IE Info Notice 88-16, "HPCI/RCIC High Steam PlouJ Setpoints.* 
8vc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance 02/05/20 
lOapp 13440' 264 24X Flchs 90-000, 02/09/28, 8204210378 


8204210300 IE Bulletin 82-02, "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants. ■' 

Bvc list cncl 

DEYOUNOiRC Director's Office, Office of Inspection and 

Enforcement 82/06/02 lOSpp 13927 190. S4X 

FI Che 50-000, 82/06/02, 0204210300 


8204810383 !£ Info Notice 82-17, “Overpressur Uation of RCS. ” 8yc list 
end 

JORDAN* E L Division of Engineering 6 Oualliy Assurance 82/06/11 
i06pp 13679.250. 24X Fiche 90-000, 02/06/ 1 1 , 0204210383 


8204210384 IE Info Notice 82-10, ''Assessment of Intakes of Radioactive 
Mat I by Workers '• Bvc list *ncl 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 02/06/11. 120pp. 13679 189. 84X 

Fiche 90-000,82/06/11,0204210384 


DOCKET 90-915 PEDDLE 9PRIN08 NUCLEAR PLANT, UNIT 3 


A Application/construction stage documents 6 correspondence 


8206090153 Generic Ltr 08-11 to all LWR reactor plant licensees k 
applicants re transmittal of NUREa-0916 relative to 
restart of RE Oinna.Rept documents findings re cause of 
•vent W/o enc 1 

EISENHUT, D. 0 Division of Licensing 82/06/09. HAUSPURO* A 
Consolidated Edison Co of New York 13pp. 13997 349 S4X 

Fiche: 90-000. 02/06/09, 0206090193. 


0. Inspection reports, IE BuUttlni 6 correspondence 


0208040147 I£ Info Notice 82-15, "Notification of NRC " Qvc list *ntl 
DEYOUNG, R.C. Director's Office, Office qf Inspection and 
Enforcement B2/09/S8 107pp 13426: 099. 24X 

Fiche. 30-000, 82/05/28, 0202040147 



DOCKETED ITEMS 


0204210370 IE Info Notice B2-1A, "HPCI/RCIC High Steam Flow Setpoints " 
Svc list end 

JORDAN* E L Division of Engineering & Quality Assurance 02/O5/2B 
103pp 13440 264 24X Flche 50-000* 02/05/20* 0204210370 


6204210300 IE Bulletin 82-02* "’Degradat ion of Threaded Fasteners in 
Reactor Coolant Pressure Qoundarg of PNR Plants " 

Svc list end 

DEYOUNOj R C Director's afftce* Office of Inspection and 

Enforcement 82/06/02 109pp 13527 150 24X 

Fiche 50-000*82/06/02*6204210300 


DOCKET STN-50-51B HARTSVILLE WCLEAR PLANT* UNIT i 


A App 1 icat 1 on/cons true tion stage documents & correspondence 


8206020581 Add 1 response to FQIA req,uest for five categories of 
documents re Atla* Machine & Iron Wor ks. Inc ■ Oalnesvi Ue* VA 
Forwards HC Russell 011117 raemo to RT Hathcote 

FELTON. J M Division of Rules and Records 82/04/27 WHEELER* T C 
Pettit & Martin tp 1:3339 003 24 X Fiche 50-518*82/04/27* 

0206020501 


8204210383 IE Info Notice 02-17* “Overprossur i lot ion of RC9 8vc list 
end. 

JORDAN* E L Division of Engineering S< Quality Assurance 82/06/11 
106pp 13675 250 24X Fiche 50-000* 02/06/ 1 1* a2042l03a3 


6204210304 IE Info Notice 02-18* "Assessment of Intakes of Radioactive 
Mail by Workers " 8vc list end 

DEYtR/NO* R C Director's Office* Office of Inspection and 

Enforcement 62/06/ li i20pp 13675 107 24X 

Fiche 50-000.02/06/1110204210384 


DOCKET 8TN-50-516 JAMESPQRT NUCLEAR BTATIGN. UNIT I 


— 0206020583 Confirms 811116 telcon re steps to be taken re release to 
perform work on framed embedment Color photographs of 
IniTica tlons found by magnetic particle Insp need to be 
taken 

RU8SELL.HC Tanne ese e Va U ey Auth or ity 01/11/17 HATHCOTE* R T 
Tennessee Valley Authority 2pp 1333? 005 24X 

Fiche 50-518, 02/04/27. a 206020 501. 


0206300372 Addl response to FOIA request for documents re cancellation* 
postponement* termination or deferral of nuclear plant 
const since 000101. Fa rtuerds documents listed in app. 

FELTON* J M Division of Rules and Records 02/06/07 DQI.K 
Critical Mass Energy Project 2pp 13678 215 24X 

Fiche 50-000, 82/06/07* B2O630O392 


A App 1 ication/construc ti on stage documents & correspondence 


0102050611 Informs that facility proceeding has been terminated because 
of failure to obtain NY state site certification CPs shall 
be revoked 

SHAPAR.H K Office of the Executive Legal Director, 01/01/16 
DENTON, H fi Office of Nuclear Reactor Regulation* Director Ip 
12027 285 24X Fiche 50-000*02/03/05*8204220627 


I Financial information 


8206020312 Forwards Annual Financial Repts 1901 for Niagara Hohauik 
Power CorprNY State Electric l< Das Corp* LIUCO* Rochester Das 
& Electric Corp Central Hudson Das (, Electric Corp 
TROSTEN*L M LeBosuf* Lamb* Leiby «< HacRao 02/05/27 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director Ip 13324:022 24)S 

Fi di e ’ 50-000* 82/05/27* 820602031 2 


—0206020305 Annual Financial Rspt 1781 

* Long Island Lighting Co 82/05/27 37pp, 13324 103 24X 

Fiche 50-000*82/05/27*8206020312 


—8206300409 Forwards estimate of units to be canceled or indefiniteli 
deferred* per request 

CORNELL* K. Office of the Executive Director for Operations 
82/03/19 AHEARNE* J Conmlss loners 2pp 13678 237 24 X 

Fiche 50-000*02/06/07.0206300372 


8206090153 Generic Ltr 82-11 to all LWR reactor plant licensees it 
applicants re tranemlttal of NUREO-0716 relative to 
restart of RE Olnna Rept documents findings re cause of 
event. W/o enc 1 

EISENHUTfO 0 Division of Licensing 82/06/09 HAUSPURO, A 
Consolidated Edison Go. of New York t3pp 13557 34? 24X 

Fiche. 50-000* 02/06/07* 92060701S3. 


0 Inspection reports* !£ Bulletins Sc correspondence 


0206070777 Forwards IE Insp Repts 50-518/82-06*50-519/82-06, 
50-520/02-06 Sc 50-521/82-06 on 820401-30 No noncomp liancs 
noted 

LONG* F J Division of Project 6 Resident Programs 82/05/14. 
PARRI0*H 0 Tennessee Valley Authority. 2pp. 13389 242 S4X 
Fiche* 50-310, 02/03/14*8206070777 


DOCKET 9TN-50-317 JAHESPORT NUCLEAR STATION* UNIT 2 


A Application/construction stage documents 8( correspondence 


0204220629 Responds to FOIA request for six categories of documents ro 
termination or temporary cessation of const on nuclear 
projects Documents listed on App A end 

FELTON* J M. Division of Rules and Records 02/03/05 BELL* N 
Coalition for Safe Power 5pp. 12827,103 24X 

Fiche 50-000,02/03/05*8204220629 


— 8102050611 Informs that facility proceeding has been terminated because 
of failure to obtain NY state site certlf Icatlon. CPs shall 
be revoked 

SHAPARi M H. Office of the Executive Legal Director. 81/01/16 
DENTON* H R. Office of Nuclear Reactor Regulation* Director Ip 
1 2827 • 205 24X Fiche. 50-000* 82/03/05. 0204220627 


1 Financial information 


8206020312 Forwards Annual Financial Repts 1981 for Niagara Mohawk 
Power Corp* NY State Electric 6 Oai Corp* LILCQ* Rochester Das 
Electric Corp Central Hudson Das S4 Electric Corp 
TR08TEN*L M LeBoeuf, Lemb* Leiby t< HacRae. 02/05/27 DENTON* H.R 
Office of Nuclear Reactor Regulation* Director Ip 13324 022. 24X 

riche: 50-000* 02/05/27* 0206020312. 


—8206020385 Annual Financial Rept 1901. 

e Long Island Lighting Co, 82/05/27 37pp 13324 103, 24X 

Flchi. 50-000* 02/05/27, 8206020312 


— 0206070790 IE Imp Repts 30-318/82-06.50-519/82-06*50-520/82-06 it 
50-521/82-06 on 820401-30. No noncompliance noted Major 
areas inspected' selsmi c Category 1 concrete* open items* 
independent insp effort it site deferral preparation 
BCHAPKER. F, J CANTRELL* F. B. Division of Project it Resident 
Programs 82/03/14 5pp 13389 344. 24X Fiche . 50-318. 82/03/14* 

0206070777 


0206070482 Forwards IE Insp Repts 50-327/B2-D9. 50-320/02-00* 80-390/ 
02-16* 50-391/82-13* 30-438/02-10* 00-437/02-10. 50-510/02-03* 
50-317/82-05, 50-320/02-03. 30-521 /82-05i 50-553/82-01* 

50-334/02-01, 50-566/02-02 «c 50-367/82-02 

LONO, F J Division of Project l< Resident Programs. 82/05/20 
PARRIS* H O. Tennessee Valley Authority 3pp 13374.233, 24K 

Fiche 50-000* 82/03/20*0206070402 


—8206070496 IE Insp Repts 50-327/82-09,50-328/82-00150-390/02-16* 
30-391/02-13. 50-430/02-10* 30-439/02-10, 5O-510/B2-O3* 

50-519/02-05* 50-320/82-05, 50-321/82-05* 50-553/82-01, 30-554/ 
02-01*30-366/82-02 it 30-567/82-02 No none ompl lanes noted 
LENAHAN.V J Dlvislo-n of Project Resident Programs. 02/03/18 
9pp. 13374.258. 24X Fiche: 30-000. 82/05/20* 8206070482. 


0202040147 IE Info Notice 82-13* "Notification of NRC, " Svc List end. 
DEYOUNDfR. C Director 's Office. Office of Inspection and 
Enforcement 82/03/20, t07pp 13426.095 24X 

Fiche; 50-000. 82/05/28* 0202040147 


9204210378 IE Info Notice 02-16, "HPCI/RCIC High Steam Flow Setpoints. 
8vc list end 

JORDAN* E.L Division of Engineering it Duality Assurance BS/05/20. 
103pp 13440:264. 24X Fiche 30-000*62/05/28*8204210378 


0204210380 JE Bulletin 82-02* "Degradation of Threaded Fasteners In 
Reactor Coolant Pressure Boundery of PWR Plants." 

Bve list end, 

DEYDUNOrR. C, Director's Office. Office of Inspection and 
Enforcement. 82/06/02 lO0pp, 13527 150, 24X 

Fiche 50-000. 82/06/02, 8204210380 



382 


3204210383 IE Notice 82-17^ "OverprtssiiT 1 lation o-f RCS " Bvt Hot 

JOflPAN^E L J>ivJ5ion of Engine ertns U Quality Assurance 82/0-6/11 
106PP 13675 238 SAX Fiche^ 50-000, 32/06/ U» 0204210303 


}2(Hai03a4 IE Info Notice 62-18/ "Atsa asrtisnt of Intake* of Radioactive 
tiatl by Worker* ’* Svc li«t «-nc( 

DEYOONOtR C Director's Officoi Office of Inspection and 

Enforcement 82/06/ 1 1 iSOpp 1367S IS9 SAX 

Fiche 30-000102/06/11.6204210304 


3. Reportable Dccurrence*. LER* it rsUted correspondetice 


820-6010197 Sixth interim deficiency rept re reactor protection sye 
panel design Const deferred Final rept uill be submitted 
when final decision re projects made 

MlULSiL M Tennessae Valley Authority 62/05/lB 0'REH.UY» J P 
Rapjoft 2/ Office of Director Ip 13307 1 76 2AX 
Flcke 50-000. 02/05/13. 8206010197 


03O6OIOSOB Fourth interim deficiency rept re reactor core Isolation 
cooling iteara line break, Inltia Uy reported on 810630 Const 
activities deferred Final rept will not be submitted 
HILLS, L H Tennessee Valley Authority 82/05/10 0*REltUV. J. P 
Region 2, Office of Director Ip 13307*316 24X 

rich* 50-000.02/05/18.6206010306 


0206010216 Dificlency reft re failure of Transamerica Del aval to 
promptly correct deflc lent i ec, ini tially reported S2011A 
Completion date of corrective actione delayed to 020630 
Also reportable per Part 21 

MILLS, LM Tennessee ValUy Authority 02/03/20 O'REILLY, J.P 
Region 2, Office of Director Ip 13300 066 2AK 
Ftche 90-000, 62/05/20/6206010216 


8206010349 8cc-ond i-nterim deficiency rept re Atlas OA documentation for 
auslllary it fuel bldgs structural steel, ini tlally reported 
011113 Const activities for plants deferred Final rept te be 
submitted after final decision re completion of projects, 

MILLS. L M Tennessee Valley Authority, 02/05/20. 0 'RE ILLY, J P. 

Region 2, Office of Director Ip 1330-1 004. 24X 

Plche 50-000.82/09/20.6206010349 


B206070104 Supplemental final deficiency rept re receiving, checking U 
controlling records, initially reported on 611027 Final rept 
submitted on 020200 Gorrectlve action expected to be 
completed on or before 020730 

MILLB.L M. Tennessee Valley Authority 62/05/25 O^'REILLY.JP 
Region 2, Office of Director Ip 13366*212. 24X 

Flche 90-000, 82/09/25, 6206070104 


8206070626 Becond Interim deficiency rept re check valve leak In air 
start sys of standby diesel generator s, inlt ially reported 
820209 Evaluation by vendor underway Also reported per 
Pert 21 

MILL8/L.K Tennessee Valley Authority 82/05/28, a'RElLLY/J P 
Region 2, Office of Director Ip. 13367*396 24X 

Fiche: 50-000. B2/05/2Bi 8206070636 


6206070665 Fourth interim deficiency rept re absence of dlv of 
engineering deeign syt to ensure issuance of QA procadu-res 
before work commences. ini ti el ly reported 81 1020 procedures 
revised Next rept by 021206 

MILLS, L M Tennessee Valley Authority 82/09/20 O'BElLLYiO. P 
Region 2j Office of Director 3pp 13390' 270 24X 

Flche 50-000.82/09/26,6206070669 


0206110181 First interim deficiency rept re split in biological shlold 
uel 1 , Ini tlel 1 y reported on 820429 Investigation postponed 
until const activities for project resume. Mo final rept will 
bs submitted until tfeclslon made re continuation of const 
rtiLLSiL M Tennessee Valley Authprity. 62/06/01 0 'REILLY. vl P, 

Region 2, Office of Director 2pp 13466 306, 24X 

Flche- 90-918. 82/06/01. 82061 10181 


03O611O1BS Fourth interim deficiency rept re Bethlehem Steel Co 
galvenlxed A329 bol te. Ini tial ly reported on 811029 Const 
activities deferred until sufficient Info indicates whether 
project should be completed or canceled, 

MILLB.L M Tennesiee Valley Authority 83/06/01 O'REILLY. JP, 
Region 2. Office of Director, Ip. 13466 307 24X 

Flche 50-516.92/06/01,8206110185 


8206110282 Second interim deficiency rept re review of purchase 
TtAUlsi tions, Initially reported 020120 Study being 
conducted of procurement procees including all atpccte of 
eye Next rept due by 820916 

Tennessee Valley Authority 82/06/01. 0 'REILLY* -J, P 

Ion 2, Office of Director, Ip 13466:162 S4)C 
e; 90-000. 62/06/01, B206U0282 


9206110159 Second interim deficiency rept re regional quality 
enplneering branch insp ofc manpowor. initially reported on 
82012D OA training completed 020316 8< technical training 
ongoing Admin istretive Instruction QEQ-Al 104 imp 1 emonted 
MILLB.L M Tennessee Valley Authority 82/06/03 a'RElLLV, JP 
Region 2. Office of Director gpp 13466 323 SAX 
Flche 50-000. 82/06/03, B2061 10159 


8206210111 Fourth interim deficiency rept re link rod assemb ly-lpflavai 
diesels Due to const deferment final deficiency rept will 
not be issued pending final decision on future of projects 
Also reportable per Part 21 

MILLS. L M Tennessee Valley Authority 62/06/11 O'REH-LY. J f» 
Region 2. Office of Director ip 13559 352 24X 

Flche 50-000,02/06/11.0206210111 


8206240326 Part 21 rept re pneumatic actuator yoke failure List of 
other projects w/simllar eauipment end 

WILBON.A K Henry Pratt Co 82/06/10 KEPPLER. J 0 Region 3, 
Office of Director 3pp 13603 109 24X Flche 50-000, 02/0 «,/ 10, 
6206240326 


6206300192 Part 21 rept re potential defect in couplings drive elimrnt 
of DSRV or DSR standby diesol generator Affected licensees 
uill be notified no later than 020715 

HILL9,UL Transamerica Dolaval. Inc, 02/06/23 Director's 
Office. Office of Inspection and Enforcement 2pp 13653 32D 2491 

Flche 50-000, 82/06/23, 0206300 198 


DOCKET STN-50-519 HARTfiVlLLE WCUEAR PLANT. UNIT 2 


A Application/construction stage documents it earn e spondenee 


0206300392 Add 1 response to roiA request for documents re canti ) iatiin. 
postponement, termination or deferral of nuclear plant 
const since 800101 Forurardp documents listed in api^ 

FELTON. V M Division of Rules and Records 82/06/07 DQC.H 
Critical Mass Energy Project 8pp 13678 215 24X 

Flche 50-000. 02/06/07. 0206300398 


— 8206300409 Forwards estimate of units to be canceled or Indefinltslg 
deferred, per request 

CORNELL, K Office of the Executive Director for Operations 
02/03/19 AHEARNE.J Commissioners Spp 13670' 237 241 
Flche 50-000, 03/06/0?, 0206300392 


0206090153 Generic Ltr 08-11 to all UUR reactor plant licensees 1. 
applicants re transmittal of NUREO-0916 relative to- 
restart of RE Olnna Rept documents findings re cause of 
event W/o one l 

EISENHUTiDO Division of Licensing, 03/06/07 MAUSPURO.A 
Consolidated Edison Co of New York IGpp 13557*349 24X 

Flche 50-000,82/06/09.6206090153 


0 Inspection reports. IE Bulletins 4, correspondence 


8206070777 Forward e IE Insp Repts 50-910/62-06. 50-519/02-06. 
50-520/02-06 h 00-521/62-06 on 020401-30 No noncomp 1 Ifints 
noted 

LONOtP J Division of Project U Resident Programi 02/05/14 
PARRIS, H.0 Tennessee Valley Authority 2pp 13309 242 S4X 
Flche 50-518,02/09/14,6206070777 


—0206070790 IE Insp Repts 50-516/03-06, 50-519/02-06. 50-920/02- 0* t, 
50-521/82-06 on 020401-30, No noncomp 1 ianc e noted Major 
areas inspected , seismic Category 1 concrete, op en items* 
Independent insp effort 8< site deferral preparation 
SCHAPKERrxJ F , CANTRELL. F 8 Division of Project 6 Reildint 
Programs 83/09/14 Spp 13309 244 84X Flche 50-510.02/05/ 

0206070777 


82060704B2 Forwards IE Insp Repts 90-387/62-09. 50-320/02- OQ, 90- 3?CV 
03-16, 90-391/03-13, 50-439/82-10. 50-439/02-10* 90-510/82-09. 
90-919/82-05, 90-920/62-09, 90-921/82-09. 50-993/82-01. 

90-984/02-01, 90-966/02-02 it 90-567/62-02 

LONO,F J Division of Project Si Resldant Programs 82/09/20 
PARRlSfH, 0 Tennessee Valley Authority. Spp 13374' 299. 24lf 
Flche 90-000,82/05/20.0306070402 


■8206070496 IE Inip Repts 90-337/02-09,50-32 0/02-08,90-390/02-14, 
90-391/82-13, 50-430/02-10, 90-439/82-10, 50-310/02-09. 
90-919/83-05, 90-580/02-09, 90-521/02-09, 90-593/02-01, 90-994/ 
62-01, 8 O'* 96 6/ 03-02 & 50-567/68-02, No none omp 1 lance noted 
LENAHAN. J J, Division of Project hi Resident Programs 03/'09>/ 
9pp 13374-296 24X Fich*. 60-000, 82/05/20, 8206070482 


9202040147 IE Info Notice 02-18. "Notification of NRC *’ Bve list i 
DEYOUNG, R.c, Director's Office, Office of Inspection and 
Eofurcement 82/09/20 107pp 13426 095 B4X 

Fiche- 90-000, 82/09/20,0203040147 



DOCKETED ITEMS 


8204210378 18 Info Notice "HPCr/RciC High Steam Flow Setpoints “ 

Svc list end 

JORDAN) E L Division of Enslnearing tt Quality Assurance 83/D5/2B 
103PP 13440 264 24X Ftche 3 0-000» 82/05/28. 0204210378 


8204210380 IE Dullstin 82-02. "Degradation of Threaded Fastanere in 
Reactor Coolant Pressure Boundary of PWft Plants 
Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 ISO 24X 

Fiche 30-000.82/06/02.0204210380 


62042103B3 IE Info Notice 02-17* ''Qverpressur 1 cation of RCS " Svc list 
end 

JORDAN. E L Division of Engineering it Quality Assurance B2/06/11 
106pp 13675 238 24X Flche 30-000.82/06/11.0204210383 


8204210384 IE Info Notice 02-18. "Assessment of Intakes of Radioactive 
Matl by Workers " Svc list end 

DEYOONO. R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 120pp 13673 189 24X 

Fiche 50-000.82/06/11.8204210304 


S Reportable occurrences. LERs Si related correspondence 


8206010197 Sitth interim deficiency rept re reactor protection sys 
panel design. Const deferred Final rept uilll be submitted 
uhen final decision re projects made 

MILLS. L M Tennessee Valley Authority 82/03/10 O'REILLY. J P 
Region 2. Office of Director Ip 13307 170 24X 

Flche 50-000.02/03/18.8206010197 


8206010500 Fourth Interim deficiency rept re reactor core isolation 
cooling steam line break, initially reported on 010630. Const 
activities deferred Final rept will not be submitted 
MILLS. L M Tennessee Valley Authority 82/05/10 O'RErLLV.J.P 
Region 2. Office of Director Ip 13307 316 24X 

Flcbe 50-000. 02/03/10. 8206010508 


0206010216 Deficiency rept re failure of Traniamerica Delaval to 
promptly correct def Ic lencles. ini tial ly reported 620114 
Completion date of corrective actions delayed to 820630 
Also reportable per Part 21 

MILLS. L M Tenneseee Valley Authority. 02/03/20 O'REILLY. J P 
Region 2. Office of Director Ip 13300 096 a4X 
Flche 50-000.82/03/20.0206010216 


9206010349 Second interim deficiency rept re Atlas QA documentation for 
auxiliary & fuel bldgs structural steel. 1 ni tial ly reported 
811113 Const activities for plants deferred Final rept to be 
submitted after final decision re completion of projects, 

MILLS. L M. Tennessee Valley Authority 02/05/20 O'REILLY. J P 
Region 2. Office of Director Ip 13301 004. 24X 

Flche 50-000.02/05/20.8906010349 


8206070104 Supplemental final deficiency rept re receiving, checking It 
controlling r ecords. Inl tial ly reported on 011027. Final rapt 
submitted on 820200 Corrective action expected to be 
completed on or before 620730 

MILLS.L M Tennessee Valley Authority 02/05/25. O'REILLY. JP 
Region 2. Office of Director. ip 13368 21^ 24X 

Flche 30-000.02/03/25.8206070104 


0206070620 Second Interim deficiency rept re check valve leak In oil 
start sys of standby diesel generators, init (ally reported 
620209, Eva lua t ion by vendor underway Also reported per 
Part 21 

HILLS, L M Tennessee Valley Authority 02/05/20 O'REILLY. JP. 
Region 2, Office of Director ip 13387 396 24X 

Flche 50-000,02/05/28.8206070620 


0206070663 Fourth Interim deficiency rept re absonce of dlv of 
engineering design sys to ensure issuance of QA procedures 
before work c ommsnces, inl tial ly reported 611020 Procedures 
revised Next rept by 621206 

MILLS.L M Tennessee Valley Authority. 82/05/20 O'REILLY. J P 
Region 2. Office of Director 3pp, 13390,270 24X 

Flche 50-000,02/05/20.020607066 5 


0206110159 Second Interim deficiency rept re regional <iuality 
engineering branch insp opc manpottier,. init 1 ai 1 y reported on 
020120 QA training completed 620310 &. technical training 
ongoing Admin iutrative Instruction QEB-Al 104 impLementad. 

MILLS.L M Tennessee Valley Authority 02/06/03 O'REILLY. J P 
Region 2. Office of Dirac fear. 2p p 1346 6 323 24X 

Flche 30-000.82/06/03,0206110159 


0206210111 Fourth interim deficiency rept re link rod assemb Ly-Delaval 
diesels Due to const deferment final deficiency rept ui 1 1 
not be issued pending final decision on future of projects 
Also reportable per Part 21 

MILLS.L M Tennessee Valley Authority. 02/06/11 O'REILLy, J P. 
Region 2. Office of Director Ip 13559 3 5 2 24X 

Flche 50-000. 02/06/11.8206210111. 


0206240326 Part 21 rept re 
other projects Lf/simllar 
WILSON. A K Henry Pratt 
Office of Director 3pp 
0206240326 


pneumatic actuator yoke failure List of 
equipment end 

Co. 82/06/18. KEFPLER.JO Region 3# 
13603 189 24 X Flche 50-000.02/06/18. 


0206300192 Part 21 rept re potential defect in couplings drive element 
of D8RV or DSR standby diesel genera tor. Affected licensees 
will be notified no later than 820715 

MILLS.L L Transamerica Delaval. Inc 82/06/S3 Director's 

Office. Office of Inspection and Enforcement 2pp 13653 320 S4> 

Flche 50-000.93/06/23,0206300192 


DOCKET STN-50-320 HARTSVILLE NUCLEAR PLANT, UNIT 3 


A App 1 Ication/construction stage documents & corresp ondence 


02O6O9O1S3 Generic Ltr 02-11 to all LWR reactor plant licensees b 
applicants re transmittal of NUREG“09t6 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o enc 1 

EISENHUT.DO Division of Licensing 92/06/09 HAUSPURO. A 
Consolidated Edison Co of New York. 13pp 13597.349 24X 

Flche 50-000,82/06/09,0206090153 


O Inspection reports. IE Dulletins & cor resp andance 


0206070777 Forwards IE Insp Repts 50-518/32-06. 50-519/02-06. 
50-520/82-06 it 50-521/82-06 an 320401-30 No none amp 1 ianc e 
noted 

LON’OiF J Division of Project t< Resident Programs. 02/05/14, 
PARRia. H 0 Tennessee Valley Authority 2pp 13339:242 BAX 
Flche 50-510.82/05/14.8206070777 


— 8206070790 IE Insp Rapts 50-510/82-06,90-519/02-06.50-520/32-06 b 
90-521/82-06 on 820401-30 No none t»mp 1 l«nc e noted. Major 
4r«as inspected seismic Category 1 c oner e te, open items. 

Independent insp effort & site deferral preparation. 

SCHAPKER.J F , CANTRELL. F 8 Division of Prsjoct St Resident 
Programs 02/05/14 9pp 133B7 244 24X Flche 50-910.82/09/14, 

0206070777 


0206070402 Forwards IE Insp Repts 50-327/02-09.90-323/82-00,50-370/ 
83'16, 90-391/02-13, 90-430/02-10. 50-439/02-10. 5O-518/0Z-O5, 
50-919/82-05, 90-520/02-05. 50-521/02-09, 50- 553/82-01, 
90-554/02-01.90-566/82-03 U 50-567/02-02 

LD>iOi F J Division of Project b RBSident Programs 02/05/20 
PARRIS, H O Tennessee Valley Authority 3pp 13374 ’255. 24X 

FUhe 90-000.02/05/20.8206070402 


—0206070496 IE Insp Repts 50-327/02-09, 50-328/02-03. 50-390/02- 16. 
50-391/82-13, 50-430/32-10.50-439/02-10. 90-910/82-05. 

SO-9 19/82-03. 50-520/82-05.50-521/02-05. 50-953/02-01. 50-594/ 
02-01,50-966/02-02 Si 50-967/02-02. No noncotnp Hence noted 
LENAHAN, J J Dlvlsian of Project Sc Resident pragrams. 02/09/13. 
9pp. 13374 258 24X Flche 50-000,02/09/20,0206070402 


0202040147 IE Infa Notice 02-19. ''Nati f icatian Qf NRC. Svc Hit on 
DEVOUNOj R C Director's Office. Office of Inspection and 
Enforcement B2/05/S8 107pp 13426' 095 24X 

Flche 50-000,02/09/20.0202040147. 


0206110202 Second interim deficiency rept re review of purchase 
requisitions, initially reported 820120 Study being 
conducted of procurement process including all aspects of 
sys, Next rept due by 820916 

MILLS.L M Tennessee Valley Authority 82/06/01. O'REILLY. J P 
Region 2. Office of Director Ip 13466 J62 24X 

Flche 90-000.02/06/01.8206110282 



3d4 


DOCKF.TED ITEMS 


B204ai03B3 IE Infd Notlrs ’^Over pre**UT l^atJ qh o* RCB 


ancl 

JORDAN* e 
106pp , 


L DlvialDti Of Engineering ^ Duality Assurence 
13A75 2S0 a4X Ft Che 90-000- B2/0 A/ 1 1.82042 10303 


*’ Qvc li&l: 
aa/Ofr/'ii 


8204210304 IE Info Notice a2"l9. "At»«*5fti«nt of Intakes of Radioacfcjve 
M*tl by Worker* " Svc Hat end. 

DEYOUNO.R C DlractoT"* Office* Office of Ihspectinn and 
Enforcement 82/06/11 120pp 13673 tB9 24X 

F I c hr 50-000, 62/06/11. B2042 103B 4 


S Reportable ocei^rrericsB. LER* V reUted cor reeponrfenee 


0206210111 Fourth infceriin deficiency rept re link rod asBOmb ly-DeHvjjJ 
dleaeLo Due to const deferment final deficiency rept uill 
not be issued pending final decisio^t future of projects 
Also reportable per Fart 21 

MILLS, U M Tennessee Valley Authority 02/06/11 O'REILLY, J p 
Region 2. Office of Director IP 13399 332 24K 

FI Che 50-000.82/06/11-9206210111 


0206240326 Part 21 rept re pneumatic actuator yoke failure List of 
other projects w/aimilar equipmei^t ancl 

WILSGN.A K Henry Pratt Co 02/06/lB KEPPLER- J Q Repio.Ti D, 
Office of Director Spp 13603 169 24X Fiche 30-000, 02/06 / IBj 

0206240326 


8206010197 eijth interim deficiency rept tt reactor protection sys 
panol design Contt deferred, final rept will be submitted 
when final decision re projects made „ 

MILL,8»L H Ttnneseee Valley Authority B2/05/1B O'REILLY, J P 
Region 2. Offico of Director, Ip 13307 178 24X 

Flche 90-000-82/03/10.6206010197 


0206300192 Part 21 rept re potential defect in couplings drive 
of DSRV or D8R standby diesel generator Affected licensees 
will be notified no Uter than 020713 

MILLQ.L L Transamerlca Delaval* Inc 02/06/23 Director's 
Office. Office of Inspection and Enforcement 2pp 136S3 320 ;»4X 

Fiche SQ-000. 02/06/23.8206300192 


8206010300 Fourth Interim defltienicy rept re reactor core Isolation 
coolins steam line break. initially repoftad on 010630 Const 
activities deferred Final rept ulll not be submlttod 
HILLS. U rt. Tennessee Valley Authority 02/03/18 O'RElLLVi J P. 
Region 2. Office of DlTector. Ip. 13307 316 a4X 
Pi c he! 30-000. 82/05/10. B2060 1030Q 


8206010216 Deficiency rept re failure of Transaoierlca DeJaval to 
promptly correct def ic ienc las- Ini tlal ly reported G20114 
Completion date of corrective actions delayed to 620630 
Also reportable par Part 21 

MILLS, L M Tannassea Valley Authority 02/09/20 O'REILLY. J P 
Rayion 2, Office of Oiractor. tp 13300 066 24X 

FI Che. 50-000. 62/03/20, 5206010216. 


8206010349 Becond intarlm daflclaney rept re Atlas QA dacumantati on far 
auxiliary fuel bldgs structural stea 1 « initially reported 
011113 Const aetlvltlas for plant* deferred Final rept to be 
submitted after final decision re complafeion of projects, 

HILLSrL M. Tanneasae Valley Authority, 82/03/20 O'REILLY. J P 
Region 2, Office of Director. ip 13301*004 24X 

Ftche SO-OOOi SS/OS/SO. 0306010349. 


SS06070i04 SuppltmantaL final deficiency rapt re rec eivlng. chec king b 
controlling records. Initially reported pn 811027 Final rapt 
subnitteif on 820200 Corrective action ajtpectid to be 
completed on or ftefora GZ0730, 

MILLS. L M Tannaseaa Valley Authority 82/09/23, O'REILLY, J F 
Raglan 2, Office of Oiractnr Ip 13368 212 24X 

Flcha' SO-000, 82/09/28. 0206078104- 


0206070628 Eee and interim deficiency rept re Check valve laak in air 
Start sys of standby diesel generator s. initially reported 
020209 Evaluation by vendor underway Also reported par 
Fcrt 21. 

HILLSrL H Tcnnasiea Vallay Authority QS/05/8Q, O'REILLY. J P 
Region 2. Office of Director, Ip. 13387,396, 24X 

riche! 80-000. 02/05/20* 0206070628 


620^070665 Fourth inter i<s deficiency rept re absence of dly of 
engineering daslgn ays to ensure tisua-nd of OA procedures 
before wort conuKences, Initial iy reported 8i 1020. Procadurae 
rtviiad. Meirt rept by 821206 

HXLL8.LM, Tennessee Valley Authority 82/05/20 O'REILLY* J. P 
RepiDn 2/ Office of Director. 3pp, 13390,270, 24X 

Fiche 50-000* 62/08/20, 0206070669 


8206110189 Fourth Intarlin deficiency rept re Bethlehem Steel Ce 
galvanlitd A32S bol ts* initial 1 y reported on 0tlO29.C«nst 
activitiff deferred until sufficient info Indicates whether 
project should be completeil or canceled. 

ffILLRjL H Tennessee Valley Authority, 82/06/01 Q'RElLLYtJ.P 
Region 2. Office of Dlrettor. if, J3466;307. 24X 

Flc he . 90-818. 82/06/0 1 , 03061 1O10S, 


8206110283 Second Interim deficiency rapt ft reyieu of purchese 
requisition*, initia 1 ly reported asoiSO.Btgdy being 
conducted of proeuremept process including eJZ eepecte of 
■ ys Next rept du* by 020716 

MILUSfL.M. Tennessae Valley Authority 82/06/01. O'REILLY, J.P 
Region 2. Office of Director. Jp. 13466*162 24X 

FJehe. 50-000v 02/06/01 *0206110202 


02D6UO199 8ecand interim daficiency rept re regleneJ quality 
engineering branch Insp ofc manpeuer* iniUa 1 ly reported on 
020120 OA training cempleteif 830310 technical training 
ongoing. Administrative Instruction aEB-Al 104 impleaenteil, 

MILLS- L.H. Tennessee Valley Authority. 02/06/03. O'REtULVi U. P, 
Region 2, Office Of Director. Spp. 13466:323 24)C 

Fi c h ei 90-000* 02/06/ 03, 8306 J 101 5 7 


DOCKET 8TN‘'50-S2l HARTSVILLE NUCLEAR PLANT- UNIT 4 


A AppI icatlon/cons truction stage documents 6 correspondence 


8206090153 OonerU Ltr B2-11 to all LWR reactor plant licensees 6 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna Rept documents findings re cause of 
event W/o anc 1 

EISENHUTiO 0 Division of Licensing 02/06/09 HAUaPURO.A 
Consolidated Edison Go of New York 13pp 13987 349 24X 

FI Che, 50-000. 83/06/09, 8306090193 


Q Inspection reports. IE Dulletin* 6 correspondence 


8206070777 Forwards lE Insp Repts 50-510/82-06.80-919/02-06, 
50-930/83-06 6 50-931/82-06 on 020401-30 No noncompUance 
noted 

LOKO.F J Division of Project U Resident Programs 02/03/14 
PARRIBiHO Tennessee Valley Authority 2pp 13309 248 84X 

Ftche: 50-918. 82/09/14. 8206070777 


•e206071>790 IE Insp Repts 90-818/62-06. 90-517/02-06. 90-930/02-06 ir 
go-sai/82-06 on 820401-30 No noncompUance noted Major 
areas inspected seismic Category 1 concra t«» open itemi. 
independent insp effort i< site deferral preparation. 

BCHAPKER.J. F Division of Project I. Resident Programs- 02/09/14 
9pp 13309 344. 24X Fiche 90-910,82/09/14,0206070777. 


8206070402 Forwards IE Insp Repts 90-327/02-09. 50-328/82-00. 80-390/ 
02-16* 90-391/02-13. 5O-430/82-lOi 90-439/02-10. 9O“91B/02-O9i 
50-819/03-09. 80-520/82-091 80-921/88-09. 80-593/82-01 . 

80-934/02-01. 5D-366/82-02 & 90-567/82-02 

LONOrP J Division of Project L Resident Programs. 02/09/80 
PARRIOiHO. Tennessee Valley Authority, 3pp 13374 298 24X 

Flcho 80-000. 02/05/20,8206070402. 


—8206070496 IE Insp Rept* 90-327/62-09, 90-328/02-00. »0-390/Q2-lft, 
90-391/02-13. 90-438/02-10.90-439/02-10, 90-5J8/82-05, 

90-519/02-03. 90-820/82-05. 80-821/02-09. 50-993/02-01. 90-954/ 
82-01.90-366/02-02 6 5O-567/02--O2. No noncompliance noted 
LEMAHANfO J Division of Project L Residant Programs. 02/09/18 
*?pp. 13374 258 24X Flcha. 80-000, 02/05/20. 0206070402 


0202040147 IE Info Notice 02-15, «Notlf iqatlon of NRC •* 0yp lift enc), 
DEVOUNO.R C. Director^* Office. Office of Inspection and 
Bnforetmtnt OS/OO/SO 107pp. 13426 093. 24X 

Ficha 50-000. 02/05/20.0202040147, 


0204210370 IE Info Notice 02-16, "HPCl/RCIC High 0team Flow 0ttpuint» 
Bve list encl 

x/ORDAN, E L Division of Engineering 6 Quality Assurance. 02/09/30 
lOSpp, 13440.264 24X Flcha 50-000, 02/08/20. 0204310370 


0204210300 IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants. " 
eve list end. 

DEVOUNO.R, G Director's Office. Office of inspection and 
Enforcement 02/06/02 100pp. 13927- 190 24X 

Ficha 80-000. 02/06/02. 6204210300. 


0204310303 IE Info Notice 02-17. "Overprestur Ixation of RCfli, ^ Bvt lls% 
ancl, 

Jordan. E L. Division of Engineering !< Quality Assurance 02/06/1 L 
I06pp 13678 250 a4X Ficha: 50-0O0. 62/06/ 1 1. 0204310303 


0204210304 IE Info Notice 02-18, ''Assessment of Iniakas of Radlaactiv« 
HatL by Workers " 8ve list encl 

DEVOUNO.R c. Director's Office. Office of Inspection and 
enforcement 82/06/H. ISOpp, 13675 169. 24X 

FI Che: 80-000. 02/06/11. 0204210304. 



DOCKETED ITEMS 


S Rttjjortdble 0ccurrence«i LERs (c related correspondence 


920&010197 Sixth Interim deficiency rept re reactor protection sgs 
panel design Const deferred Final rept tuill be submitted 
uihen final decision re projects made 

hflLLSiL M Tennessee Valleg Authorltg 83/05/10 O'REILLV# J P 
Region St Office of Director Ip 13307 178 24X 

Fiche SO-OOOj 02/05/18, 0306010197 


3206010500 Fourth Interim deficiency rept re reactor core Isolation 
cooling steam line break, initla 1 Ig reported on B10630 Const 
activities deferred Final rept u^lll not be submitted 
MILLS, L K Tennessee Valleg Authorltg 82/05/lB Q'REILLYi J P, 
Region 2, Office of Director Ip 13307 3J6 24X 

FI Che 50-000,82/05/10,8206010508 


8206010216 Deficiency rept re failure of Transamerlca Delaval to 
promptly correct def Iciencles, ini tlal Ig reported 820114 
Completion date of corrective actions delayed to 820630 
Also reportable per Part 31 

MILLS, L M Tennessee Valley Authority 02/05/20 Q'REILLY, J P. 
Region 2, Office of Director Ip 13300 086. 24X 

Fiche 50-000, 02/05/20, 0206010216 


8206010349 Second interim deficiency rept re Atlas QA documentation for 
auxiliary U fuel bldgs structural steel, ini ti all y reported 
811113 Const activities for plants deferred Final rapt to be 
submitted after final decision re completion of projects. 

KILLS,L H Tennessee Valley Authority 02/05/20 0 ^REILLY, J. P. 

Region 2, Office of Director Ip. 13301 004 24X 

Fiche 50-000,83/05/80,8206010349 


8206070104 Supplemental final deficiency rept re r ece ivlng, chec king It 
controlling records, ini tial ly reported on 811027 Final rept 
submitted on 820200 Corrective action expected to be 
completed on or before 020730 

HILLS, L M Tennessee Valley Authority 02/05/25 O'REILLY, J P 
Region 2, Office of Director. Ip. 13368 SIS 34X 
Fiche* 50-000, 82/05/25, 8206070104 


6206070620 Second interim deficiency rept re check valve leak in air 
start sys of standby diesel generators, initially reported 
630209 Evaluation by vendor underlay Also reported per 
Part 21 

MILLS, L M Tennessee Valley Authority 02/05/36 O'REILLY, \J P 
Region 2, Office of Director Ip. 13387 356 24X 

Fiche. 50-000, 83/05/28, 8206070620 


0206070665 Fourth interim deficiency rept re absence of div of 
engineering design sys to ensure Issuance of QA procedures 
before mark c ommences, ini tially reported 011020 Procedures 
revised. Next rept by 821206 

HILLS, L M Tennessee Valley Authority 02/05/20 O'REILLY, V P 
Region 2, Office of Director 3pp 13390-270 24X 

Fiche 50-000,82/05/88,0206070663 


0206110202 Second interim deficiency rept re review of purchase 
requisitions. Initially reported 020120 Gtudy being 
conducted of procurement process including all aspects of 
sgs Next rept due by 820916 

HILL8, L M Tennessee Valley Authority 02/06/01, O'REILLY, J, P. 
Region 2, Office of Director Ip 13466: 162 24X 

Fiche 50-000, 82/06/0 1 , 83061 10282 


8206110159 Second Interim deficiency rept re regional quality 
engineering branch insp ofc manpower, initially reportad on 
BS0120 QA braining completed 020318 & technical training 
ongoing Admini itrative Instruction QEB-Al 104 implemented. 
MILLSiL.M Tennessee Valley Authority. 02/06/03 O'REILLY, J P 
Region 2, Office of Director. 2pp 13466*333 24X 

Fiche 50-000,02/06/03,8206110159 


8206210111 Fourth Interim deficiency rept re link rod as sembly-Delaval 
diesels Du* to const deferment final deficiency rept will 
not be issued pending final dtclelon on future of project! 

Also reportable per Part 21. 

MJLLOiU M Tennessee Valley Authority 82/06/11 □ 'REILLY, J. P, 

Region 2, Office of Director Ip 13559 352. 24X 

Fiche 50-000, 02/06/ 1 1 . 88062 1 01 1 1 . 


9206240326 Part 21 rept re pneumatic actuator yoke failure List of 
other projects w/similar equipment end. 

WILSON, A K Henry Pratt Qo. 02/06/18. KEPPLER,J 0 Region 3, 
Office of Director. Opp 13603:189 84X Fiche. 50-000, 02/06/10, 

0206240326 


6206300192 Part 81 rapt ra potential defect in couplings drive element 
of D8RV or DSR standby diesel generator Affected licensees 
uill be notified no later than 820715 

HILLS, L L. Traniamorica Delaval, Inc 82/06/23 Director's 
Office, Offlca of Inspection and Enf orcement. 2pp. 13653*320. 24X 

Fiche 50-000,82/06/23,8206300198 


DOCKET 50-582 9KA0IT NUCLEAR POWER PROJECT, UNIT 1 


A Application/construction stage documents & correspondence 


6204220358 Responds to FDIA request for three categerlei of Info re 
shou cause petitions Documents listed in App A end 
6ECY-ai-457 described in App B withheld (ref FOIA Exemption 
5). 

FELTON, J H. Division of Rules and Records 82/03/29 DELL, N 

Coalition for Safe Power 6pp 12020-106 24X 

Fiche 50-000, 82/03/29, 0204220350 


— 8111020610 Advises that latest update on expected dates of submittal 
are 011030 for alternate site submittal Si 011231 for balance 
of environ rept ft P3AR amends- 

NORRISiJA Siting Analysis Branch 01/10/23. MULLER, D R 
Assistant Director for Environmental Technology Hpp 12020-024 
24X Fiche 50-522,02/03/29,0204220358 


0206160021 Bummary oP 820317 meeting w/utll in Bethesda, HD re geology, 
foundation soils Si structural engineering questions L 
responses 

MALLORY, H Licensing Branch 4 02/04/07 Licensing Branch 4 

4pp, 13525 302. 24X Fie he: 50-522, 02/04/07, 8206160021 


— 8204020203 Gummarlxes 920317 meeting ui/utl I, NEBCO Bechtel, Qol der 
Associates 6 NE9IC in BsthesdajHD re unsuitability of 
Missoula sands for direct support of seismic Category I 
structures Attendance list end 

THaMP80N,a 0 , OUPTA.D. C Hydrologic I, Osotechnlcal Engineering 
Branch 62/03/25 LEAR, O Hydrologic It Ceotechnical Engineering 
Branch 3pp 13525 306 24X Fiche 50-522,82/04/07,0206160021. 


— B203220537 Forwards request for addl info 8ails at proposed foundatii 
level are not suitable for direct eupport of seismic 
struc turss 

LEAR,0 Hydrologic & Oeotechnical Engineering Branch, 02/03/10, 
AOENSAH,E. Licensing Branch 4 5pp 13523 309 24X 

Fiche 50-522,82/04/07,0206160021. 


G206010002 Summary of 020427 meeting u/otil, NEBCO L Debevoisf It 
Liberman in Bethe«da,MD re seismic designs geology, 

Applicant uill provltfe ground motion estimates for 6 5 
earthquake L compare results w/design spectra. 

MALLORYiM H, Licensing Branch 4 82/05/21 Licensing Branch 4 

9pp. 13319:296 . 24X Fi c he: 50-522. 02/05/21 , 0206010002 


8206110374 Forwards request for addl info re Apr 1902 rept, 

*'Pa leomagnet 1 c Investigation of Prsmissaula Orave Is, Pasco 
Basin ti Vicinity, WA 

ADENSAH.E Licensing Branch 4 S2/06/(» SPANOENBERO, F. Norihues 

Energy aervices Co. 3pp 13490 291. 24X Fi che . 50-528, B2/O6/O0, 

0206110374 


B Utility Preliminary Safety Analysis Report, amends 


8206220159 Forwards errata to Amend 24 of PSAR 

MYERS, ft. V Puget Bound Power 8, Light Co. 82/06/09 Office of 
Nuclear Reactor Regulation, Director 3pp 13573,109 24X 

FI chej 50-522, 02/06/09, 8206220159 


— 0206220169 Errata to Amend 24 of P8AR 

» Puget Sound Power It Light Co 02/06/09 ?9pp. 13573.112. Q4 

Fiche 50-522,02/06/09,0206220159. 


D NRC Draft/Final Environmental Btatementsp eupple L correspondence 


8206010303 Requests that DEB be mailed to listed persons re proposed 
facility const 

WAPATO, 8 T, Columbia River Inter-Tribal Fi ih Commlision. 02/05/19. 

Division of Licensing -4pp. 13301-133 24X Fl chet 50-522i 

82/05/19, 0206010303 


8206210078 Offers no comments on DEB CNURE0-0a94} . 

SIRMON, J M Agriculture, Dept of, Forest Service. B2/06/11. NRC 
- No Detailed AfftUatlen Olven Ip 1356O>OO0, 24X 

Fiche. 50-522, 02/06/ k 1 f 8206210070 


8206210235 Forward a commants on DE0(NUREO-OB94). 

DOHERTY, J.F Oulf Coest Environmental Defence Foundation, Inc 
82/06/12 NRC - No Detailed Affiliation Given, 5pp. 13550:138. 
24X Fiche: SO-522« 82/06/12, 0206210235. 


0206230123 Forwards comments on DEB from State Dept of Ecology L Btata 
Parks li Recreation Comeiie si on. Testimony will be provided to 
State Energy Facility Bite Evaluation Council during 
contested case for project 

HOOSiD. W. Washington, State of 92/06/14 NQRRIB.J Division of 
Licensing, 7pp. 13591:037 24X Fic he* 50-522, 02/06/14, 0206230125. 


386 


DOCKRTED ITEMS 


0206210420 Comment* on DES <NU^E0-0894> DE9 inadequate re effect of 
plant con»t or turlatl waste at Hanfordiuse of MARCH U 
CORRAL CDiJBft* releasea of radioactivity from 790328 TMI-S 
accident 6 core luaions in Section 3 2 2 1 

DOHERTY# J F DohartyjJ IF 02/06/15 NRC - No Detailed 
Afflllatioo Given 4pp- 13S6B 104 H4X Flche 90-‘5S8i 82/06/ 15# 
8206210420 


0206220305 Submit* comment* re faciltfclea DES Traffic data at lejjend 
■need* tq be corrected Tejrt incorrectlv refer* to several 
flpurei within document Title of several figures do not 
match figure* 

SMITHiM a Washingtanr State of 02/06/15 NQRRlSi J A Office of 
Nuclear Reactor Regyiatloni Director 2pp 13571:012 24X 

Ft Che 50-922, 02/06/ 15. Q3Q 6220305 


0206350175 Comment* on DEQ (NLSEO'-08'94) re project const Oomments 
addret* health h safety aspects of proposed plant 
aperatipn. tne ludlng radiological monitoring program U 
Ffnisslon pathuiag dose computational methodology 
VtLLFORTHiJ C Health £c Human Services. Dept of. 62/06/21 
NORRIS. J A NRC ^ No Detailed Afftiiation Olven 3pp 13613,303 
24X Fiche 50-322.62/06/21.0206230175 


6206300337 Foruards comments on DES for facilities Editorial changes 
recommended FEQ requested, 

HQDD.J M Commerce. Dept. of. National Oceanographic St Atmospheric 
Administration. 02/06/22 MULLER. 0 R Assistant Director for 
Environmental Technelogg, 2pp 13656 328 S4X 
Flche 50-922, 82/06/32. 8206300337 


B206290323 Farurards comments on DEB. NURE0-0B94, 

MVER3, R V Puget Bound Power U Light Co 82/06/24 Division of 
Licensing i?pp. 13636 IS7. 24!( Fiche 50-533. 83/06/34, B206290323, 


E NRC Safety Evaluation Report <8ERk. tuppls L correspondence 


6306020396 Clarifies position re valve for 89E to he included In 
supplemental 8ER Applicant reserves right to undertake site- 
specific responsa spectra for purpose of establishing lower 
value for 8BE 

MYERS. R.V Pugst Sound Power «< Light Co 82/05/27, DEffTONr K R 
Office of Nuclear Reactor Regulation.. Director 3pp 13326* 296, 
24X Flche 90-923.82/05/27,0206020386 


0 Adjudicatory correspondence 


8206010286 Revised contentions per AELQ oral order at 820909 special 
prehearing conference In Richland, NA Certificate of 8vc 
end 

BELLrN Coalitian for Baf« Power 82/05/24 Atomic Safetg and 
Licensing Board Panel. 33pp 13301.100 34X Piche: 50-923. 02/05/24. 

820601 02B6 


8206010298 Response opposing YaVlma Indian Nation untimely petition to 
Intervene Petition defective since no contentions listed Mo 
good cause shown for late filing 8* iOCFR2 714 factors weigh 
egalnst admission Certificate of B-vc end 

THOMSEN. F.T, Puget Sound Power 4« Light Co THOMSEN. F T. PerVinsi 

Cole, Stone. Olsen b Mi Ilians. 82/09/25 Atomic Safety and 

LUshsing Board Panel. i4pp 13301:053 24X Fi c he; 50-922, 82/05/25. 

0306010298 


8306040020 Motion for extension of time until 620611 to answer 
Coalition for fiafe Power 020927 amended confcentian*. 

Uashington cg-counsel has not received contention 8t document 
is lengthy. Gerti ficate of 8vc end 

FRANTZ. B.P Puget Sound Power L Light Co, 02/03/27 Atomic 
Safety and Ulceniing Board Panel 4pp 1334R‘352. 24X 

Flche; 90-923, 82/03/27r 8206040020. 


0206160105 Answer to Coalition for Safe Power 050525 revised 
contentions Contentions should be rejected due to lack of 
adequate notice o-f particular Issues to be litigated 
Certificate of Bve 6 DDJ 81071S opinion find 
FRANTZ, S P Puget Sound Power t Light Co FRANTZ, S P 
Lowensteln. -Newman, Reis, Ax el rad 6 Toll 03/06/11 Atomic Safety 

and Licensing Board Panel 52pp 13514 364 24X 

Flche 50-823. 82/06/ 11, B206 160 J 05 


8206170231 Response to Coalition on Safe Power 830534 revised 
contention* Support* admission only of Revised Contentions 
I, 2,3.4 A-E.39 □,29 0,29 H h 29 I Certificate of Sve end 
SLACK, R L Hearing Branch 3 82/06/11 Atomic Safety and 

Licensing Board Panel 30pp 13535 001 24X Flc he. 50-322, 82/06/ I i, 

6206170231 


0206170106 Forward* documents in NRC legal files not previously 
served on Columbia River Inter-Tribal Fish Commiss Ion. per 
620600 taiconi it 0610 Itr W/o end 

BLACK. R L Hearing Branch 3 63/06/14 WAPATO, S T Affiliation 

Unknown Ip 13530 096 24X Fiche 50-523.63/06/14,0206170106 


Q Inspection reports. IE Bulletins & correspondence 


0202040147 IE Info Notice 02-15, '^Notification of NRC Bve list end 
DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/05/30 107pp 13436 095 24X 

Piche 50-000.02/09/2010303040147 


8204210378 IE Info Notice 02-16. ''HPCI/RCIC High Steam Flow Setpoints 
Qvc llftt end 

JORDAN. E L Division of Engineering 6 Duality Assurance B2/05/2B 
I03pp 13440 264 24X Fiche 90-000. 0S/O9/SB, 8304210370 


8204210380 IE Bulletin 02-02. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PUR Plant* " 

Bve list and. 

DEYOUNO. R C Director's Office. Dffice of Inspection and 

Cnforcrme-nt 82/06/03 lOBpp 13527 150 24X 

Fiche 90-000. 02/06/02.8204210380 


8204210303 IE Info Notice 02-17. "Overpressur i xatinn of RGB ” Sve Uat 
anc I 

JORDAN, E L Division of Engineering U Ouality Assurance 82/06/11 
106pp 13675 258 24X Fiche 90-000,02/06/11.8204210303 


0204210384 IE Info Notice 82-10, "Asttssment of Intakes of Radioactive 
Mat! by Horkars '* Sve list encl. 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 02/06/11. 120pp 13675 189 24X 

Flche 90-000. 82/06/11, 0204210384 


DOCKET 50-523 SKAOIT NUCLEAR POWER PROJECT. UNIT 2 


A App 1 icatibn/ c onstruction stage documents L correspondenc a 


B20422D398 Responds to POIA request for three catagorles of Info re 
show cause petitions Documents listed in App A encl 
SECY-81-457 described in App B withheld <ref FOIA Exemption 
5). 

FELTON. JM Division of Rules and Records B2/03/29 DELL. N. 

Coalitian for Baf« Power 6pp 12020 106 24X 

Fiche. 90-OOD. 0S/O3/29. 8204220358 


0206160021 Summary of 820317 meeting w/utll in BethesdaiMD re geoloy^ 
foundation soils structural engineering questions & 
respo-nses 

MALLORY. M Licensing Branch 4 02/04/07 Licensing Branch 4 

4pp 13525*302 24X Flche 50-922.02/04/07.0206160021 


— 0204020203 Bummarixes 020317 meeting w/utll.NEQCO Bechtal. Oolder 
Associates & NESIC in Bethesda.MD re unsuitability of 
Missoula sands for direct support of seismic Category I 
structures Attendance list end 

THOMPSON.D □ , GUPTA. D C Hydrologic b Geotechnical Engineering 
Branch 02/03/29 LEAR.O Hydrologic h Oeotechnlcak Engineeri 
Branch 3pp, 139S9 306 24X Fiche* 90-922. 02/04/07. 0206160021 


— 0203220997 Forward* request for Sddl info Bails at proposed found-s 
level are not suitable for direct support of seismic 
structures, 

LEAR.O Hydrologic & Geotechnical Engineering Branch, 8S/03/l« 
ADENSAM.E Licensing Branch 4 9pp, 13 929 >309. 24X 
Flche 90-522.82/04/07.0206160021 


0206010002 Summary of B20427 meeting w/util, NEBCO 8. Debevoise L 
Liberman in Bethesda.MD re seismic design St geology 
Applicant will provide ground motion estlmstss for 6 9 
earthquake S< compare results w/d«stgn spectra 

MALLORY. M W Licensing Branch 4 82/05/21 Llcinslns Branch 

9pp 1331? 296 24X Fiche 90-522,82/05/21.8206010002. 
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6506110374 Forwards raquesb for addl info r a Ajir 1^62 rapt< 

"PalBomagneti c Investigation of PremiSBoula OravelSi Pasco 
Baaln «( ViclnttgrUA " 

ADENSAH.E Licensing Branch 4 Q3/O6/0B SPANQENBERO. F Northmen t 

Enargg Services Co 3pp 13490 291 24X Flcho 30-332i 82/06/00* 

B2061 10374 


B Utility Preliminary Safety Analysis Report, amends 


8506220159 Forwards errata to Amend 24 of PBAR 

hVERS.R.V Puget Sound Power & Light Co. 82/06/09 Office of 
tJIuclear Reactor Regulation. Director, 3p p 13373, 109 24X 

FUho 30-522.82/06/09.0206220159 


—8206220169 Errata to Amend 24 of P9AR 

« Puget Sound Power 6 Light Co. 62/06/0 9 99pip 13573 112 S4X 
Ficho 50-522.82/06/0918206220 1 59 


D NRC Draft/Final Environmental Statement*, supp Is tt correspondence 


B206010303 Requeits that DE8 be mailed to listed person* re proposed 
facility const 

UAPATQ. 8 T Columbia River Inter-Tribal Fish Commission 02/03/19 
Division of Licensing 4pp 13301 133 24X Fl che: 50-322. 

82/03/19.6206010303 


6206210078 Offers no comments on DES <NUREO-O094) 

aiRMON.JM Agriculture. Dept of. Forest Service 82/06/11 NRC 
- No Detailed Affiliation Olven Ip 13560 008 24X 

Fi c h e 50-322. 82/06/ 1 1 . 8206210078 


8206210935 Forwards comments on DESlNUREO-08941 

DOHERTY, J F Oulf Coast Environmental Defense Foundation, Inc 
02/06/12 NRC - Nd Detailed Affiliation Given Spp 13558 130 
24X FI Che. 50-522. 82/06/12, 8206210235 


9206230125 Forwards comments on DE8 from State Dept of Ecology Btotn 
Parks Si Recreation Commission Testifnony will be provided to 
State Energy Facility Site Evaluation Council during 
contested case for project 

MOOS. D W Washington. State of 82/06/14 NORRIS. J. DlvUlon of 
Licensing 7pp 13591 037 24X Fic he, 50-522, 02/06/14. 8206230125 


8206210420 Comments on DES (NUREO-0094) . DES inadequate re effect of 
plant const on burled waste at Hanf ord. use of MARCH &( 

CORRAL codes, releases of radioactivity from 790320 Tm-2 
accident U conclusions in Section 3, 2 2 1 
DOHERTY. J F Doherty, J F 82/06/13 NRC - No Detailed 
Affiliation Given 4pp 13560 104 24X Fiche 50-522.82/06/15, 

8206210420, 


6206220305 Submits comments r« facilities DE9 Traffic data or legenil 
needs to be corrected Text Incorrectly refers to several 
figures within document Title of several figures do not 
match figures. 

SMITH, M A Washington, Stats of 82/06/19 NORRIS, J A Office of 
Nuclear Reactor Regulation, Director 2pp, 13971.012 24X 

Fichi' 50-522. 82/06/13. 8206220305 


8206250175 Comments on DE8 (NinEO-OB74) re project const Comments 
address health it safety aspects of proposed plant 
operation, Inc lud ing radloLoglcol monitoring program & 
emlsslDn pathway dose computational methodology 
VILLFORTK.J C Health & Human Bervicaa, Dept of, 82/06/21 
NORRIS, J A NRC - No Detailed Affiliation Olven 3pp 13613:303 
S4X riche* 30-522. 82/06/21. B206S50175 


82D6300337 Forwards comments on DE8 for facilities Editorial change* 
racommended. FE8 requested 

WOOD. J M Commerce, Dept of, National Dceanographlc 6 Atmospheric 
Administration 02/06/22 MULLER. D R Assistant Director for 
Environmental Technology 2pp 13656 328, 24X 

Fiche 50-522.82/06/22.8206300337 


8206290323 Forwards comments on DEB, NUREO-OB94 

HYER8. R V Puget Sound Power & Light Co 82/06/24 Division of 
Licensing l9pp. 13636 127 24X Fiche 50-522,02/06/24,8206290323 


E NRC Safety Evaluation Report (SERI, suppls 8< correepondance 


8206020386 Clarifies position re valve for 88E to be included In 
supplemental 8ER Applicant reserves right to undertake site- 
specific response spectra for purpose of establishing lower 
value for 88E 

MYERB, R.V Puget Sound Power it Light Co 02/05/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 2pp 13326 S56 
24X Fiche. 50-522, 82/05/27, 8206020386 


O Ad judlcstory correspornSence 


8206010206 Revised contentions per A8LB oral order at 020905 special 
prehearing conference in Richland, WA Certificate of 8vc 
end 

BELL. N Coalition for Safe Powor 02/05/24 Atomic Safety and 
Licensing Board Panel 33pp 13301: 100 24X Fiche 50-522.82/05/24, 

8206010286 


0206010298 Response opposing Yakima Indian Nation untimely petition to 
intervene Petition defective since no contentions listed No 
goad cause shown for late filing iOCFR2 714 factors weigh 
against admission Certificate of Sve end 

THOMSEN, F T Puget Bound Fewer tt Light Co THOMSEN. F T Perkins, 

Cols, Stone, Olsen 6. Williams 02/09/25 Atomic Safety and 

Licensing Board Panel i4pp 13301 053 fi4X Fiche 50-522,82/05/25, 
8206010290 


8206040020 Motion for extension of time until 820611 to answer 
Coalition for Safe Pouiar 820927 amended contentions 
Washington co-counsel hat not received contention it document 
Is lengthy. Certificate of Sve end 

FRANTZ.a P Puget Sound Power 6 Light Co 02/05/27 Atomic 
Safety and Licensing Doard Panel 4pp 13348 352 24X 

Fiche 90-532.02/09/27.0206040020 


B2O6O4OO07 Order granting applicant motion for extension of time until 
820611 to respond to Intervonor contentions 

WOLF. J F Atomic aafety and Licensing Board Panel, 02/03/20 
Puget Sound Power Light Co Ip 13347 239. 24X 

Fiche 50-522,82/09/20,8206 04000 7. 


8206070082 Response to Netl Wildlife Federati on/OR Environ Council 
820521 amended content ions Balancing factors governing late 
contentions weigh against admission Contention* 3. C & 9 A 
objectionable W/Certif i cate of Sve 

FRANTZ. 8 P Puget Sound Power L Light Co FRANTZ.a P 
Lowenste in. Newman. Rai s. Ax B Irad & Tall 82/06/02 Atomic 9afetv 

and Licensing Board Panel IDpp. 13370 331 24X 

Fiche 50-952, 02/06/02, 0206070002. 


8206J60109 Answer to Coalition for Safe Power 820525 revised 
contentions Contentions should be rejected due to lech of 
adequate notice of particular Issues to be litigated. 

Certificate of 8vc & DOJ 010715 opinion end, 

FRANTZ, 8 P. Puget Bound Power & Light Co FRANTZ. 8 P. 

Louenste in* Newman. Rei s, Ax elrad & Toll. 82/06/11 Atomic Safety 
and Licensing Doard Panel 52pp. 13514 264 24X 

FI Chet 50-552, 02/06/11, 0206160105 


0206170231 Response to Coalition on Safe Power 620524 revised 
contentions Supports adimission only of Revised Gontentlans 
1*2.3, 4 A-Ci29. D.29 0,29 H 6 29 I Certificate of Sve end 
BLACK, R L Hearing Branch 3. 82/06/11 Atomic Safety and 

Licensing Board Panel, 30pp 13535,001, 24X FI cht* SO-522. 82/06/1 1, 

0206170231 


8206170106 Forwards documents In NRC Legal files not previously 
served on Columbia River Inter-Tribal Fish Commission, per 
820608 telcoTi it 0610 Itr if/o end, 

BLACK. R L. Hearing Branch 3 02/06/14 UAPATD, S T Affiliation 

Unknown Ip 13930:096 24X Fiche* 50-522, 82/06/14. 0206170106 


Q tnipectlon reports, IE Bulletins it correspondence 


8202040147 IE Info Notice 02-15. ‘’Notification of NRG," 8vc Ust end, 
D6Y0UN0, R,C, Director's Office, Office of Inspection and 
Enforcement 02/05/20 t07pp t3426- 093 24X 

Fiche 50-000, 02/05/20,0202040147 


8204210370 IE Info Notice 02-16, ’'HPCI/RCIC High Steam Flow Betpolnts 
Sve list end 

JORDANfE L Division of Engineering Quality Assurance. 02/05/28 
I03pp 13440:264. 24X Fiche 50-000. 02/05/ 20. 0204510378. 


0204210300 IE Bulletin 02-02, »De gradation ef Threaded Fasteners In 
Reactor Coolant Pressure Boundary of PWR Plants *' 

0VC list end. 

DEYOUNO, R.C Director's Office, Office of Inspection and 
Enforcement 02/06/02, lO0pp, 13527*150, 24X 

Fiche 50-000, 82/06/02,0204210380. 


8204210303 IE Info Notice 02-17, "Qverpresiur liatlon of RCB 3vc U*t 
end. 

JORDAK,E.L Division of Engineering h Quality Assurance, 82/06/11, 
I06pp, 13675 258 24X Fiche 50-000.62/06/11,8204210383 


8204210304 IE Info Notice 82-16. "Aseaisment of Intakes of RadioactlVf 
tiatl by Workers.*’ 8vc list end. 

DEYOUNG, R C Director's Office* Office of Inspection and 

EnfdTcernent B2/06/11 ISDpp. 13675*109 S4X 

Fiche. 50-000. 02/06/11,6204210304 
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DOCKET STN“ 50-923 PALO VERDE NUCLEAR STATION* UNIT 1 


A App licdtiar>/can«tructloT> stags tfocumants & correspondence 


02O&SOOOO7 Addl retpona-e to POIA request for eigJit cateporisi of 
docujntttita For«fard« (focuirtfnti listed in app Financial info lit 
Oocujnents 3-94i3'‘95 Sc 9**lt deleted. 

FELTON* J.H Division of Rules end Records 62/04/39 MCMURRAV* C M 
Kirkpetrlckf Locthert* Hilli Christopher Sc Phillips. 21pp 
136D4 044 S4X Flche SO-OQO* 62/04/2?* aSO&2300D7 


— 6201260005 Requests response for completing generic technical issue 
A-17 re sgs interaction Response required to define NRC 
position far establishing what plants uould be required to 
perform sys interaction analyses 

TEDESCOiR L Assistant Director for Licensing 61/12/11 
EISENHUr. 0 0 Division of Licensing 3p p 13606 134. 24X 

F i c N ■ 50-000 * 62/04/39* 620*230 007. 


B20&010722 Forwards Human Factors Engineering Branch status rept on 
control room design revleu Comments should be received by 
620615 

rtlRAOLlAcF U Licensing Branch 3 02/05/11 VAN BRUMTi E E 

Arlione Public Sarvice Co SSpp 13331 165, 34X 

Flchs 50-520*62/05/11.6206010722 


B2062S0390 Natl f I cation of cancellation of 620629-0702 seismic 
qualification site audit inharicapa Count-gtAZ 
LICITRA.E. A Licensing Branch 3 82/05/21 MifiAOLlA* F J 

Licensing Branch 3. 3pp. 13629 360 24X FI chs, 50-526. 62/05/21* 

620*290350 


6206010521 Advises that response to NRC 630510 request far addl Info 
ri plant shutd-oun given postulated loss of essential spray 
pond spray no i lies will be provided by 620730 

VAN BftUNTiF, E, Arizona Public Bervlce Co 62/09/24 TEOE6CO.R L 
Assistant Director for Licensing 2pp 13311.351 24X 

Flch* 50-529*62/05/24.620*010521 


620604024* ForudTds response to NRC 611202 Itr re compliance W/10CFR20* 
90 Ic 100 

VAN BRUNT. E E Arizona Public Service Co. a2/0*/0i HFRAOL lA* F. 
Licentina Branch 3 22pp. £3359 255. 24X Flche 50-526. 62/06/01* 
620*04024*. 


62060B0229 Forwards operations orgsnizat 1 onal chart Ic corporate OA dept 
organization char t* ref 1 acting changes in OA organization 
structure. 

NOODS.T.O. Arizona Public Service Co, 82/06/01 TEDE6C0. R. L 
Asilstant Director for Licensing. ENOELKEN.R, Region 5* Office of 
Director 2pp. 13422 001 24X Flche 50-520.62/06/01.620606022? 


6206090153 Oenerlc Ltr 62-11 to all LHR reactor plant licensees L 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents findings re cause of 
event W/o end. 

EISENHifT* D. a Division of Licensing. 03/06/09. HAUSPUROiA 
Consolidated Edison Co. of New York 13pp, 13557 349. 24/ 

richer 90-000, 82/06/09, S20A0901 93 


620*150160 Discussei recent discovery of posiible feult scarps In area 
of Hassagmpa River £2 miles northesst of Pala Verde site 
Further study of area including trenching will be undertaken 
to develop ntceisarg data to resolve issue. 

VAN BRUNT* E £ Arizona Public Service Co, 62/06/10 DENTON* H R, 

Office of Nuclear Reactor Reguletion* Director. Spp 13903 341, 

24X Fi C h i ■ 90 - 928. 82/0*/ 10* 82061 50 i BO 


820*210012 Summary of 62P3L6-19 site visit by Caseload Forscast Panel 
to assess const progress for each unit Fuel losd dates for 
Units 1 It 2 will be later than projected dates, 

LICTTRAiE A. Licensing Branch 3 92/06/L£ Licensing Branch 3 

9pp. 13983.068. 24 X Flche: 50-528* 82/0*/l 1 . B2063I00 12 , 


6206170133 Forwards program plan for indepsndant QA svaluation of 
facilities for review prior to 620*29 meeting. 

VAN BRUNT* E.E. Arizona Public Servlco Co. 82/06/15 DENTON* H.R 
Office of Nuclear Reactor Ragulation, Director Ip. 13540,136 24X 

FI c h a . SO- 928* 82/06/ 1 9* 0206 1 70 1 33. 


—8206170136 Pragram plan for indapandent OA evaluation of facilities, 
s Torrev Pines Technology. a2/0*/30. 40pp. 13540,137. 24X 

Flche: 50-920, 82/0* / 1 9. 6 20*1 70 133, 


8206320069 Reeponds to 820912 meiao re control of occupational doses bu 
prevention of transport 6 buildup of radioactive crud, by 
removal of radionuclide deposits 6 nl nlml za tlon of failure 
of major plant eomponants. 

OIRCKSiH. vf. Office o-f the Executive Director for Optratlcns, 
92/06/15. BHEHN0 N»Fj 3 ' ACR8 - Advisory Committee on Aeector 
Safeeuarde. 15pp. 13985,177. 24X Fi Che: 90-000, 82/06/15* 820*220069. 


6206180004 Informs of latest developments re possible fault scarps in 
area of station, as followup to util 020*10 ltr to NRC 
Excavations shoued positive evidence that faulting could not 
be cause of scarps 

VANBRUNT.ee Arizona Public Service Co B2/06/1* DENTON. H R 
Office of Nuclear Reactor Regulation* Director 4pp L3B51 3*0 
24X Flche 50-528. 83/06/1** 0206180004 


8206210034 Summary of B20608 meeting ui/util in Bethesda,MD re prograsi 
for emergency operating procedures 8* minimizing operator 
stress in emergencies Comments will bo provided following 
procedures generation package revleu In Aug 

LICITRA.EA Licensing Branch 3 02/06/16 Licensing Branch 3, 

5pp I3S02 329 24X Flche 50-330,02/06/16,6206210024 


820*210432 Requests c lari f ication of items discussed in NRC 620511 
status rept on control room design revzeu per NUREO-0700 
Agreed verification of similarity between plant simulator 
* control roams necessary 

VAN BRUNT, E £ Arizona Public Bervice Co 02/06/1* TEDE6CD*R L 
Assistant Director for Licensing 3pp 13S60 202 24X 

Flche 90-520,02/06/16*8206210452 


9206210124 Informs that util believes Reg Guide 1 27 & General Design 
Criterion 44 satisfied since regional aquifer provides 
assured source of UHS makeup supply 6 detailed procedures 
written 

VAN BRUNT* E E Arizona Public Service Co 62/0*/ 17 TEDEBCO.R \ 

Assistant Director for Licensing 5pp 13959 229 24X 

Flche 50-528* 02/06/17. 8206210124 


6206290175 Summarizes investigations af scarp-llke features near 
Hassayampa River in vicinity of facilities Scarps are 
nontectonic in origin 

RENOES.C N Arizona, State of 02/06/10 LEFEVRE* H NRC - No 
Detailed Affiliation Given Spp 13634 305 24X 

Flche. 90-928* 82/06/18.020*290175 


6206250399 Forwards request for addl Info re certain geologic fonturei 
around site. Date by which addl info should be submitted 
should be provided within 1 wk of receipt of ltr 
MIRAOLIA.F V Licensing Branch 3, 02/06/21 VAN BRUNT* E E 

Arizona Public Service Co 3pp 13*30 001 24X 

Flche 90-520*02/06/21,820625035? 


E NRC Safety Evaluation Report iSER)* suppls It correspondence 


6206010099 Forwards Suppl 2 to NRR 8ER concerning review of OL 
application U/o end 

MlRAOLtA*F J Licensing Branch 3 02/09/17 VAN BRUNT, E E 

Arizona Public Service Co 2pp 13331 220 24X 

Flche 50-520,02/09/17,0206010099 


S206150277 Notifies that util review of 8ER NURE0-0aS7 re historical 
seismicity in State of AZ complete Approach used to define 
regional seismicity * develop seismic design criteria 
conservative Item 2 of SER considered resolved 

VAN BRUNT, E e Arizona Public Service Co 82/05/21, TEDEBCO*n.t. 
Assistant Director far Licensing 3pp 13495 343 24X 

Flche 90-928, 02/05/21* B206 150277 


8206090227 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF PALO 
VERDE NUCLEAR OENERATINO STATION* UNITS 1, 2 It 3 Docket Nos. 

STN SO-520. 8TN 50-529 It 8TN 50-530 (Arizona Public Bervlce 
Company) 

« Office of Nuclear Reactor Regulation, Director. NUREO-0897 802 
02/05/31 3ipp Available at NTIS 43 00, l34S7.3il 24X 

Flche 50-920,82/05/31,820*090227 


620*150302 Forwards revised Pages 7-13 to Palo Verde BER 

TAYLOR.TT Battelle Memorial Institute, Pacific Northuieet 
Laboratory 02/06/il HUM,M Materials Engineering Branch 0pp. 
13906 020 24X Flche. 50-928, 82/06/1 1 , 020*1 50302 


F Security, medical, emergency It fire protection plans 


6206280501 Notification of cancellation of 820629-0701 fire protection 
site audit In Maricopa County.AZ. 

LICITRA.EA Licensing Branch 3 82/05/17. MiRAOLIArF J 

Licensing Branch 3 3pp. 13*30 120 24X Flche. 50-528* 62/09/I7i 

620*280981 


820*150424 Requests addl info re alternate safe shutdown capability in 
event of fire, Shutdown sys does not include capability to 
monitor reactivity nor verify adequate core cooling during 
natural circulation flow, 

MlRAOLIAtF J Licensing Branch 3 02/06/11 VAN BRUNT* E. E 

Arizona Public Service Go. Spp. 13525 238, 24X 

Flche 50-529*82/06/11.8206150424 



DOCKETED ITEMS 


389 


0 Adjudicatory coTTSspondence 


B2060i02eB Motion for leave to file neui tontentlons & for Independent 
investigation re problems in electrical sys & f ale if ica t ion 
of records Good cause sbown for late filing of contentions 
BERNABEI.L Hourihant P BERNAIIEI.L Harmon it Wsis*. 02/03/24 
Atomic Safety and Licensing Board Panel 8pp 13301 Oa& SAX 
Pi Che 50-520. B2/05/2A. 0206010280 


— 9206010294 Motion for protective order re uorker who detailed 
electrical sys deficiencies it falsi f 1 catl ons re electrical 
uork Worker life threatened it other workers blackballed 
from jobs In similar c ircumitances Certificate of Sv-c encl 
BERNADEI.L Hoorlhan, P BERHABEliL Harmon & Weiss 82/09/24. 

Atomic Safety and Licensing Board Panel 9pp 13301:094 24X 

Fiche 50“928r 82/05/24. 0206010200 


0206010316 Responds to util 020311 Itr req.uesting NRC Investigation of 
PL Hourihan allegations re electrical sys deficiencies. 

Motion to be filed for leave to file ney contention based 
on deficiencies 

SEPHABEl.L Harmon «c Weiss BERNABEl.L Hourihan, P 0^/09/24 
PALLADINOrN J Commissioners 3pp 13300 060 SAX 
Fiche 90- 328. 82/05/24, 62060 10316 


B206-0400B6 Notice of resumption of hearing on G20622 In Phoenix. AZ 
LAZOiR M Atomic Safety and Licensing Board Panel. 02/06/01 ip 
13347 240 24X Fiche 50-520,02/06/01,8206040086 


0206090019 Memorandum Sc order denying Intervenor 820514 motion for 
reconsideration of ASLB 020427 ruling denying adml ss ib 1 1 ity 
of potential effects of Pima-Mar icopa Indian Gemmunlty 
taufuit on source of water contract for effluent. 

LAZO, R M Atomic Safety and Licensing Board Panel. 02/06/04 
Hourihan, F 6pp 13439 328 24X Fiche 90-520,02/06/04,0206070012 


6206170124 Advises that NRC intends to have R Oon tales introduce 
previously filed testimony during hearings scheduled to 
commence on 020622 Rebuttal testimony not presently 
contemp lated 

OEWEVtL B Hearing Branch 3 02/06/11 LAZO, R M , COLE^R.F , 

CALLIHAN, D Atomic Safety and Licensing Board Panel 2pp 

13530 170 24X Fiche , 50-526, 02/06/ 1 1 . 82061 70124 


6206170213 Forwards JJ Lemmon testimony application for subpoena 
directed to JR McCain 

BERNASELL A Harmon it Weiss 62/06/19 LAZO, R M , COLE, R F i 
CALLAHAN. 0 Atomic Safety and Licensing Board Panel, ip, 
13535.046 24X Fiche 50-520,82/06/15,0206 1 70213 


—8206170220 Testimony of JJ Lemmon re contamination of groundwater in 
Phoenix area pesflble adverse impact on available water 
supplies to munlc Ipal Ities In foreseeable future Supporting 
documentation encl. 

LEMMON, JJ Hourihan, P. LEMMON, J J. Arizona. Btata of. 

82/06/15 BOpp 13539:047 24X Fiche 90-520102/06/19,8206170213 


— 8206170226 Application for isiuance of subpoena directed to JR McCain 
to appear on 820622, McCain can testify on contract under 
which Joint Applicants hope to provide cooling water for 
p lants. Prop oBod sufaopena it Certificate of Sve encl. 

BERNADE1,L Hourihan, P. BERNADEI . L Harmon Weiss. 03/06/15 
Atomic Bafety and Licensing Board Panel. 9pp 13939,158 24X 

Fiche 50-520, 82/06/15, 8206170213. 


0206230155 Petition for directed certification re ASLB exclusion of 
evidence about invalidity of util contract for effluent 8< 
likely effects of Pima-Maricopa Indian lawsuit on assured 
water supply 

&eRNAB£l,L Hourihan, P. B£RNABEI,L. Harmon & Weiss. 02/06/21 
Atomic Safety and Licensing Board Panel, i Ipp. 135B6 399. 24X 

riche, 50-528, 02/06/21,0206230159, 


— 0206230162 Application for issuance of subpoena directed to RK Swonaon, 
Dlrec tor, Ambient Water Quality UnitrAZ Dept of Health Svee, 
to appear at 820622 hearing to testify about groundwater 
pollution Draft subpoena encl 

BERNABEI,L, Hourihan, P, BERNABEI,L. Harmon it Weiss 02/06/21 
Atomic Safety and Licensing Board Panel, 4pp 13587‘OOB. 24X 

Fiche 90-528,02/06/21,8206230199 


— 0206230164 Application for Issuance of subpoena directed to JJ Lemon, 
AZ Dept of Health 8vcs, to appear at 020622 hearing to 
testify about groundwater pol lution. Proposed subpoena 8< 

Certificate of 8vc end, 

BERNABEIiL Hourihan, P. BERNABEIiL Harmon it Weiss 82/06/21 
Atomic Safety and Licensing Board Panel, 9pp, 13507:012 24X 

Fiche 50-920, 02/06/21. B206230 155. 


Q Enspectlon reports, IE Bulletins 6 c arresp ondence 


D206020500 Forwards IE Insp Repti 90-520/02-00,50-529/82-04 U 
90-930/02-04 on 820301-0402 No nunc ompl lane s noted 
BISHOP, T M Division of Rosidant, Reactor Project U Engineering 
Programe 82/09/10 VAN BRUNT, E E Arixona Public Service Co 
2pp 13324*354 24X Fich o ' 50-520. 82/05/ 10, 0206020500 


—8206020907 IE Insp Repts 50-520/82-00.90-529/02-04 I, 50-930/02-04 on 
820301-0402 No none omp 1 i anc e noted Major areas inspected, 
const activities associated u/lnste lletlon of Unit 1 Train A 
diesel generator control cabinets 

VORDERBRUEOOEN. ECKHARDT, J H Division of Resident, Reactor 
Project it Engineering Programe 02/05/06 0pp 13324 356 24X 

riche: 50-320, 02/09/10, 0206020900 


0206020999 Forwards IE Insp Rept 90-520/82-09 on 820322-0430 8c notice 
of vlotatlon 

8TERNB ERO, D M Division of Resident, Reactor Project it Engineering 
Programs 02/09/12 ANDOONINI.OC Arixona Public Service Co 
2pp. 13322*337. 24X Fiche 50-520102/05/12,820602055? 


— 6206020562 Notice of violation from insp on 620322-0430 

FIQRELLI, O, Division of Resident, Reactor Project 8, Engineering 
Programs. 02/03/12 2pp £3322,339, 24X Fiche. 50-528, 82/05/12, 

0206020359 


— 8206020565 IE Insp Rapt 50-923/82-09 on 020322-0430 Noncompli ance 
noted failure to maintain cleanliness in areas housing 
safety-related equipment it failure to implement required 
tagging on temporary mode 

FIQRELLI, D , JOHNBTON, 0 , ZWETZIO.O Division of Resident, Reactor 
Project it Engineering Programs. 82/05/10 6pp 13322.341 24X 

Fiche, 90-528, 02/05/12, 0 2060209 59. 


0206150270 FoTwardi IE Insp Rept 90-920/82-15 on 820426-20 No 
noncamp 1 lance noted 

STERNBERO, 0 M Region 9, Office of Director. 02/09/27. 

ANDOONINI,0 C Arixona Public Service Co 4pp, 13493 331. 24X 

Fiche 50-920,02/05/27,8206150270 


—8206150272 IE Insp Rept 30-528/02-19 on 920426-20 No none ompl iance 
noted Major areas Inepected plant procedures, training 8< 
general status of preparation for operating phase. 

JOHN8TON,P H , WILLETT, D. , ZWETZIO.OB Region 5, Office of 
Director 02/09/27 3pp 13495 339 24X Fiche. 50-92 9i 02/09/27, 

0206150270 


8202040147 IE Info Notice 82-13. "Natif icatlon of NRC " 8vc list end. 
DEYOUNO.R C. Director "s Office, Office of Inspection and 
Enforcement 82/09/20 107pp. 13426' 099 24X 

Fiche, 50-000, 82/09/201 8202040147. 


8204210378 IE Info Notice 82-16. ^'HPGI/RCIC High Steam Flow Setpalnta, '* 
Bve list and, 

JORDAN, E L. Division of Engineering 8, Quality Aeiurance 82/03/20 
loapp 13440' 264. 24X Flchs* 90-000. 02/05/20, 0204210370 


0204210380 IE Bulletin 82-02, ''Degradatlan of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve lilt end 

DEYOUNO, R. C. Director's Office, Office of Inspection and 
Enforcement 82/06/02 lO0pp, 13927 190, 24X 

Fiche 50-000, 82/06/02, 8204210380. 


8206220366 Forwards IE Insp Rept 90-520/02-13 on 020503-28. No 
noncomp I lance noted. 

8TERNSER0, D. M. Division of Resident. Reactor Project ti Engineering 
Programs 02/06/07. ANDOONINl , 0 C. Arixona Public Service Co. 

4pp 13901 276 24X Fiche 90-920,82/06/07,8206220366 


—8206220371 IE Inep Rept 90-926/02-13 on 020503-23 No noncompliance 
noted Major areas inspe c ted ’ preoperationa 1 test Ing, QA, malnt , 
facility tours independent Insp effort activities, 

FIOBELLI.O , JOHNSTON, 0 , ZWETZIO,© Division of Resident, Reactor 
Project 8< Engineering Programs 82/06/03. 6pp 13501:200. 24X 

Fiche 90-520,82/06/0718206220366. 


0204210303 IE Infp Notice 82-17, "Dvirpresiur Ixatlon of RCS ” 8vc list 
encl. 

JORDAN, E. L. Division of Engineering 6 Quelity Assurance. 82/06/11. 
106pp 13679.250 84X Fiche 90-000,82/06/11,0204210303 


0204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactive 
Mat! by Workers " 8vc list encl 

DEYOUNQrR C Director's Office, Office of Inspection and 
Enforcement. 03/06/11 I20pp, 13675’ iB9. 24X 
Fiche* 90-000, 82/06/11, 0204210384 
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g B»poTtabU Qcc^jrrstic e»r tERa Sc reJwited c^orrefip ortdence 


e2(l&0B0330 Final daficianci^ rept rp Uaka in tem^orarij water lines 
disturbing baclFill under auilllarg & control t>ldps< 

Initiaiiij repoTted 6H007 All temporarg uater<air Sc ^jas 
lines taten out of s«/c Abandoned pipelinas uilll be igrouted 
VAN BRUNT, EE Ariiona Public Service Co 82/05/20 BISHOP,! H 
Divis^ion of Resident, Reactor Project lb Enginearlng Prograoia 4^PP' 
13420 044 24 )C Flcha 50-520. 82/05/20. B2Q&080a3'0 


a20&OB04tl rnterim deficiency rept re Bechtel supplier dacunent 
register errors uhlch might allau outdated C-E pracedures 
to be used for unit instrument ca 1 ibr. Inl ti a 1 Ig reported on 
BS042I Pinal rept iue by B20820 

VAN BRUNT, E E Aritona Public Service Co Sa/05/21 SISHOP.T H 
Divlelon of Resident. Reactor Project t< Engineering Prcgrams 3pp, 
13418*270 24X Fiche 50-928,82/05/21,0208060411 


BaOiaiOAO^ Interim deficiency rept re diesel gehorator control cabinets 
wiring not separated betusen Class IE i< non-Class IE, 
initially reported 811230 Pinal rept expected 020034 Delay 
of final rept due to extensive corrective action requlrad 
VAN BRUNT, E E Artiona Public Service Co 82/05/24 BISHOP, T H. 
Division of Resident, Reactor Project U Engineering Programs 2pp 
13963 221 24X Plcbe 90-528. 02/03/24, 02062 10&34 


6206250191 Pinal deficiency rept re instrument clamps installed w/o 
calculations for thermal expans i ons, ini tlal ly reported 
820328 All clamps Will be reinstalled Responsible persons 
have reviewed problem Spec change will be issued 

VAN BRUNT, E E Arixona Public Service Co 62/06/00 BISHOP,! M 
Division of Resident. Reactor Project & Engineering Programs 3pp 
13613 299 24X Ficho SO-9S0, B2/06/09. B2062 50191 


8206250221 Deficiency rept re main steam support structure roof beaa ta 
column connections not installed according to drawings, 
initially reparted 020511 Deficiency determined not 
reportable under 10CFR50 55<e> 

VAN BRUNT, E E Ariiona Public Service Co 92/06/OB OrstiCP.T U 
Division of Resident. Reactor Project & Engineering Programs Bpp 
t36i3 301 24X Fiche 50-520.82/06/08.02062 50221 


B2062501B6 Interim deficiency rept re Class IE motor control ctr by 
6E burned out due to protruding screw puncturing cable 
Insulatiori Bechtel currently completing investigation 
Evaluation Sc submittal of final rept expected by 02001? 

VAN BRUNT, E E Arixona Public Service Co 82/06/09 BISHOP. T H 
Division of Resident. Reactor Project it Eng iheorlng Programs 4pp, 
13613 274 24X Fiche 50-520,92/06/09,0206 2 30186 


T Hearing transcripts on non-ant Itrust matters 


6206290200 Final deficiency rept re Inadequate main control panel 
TIi-aOO wiring separation, inltia Uy reported on 611230 
Nonconforinance Repts EC-1660 li EC-1669 will b« d i spoil tioned 
to provide addl electrical barriers 

VAN BRUNT, E E Aril ana Public Service Co 62/05/24 BISHOP, T,H 

Region 5, Office of Director 7pp 13613 293 24X 

Fiche 50-928, 62/05/24.62 062502 00 


6206150139 Final deficiency rept r« low pressure safety Injection pump 
(< containment spray pucnp potentially loose antirotation 
pins Loose pins will be tact welded Deficiency not 
reportable per lOCFRSO 951e) 

VAN BRUNT, E E At icon* Public Service Co 02/05/26 BISHOP. T. N 
Region S, Office of Director, 5pp 13509 09 ? 24X 

Fiche S0'-S2a, 62/09/26,0206190139 


B2061S0164 Interim deficiency rept re failure of design spec drawings 
for instrument clamps to show locknuts per ASKE ill cade 
requirements, initially reported in 620303 telcon Pinal rept 
due by 820826 due to extensive investigation 

VAN BRUNT. E E Arixona Public Service Co 82/05/26 SlSNDPi T M 
Region 5, Office of Director 2pp 1350K362 24X 

Fiche: 50-526, 02/09/26, 6206190104 


8206160136 Revised interim deficiency rept re failure of turbine driven 
pump to provide auxiliary feedwater flow within iO-s of 
motor driven pump fa i I urv, Inl t la t ly reported on 610626 C-E/ 

Bechtel finel rept will be submitted by 620963 

VAN BRUNT, E £ Arixona Public Service Co 62/06/04 DIBHOPiT. M 
Region 5, Office of Director Opp 13552 006 24X 

Fiche 50-520,02/06/04,8206100136 


8206180305 Interim deficiency rept advising ef delay in submittal of 
final rept re Fisher pres surc-regulatins valves supplied by 
O-Ei Inltlall y reported 611123 Due to extensive investigation 
It evaluation. Info will not be flttalixed until 620804. 

VAN BRUNT, E E Arixona Public Service Co 62/06/04. BISHOP, T U 
Region S, Office of Director Spp 13947 260 24X 

Fiche 50-920,82/06/04.6206180305 


8206020045 Transcript of 820525 OL hearing in Phoenix, A7 Pp <?02* I, Ll/ 
* Atomic Safety and Licensing Board Panel 62/09/2S J60pp 
13323.001 24X Ficho 50-920,02/05/25.8206020045 


6206020363 Transcript of 920926 evidentiary hearing in Pboenls,A7 
Pp !• 138-1. 337 

♦ Atonic Safety and Licensing Board Panel B2/05/26 20lpp 
13320 003 24X Fiche 50-528, B2/05/26. 02060 20360 


6206020090 Transcript of 020527 OL hearing in PhoeniXiAZ Pp li 3nU- 
1. S7l 

* Atomic Safety and Licensing Board Panel BS/09/27, S40pp 
13322 001 S4X Fiche 50-528,82/09/27,0206020090 


6206020327 Transcript of 020528 hearing in Ph oenlx, AZ. Pp 1,972-1,7/0 
» Atomic Safety and Licensing Board Panel 82/OS/S0 2O0pp 
13323 £58 24X Fiche 50-520,02/05/20.8206020327 


8206170213 Forwards JJ Lemmon testimony & application for subpoana 
directed to JR McCain 

BERNABEI.L A Harmon & Weiss 02/06/15 LAZO, R M Atomic iinfftty 
and Licensing Board Panel Ip 13539 046 S4X 
Fiche 50-520, 02/06/15,8206170213 


‘B206170220 Testimony of JJ Lemmon re contamination of groundwalee In 
Phoenlc area h possible adverse impact on available voter 
supplies to municipalities In foreseeable future Supporting! 
documentation end 

LEMHQN. J-J Hourihan, P LEMMON, J J Arizona. State of 
82/06/15 80pp 13539 047 24X Fiche 90-320,32/06/15.0^206170213 


0206180202 Forwards testimony of EK Swanson re groundwater 
contamination In Phoenix, AZ area 

BERNABei,L Harmon Weiss 02/06/16 LAZO, R M. , C0L6,RF 
CALLAHAN, D Atomic Safety and Licensing Board Panel. Ip. 
13933 241 24X Fiche* 50-520, 82/06/16, 0206160202 


8206250261 Final Deficiency Rept DER 61-10 re use of hardentd brass 
washers in Heu of steel washers End ASHE 020110 Itr 
Indicates that usa of hardened brass washer acceptable 
Condition evaluated as not reportable under IOCFR90 95Ce).. 

VAN BRUNT. E E. Arizona Public Service Co 62/06/04 BlBHOPiT W 
Division of Resident, Reactor Project it Engineering Programs 9pp. 
13613 166 24X F 1 the: 90-988, 02/06/04, 8206250261. 


8206290140 Interim deficiency rept re weld procedure not qualified by 
Amatek-Qtraia for reactor hot leg pipe stop t, initial ly 
reported on 820514 Final rept expected by 020917. 

VAN BRUNT, E E. Arizona Public Servlet Co 02/06/08 BISHOP, T W 
Region 5, Office of Director 3pp 13613 326 24X 

Fiche - 90-928, 52/06/08, 82O62SO140 


820625018-9- Revision 1 ta final deficiency rept re pipe supports 
fabricated u/o required weld joint preparat ion. initially 
reported B1C610 Dummy stub pipe no longer welded to run 
pipe Drawings revised Not reportable per 10CFR90 99Ce} 

VAN BRUNT, E.E Arizona Public Service Co. 82/06/08 BISHOP, T W, 
Region 9, Office of Director 4pp. 13613 270 24X 

Fiche - 90-920. 82/06/08, 820629010? 


— 82061B0210 Testimony of EK Swanson re contamination of groundwalfr in 
Phoenix. AZ area documented by State of AZ Dept of Heolth 
6vcs Trichloroethylene briefing document, raw data it 
dibr omochloropropane sampling program encl 
SWANBDN,E K Arixona, State of 88/06/16 185pp. 13993 

24X Fiche 50-580,08/06/16.0806100202 


0206180217 Tsstlmohy of WO Bingham re circulating water tests, 
flexibility in design It operation of circulating water sgs 
reliability of facility water reclamation plant 
BlN4HAM,ff 0 Arizona Public Service Co 08/06/17 31pp. 

13954 2B6 84X Fiche* 50-988, 02/06/17, 82061 80217. 


0206300278 Transcript of 820682 OL hearing in Phoenix, AZ. 

Pp l,77?-2. 019. 

* Atomic Safety and Licensing Board Panel 82/06/22 2l2pp 
13653 060, 24X Ficho 50-520,88/06/22.08063 0 0 272. 


0206300318 Transcript of 020683 OL evidentiary Kearing in 
Pp 2,020-2,222. 

• Atomic Safety and Licensing Board Panel B2/06/23 
13657 164 24X Ficho 50-920,02/06/83,0206300318 


Phoan 1 AZ 
209pp 


8206300120 Transcript of 820614 OL hearing in Phoenix, AZ Pp 2,283*' 
2r 494, 


* Atomic Safety and Licensing Board Panel 82/06/24 
13656*067- 84X Fiche 50-920,82/06/84,0806300180, 


231 pp 
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6206300162 Transcript of 020623 OL evidentiary hearing Iti Phoenix* AZ 
Pp 2, 435'2r710 

a Atomic Safety and Licensing Board Panel S2/C6/S3 29lpp 
13653 001 24>f Fiche 3O~520i 02/O6/23i 02OA3OO162 


DOCKET STN-50-529 PALO VERDE MJCLEAR STATION. UNIT 2 


A App I icatlon/construet Ion stage documents correspondence 


B2062300D7 Add! response to FOIA roq.U89t for eight categorios oP 
documents Foruiards documents listed in epp Financial Info in 
Documents 3-54.3-55 ?< 5-11 deleted 

FELTON-JM Division of Rules and Records B2/04/29 MCMUrtRAY, C M 
Kxrkpatr ickf Lockhart. Hill. Christopher & Phillips Slpp 
13604 044 24K Fiche 50-000102/04/29,8206330007 


— 820128Q005 Requests response for completing generic technical Issue 
A-17 re sys interaction Response required to define NfiC 
position for establishing uhet plants uiould be required to 
perform sys interaction analyses 

TEDESCQi R L Assistant Director for Licensing Bl/l2/il 
EISENHUT, D 0 Division of Liconilng 3p p 13606 i54 24X 

Fiche 50-000,82/04/29,9206230007 


8206010722 Foruards Human Factors Engineering Branch status rept on- 
control room design review Comments should be received by 
820613 

MIRAOLIA, F J Licensing Branch 3 02/05/1 i VAN BRUNT. E E 

Arizona Public Service Co 35pp 13331 165 24X 

Fiche 50-320,82/05/11,0206010722 


B206250350 Notification of cancellation of 8206S9-0702 saisntic 
qual if icatlon site audit In Maricopa County, AZ 
LICITRA, E A Licensing Branch 3 02/03/21 NIRAGLIA^ F J 

Licensing Branch 3 3pp 13629 360 24X Fiche 50-520,82/09/21, 

0206250350 


0206010521 Advises that response to NRC 020310 request for addl info 
re plant shutdown given postulated loss of sssentiaL spray 
pond spray nozzles wilt be provided by 020730 

VAN BRUNT, E E Arizona Public Service Co 02/09/24. TEDEBCQ, R L. 
Assistant Director for Licensing 2pp 13311 391 S4X 
Fiche 50-520.83/05/24,8206010921 


8206040246 Forwards response to NRC 81IS02 Itr re copipl lance ui/ l0CrR20, 
SO & 100 

VAN BRUNT. E E Arizona Public Service Co 82/06/01 MIRAOLIA.F %t 
Licensing Branch 3 22pp 13350 855 S4X Fic he. 30-520, 02/06/01, 
0206040246 


8206000229 Forwards operations organ! zatlona 1 chart ti corporate OA dept 
organization chart, ref lec ting changes in OA OTganlzetlon 
structure 

i^aODS, T 0 Arizona Public Bervice Co 85/06/01 TCOE0COiR L 
Assistant Director for Licensing ENOELKEN, R. Region 5, Office of 
Director 8pp 13422 001 84 X Fiche, 50-528, 82/06/01 , 820 6080SS9 


0206090153 Generic Ltr 82-11 to all LNR reactor plant licensees li 
applicants re transmittal of NUREO-0916 relative to 
restart of RE olnna.Rept documents findings Tt cause of 
event N/o enc 1 

EISENHUT, D.O Division of Licensing 02/06/09. HAUSPURO.A, 
Consolidated Edison Go of New York, iPpp 13597*349 24X 

Fiche 50-000, 02/06/09, 8206090153 


8206150100 Discusses recent discovery of possible fault scarpe in area 
of Hassaympa River 12 miles northeast of Palo Verde site. 

Further study of area Including trenching will be undertaken 
to develop necessary data to resolve issue 

VAN DRUNTiE E Arizona Public Service Co. 62/06/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 13503*341. 

24X Fiche 50-920,02/06/10,0206150180 


0206210012 Bummary of 820316''i9 site visit by Caseload Porecaet Panel 
to assess const progress for each unit Fuel load dates for 
Units 1 2 will be later than projected dates 

LICITRA, E A Licensing Branch 3 82/06/i I Llcanaing Branch 3 

9pp 13503.060 a4X Fiche 90-528,82/06/11*8206210012. 


6206170133 Forwards program plan for independent OA evaluation of 
facilities for review prior to 020629 meeting 

VAN BRUNT, E E. Arizona Public Bervlce Co. 02/06/19 DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director Ip 13940: 136. 24X 

Fiche. 90-528, 82/06/15, 8206170133 


— 0206170136 Program plan for Independent QA evaluation of facilities 
a Torrey Pines Technology 82/06/30 40pp. 13940:137. 24X 

Fiche 50-520, 02/06/15, 0206170133, 


0206220099 Responds to 620512 memo ro control of occupational doses by 
prevention of transport b buildup of radioactive crud.by 
removal of radionuclide deposits it minimization of failure 
tif major plant components 

DIRCKS, N J Office of the Executive Director for Operations. 

□2/06/15 SHEWMONp P S ACR8 - Advisory Commlttei on Reactor 
Qafegoarde I5pp 13SB9 177 34/ Piche 90-000,82/06/19,820 6220085. 


B2061G0004 Informe of latest developments re passible fault scarps In 
area of itatltm, as followup to util 020610 ltr to NRC 
Excavations showed positive evidsneo that faulting cuul-d not 
be cause of s-carps 

VAN BRUNT, E E Arizona Public Service Co 82/06/16 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 4pp, 13591 360 
24X Fiche 30-528,82/06/16*0206100004 


8206210034 Summary of Q2060B meeting w/uttl in Bethesda.ND re program 
for emargency operating procedures 6 minimizing operator 
stress in emergeficleB Comments will be provided following 
procedures generation padtage review in Aug 

LICITRA, E A Licensing Branch 3 02/06/16 Licensing Drench 3 

Spp 13582 329 24X Fiche 90-528,02/06/1610206210024 


8206210452 Requests e Lar i f 1 ca tlon of items discussed in NRC 020511 
status repfa on control room design review per NUREO-0700 
Agreed verification of similarity between plant simulator 
6 control rooms necessary 

VAN BRUNT, E E Arizona Public Service Co. 82/06/16 TEDEeCO,R L 
Assistant Director for Licensing 3pp 13968 202 24X 

Fiche 90-520*82/06/16,8506210452 


B206210124 Informs that util believes Reg Guide 1 87 6 Oenaral Design 
Criterion 44 satisfied since regional aquifer provides 
assured source of UH8 makeup supply & detailed procedures 
written 

VAN BRUNT, E E Arizona Public Service Co 82/06/17 rEDE8C0,fi L 
Assistant Director for Licensing Spp 13959 229. 24X 

Fiche 90-528. 82/06/17. 8506210124 


6206290175 Summarizes investigations of scarp-llke features near 
Hassayampa River in vicinity of facilities Scarps are 
nontectonic in origin 

KEN0E8,C M Arizona, State of. 02/06/18. LEFEVRE, H NRC - No 
Detailed Affi nation Given 3pp 13634305 24X 

Fiche* 90-520* 02/06/18, 8206290175 


G206250359 Forwards request for eddl info r« certain geologic features 
around site Dato by which add I Info should be submitted 
should be provided within 1 uk of receipt of ltr 
MIRAOLIA, F J Licensing Branch 3 02/06/21 VAN BRUNT, E E 

Arizona Public Service Co 3pp 13630 OOl 24X 
Fiche* 90-928. 82/06/21 1 02O62SO399 


E NRC Safety Evaluation Report (BER), supple 6 correspondence 


8206010099 Forwards 8uppi 2 to NRR BCR concerning review of OL 
application M/o and 

MIRAOLIA. F J Licensing Branch 3 82/05/17 VAN DRUNTiE E 

Arizona Public Service Co 2pp 13331 230. 24X 

Fiche* 50-528, 82/09/17, B206010099 


8206150277 Notifies that util review of SER NUftEO-Oa97 re historical 
seismicity in State of AZ complete Approach used to define 
regional seisflilclty h develop seismic design crltarle 
conservative item 2 of SER considered resolved, 

VAN BRUNT, e.E Arizona Public Service Co 83/05/21. TEDESCa.R.L 
Assistant Director for Licensing 3pp 13495 343. 24X 

Fiche. 50-928, 02/09/21 , 83061 50377 


8206090227 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF PALO 
VERDE NUCLEAR GENERATING STATION, UNITS I, 2 6 3 Docket Nos 
6TN 50-520* STN 30-329 tc 8TN 90-530 (Arizona Public Service 
Company 1 

e Office of Nuclear Reactor Regulation, Director NURE0-0B57 802. 
82/09/31 aipp Available at NTIB, «3 00. 13497.311 24X 

Fiche 50-928.02/05/31,8206090227 


9206190302 Fartaiards revised Pagei 7-13 to Palp Verde 8ER 

TAYLOR, T T Battel Le Nemorlal Institute, Pacific Northwest 
Laboratorv 02/06/11. HUM.M Materials Engineering Branch. 8pp. 
13506 02B S4X Fi c he. 50-520, 82/06/ U, 82061 5030S 


F Security, medical, emergency 6 fire protection plans 


8206200591 Notification of cancellation of 820629-0701 fire pratectloii 
site audit in Maricopa Caunty, AZ, 

LICITRA, E A Licensing Branch 3 02/05/17 MIRAOLIA, F, J 

Licensing Branch 3. 3pp 18630 123 24X Fiche* 90-920, 82/0S/17, 

8206280581 
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9206190424 Rtiiutstt trfo rt >altern4tr ihut-dovn Citjiabillty Iti 

•v«nt ot fir-e Shutdoun lyi dovs r>at i-nclud« c*p-ablltk^ to 
monitor reactivity nor verify adequate core coaling during 
neturel circulation flou 

rtlRAOLIA.F J Ltceniing Branch 3 82/06/11 VAN BRUNT- E E 

Arlro-na PobHc Service Co 3pp, 13325 233 24X 

Fiche 50-320182/06/11.3206150424, 


0 Adjudicatory correipondence 


3206D1O2BB Motion for leave to Pile ntu content Iona for iadependent 
investigation re problems In electrical tys U Pals if Icat ion 
of records Ooaif cause shoun for late filing of contentions 
BERKA8E1.L Hoorihani P. BERNABEI.L Harmon Sr Neiis 32/03/24 
Atomic Safety and Liciniing Board Panel fipp. 13301 0S6 24X 

Fiche 50-523,62/05/24.8206010263 


— 82060102^4 Motion for protective order re uarter tvho detailed 
electrical sys deficiancies tc falsi f Lcati one rt electrical 
work Workar ILPa threatened Sr other workers blackballed 
fran job* in ii«nilar c ircumetances Certificate of 6vc end. 
BERNABEfiL Hourihan, P BERNABEI.L Harmon & Weiis 82/05/24 
Atomic Safety and Licensing Hoard Panel 5pp 13301 094 24X 

FI Che. 50-528. 32/03/24, 8206010288. 


3206010316 Respondi to util 820511 Itr requesting NRC Investigation of 
PL Kourihan allegations re electrical eye iteficlencles 
Motion to be filed for leave to file new contention based 
on def Ic i end e R, 

BERNAHEI.L Harmon Waist BERNABEl.L Hourihan. P 32/05/24. 
PALLADINQ.R J. Conmiesionars 3pp. 13300 060 24X 

Fiche 50-523. 82/05/ 24. 32060103 1 6 


3206040066 Notice of resumption of hearing on 820622 in PhetnisrAZ 
LA2Q. R M Atonic Safety and Licanslng Board Panel 32/06/Ot Ip 
13347 240 24X Fiche 50-323,82/06/01.6206040086. 


3206090019 Hemorandum (r order denying intarvenor 620-914 motion for 
reconslderatlen of ASLB 8204S7 ruling denying admissibility 
of potantlal effacts of Plma-Marlcopa Indian Community 
lautuit on source of water it contract for effluent 
LAZO.R, M Atomic safety and Licensing Board Penal 82/06/04, 
Hourllian, P 6pp. 13439 329. 24X Fiche: 50-926- 33/06/04. 3206090012 


6206170124 AdvlRas that NRC intends to have 6 Oonialts introduce 
previously filed testimony during htarings scheduled to 
commence on 820622 Rebuttal testimony not preeentty 
contemplated 

DEHEY.L 8 Hearing Branch 3 82/06/11. LAZO-R.N. COLE.R.F . 

CALLIHANj D Atomic Safety and Licensing Board Panel. Spp 

13530 170 24X Fiche 90-528.62/06/11.8206170124 


8206170213 Ferwards OJ Lemmon testimony & application for subpoena 
directed to VR McCain 

aeRKABEf.L A Harmon 4( ifelss 82/06/15 LAZO. A H t COUEfR. F . 
CALLAHAN. D Atomic Safety and Licensing Board Panel ip 
19539 046 24X Fiche 50-528.82/06/19.8206170213, 


— 320617022S Application for Issuance of subpoena diracted to JR McCain 
to appear on 820622 McCain can testify on contract unifer 
which Joint ApplUantf hope to provide cooling water for 
plants. Proposed subopena 4( Certificate of Sve end, 

BERHABEI.L Hourihen. P. BERNABEI.L. Harmon t< Ue its. 62/06/19 
Atomic Safety and Licensing Board Panel, Spp . 13539.158 24X 

Fi c h a^ 90-528. 02/06/1 9. 8206170213. 


0206230195 petition for dlr-ected car ti f Ication re A8LB eiclusion of 
evidence about invalidity of util contract for effluent U 
likely affects of Pima-Marlcopa Indian lawsuit on assured 
water supply 

BERNABEI.L, Hourlhan. P. BERNABEI.L Harmon 6 Heiss 82/06/21, 
Atomic Safety and Licensing Board Panel, lipp. 13586,399. 24X 

Fiche, 90-528. 82/06/^1.8206230195, 


— 6206230162 Application fo-r issuance of subpoena directed to AK Swanson. 
Director. Ambient Water Quality UnltfAZ Dept of Health Svee. 
to appear at 820622 hearing to testify about groundwater 
pollutloTi Draft subpoena end, 

BERNABEI.L Hourihan, P. BERNABEI.L Harmon L Heiis, 82/06/21 
Atomic Safety and Licensing Board Panel. 4pp. 13587:008, 24X 

Fiche. 50-528. 32/06/21.8206230159, 


— 8206230164 Application for Issuance of subpoena diracted to JJ Lemon. 
AZ Dept of Heilth 8vce. to appear at 620632 hearing to 
testify about groundwatar pdlutlon Proposed subpoena U 
Cartificate of 8vc end 

SERNAHEltL Hourihan* F, SERNABEI.L Harmon Ci He is s, 82/06/31 
Atomic Safety and Licrniing Board Panel. 9pp, 13987:012. S4X 

Fiche' 50-520*82/06/21*0206230199, 


Q Inspection reparts, IE Bulletins 6 correspondence 


9206020500 Forwards IE Insp Repts 30-528/82-09.50-527/82-04 6 
50-930/82-04 on 820301-0402 No none omp 1 lane e noted 
BISHOP. T H Division of Resident. Reactor Project 6 Engineering 
Programs 02/05/10 VAN BRUNT. E E Arizona Public Service Co 
2pp 13324 3 94 24X Fiche 90-528.82/05/10.8206020500 


— B206020507 IE fnsp Repts 50-520/82-08. SO-529/82-04 6 50-530/82-01 cn 
820301-0102 No noncompilance noted Major areas Inspected 
const activities associated w/instal lation of Unit i Train A 
diesel generator control cabinets 

VOROERDRUEOOEN. ECKHARBT, J H Division of Resident. Reactor 
Project 6 Engineering Programs 82/05/06 Bpp 13324,356 
Fiche 50-52 8.82/05/10.8206020500 


8302040147 lE Info Notice 02-15. ''Notification of NRC ♦’ Sve list entl 
DEYOVNO.R C Director's Office. Office of Inspection and 

Enforcement 02/05/28 107pp 13426 095 24X 

Fiche' 50-000* 02/03/28.0202040147 


8204210373 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Gebpoinil - 
Sve list end 

JOROAN.E L Division of Engineering t< Quality Assurance 32/09/28 
lOOpp 13440 264 24X Fiche 30-000,02/05/28,0204210370 


0304210330 IE Bulletin 82-02, ''Degradation of Threaded Faeteners In 
Reactor Coolant Pressure Boundary of PIrIR Plants " 

8vc lilt end 

DEYDUNO, R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13927 150 24X 

Fiche 50-000. 02/06/02.0204210300 


8204210383 IE Inf ft Notice 62-17, "Dverpressur i lation of RC9 " Qvt lilt 
enc 1 

JORDAN*e L Division of Engineering & Quality Assurance 82/Ofr/M 
106pp 13675 253 24X Fiche 90-000.82/06/11.8204210333 


0204210384 IE Info Notice 82-18. ''Assessment of Intakes of RadlOftcUve 
Mail by Norkars " Sve list end 

DEYOUNO.ft.C Director's Office. Office of Inspection and 

Enforcement 82/06/11 120pp 13675 187 24X 

Fiche 50-000* 02/06/11,8204210334 


8 Reportable ocfurrences, LERs i. related correspondence 


6206030330 Final deficiency rept re leaks in temporary water liDn 
disturbing backfill under austliary 4( control bldgs, 
initially reported 811007 All temporary water. air U gas 
lints taken out of sve Abandoned pipelines lUill be grouted 
VAN BRUNT, e E Arizona Public Service Co 02/05/20 BIBHOP.TH 
Division of Resident, Reactor Project l< Engineering Programs 4pp, 
13420:044 24X Fiche 50-920,82/09/20,82060 00330 


8206190139 Final deficiency rept re low pressure safety Injection pu«f 
6 containment spray pump potentially loose antirotatlon 
pins Loose pins will be tack uelded Deficiency not 
reportable per 10CFR50. 99(e} 

VAN BRUNT, E E. Arizona Public Service Co 82/05/26 BISHOP* Tv H 
Region 5. Office of Director 9pp 13509 097 24X 

Fiche; 50-520, 02/09/26. 0206190137 


8206190184 Interim deficiency rept re failure of design spec drawings 
For instrument clamps to show locknuts per A8ME III code 
requiranmts. Initial ly reported in 820303 telcon Final rept 
due by 820826 duo to estenstve investigation 

VAN BRUNTiE E Arizona Public Service Co 82/05/26, BISHOP. T U. 
Region 5, Office of Director 2pp. 13901 362 Q4X 
Fiche; 90-920. 82/09/26,8206190184 


B2061B0136 Revised interim deficiency rept re failure of turbina driven 
pump to provide auxiliary feedwater flaw within 10-e of 
motor driven pump fal luri. Initially reported on 010626. C-E/ 

Bechtsl final rept will be submitted by 820723, 

VAN BRUNT.E E Arizona Public Service Co, 32/06/04 BISHOP. T.H 
Region 9. Office of Director 3pp 13952 006 24X 

richa: 50-520, 02/06/04, 8206100136 


0206230261 Final Deficiency Rept DER 01-10 re use of hardened brass 
washers in U eu of steel washers Enel ABME 820118 Itr 
iTidicatfs that use of hardened brass washer acceptable. 

Condition evaluated as not reportable under 10CFR90 95<e). 

VAN BRUNT.E E Arizona Public Service Co. 32/06/04 aiSMOP.T, H 
Division of -Resident, Reactor Project & Engineering Pr-ograms Opp 
13613: 186 24X Fiche, 90-520. 82/06/04, 8206290261 


8206230148 Interim deficiency rept re weld procedure not auatiflod by 
Ametek-Streim for reactor hot leg pipe stop s. Ini tlally 
reported! on 820914, Final rept expected by 820917, 

VAN BRUNT, E.E. Arizona Public Bervict Co. 32/06/03 BISHOP. T H 
Region 9, Office of Director, 3pp I36i3 326 24X 

Flcha: 90-520, 82/06/00. 8206290148, 



DOCKETED ITEMS 


393 


G2062501Q9 fleviaian 1 to final daficlencg rept t-b pipe supports 
fabricated uj/o req.uirad ueld joint preparat iOT»i initially 
raportBd B10&18 Dummy stub pipe no longer ueldad to run 
pipe Drawings revised Not reportable per 1QCFR50 E^SCe) 

VAN BRUNT, e E Ariiona Public Service Co 02/OA/OB DIBHOPiT VI 
Region 5i Office of Director 4pp 10613 270 24X 

Fic be: 50-520, Q3/O6/O0. 8206250189 


83062S0191 Final deficiency rept re instrument clamps installed u/o 
calculations for thermal eipansionsj ini tial ly reported 
G2032& All clamps will be reinstalled Responsible persons 
have reviewed problem Spec change will be issued. 

VAW BRUNTiE E Ariiona Public Service Co 82/06/03 BIBiHOP.T W, 
Division of Resident* Reactor Project Si Engineering Programs 3pp 
13613 259 24X Fiche 50-528,82/06/00,32062 50 1 91 


0206300318 Transcript of B20623 QL evidaniiary bearing in Phoenix, AZ 
Pp 2,020-2.222 

* Atomic Safety and Licensing Board Panel B2/06/23 205pp. 

13657- 164 24X Fiche 50-520,82/06/23,3206300310 


0206300120 Transcript of 320614 QL hearing in Phaeni x, AZ Pp 2,223- 
2. 4 94 

• Atomic Safety and Licensing Board Panel 02/06/24 231pp 

13656 069 24X Fiche 50-523,02/06/24,8206300120 


0206300162 Transcript of 620625 QL evidentiary hearing in Phasnix,AZ, 
Pp 2,455-3,710 

* Atomic Safety and Licensing Board Panel 82/06/23 291pp. 

13695-001. a4X Fiche 30-529,89/06/25,3206300162. 


6206250221 Deficiency rept re main steam support structure roof beam to 
column connections not installed according to drawings, 
initially reported 820511 Deficiency determined not 
reportable under 10CFR50 55<el 

VAN BRUNT, E E Ariiona Public Service Co 62/06/03 BISHOP, T U 
Division of Resident, Reactor Project Engineering Programs. 2pp 
1^613:301 24X Fiche 50-520,82/06/00,8206250221 


6206250166 Interim deficiency rept re Class IE motor control ctr by 
C£ burned out due to protruding screw puncturing cable 
insulation Bechtel currently completing investigation 
Evaluation Sr submittal of final rept expected by 920019 
VAN BRUNT, E E Ariiona Public Service Co. 02/06/09 BISHOP. T tr 
Division of Resident, Reactor Project & Engineering Programs 4pp 
13613.274 24 X Fiche 50-528,02/06/09,8206250106 


T Hearing transcripts on non-antltrust matters 


B206O2OD4S Transcript of B20525 OL hearing in Phoenl x , AZ. Pp 932-1,137 
« Atomic Bafety and Licensing Board Panel 82/05/23 16C}pp 
13323 001 24X Piche 90-928,02/05/25,8206020045 


6206020860 Transcript of 020526 evidentiary hearing in Phoenix, AZ. 
Pp 1, 138-1,337. 

e Atomic Safety and Licensing Board Panel, 82/05/26 201pp. 

13320 003 24X Fiche 50-920,62/05/26,0206020363 


8206020080 Transcript of 020927 OL hearing in Phoenix, AZ Pp 1,333- 
1, 971 

* Atomic Safety and Licensing Beard Panel 32/05/27 240pp 

13322 001 24X Fiche 90-520,62/05/27,6206020050, 
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A App 1 leatlon/conetructian stage dacuments 6 correspondence 


8206230007 Ad d 1 response to FQIA renuest for eight categories of 
documents Forwards documents listed in app Financial info in 
Documents 3-54,3-55 6 5-11 deleted 

FELTON, sJ M Division of Rules and Records B2/04/29' MCMURRAY, C H 
Kirkpatrick, Lockhart, Hill, Christopher 6 Phillips 21pp 
13604 044. 24X Fiche. 50-000, 32/04/29,0206230007 


— 6201260005 Requests response for completing generic technical issue 
A-17 re sys interaction Response required to define NRC 
position for establishing what plants would be required to 
perform tyis Interaction analyses 

TED£BCo,R L Assistant Director for Licensing, 31/12/11 
E1SENHUT,D 0 Division of Licensing 3p p 13606 154 24X 

Fiche 50-000,82/04/29,3206230007 


3206010722 Forwards Human Factors Enginearing Branch status rept on 
control room design review Comments should be received by 
02061 9 

HIRAGLIA,F J Licensing Branch 3 32/05/11 VAN BRUNT, E E. 

Ariiona Public Service Qq, 35pp. 13331 169 24X 

Fiche 50-528,82/05/11,6206010752 


B20625D3SD Notification of «.ancal lation of 320629-0705 seismic 
quali f icatl on site audit In Maricopa County, AZ 
LICITRA.E.A Licensing Branch 3 02/05/21 HIRAOLI A, F J. 

Licensing Branch 3 3pp 1365? 360 24X Fiche. 50-920, 82/05/21 , 

82065903S0 


6206020327 Transcript of 620926 h taring In PheenlcAZ Pp 1,972-1,778. 
« Atomic 6afety and Licensing Board Panel 82/09/23 206pp. 

13323 156 24X Rich a. 50-526, 02/09/23, 8206020327. 


0206170213 Forwards JJ Lemmon testimony St application for subpoena 
directed to UR HcCain 

BERNABEI.L A Harmon & Ueiss, 62/06/19, LAZO, R. H Atomic Safety 
and Licensing Board Panel Ip 13939 046 24X 

Fiche 50-526, 02/06/19,0206170213. 


— 8206170220 Testimony of VJ Lemmon re contamination of groundwater in 
Phoenix area St possible adverse Impact on available water 
supplies to municipalities in foreseeable future Supporting 
documentation end 

LEMMON, J.J Hourlhan, P LEMMON, J. J Ariiona, State of 
62/06/19 80pp 13939 047 24X Fiche 90-923,62/06/19,620^170213 


0206180202 Forwards testimony of EK Swanson re groundwater 
contamination in Phoenix, AZ aree. 

BERNA0E1,L Harmon 8c Weiss 02/06/16 LAZO, R M , COLE,R F, , 

CALLAHAN, D Atomic Safety and Licensing Board Panel. Ip. 

139 53; 24 1 2 4X F i c h e ‘ 90- 926, 62/06/16, 0206 1 60202 


— 3206100210 Testimony of EK Swanson re contamination of groundwater in 
PhoaniXjAZ area documented by State of AZ Dept of Health 
Svcs, Trlchl oroethy lene briefing document, raw data fc 
d Ibromochloropropane sampling program end. 

SMAN50N. E. K, Arizona, State of. 62/06/16, 129pp 13593: 242. 

24X Fiche 50-528,82/06/16,8206160202 


8206100817 Testimony of NO Bingham re circulating water tests, 
flrxtblllty in design 8, operation of circulating water sye 8, 
reLIabillty of facility water reclamation plant. 

BINQKAM, H. 0 Arizona Public Service Co 02/06/17, 31pp. 

1 3 994 . 2B6. 2 4 X FI c h e . 90-920, 02 /06/ 1 7, 8206 1 6081 7 . 


8206300272 Transcript of 620622 OL hearing in Phoenix, AZ 
Pp 1,779-2,019 

* Atomic Safety and Licensing Board Panel 82/06/22. 2i2pp. 
13693 060 24X FI chc • 90-926, 82/06/22, 0206300272 


3206010921 Advises that raspensa to NRC 880510 request for addl info 
re plant shutdown given postulated loss of essential spray 
pond spray nozzles will be provided by 880730. 

\/AN BRUNT. E E Arizona Public Service Go 02/09/84. TEDeBCO,R.L 
Assistant Director for Licensing Spp 13311' 391. S4X 
Fiche 50-928,82/09/84,0206010921 


0206040846 Forward t response to NRC BL1808 Itr re compliance Ui/10CFR2O, 
50 tt too. 

VAN BRUNT, E.e, Arizona Public Service Co. 32/06/01 MtRAOLlA, F. J. 
Licensing Branch 3 22pp 13356’ 259. S4X Fiche 90-926,62/06/01# 
8206040846 


620605022? Forwards operations organizational chart 8< coi^porata QA dept 
organltation chart, reflec ting changes In GA organization 
structure 

NODDS, T 0 Arizona Public Bar vice Co 62/06/01. TEDESCG, R L 
Assistant Director fer Licensing ENOELKENj R. Region S, Office of 
Director 8p p 13422 001 24 X Fiche: 90-988, 38/06/01 , 62060G02S9 


8206O70153 Oencrlc Ltr 62-11 to all LUR reector plant 1 icaniees 8< 
applicants T* transmittal of NUREO-O?16 relative to 
restart of RE OiTina, Rept documents findings re cause of 
event. H/o end. 

El8ENHUr,D.Q Division of Licensing, 32/06/09. HAUSPURG, A. 
Consolidated Edison Co. of New York. 13pp 13597:349. 84X 

Fiche: 50-000, 02/06/0?, 0806090153 


BSO615O10D Discusses recent discovery of possible fault scarps in are .4 
of Hassagmpa River 18 miles northeast of Palo Verde site 
Further study of area including trenching will be undertaken 
to develop necessary data to resolve issue. 

VAN BRUNT, G E, Arizona Public Servica Go. 02/06/10. DENTON, H.R 
Office of Nuclear Reacte-r Regulation, Director. Spp, 13903.341. 

84 X Fiche* 90-928, 82/06/10, 3206190160. 


0206210012 Summary of 380316-19 site visit by Caseload Forecast Panel 
to assess const progress for each unit. Fuel load dates for 
Units 162 will be later than projected dates. 

LICITRA, E.A, Licensing Branch 3. 02/06/11. Licensing Branch 3. 

9pp 13503-060 24X FI Che; 90- 586, 02/06/11,8806810018 
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820&170133 Forwards program plan far indeporif ent QA evaluation of 
facllltiss for r^vieu prior to 820&29 meeting. 

VAN BRUNT* e; E Arizona Public Barvlce Co 82/06/15 DENTON* H K 
Office of Nuclear Reactor Regulation* Director Ip 13540 136 24X 

Flche 50-928* B2/06/15i 0206170133 


— B206170136 Program plan for independent QA evaluation of facilities 
■* Tarrefi Plnei TecNnologg 02/06/30 40p p 13940 137 24X 

FI Che 50-528,02/06/15*8206170133 


8206220085 Reaponde to 820912 memo re central of occupational doses bg 
prevention of transport & buildup of radioactive cru-d, bg 
removal of radionuclide deposits tninini za ti an of failure 
of major plant components 

DIRCK8.W J Office of the Eiecutive Director for Operations 
62/06/15 SHEWhONi P B ACR6 - Advisorij Committee an Reactor 
Safeguards- ISpp 13 5 8 5 1 77 2 4X1 Fiche 50-000*83/06/13.0206220005 


8206180004 Informs of latest developments re possible fault scarps >n 
area of etatlon*as follouup to util 0SO61O Itr tu NRC. 

Excavations shaued positive evidence that faulting could not 
be cause of scarps 

VAN 8RLPNT*E E Arizona Public Service Co 82/06/16 DENTaN* H Si 
Office of Nuclear Reactor Regulation* Director 4pp 13S3J 360 
24X Fiche 90-928,82/06/16.0206160004 


8206210024 Summery of 820609 meeting u/util in BethesdarND re program 
for emergeTicg eperating procedures & minirTii ting operator 
stress In emergencies Comments uill be provided fallowing 
procedures generation peclage revleu in Aug 

LIClTRAiE. A Licensing Branch 3 82/06/16 Licensing Branch 3 

9pp 13582 329 24X Fiche 30-329,82/06/16,8206210024 


8206210452 Rei^uests clarification af items discussed in NRC 820511 
status rept on control room design revieoi per NUREO-0700. 

Agreed verification of slnilaritg between plant simulator 
k control rooms necessary 

VAN BRUNT* E E Arizona Public 8ervice Co 82/06/16 TEDESGO, R L 
Assistant Director for Licensing 3pp 13568 262. 24X 

Fiche 90- 92B. 82/06/ 16. 8S06S 10492 


82062101.24 Informs that Util believes Reg Ouida 1 27 4( Oeneral Design 
Criterion 44 satisfied since regional ai|ulfer provides 
assured source of UHS maleup supply k detailed procedures 
written 

VAN BRUNTiEE Arizona Public Servlca Co 82/06/17 TED ESC O, R L 

Assistant Director for Licensing 9pp. 13959 229. Z4X 
Fiche SO- 528, 02/06/ 17* 62062 101 24 


82062?0i75 Qummarixei Investigations of scarp-Hks features near 
Hasiagampa River In vicinity of facilities Scarps are 
nontectonlc In origin 

K£NO€S*C N Arizona, State of 82/06/18 LEFEVREiH NRC - No 
Detailed Affiliation Oiven 3pp. 13634 305 24X 

Fiche 50-5201 82/06/18* 8206290 179 


8206250399 Forwards re<(uest for addl info re certain geologic features 
around site Date by which adrfl Info should be submitted 
should be provided within 1 uk of receipt of Ifcr. 

HIRAOLIA, F V Licensing Branch 3 8 2/06/21 VAN BRUNT, E E. 

Arizona Public Bervlce Co 3pp 13630 001 24X 

Fiche' SO-52B, 82/06/21, 0206290399 


E NRC Safety Evaluation Report <BER>« suppls k correspondence 


9206OID099 Forwards Suppl 2 to NRR 8ER concerning review of OL 
application N/o end 

KIRAOLIA, F J Licensing Branch 3 82/09/17 VAN BRDNT, E E 

Arizona Public Service Co 2pp. 13331' 220 24 X 

Fiche: SD-S20. 82/05/17, 8206010099 


8206150277 Notifies that util review of 8ER NIIREO-OB57 re historical 
seismicity in State of AZ complete Approach used to define 
regional seismicity k develop seismic design criteria 
conservative item 2 of 8ER considered resolved 

VAN BRUNT, EE Arizona Public Sirvice Co 62/09/21, TEDESCO* R. L 
Assistant Director for Licensing 3pp. 13495 343. a4X 
Fiche: 90-520, 02/05/21, 8206150277 


0206090227 SAFETY EVALUATION REPORT RELATED TO TME OPERATION OF PALO 
VERDE NUCLEAR OENERATLNO BTATIOH, UNITS 1* 2 6 3 Declet Nos 
STN 50-528* BTN 90-329 It 8TN 50-930. (Arizona Public Service 
Company ) 

* Office of Nuclear Reactor Regulation, Director. NUREa-DB97 802. 
02/09/31 31 pp Available at NTI8. 43 00. 13497.311. PtX 

Fiche: 90-528, 02/09/31, 8206090227 


0206150302 Forwards revised Pages 7-13 to Palo Verde 8ER. 

TAVLORfT T Battalia Memorial Institute* Pacific Narthwest 
Laboratory 02/06/11 HUMiM Materials Engineering Branch 6pp 
13906 020 24X Fiche 90-928, 82/06/ 1 1« 8206150302 


F Security, medicali emergency It fire protection plans 


0206280581 Notification of cencellatlen of 820629-0701 fire protection 
site audit in Maricopa County, AZ 

LICITRA.E A Licensing Branch 3 82/05/17 MIFIAGLIA, F J 

Licensing Branch 3 3pp 13630 128 24X Fiche 50-928,82/05/17. 

82O620O5B1 


8206150424 Requests addl info re alternate safe shutdown capabllliy ti> 
event of fire Shutdown sys does not Include capability to 
monitor reactivity nor verify adequate core cooling during 
natural circulation flow 

MIRAOLIA. F J Licensing Branch 3 02/06/1 1 VAN BRUNT, E E 

Arizona Public Service Co 3pp 13525 238 24X 

Fiche 30-920. 82/06/1 i . 0206130424 


0 Adjudicatory correspondence 


8206010288 Motion for leave to file new contentions k for independent 
investigation re problems in electrical sye 8( falsification 
of records Good cause shown for late filing of cantentions 
eERNABEI.L Hourlhan. P EERNABEI, L Harmon k Ueiss. 82/09/24 
Atomic Safety and Licensing Board Panel 8pp 13301 066 24X 

Fiche 50-528.82/05/24,8206010280 


— 8206010294 Motion for protective order re worker who detailed 
electrical sys deficiencies h falsi f icati ons re electrical 
work Norker life threatened 8( other workers blackballed 
from jobs in similar circumstances Certificate of Sve end 
BERNABEI.L Hourlhan, P BERNABElrL Harmon k l^elss 82/05/24 
Atomic Safety and Licensing Board Panel Spp 13 30 1 0 94 24X 

Fiche 50-528,82/09/24,0206010208 


8206010316 Responds to util 820911 Itr requesting NRC Investigation of 
PL Hourlhan allegations re electrical sys deficiencies 
Motion to be filed for leave to file new contention based 
on deficiencies 

OERNABEI.L Harmon k Weiss BERNABEI.L Hourlhan, P 82/05/24 
PALLAD1ND,N J Commissioners 3pp 13300 060 24X 

Fiche 50-920,82/05/24,8206010316 


0206040086 Notice of resumption of hearing on 020622 in Phoenix *AZ 
LAZO,R M Atomic Safety and Licensing Board Panel 82/06/01 ip 
13347 240 24X Fiche 90-520,82/06/01,82060 40006 


0206090019 Msmorandum order denying Intervenor B20514 motion for 
reconsideration of A8LB 620427 ruling denying admissibility 
of potential effects of P Ima-Mar icopa Indian Community 
lawsuit on source of water Si contract for effluent 
LAZO, R M Atomic Bafety and Licensing Board Panel 02/06/04 
Hourlhan, P 6pp 10439 328 24X Fiche* 90-920* 82/06/04, 0206090012 


0206170124 Advises that NRG intends to have R Oonzaleo introduco 
previously filed testimony during hearings scheduled to 
commence on 820622 Rebuttal testimony not presently 
coniemp lated 

DEWEY, L 8 Hearing Branch 3 82/06/11 LAZO, R M , COLE, R F , 

CALLIHAN, D Atomic Safety and Licensing Board Panel. 2pp 
13930 170 24X Fiche 90-528,02/06/11,0206170124 


8206170213 Forwards JJ Lemmon testimony k application for subpoena 
directed to JR McCain 

DERNABEIjL A Harmon ii Weiss 82/06/15 LAZO, R, M * COLE, R F i 
CALLAHAN, D Atomic Safety and Licensing Board Panel Ip 
13935 046 24X Fiche 90-520,82/06/19,6206170213. 


— B206170228 Application for Issuance of subpoena directed to JR McCain 
to appear on 820622 McCain can testify on contraefc under 
which Joint Applicants hope to provide cooling water for 
plants Proposed subopena k Certificate of 8vc end 
BERNABEI.L Hourihan, P BERNABEI.L Harmon k Weiss 02/06/15 
Atomic Safety and Licensing Board Panel 5pp £3539- 150 JMX 
Fiche 90-528,02/06/15.8206170213 


8206230199 Petition for directed certification re A8LB exolusion of 
evidence about invalidity of util contract for effluent k 
likely effects of Pima-Maricopa Indian lawsuit on assured 
water supply 

BERNA8EI*L Hourlhan, P BERNABEI.L Harmon k Weiss, 82/06/21 
Atomic Safety and Licensing Board Panel llpp 13396:399 a4X 
Fiche 90-928,82/06/21,8206230199 


'8206230162 Ap pi icat ion for issuance of subpoena dlractad to RK Bwansen 
Director, Ambient Water Quality UnitiAZ Dept of Health 9vcSi 
to appear at 820622 hearing to testify about grounduater 
pollution Draft subpoena and 

BERNABEI.L Hourihan, P BERNABEI.L, Harmon «< Weiss 82/06/31 
Atomic Safety and Licensing Board Panel 4pp 13997:008. HAX 
Fiche 90-928,82/06/21*8206230199 ^ 
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— 8206330164 Applita^lon for isEuance of Eubpoerta directed to JJ Lemoni 
Ail Dopt of Koalth Svcsi to appear at 820623 hearing to 
testify about grounduater pollution Proposed subpoena 
Certificate of Svc end 

BERNABEIiL Hourihan. P BERNA0E1<L Harmon & Weifis 02/06/21 
Atomic Safety and Licensing Board Panel 5pp 139Q7 012 S4X 
Fiche 50-528,02/06/21,0206230155 


B2062S0261 Final Defldoncy Rapt DER 01-‘1O re use of hardened brass 
urashers in lieu of steel tuashers Enel ASHE 820118 1 tr 
indicates that use of hardened brass uasher acceptable 
Condition evaluated as not reportable under 10CFR50 59(s) 

VAN BRUNT, E E Arizona Public Service Co 82/06/04 BISHOP, T U 
Division of Resident, Reactor Project St Engineering Programs 5pp- 
13613 106 24X Fiche, 50-523, 82/06/04.0206250261 


Q Inspection reports, lE Bulletins 8* correspondence 


8206020500 Forwards IE Insp Rspts 50-528/02-00,50-529/82-04 & 
50-530/82-04 on 020301-0402 No noncomp 1 ianc e noted 
BlSHOPi T W Division of Resident, Reactor Project l< Engineering 
Programs 82/05/10 VAN GRUNT, E E Arizona Public Service Co 
2pp 13324 354 24X Fiche 50-820,02/05/10.8206020500 


—8206020307 IE Insp Repts 50-520/02-00, 50-529/02-04 & 50-530/02-04 on 
820301-0402 No noncamp 1 iance noted Major areas inspected 
const activities associated u/insta 1 lat Ion of Unit 1 Train A 
diesBl generator control cabinets 

VORDERBRUEOOEN, ECKKARDT, J H Division of Resident, Reactor 
Project & Engineering Programs 02/08/06 0pp 13324 336 24X 

Fiche 50-528,02/03/10,0206020500 


0202040147 IE Info Notice 02-15, "Notification of NRC " Svc list end 
DEYOUNOiR G Director's Office, Office of Inspection and 

Enforcement 82/05/28 i07pp 13426 093 24X 

Fiche 30-000,82/05/28,0202040147 


0204210378 IE Info Notice 02-16, "HPCI/RCIC High Bteam Floui Oetpolnte. ” 
Svc list end 

JORDAN, £ L Division of Engineering Sc Quality Assurance 82/05/20 
103pp 13440 264 24X Fiche 50-000,02/05/20,8204210370 


8204210380 IE Bulletin 82-02, "Degradation of Threaded Fasteners tn 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

CEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOOpp 13527 150 24X 

Fiche 50-000,82/06/02,8204210300 


0204210303 IE Info Notice 82-17, "Overpressurization of RCS " Svc list 
end 

JORDAN, E L Division of Engineering 8, Quality Assurance. 02/06/11 
106pp 13675 230 24X Fiche 30-000, 02/06/ 1 1, 02O421O3B3, 


9204210384 IE Info Notice 02-10, "Assessment of Intakes of Radioactivo 
Mail by Workers " Svc list end 

DEYOUNO, R>C Director's Office, Office of Inspection and 

Enforcement 02/06/ U. 120pp 13673 109 24X 

Fiche 50-000,82/06/11,0204210304 


S Reportable occurrences, LERs S( related correspondence 


82062S0146 Interim deficiency rep t re lueld procedure not qualified by 
Ametek-Stra za for reactor hot leg pipe stop s, in 1 1 la lly 
reported on 620514 Final rapt expected by 020917 

VAN BRUNT. E E Arizona Public Service Co 82/06/03 BISHOP, T H 
Region 5. Office of Director 3pp 13613 326 24X 

Fiche 50-520, 82/06/08. 020625014 8 


0206290189 Revision 1 to final deficiency rept re pipe supports 
fabricated le/o required ufeld joint preparation, ini tlal 1 y 
reported B1061B Dummy stub pipe no longer uelded to run 
pipe Dratiilngs revised Nut reportable per 10CFR90 95(fr> 

VAN BRUNT, E E Arizona Public Service Co 02/06/00 BIBHOP/T W 
Region 5. Office of Director 4pp 13613 270 24X 

Fiche 50-928,02/06/00.8206250109 


8206290191 Final deficiency rapt re instrument damps installed bi/o 
calculations for thermal e xpans ions, initial ly reported 
020326 All clamps uill be reinstalled Responsible persons 
have revleued problem Bpec change 4uill be issued. 

VAN BRUNT, E £. Arizona Public Eervice Co 82/06/08 BISHOP, T W 
Division of Resident. Reactor Project Sc Engineering Programs. 3pp 
13613*259 24X Fiche 90-920.82/06/08,0206250191 


8206290186 Interim deficiency rept re Class IE motor control ctr by 
OE burned out due to protruding screux puncturing cable 
insulation. Bechtel currently cumpleting investigation 
Evaluation S< submittal of final rept expected by B20B19 
VAN BRUNT, E.E Arizona Public aervicoCo B2/06/09 BISHOP. TW 
Division of Resident. Reactor Project 6 Engineering Programs 4pp. 
13613 274 24X FLche . 50-928. 82/06/09, 82062501 86. 


T Hearing transcripts on non-ant Itrust matters 


8206020049 Transcript of 020925 OL hearing in Fhoenlz.AZ Pp 902-1.137. 
e Atomic Safety and Licensing Board Panel 32/09/25 I60pp 
13323 001 24X Fiche 50-928.02/09/29,0206020045. 


6206020360 Transcript of 020526 evidentiary hearing in Phoenix. AZ. 
Pp 1,130-1,337 

« Atomic Safety and Licensing Board Panel 62/09/26 201pp 

13320 003 24X Fiche* 90-528, 02/05/26. 0206020368 


6206020050 Transcript of 620527 DL hearing in Phoeniz.AZ Pp 1,338- 
l. 971 

a Atomic Safety and Licensing Board Panel 02/09/87 240pp 

13322 001. 24X FI C h e. 90-923, 02/05/27. 8206020050 


0206150139 Final deficiency rept re loui pressure safety injection pump 
Sc containment spray pump potentially loose antlrotalion 
pins Loose pins uill be tack uielded Deficiency not 
reportable per 10CFR50 55{e> 

VAN BRUNT, E E Arizona Public Service Co 82/05/26 DIBHOPiT W 
Region 5, Office of Director 5pp 13505 099 24X 

Fiche 50- 528, 02/05/26, 0206 1 50 1 39. 


0206190104 Interim deficiency rept re failure of design spec drawings 
for Instrument clamps to shou locknuts per A8ME III code 
requirements, Initla 1 ty reported in 820303 telcon Final rept 
due by 020026 due to extensive Investigation. 

VAN BRUNT, E E Arizona Public Service Co 82/05/26 DISHOP.T. M 
Region 5, Office of Director 2pp 13501 362 24X 

Fiche 50-920,02/05/26,6206150184 


8206180136 Revised interim deficiency rept re failure of turbine drlvon 
pump to provide auxiliary feeduater flow within 10-s of 
motor driven pump failure, initial ly reported on 010626 C-E/ 

Dechtel final rept will be submitted by 820923 

VAN BRUNT, E E Arizona Public Service Co 02/06/04 BISHOP, T M 
Region 5, Office of Director. 3pp. 13552 006. 24X 

Fiche 50-520,02/06/04,0206100136 


0206020327 Transcript of 020920 hearing In Phoenix, AZ Pp 1,572-1.778. 
* Atomic Safety and Licensing Board Panel, 82/09/20 209pp 

13323.190 24X Fiche* 50-528, 82/09/20, 82060 20327 


8206170213 Forwards vIJ Leatmon testimony application for subpoena 
directed to JR HeCain 

BEANABEI, L A Harmon i* Weiss 82/06/15 LAZO, R. K Atomic Safety 
and Licensing Beard Panel. Ip. 13939‘ 046 24X 

Fiche. 50-520, 82/06/15. 8206170213 


— 0206170220 Tistimuny of JJ Lemmon re contamination of groundwater 
Phoenix area tt possible adverse impact on available water 
supplies to municipalities in foreseeable future Supporting 
documentation end 

LEHMQNrJ J Hourihan, P. 82/06/15. 00pp. ia535*047 24X 

Fiche 50-923,82/06/19,8206170213 


0206160202 Forwards testimony of EK Swanson re groundwater 
contamination in phoenlx^AZ area 

BERNABEI.L Harmon it Melts 82/06/16 LAZO, R M. , COLE, R F 
GALLAHANt D Atomic Safety and Licensing Board Panel Ip, 
13993.241. 24X Fi the. 90-920. 82/06/16, 8206180202 


8206100168 Final deficiency rept re omission of eight reinforcing bars 
from fuel transfer tube insp station, ini tia 1 ly reported 
020406 Deficiency not reportable Eight reinforcing bare 
installed Personnel reviewed rept to preclude recurrence 
VAN BRUNT, E E Arizona Public Service Co 82/06/04 BiaHOP.T M, 
Region 9. Office of Director. 3pp. 13592 197 24X 

Fiche 30-930,02/06/04,0206180160. 
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«06300372 Transcrl(>t flf 020622 OL hearinj ii» Photnlif.AZ 
Pp 14 779-2.019, 

■I' Atomic Safeti,f and Llc«nslng Qoard Panel 82/06/22 212pp 

136S3 060 S4X Fic^0 30-528,82/06/22,0206300272 


8206300310 TranfcrLpt of 820623 OL evidentiary hearing in PhoertlXtAZ 
Pp 2r02D-2r222, 

r Atomic Safety and Licensing Hoard Panel 82/06/23 203pp 

13657 164 24X Ftche 50-528,82/06/23,8206300318 


8206300120 Tran«crlpt of B2061A OL hearing in PhoenuciAZ Pp 2.223- 
2r454 

« Atomic Safety and Licensing Board Panel 82/06/24 231pp 

13656 069 24X Fiche 50-520, 82/06/24, 8206300120 


8206300162 Transcript of 020625 OL evidentiary hearing in PhoeniXf A2 
pp 2, 455-2, 710, 

* Atomic Safety and Licensing Hoard Panel 82/06/25 291pp 

13655 001 24X Flche 50-520,82/06/25,0206300162 


DOCKET 50-537 CLINCH RIVER BREEDER 8EACT0R 


A App 1 1 cat ion/conitruetton stage dacwmenta If cnrreapondence 


8206100207 Amend to application for CPjConaMtlng of Amend 2 to 
"Statement of Oeneral Info Purauant to lOCFHSO 33 of 
NRC fiegulation* " 

BREHI-NOTONi P EnergV' Dept of ROLF, W F Project Management Corp 
WILLIS, U r TennefBee Valley Authority 82/05/26 DENTON, H R 
-Office of Nuclear Reactor Regulation. Director. 70pp 13453 242 
24X Fiche 50-937. 62/05/26. 0206100207 


8206£00196 Foruardt info certifying compliance ui/Natl Historic 
Preecrvatlon Act 

LONOENECKER. J Energy. Dept of 82/05/27 CHECK. P 8 Clinch 

River Breeder Reactor Program Office 18pp 13444 198 24X 

Fiche 50-537. 82/05/27, 8206 1 00 1 9 6 


— 0206100160 "Hletorical Rept on CRBR Bite " 

SCHAFFER. 0. Tennei see Valley Authority. 82/05/27 23pp 
13444 218 S4X Flc he > 50-937, 82/05/27, 02O6LOO 156 


— 8S0610016S "Archeological Jnvee 1 1 get! one in CRBR Project Area 19BI-ap^ •• 
JOLLEV. R L Building Technology, Inc 02/05/27 SOpp 
13444 242. 24 X Fiche 50-937,82/05/27.8206100156 


0206020442 Foriuardi addl info in reeponse to requeet for alternative 
eitlng analyelB including poeelhle pretence of II tpeelec of 
endangered frethiirater nuteele In vicinity of facility 
LONOENECKER, J Energy. Dept of 82/05/28 CHECK. P 8 Clinch 

River Breeder Reactor Program Office 39pp 13326 198 24X 

Fiche- 50-537. 83/09/20,8206020442 


9206080034 Respopdt to NRC 020325 requett for addl infp re core 
performance. R etponeec will be incorporeted Into PEAR Amend 
69/ echedultd for lubmittal in late June 

LONOENECKER, J Energy. Oept of 02/06/01. CHECK. P. 8. CllncJi 
River Breeder Reactor Program Office 61pg 13422 306. 24X 

Flchei 50-537, 62/06/0 1. 8206090034 


0206080129 Forwardt reiponeei to NRC 825226,0311,15,23 0409 pequettB 

for eddl Info Retponiet will be incorporated into Amend 69 
to P8AR. 

LONOEHECKERi J Energy. Dept, of 82/06/01 CHECK. P 8 Clinch 

River Breeder Rea-ctor Program Office, 22pp, 13423 026 24X 
Fiche. 50-937, 62/06/01,8206080129, 


e2060B>0225 Foruarde rceponeet to NftO 020323 requeet for eddl infe re 
core per forma nee. Addl reepontei will h# provided by 820604 
Refponeet will alto be incorporated In PSAR-. Amend 16 
LONOEMECKER. J , Energy. Dept, of. 02/06/01. CHECK. P 8. Clinch 
River Breeder Reactor Program Office 30pp. 13421:305. 24X 

Fiche. 90- 537i 62/06/01. 6206080225 


0206080292 Reepende to NRC 810226,0323 I. {M09 requeet e for eddl info. 
Ratponees to Oueetlone C8 210 1,3 7« 250, 4. 5, 6, 7, 8. !< 9i 

491.51 410,18 It 230 3 will be incorporated Into P8AR Amend 
6? icheduled for eubmlttel later in June 

LONOeNECKER, J. Energy. Oept of. 82/06/02. CHECK, P. 8. Clinch 
River Breeder Reactor Program Office, iBpp. 13420’ 113. 24X 

Fiche. 90-537/ 83/06/01. 6206080292, 


8206000410 Foruarde retpaneee to Ouestione CB 220 4,7,8.9,11-14,16-19, 
23 . 36 , 2Br 29. 31,32. 33. 36*37. 38. 40-45, re lelsmic detlgn per 
820326 request Response* ulll be incorporate d into P6AR 
Amend 69 scheduled for late June. 

LONOENCCKER, J. Energy. D^ept of. 82/06/01. CHECKjP.S. Clinch 
River Breeder Reactor Proyram Office TSpp. 13416 281. 24X 

F i c h e : 50-537. 02/06/0 1 , 830 60004 1 0 


B206070147 Summary of 020325 It 0427 mootinpB w/DDE, util 6 Project Hgt 
Corp in Betheeda.MD re progress in review in areas of steel 
relocation 6 plugging, neutronic worth unc er ta Int i es 6 
fission plenum gas during LOF for CRDR 

GTARKi R M Clinch River Breeder Reactor Program Office, 02/06/01’ 
Clinch River Breeder Reactor Program Office 4pp, 13427 015 :’4X 

Fiche 50-537,03/06/03.8206070147 


8206080030 Responds to NRC 820316 request for addl info re power sys 
Question CS 43 q 4 deleted Response to Question 430 39 will 
be supplied in separate Itr Responses will be Incorporated 
into future PSAR amend 

LONOENECKER. J Eoargy. Dept of 02/06/08 CHECK. P S Clinch 

River Breeder Reactor Program Office 325pp 13423 038 24X 

Fiche 50-537. 82/06/00. 02O6OBOO3B 


8206150225 Forwards response to Questions CS 220 2,6.20.21,22.24.27 b 
39 re structural engineering Responses will be incorporated 
into PSAR Amend 69 

LONCENECKER. J Energy. Dept of 02/06/00 CHECK. P 6 Clinch 

River Breeder Reactor Program Office 62pp 13505 019 24X 

Fiche 30-537,02/06/08.0206150223 


0206150243 Furwards formal response to 020409 request for addl info re 
geology & sei smology, Ouestions CS 330 1,2.4 1. 3 8< CS 231. 1. 

2 & 3 Response will be incorporated into PSAR Amend 69 
LONOENECKER. J Energy. Dept of 82/06/06 CHECK. P 8 Clinch 

River Breeder Reactor Program Office 73pp 13497 234 24X 

Fiche 30-937. 82/06/06. 6206150243 


8206150322 Forwards responses to Ouestions C8 421 7 & CS 491 7* per 
820323 If 0409 requests for addl info re instrumentation & 
control lys circuits, elec trical isolation capability Sr 
source range ftur monitoring sys 

LONOENECKER, J Energy. Dept of 02/06/00 CHECK. P S Clinch 
River Breeder Reactor Program office 7pp 13505 244 24X 

Fiche 50-337. 82/06/08. B206 150322 


820616000? Notification of 020623 meeting u/DOE in Hethesda, MD tp 
discuss fuel failure monitoring «yi 

8TARK.R N Clinch River Breeder Reactor Program Office S2/06/0U 

CHECK, P S Clinch River Breeder Reactor Program Office 4pp. 

13525 247 24X Fiche' 50-537. 82/06/08, 02061 60002 


0206140248 Notification of 820622-24 meetings w/DDE. util &i Project Kgt 
Corp in OradellfNJ to perform seismic It structural 
engineering audit of calculations 

STARK. R f| Clinch River Breeder Reactor Program Office 02/06/09 

CHECK.P, 3 Clinch River Breeder Reactor Program Office 3pp. 

13493 349 24X Fiche: 50-537, 02/06/09, 8206140248 


8206140257 Clarifies basis for proposing addl experimfTits to confirm 
structural capability of vessel head to accommodate core 
disruptive accidents 8 to benchmark analytical model* used 
to analyte vessel head response St failure modes 

CHECK.P. 3. Clinch River Breeder Reactor Program Office 0S/O6/O9. 
LONOENECKER, J. Energy. Dept of. Clinch River Breeder Reactor Plant 
4pp 13907; 159. 24 X Fiche 50-537. 02/06/09.0206140257 


8206140262 Notification of 820616-17 meeting* w/DOE in BethtsdaifTO to 
discuss &NBDB review 

STARK. R H, Clinch River Breeder Reactor Program Office 82/06/09, 

CHECKrP S. Clinch River Breeder Reactor Program Office. 4pp 
13507*195 24X Fiche 90-537,82/06/09.0206140262 


8206140265 Forwards request for addl info re design layout draiulrig*, 
CHECK. P.8 Clinch River Breeder Reactor Program Office 82/06/09, 
LONOENECKER, J. Energy. Dept of 3pp, 13507.152. 24X 

Fich* 50-937.82/06/09,8206140265 


8206140347 Forwards request for addl info re nuclear design In order 
to complete review of CP appllcetion 

CHECKrP. 8. Clinch River Breeder Reactor Program Office 62/06/09 
LONOENECKER. J Energy. Dept, of . Clinch River Breeder Reactor- Plant 
3pp 13510 105 24X Fiche 50-537.62/06/0910206140347 


8206100440 Notification of canceled 820616-17 meetings w/DOE in 
6ethesda,MD to discuss 8HBDB review 

STARK, R H Clinch Riyer Breeder Reactor Program Office 82/06/09 

CHECKrP 8 Clinch River Breeder Reactor Program Office 4pe 

13569* 337 24X Fiche. 50-537, 02/06/09, 8206180440 


8206150240 Forwards Heetinghouse "Verification of Natural Circulation 
in CRBR Plant - Update. " incorporating FFTF test data Rept 
should Increase NRC confidence in natural circulation at 
viable mode of decay heat removal 

LONOENECKER, J Energy. Dept, of 02/06/10 CHECKrP 8 Clinch 
River Breeder Reactor Program Office, ip 13490.265. 24X 

Fiche 50-537. 82/06/10. B206 150210. 
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39: 


— 6206190245 "Veri^itatlon af Natural C irculafcloni In CRBR Plant - 
Update '* 

LQHRIEiR R » EUER8QN« N J We9tlnghou«a Electric Corp E2/05/3t 
47pp 13498 266 24X Flche 30-937.02/06/10.8206130240 


6206170239 Forwards responses to NRC FebiHar t* Apr requests #or addl 
Info, to be incorporated Into Amend 69 to PSAR 

LONOENECKERr J Energii«Dept of. Clinch RLvor Breeder Reactor Plant. 
83706/14 CHECK. P S Clinch River Breeder Reactor Program Office, 
lOOpp 13333 029 24X Fiche 50-337. 82/06/14. 82061702^9 


6206230364 Notification of 820630 Si 0701 meetings si/DOE in Beth es da. HD 
to discuss SMBDB review 

STARK. R M Clinch River Breeder Reactor Program Office 62/06/16 

CHECK. P 3 Clinch River Breeder Reactor Program Office 4pp 

13594 352 24X Fiche 30-537,82/06/16.8206230364 


B206210319 Forwards response to questions in NRC 820226# 031S h 0409 
Itrs re prototype test program Responses will be 
incorporated in Amend 69 to PSAR 

LQNOENECKER. vl Energy. Dept of. Clinch River Breeder Reactor Plant. 
82/06/17 CHECK, P S Clinch River Breeder Reactor Program Office 
6app 1335B 228 24X Fiche 50-537. 82/06/1 7. 0206210319 


8206210541 Responds to NRG 761201 request for addl info to Ouestlon 
110 78 re dynamic & static analysis used to determine 
structural U functional integrity of selected seismic 
Category 1 componants 

LONOENECKER, J Energy, Dept, of . Clinch River Breeder Reactor Plant 
B2/06/i7 CHECK, P. a Clinch River Breeder Reactor Program Office 
6lpp 13364 232 S4X Fi che. 50-537. 82/06/1 7. 8206210341 


6206210563 Forwards revised responses to Questions CS 210 1 fc C8 250.4 
per NRC 820602 request 8< ES-LPD-e2-007, ’’CRBR Transition #“ 
E8-LPD-02-OOBt ^'CRBR Hat Is . " ES-L P 0-82-009. " CRBR 
Special 8c E8-LPO-82-011. "CRBR Special 

LONOENECKER. J Energy, Dept of B2/06/17 CHECK, P. 6 Clinch 
River Breeder Reactor Program Office 3pp 13562 050. 24X 

Flche' 50-537, 82/06/17. 8206210963 


— B206210572 "CRBR Transition vlointi, " CRBR engineering study rept 

DIAMOND, 8 , HALLETT, 8 Neitlnghouse Electric Copp E8-LPD-B2 007 
82/04/30. 150pp 13562'053 24 X Fic he ■ 30-937, 02/06/17. 

8206310963 


—8206210383 ’'CRBR Hatls Data Bata." CRBR engineering study rept 
DIAMOND, 8 . HALLETT, R.H Westinghouse Electric Carp 
E8-LPD-82~008 83/05/31. 262pp 13962 197 24X 

Fiche, 30-337, 82/06/17. 8206210563 


— B20621059S "CRBR Bpeclal Hatli Considerations," CRBR engineering study 
rept. 

DIAMOND, 8 , MALLETTiR H. Westinghouse Electric Corp 
eS-LPO-02-On 02/09/31, 44pp 13563 089 24X 

Fiche 50-537,82/06/17,0206210563 


— 6206210603 "CRBR Special Btrifs 8c Criteria Cons Idtratlone. ** CRBR 
engineering study rept 

DIAMOND, 8,, MALLETT.R.H. Westinghouse Electric Corp. 
ES-LPD-B3-009 02/09/31, 76pp 13963,133, 24X 

Fiche 90-937,83/06/17,8206210963 


8206260439 Forwards response to Questions C8 430.89 I, 490 24 re 
H3IV steam or feed lint pipe break event, per 820316 8< 29 
riqueits Info will be incorporated into PSAR Amend 69# 
scheduled for Jul 1962 

LONOENECKER, J Energy, Dept. of. 82/06/18 CHECK, P. 8. Clinch 

River Breeder Reactor Program Office. 17pp. 13621,333 24X 

Fiche* 30-937, 82/06/18. 8206280439 


0206240270 Forwards "Probab i llstic Risk Asses ament Program Plan" for 
CRBR Plan will be incorporated into P6AR l< will fulfill 
NURE0-071B. Item IX, B. 8 requirement, 

LONOENECKER, J. Energy. Dept, of 82/06/21 CHECK. P. 8. Clinch 
River Breeder Reactor Program Office Ip, 13997 116. 24X 

Fiche 90-337,82/06/21.0206240270 


— 6206240272 "Probabilistic Risk Afteiiment Program Plan." 
a Energy, Dept, of 62/06/18. 29pp. 13997,117, 24X 

Fiche 30-937, 62/06/21 , 8206240270 


8206240363 Forwards responses to Questions CB 760 19- 18# 99-78, 00-88, 
91,101 104 re fuel rod bowing 8, mas transient temp, par 

820430 request Ousstions will be Incorporated Into PSAR 
Amend 69. 

LONOENECKER. U. Energy, Dept. of. 82/06/21. CHECK, P.8 Clinch 

River Breeder Reactor Program Office 37pp, 13596 023. 24X 

Fiche, 90-937i 82/06/21. 8206240363. 


8306290500 Forwards requast for add! info re technical bases for core 
disruptive accident energetics analyses 

CHECK.P 8 Clinch River Breeder Reac tor Program Of flee 82/06/21 
LDNOENECKERf J Energy# Dept of, Clinch River Breeder Reactor Plant 
3pp 13659 097 24 X FI c he: 30-337, 82/06/21 , B206290SB0 


8206280545 Forwards general schedule for const activities supplementing 
noise data listed In environ rapt Table 4 13 

LONOENECKER, J Energy# Dept, of 62/06/22 CHECK, P 8 Clinch 
River Breeder Reactor Program Office 2pp 13629,238 24X 

Fiche 30-537.02/06/22,0306200349. 


8206290616 Forwards FR notice re revised site suitability rept, 
{NUREO-O7a6). for plant 

CHECK, P 3 Clinch Rlvar Breeder Reactor Program Office 82/06/22 
LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant, 
3pp 13699 126 24X Fiche 90-937. 82/06/2218206290616 


— B20629061B Notice of availability of site suitability rspt 
<NUftE0-0786| for plant 

CHECK. P 8 Clinch River Breeder Reactor Program Office 82/06/22 
2pp 13698*129 24X Fiche 50-937.82/06/22.8206290616 


6206300367 Forwards documents requested in NRDC & Sierra Club 
tnt erroga tor i BS that are not yet placed in PDR Enel 
documents include draft "Reactor Safety Study Consequence 
Model COHO Computer Coda Users Manual " 

SWEENY# H F Haarings Division, 82/06/24 BCOTT, 8. Document 
Managamant Branch 2pp 13676 099. 24X Fiche' 50-000. 02/06/24. 

8206300367. 


—8206300373 Draft "Reactor Bafetg Study Consequence Modal COMO Computer 
Code Users Manual " 

a NRC - No Datalled AfftHatlon Oivan. 77/01/06 200pp. 

13677 347. 24X Fiche 90-000.62/06/24,0206300367 


—0110220069 Forwards first CRBR Program Ofc status rept. as of 810915 
CH£CK#P 8. Clinch River Dreader Reactor Program Office ai/iO/13. 
OENTON. H R Office of Nuclear Reactor RaguVatlen, Director 7pp 
13677 340. 24X FI che. 50-000# 82/06/24, 8206300367. 


—8206300361 Revised "Final Program Rapt '< 

WELSH# E J. United Power Association. 000-651-93. 74/12/26 

!90pp 13677-211. 24X Fit h e; 50-000, 82/06/24, 8206300367 


— 0206300389 "Retirement of Enrico Fermi Atomic Power Plant," Suppl 1 
a Energy Research U Development Admin (Presently DOE). NP“a0047 
801 79/10/31. 120pp. 13677: 100. 84X Fiche* 50-000, 82/06/24, 

8206300367 


—8206300394 "Rept an Retirement of Hal 1 am Nuclear Facility " Four 
overslia drawings enc 1. Aperture cards available in PDR 
a Rockwell International Copp AI-AEC-1S709 70/05/15 400pp, 

13676 1 01 24X Fiche 50-000,82/06/24.8206300367. 


8206290217 Forwards one overslse P&ID tt one oversite instrument loop 
diagram, providing addl Info re turbine bypass sys, in 
response to Question C8430, 100. Aperture cards are available 
in PDR 

LONOENECKER. J Energy, Dept. of. 62/06/29. CHECK, P. 8. Clinch 
River Breeder Reactor Program Office Ip, 13634* 304, 84X 

Fiche. 50-537. 82/06/29, 0206290217 



B20A25004a E6T! MATEO RECURRENCE FREfJUENClES FOR INITIATING ACCIDENT 
CATEODRIES ASSOCIATED UITH THE CLINCH RIVER BREEDER REACTOR 
PLANT DESIGN 

COPUS.t R S«ndia LaboratoMuf , FIN A-ll*?? NllKE0/CR-26Bt 
62^06/^0 Of-fice of Nuclear Regulatory Resoarch* Director 170pp 
AvaiUtle at NTIS 13637 031 24X Ficho. SO-537. 92/06/30. 

82062^0049 


0206040090 Protective order granting applicant 820504 motion for 
protective order re Interrogatories B(bl & (c) in NRDC 
Sc Sierra Club eighteenth set of interrogatories 
Info not necessary to resolve issues in Contention 6 
KILLER 1 h E Atomic Safety and Licensing Board Panel 02/05/2/ 
Energy, Dept of 3pp 13350 052 24X Fi c h e S0-537i 02/05/2 7, 

B206040090 


0 Utility Preliminary Safety Analysis Report, amends 8206040163 Confirms 620518,25 U 27 discussions u/NROC re discovery in 

— H._— CRBR proceedings List of contentions & Certificate of Svt 

end Related correspondence 

B206010436 Forwards Amend 6B to P9AR EDGAR, 0 L Morgan, Lewis «< Boctius B2/05/2fl FlNAMDRErU A 

LONOENECKER, J Energy, Dept of G2/05/28 CKECVi.P 9 Clinch Natural Resources Defense Council 6pp 13360 096 24X 

River Braedor Reactor Program Office 4pp 1330B 001 24X Fiche 50-337,82/05/28,0206040183 

Fiche SO-537, 82/05/28, 0206010456 


--8206010461 Amend 69 to PSAR. 

* Energy, Dept of 82/05/31 256pp 13309 005 24X 

Fiche: 50-537. 62/05/29,8206010456 


3206090139 Forwards affidavit confirming distribution of Amend 60 tp 
PBAR Certificate of Sve end M/o affidavit 

LONOENECKER, J Energy, Dept, of, 62/06/02 DENTON, H R Office of 
Nuclear Reactor Regulatiorii Director 2pp 13423 335 24X 

Fiche: 50-537, 92/06/02,6206000139 


C Utility Environmental Report CER), amends it torraspond enco 


6206090259 Forwards revised description of economic t social effects of 
CRBR const operation reflecting latest plant cost info 
Info will t)« Included in Amend 14 to environ rept 
LGNOENECRER , J Energy, Dept of 82/06/01 CHECKtPS Clinch 

River Hreedar Reactor Program Office 41pp 13419 045 24X 

Fiche: 50-537, 92/06/01, 82060B0239 


9206070201 Forwards Amend 14 to environ rept 

LONOENECKER, J. Energy, Dept of 82/06/04 CHECK,? 3 Clinch 
River Breeder Reactor Program Office 4pp 13369 OOB 84X 
Fiche 90-537, 62/06/04, 620 60702G 1 


—8206070206 Amend 14 to environ rept 

* Energy, Dept of 02/05/31. SOQpp 13369 012. SAX 
Fiche 50-937,92/06/04,0206070201. 


6206100275 Discusses Amend XIII to environ rept re species 
which may occur in impact area Further comments will be 
provided to RRC upon completion oF biological aseesiment 
HlCKLINOi M C Interior, Dept of, Fish & Mildlife Service. 62/06/07 
BREWIMOTON. P Energy, Dept of. Clinch River Breeder Reoet-or Plant 
Ip 13489 18? 24X Fiche- 50-537, 92/06/07, 9206100275 


8206150239 Forwards Certificate of 9vc confircilng distribution of 
environ rept, Amend 14, to local public officials 6 
representatives of govt agencies. 

LONOENECKERr J Energy, Dept of 62/06/10 DENTON, H of 

Nuclear Reactor Regulation, Dirsetar 6pp. 13496. 349 24X 

Fiche, 50-537, 02/06/10,8206150239 


F Security, medical, emergency It fire protectlnn plane 


8206110391 Notification of 820618 meeting w/DOE In BethesdaiKD to 
discuss sodium fire protection 

BTARKi R M. Clinch River Breeder Reactor Program Office 82/06/07 

CHECK, P 9 Clinch River Breeder Reactor Program Office 5pp 

13490:226 24X Fiche 90-537,82/06/07,8206110391 


■0, Adjudicatory correspondence 


8206040200 Forwards unclassified summaries of classified CRDR 
safeguard studies re shortest possible sabotage paths, 
sabotage vulnerability study S« sabotage analysis Certificate 
of Sve end 

EDGAR, 0 L horgan, Lewis tcBocklus 82/05/28 OREENDERO, E V. 
Tuttle 4c Taylor 20pp 13359 171 24X Fiche 50-937,82/05/28, 

6206040200 


— B206040S05 "Safeguards 3ys Effectiveness Modeling '* 

BOOZER, D D , HULME, D L , DANIEL. S L Sandia Laboratories 
SAND76-O420 02/09/28 llpp 13359 191 24 X 

Fiche 50-537. B2/O5/20, 8206040200 


' — 8206040218 "8PTH3 Subroutine for Finding Shortest Sabotage Paths " 
HULME, B, HOLDRIDCE, D B Sandia Laboratories SAND77-1060 
02/05/28 36pp 13359 202 24X Fiche 50-537, 02/05/20, B206040.»00 


6206070124 Third set of interrogatories U requests for admissions 
mZUND, O S Hearing Branch 1 82/06/03 Oak Ridge, IN llpp 

13369.259 24X Fichs 50-537,02/06/03,9206070124 


— 8206070139 Second round of interrogatories fc requests for admissiont 
Certificate of Sve end 

HIZUNQ, 0 B Hearing Branch 1 63/06/03 Natural Resoureps 
Defense Council 16pp 13369 270 24X Fiche 50-537,02/06/03. 
8206070124 


8206070469 Responds to 620601 discussion, list ing activities Project 
Kgt Corp is willing to undertake to complete discovery 
Certificate of 8vc end 

EOOAR.O L Morgan, Lewis b Dockius, 92/06/03 FlNAIiORE, □ A 
Natural Resources Defense Council 5pp 13375 015 24X 

Fiche SO-537, 92/06/03, 0206070469 


92060900B9 Request for admissions ht Interrogatories Certificate of U'^c 
enc I 

EDGAR, 0 L Project Management Corp 82/06/04 Natural Resources 
Defense Council Idpp 13422 025 24X FI che 50-537, 02/06/04, 

8206000009 


02O6O>8OO99 Twenty-fifth set of interrogatories to NRC Related 
correspondence 

FIMAMORE.B A , WEISS, E R Natural Resources Defense Council 
FIMAMORE, B A Sierra Club 62/06/04 Office of the ExecutiVB 
Legal Director 40pp 13423 1 69 24X Fiche. 30-337, B2/06/ 04, 

02O6OBOO99 


8206080101 Nlnteenth set of interrogatories to applicants Related 
correspondence 

FIHAMORE, B A , WEISS, E R Natural Resources Defense Council 
FINAHORE, B A Sierra Club 82/06/04 Joint Appl 1 cante-Cl i nch 
River Breeder Reactor 25pp 13423 209, 24X 

Fiche 50-937,02/06/04,8206000099 


0206100305 Forwards signed te notoriiad affidavits of NRC staff who 
participated In updating answers to interrogatories Sc 
requests for admiesions prior to Apr 1977 or who answered 
NRDC & Sierra Club 820318 & 26 interrogatories 
8WAN80N, 0 T. Hearing Branch 1 92/09/14 NElBSrER Natural 

Resource! Defense Council, 76pp 13451 251. 24X 

Fiche: 90-537, 82/05/14, 0206100305 


820610030? Forwards signed 1* notariied affidavits of NRC staff who 
participated In updating answers to Interrogatories 6 
requests for admissions prior to Apr 1977 or who answered 
NRDC & Sierra Club 020310 & 26 Interrogatories 
0WANSON,D, T. Hearing Branch 1 82/05/17 BRECKENRIDOE, L 

Tennesiee, State of. 76pp. 13451! 175. 24 X Fiche , 50-537, 82/05/17. 

8206100309 


0206040014 Response te 020415 second set of Interrogatories Affidavits 
& Certificate of Sve end. Related correspondence. 

BMALLRIDOE.R J, i COHAN, P H , FAUST, L. Oak Ridge, TN. 82/09/26. 
Office ef the Executive Legal Director 22pp 13348:330. 24X 

Fiche* 50-537, 82/09/26, 8206040014. 


— 8206080104 Tenth request for admissions to NRC Related corres pandenef 
FINAMBHE, B A » WEISS, E R Natural Resources Defense Council 
FINAMDREiB a Sierra Club 92/06/04 Office of the Executive 
Legal Director ilpp 13423 234 24X Fiche* 50-537, 02/06/04, 

9806080097 


— 82060B010B Tenth request for admissions from applicants Related 
correspondence. 

FINAMORE, fl A , WE 188, E R Naturei Resources Defense Council 
FlNAMORE, B A Sierra Club 92/06/04 Joint App 1 icants— Clinch 
River Breeder Reactor 10pp. 13423 245 24X 

Rich B* 50-537, 62/06/04, 8206080099 


—9206080117 Second request for production of documents from NRC Heletrd 
corraspendence 

pIwJESSt J t c Resources Defense Council, 

FiNAMORErB A Sierra Club 02/06/04 Office of the Executive 
Legal Director 5pp 13423 29 S 24X Fi che 50-537, 02/06/04, 
82060B0099 



DOCKETED ITEMS 


399 


— 6206030124 Seventh request for production of documents from applicants 
Certificate of Svc end Related correspondence 
r iNAMOREi B A i UEISSi E R Kotural Resources Defense Council 
FlNAMDREiB A Sierra Club 02/06/04 Joint Appl icants-Clinch 
River Breeder Reactor lOpp 13423 260 24X 

FI ch e 50-537, 62/06/04, 8206030099 


3206140032 Errata to NRDC S< SC discovery documents filed u/NRC on 
820604 Certificate of Svc end 

FiNAMQRErB A , WEI6B, E R Mature! Resources Defense Council 
FINAKORErQ A Sierra Club 62/06/06 Office of the Esecutlve 
Legal Director 5pp 13484 320 24 X Flche 50-537.62/06/06, 

8206140032 


8206170150 Confirms 620609 discussion re discovery 

FTlfAMDRE, B A Natural Resources Defense Council 82/06/09 
EDQAR, 0 L Morgan, Leuiis S< Bockius EDOAR.O L Joint 
Appl icants-Cl inch River Breeder Reactor Ip 13534 033 24X 

FI the 50-337162/06/09,0206170150 


— 8206170154 Confirms 620609 discussion that NRC uiill depose T Cochran 
an 620622 in Mash ington, DC Certificate of Svc end 
FINAMQREi B A Natural Resources Defense Council 62/06/09 
SWANSON. D Hearing Branch 1 4pp 13534 059 24X 

F i c h e 50-33 7. 82/06/09, 82061 70 1 50 


8206170191 Confirms 820609 agreements, 1 isting depositions of applicant 
witnesses to be taken. Certi ficate of Svc end Related 
correspondent e 

EDOAR, 0 L Morgan, Leuis U Bockius 82/06/10 FINAMDRE, B A 
Natural Resources Defense Council 5pp 13334 299 S4X 
Fiche 50-537,62/06/10,8206170191 


0206160064 Forwards NRDC/Qierra Club petition to Commissioners to 
exercise inherent supervisory authority to delineate scope 
of LWA proceeding Proceedings presently so restrictive to 
make inquiry hypothetical Ik answers meaningless 
FINAMORE, Q A , WEIB5, E R Natural Resources Defense Council 
WEISS, E R Harmon i Weiss 02/06/11 PALLADINO, M J , 0ILINBKY,V , 
AHERNE, J F Commissioners 2pp 13517,115 S4X 
Fiche 50-537,82/06/11,6206160064 


— 8206160060 Petition to exercise inherent supervisory authority to 
delineate scope of LWA proceeding Limits on scope of LWA 
proceeding re Contentions 1,2 8< 3 prevent compliance w/NEPA 
Portions Of transcripts & Certificate of Bve end 
WEI88,E fl , FINAMORE, B A Natural Resources Defense Council, 
WEISS, E R Harmon 8* Weiss 82/06/1! Commis*ionere I63pp 
13517 117 24X Fiche 50-537.82/06/11,3206160064 


6206170261 Forwards site sutitability rept re site suitability from 
point of radiological health & safety concerns. Rept 
supersedes NRC Mar 1977 site suitability rep t. ref tectlng 
changes in info Conclusions remain same W/o end 
SWANSON. 0 T Hearing Branch I 02/06/11 MILLER, «, HAND.C.H, 
LINENBEROER, 0 Atomic Safety and Licensing Board Panel Spp 
13533 178 24X Fiche 50- 537,02/06/11,82061 70261. 


6206230170 Response to NRC 820603 third set of interrogatori e«. 
Certificate of Svc end. Related correspondence 
MDRRISiW D , FAU9T,L. , HARLEB8, J D, DakRIdfle. TN. 82/06/17 
Office of the Executive Legal Director 30pp 13386 317 24X 

Fiche 50- 537. 02/06/ 1 7, 8206230 170 


0206240165 Response to NRDC it Bierra Club seventh request for 
production of documents Certificate of Svc end 
BEROHOLZ,ME Energy, Dept of EDOAR,O.L. Project Management 
Carp 02/06/18 Natural Resources Defense Council 5pp. 
13S99 200 24X Fiche* 50-337i 02/06/10, 02O624O16S 


6206240176 Response to NRDC it Sierra Club tenth request for admissions 
Certificate of 8vc end 

I8AAC81T H r F0R8YTHe,L A , THOMPSON, R C, Joint AppU canti-C linch 
River Breeder Reactor 82/06/18 Natural Resources Defense 
Council 24pp 13599 347 24X Fiche, 50-537, 82/06/10, 0206240176 


0206240209 Response to licensee 320604 request for admissions & 
interrogatories 

FINAMORE, B A , WE 1 88, E R Natural Resources Defense Council. 
FINAMORE, B A Sierra Club 62/06/18 Joint Applicant s-Cl inch 
River Breeder Reactor 30pp. 13590 029 24X Fiche 50-537,02/06/10, 

8206240209 


— 8206240215 Responses to NRC second round of interrogator! es it requests 
for admissions Certificate of Svc end 

FINAMORE. B A , WEI88, E. R Natural Resources Defense Council 
FINAMORE. B A Sierra Club 82/06/16 Office of the Executive 
Legal Director 82pp 13598 059 24X Fiche- 50-537. 02/06/ 18, 

8206240209. 


8206240244 Responses to NRDC t. Sierra Club nineteenth set of 
interrogatori es Certificate of Svc enc I 

DICKEON.P W , OILBERT.F . ISAACS, T- H Joint AppUcants-Clinch River 
Breeder Reactor 02/06/lB Natural Resources Defense Council 

60pp 13597 228 24X Fiche 50-537,82/06/10.8206240244 


9206300224 Motion to compel applicant to provide complete response to 
intervener 820604 nineteenth set of Interrogatories. 

Interrogatori; 27. Response evasive ic incomplete Certificate 
of Svc end Related correspondence 

FINAMORE, B A , WEISS. E R Natural Resources Defense Council 
FINAMORE, B A Sierra Club 82/06/20 Atomic Safety and Licensing 
Board Panel 6pp 13654 276 BAX Fiche 50-537.82/06/20,8206300224. 


H General correspondence 


8206160091 Expressas belief that significant new info & circumstances 
arisen since 1977 require NRC to supp 1 FES New developments 
to be considered listed 

LEVENTHAL.P Nuclear Club, Inc , The 02/06/14 PALLADINO, N J 
Commissioners tp 13517 320 24X Fiche 50-537,02/06/14. 

0206160091 


(3 Inspection reports. IE Dulletins L correspondence 


8202040147 IE Info Notice 82-15, ^'Notification of NRC " 8vc list end 
DEVOUNOfR C Director's Office, Office of Inspection and 

Enforcement 82/03/28 I07pp 13426 095 24X 

Fiche 50-000, 02/05/28.9202040147. 


8204210378 IE Info Notice 82-16, "HPCZ/RCIC High Steam Flow Setpoints " 
Svc list end 

JORDAN, E L Dlvifllan of Engineering U Quality Assurance 82/05/28 
103pp 13440 264 84X Fiche 50-000,82/05/26.8204210378 


8204210380 IE Bulletin B2-02, "Degradation of Threaded Fastensre in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Svc list end 

DEYOUNO,R C Director's Office. Office of Inspection and 

Enforcement 82/06/02 lOSpp 13527* 150 24X 

Fiche 50-000, 02/06/02, 0204210300 


0204210303 IE Info Notice 82-17, "Overp ressur i ration of RC8 " Svc list 
end 

JORDAN. E U Division of Engineering U Quality Assurance 82/06/11. 
106pp 13675 253. 24X Fiche 50-000,82/06/11,0204210303 


0204210304 IE Info Notice 82-10, "Assessment of Intakes of Radioactive 
Katl by Workers " Svc list end. 

DEYOUNG* R C. Director's Office. Office of Inspection and 
Enforcement. 02/06/11. I20pp 13675*189 24X 

Fiche 5 0-000 1 82/06/11, 020421030 4 


T, Hearing transcripts an non-ant I trus t matters 


8206030139 Transcript of NRC B20517 public meeting In Washington, DC re 
DOE request for reconsideration of CR8R exemption Pp 1-12 
e Commissioners 82/05/17. 15pp, 13362:210 24X 

Fiche, 50-537, 92/05/17, 0206030139 


8206030010 Transcript of AGR8 Subcommittee on CRBR 020601 meeting In 
Washing ton, DC Pp 1-290 Vlewgraphs end 

« ACR8 - Advisory Cammlttee on Reactor Safeguards, 02/06/01. 
291pp 13335.001 P4X Fiche, 50-537, 02/06/01, 8206030010 


DOCKET 50-630 MEMPHIS STATE UNIV. RESEARCH REACTOR 


F Security, medical, emergency It fire protectian plant 


0206070344 Forwards Region 2 incident responte plan dtd Mer 1902. Plan 
issued as Suppl 2 to NUREO-O04S, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
und'erstanding of NRC response to emergency W/o end. 

STOHR.J P Division of Emergency Preparedness I, Operational Bupport 
02/05/12 JONES, D W. Memphis State UniV, Ip 13363 242 a4X 
Fiche. 50-538, 02/05/12, 0206070344. 


DOCKET 8TN~50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 
A AppLlcat 1 on/cons truct inn stage documents I. correspondence 


0206090153 Generic Ltr 82-11 to all LWR reactor plant licenetee 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Olnna. Rept documente findings re cause of 
event W/o end 

EISENHUT, D 0 Division of Licensing. 82/06/09. HAUSPUROjA, 
Consolidated Edison Co, of New York. 13pp 13557’ 349. 24X 

Fiche: 50-000, 82/06/09, B20 60901 53 



BS0&29D385 8u(iimar\| of 620^03 rresting uf/utll in Bethtsda.MD re util 
re<|u«&t for ojcmptioix from lOCFRSO G-4 < gif requin ns 
applicants to evaluate difference* from SRP 

DDQUlTTLEfE L Licensing Branch 1 3S/06/L5, Licensing Urancli 1 

4pp, 13A30 076 245( Flch* 50 -34&, 02/OA/ 1 3, 6206250385 


H General corr eipond ence 


■02O6S3OO76 Notifies of administrative changeSf creating nuclear div 
ada^ini strati on manager position ^ merging quality 
verification Sc project records groups into records isgt 
group 

SlfI£L08i8 D Public Service Co of Indlanet !nc B2/06/13 
DENTONtH ft Office of Nuclear Reactor RegglatloTif Director Ip 
tssaa S4B S4X FUhe 5G-S46. a2/06/-lB« 8206S30076 


8206280210 Evpreties concern that facilities are not teing constructed 
w/safety design features warranted as result of reactor 
operating eiperlttice tn increased knouledg^ of unresolved 
safety Issues 

FREY»D O Sassafras Audubon Society 82/06/^21. YQUNO BLOOD* D J 
Licensing Drench 1 3pp 13624 194 24K Flche; 5Q-346. B2/06/21* 

8206260210 


0 Inspection reports* IE Bulletins & correspondence 


B206070697 Forward* 3E Insp Repts 30-546/82-09 & 90-547/B2-09 on 
Q204Di-30 No n oncomp L ianc e noted 

SrpEETERi^f F Division of Project %c Resident Programs 82/03/24 
SHIELDBjB. M Public Service Go of Indiana* Inc 2pp 13390 S59 
24X Flche 50-546.82/05/24*0206070697 


— 8206070705 IE Insp Repts 50-546/88-09 I* 50-547/82-09 on 820401-30 No 
noncomp Lian c e noted. flaior areas inspected . chippins t* 
patching of concrete. Instal latien tkislding of piping ays* 
control rod drive mschanisins & electrical hanger supports 
HARRISQNfJ J f KQNKLINrJ.e Division of Project tc Resident 
Programs 82/05/17 9pp 133?0 261 24X Flch# 50-54 6i 82/03/24* 

8206070697 


8202040147 tE Info Notice 82-iS* ’’Notification of NRO Bvc list end 
DEYOUNO*ft C Director's Office^ Office of Inspection and 

Enforcement 82/05/28 107pp. 13426 095. 24X 

Ficho' 50-000. 82/03/28. 8202040147 


8204210378 IE Info Notice 82-16* "HPCI/RCIC High 6tse«i Flow Setpoints »■ 
8vc list end 

V>0R0AN.E L Dlvlsloiv Of Engineering it Quality Assurance 82/05/28 
lOSpp, 13440 264, 24^ Flche. 50-000* 82/05/28* 8204210378 


82O42103S0 IE Bulletin 83-02* '‘Degradation of Threeded restenirs in 
Reactor Coeient Pressure Boundary of PWR Rlants •' 

Sve lift end. 

DEYOUMO. R. C Director's Office* Office of Inspection and 

Enforcement 82/06/02. lOapp. 13527 130 S4X 

Ficb# 30-000* 82/06/02. 0204210380. 


8206070804 Ack receipt of 620S11-17 Itrs informing NRC of steps taken 
to correct violations noted In IE Inip Repts 50-546/01-22 U 
30-547/61-22. 

SPESdARDj R, L Division of Project & Resident Programs, 82/06/03. 
SKIELDSiS If Public Service Co, of Indiana* Inc. ip 13388.001. 
24X Flche 50-546.82/06/03*8206070804 


' — 8206070814 Responds to NRC 820413 Itr re violations noted In IE Insp 
Repts 50-546/81-22 6 30-547/8 I -22. Correct ive actlonszPffP 
i 04 ct/i It be revised to inctudt new employes requited 
training notice. 

SHIELDS* 8 M Public Service Go of Indiana* Inc, 62/05/11 
HEPFLERj J Q. Region 3* Office of Director 33pp 13388*002 24X 

Flche: SD-S46* 82/06/03. B2O6O7O0O4. 


— 8206070821 Revises 820511 response to NRG 820413 itr re violations 
noted in IE Insp Repts 50-546/81-22 b SO-347/B1-22. 

SHIELDS* S. W. Public Service Co. of Indiana* Inc 82/05/17 

KePPLER,J <5. Region 3* Office of Director 2pp. 13368,035, a4X 
Fichi 50-54 6*82/06/03*8206070804. 


8204210383 IE Info Notice 82-17* "Overpressuri sation of RC8. ■" Sve list 
end 

JORDAN* E L. Division of Engineering 6 Quality Assurance. 82/06/11 
106pp 13675 25B 24X Flche* 50-000* 82/06/1 1* 9204210383 


8204210384 IE Info Notice 82-18* ’’Assessment of Intakes of Radioactive 
Hatl by Workers. ** 8vc list end 

DEYOUNO.R.C Director's Office* Office ef Inspection and 
Enforcement 82/06/U, 12Cpp 13675.189. 24X 

Fi c h e : 5 0-000* 82/06/ 1 1 * 82042 10384, 


S Reportable occurrences* LERs tt related correspondence 


GS06170293 Final deficiency rept re fillet welds omitted from HVhC 
ductuiork stlf feners* initial ly reported on 820305 Vendor 
instrurted to complete welds as originally designed 
Also reported per Part 21 

8HIELDS.S U Public Service Co of Indiana* Inc B2/06/14 

KEPPLER.J 0 Region 3, Office of Director 2pp 13529 139 SIX 

Fiche 50-346, B2/06/14, 02O617O293 


DOCKET 5TN-aO-347 WARBLE HRL NUCLEAR STATION. UNIT 2 


A App 1 1 cat ion/conitruc tion stage documents 6 correspondence 


8206300392 Addl response to FOIA request for documents re cancellaticin. 
postponement* termination or deferral of nuclear plant 
const since 600101 Forwards documents listed in app 
FELTON* J K Division of Rules arid Records 62/06/07 DQI*K 
Critical Hass Energy Project 2pp 13670 215 a4X 
Ficha 30-000* 62/06/07* 6206300392 


— 8206300409 Forwards estimate of units to be canceled or indefinitely 
deferred. per request 

CQRNEULtK Office of the Executive Director for Operations 
02/03/19 AHEARNE, J Commissioners 2pp 13670 237 24X 

Flche 50-000,82/06/07*5206300392 


8206090153 Generic Ltr 82-11 to all LWR reactor plant licensees U 
applicants re transmittal of NUR£0-09i6 relative to 
restart of RE Olnna Rept documents findings re cause of 
event N/o end 

EISENHUT.D 0 Division of Licensing 02/06/09 HAUSPUflO* A 
Consolidated Edison Co of New York 13pp 13597 347 24X 

Fich* 90-000, 82/06/09* 8206090193. 


8206250305 Summary of 820603 meeting w/utll In BethesdarKO re util 
request for exemption from iOCFR90 34<g)r requiring 
applicants to evaluate differences from 9RP 

DOOLITTLE. E.L Licensing Branch 1 82/06/15 Licensing Branch I 

4pp 13630 076 34X Fiche 90-946*62/06/19*6206250305 


H General correspondence 


8206230076 Notifies of administrative changes * creating nuclear div 
administration manager position !< merging quality 
verification 6 project records groups Into records mgt 
group 

5HI£LD8*8 D Public Ssrvlce Co of Indiana* Inc 82/06/10 
DENTON* H R Office of Nuclear Reactor Regulation* Diractor Ip 
13588 248 24x Fiche 50-946*82/06/18*6206230076 


8206280210 Expresses concern that facilities are not being constructed 
u/safety design features warranted as result of reactor 
operating expsrisnee 6 Increased knowledge of unresolved 
safety Issues, 

FREY.D 0, Sassafras Audubon Society 02/06/21 VOUNOBLOOD. D J 
Licensing Branch 1 5pp 13624 194 24X Flche 90-946*82/06/21. 

8206280210 


0, Inspection reports* IE Bulletins 6 correspondence 


8206070677 Forwards IE Insp Rspts 50-946/82-09 6 50-547/82-09 on 
020401-30, No noncomp 1 lance noted 

STREETER, JF Division of Project «< Resident Program*. 02/05/24 
SHIELDS, a W Public Service Co, of Indiana* Inc 2pp 13390 2517, 
24 X Flche* 90-946. 82/05/24,8206070697 


—0206070709 IE Insp Repts 90-946/82-09 !< 30-547/82-07 on 020401-30, Ko 
noncompllance noted Major areas Inspected ; chipp Ing &■ 
patching of concrete, installation It welding of piping sys* 
control rod drive mechanisms tt electrical hanger supports 
HARRISON. J J. J KONKLiN. J E Division of Project & Resident 
Programs 82/09/17. 9pp. 13390 261 24X Flche 50-546* 62 /0D/ii4^ 

8206070697 


8202040147 IE Info Notice 82-15* "Notification of NRC " Bve list enc) 
DEYOONG.R.C Director's Office* Office of Inspection and 

Enforcement 82/09/28, I07pp 13426 095 24X 

Flche* 30-000* 82/03/28* 8202040147. 


8204210370 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints * 
8vc lilt end 

^BDAM.E L Division of Engineering fc Duality Ateuranee 82/03/20 
103pp 13440 264. 24X Flche; BO-OOO* 82/03/28* G 20421 0378 



DOCKETED ITEMS 


40 


8204210380 IE Bullotln 8 Z- 02 , "DBgradafcion of Threaded Fttatener# in 
Reactor Coolant Preieure Boundary of PWR Plante 
8 vc list end 

DEYOUNO.R C Director'e Officoi Office of Inspection and 

Enforcement 82/06/02 lOBpp 13527 ISO 24X 

Fldie SO-OOO. 82/06/02. 8204210380 


9206070804 Ac k receipt of 820511-17 Itri informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-S46/81-22 
50-547/01-22 

SPE 68 ARD 1 R L Division of Project It Resident Programs, 82/06/03 
SHIELDS.S W Public Service Co, of Indiana. Inc Jp 13308 001 
24X FI Che 50-546.82/06/03.8206070804 


— 8806070814 Responds to NRC 820413 Ifer re violations noted in IE Insp 
Repts SO-346/01-22 & 50-547/81-28 Corrective actlonsiPMP 
1 04 uill be revised to include neu employee required 
training notice 

eniELDS, 8 W Public Service Co of Indiana. Inc 02/03/11 

KEPPLER.J 0 Region 3. Office of Director 33pp. 13308^002 24X 

Flche 30-546. 82/06/03, B206070B04 


— B206070B21 Revises 820511 response to NRC 820413 Itr re violations 
noted in IE Insp Repts 50-546/81-22 It 50-347/81-22 
SHIELDS . 8 \ft public Service Co of Indiana. Inc 82/09/17 

KEPPLER.J 0 Region 3. Office of Director 2pp 13300:035 24X 

Fiche 50-546,. 82/06/03. 8206070804 


8204210383 IE Info Notice 82-17. ''QVerpressur Izati on of RC 8 8 vc list 
«nc 1 

JORDAN. E L Division of Engineering l< Quality Assurance 02/06/Jl. 
tD 6 pp 13673 258 24X Fiche 50-000.82/06/11.8204210383 


8204210384 IE Info Notice 82-18. '^Assessment of Intakes of Radioactive 
Natl by Uorkers Svc list end 

DEV0UN9. R C Director's Office. Office of Inspaction and 

Enforcement 82/06/11 120pp 13675 189 24X 

Fiche 50-000,82/06/11.8204210304 


S Reportable occurrences. LERs It related correspondence 


8206020410 Interim deficiency rept re spalling on underside of Unit 2 
auxiliary bldg 401-ft elevation floor slab. initially 
reported on 820423, Calculations performed by Sargent It Lundy 
to ensure reinforcing steel integrity Next rept by 820723 
SHIELDS . 8 N. Public Service Co of Indiana. Inc, 82/03/24. 
KEPPLER.J 0 Region 3. Office of Director. Ip 13329 320 24X 

Fiche 90-947. 82/09/24.8206020410' 


8206170293 Final deficiency rept re fillet welds omitted from HVAC 
ductuork stiff eners. ini t lal ly reported on 820305, Vendor 
Instructed to complete uelds as originally designed 
Also reported per Part 21 

SHJELD3.SN Public Service Co of Indiana. Inc 82/06/14 

KEPPLER. JO Region 3i Office of Director 2pp. 13329. 139. 24X 

Fiche 50-546. 02/06/1 4 . 8206 1 70293. 


DOCKET 50-548 FORT CALHOUN STATION. UNIT 2 


F Security, medical, emergency I. fire protection plans 


8206090002 Responds to FOIA request for documents re Commission 
decision to extend deadline for licensees to Implement 
prompt notification sys Foriuards documents listed in App A 
Documents also available In PDR 

FELTON. J M Division of Rules and Records 82/09/11. REYNOLDS. N, 0. 

Debevolie Liberman 3pp 13494:003 24X Fiche- 90 - 000 . 82/05/11. 

8206070002 


— 8206090174 Advises of licensee compliance u/820S0i deadline for prompt 
notification sys 

COLLINS. J,T Region 4. Office of Director 82/02/09. ORlHEa.D, K. 
Division of Emergency Preparedness. lp< 13494:240. 24X 

Fiche. 90-000. 82/03/11/8206070002 


DOCKET 8TN-90-5 53 PHIPPS BEND NUCLEAR STATION. UNIT 1 


A AppI ication/constructlon stage documents !< correspondence 


8206300392 Addl response to FOIA request for documents re cenc e llation. 
p ostponementr termination or deferral of nuclear plant 
const since 800101. For ward s documents listed in app 
FELTON. J H Division of Rules and Records, 82/06/07. DOl.K 
Critical Hass Energy Project, Zpp 13678 215. 24X 

riche. 50-000. 82/06/07. 8206300372 


— 8206300409 Forwards estimate of units to be canceled or indefinitely 
deferred, per request 

CORNELLpK Office of the Executive Director for Operations 
82/03/19 AHEARNE. J. Commissi oner s 2pp 1367B 237. 24X 

Fiche 90-000,82/06/07.8206300392 


Q, Inspection reportsi IE Bullotins $t correspondence 


0206070482 Forwards IE Insp Repts 30-327/02-09.50-328/02-00.50-390/ 
82-16. 50-371/82-13. 50-438/02-^10. 50-439/B2-1 0. 50-918/82-03. 
50-919/02-05. 50-320/82-05. 90-921/82-09. 50-553/02-01. 

30-994/82-01 . 50-966/82-02 & 90-567/02-02 

LONOfF J Division of Project 6 Resident Programs 82/09/20 
PARR18.H. 6 Tennessee Valley Authority 3pp 13374 299 24X 

Fiche 50-000. 83/09/20.0206070402 


—8206070476 IE Insp Repts 90-327/82-07.90-320/82-08,50-390/82-16. 
90-371/02-13, 90-438/02-10, 90-437/82-10. 90-318/82-09. 
90-919/02-05. 90-520/62-09. 90-921/82-05. 90-553/82-01. 50-994/ 
82-01,50-966/02-02 & 30-567/02-02 Mo none ompl iance noted 
LENAHAN.J J Division of Project I. Resident Programs 02/09/10 
9pp ia374-29B. 24X Fiche: 90-000. 02/09/20. 8206070482. 


8202040147 IE Info Notice 82-15. "Notification of NRC " Sve list end. 
DEYOUNO.R.C Director's Offici. Of flee of Inspection and 

Enforcement 82/03/28 107pp, 1Q426 093 24X 

Fiche 50-000,82/09/20.620204014 7 


8204210378 lE Info Notice 02-16. "HPCI/RCIC High Bteam Flou Bctpolnts " 
Bve list end 

JORDAN.E L. Division of Engineering Quality Assuranca 82/05/SB 
103pp 13440 264 24X Fiche 30-000. 02/05/28. 0204210378 


0204210380 IE Bulletin 62-02. "Degradation of Threaded Fasteners tn 
Reactor Coolant Pressure Boundary of PWR Plants " 

8 vc list end 

DEYDUNO. R C Director's Office* Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 190 24X 

Fiche 90-000. 82/06/02, 8204210380. 


0204210383 IE Info Notice 02-17. "Dverp ressgr i xation of RC 8 " 9vc list 
enc L 

JORDAN.E L Division of Engineering V Duality Assurance 82/06/11, 
106pp 13679 298 24X Fiche 90-000. 02/06/11.8204210383 


6204310384 IE Info Notice 02-10i "Assessment of Intakes of )ladi(}ac t i ve 
Hail by Workers " 8 vc list end 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/06/11 I20pp 13675 1B7 24X 

Fiche' 90-000. 82/06/11.8204210304 


S Reportable occurrences. LERs & related correspondence 


8206010197 Sixth interim deficiency rept re reactor protection sys 
panel design Const defer red , Fina I rept will be submitted 
when final decision re projects made 

HILLS. L M Tennessee Valley Authority. 02/09/18. O'REILLY, J. P. 
Region 2, office of Director Ip, 13307-178. 24X 

Fiche 50-000,82/03/10.0206010177 


02O6OfiO5OB Fourth Interim deficiency rept re reactor core Isolation 
cooling steam line brea k, Inltia lly reported on 810630. Con it 
activities deferred Final rept will not be submitted 
MILLS. L M Tennessee Valley Authority, 02/09/10 O'REILLY, J P 
Region 2. Office of Director Ip. 13307-316 24X 

Fiche* 50-000, 02/09/10. 0206010900 


0206010216 Deficiency rept re failure of Traniamerica Delaval to 
promptly correct def tc 1 enc 1 ee. ini 1 1 al ly reported 020114. 
Completion date of corrective actions delayed to B20630 
Also reportable per Part 21. 

HILLS.L M. Tennassae Valley Authority BZ/05/20. O'REILLY, J P. 
Region 2. Office of Director. Ip 13300.066 Z4X 
FI Che 50-000. 82/09/20, 8206010216 


0206010347 Second interim deficiency rept re Atlas QA documentation for 
auKlllary lx fuel bldgs structural s t« el, ini tlal ly reported 
aims Const activities for plants da f erred. Final rept to be 
submitted after final decision re completion of projects 
HILLS, L.H. Tennessee Valley Authority 82/05/20, □ 'REILLY, J. P. 

Region 2. Office of Director. Ip. 13301:004 24X 

Fiche 90-000. 82/09/20,0206010349. 


0206070104 0upp lamcnta 1 final deficiency rept re receivii'^g. chec king 
cnntralllng records, ini 1 1 al ly reported on 811027 Final rept 
submitted on 820200. Corrective action expected to be 
completed on or before 020730 

MILLS, L H, Tennessee Val ley Authority. 03/09/39. O'REILLY, J. P. 
Region 2 . Office of Director Ip 13368,318 34X 

Fiche. 90-000. 82/09/29. 0206070104 


e2(|&070&28 second Ir^terire dcflclcTictj T«pt re chvck valve leak in air 
start sga of standbg diesel generator Si tntt iallg reported 
820Z0-? Evaluation bg vender underway Also reported per 
Part SI 

HILLS, L H Tennessee Valley Authority 6S/CIS/S6 O'REILLV^ J P 
Region S. Office of Director Ip 133B7 356 24X 

Piche 50-000, eS/09/2B. 620607062 8 


8206070665 Fourth interim deficiency rept re absence of dlv of 
engineering design sys to ensure issuance of OA procedures 
before work c ommencasr ini tlal Ig reported B1 1020. Procedures 
revised Nret rept by 621206 

MILLS, L M Tennessee Valley Authority eZ/'OS/aa O^REILLY, J P 
Region 2. Office of Director 3pp 13390 270. 24X 

FI Che 50-000, B2/05/2Bi B206070663 


SS0611D262 Second interim deficiency rept re review of purchase 
requlsl t 1 ans4 ini tl at ly reported B20120 Study being 
conducted of procurement process including all aspects of 
sys Next rept due by 620916. 

hILLS,L M Tennessee Valley Authority 82/06/01 O'REILLY, J P 
Region 2, Office of Director ip 13466 162 24X 

Fiche: 50-000, a2/06/01i 82061 10282 


8204210378 IE Info Notice 82-16, ‘'HPCI/RCIC High Steam Flow Setpoints * 
5vc list enc 1 

JORDAK, E L Division of Engineering & Quality Assurance 82/05/28 
103pp 13440 264 S4X Flche 50-000, B2/Q5/20. 8204210376 


6204210360 IE Oulletin 82-02, **Degradat 1 on of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants " 

Sve list end 

DEYQUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 iOBpp 13327 ISO 24X 

Flche 30-000, 82/06/02, 6204210380 


8204210363 IE Info Notice 82-17. "Overpressur 1 latlon of RCB " Bve list 
end 

JORDAN, E L Division of Engineering & Quality Assurance 62/06/11 
1D6PP 13675 258 24X Fiche 50-000,02/06/11,8204210383 


8204210304 IE Info Notice 02-18, "Assessment of Intakes of Radioactive 
Natl by Markers " Sve list end 

DEYOVNO.R C Director's Office, Office of Inspection and 

Enforcement 02/06/11 I20pp 13679 189 24X 

Fiche 50-000. 82/06/ 1 1, 0204210384 


82061101S9 Second interim deficiency rept re regional quality 
engineering branch insp afe manpnuer* Initla J 1 y reported on 
820120 OA training completed 020318 6 technical training 
ongoing Administrative Instruction QEB-AL 104 ImpleoiBnecd 
HILLS, L M Tennessee Valley Authority 62/06/03. D'REILLV, J F 
Region 2. Office af Director 2pp 13466 323 24X 

Fiche 50-000,82/06/03,0306110159 


8206810111 Fourth interim deficiency rept re link rod ass«mb-lg-Delaval 
diesels Due to const deferment final deficiency rept will 
not be issued pending final decision on future of projects 
Also reportable per Part Si 

HILLS, 4, M Tennessee Valley Authority 82/06/31 O'ftEILLV, J P. 
Region Sr Office of Director Ip 13559 352 24X 

Fiche 50-000, 03/ 06/ 11 , 82062 101 1 1 


8506240326 Part 21 rept re pneumatic actuator yoke failure List of 
other projects br/simllar equipment end 

MtLSON, A K Henry Pratt Co 63/06/18 KEPPLER.JO Region 3, 
Office of Director 3pp. 13603 189 24X Fiche 50-000,82/06/18, 

02O6S 40326 


8206300192 Part 21 rept re potential defect in couplings drive element 
of DBRV or DBR standby diesel generator Affected licensees 
ulil be notified no later than 820719 

HILLS. L L Transamerlca Delaval, Inc 82/06/23 Diractor-'s 
Office, Office of Inspection and Enforcement 2pp. 13653:326 24X 

Fiche SO-DOO, 83/06/23, 0206300 1 72 


DOCKET STN-50-554 PHIPPS BEND NVCLEAR STATION, UNIT 2 
A App 1 icatlon/c-onstruction stag* documents tc correspondence 


8206300392 Addl risponse to FOIA request for documents re cancellation, 
postponement,- termination or deferral of nuclear plant 
const since 000101 Forwards documents listed in app 
FELTON, J H Division of Rules and Records 92/06/07 DOt, K. 
Critical Hess Energy Project 2pp 13678*319 24X 

Flche 50-000, 83/06/07, 0206300392 


6 Reportable occurrences, LERs & related correspondence 


8306010197 Sixth interim deficiency rept re reactor protection sys 
panel design Const deferred Final rept will be submitted" 
uhen final decision re projects made 

MILLS, L M Tennessee Valley Authority 02/05/18 O'REILLY. J P 
Region 2, Office of Director Ip 13307 1 7B 24X 
Flche 50-000, 82/05/10, 8206010197 


620601DSOD Fourth Interim deficiency rept re reactor core isolation 
cooling steam line break, initial ly reported on 810630 Const 
activities deferred Final rept will not be submitted 
MILLS, LM Tennessee Valley Authority 02/09/10 O'REILLY, JP 
Region 2, Office of Director Ip 13307 316 24X 

Flche. 50-000, 82/05/10, 8206010500 


8206010216 Deficiency rept re failure of Transamerica Delaval to 
promptly correct def icienc ies, ini tial ly reported 820114 
Completion date of corrective actions delayed to 620630 
Also reportable per Part 21 

MILLS, L H Tennessee Valley Authority 02/09/20 O'REILLY, J P 
Region 2, Office of Director Ip 13300 006 24X 

Fiche 50-000, 62/05/20, 0206010216 


6206010349 Second interim deficiency rept re Atlas OA docurrenta t ion lor 
auxiliary L fuel bldgs structural steel, ini tial ly reported 
811113 Const activities for plants deferred Final rept to be 
submitted after final decision re completion of projects 
HILLS, L M Tennessee Valley Authority 62/09/20 O'REILLY, J P 
Region 2, Office of Director Ip 13301 004. 24X 

Fiche 90-000,82/09/20,0206010349 


8206070104 Supplemental final deficiency rept re rece tvlng, check Ing 6 
controlling records, initially reported on 811027 Final rept 
submitted on 020208 Corrective action expected to he 
completed on or before 820730 

MILLS, L M Tennessee Valley Authority, 02/09/29 O'REILLY, JP 
Region 2, Office of Director, Ip 13360 212 24X 

Fiche 90-000,62/08/25,0206070104 


—8206300409 Forwards estimate of units to be canceled or Indefinitely 
deferred, per request 

CORNELL, K Office of the Executive Director for Operations 
02/03/19 AHEARNE, J Connisi loners 2pp 1367B 237 24 X 

FI c h e. SO-OOO, 82/06/07, 8206300392 


9206070628 Second Interim deficiency rept re check valve leak in nlr 
start sys of standby diesel generators, init lally reported 
020209 Evaluation by vendor underway Also reported per 
Part 21 

MILLS, L M Tennessee Valley Authority 02/05/20, □ 'REILLY, J P 

Region 2, Office of Director Ip 13307 356 24X 

Flche 50-000, 02/03/20, 8206070620 


Q Inspection reports, IE Bulletins L correspondence 


8206070482 Forwards IE Insp Rept* 50-327/82-09,90-328/02-08,90-390/ 
82-16, 50-391/02-13, 50-430/02-10. 50-439/82-10, 50-510/82-05, 
50-919/82-05. 50-520/02-05, BO-52 I /92-09, 50-553/02-01, 
90-554/82-01.50-566/02-02 «< 30-567/82-02 

LONO, F. J. Division of Project Resident Programs 82/05/20, 
FARRIS, H.0 Tennessee Valley Authority 3pp, 13374.255 Z4X 
Flche 50-000. 82/05/20, 6206070402 


—8206070496 IE In#pRepis 50-327/02-09,50-328/02-00,50-390/62-16, 
90-391/82-13, 50-430/62-10, 30-439/02-10, 50-916/82-05, 
50-919/62-09, 90-320/02-09, 90-921/02-09, 90-553/02-01 , 50-994/ 
82-01,90-966/82-02 dt 90-967/62-02, If a noncompliance noted, 

L ENA HAN, J J, Division of Project & Resident Programs, 82/09/18 
9pp. 13374:250, 24X Flche, 30-000, 92/05/20, B20A070482 


8206070665 Fourth Interim deficiency rept re absence of div of 
engineering design sys to ensure issuenca pf QA procedures 
before work commences, initially reported 01 1020, Procedures 
revised Next rept by 821206 

MILL8, L K Tennessee Valley Authority 02/09/28 O'REILLY. 
Region 2, Office of Director 3pp 13390 270 24X 

Fiche 50-000, 82/03/28, 0206070669 


0206110202 Second Interim deficiency rept re review of purchase 
requisitions. Initially reported 820120 Study being 
conducted of procurement process Including all aspects of 
sys Next rept due by 020916 ^ 

02/06/01 O'REILLY, JP. 
Region 2, Office of Director Ip 13466 162 24X 

Flche 90-000,82/06/01,0206110282 


0202040147 IE Info Notice 82-15, "Natl f Icat Ion of NRC * 8vc list end. 
DEYOUNOrR.C Director's Office, Office of Inspection end 

Enforcement 82/09/28, 107pp 13426 099. 24X 

Flche: 50-000, 82/09/28. 6302040147 



DOCKETED ITEMS 


403 


Sa06ll0l59 Gecond interim deficxency rcpt re re^lnn-al quality 
engineering branch insp afc manpaueri initia lly raportatf ah 
650120 QA training campletad GS0318 St technical training 
ongoing Administrative Instruction QEB-ai 104 implemented, 

MILLS. L M Tennessee Valley Authority 82/0i»/03 O'REILLY# JP 
Region 2# Office of Director 2pp 13466 323 S4K 
FlcKe 90-000# 02/O6/O3i 9206110159 


0206210111 Fourth interim deficiency rapt re link rod assembly-Delevai 
diesels Due to const deferment final deficiency rept uiill 
net be issued pending final decision on future of projects 
Also reportable per Part 21 

WlLLSiL M Tennessee Valley Authority 03/Oii/Il O'REILLY# J P 
Region 2# Office of Director Ip 13559 3 52 S4X 
Fi c he 50-000# 02/06/ 1 1 # B2062101 1 1 


G20624O326 Part 21 rept re pneumatic actuator yoke failure List of 
other projects w/similar equipment end 

t^ILSON.A K Henry Pratt Co 62/06/10 KEPPLER# J 0 Region 3# 
Office of Director 3pp 13603 109 24X Flche 90-000# 02/06/18# 

3206240326 


6206300192 Part 21 rept re potential defect in couplings drive element 
of 05RV or DSR standby diesel generator Affected licensees 
(Jill be notified no lator than 020719 

hllLLOrL L Transamorica Delaval# Inc 82/06/23 Director's 
Office# Office of Inspection and Enforcemont Spp 13693 320 24X 

Ptche 30-000# 02/06/23# 0206300192 


DOCKET STN-S0-5g6 BLACK FOX STATION, UNIT 1 


A Appllcation/conatruction stage documents & corrospondenco 


8206090153 Generic Ltr 02-‘il to all LWR reactor plant licensees ¥< 
applicants re transmittal of NUREO-0916 relative to 
restart of RE Oinna Rept documents finding-s re cause of 
event W/o one 1 

EISENHUT#D 0 Division of Licensing 82/06/09 HAUSPURO# A 
Consolidated Edison Co of New York VANDEWALLE# D J Consumers 

pQuer Co RDOTiL D, lotiia Electric Light ■& Pouier Co 13pp 

13957 347 24X Flche 90-000# 02/06/09# 0206090153 


0 Adjudicatory correspondence 


9206040162 Foruiards JQ l^est 620927 affidavit on NRC concerns expressed 
during 020517 site visit re potential offsite environ 
Impact of erosion 8i slltatioh in areas of inclined reactor 
pressure vessel haul road from barge slip facilities 
QALLQ# J tsham# Lincoln & Beale, OALLO# J Public Service Co of 

Oklahoma 82/09/20 WOLFE# S # 8H0N# P J # PURDOM# P W Atomic Safety 

and Licensing Board Panel 2pp 1335? 230 24X 

Flche 90-956# 82/05/20# 8206040162 


— 8206040173 Affidavit of JD West on NRC concerns expressed during 820517 
sits visit re potential offsite environ Impact of erosion 
siltation in area of inclined reactor pressure vessel haul 
road leading from barge slip facilities 

WE9T#J B Public Service Go of Oklahoma 82/05/24. 3pp. 

13359 240 24X Flche 90-996# 02/05/28# 8206040162 


6206040113 Reply to A6L6 82042? order re site restoration Withdraual of 
application should be u/o prejudice Si u/ennd itions designed 
to prevent future environ harm. 

THESSIN#J K Hearing Branch 2 82/06/02 Atomic Safety and 

Licensing Board Panel 8pp 13345 330 24X Flche. 90-596# 82/06/02# 

0206040113 


--8206040116 Affidavit of G LaRoche Requirement to stabUlxe soils in 
areas listed uhere erosion has occurred urlll provide 
adequate protection for site S# surrounding area from 
detrimental environ Impacts Certificate of 8vc end 
LAROCHE# 0 Environmental Engineering Branch 02/06/02. 6pp. 
13349346 24X Flche 50-996# 02/06/02# B2060401 13 


0206210221 Memorandum order denying u/o pre judtee# appl leant 620406 
motion for termination of proceeding ti withdraual of 
application Insufficient info exists to grant motion since 
util undecided on future plans for sit* 

WOLFErG. J Atomic Safety and Licensing Board Panel 08/06/18 
Public Service Go of □klahoma 5pp 13960 '336 24X 

Flche 90-996, 82/06/18# 8206210221 


6206300032 Notice of appearance in proceeding Certificate of Bve end. 
CHANrE, 1 Hearing Branch 2 82/06/23, 3pp 13656 029. 24X 
Flche 90-956# 82/06 /23# 82O630OO32 


L Limited work author! xati on & related correspondence 


8206250361 Ack receipt of B20409 ltr re uiithdrawal of CP application 
NRC responded in timely manner tn util given TNI accident 6 
need to ensure imp 1 omenta t ion of lesson* learned from 
acc i dent 

DENraN#H fi Office of Nuclear Reactor Regulation# Director 
02/06/22 WALaKE#C Atomic Industrial Forum 2pp 13630 004 a4X 
Flche- 90-596# 02/06/22, 9206250361 


O Inspection reports# IE Bulletins L correspondence 


8202040147 IE Info Notice 02-15# "Notification of NRC " Sve list end 
DEYOUNG. R C DirBctor's Office# Office of Inspection and 

Enforcement 02/05/20 I07pp 13426 099 24X 

Flche 50-000# 02/05/Sa# 0202040147, 


8204210370 IE Info Notice 02-16# "HPCI/RCIC High Steam Flaw Get points " 
6vc list end 

JORDAN# E L Division of Engineering 6 O'Uallty Assurance 02/05/26 
103pp 13440'264 24X Flche 5 D-'QOO# 92/05/28# 8204210378 


8204210300 IE Bulletiti 82-02# '^Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PHR Plants," 

8vc list end. 

DEyQUNO#R G Director's Office# Office of Inspection and 

Enforcement 82/06/02 100pp. 139S7 IQO 24X 

Flche 90-000,82/06/02,8204210300 


0204210383 IE Info Notice 02-17# "Overpressur 1 latlon of RGB " Sve list 
end 

JORDAN#£ L Division of Engineering 6. Quality Assurance Q2/06/1 1 
106pp 13679 258 24X Flche 90-000. 82/06/1 1 # 8204210383 


6204210364 IE Info Notice 0S-1G# "Atsessmont of Intakes of Ratfioectlve 
Mail by Workers " 6vc list end 

DEYfJONO#R C Director's Office# Office of Inspectian and 

Enforcement, 02/06/11. 120pp 13679 10? 24X 

Flche 90-000# B3/06/11 # 8204210304 


DOCKET 8TN -50-597 BLACK FQX STATION# UNIT 2 


A Appllcatian/constructlon stage documents & carresponrfence 


G206090153 Generic Ltr 82-1 L to all LWR reactor plant licensees ti 
applicants re transmittal of NUnEO-0916 relative to 
restart of RE Oinna Rept documents findings re causa of 
event W/o end 

ElBENHUr# D O Division of Licensing. 82/06/09. HAUSPURO# A 
Consolidated Edison Co of fJsw York. 8TlCHNliTH#D R. laua-tl 1 inois 
Gas Electric EURSTEIN# 8 Wisconsin Electric Power Co 13pp 
13957 34? 24X Flch e: 50-000# 02/06/09# 0206090193 


0 Adjudicatory correspondence 


B206040162 Forwards JB West 820527 affidavit on NRC concerns expressod 
during 820917 site visit re potential offsite environ 
impact of erosion siltation in areas of tnclinsd reactor 
pressure vessel haul road from barge slip facilities, 

OALLO# J Isham# Lincoln & Beale. OALLO. J. Public Service Co. of 
Oklahoma. 82/05/28 WOLFB# 8 # 8H0Ni F J # PURDDM# P W. Atomic Safety 
and Llcanting Board Panel. 2pp 13359:238 24X 

Flche. 90-956# 02/05/20, 9206040162. 


— 8206040173 Affidavit of JD West on NRC concerns expressed during 820517 
site visit re potential offsite environ Impact of erosion St 
siltation In area of inclined reactor pressure vessel haul 
road leading from barge slip facilities 

WEBT#J, 8 Public Service Co of Oklahoma 62/05/24 3pp. 

13399' 240, 24X Fiche 50-556# 02/05/28, B206040162 


8206040113 Reply to AGLB 020429 order re site restoration Withdrawal of 
application should be w/o prejudice t< w/conditloos designed 
to prevent future environ harm 

THE3BIN#J. H Hearing Branch 2. 88/06/02 Atomic Safe 

Licensing Board Panel, 8pp. 13345 338, 24X Flche. 90-9f 

8206040 n 3 


—8206040116 Affidavit of Q LaRpcho Requirement to stabll 
areas listed where erosion has occurred will provide 
adequate protection for site U surrounding area from 
detrimental environ impac ts. Cert i fi cate of 8vc end. 
LAROCHE# 0, Environmental Engineering Branch. 82/06/' 
13345 34-6 24X Pichs 50-556# 02/06/02# 0206040113 



8206<2I0221 ^ order denying u/o pre judica^ appl leant 820406 

motion for tormlnation of proceadlng k withdrawal of 
application Intufflclent Info czi&tt to grant motion alnce 
util undecided on future p I ans for site 

WOLFE r S J Atomic Safety and L i c en» 1 ng Board Panel 62/06^18 
Public Service Co of akt^homa, Spp 13960 336 24X 

Flche 90-956. 82/06/16. 8206210221 


8206300032 Notice of appearance In proceeding Certificate af Sve end 
CHANGE 1 Kearing Branch 2 82/06/23 3pp 13696 02 9 24 X 

riche 90-556. 83/06/23. 820630003 3 


L Linilted wort author i zat 1 on & related correspondence 


6206250361 Ack receipt of 82040? Itr re withdrawal of CP application 
NRG responded in timely manner to util given TMI accident t 
need to ensure implementation of lessons learned from 
accident 

DENTON. H R Office of Nuclear Reactor Regu lat io-n. Director 
82/06/22 WALSKE.C Atomic Industrial Forum 2pp 13630004 24X 

Fiche 30-996.02/06/22.8206250361. 


0 Inspection reports. IE Bulletins 6 correspandefice 


8202040147 IE Info Notice 82-19, «Notlf icatl on of NRC " save list end. 
DEVOl/NOiR C Director's affice. Office -of Inspection and 

Enforciment 63/09/28 I07pp 13426 079 24X 

Flehs 50-000,82/09/28.8202040147 


0204210378 IE Info Notice 82-16. "HPCI/RCIC High Steam Flow Setpoints •• 
Sve list end 

JORDAN. E.L Division of Engineering t. (hjality Assurance. 82/05/26 
103PP 13440 364 S4X Flche 90-000.62/05/20.8204210378 


6204210380 lE Bulletin 02-02, ^’Oegradat 1 on of Threaded Fasteners cn 
Reactor Coolant Pressure Doundarg of PWR Plants ” 

Sve list end. 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 63/06/02. lOBpp 13527 150 24X 

Flche 50-000, 02/06/02. 02042 10380 


0204210383 IE Info Notice 63-17. "Overpr essur 1 lation of RCS ** 9vc list 
enc 1 

JORDAN. E I Dlvielon -of Engineering & Quality Assurance 83/06/11 
106PP 13675 256 24X Fiche 50-000, 02/06/ U, 0204310363 


0204210384 IE Info Notice 02-18. "Assessment of Intakes of Radioactive 
Matl bg Workers “ Sve list end 

D£VOUMO,R C Director's Office, Office of Inspection and 

Enforcement 83/06/11 ISOpp 13675 187. 24X 

Fiche 90-000, 02/06/11, 82042 1 0384 


DOCKET 50-998 HAAN&HAN NUCLEAR STATION. UNIT L 
S Reportable occurrences. LERs it ralatcd cerrespendenca 


8206300192 Part 21 rapt re potential defect in couplings drive element 
of D8RV or DSR standby diesel g enerator. Af f ected Itcensees 
will be notified no later than 820719 

MILLS, L L Transamerica Delaval. Ine 82/06/83, Director's 
□ fflcf, Office of Inspect ion and Enforcement 2pp 13693 328 lj4X 
r t c h i 50- 000 , 02/06 /23t 83063001 7 2 


DOCKET 90-557 MAANBHAN NUCLEAR STATION. UNIT 2 


8 Reportable occurrences, LERs 4, related correspondence 


8206300172 Part 21 rrpt re potential defect in couplings drive element 
of D8RU or D3R standby diesel generator Affected licensees 
will be n-otlfled no later than 820719 

MILLS. L L. Treniaflierica Delaval. Inc, 02/06/23 Director's 
Office, Office of Inspection and Enforcement. 2pp 13653 328 24X 

Flche 90-000, 02/06 /33, 020630017 2 


— G206300407 Forwards estimate of units to be canteled or tndef Inltelg 
deferred, per re<iue5t 

CORNELL.K Office of the Executive Director for Operations 
82/03/17 AHEARNE. J Convtiiss loners 2pp 13670 237 24X 

Flche 50-000. 02/06/07, 8206300392 


0 Inspection reports. IE Bulletins & correspondence 


8206070482 Forwards IE Insp Repts 50-327/02-07, 50-3 a 8/02 -08, 50-390/ 
82-16. 50-371/02-13. 50-433/83-10, 90-439/02-10, 50-5 1 8/82-05. 
50-517/02-09, 50-920/82-05. 90-521 /02-O9, 90-9 53/02-01. 
50-554/02-01,50-366/82-02 6 50-367/02-02 

LDNO.F J Division of Project 8< Resident Programs 82/05/20 
PARRIS, H 0 Tennessee Valley Authority 3pp 13374 253 a4J( 
Flche 90-000,02/09/20.0206070402 


—8806070476 IE Insp Repts 30-327/02-07. SO-320/B2-OO. 90-370/03- 1 6, 
50-371/82-13. 30-438/02-10. 50-437/08-10. 90-518/82-09. 

90-517/83-09. 50-920/02-05.50-921/08-09. 50-553/82-01, 50-394/ 
82-01.50-966/82-02 it 90-567/02-02 No none o<mp 1 lance noted 
LENAHAM.J J Division of Project it Resident Proprams 62/05/111 
9pp £3374 250 24X Flche 90-000. 82/05/20, 8206070402 


8202040147 IE Info Nettce 82-15, "Notification of NRC Sve Utk tnt I 
DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/05/20 t07pp 13426 095 S4X 

Fiche 50-000,02/05/28.0202040147 


B2042i0378 IE Info Notice 82-16, "HPCI/RCIC High Steam Flow Setpoints ► 
Sve list end 

JORDAN. E L Division of Engineering Qua! Ity Aasuranca 83/03/, '^0 

I03pp 13440 264 24X Flche. 90-000, 02/09/28. 8204210370 


02O421O3BO IE Bulletin 02-02, "Degradation of Threaded FaetoTiert In 
Reactor Coolant Pressure Boundary of PWR Plants '' 

Bve list end 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 02/06/02 lOepp 13527, 150 24X 

Fiche 50-000, 02/06/02, 8204210300 


8204210383 IE Info Notice 02-17, "Overpressur i lation of RC8 " Bve list 
end 

t/ORDAN,E, L Division of Engineering 6 Quality Assurance 02/06/It 
I06pp 13679i23B 24X Fiche 50-000, 02/06/ 1 i, 8204210383 


6204210304 IE Info Notice 02-18, ''Asseesment of Intakes of RadlontUyi 
Natl by Workers " 8vc list end. 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 62/06/11 120pp 13675 187 54X 

Fiche 50-000.02/06/11.0204210384 


6 Reportable occurrences. LERs It related correspondence 


8206010216 Deficiency rept re failure of Transamerica Delaval to 
promptly correct deficiencies, initial ly reported 020114 
Completion date of corrective actions delayed to 820630. 

Alio reportable per Part 21 

MILLS, L M Tennessee Valley Authority 82/09/20 O'REILLY, JP, 
Region 2. Office of Director Ip. 13300,006 24X 

Fiche. 50-000, 02/05/20, 8206010216 


8206070104 8uppltmentil final deficiency rept re race iving. thee k ing I 
controlling records, Initially reported on 011027 Final rept 
submitted on 820208 Corrective action expected to be 
complctyd on or before 020730 

MILLS, L M Tennessee Valley Authority. 82/05/23. D'REILLY. JP 
Region 2« Office of Director. ip 13368.212 24X 

Fiche 30-000, 82/09/29, 8206070104 


0206070665 Fourth interim deficiency rept re absence of d Iv of 
engineering design sys to ensure issuance of QA procedures 
before wort commences, Initial ly reported 811020 Procedures 
revised Next rept by 821206 

MILLfi.L M Tenneiite Valley Authority 82/05/28 O'REILUVi J P 
Region 2, Office of Director 3pp 13370,270 a4X 
Flche. 30-000. 82/09/28. 8206070665 


DOCKET STN-90-966 YELLOW CREEK NUCLEAR PLANT, WNIT 1 


A Application/conitructlon stage documents It c orras pond enc f 


0206300372 Addl response to FOIA request for documents re canca 1 Istion. 
postponement, termination or deferral of nuclear plant 
const since 800101. Forwards documents listed Ifi app 
FELTON, J M Division of Rules and Records 02/06/07 D0I*K 
Critical Mass Energy Project 2pp £3678 215 24X 

Flche^ 90-000. 02/06/07, 0206300392 


oecpnq interim y*r„;i*ncv T-epc re revieu, v 
requisttlene, initially reported 820120 Study being 
conducted of procurement jiroctss Including all aapoets of 
sys. Next rept' due by 020716. 

MILL8,L.M Tenneitee Valley Authority. 82/06/01 O'REILLY. J P 
Region 2*. OPficf of Director. ip 13466 1 62 24X 

Ffcht! 50^000. 82/P6/01. 8206110202; 




interim deficiency rept re reglDnal quality 
aI”! manpower, initially reported on 

" I"® 820310 6 technical training 
Sfio *!J^***‘*“''“ Instruction QED-Al 104 implemented 

nail "”**!*«. ^''thorlty 02/06/03 □'REILLY, J P 
Region 3f Office of Director. 2 pp 1 3466 ‘ 323 24X 

Fichf 90-000, 82/06/03, 02061 



DOCKETED ITEMS 


406 


8S0621093& Final deficiancg rapt re QA deflcienciei at Morgan 
Engineering! I nc» Initial reported on 620512 Contract 
u/Horgen Engineering canceled due to deferred status of 
const 

MILLS.L H Tannessee Valleg Authority 83/06/10 O'REILLY* J P 
Region 2. Office of Director 2pp 13565 173 24X 

Fichtt 5O-S661 82/06/10. 6206310536 


B206300209 Seventh interim deficiency rept for Deficiencies 2* 3# 5 tc 14 
re QA audit MaO-7. ini tial ly reported B00923 Const activities 
deferred until sufficient info compiled 

KlLLSrL K Tennessee Valley Authority 82/06/22 O'REELLV. J P 
Region 2. Office of Director tp 13634 341 24X 

FI Che 50-S66i 82/06/22, 0206300203 


DOCKET BTN-50-367 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


Q Inspection reports. IE Bulletins it correspondence 


6206070482 Foruardi IE Insp Repts 50-327/02-09, SO’'320/B2-OB. 30-390/ 
02-16. 50-391/82-13. 30-438/82-10. 50-439/02-10. 30-318/02-03. 
50-519/02-03. 50-320/82-03,30-521/82-05. 50-353/82-01. 

SO-SS 4/02-01 1 30-566/82-02 «< 30-367/62-02 

LONG. F J Division of Project & Resident Programs 82/05/20 
PARRIS. H 0 Tennessee Valley Authority 3pp 13374 23S 24X 

FIth* 90-000, 82/03/20. 8206070402 


— B206070496 IE Insp Repts 30-327/82-07,30-32 0/02-00.30-390/82-16. 
90-391/02-13, 30-430/82-10, 30-439/02-10. 50-910/82-03, 

50-919/62-05, 50-520/02-05. 50-521 /02-OS. S0-953/B2-01, 50-554/ 
82-01.50-566/02-02 81 50-567/82-02 No none ompl xance noted. 

LENAKAN. J J. Division of Project ti Resident Programs 82/05/18 
9pp 13374 250 24X Flche 50-000,82/05/20.0206070402 


9202040147 IE Info Notice 82-19, ‘'Notification of NRC. «’ Bve list end 
DEYOlWOrR C Director's Office. Office of Inspectien and 

Enforcement 02/05/20 107pp. 13426 093 24X 

FleJie 50-000.82/09/20,8202040147 


8204210370 IE Info Notice 62-16. "HPCI/RCIC High Steam Floy Setpoints " 
Sve list end 

JORDAN. E L Division of Engineering U Quality Assurance. 02/03/28 
IDSpp 13440 264 24X Flche 90-000,82/09/20.9204210378. 


6204210380 IE Bulletin 02-02. “Degradation of Threaded Fastaners in 
Reactor Coolant Pressure Boundary of PWR Plants “ 

0VC list end 

DEYCMJNO.R.C Director's Office, Office of Inspection and 

Enforcement 82/06/02. lO0pp 13927 130 24X 

Flche. 90-000. 02/06/02, 0204210300 


82042103B3 IE Info Notice 02-17, “Overpressur i xatlon of RC8 “ Sve list 
■ nc 1 

JORDAN. E L Division of Engineering <( Quality Assurance. 92/06/11 
106pp. 13679.230 24X Flche’ 30-000. 02/06/1 1, 0204210303 


8204210304 IE Info Notlca 02-10, "Assessment of Intakes of Radioactive 
Hatl by Workers " 0vc list end 

DEYCKJNO. R C Director's Office. Office of Inspection and 

Enforcement 02/06/11. 120pp 13675 109 24X 

Flche 90-000,02/06/1118204210304 


6. Reportable occurrences. LERs S. related correspondence 


8206010216 Deficiency rept re failure of Transamerlca Delaval to 
■promptly correct def idendesi ini tial ly reported 820114 
Completion date of corrective actions delayed to 820630 
Also reportable per Part 21. 

HILLS, L.M Tennessee Valley Authority. 82/03/20 Q'RElLLY, JP. 
Region 2. Office of Director Ip 13300 086 24X 

Fiche 90-000,82/09/20,8206010216. 


8206070104 Supplemental final deficiency rept re receiving, chedclng ^ 
controlling records, initial ly reported on 811027. Final rept 
submitted on 020200 Corrective action expected to be 
completed on or before 620730, 

MILLS, L M Tennessee Valley Authority. 82/05/29 Q'REILLVj J P. 
Region 2, Office of Director, Ip 13360,212 24X 

Flche 30-000, 02/03/29. 0206070104, 


8206070669 Fourth interim deficiency rept re absence of div of 
engineering deeign sys to ensure Issuance 0 f QA procedures 
before uork c ommences, Ini tial ly reported 01 1020. Procadura* 
revised. Next rept by B21206 

MILLS, L M. Tennessee Valley Authority 02/09/29 O'REILLY. J P 
Region 2, Office of Director 3pp 13390 270, 24X 

Flcha 90-000, 82/09/28. 0206070669. 


S206110282 becohd interim deficiency rept re review of purchase 
r equi «< tlonsr initial ly reported 920120 Study being 
conducted of procurement process including all aspects of 
sys Next rapt due by 62091-6 

MILLS.L H Tonnessae Valley Authority 82/06/01 □■'REILLY. J P 
Region 2, Office of Director Ip 13466 162 24X 

Flche 50-000> 92/06/01.82061 1 028 a 


8206110159 Second interim deficiency rept re regional quality 
engineering branch tnsp ofe manpou/er, initla 1 ly reported on 
020120 QA training compLeted 920318 l< technical training 
ongoing Admin i gtratlve Instruction QEB-Al 104 implemented 
MILLS.L M Tennessee Valley Authority 02/06/03 O'REILLY, J P 
Region 2, Office of Director 2pp 13466 323 24X 

Flche 50-000. 02/06/03,92061101^9, 


0206210536 Fina 1 deficiency rept re OA deficiencies at Morgan 
Engineering. Inci initial ly reported an 820512 Contract 
u/Morgan Engineering canceled due to deferred status of 
const 

MILLS. L M Tf-nnessee Valley Authority 82/06/10 0 'REILLY. J P 

Region 2, Office of Director 2pp 13565 173 24X 

Flche 50-966. 92/06/10.9206210536 


6206300203 Seventh Interim deficiency rept for Deficiencies 2.3.5 14 

re QA audit M90-7i ini t iai 1 y reported 000923 Const activities 
deferred until sufficient info complied 

MILLS. L M Tennessee Valley Authority B2/06/22 □ 'REILLY, J P 

Region 2. Office of Director. Ip 13654 341 24X 

Fiche 50-966.82/06/22,8206300203 


DOCKET 8TN-50-9 73 KD-RI. UNIT 2 


S Reportable occurrences. LERs related c nrrespondenca 


8206300192 Part 21 rept re potential defect In couplings drive element 
of D0RV or DSr standby diesel generator Affected licensees 
uill be notified no later than 820719 

MILLS.L L Transamerica Delaval. Inc 82/06/23 Director's 
Office. Office of Inspection and Enforcement 2pp, 13693 329 C4X 
Flche 50-000. 82/06/23,9206300192 


DOCKET BTN-9O-S92 PALO VERDE NUCLEAR BTATIOM, UNIT 4 


A AppLlcatlon/conetruc tion stage documents & correspondence 


8206100004 Informs of latest developments re possible fault scarps in 
area of station, as fallouup to util 820610 Itr to NRC 
Excavations showed positive evidence that faulting could not 
be cause of scarpe. 

VAN BRUNT. E.E Arltana Public Service Ce 02/06/16 DENTON. H « 

Office of Nuclear Reactor Regulation, Director 4pp 13931 360 
24X Fiche- 90-9201 02/06/16. B206I80004 


DOCKET 8TN-90-393 PALO VERDE WJCLEAR STATION, UNIT 9 


A Appl Icatlon/c onftr uct ion stage documents I, correspondence 


92061600D4 Informs of latest developments re possible fault scarps in 
area of station, es follouup to util 620610 Itr to NRC 
Excavations showed positive evidence that faulting could not 
be cause of scarps, 

VANBRUNTiE E, Arliona Public Service Co 02/06/16 DENTON. H R 
Office of Nirclear Reactor Regulation. Director. 4pp. iOSSl 360. 
24X Fiche^ 90-920,82/06/16. 8206180004 


DOCKET STN-BQ-a*?? CARROLU FACILITY I 


0 Inspection reports. IE Bulletins 1. correspondence 


B202040147 IE ln.fo Notice 02-15. "Notification of NRC " Bve list and 
DEYCHiN9,R C Director's Office. Office cf Inspection and 

Enforcement 02/05/28 I07pp 13426 093 24X 

Fiche. 30-000. 02/09/28. B202040147 


0204210370 IE Info Notice 02-16. "HPCI/RCIC High Steam Flow 0atpotnts. 
Bve list end 

JORDAN. E L Division of Engineering b Quality Assurance 8S/05/2B 
I03pp 13440 264 24X F iche. 50-000. 92/03/20. 0204310370. 


0204210300 IE Bulletin 92-02. ^’Degrada t ion of Threaded Fasteners in 
Reactor Coolant Pressure Boundary of PWR Plants “ 

Sve list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lO0pp 13527:150. 24X 

Flche 90-000. 92/06/02 p 0204210300. 



406 


DOCKHTED ITEMS 


8a04l2l03e3 le IniPo NotlcB- ag-l/. "Ov*rpr««sur tiatlon af RCS " Svc list 

JORDAWjE L Division of engineeTlng fc Gualttij Assurance 82/06/11 
106PP 13675 253 24X Fich* gO-QOOi 82/06/11.8204210363 


8204210384 !£ Info Notice "Atsessriiffnt of lnt4lcs of Radioactive 

Matl bij Workers " Svt litit end 

DEYDUNO.R C Dtrector-'e dfflcei Office of Inspection and 

Enforcement 82/06/11 I20pp 1367 5 139 241C 

Fit he 50-000. 82/06/11. 6204210364 


DOCKET 6TN-50-600 CARROLL FACILITY 11 


Q Inspectitjn repoTts. I£ Bulletins !i correaf andtnee 


B202040147 IE Info Notice 62-15, "Notification of NR.C " Svc list end 
DEVOUNdi R C. Director's Office* Office of Inspection and 
Enforcement 82/05/23 I07pp 13426 095 24X 

Flche 30-000i 62/05/26.8202040147, 


6204210370 IE Info Notice 62-16. “NPCl/RCIC High Steam Flow Setpoints " 
Svc list end 

JORDAN. E L Division of Engineering h Quail ty Assurance 62/05/23 
I03pp 13440 264 24X F I che. 50-000* 62/05/28. 8204210376 


B2042103BO IE BuLlatln 62-03. "Degradation of Threaded Fasteners in 
Reactor Coolant Pressure Boundarij gf PI4R Plants " 

Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/06/02 lOBpp 13527 ISO 24X 

F i c he. SO-000* 82/06/02. 62042 10380 


92042103B3 ]E Info Notice 82-17. "Overpressor tiat ion of RCS Svc list 
end 

JORDAN. E L Division of Engin«trin$ V Quality Assurance 82/06/1 J, 
106pp. 13679.258 24X Fiche 50-000.62/06/11.8204210383 


8204210384 IE Info Notice 62-16* ''Assessment of Intakes of Radioactive 
Hatl by Workers " Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/06/ 1 1 ISOpp 13675 107 24X 

Fiche 30-000.82/06/11.6204210364 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0 OOB BATTELLE MEMORIAL INSTITUTE. COLUMBUS. OH 


8206070206 Responds to 620330 Itr requesting exemption fT«iq 
10CFR70 50ie> for 12 g of U-23S Safeguards Amend MPP-1 to 
License 6NN-42 revised by adding neut license condition 
EVANS. L J Fuel Facility Safeguards Licensing Branch 82/04/07 
KELLY, J W Babcock 6 Wilcox Co Jp 13496 076 


6206010169 Responds to 611111 Itr Acceptance of NRC-R SNK ectsLt 
author! fation for areas In luhlch only encapsulated fuel Is 
located uilll become effective upon receipt 1. approval of 
amend to current physical protection plan 

EVANS. LJ Fuel Facility Safeguards Licensing Branch 02/04/26 
CORDANI.R A Babcock & Wilcox Co 3pp 13319 26G, 


8206040170 Forwards IE Safeguards Insp Rapt 70-0027/82-07 on D204M-C7 
No noncompliance noted 

GIBSON. A F Division of Engineering & Technical Programs 82/04/27 
ECKERT.J P Babcock 8< Wilcox Co 3pp 13397 114 


— 5206040176 IE Safeguards Insp Rept 70-0027/82-09 on 920409-09 Hi 
tioncompliance noted Major areas Inspected facility 
or gani xatlon. mgt of matls control sys.recards Bt repta 6 
shipping It receiving Details withheld (ref 10CFR2 7901 
JONES.DW . LANKFORD.J B . RICHARDS. D L Division of Eng ine«rlP| I 
Technical Programs 62/04/29 Spp 13357 116 


6206070274 Forwards Region 2 Incident response plan did Har 1902 Plih 
issued as Suppl 2 to NUREO-0845. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o encl 
STOHRiJ P Division of Emergency Preparedness & Operational Gufpei't 
82/05/12 ECKERT.jp Babcock It Wilcox Co Ip. 13368 2f2 


9206070594 Porwards IB Insp Rept 70-0027/82-06 on 030426-30 No 
nuncompUance noted 

GIBSON.A P Division of Engineering & Technical Program, 03/C9/LI 
ECKART.J P Babcock 6 Wilcox Co 2pp 13371 356 


— 9206070614 IE Insp Rept 70-0027/82-06 on 820426-30. Wo noncoap 1 1 S'lc* 
noted Major areas inspected exposure control* radiation 
protection procedures, posting It label ing. not if Icat ian 6 
repts 6 instruments 6 equipment 

WRAY.J R . BARR. K P Division of Engineering It Technical Proireet 
62/05/ 13 6pp 13371 350 


82062 50250 Forwards IE Safeguards Insp Rept 70-0027/82-08 on GaOtl9'7J 
No noncompliance noted 

OIBSON.A P Division of Engineering It Technical Progress n2/05/*''9 
ECKERT.jp Babcock & Wilcox Co. 2pp 13613.056 


0206010093 Informs of 10CFRI70. Category 13 fee requirement for B20324 
request for approval of route to be used for shipment of 
spent fuel to Pleasanton, GA 

MILLER. W 0 License Fee Management Branch 62/05/24. EHSWILER.T. 
Battelie Memorial Institute. Columbus Laboratories Ip. 13331.222 


DOCKET 70-0011 ARKV. DEPT OF, ABERDEEN* tID 


8206290061 Discusses IE Insp Rept 70-0011/02-01 conducted on 820525 No 
noncompl lance -noted. Major areas i nspec ted, a ctivltles re 
Pu/be sealed source, sowrc e 

MARTIW. T. T Division of Engineering & Technical Programs 82/06/22. 
EICHELBEROER.R Army* Dept of 2pp 13634 352 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP , CANQOA PARK, CA 


—8206250256 IE Safeguards Insp Rept 70-0027/SS-0B on 820419-22 Ne 
noncemplianct noted Major areas inspected . measurement 


control program. Inventory verification & independent 

insp effort Details withheld (ref iOCFR73 211 

SABADOSrJ w . MCALPINE. E J Division of Engineering A Technical 

Programs 02/OS/2B 2pp 13613.050 


8206160056 Advises that expandltures required fur review of eainl rr 
access author Izetlon less than fee paid Div of Accounting t 
Finance will refund balance 

MILLER. W □ License Fee Management Branch B2/06/04 CORDAN]*Rf 
Babcock Wilcox Co Ip 13570 102 


62062S00B9 Amend 16 to BhW 1 icense, author Ixing startup Sf liellfd 
operation of new Research Reactor Fuel Element FeciHty 
PAOE.R 0 Uranium Fuel Licensing Branch. 62/06/18 KELLV,J, M 
Babcock «( Wilcox Go Ip. 13630 341 


6206010705 Confirms 020112 tclcon re effective dates of certain license 
conditltins transmitted by NRC 811230 Itr Page 4 of En-cl B to 
611230 Itr rewritten to Include effective ditee Enel Page 4 
withheld (ref 10CFR73 21 K 

EVANS, L.-J Fuel Facility Bafeguarits Licensing Branch 82/01/26. 
REMLEYiM E Rockwell International Corp, Ip 13331*315 


—'0206260073 Safety evaluation supporting Amend 16 to License 

KETZLACH.N , CROH,W T Uranium Fuel Licensing Branch 82/06/13 
3pp, 13610 342 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC. * ATTLEBORO* MA 


DOCKET 70-0027 BABCOCK & WILCOX CO . LYNCHBURO. VA 


9206040492 Requests submission of updated listing of const-related 
activities which will not be completed by 620627 re upgrade 
physical protection p Ian. Response due by 620415 

EVAN8. L J Division af Safeguards 82/03709 CORDANI.R A Babcock 
& Wllcax Co Ip 13371 346 


0306020227 Advises that peg* changes submitted 620219 tu physical 
protection plan are consistent w/provtsiuns of 
I0GFR70 32(e>- Pages will he inserted Into plan as disertbad. 
EVANS* L J Fuel Facility Safeguards Licensing Branch, 02/03/23. 
G0R0AN1,R A, Babcock It Wilcox Co. ip 13340 202 


8206090249 Requests termination of License 8NM-23 release «f 
areas for general use One overslxe figure end. Aperture card 
Is available in PDR. 

EHERMAN. F L , 8CHWENBFEIR, R, Texas Instruments* Ire, 02/05/17 
PAGE. R 0 Uranium Fuel Licensing Branch. 114pp lS45S’0dt 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC,* MINOaPR, CT 


I J * -...-imw vr or i-icens* upnox-cinn o. « nr mmsTi* rr- 

to License 0MN-a3, Requests submittal of measured discard L 
inventory diffirence data on monthly bails 

Facility Safeguards Licensing Drench 02/02 /-irl 
E9RRID0E.H Combustion Engineering. Inc. Ip, 13331 S83 



DOCKETED ITEMS 


407 


S20610037& hfoti f ication of contract axecutian i Mad 1 to "Et/^ re C-E 
SNM License SNM-33 Renewal Action " Contractor adene® 

App 1 1 cationsi Inc 

htAIRSTONi C j FLEENORr C Technical Assistance Contracts Qranch 
NRC-02“81-060 02/03/20 DAVIS, J , LOVEEN, P. 0^»fica of Nuclear 

Haterial Safety Se 8af egua rd Si D1 rec tor Ip 13469 263 


— 6206100306 Hod !■ extending period of performance to G2 0930, to "ElA re 
C-'E SNH License SNH-33 Renewal Action *’ 

FiNDLEViD E gcience Applications, Inc HAOAN, T Division of 
Contracts NRC-02-'e 1-060 02/05/20 Ip 13469 264 


0206140267 Requests that amend to License 6Nri-0D33 be processed to 
incorporate radiological contingency plan as license 
cond i tion 

FtSHERrF D Uranium Fuel Licensing Drench, 0S/O6/OB CRDiii U T 
Uranium Fuel Licensing Branch Ip 13507 072 


^"8206140272 Safety evaluation supporting prapoesil amend to License 
SNiK-oa33, incorporating radiological contingency i>lan 
DECKER,! fi , FIBHER,F D Uranium Fuel Licensing Branch 02/06/08 
4pp 13507' 073 


B206290009 Amend 0 to C-E 1 icense, revis ing Condition 12 & adding 
Condition 24 to Incorporate radiological contingency plan 
dtd 620127 

PAOErR 0 Uranium Fuel Licensing Branch 02/06/09 UrCHTENDERQER 
Combustion Engineering, Inc 2pp 13661 090 


—8206290013 Safety evaluation supporting Amend 8 to License fiNM-0033 
DECKER, T R , FISHER, F D Uranium Fuel Licensing Branch 02/06/09 
3pp 13661 100 


DOCKET 70-0123 PENNSYLVANIA, UN IV OF, PHILADELPHIA, PA 


6206290170 Discusses IE Insp R«pt 70-0123/62-Oi conducted on B2D511.No 
none omp Hence noted Major areas Inspected activities re 
Pu/Be sealed sources 

HARTiNi T T Division Of Engineering i, Technical Program* 02/06/22 
THOMAS, J H Pennsylvania, Univ of 2pp i3634 314 


DOCKET 70-0135 BABCOCK HILCOX CO. , APOLLO, PA 


0206070539 Forwards detailed description of methods employed It results 
of measurements of residual high enriched U Par facility 
Enel assessment serves as overcheck of high enriched U 
holdup valves determined by D6H. 

MARTlNiT T Division of Engineering It Technical Programs 02/05/13. 
CARLSON, R V Babcock It Hllcox Co 23pp 13374:044 


6206110030 Forwards Amend 12 to License SNM-MS Amend eliminates Air 
Sampling Station 4 It removes requirements far determinat ion 
of particle slxe It solubility in environ air samples Safety 
evaluation end, 

PAOErR 0 Uranium Fuel Licensing Drench B2/O5/20 AUSTIN, M A 
Babcock It Hllcox Ce, 2pp. 13493 126 


—9206110031 Amend 12 to License 8NM-145, el im inat Ing Air Rampling Station 
4 St removing requirements for determinati on of particle sire 
It solubility In environ air samples 

PAGE, R 0 Uranium Fuel Licensing Branch 03/05/20 7pp. 

13493. 120 


- -9206 110035 Safety evaluation supporting Amend 12 to License sNH-145, to 
eliminate particle size It solubility analyses on U collected 
from environ air monitoring stations 

NIXON, W A Uranium Fuel Licensing Drench. 02/09/28 3pp. 

13493 135 


6206290455 Ac k receipt of B206D1 Ur informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0135/02-04 
MARTIN, T.T Division of Engineering It Technical Programs 62/06/22 
CARL8QN,R. y Babcock It Nile ox Co Ip 13632:353 


— 0206290459 Responds to NRC 020514 Ur r* violation noted in IE Insp 
Rept 70-0135/02-04 Corrective actions schedule established li 
implemented for timely completion of evaluation of all 
permanently mounted air samplers 

ALfSTlNtMA Babcock It Wilcox Co 02/06/01, MARTIN,!. T Division 
of Engineering l< Technical Programs Spp 10632 394. 


DOCKET 70-0143 NUCLEAR FUEL gEnVlCES, INC , ERWIN, TN 


0206020225 Requests listing of const-related items which cannot be 
provided according to original schedu le, alternative measures 
meeting regulatory requirernent for each listed item L 
revised schedule 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/02/05 
MICHEL, C J Nuclear Fuel Bervlces, Inc isufas. of Getty Qll Co ) 
ip 13340 201 


8206010104 Responds to 820100 It 11 Itri re revisions to Chapter 9 0 L 
App D of fundamental nuclear mat! control plan. Revised 
License Condition 2 1 of Bafego*rds Amend MPP-1 end 
EVANS, LJ Fuel Facility Safeguards Licensing Branch a2/02/00 
HENSLEY, K D Nuclear Fuel Gerylces, Inc (subs, of Oetty Oil Co ) 
2pp. 13319 2A4 


0206020217 Requests revised Section 11 of upgrade physical protection 
plan containing Info outllfied in lOCPRH 11 Applications 
for access author i ta tions must be submitted within 60 days 
«fteT amend approval 

EVANS, LJ Fuel Facility Safeguards Licensing Branch 02/02/17 
MICHEL, C J Nuclear Fuel Services, Inc, (subs of Oetty Qll Co ) 
ip 13340 199 


0206020007 Notifies that submittal time for upgrade physical protection 
plan has been extended until 020315. 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/02/26 
MICHELi C J Nuclear Fuel Services, Inc, (subs of Getty Qll Co 1, 

Ip 13332 360 


0206020190 Responds to 020219 Itr transmitting Revision 33 to Chapter 
1 0 of fundamental nuclear matl control plan Licenses 
Condition 2 I of safeguards Amend MPP-1 to License 8NM-124 
revised to incorporate revision, 

EVANS, L J Fuel Facility Safeguards Licensing Branch 92/03/24 
HENSLEY, K Nuclear Fuel services, Inc (subs of Oetty Oil Co ) 

2pp 13340 175 


0206090199 Responds to 020301 Ic 02 Itrs transmitting ravisions to 
fundamental nuclear matl control plan Chapters 3 0 t< 4 0 
License Condition 2 1 of Amend MPF-1 to License 8NH-124 is 
revised 

EVAN0, L J Fuel Facility Bafaguards Licensing Branch 62/04/05 
HENSLEY, K Nuclear Fuel aervices, Inc (subs of Getty OIL Co. 1 
2pp 13454 359 


9206010704 Notifies that 020106 request for exemption from regulation 
re waste ihipments acceptable Exemption being Incdrporated 
in form of new License condition 6 7 to Amend MPP-*! to 
License BNI1-i24, effective immediately 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/09/01 
HENSUEYiK. D Nuclear Fuel Services, Inc (subs of Oetty Oil Co } 
2pp 13331 204 


0206010712 Advises that 020416 Amend 1 to physical protection plan 
should be revised to provide acceptable control over matl 
contaml nated u/lou levels of SNM Enel safeguards info 
withheld (ref tOCFR73 211 

EVANB* L J Fuel Facility Safeguards Licensing Branch 02/09/07 
MICHEL, C J. Nuclear Fuel Services, Inc (subs of Getty OH Co.). 
Ip 13331 314 


0205200309 Ack receipt of B20416 Ic 20 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
70-0143/02-95 I, 70-0143/02-09 

OIBSONiA F. Division of Enpinetring & Ttchnlcal Programs. 02/05/10. 

MANSER, H.C, Nuclear Fuel Bervices, Inc (subs, of Oetty Oil Co, } 

Ip, 13203 326 


— 02O5S8O396 Responds to HRC B2030B Itr re violation noted in IE Insp 
Rept 70-0143/02-05 Corrective act i ons’ process control uilll 
be attempted to reduce airborne concentrations in tube 
cleaning room 

MAN6ER, W. C Nuclear Fuel Services, Inc (subs of Oetty Oil Co. > 
82/04/16. 0ID8DN,A F. Division of Engineering 6 Technical 
Programs 3pp 132631327 


— 6209200404 -Confirms 020405 tslcon agreement to alloui 14-dey extenslori 
for liceniee response to IE Insp Rept 70-0143/02-09. 

MAHSER,W € Nuclear Fuel Services, Inc. (subs of Oetty Qll Co, ), 
02/04/05, GIBSON, A, F. Division of Engineering It Technical 
Programs Ip 13203 33D 


—0203200410 Forwards IE Insp Rept 70-0143/02-05 an 020201-09 It notice of 
vi Olatlon, 

GED0ON, A F Division of Engineering 6 Technical Programs 
82/03/00 MANSER, W.C. Nuclear Fuel Services, Inc (subs, of Ortty 
Oil Co } Spp. 13203- 331. 


— 0209200413 Notice of violation from insp on 020201-09 

e Region a. Office of Director. 02/03/00 Spp 13283 333 



— B2052a042l IE Imp R«pt 70-0143/82-09 cn 090201-09 Moncomplkanc* ncted 
uttkiv average cortccntrat tuna of airborne U evceeifed S5X of 
IOCFR20, App 94 Table li Column I renulrementf 
KAHLE^J B • BARRiK P Dtviaion of Engineering It Technical 
Progranii 9S/03/09 9pp. 10293 335 


820A070403 Forward! IE In*p Ript 70-0143/B2-1 5 on 820419-23 No 
noncomp 1 Lance noted 

OIBSONiA F Region 2r Office of Director, B2/05/11 HANSE1*»W C 

Nuclear Fuel Gervlcesi tn< Isube of Oettij Oil Co 1 2pp, 

13371: 269. 


—8206070404 IE In!p Rept 70-0143/82-15- on 820419-23 No noncomp 1 lance 
noted Major areas i nspe c ted. p ac kag i ng & transportation of 
radioactive matls 

KAW-EjJ B Division of Engineering h Technical Programs 
62/09/10 epp 13371 271 


8206040394 Forwards IE Safeguards Imp Rept 70-0143/B2-14 on 820419-22 
Mo noncompliance noted 

OlBSONiA F Division of Engineering h Technical Programs 82/05/12 

KANSERiU C Nuclear Fuel Serviceti Inc Ciubi of Getty Oil Co } 

Spp 13350 347 


— B20604O359 IE Safeguards Imp Rept 70-0143/82-14 on B204 19-22 No 
noncDop Lianc » noted. Major areas Insptcted.Mtasur enantsi 
meaiureinent control prograni Indepandent Insg effort h 
previous iTisp follauup Details siLtllibeld (ref 10CFR2 790) 

BATESi xJ U i MCALPINEiE J Division of Engineering & Technical 
Programs 92/05/11 Ip 13350 349 


8206070285 Forwards Region 2 incident response plan dtd Mar 19S9 Plan 
Issued as Buppl 2 to NURE<}-0845i "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency R/o end. 

6TOHR4 J P Division of Emergency PTtparednees 8( Operational Support 
82/09/12 HANSERi U. C Nuclear Fuel Btrvicesr Inc (subs, of Oettg 
Oil Cd ) Ip 13368 242 


BSD6010D19 Advises that Condition 91 of 790316 renewed license to 
NF8» Inc changed to remove rtRui rements that Pu facility be 
d tconteminated k dec own! ts lone d by 820731 

NIXONiM A Uranium Fuel Licensing Branch 82/05/19 Uranlun Fuel 
Licensing Branch Ip. 13319.351 


8206010071 Rtvites Condition 489 tc excludi Bldg 3i0 froa 250 ft 
requirement b state that hydrant will be located 300 ft from 
bldg Adequate hoses will be provided to reach all areas 
NIXON4 H A. Uranium Fuel Licensing Branch 92/09/19 Uranium Fuel 
Licensing Branch Ip 13331 239 


8206170163 PNO- 11-02-063 on 8206001 reporter for Knoxville Journal 
contacted Region 2 requesting confirmation re inventory 
differences reported on G2D121 j 0325 b 0527 at NFS NRC 
declined to confirm or deny data 

CLARK. K K 4 OILLILAND, J T Region 2. Office of Director B2/06/0fl 
Ip 13534 039 


8206220405 Ack receipt of 820430 Itr informing NRC of stops taken \o 
correct violations noted in IE Insp Rept 70-0143/01-04 
O'REILLY, J P Region 2. Office of Director 02/06/11. MANBEftiWC 
Nuclear Fuel Services. Inc (subs of Oettg Oil Co ) Ip 
13578 097 


—8206220407 Responds to NRC 011231 Ur re violations noted in IL tn»p 
Rept 70-0143/81-04 Corrective actions contamination -control 
program mod if led, health b safety personnel added b 
respiratory protection program upgraded 

MANSER, W C Nuclear Fuel Services, Inc (subs nf Oetty □! 1 Co ) 
82/04/30 O'REILLY, J P Region 2, Office of Director lOpp 
13570 090 


DOCKET 70-0182 NAVY. DEPT OF, BETHESDA, MD 


8206290074 Discusses IE Insp Rept 70-0102/02-01 conducted on 920526 No 
noncomp 1 lance noted Major areas inspected activities re 
Pu/be sealed sources 

MARTIN, T T Division of Engineering b Technical Programs 02/06/22 
MORGAN, J J National Naval Medical Center Bethesda, HO 2pp. 

13635 236 


DOCKET 70-0241 BUC KNELL UNtV , LENISBURO, PA 


82062102B9 Discusses IE Imp Rept 70-0241/02-01 conducted on 020429 Ko 
noncomp 1 lance noted. Major areas Inspected review of 
activities re Pu/beryllium sealed sources 

MARTIN. T T Division of Engineering b Technical Programs 92/06/16 
O'BRIEN, D Bucknell Univ 2pp 13959 121 


DOCKET 70-0258 ILL I NO IB, UNIV. OF, URBANA, IL 


6206200047 Ack receipt of application for renewal of License 9NM-B3A 
dttf 820525 License shall remain in effect until application 
for renewal hes been finally determined by Commission 
SOONO.A L Uranium Fuel Licensing Branch 82/06/09 HANDEL* M 
Illinois, Univ of, Urbana-Champaign. Ip. 13630 354 


6206070696 Forwerds IE Insp Rept 70-0143/82-17 on 820504-07 No 
noncompliance noted 

OtBBONrA F Division of Engineering b Technical Programs B2/05/L9 

KANBERfU C Nuclear Fuel Bervlces. Inc. (subs, of Oetty Oil Co. ) 

2pp. 13390:345 


--B206070663 IE Insp Rept 70-0143/02-17 on 820504-07 No noncomp liance 
noted. ftajor ereae Inspected* oparati one, training , nuc leer 
criticality safety* safe ty comnittses b licensee event 
followup 

CORVELL, 0. P . HCALPINE, E J Division of Engineering b Technical 
Programs. 82/05/iB Spp 13390 347. 


820609029-4 Amend 14 to Nuclear Fuel Svcs# Inc 1 1 ceitstj revising Condition 
51 to require completion of decontamination b 
decomirii ssloni ng of U-233 facilities by 820731 

PAGE. R O Uranium Fuel Licensing Branch 82/05/19 Ip 13455:115 


0206070469 Ack receipt 0# IE Insp Kept 70-0143/82-12 No proprietary 
infu 

HAN8ER, N C. Nuclear Fuel Services, Inc Csvbs of Oetty Oil Co }, 
82/05/24 GIBSON, A. F Division of Engineering b Technical Programs 
Ip 13375 023. 


9206100426 Issues Amend 16 to License 8NH-124i authorliing uit of 
finishing unit in Bldg 110 not esceeiflng batch limit of 
3 kg LI-235. 

PAGE, R. G Urenlum Fuel Licensing Branch 92/05/20. NICHEL* C. J 
NUS Corp Ip 13458 399. 


DOCKET 70-0260 GETTYSBJRO COLLEGE. GETTVBBURO, PA 


8206290332 Discusses IE Insp Rept 70-0268/62-01 conducted on 02<]427 Ho 
nancompltance noted Major areas inspected outer end cap 
welds on Pu/Be sealed sources 

MARTIN, T. T Division of Enginstring b Technical Programs 83/06/22 
NORDVALL.R C Gettysburg CoUtge 2pp, 13632 339 


DOCKET 70-0296 FAIRLEIOH DICKINSON UNIV , TEANECK, NJ 


8206240292 Discusses IE Insp Rept 70-0296/02-01 conducted on 020604 
No noncompllance noted. Major areas inspected' activl ties re 
Pu/Be sealed sources b visual exam u/uipe samples of end cap 

weld area 

MARTIN, T T Division of Engineering b Technical Programs. 92/06/21 
ARTHUR, D H Fairlelgh Dickinson Univ 2pp. 13597.037. 


DOCKET 70-0343 RUTGERS STATE WIV. , NEW BRUNSWICK, NJ 


0206290337 Discusses IE Insp Rept 70-0343/02-01 conducted on 820512 Na 
noncomp liance noted Mejor areee inspected' outer end cap 
welds on Pu/Be sealed sources 

MARTIN, T T Division of Engineering b Technical Programs 02/06/22 
OCHS.R F Rutgers, New Jersey, State Untv of, Busch Campus 2pf. 
13632*324 


— 0206100480 Safety evaluation eupporting Amend 16 to License 8h9i-124j 
authoriiing use of finishing unit In Bldg 110 
NIXON, W A Uranium Fuel Licensing Branch 82/05/28 2pp 
13458. 360 


8206220338 Ack receipt of 
info. 

MANSER, W C. Nucleer Fue 
92/06/0 1 or BSON. A F. 
13902 077. 


IE Insp Rept 70-0 14 3/82*- 1 5. Ko proprietary 

1 Services, Inc. (subs of Getty Oil Co ). 
Region 2, Office of Oireeter. Ip. 


^KET^O-0355 NATIONAL AERDNAUTICB b aPACE ADMIN , CLEVELAND, OH 


8206210345 Identifies Indlviduelt discussed in IE Insp Repts 
30-03302/02-02 b 70-0355/81-01 for Licenses 29-04236-01 b 
Persanelly identifiable info deleted 
Svlir™!;'*!? - Nq Detailed Affiliation Given. S2/06/2I 

KINNEMAN, J D Region I, Office of Director ip 13564^224 



DOCKETED ITEMS 




DOCKET 70-0356 NUCLEAR RESEARCH CDRP i DOVER. NJ 


G206030102 Porwards IE Insp Repts 30-05302/82-03 70“0396/B2''0a on 

32051? of activities under Licenses 29-04 236-01 8* SNM-331 
No nonco^p 1 lance noted 

KARTiNi T T Division of Engineering t< Technical Programs 03/05/2& 
CODLEY. J Nuclear Research Corp 2pp 13337 111 


--B206030105 IE Insp Repts 30-0 S3 02 /Q 2 -03 & 70-0356/82-03 on 820519 No 
noncomp 1 lance noted Major areas Inspected survey for 
residual contamination it radiation U removable activity of 
pipes prior to release of facility for unrestricted use 
FRiEDMANiL F . KINNEMAN.J D Division of Engineering it Technical 
Programs 82/05/26 9pp 13337 H3 


DOCKET 70-0364 UABCOCK It WILCOX CO.. APOLLO. PA 


B206O30289 Foruards revised License Gondltlon 3 1 1 of Safeguards AMend 
MPP-1 to License SNM-4l4i per licensee 8S0226 Itr 
transmitting revised pages to Pu decommlssi onlng fundamental 
nuclear matl control plan 

EVANS.L J Fuel Facility Safeguards LiconsLng Branch 82/04/30. 
AUSTIN. M A DahcDck St Wilcox Co 2pp 13361 320 


820607053? Poruiards detailed description of maihods employed t< resulta 
of measurements of residual high enriched U for facility 
Enel assessment serves as ovarcheck of high enriched U 
holdup valves determined by D6W 

martin. T T Division of Engineering 8t Technical Programs 82/05/13. 
CARLSON. R V Sab cock It Wilcox Co 23pp 13374*044 


DOCKET 70-0360 NAVY. DEPT OF. ANNAPOLIS. MD 


3206290264 Discusses IE Insp Rept 70-0368/82-01 conducted on 820527 No 
noncontp 1 iance noted Major areas inspected; Pu/be 
scaled sources outer end cap welds per DOE recommendation 
MARTIN. T T Division of Engineering 8( Technical Programs S2/06/2S 

NELSON. M E U 6 Naval Academy 2pp 13636 163 


DOCKET 70-0371 UNO NAVAL PRODUCTS. INC . UNCASVILLE, CT 


8206010707 Notifies that 820215 revision to Ref 27 of emergency 
evacuation pr ocedure. App i of physical protection plan Is 
acceptab le 

EVANS.L J Fuel Facility Safeguards Licensing Branch 82/03/04 
KIRK. W F United Nuclear Carp Ip 13331:282 


3206010162 Reciuests submittal of updated listing of all const-related 
activities which will be completed after 820626 date for 
completion Response requested no later than 82040? 

EVANS.L J. Fuel Facility Safeguards Licensing Branch 82/03/05. 
KIRK.W.F United Nuclear Corp Ip 13319 271. 


8206040441 Responds to 820125 it 0223 Itrs ra fundamental nuclear matl 
control plan License Condition 2 1 of Amend MPP-1 to License 
BNN-360 revised 

EVANS.L J Fuel Facility Safeguards Licensing Branch. 82/04/26 
KIRK.W F United Nuclear Corp. 2pp. 13362 361 


0206020182 Ack receipt of 820407 Itr U end re change of ea^ipm^nt 
listed under upgrade physical protection plan Change 
considered acceptable for inclusion in plan 

EVANS.L U Fuel Facility Safeguards Licensing Branch 82/05/17, 
OUSTAFSON.R, B United Nuclear Corp ip. 13340.172. 


8206080296 Forwards IE Safeguards Insp Rept 70-0371/02-03 on 820413-15, 
No nsncompl lance noted 

MARTIN. T. T Division of Engineering Technical Programe 02/05/20 
AMY. 0 0 United Nuclear Corp, 3pp 13419 313. 


--8206000301 IE Safeguards Insp Rept 70-0371/82-03 on 820413-15. No 
noncamp liance noted Major areas inspic ted . operati on. 
physical Inventory St tamper safing practices Details 
withheld <ref 10CFR73 SI) 

KUSHNGfi.W L., COHEN. 1 . OODY. A T. Division of Engineering 
Technical Programs. 82/05/17. 2pp. 13419 315. 


DOCKET 70-0374 8T JOSEPH'S CCXLEOE. PHILADELPHIA. PA 


8206020165 Advises that submittal of upgraded physical protection plan 
has been deferred to 020421 due to scheduled 820330-31 visit 
to facility. 

EVAN8.L J Fuel Facility Safeguards Licensing Branch 82/03/26. 

MOWRY.W R OA Technologies, Inc /Oeneral Atomic Co Ip 13340' 173 


S206070399 Discusses IE Insp of Licenses 37-01753-01.37-01753-02. 
37-0S753-03 ^ aNM-343 on 8g0S05 fc forwards notice of 
violation 

MARTIN. T T Division of Engineering & Technical Programs 82/05/20, 
MACLEAN.D 8t. JoeephUnlv Philadelphia. PA 2pp L3371'285, 


— 0206070402 Notice of violation front insp on 820505 Noncompliance noted 
food stared in refrigerator which contained radioactive 
matl 

MARTIN. T T Division of Engineering 8c Technical Programs 
02/05/20 Ip 13371,287 


9206270094 Ack receipt of 820607 Itr Informing NRC of steps taken to 
correct violations noted In IE insp of Licenses 37-01753-01. 
37-01753-02.37-01733-03 li Bhgi-343 

MARTIN. T T Division of Engineering & Technical Programs 82/06/22 
MACLEAN.D Gt Joseph Univ Plj i lade Iph ia. PA Ip 13634,320 


— B2O6290I00 Responds to NRC 820920 Itr re violations noted in IE insp 
of Licenses 37-01753-03 8c 6MM-343 Corrective actions food 
removed from refrigerator where radioactive isotopes stored 
FELLOWe.R J St Joseph Vriv, Ph iladelph ia. PA. 82/06/07 
MARTIN.T T Division of Engineering 8c Technical Programs Ip, 
13634' 329 


8206290261 Discusses IE Insp Rept 70-0374/82-02 conducted on 820524. No 
noncomp I lane e noted Major areas inspected Pu/be 
sealed sources outer end Cap welds per DOE recommendation 
MARTIN. T 7 Division of Engineering t< Technical Programs, 82/06/82 
WALDRQNfJ 9t Joseph Unlv P h Hade Ip hia. PA, 2pp 13636.169, 


DOCKET 70-0391 PRINCETON UN IV , PRINCETON. NJ 


6206070382 Actc receipt of G90 504 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-00882/82-01. 
30-12287/82-01.40-5259/88-01 it 70-0391/82-01. 

MARTIN. T,T. Division of Engineering k Technical Programs, 82/06/03, 
MARUCAi.A J Princeton Univ Ip 13363:073, 


— 0206070391 Responds to NRC 020421 Itr re violations noted In IE Insp 
Repts 30-00002/02-01. 30-12207/08-01. 40-52 59/02-01 t. 

70-0039/82-01. Corrective act 1 one ' smal 1 sealed sources 
relocated to locked storage cabinet 

MARUCA.A J. Princeton Univ. 82/05/04 MARTIN. T T Division of 
Engineering Technical Programs. 8pp 13363;074, 


8206290453 Discusses IE Insp Rapt 70-0391/08-02 conducted on 020518. Na 
noncomp 1 1 ance noted Major areas inspected: activitl es re 
Pu/be sealed sources 

MARTIN. T r Division of Engineering Technical Programs, 02/06/22 
MAYtR, M Princeton ilnlv, 2pp, 13634 178 


DOCKET 70-0390 COMMERCE. DEPT, OF# WASHINOTDNi DC 


B 206220069 Forwards IE Safeguard s Insp Rept 70-0371/82-04 on 820426.-30 
b notice of violetlon. Enc Is withheld (ref 10CFR73. 21). 

MARTIN. T.T. Division df Engineering k Technical Programs, 92/06/04 
AMY. 0.0. United Nuclear Corp 2pp. 1357 3:001, 


70-0478 COHKERCEi DEPT OF^ KINGS POINT. NY 


S2Ofi24O204 IE Irisp Rapt 70-047B/B2-&t conducted on B20603 No 

nancomp 1 ianco natad Major area* inspi c ted. a c ttvi ties re 
Pu/Be aaaleil lourcstt 

MARTIN. T T Division of Engineering & Technical PrograoB 62/06/21 
WERTKAtA Commerce. Dept of. Haritlae Administration 2pp 
£39^6 160 


DOCKET 70-0484 PHILADELPHIA COLLEGE OF PHARMACY. PHILADELPHIA, PA 


a2062?0351 Discuaaes IE I-nsp Rept 70-0484/02-01 conducted on 820925 
Na none ompl lanes noted Major areas inspected Pv/be 
sea-Led sources outer end cap uelds par DOE recommendation 
HARTINj T T Division of Engineering << Technical Programs 02/06/24 

CHASE, Q- Philadelphia Callege of Phariflucij & Science 2pp 
13632.346 


DOCKET 70-0S75 LEBANON VALLEY COLLEGE. AMhWILLE. PA 


B206230113 Discusses IE Insp Rapt 70-O575/B2-0L conducted on G20429 No 
-noncompliance noted, Major areas Inspected activities re 
Pu/Be sealed sources 

MARTIN. T T Division of Engineering tc Technical Programs G2/06/17 
RILEY. R C, Lebanon Valleg College. Bpp. 13591 093 


DOCKET 70-0600 SEATTLE UN IV . SEATTLE. WA 


8206150464 Requests addl info re outlined topics to assist in 
evaluatio-n of license renewal request, per 820521 telcon Info 
should be submitted by 820630 

KOSLA.B Urenlun Fuel Licensing Branch 82/06/01 VALEKTE. F A 
Seattle Univ 2pp 1352 3 099 


DOCKET 70-0607 UNION CARBIDE CORP • TOXEDO. NY 


B20602002D Informs that License Condition 6 2 of Amend HPP-3 to License 
SNH-63? has been deleted Revised instructions specifying 
time Intervals for discard 9( Inventory difference rapt will 
be issued later 

EVANS. L.J Fuel Facility Safeguards Licensing Branch. 82/02/29 
HCOQVERN. J J Union Carbide Corp Ip 13333.059 


8206080040 Notification of contract execution. Mod 1 to "Environ 
Assessment Relative to Union Carbide Appli-catlon for Renewal 
of Ltcensa SNM-639 " Contractor Science App 1 icat 1 ons. Inc 
HAIRSTON. C 4 FLEENORiC Adminl s tratl VC Contracts Branch 
NRC -02-8 1-094 82/05/10 DAVl B. J Office of Nuclear Material 

Safety Safeguards. Director LOYSEN. P NRC - No Detailed 
Affiliation Given. Ip 13441. 192 


— 8206080049 Hod 1. extending period of performance to 821031. to "Environ 
Aesestment Relative to Union Carbide Application for Renewal 
of License 6NH-639 

FINDLEYiDE Science Applications. Inc HACBN. T. F 
Administrative Contracts Branch. NRC-02-ei-094 82/09/lB Ip 

13441 £51. 


8206030221 Act receipt of 820318 Ik 0512 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
70-0687/01-06 

MARTIN.! T. Division of Engineering it Technical Programs 82/05/21, 
HCOQVERN.V U Union Carbide Corp 2pp 13337: 166 


DOCKET 70-0720 UTAH. ON IV OF. SALT LAKE CITY. UT 


8206230157 Forwards current rosters for univ committoes affected by 
state licenses 

HOFFMAN. R V Utah. Untv of 82/09/14 WALKER. W J Division of 
Fuel Cycle U Material Safety 4pp 13592 300 a4X 
FI Che 50-072. 02/05/14. 0206230157 


DOCKET 70-0734 GENERAL ATOMIC CO , SAN DIEOD. CA 


8206020236 Confirms 020303 telcon u/E Ouimby b D Carlson re submittal 
of revised upgrade physical protection plan Plan will be 
submitted by 020331 

EVANfi.L J Fuel Facility Safeguards Licensing Branch 82/03/09 
MOWRV.H R OA Technologies. Inc /General Atomic Co Ip 13334 28? 


0206070195 Informs of proposal to amend mail 6 plant protection Amend 
MPP-1 to License BNM-696 by establishing end requirements 
for transfer of BNM from present location to newly 
constructed vaults M/o end 

EVANS, L J Division of Safeguards 02/03/16 MOWRY. W R OA 
Technologies. Inc /General Atomic Co Ip 13427 312 


DOCKET 70-0749 MARYWODD COLLEGE, SCRANTON, PA 


6206210641 Discusses IE Insp Rept 70-0749/82-01 conducted on B20513 No 
noncompliance noted Major areas inspected visual exam of 
outer end cap welds of all Pu/Be sources 

MARTIN. T T Division of Engineering 8. Technical Programs 82/06/11 
BRENNAN. T U Haryuood College. PA 2pp 13561 093 


DOCKET 70-07S4 GENERAL ELECTRIC CD . PLEASANTON. CA 


0206010090 Informs of lOCFRlTO. Category 13 foe requirement for B20128 
request for approval of route to be used for shipment of 
spent fuel 

MILLER. U 0 License Fee Management Branch B2/09/24 KIRKLAND. H W. 
General Electric Co Ip 13331 223 


DOCKET 70-0017 CHESTNUT HILL COLLEGE. PHILADELPHIA. PA 


6206290416 Discusses IE Insp Rept 70-0017/02-01 conducted on 820529 No 
honcempUance noted Major areas inspected activities 
conducted under License aNM-77t re Pu/Be sealed 
sources 

MARTIN, T T, Division of Engineering & Technical Progr-ams. B2/06/22 

MCELROY. K Chestnut Hill College 2pp 13634 302. 


DOCKET 70-0820 UNITED NUCLEAR CORP,, WOOD RIVER JCT. . RI 


B206090233 Forwards revised Amend HPP-2 to License SNM-777 to correct 
oversight which Inadvertently omitted License Condition 
3 3 from 820209 revision 

EVANS.L J Fuel Facility Safeguards Licensing Branch 82/04/09 
OREOG.R United Nuclear Corp Ip 13495.134 


'6206090239 Revised Amend MPP-2 to United Nuclear Carp 1 ic eitse. adding 
License Condition 3 3 inadvertently omitted from 8S0209 
revision 

t Fuel Facility Safeguards Licensing Branch 82/04/05, 3pp* 
13455 139 


— 6206030224 Responds to NRG 620226 Itr re violaticns noted In IE Insp 
Rept 70-0687/01-06 Corrective actions posted estimated U 
content far each drum which is then corrected after actual 
content It determined. 

MCOOVERN, J J. Union Carbide Corp 82/03/18 MARTIN, T T. 

Division of Engineering & Technical Programs Zpp, 13337 168 


8206030126 Forwards “Detailed Soil Decontamination Plan, Projected 
schedule for completion of decontamination activities Is 
820901. 

HELGESON. KA United Nuclear Corp 02/04/20 CROW. M T NRC - Np 
Detailed Affiliation Given Ip 13342.326 


— S206030229 Suppls 020318 response to IE Insp Rept 70-0687/81-06 
Corrective ac t Ions, changes to health phyiics procedures will 
be submitted to nuclear safeguards cownittee by 620630 
Revisions at result of initial review anticipated- 
MCOOVERN, J J- Union Carbide Corp 02/05/lZ, MARTIN. T. T 

Division of Engineering & Technical Programs ip. £3337 170 


'8206030133 "Detailed Soil Decontamination Plan “ 

* United Nuclsar Corp B2/04/12 22pp. 13342 327 


I.. VF unn-/// uonoi-cions 

24 to remove monthly sampling of leak detection sus 
requirement h to delete Uellt A h 11 from well sampling 
program " 

GREOG.R U United Nuclear Corp 02/04/20 CROW.W T NRC 
Detailed Affiliation Given 3pp 13361,334 


No 


V «nr.,crictso areas 

Nuclear Corp facility in Wood River Junction. RI. P Ian 
incorporates comments from state 

F 2*1 " 1 ''?'='’!;*^’' WILDE, R.M D.v.siBn »P 

Fuel Cycle (c Material Safety 24pp 13542 176 


•vrv.y pian por Unrestricted areas of United 
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G20&D7003Q FprtiiardB respgnBe to 820S09 Itr rs propa«e<5 imo-d to 
dBCOffiffliBBlonlrifl Fundamental nuclear matl control plan 
involving handling of grit drums License Condition 2 1 uiill 
be revised b neu License Condition 3 3 to Amend HPF-2 added 
EVANS. L J Division of Safeguards 02/05/10 OREOO^R United 
Nuclear Corp 3pp 13426 209 


B206230S33 Comments on Mar 1982 draft agreement betmeen NRC & State of 
RI re decommissioning of UNC recovery sys Substantive 
re^qul rements to be imposed erroneous, unjust iPi ed it 
objectionable Requests notification upon formal eubmlttat 
SHEAi K H Louenstein. Neu^man. Re is. Axelrad & Toll. 02/09/13 
CUNMINGHAH. R E Division of Fuel Cycle 8i Material Safety 2pp 
13592 200 


8206280698 Responds to 620313 Itr re draft agreement betueen State of 
Rf <c NRC regarding decommissioning of United Nuclear Corp 
recovery sys Will notify when draft document received from 
state for comment W/o end 

CUNMINOHAK.R E Division of Fuel Cyc le & Materi a I Safety 8S/06/07 
SHEAiKH Lowensteini Neuman. Reis. Axelrad & Toll Ip 13630 355 


8206260109 Foruards comments on United Nuclear Corp recovery sys 
"Detailed Soil Decontamination Plan." dtd 020412 it submitted 
in util 920420 Itr Application for termination of license 
supported 

CROM. M T Uranium Fuel Licensing Branch 82/06/11. OREOO.R. 
United Nuclear Corp 5pp 13630 345 


DOCKET 70-0824 BABCOCK it WILCOX CO , LYNCHBURG, VA 


0206040367 Foruards IE Bafe guards Insp Rept 70-0824/02-03 on 820422-23 
No noncompliance noted 

OiaSON.A F Division of Engineering & Technical Programs 82/05/07 
ENQELDERiT C Babcock it Wilcox Co 2pp 13350 327 


— 0206040374 IE Safeguards Insp Rept 70-0024/82-03 on 920422-23 No 
noncompliance noted Major areas inspected records rept« 

Details uithheld (ref 10CFR2 790) 

LANKFORD, J B , MCALPINE, E J Division of Engineering Technical 
Programs 02/05/07. Ip. 133S0 329 


8206070321 Foruards Region 2 incident response plan dtd Mar 1905 Plan 
issued as Sup pi 2 to NUREO-oa4S, “Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

STQHR, J. P Division of Emergency Preparedness t< Operational Gupport 
82/05/12 ENGELDER.T C Babcock it Wilcox Co Ip 13363*022 


DOCKET 70-0052 WISCONSIN, UNIV OF, 9TEVEN8 POINT, WI 


6206030135 Application for reneual of Licenss 8NM-603 

LOKKENi R A Wisconsin, Univ of, Stevens Point 95/05/17 
Licensing Kenagement Branch 6pp 13342 314 


— B206030136 Amend I to License aNM-000 for Univ of WI/Btevens Point 
euthoriiing use of 32 g Pi/-239 in houltxer for lab 
research fc student instruction 

BROWN, J M Radioisotopes Licensing Branch (Pre 790501), 77/07/21 

6pp 13342.320 


DOCKET 70-0067 ARMY, DEPT OF, ABERDEEN, MD 


3306530207 Discusses IE Insp Rept 70-0067/82-01 conducted an 820525 No 
none ompl lance noted Major areas inspected, outer end cap 
uclds on Pu/Be sources 

MARTIN, T T Division of Engineering fc Technical Programs. 82/06/17, 
KNEESBYrA D Army, Dept of 2pp 13506.291 


DOCKET 70-1029 EAST 8TROUD80URO STATE COLLEGE, EAST OTBQUDBBURG, PA 


8206290445 Discusses IE Insp Rept 70-1029/82-01 conducted on 820512. No 
noncomp 1 lance noted Major areas inspected activitlas 
conducted under license re Pu/Be sealed sources. 

MARTIN, T T Division of Engineering 6 Technical Programs. 82/06/25. 

LEARN, G A East Stroudsburg State College E8» Pennsy Ivania 2pp 

13634 168 


DOCKET 70-1050 ST, FRANCIS COLLEGE, LORETTO, PA 


8206290167 Discusses IE Safety Insp Rept 70-1050/02-01 conducted on 
820427 No noncompliance noted Major areas inspected' 
activities re Pu/Be sealed sources, 

MARTIN, T T Division of Engineering 6 Technical Programs, B2/06/B9 
0RAV1C,C R. at Francis College Loretto, PA 2pp. J3634 354 


DOCKET 70-1100 CDHBU3TI0N ENOINEERINO, INC , WINDSOR, CT 


8206020003 Advises that Section 6. 2 1 3, Page 6.4 of fundamental nuclear 
matl control plan is no longer valid Addendum to revised 
Instructions specifying time intervals for discard 6 
Inventory difference rept uill be issued later 

EVANS, L J Fuel Facility Safeguards Licensing Branch 62/02/26 
LICHTENBEROER Combustion Engineering, Inc Ip 13332 356 


8206100310 Foruards revised application for reneual of License 
SNM-1067 

LICHTENBEROER Combustion Engineering, Inc 02/05/14 PAGE, R 0. 
Uranium Recovery Licensing Branch Ip 13460 235 


— 0206100316 Revision 2 to application for renewal of License BNM-1067 
One overall e figure en< 1 Aperture card is available in PDR. 
e Combusti on Engineering, Inc 02/04/06 200pp 13468236 


8206230306 Foruards IE Safeguards Insp Rept 70-1100/02-03 on 020426-30. 
No noncompt lance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 02/06/08. 
LICHTENQERGER Combustion Engineering, Inc 2pp, 136l7‘2as 


— 0206250310 IE Safeguards Inap Rept 70-1100/02-03 on 820426-30. No 
noncomplianee noted Major areas inspected measurement 
controls, sh Ipp Ing 6 receiving it inventory verification. 

Details withheld (ref 10CFR2 790> 

ZIDULSKY,H , COHEN. I , GODY, A. T Division of Engineering it 

Technical Programs 82/05/28. Ip 13617 237 


8206290247 Forward a IE Insp Rept 70-1100/92-02 an 020224-26 fc notice 
of violation 

MARTIN,! T. Dlvlalofi of Engineering t Technical Programs 62/06/00 
LICHTENBERGER CombuatiQn Engineering, Inc 2pp 13636.309 


"8206290250 Notice of viol at! Oh from insp on 020224-26 

MART1N»T. r Region 1, Office of Director 02/06/00 Ip. 
13636 311 


— 8206290254 IE tnap Rept 70-1100/02-02 on 820524-26 Noncomplianee noted 
failure to leat teat Pu aourcea at required Tech Spec 
frequency 6 failure to, properly issue rad lat ion work permit 
for nonroutine operations in contaminated area 
CLEMONS, P , OREENMAN, E 0. Dt via ion of Engineering 6 Technical 
Programs 02/06/07. 5pp 13636 312 


DOCKET 70-1113 GENERAL ELECTRIC CO , WILMINOTQN, NC 


03O6O1O1BO Reepondi to 011207 & BS0126 1 bra re changes to fundamental 
nuclear matl control plan Approves plan Revised sections 
end 

EVANS. L J Fuel Facility Safeguards Licensing Branch 82/02/24. 
VAUGHN, C M General Electric Co, 6p p 13319.154 


8506010700 Notifies that proposed matl control 6 accounting plan for 
new Incinerator acceptable New license condition being 
added to safeguards Amend MPP-3 to License GNM-1097, 
effective immediately 

EVANStL J Fuel Facility Safeguards Licensing Branch. 62/02/26. 
VAUGHN, € M Oaneral Electric Co Ip 13331.286 


8506020221 Ach receipt of 020318 Itr Grants exemption from 
certt f Icatiun requirement for working atds contained in 
Bectlon 4 2 1 S of fundamental nuclear matl control plan. 

EVANS, L J, Fuel Facility Safeguards Licensing Branch 82/04/51. 
VAUGHN, C.H General Electric Co Ip 13340.200 


B506040397 Forwards IE Safeguards Insp Rept 7 0-1113/02-00 on 820405-0?, 
No noncomplianee noted 

GIBSON, A F Division of Engineering S, Technical Programs. 82/04/27. 
LaN0,xJ A General Electric Co 2pp 13395*344 


—8206040403 IE Safeguards Insp Rept 70-1113/05-00 on 020405-09. No 
none omp lienee noted Major areas Inspected , lab enrichment 
analyxenU dioxide fuel rod verification b Fat Albert 
Oatalle withheld (ref 10CFR2. 790), 

CLAY,E U. , MCALP1NE,E J. Division of Engineering 6 Technical 
Programs 92/04/27. Ipp 13355.346 


0506010624 Advises of issuance of Amend 18 to License 8NM-1097 adding 
Pg, unsealed alpha sources It 10 uCi to Items 6,7 6 0 
PAGE.R 0 Uranium Fuel Licensing Branch. B2/05/U, VAUGHAN, C M 
General Electric Co Ip. 13331:309. 


es0&070313 Forwardi Region 3 rf«pon»e- plan dtrf Mar 1902 Plan 

l»»u»d aa 8uppl 2 to MURE«-0e45^ "Agencij ProcedurB* for NRC 
Incident Re*pQiise Plan *’ Plan should be of benefit to 
under s band ing of NRC neaponse to- emergency W/o end 

STOKR< v> P. Divleion of Emergency Preparednei* It Operational Support 
62/0:1/ IS LONO-i J A General Electric Co Ip 13363 207 


6206230355 Notification of contract ei ecution* Mod 1 to "EIA re OE 3NM 
Licen*e fiNM“1097 “ Contractor Science App 1 i cat lone*. Inc 
FLEENGRiC Technical Aeaiotance Contracts Branch NRC-02-01 -05B 
B2/G5/S4 DAViSi J * LOYSEN>P, Office of Nuclear Material Safety & 
Sifeguardsi Director Ip 13603 347 


— 0206230357 Ltr contract NRC-02-ai“0SG, M-od 1 directing (uork stoppage to 
''EIA re GE &NM License SNK-ia97 " Accepted by DE Findlay on 
620524. 

HAOANi T F Technical Assistance Contracts Branch NRC-02“Bt-05e 
62/05/14 F1HDLEY*-D E Gcience App 1 scat ionsi Inc Ip, 

13603 340 


0206030030 Advliei that fees submitted for Amends 19i 21 |i 25 to License 
BNM-1097 are at mar No addl fees required 

HlLLERiM O License Fee Management Branch. 82/05/27 VAUGHAN^ C M 
Oineral Electric Co. Ip 13361.346 


B206250160 Foruardt lE Safeguards Insp Rept 70~I113/B2-1 1 on 620503-07 
No noncompliance noted. 

OIBBONjA F Division of Engineering tt Technical Programs 02/06/02 
LONO4J A General Electric Co 3pp 13613 053 


—6206250167 IE Gafeguards Insp Rept 70-1113/02-11 on 620303-07 No 
noncompHance noted Major areas Inspected measurement 
control programr f ol loLkPtip on previous Intp findings 8e 
indepen-dent intp f ind ings. Detail 1 telthheld (ref tOCFR2 79-01. 
BATESrJ N I >J0NE9. 0 H 1 MCALPINE. E J Division of Engineering & 
Technical Programs. 02/06/02 Spp 13613 055 


8206230263 Bubmlti addl info re 010109 application for amend to up-grade 
License SNM*-1I07 Submittal adds demonstration section for 
IDR conversion process 

NARDl.A J Heafcinghouso Electric Corp 02/03/26 DAVIS»J 0 
Office of Nuclear Material Safety Safeguards. Dlrec tor PAOEi R 0 
Uranium Fool Licensing Branch 2pp 13592 209 


02O62SO203 Forwards IE Safeguards Insp Rept 70-1151/02-04 on 620222-76 
& notice of violation Encls withheld (ref 1OCF02 790} 

O'REILLY. J P Region 2. Office of Director 02/04/05 D'AMOHE.iM 
Uestinghouse Electric Corp 2pp 13613 018 


0206010174 Advises that extension date for upgraded fuel rod 
accountabl 1 ity sys has been granted Safeguards Amend MPP-l 
to License BNM-1107 is revised 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/04/15 
HARDIjA j Mestinghouse Electric Corp Ip 13319 267 


8206030302 Advises that Safeguards Amend MPP-1 to License 3NH-kl07 
revised by adding new License Condition 6 l,per licensee 
620406 ltr requesting continued use of computer generated 
forms in Hau of Forms DDE/NRC-742 ?< 742C 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/03/05 
NARDIiA J Wfstinghouse Electric Corp Ip 13362*264 


0206070289 Forwards Region 2 incident response plan dtd Mar 1908 Plan 
issued as Buppl 2 to NUREO-O045i "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency H/o end. 

3T0HR, J P Division of Emergency Preparedness Operational Eupport 
02/05/12 D'AMORE.M Wostinghouse Electric Corp Ip 13360 271 


8206070646 Forwards IE Insp Rept 70-1151/02-06 on 020412-16 No 
noncompliance noted 

OIBBON.A F Division of Engineering & Technical Programs S2/0B/H 
0'AN0RE,H Nestinghouse Electric Corp 2pp 13391 355 


DOCKET 70-1143 WE8TIN0H0U8E ELECTRIC CORP , PITTSBURGH, PA 


B206020-192 Responds to 080226 ltr transmitting Revision 10 to 
fundamental nuclear matl control plan. Changes considered 
acceptable & License Condition 2 1 of Amend MPP-l to License 
SNM-1120 uill be revised 

EVANS, L.J Fuel Facility Safeguards Licensing Branch 02/03/24 
NARDIfA %1. Uestinghouse Electric Carp ip 13340 164. 


B206010708 Advises that Safeguards Amend PFP-i to License 8NH-1120 
revised* per 020406 request to use computer generated f-orms 
in lieu of Forms DOE/NRC-742, "Hatl Belance Rept,** & 742Ci 
"Physical Inventory Listing '* 

EVANS. L.J Fuel Facility Safeguards Licensing Branch. 02/05/07 
NARDIfA J Nestlnghouse Electric Corp ip 13329.211 


8206140359 Poruards Revisian 13 to application for amend to License 
8NK-1120 deleting segments of radiological contingency plan 
des crlpti on 

NAROIiA J Meetinghouse Elicttie Corp 82/05/17 JRQU3E*L C. 
Division of Fuel Cycle & fiaterial Safety 2pp 1350? 143 


—8206070653 IE Insp Rept 70-U51/B2-06 on 020412-16 No none omp I iarce 
noted Major areas inspected radiation protection procedures, 
instrumentation, external h internal exposure control & 
potting 6 labeling 

PEERY.W W , BARR.K P Division of Engineering & Technical 
Programs 02/05/n 6pp 13391 357 


0206250202 Forwards IE Bafe guards Insp Rept 70-1 15t/G2-10 an 
020430-0504 No noncompl lance noted 

OIBSONrA F Division of Engineering U Technical Programs 82/06/02 
D'AMOREiM Uestinghouse Electric Corp 2pp. 13617:191 


—8206250286 IE Safeguards Insp Rept 70-1151/62-10 on G20430-OS04 No 
noncompliance noted Major areas inspected physical inventory 
observation Details withheld <r«f 10CFR2 790} 

T0DD,0 A I LANKFORD, J B , MCALPINE, E J Division of Engine Bring fc 
Technical Programs 02/06/02 Ip 13617 1B3 


8206250101 Ack receipt of 820521 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1191/62-04 
OIBSON, A F Division of Engineering h Technical Programs 02/06/04 
D'AMORErM Uestinghouse Electric Carp tp 13613 05£ 


— 8206140366 Revision 13 to application lor amend to License BNM-llSO, 
deleting segments of radiological contingency plan- 
« Hestinghouie Electric Corp 82/05/31 10pp 13509 149.. 


0206220045 Forwards Amend 6 to License 6NI4-U2-0 

ROUSErt.C. Advanced Fuel & Spent Fuel Licensing Branch 02/06/09 
NARDI.A J Meetinghouse Electric Corp. 2pp 13503 006 


— 0206220053 Amend 6 to Uestinghouee license* deleting segments that 
deecrlbe specific aspects of radiological contingency plan 
ROUSE. L, C Advanced Fuel I. Spent Fuel Licensing Branch 82/06/09 
6pp. 13905’ 006. 


— 0206220030 Application for amend to Licenie 9NM-tl20 

» Westlnghause Electric C-orp 82/05/31. 9pp 10503 014 


DOCKET 70-1151 WESTINOHOUBE ELECTRIC CORP , P ITT0BIIRCM* PA 


0206020011 NDtlfle* of approval of 811200 requested revistone to 
fundamental nuclear matl control plan Safeguards Amend MPP-l 
to License SNM-1120 revised 

EVANS, L vJ. Fuel Facility Safeguards Li can sing Branch 02/02/26 
NARDI.A J Westlnghouse Electric Corp Ip 13332 361 


— 0206250109 Responds to NRC 020405 ltr re violations noted in IE Insf 
Rfpt 70-1191/02-04 Corrective actions withheld 
iref I0CFR73, 21) 

D'AMOREiM Westinghouse Electric Corp 02/05/21 O'REILLY* JP 
Region 2, Office of Director Ip 13613 052. 


0206110363 Approves util 020326 request to withhold Nar 1902 rept. 
"Description of Criticality Safety Models for IDR Process 
Equipment," (ref 10CFR2 790) 

CUNNINOHAM.R E Division of Fuel Cycle 6 Material Safety 02/06/07 
WlESEMANiR A Uestinghouse Electric Corp. 2pp 13490.251 


DOCKET 70-1193 KERR-MCOEE NUCLEAR CPRP , OKLAHOMA CITY, OK 


8206010742 Informs of issuance of Amend 6 to License BNM-1174. 
authorising exception to License Condition 21 to allotj 
reduction of contaminated liquid vol in ion exchange sys L 
subsequent handling of contaminated mafcl dlspoeal 
ROUBE.L C Division of Fuel Cycle It Material Safety. 02/04/23 
SHELLY, H J Ktrr-McOee Corp. 2pp 13319 805. 


—8206010743 Forwards review of license amend application ra liquid 
waste vol reduction using ion exchange equl pment, Recommends 
amend be issued 

' RDUBE, L C Division of Fuel Cycle 4 Material Safety. 
13319^287 of" f"uel Cycle 6 Material Safety 3p p 
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DOCKET 70-1201 DABCOCK t WILCOX CO i LYWCHBERO. VA 


Q20A030292 Advises that listed license condition added to Amertd MPP-8 
of License ENM-ll^Q^per licensee BS0125 Itr requesting 
14-day eytension for reconciliation of inventory data & 
reporting physical inventory results per 10CFR70 91(e)(4} 

EVAhTSiL J Fuel Facility Safeguards Licensing Branch 02/02/01 
FORDiJ T Babcock Sc Wilcon Co Ip 133A1 328 


0SOi)O3O2?5 Advises that listed license condition added to Amend HPP-2 
of License SNM- 11601 per licensee 020115 request for approval 
of alternative method to verify BNM content of three fuel 
rods for physical inventory 

EVANS# L J Fuel Facility Safeguards Licensing Branch 82/02/01 
FOfiDfJ T Babcock & Wilcox Co Ip 13362 261 


0206020016 Notifies of approval of 011214 requested revisions to 
fundamental nuclear matl control plan License Condition 2 1 
of Amend HPP-2 to License SNM-116Q revised 

EVANS# L J Fuel Facility Safeguards Licensing Branch 82/02/25 
FORDjJ T Babcock «c Wilcox Co Ip 13333 OOA 


8206020232 Advises that License Condition 2 1 of Safeguards Amend 
HPP-2 to License 3NM-tl60 is rovieed# per 811112 tt B20217 
submittals 

EVANSiL J Fuel Facility Safeguards Licensing Branch 02/03/10 
FORDiJ T Babcock U Wilcox Co Ip 13340 203 


8206030299 Approves Revision 1 to security plan fur lotu enriched U 
activities submitted on 820407 Approval security plan for 
protection of 5NM of lom strategic significance consists of 
800916 document h 810007# 0707 U 020407 revisions 
EVANS#L J Fuel Facility Safeguards Licensing Branch 82/09/04 
FaRD#>J T Babcock & Wilcox Co 2pp 13362 299 


8206040333 Foruards IE Safeguards Insp Rept 70-1201/83-07 on 
820419-21 No noncompliance noted 

OIBgONiA F Division of Engineering Technical Programs 82/05/07 
ALTOiR A Babcock h Wilcox Co 2pp 13354 039 


—8206040335 IE Safeguards Insp Rept 70-1201/82-07 on 020419-21 
No noncomp 1 lance noted Major areas Intpec ted . records 
repts Details ulthheld (ref 10CFR73 211. 

LANKFORD# J D • NCALPINE#E J Division of Engineering tt Technical 
Programs 02/05/07 Ip. 13394 041 


DOCKET 70-1257 EXXON NUCLEAR CO , INC . RICHLAND# WA 


8206010191 Notifies of completion of revleu of 020113 1 tr re change in 
procedures for physical protection plan for matl of lou 
strategic significance Revised procedures consistent u/ 
requirements of 10CFB73 67 

EVANS# L J Fuel Facility Safeguards Licensing Branch 02/02/22 
KANSENiL E Exxon Nuclear Co #. Inc isubs of Exxon Corp ) ip 
13319 266 


B206090181 Confirms verbal consent alloulng use of Exxon license paper 
format In preparing design info questionnaire License 
Condition 2 7 to Amend riPP-2 to License BNM-12a7 submitted 
DURNETT#R F Division of Bafeguards 82/04/14 SCHNEIDER# R A 
Exxon Nuclear Co ■ Tnc (subs of Exxon Corp ) Ip 13456 087 


8206040438 Advises that License 8NN-1227 is emended Amend adds License 
Condition 21.16 revises existing Condition 2 2 re DS/tAEA 
Safeguards Agreement 

EVANS#L J Fuel Facility Safeguards Licensing Branch 02/04/30 
SCHNEIDER#R A. Exxon Nuclear Co # Inc < subs of Exxon Corp ) 2pp 
13391 206 


02O6O4O15B FortJards IE Safeguards Insp Rept 70-1297/82-04 on 020414-21 
No noncomp I la nee noted 

NORDERHAUO#L R Division of Radiological Safety 6 Safeguards 
Program 62/09/24 NILBON«R Exxon Nuclear Co . Inc <subs. of 
Exxon Corp ) ip 13344 243 


— 6206040163 IE Safeguards Insp Rept 70-1257/02-04 on 020414-21. No 
noncompliance noted Major areas inspected physical 
inventory on verification per IAEA safeguards agreement 
Details withheld <ref 10CFR2 790 & 10CFR73 21) 

NELSON# 0 B t NORD£RHAUO#L R Division of Radiological Safety 6 
Safeguards Program 82/05/24. Ip 13344 244 


DOCKET 70-1300 GENERAL ELECTRIC CO # SAN JOSE# CA 


8206290003 Informs that no addl Category IHia) fee will be required for 
790227 renewal application for License SNH-1265 Max fee# per 
t0CFRi70 ai.patd. 

KILLER# W a License Fee Management Branch 02/06/22 DAWSON# D M 
Oener-al Electric Co Ip 13661 095 


8206070329 Forwards Region 2 Incident response plan dtd Mar 1982 Plan 
Issued as Buppl 2 to NURE0-0G49# ’*Agancy Procedures for NRC 
Incident Response Plan Plan should be of benefit to 
understanding of NRC response to emergency W/o end. 

STQHR# J P Division of Emergency Preparedness b Operational Support 
82/05/12 ALTO#R.A Babcock b Wilcox Co Ip 13363 269 


8206080323 Ack receipt of 020503 Itr Informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
70-1201/82-03 

GIBBON# A F. Division of Engineering b Technical Frograms 02/05/19, 
ALTOrR A Babcock Wilcox Co ip. 13420 039. 


DOCKET 70-1334 AVCO EVERETT RESEARCH LABORATORY# INC # EVERETT# MA 


8206290656 Informs ef amend to License 8NM-&3flB deleting Item 4. W/o 
Nov 1976 ’'Guidelines for Decontamination of Facilities b 
Equipment Prior to Release for ifnrestric to d Use or 
Termination of Licenses for Byproduct Source of 6NM " 

PAGE# R 0 Uranium Fuel Licensing Branch 02/06/10 8CHLIER#R£ 
Avco Everett Research Laboratory Ip 13650 158 


DOCKET 70-1359 IRT CORP. » BAN DIEOQ# CA 


— 8206080325 Responds to NRC 820407 Itr re violation noted in IE 
Safeguards Insp Rept 70-1201/82-05 Corrective actions* 
personnel relnstructod ra procedures for corrections to 
accountability ledgers. 

ALTDrR, A Babcock 6 Wilcox Co. 02/05/03. 0I8BDN#A F. Division 
of Engineering b Technical Programs 2pp 13420 040 


—8206080327 Forwards IE Safeguards Insp Rept 70-1201/82-05 on 
820300-12 b notice of violatl on. Enc It withheld 
I ref 10CFR2 790) 

0IB80N#A F Division of Engineering b Technical Programs, 
82/04/07 ALTOiR A Babcock b Wilcox Co 2pp 13420 042, 


8206250226 IE Insp Findings b Licensee Ack dtd B20S06 of License 
SNM-1409 Insp findings no noncompliance noted 
a- Region 5# Office of Director 82/05/06 ip 13613 232 


8206080106 Foruiards renau-ed License 
full S-yr term# exp irlng on 070931 
PAGE# R. 0, Uraniuot Fuel Licensing 
IRT Corp. Ip 


8NM-1405. extending license f" 
& safety evaluation ’ 

Branch. 82/05/28 CROSS IE 


DOCKET 70-1251 ALBRIGHT COLLEGE# READING# PA 


0206290440 Discusses IE Insp Rspt 70-1251/02-01 conducted on 020430 
noncomp 1 lance noted Major areas inspec ted, acttvitiss re 
Pu/be sealed sources. 

MARTIN# T.T Division of Engineering b Technical Programs 
KREMSERiT Albright Collegs 2pp 13634 166 


82/06 
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DOCKET 70-1994 STEVENS INSTITUTE OF TECHNOLOOV. hOBDKEN. NJ 


0206290355 Di»cus»«s IE Insp Rqpt 70-1994/83-01 conducted on 820601 
No noncomp 1 lane • noted Major area* inspected Pu/be 
sealed source* outer end cap uelds per ME Tecottirnatidatl-on 
MARTiNrT T Division of Engineering 5c Technical Program* 02/06/24 
aVLVESTERj a Stevens Institute of Technology 2pp 13632 348 


DOCKET 70”2aC}5 BT LUKE'S HDSP , MILWAUKEE. W1 


5306070873 Discusses IE insp of Licenses 40-01339-01 & 8Nrt-l63B on 
020318 it forwards notice of vioUtion 

WlEDEKANc D 0 Division of Engineering Zt Technical Programs 
82/06/01 SCHWARTZ. J W St Lukes Hasp Milwaukee. WI tp 
13387 350 


— 8206070676 Notice of violatian from Insp on 830510 Noncompliance nutrd 
dose calibrator not tested for linearity since Dec 1991 
MIEDEMAN^D 0 Division of Engineering & Technical Programs 
82/06/01 ip. 13307 3B1 


DOCKET 70-237S PACIFIC OAS U ELECTRIC CO . SAN FRANCISCO, CA 


830614032G Notifies that Amend G to License SNH-1667 granted Amend 
changes eipiration date to B3063Q or upon conversion of CP 
CPPR-69 to OL Safety evaluation end 

PAOE 4 R 0 Uranium Fuel Licensing Branch 92/03/20 MANEATI3,0 A 
Pacific Oae U Electric Co Ip 13310 150 


—6206140344 Safety evaluation supporting Amend 0 to License 8NM-‘l667 
filDlNOER.Q H Uranium Fuel Licensing Branch 83/05/28 Ip 
13510 ISl 


DOCKET 70-2603 DOYLESTOWN HQSP. . DDYLEBTCHN, PA 


B206040129 Discusses lE insp 0 # Licenses 37-13332-01 6 SNM-1765 on 
820422 St forwards natice of violation 

MARTIN, T.T Division of Engineering 6 Technical Program 02/OS/IQ 
KARCK, J Doylesteun Hasp Dog 1 estoun, PA 2pp. 13347 334 


— B206040135 No t 1 ce of violation from insp on 020422 Nonconpl lance noted 
radiation levels of 4 m/h existed In storage re»m adjacent 
to nuclear medicine lab for several hours on 820422 
MARTIN. T T Division of Engineering & Technical Programs. 

62/05/18 2pp 13347 236 


DOCKET 70-2001 3T HARY'3 HOSP , MILWAUKEE, WI 


6206070443 Discusses IE insp of Licenses 46-01826-01 tc SNM-1804 on 
620510 No non comp 1 iance noted. Major areas inspected: 
radiation safety Sc compliance u/CommLssion rules 
reguLat 1 ons 

WtE0EHAN,0 0 Region 3, Office of Director. 83/06/01. ROBERTS, J. 
at. Marys Kosp Mi Iwaukae, WI Ip 13374 236 


DOCKET 70-3015 NEW BRITAIN GENERAL HOSP. , NEW BRITAIN. CT 


8206290260 Ack receipt of 620606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp of License 06-02308-01 fc 
8Nri-iai6 

MARTIN, T T Division of Engineering b Technical Programs 02/06/22 
&HEPARD, S W New Britain Oaneral Hasp Neu Britain, CT ip 
13636:339 


— 8206290271 Responds to NRC 020506 Itr re violation noted in IE insp 
of Licenses 06-02338-01 & 8NN-1016 Corrective action*, 
syringe shields uill be used during preparation of Kits & 
doses, 

SHEPARD, 8 W New Britain Oeneral Hasp New BritainuCT. G2/06/0B 
MARTIN, T T Division of Engineering V Technical Programs. Ip. 
13636 340 


DOCKET 70-2030 BURNHAM CITY HOSP , CHAMPAIGN, IL 


6206070633 Ack receipt of B20519 Itr informing NRC o# steps taken to 
correct violations noted lfi IE insp of Licenees 12-03243-02 
& ENM-tai2 on 020430 

WIEDEMAN.DG Division of Engineering 8. Technical Programs 
02/06/01 GOaCHYi P E Burnham City Hasp Champaign, IL Ip 
13309 280 


— 620607063B Responds to NRC 030513 Itr re violations noted in IE insp 
of Licenses 13-03243-02 S, SNM-1B12 on 020430 Corrective 
actions acquired two calibr survey meters from State of IL 6 
purchased two survey meters 

G05CHV.P E , HAYDEL.R W Qurnham City Hosp Champaign. IL 
03/03/19 WIEDEMAN.DG Division of Eng ineenng 6 Technical 
Programs 2pp 13389 2B9 


DOCKET 70-2004 LONO ISLAND LIGHTING CD , HICKBVILLE, NV 


B206010734 Forwards SP 36 007 01, Revision 5, ^'Inventory Status L 
Control of SNM " All requirements necessary for issuance of 
Part 70 license have been completed 

BHITH. JL Long Island Lighting Co B2/03/I3 DAVIS, J 0 Offlte 
of Nuclear Material Safety 6 Safeguards, Director Ip 13330 272 


—8206010735 Revision 3 to Procedure 58 007 01, " Inventory, 9tat us 6 

Control of SNM " 

* Long Island Lighting Co 02/05/12 40pp 13330 273 


DOCKET 70-2909 WESTINGHDUSE ELECTRIC CORP , PRATTVILLE, AL 


8206040233 Approves Westlnghouse 010610 request for withdrawal of 
application for SNM license for AL nuclear fuel fabrication 
plant near Prattsvi 1 le, AL Motion to dismiss instant 
adjucatory proceeding will be filed 

TURK. 8 E Hearing Branch 1 82/06/02 WOLF, J F , FOREMAN, H , 

STEINDLERiM J Atomic Safety and Licensing Board Panel ip 
13335 269 


DOCKET 70-2915 PRINCETON GAMMA-TECH. INC . PRINCETON, NJ 


8206210606 Discusses IE Insp Rept 70-2913/62-01 conducted an 820I}U Ho 
noncomp 1 lance noted Major areas Inspected Pu/Be 
sealed sources end cap uelds per DDE recommendations 
MARTIN,! T Division of Engineering U Technical Programs 83/06/16 
BAICKER, J A Princeton Oamma-Tech, Inc 2pp 13361 100 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO , PHOENIX, AZ 


0206020397 Forwards C-E responses to Questions 10 b 11 in NRC 02O1OB 
Itr & amended pages to util 020217 submittal supporting 
application to receive, store, inspect 6 transport SNM 
ANDOGNlNIrO C Ariiona Public Eervlce Co 02/04/23 KETZLACH,N 

Office of Nuclear Material Safety 8. Safeguards. Director ISpp 
13339 078 


DOCKET 70-2961 UNION ELECTRIC CO , ST LOUIS, MO 


820603011? Forwards Revision 1 to application for SNM license, 
consisting of addition of fuel fabricator l< two fission 
counters 6 changes in type of extinguishers in railroad bay, 
new fuel container storage it unloading area 

6CHNELL, D F Union Electric Co. 82/05/13 DAVIS, J 0 Office of 
Nuclear Material Safety i< Saf eguards, Director 3pp. 13362 t7D 


— 8206030129 Revision 1 to application for SNM I icense, cons! sting of 
addition of fuel fabricator, changes in type of extinqulah era 
in railroad bay, new fuel container storage t, unloading area 
6 addition of two fission counters 
* Union Electric Co 82/05/13 6pp 13362 173 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0210 GULF NUCLEAR. INC 


8206220011 Discusses 020302 applications requeeting approval to use 
Models GNG-20 , ONM-20, 20-VS, 40-V8 Zt R Current NRC approved 
GA program dots not cover design & fabrication activities 
MACDONALD.C E Transportation Branch 82/06/04 PAYNE, A E 0ul f 
Nuclear, Inc Ip 13583 35? 


DOCKET 71-0236 AMERICAN AIRLINES 


8206040012 Forwards Revision I to QA program for packaging of 
radioactive matl for transport 

MCLURE,R D American Airlines, Inc 02/05/11 MACDONALD, C* E 
Transportation Branch ip 13362 352 


*8206040015 Revision I to OA program for packaging of radioactive matl 
for transport 

» American Airlines, Inc, 02/05/11 4pp. 13362 353. 
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B20624010B Ac h receipt of Revision 1 to approved QA Program 023&< 
Revision 0 Revleui of revisions indicates no changes in 
cofTinil tment or actions required, 

MACDONALDrC E Transportation Branch 02/O&/10 MCLURE«R D 
American Airl lnes« Inc Ip 13607 233 


DOCKET 71-0374 NUCLEAR SOURCES Zt SERVICES, IMG 


6S0623022S Foruards revised QA program for radioactive matl shipping 
containers 

GALLAGHER, R 0 Nuclear Sources & Services Corp 82/0S/20 PPMce 
of Nuclear Material Safety l< Safeguards, Dir oc tor Ip 13393 23S 


— >8206230226 QA program for radioactive matl shipping containers 

^ Nuclear Sources t' Services Corp B2/05/3Q 23pp 13393 239 


DOCKET 71-0454 ATOMIC ENERGY OF CANADA, LTD, 


G306220130 Foruards Revision 2 to QA program for des Ign, teeiins ^ 
fabrication of radioactive matl transport packages 

RIDOUT, E F Atomic Energy of Canada, Ltd 62/06/03 MACDONALD, C E 
Tranaportati on Branch 2pp 13391 260 


—8206220133 Revision S to QA program for do s i gn, testing & fabrication of 
radioactive matl transport packages 

BARRETT. H J , DROUN. M F Atomic Energy of Canada, Ltd 01/10/08 
2app I3S71 262 


DOCKET 71-0473 PITTSDUR0H-DE8 MOINES CORP 


9206230095 Foruards QA program approval for Radioactive Matl Package 
0473i Revision 0 

MACDONALD, C E Transportation Branch. 02/06/15 PRQBCH. A A 
Pi ttsburgh-De s Koines Corp Ip 13592 342. 


— QS0623D104 QA program approval for Radioactive Matl Package 0473, 
Revision 0 

MACDONALD, C E Transportation Branch 82/06/IS Ip 13592 343 


DOCKET 71-0474 NAVY, DEPT OF 


8206110409 Foruards QA program approval for Radioactive Matl Package 
0474, Revision 0 

MACDONALD, C E Transportation Branch 02/09/26 MCMANAMAN, V L 
Navy, Dept of Ip 13470 311 


—6206110410 QA program approval for Radioactive Matl Package 0474, 
Revision 0 

MACDONALD, C E Transportation Branch 08/09/36 Ip. 13490 312 


DOCKET 71-0475 TUBKEOEE INSTITUTE 


B2D601073B Requests approval of end QA program to ship fuel to ORNL 
during dismantling of teaching reactor 

LORETAN,P A Tuskogee Inst. 02/05/11 00RDDN,L. Transportation 

Branch ip 13319 277 


— 8206010737 QA program for shipment of fuel to QRNL 
* Tuskegee Inst 82/05/11 dpp 13319 200 


0206110411 Foruards QA program approval for Radioactive Matl Package 
0479, Revl eion 0 

MACDONALD, C E. Transportation Branch 82/09/86 LQRETAN, P, A 
Tuskegee Inst Ip 13490 317 


— 0206110412 QA program approval for Radioactive Mat! Package 0475, 
Revision 0 

MACDONALD, C , E Transportation Branch 08/09/26 Ip. 13470 31B 


DOCKET 71-0476 TEXAS, STATE OF 


0206080012 Foruards TX Dept of Health radioacti-ve mat! license which 
includes broad base program to assure quality safety 
training of p ersonnel, per 820427 request, U/o end 

BLAKE, C L Midwest Insp Services, Inc 88/09/20, MACDONALD, C E 
Transportation Branch Ip 13441 051 


DOCKET 71-0477 WILSON INSPECTION SERVICE 


8206840179 Requests registration as user of Models 650 6 660 
WILSON, J C Wilson Inspection Services. Inc 02/06/14 
MACDONALD, C E Transportation Branch. Ip 136S0 072 


—0206240197 QA program, liSNEX License 35-19632-01 

U1L8GN, J C Wilson Inspection Services, Inc 82/06/14 Dpp 
13620 093 


DOCKET 71-4909 MODEL DR-S, COMBUSTION ENGINEER INO CO , INC. 


B206220004 Advises that Certificate of Compliance 4909, Revision 0, for 
Model OR-9 packaging expired 020531 

MACDONALD, C E Transportation Dranch 02/06/04 LICHTENBEROER 
Combustion Engineering, Inc Ip 13504 317 


DOCKET 71-4986 MODEL RA-2. RA-3, RA-J. GENERAL ELECTRIC CO 


0206010692 Notification of regiatratlon as user of Model RA-2 in 
response to S204SO request 

MACDONALD, C. £ Transportation Branch 02/05/25 NARDI,AJ 
WestinghousB Electric Corp Ip 13331 313 


8206290005 Informs that no addl Category IIB fee will be required for 
020111 application for Revision 13 to Certificate of 
Compliance 4906 Max fee, per 10CFR170 31, paid 

MILLER, W a License Fee Management Branch 62/06/22 BROWN, G Q 
Exxon Nuctaar Co , Inc Csubs of Exxon Corp ). Ip 1366l;097 


DOCKET 71-5461 MODEL. ORNL T«U, ENERGY, DEPT DF 


6206110405 Foruards Revision 0 to Certificate of Compliance 5461 for 
Model TBU Curium 

MACDONALD, C. £ Transportation Branch 82/06/01 ROS0, D M Energy, 
Dept, of Ip 13490 347 


— 8206110407 Cartlficate of Compliance 9461, Revision 0, for Model TRU 
Curium 

MACDONALD, C £ Transportation Dranch 82/06/01 4pp 13490? 340 


DOCKET 71-5600 MODEL Dll 63-0101, ENEROV, DEPT OF 


0206080171 Forwards request for addl Info re Model BR 63-0101 
packaging Schedule for submittal of info should be provided 
In 30 days 

MACDONALD, C. E Transportation Branch 82/05/27 RO80i D M Energy, 
Dept of 3pp 13441 203 


DOCKET 71-5768 MODEL BD-290-S, COMBUST I QN END INFER INO CD , INC 


8206000374 Forwards request for addl info re BB-250-2 packaging 
Schedule for submittal should be provided within 30 days 
MACDONALD, € E Transportation Branch 82/05/27 AU8TIN,MA 
Babcock tt Wilcox Co 3pf 13442 £52 


DOCKET 71-5005 MODEL: VANDENDUROH, CHEM -NUCLEAR SYSTEMS, INC 



DOCKET 71-5B74 MODEL WAPD-4D, ENERGY. DEPT OF 


a20&1^0Aa& Forwards Ravtitor 1 to "WAPD-’^O Cask BAR for Packaging. *’ ^ 
Ctrtlflcats of Cansplianca &974^ Ravia i on. I 
ENOEL.U P EnBrgg. Dept 82/04/20 MACPONALD.C E 

Transportation Branch Ip 13541 121 


DOCKET 71-6717 MODEL 6717-D, GAMMA INDUSTRIES 


B2061D0415 Requests registration as user of Models 67l7''Bi tOO,. 1 OOA. 2D0i 
20OA. C-B. C-1 it Spec 2-T 

MILLER. JE Bill Miller. Inc 82/05/24 MACDONALD. C E 
Transportation Branch 2pp 13458 340 


“'820^1^0467 Certificate of Compliance 5074. Revision l.for Model MAPD-40 
VAl^OHAN, J W Energy. Pept oP 82/04/15 3pp 13541 123. 


— 8206160491 ^“UAPD'40 Cask SAR for Packaging " 

* Wostlnghowse Electric Corp WAPD-REa<C )-270 ROl B2/03/31 
2e3pp 13341 12S, 


DOCKET 71-5908 MODEL D0T-6M TYPE 3. BABCOCK ft WILCOX CO 


82060106B& Notification of registration as user of Models 6717-J3. 650. 
660 it 715 in response to 820506 request 

MACDCNALD.C E Transportation Branch 83/03/25 5TI0ER, M H 
Pit tsburgh-De s Moines Corp Ip 1333J 311 


8206110401 fToti f ication of registration as user of Models 6717-8.100. 
lOOAt 200 i 300A in response to 820428 request 

MACDONALD, c E Transports tlon Branch 82/05/27 PETE^SDN.^1 M 
Energy. Dept of Ip 13490 308 


8206230090 Requests registration a* user of Model DOT-6M Type B 

GALLAfthER.fi D. Nuclear Sources &< Services Corp S2/05/2i Officr 

0 # Nuclear Material Safety *< Safeguard s. Osr ector Ip 13592 360 


6206110404 Notification of registration as user of Models 6717-1?. C-1 
Spec 2-T in response to S2D514 request 

MACDONALD. C E Transportation Branch 02/05/27 HEAD. K V H6H 
X-Ray Services. Inc Ip 13490 310 


DOCKET 71-6003 MODEL' M-iaO. ENERGY, DEPT OF 


8206090200 Forwards Revision 1 to Certificate of Compliance 6003 for 
Modal M-130 

MACDONALD. C E Transportation Branch 82/05/21 ENGEL* If P 
Energy. Dept of Ip 13456 077 


— B206090203 Certificate of Compliance 6003# Revision l.for Modal M-I30 
MACDONALD. C. E Transportation Branch 02/05/21 5pp 13456 078 


DOCKET 71-6400 MODEL 6400. WEaTINGHOUSE ELECTRIC CORP 


S206230159 Foruards amend to Certificate of Compliance 6400. 
authorliing shipment of up to 314 g Pu oxide as addl 
conisntSiper Westlngh-ouse 820602 iir 

MACDONALD. C E Transpor tation Branch 82/06/18. WARD J. A J 
Wtf^lnghouse Electric Carp ip 13592 312 


-^-8206230161 Amend to Certificate af Compliance 6400. author izin g 
shipment of up to 314 g Pu oxide as addl contents. per 
Uestlnghouse 820602 Itr 

MACDONALD. C E Transportation Branch. 82/06/18 2pp 13992 313 


DOCKET 71-6574 MODEL: HN-200. HITTMAN NUCLEAR & DEVELOPMENT CORP 


8206010017 Forwards Revision 7 to Certificate of Compllanct 6574 for 
Model HN-200 

MACDONALD. C E, Transportation Branch 62/05/20 BILLYliAM. D 
Hittnian Nuclear i Davelopment Corp. (subs. Hittman Corp ) 3pp 
13331 334 


— 8206D10019 Certificate of Compliance 6574. Revision 7* for Model HN-200 
MACODNALDi C. E Transportation Branch 82/09/20 4pp 13331:337 


DOCKET 71-6601 MODEL: CMS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


6206030335 Raquests registration as User of Model CN8 S-120 

KALXViANAKISi N Commonuiealth Edison Co. 62/05/05 MACDONALD, C. E. 
Transportation Branch ip. 13361 360 


82D6070176 Notification of registration as user of Models CNS 8-J20j 
CN8- 1 600, CN6-S0A,0E- 1600, CNS 14-195-H 6 CK3 21-300 In 
responie to 820430 request, 

MACDONALD. C E. Transportation Branch B2/05/29 NICHOLS, T C 
South Carolina Electric it Gas Co 2pp 13427:284 


S206U0409 Notification of registration as user of Hodelt Vandenburgh, 
CN8 14-195-K, CNS 6-8<T-2rCM8 6-120 it CNS 21-300 in raspoose 
to 820312.19 i( 25 requests 

MACDONALD, C. E Transportation Branch 62/06/03 SCOTT, 0 J 
Commonwealth EdiiDn Co Ip 13490 313. 


DOCKET 71-6722 MODEL B8-33-IB0, TENNESSEE VALLEY AUTHORITY 


8206110176 Requests amend to Certificate of Compliance 6722 to remove 
restrictions imposed by Items 5 d S<i) & 6 re Typo A 
sole-irse package 

MILLS. L M Tennessee Valley Authority 82/05/21 MACDONALD, F 
Transportation Branch Ip 13493 270 


B206230087 Forwards Revision 5 tP Certificate of Compliance 6722 foi 
Model BS-33-1B0 

MCDONALD, C E Transportation Branch 82/06/15 MILLS, L M 
Tennessee Valley Authority ip 13592 355 


—8206230089 Certificate of Compliance 6722, Revision 5, for Model 

De-33-ieo 

MACDONALD, C E Transportation Branch 02/06/15 4pp 13592 396 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO 


8206220126 Requests cancellation of registration as user of Models 
BMI-1 <* AP-1O1.0E continues as user of Models IF-300. 

NSF“4,NLI-l/a i F8V-1 

DAWSON. DM General Electric Co 62/06/01 MACDONALD. C E Uraniva 
Fuel Licensing Branch tp 13991 249 


DOCKET 71-9006 MODEL 500-8U. AUTOMATION INDUSTRIES. INC 


0206230175 Discusses current shipping packages including use of drum 
overpack i shipping two sources within source changer 
SANTORO, M P Automation Industries. Inc 82/05/27 RAWL. R R 
Transportation.Dept of 6pp. 13S92 302 


0206240090 Forwards response to 020527 Itr re shipment of Model bOO-SU 
source changer u/twd sealed sources & use of overpact for 
certain shipments Amend to carttflcate of compliance must be 
obtained, prior to use of modified packaging & contents 
MACDONALD,C E. Transportation Branch 82/06/15 SANTORO, M P 
Automation Industries. Inc Ip 13607 30B. 


DOCKET 71-9032 MODEL 650. TECHNICAL OPERATIONS. INC 


8206010686 Notification of registration as user of Models 6717-8^650, 
660 it 715 in response to 820506 request. 

MACDONALD. C E Transportation Branch 02/05/25 aTrGER,M. H 
Plttsburgh-Des Moines Corp ip. 13331 3JI 


8206230234 Requests registration »» user of Models 650 8c 660 
WILSON, vfC Wilson Inspection Servlcas.lnc 82/06/08 
MACDONALD, c E. Transportation Branch Ip 13592 243. 


8206230236 QA program for radioactive matl shipping packages 
WILSON, «/ C Wilson Inspection Services, Inc 82/06/08 4pp* 
13992 244 


DOCKET 71-6679 MODEL 6679, U 8 ECOLQOY 


8206160437 Dlecuises analysis of Half Supertiger shipping package re 
25 psig external pressure requirements Proposed certificate 
of compliance end 

HIPSHER.W M. LI8 Ecology# Inc. (Formerly Nuclear Engineer ing ) 
02/05/19 MACDONALD* C E Transportation Branch 6pj) 13543 165. 
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DOCKET 71 '9033 MODEL 660 & 660E. TECHNICAL OPERATIONB. INC 


0206010606 Notification of registration as user of Models 6717-13*650, 
660 Ct 715 In response to 02OSO6 request 

MACDONALD, C E Transportation Branch 82/OS/’2S STIQER.M H 
P i ttsburgh-Des Moines Corp Ip 1333i 311 


8206230234 Requests registration as user of Motlels 650 & 660 
NILSONi J C Nllson Inspection Services, Inc 52/06/03 
MACDONALD, C E Transportation Branch ip 13992 243 


— S2O6230236 QA program for radioactive matl shipping packages 
MILfiQN, J C Wilson Inspection Services, Inc 02/06/00 4pp 
13592 244 


DOCKET 71'9034 MODEL TRIOA-I. GENERAL ATC3MIC CO 


0206230270 Requests registration of Exxon Nuclear Co as user of Models 
TRIQA I tc TRIOA 11 

PRICHARD, R P Energy, Dept of 02/06/07 MACDDNALD, C E 
Transportatl on Branch Ip 13592 226 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION «< EQUIPMENT CD 


B206I0041S Requests registration as user of Models 6717-B# 100« lOOA, 200, 
2OOA,C-0, C-1 S< Spec 2-T 

MILLER, J E Bill Miller, Inc 82/05/24 fTACDGNALD, C E 
Transportation Branch 2pp 13458 340 


0206110404 Notification of registration as user of Models 67l7-B«C-i S, 
Spec 2-T in response to 820514 request 

MACDONALD, C E Transpor tation Branch 82/05/27 MEAD, K Y HliH 
X-Ray Services, Inc Ip 13490310 


DOCKET 71-9037 MODEL TRlOA-8, GENERAL ATOMIC CO. 


B206230270 Requests registration of Exxon Nuclear Co as user of Hqdels 
TRIOA I (i TRIOA U 

PRICHARD, RP Energy, Dept of 02/O6/D7. MACDONALD, C. E 
Transportation Branch Ip 13392,826, 


DOCKET 71-9039 MODEL 715, TECHNICAL OPERATIONSi INC 


0206010686 Notification of registration as user of Models 6717-D,650r 
660 713 in response to 820506 request 

MACDONALD, C E Transportation Branch 03/O5/Z5 STIGERi M H 
P 1 tt»burgh“Dei Moines Corp Ip 13331 311 


DOCKET 71-9044 MODEL- OE-1600, GENERAL ELECTRIC CO 


0206070176 Notification of registration at usar of Hodals CN8 0-180, 
CN8-I600, CN6-80A, OE-1600, CNS 14-195-H it CN9 21-300 In 
respanie to 820430 request 

MACDONALD, C E. Transportation Branch 82/05/23 NICHOLB, T C, 
Eoirth Carolina Electric it Gas Co 2pp 13437 2B4 


docket 71-9056 MODEL} SPEC 2-T, SOURCE PRODUCTION it EQUIPMENT CD 


8206100415 Requests registration as user of Models 67 i 7-Dr 100, I ODA* 200, 
200ArC-e, C-I it Spec 2-T 

MILLER, J E Bill Miller, Inc 82/05/24, MACDO/fALD<C E 
Transportation Branch. 2pp, 13430 340. 


8306110404 Notification of registration as user qf Models 6717-B, C-i Be 
Spec 2-T in response to 880514 request 

MACDONALD, C E Transportation Branch 82/09/27. HEAD* K Y. Hl<H 
X-Ray Services, Inc, ip. 13490 310, 


DOCKET 71-9070 MODEL j N-5S, ENERGY, DEPT OF 


0206010115 Notification of registration as usar of Model N-95, in 
response to 820428 request, 

MACDONALD, C E Transportation Branch 02/09/20 OADOIS, C K 
Energy, Dept of ip 13319.293 


8206090253 Forwards Revision 7 to Certificate of CoeipHance 9070 for 
Model N-5S 

MACDONALD, C E Transportation Branch 02/05/24 SIMCHUKj-J D 
Nuclear Packaging, Inc Spp 13496 049 


— 9206090295 Certificate of Compliance 9070, Revision 7, for Model N-55 
MACDONALD. C E Transportat i on Branch 02/05/24 4pp 13456 051 


0206220155 Requests reg istr atio-n as user of Model N-S3 overpack 
shipping container 

NORMAN, D R Dresser Industries, Inc 02/05/20 BROWN, J M NRC - 
No Detailed Affiliation Given 3pp 13591 310 


0206110406 Notification of registration as user of Model N-55 in 
response to 02D428 request 

MACDONALD. C E Transportation Branch 82/06/01 LAUDE, L L 
Nestlnghouse Electric Corp Ip 13490.314 


0206160197 Forwards “lOCFR?! App E-Acceptance Cr Iterla-Transperta tlon 
Packages for Norinal/8pec 1 al Form Radioactive Matl “ 

Document acceptable for establishing QA pregrams for 
normal /spec la 1 farm matl N/o end 

MACDONALD, C. E Transportation Branch 02/06/01, ZEHNER.LR 
Nuclear Support Svcs Inc Ip 13533 335 


820623010-2 Notification of registration as user of Model N-95 In 
response to 32092B request 

MACDONALD.C E Transportation Branch 02/06/18 OQLDINO, H D 
Dresser Industries. Inc Ip 13592 352 


DOCKET 71-9079 MODEL HN-lOQ. GER ICS 2 8. SA. HITTMAN NUCLEAR 


82D616O460 Requests expiration date fur Certificate of Compliance 9079 
be extended to 821231 Extension will allow time for physical 
upgrading of HN-lO0> Sarles 2 casks Upgraded casks will he 
operated under Certificate of Compllancu 9131. 

MALLORY, C W Hlttman Nuclear it Development Corp <sobs Hitt nan 
Co>rp >. 82/05/21 MACDONALD, C Transportation Branch. Ip 

13343, 213 


BSD60S0407 Forwards request for addl info re 020506 application for 
approval of Amend 6 to Certificate of Compliance 9079. 

Hubmittal schedule should be provided within 30 days 

MACDONALD, C E. Transportation Branch. 02/03/27 HEPSHER, W H. US 

Ecology, Inc. (Formerlv Nuclear Enginitringl Ip. 13442.171 


DOCKET 71-9001 MODEL CNB-1600, CHEM-NUCLEAR SYSTEMS. INC 


8206070176 Noti f ication of registration as user of Models CN3 6-120, 
CNa-1600j CN6-a0A.GE-1600.CNa 14-193-H it CN9 21-300 in 
responst to B20430 request 

MACDONALD, C E Transportation Branch 02/05/23 NiCHOLSiT. C. 
South Carolina Electric it Qas Co 2pp 13487*284 


9206210083 Advises that Certificate of Compliance 9001 for Model 
CN8-1600 shipping conteiner expires 020731. Consolidated 
appllcetion including drawings it incorporating all previous 
subml ttal s, ex cep t QA prog ranu riquested 

MACDONALD, C E. Transportation Branch 82/06/04 MARBH.C A 
Chtm-Nuclear Sgstemi. Inc. ip 13303,067 


DOCKET 71-9086 MODEL: BN-lOO, BERIE9 1, HITTMAN NUCLEAR U DEV CORP, 


8206160169 Informs that preparation of consolidated application using 
format spec If led in Reg Quids 7 9 Is underway It will be 
submitted by 820715 

MALLORY, C N, Hlttman Nuclear it Development Corp. (subs Hitt nan 
Corp I, 62/05/21. MACDONALD, C. Transportation Branch Ip. 

13330, 309 


DOCKET 71-90ea MODEL NL8-RFi SCHLUMBERGER WELL BER VICES 


8206220613 Requests registration as user of Model NLS-RF, 
OALLAGKERiR D. Nuclaar Sources it Services Corp. 82/03/21. 
MACDONALD, C. E Transportation Branch Ip. I359l}a47. 


DOCKET 7 i -909 1 MODEL: 30A it GOB, GULF NUCLEAR, CO 


8206230230 Ack recaipt of 920513 Itr concurring w/sveluatlon that 
Ttnewel of Cortlficate of Compliance 1091 not necessary 
VAUGHAN, C.M General Electric Co. 02/03/24. MCDONALD, C E. 
Transportation Branch. 2pp. 13592.278. 



DOCKET 71-9094 HQDEL CNS 1 4-195- K. CHEH-MJCLEAR SYSTEMS. lUC 


0206070176 Notification of ^tglst^«t^lQn as usor of Modal* CNS a~120i 
CMS-1600, CN6-a0A.GE-l60{). CNS 14-193-H & CNS 21-300 in 
response to 920430 request 

MACDONALD. C E. Transportation Branch 92/05/25 NICHOLS- T C 
South Carolina Electric b Oas Co 2pp 13427.294 


DOCKET 71-9120 MODEL C-B. 0AM1A INDUSTRIES 


6206100415 Requests registration as user of Models 6717-Bi 100. I OOA. SiChO 
2OOA.C-0.C-1 b Spec S-T 

MILLER. J E Bill Miller. Inc 92/05/24 MACDONALD- C £ 
Transportation Branch 2pp I345B 340 


6206110409 Notification of regietratian ai us(-r of Models Vandenburgh. 
CNS 14-195-H-CN3 6-60-2, CNS 9-120 U CNS 21-300 in response 
to 920312.19 & 25 requests 

MACDONALD. C E Transpor tat i on Branch 82/06/03 BCOTT-D J 
Conimonuealth Edison Go Ip 13470 313 


DOCKET 71-9096 MODEL CNS 31-300. CHEM-NUCLEAR SySTEhS. INC 


6306020596 Requeiti registration as user of Model 21-300 

KAL1VIANAKI9. N Commonwealth Edison Co 92/09/06 MACDONALD, CE 
Transportation Branch Ip 13339 077 


6206040030 Rec^ucits registration as user of Model CNSI Si-3D0 shipping 

cask 

SCOTT, D J Commonwealth Edison Co 02/05/19 MACDONALD. C C 
Transportation Branch Ip 13362 359 


0206010690 Notification of registration as user of Model CNB-21-300 
in response to B20506 request. 

MACDONALD. C E Transportation Branch 82/05/25 0RAES8EA. K L 
Conmonuiealth Edison Co Ip 13331 312 


0206070176 Notification of registration as user of Models CNS 0-120. 
CN8-16O0.CN6-e0A.OE-l 600, CNS 14-195-H b CNS 21-300 in 
responsa to 020430 request. 

MACDONALD. C E Transpor tation Branch. 82/05/25 NICHOLS. T C 
South Carolina Electric b Oat Co 2pp. 13427 204 


0206110402 Notification of registration as user of Model CN3 21-300 in 
response to 020505 request 

MACDONALD. C E Transportation Branch. 02/05/27. KALlVl ANAK IS. N 
Commonueelth Edison Co Ip 13490 307 


B206L10409 Notification of registration as user of Models yandenburah. 
CNS 14-195-H,CNB 6-80-2. CN3 8-120 b CNS 31-300 In response 
to 020512. 19 b 25 requests 

MACDONAUO.C E Transportation Branch 92/06/03 SCOTT. D J 
Commonueal th Edison Co Ip I349D'313 


DOCKET 71-9111 MODEL* CNS6-B0-2. CHEM-NUCLEAR SYSTEMS. INC 


8306040443 Req^uests registration as user of Model CN6-S0A 

SCOTT. D J Ccmmonueelth Edison Co 82/05/20 MACDONALD«C E 
Transportation Branch Ip 13362 360. 


DOCKET 71-9132 MODEL T-3. ENEflOY. DEPT OF 


6206020001 Amends Certificate of Compliance 9132 to aukhoriio shipintiq 
of eight FFTF type Irradiated fuel pins per Q20423 Itr 
MACDDNALD.C E Transportation Branch B2/04/28 PETERSON, J M 
Energy, Dept of Ip 13332 355 


DOCKET 71-9136 MODEL OE 9136. GENERAL ELECTRIC CO 


9206220122 Application for extension of Certificate of Compllanco 9l3A 
until 821231 due to delays caused by Inclement weather b 
problems ui/outside contractors 

CUNNINGHAM. O E General Electric Co 02/05/21 MACDDNALD.C L 
Transportation Branch Ip 13591 240 


0206230092 Notl ficatl on of registration as user of Models OE-9l36'0l, 
GE-9136-02 b GE-9136-G3 in response to 6205 21 request 
MACDDNALD.C E Transportation Branch 82/06/15 CUNNINGHAM. 0 f 
General Electric Co 2pp 13592 361 


DOCKET 71-9152 MODEL CN3 1-13C1I, CHEM-NOCLEAR SVaTEMS. INC 


8206160'120 Notifies that possible typographical error has been noted 
In Certificate of Compliance 91 52. Revls Ion 0. issued 090404 
Actual rate to be used for leak testing referenced cask 
requested 

MARSH. C A Chem-Nuclear Systems. Inc 02/05/20 MACDONALD. C L 
Transportation Branch Spp 13538 030 


8206090219 Forwards Revision 1 to Certificate of Comp I lane# 9152 for 
Model CN8 I-13C II. 

MACDONALD. C E Transportation Branch 02/05/21 MARSH, C. A 
Chem-Nuclear Systems, Inc Ip 13453 129 


*8206090223 Certificate of Compliance 9152, Revision l» f or Modal 
CNS l-t3C II. 

MACDDNALD.C E Transportation Branch 02/03/21 4pp 134D5 KHk 


8206300410 Informs that invoice for approval fee for 010610 appUcatUn 
ts forthcoming 

MILLER.M.O License Fee Management Branch 02/06/04, MAflBH.CA 
Chem-Nuclear Systems. Inc Ip 13661 359 


S206070’176 Notification of registration at user of Models CNS 0-180, 
CNa-1600.CN6-80Ar0E-160O. CNS 14-175-H b CN8 81-300 in 
response to 820430 request 

MACDDNALD.C £, Transportation Branch. BS/05/23 MlCHOLS, T. C 
South Carolina Electric b Oas Go 2pp 13427 804 


9206110409 Notification of registration as user of Models Vandenburah, 
CNS 14-19S-H, CNa 6-00-2. CN0 0-120 b GN8 21-300 in reipeniB 
to 020518. t9 b 25 requests. 

MACDONALD, C E Transportation Branch 68/06/03. SCOTT. D J. 
Commonwealth Edison Ce Ip 13490.313 


0206230106 Notification of registration as ussr of Model CNS 6-00-2 in 
response to 020515 request 

MACDONALD, C, E. Transportation Branch 08/06/18 ORAESSER.KL 
Coiiunanuealth Edison Cg Ip 13593 353 


DOCKET 71-9160 MODEL 80-VS b 40- VB. GULF NUCLEAR CO 


0206080413 Forwards request for addl info re 830302 application fcr 
approval of Model 20-VS b 40-VS packaging Eubmtttal schedul# 
should be provided within 30 days. 

MACDONALD, C E Transportation Branch. 02/05/27. PAYNEi A E Oul P 
Kuclear. Inc 3pp 13442 160 


B206220011 Discusses 020302 applications requesting approval to 
Models ONO-20,ONM-20.20-V8.40-V8 b R Current NRC approved 
design b fabricaUon activities 
MACDONALD, C. E. Transportation Branch 02/06/04, PAYNE. A E. 
Nuclear. Inc Ip 135B3 359 


uie 

Oul# 


DOCKET 71-9161 MODEL; R, GULF NUCLEAR CO 


DOCKET 71-9127 MODEL* 100« lOOAt 200^ 200A. GAMMA INDUSTRIES 


0206100415 Requests r*g istration as user of Models 6717-8. 100. lOOA, 200. 
200A. C-BiC-1 b 0pec 2-T. 

MILLER, d E Bill MiUert Inc, 82/05/24 MACDONALD, C E 
Transportation Branch 2pp 13438,340. 


8206110401 Notification of registration as user of Models 6717-B. 100, 
100Ar200 b 200A in response to 020426 request 

MACDONALD, C E Transportation Branch, 02/05/27 PeTERBOM. U M 
Energui Dept of Ip 13490.300 


0206000414 Forwards request for addl info re 820302 application for 
approval qf Model R packaging. Submittal schedule should be 


provided within 30 days 
MACDONALD. C E Transportation Branch 
Nuclear. Inc 3pp 13442.165. 


02/05/27. PAYNE. A E Oulf 


Models GN0-a0,0NM“80. 20-V8i 40-V8 b R. Current NRC approved 

b fabrication activities, 

WC^ALD.C E /’’•***P°^tatlon Branch 82/06/04 PAYNE, A. E Oul f 
Nuclear. Inc, Ip, 13503 359, 
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DOCKET 71-9162 MODEL ONN-20. GULF NUCLEAR CO 


9206220011 DiseussQ* 020202 appllcationt requesting approval to use 
Models ONG-20rONM-20< 20-VSi 40-U9 & R Current NRC approved 
QA program does not cover design fabriention activities 
MACDONALDjC E Transportation Dranch 02/06/04 PAYNEi A E Gulif 
Nuclaarr Inc Ip 13503 359 


DOCKET 71-9163 MODEL ONO-20, GULF NUCLEAR CO 


Q206220011 Discusses 820302 applications requesting approval to use 
Models ONO-20. ONM- 2 O 1 20-VS, 40-Ua & R Current NRC approved 
OA program does not cover design Vi fabrication activities 
MAC DONA LD j C E Transportation Dranch 02/06/04 PAYNEi A E Oull^ 
Nuclearr Inc Ip 13583 359 


DOCKET 71-9165 MODEL 855, TECH/OPS 


0206220598 Forwards SARi supporting request #tir issuance of certtficato 
of compliance for Teeft/Ops Model 8SS Type D package - source 
changer 

MACDONALD, C E Tech/Ops (Technical Operations, Inc } B2/05/S1 

MUNRO,J J Transportation Dranch 2pp 13B91 177 


— 0206220600 “BAR for Tech/Ops Model 855 Type D(U) Package " 

KUNRO,U U Tech/Ops (Technical Operatlonsi Inc )• 02/05/21 

63PP 13591 179 


DOCKET 71-9510 MODEL OPHS, EfCROY, DEPT OF 


0206300071 Foruards BAR for Certificate of Compliance 9510 Ic 
engineering evaluation of SAP 

PRICHARD. R P Energy, Dept, of 82/06/01 MACDONALD, C. E 
Transportation Branch 3pp. 13604 001 


— 0206300076 "SAB for Packaging (SARP) General Purpose Heat aource Modul' 
750-Uatt Hhlpptng Container " 

HHlTNEYrM A , BURQAN.C E , DLAUVELT, R K Monsanto Research Corp 
MLH-2357 81/10/15 60p p 13684 004 


DOCKET 71-9931 MODEL C47r C47 EXTD , C47 SHORT ht C47H, ENERGY, DEPT 


0206080426 Forwards request for addl Info re 760503 application for 
Models C47V, C47V ex tend ed, C47U short & C47H packaging 
Submittal schedule should be provided urithln 30 days 
MACOONALD.C E Traospor tat ion Branch, 82/05/27 ROSS, D M Energy, 
Dept of 2pp 13442 193 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATICNS, GENERAL ELECTRIC CO 


6206290003 Informs that no addl Category lH(a) fee will be required for 
790227 renewal application for License 6NM-126S Max fee, per 
10CFR170 31, paid 

KILLER. N 0 License Fee Management Branch 02/06/22 DANSQN, D M. 
General Electric Co Ip 13661.095 
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tOCfft G0MHI88I0N MEET I NO REC0RD9 


QS0i20O9U Foriii«rd« variaui docu(n»nt« providid At Cainmlsslan 63010S 
britflTig by NRCi ACR8 8( v«ndorf r» of programs on 

uattr Isvsl indicators Coimntnts on dacumtnts must ba 
sutmlttsd by 830S01. 

CHILKiS J Office of the Secretary of the Commission 62/01/15 
Metropolitan Edison Co Ip 1162S SSL, 


— 6201S00516 Expounds on comments made at B201O6 meetin{f r« uater level 
indicator problem List of most probable accident sei|uencas 
should be produced points of ambiguity In mgt of accident 
should ba identified 

LEWISiH. M. ACR9 - Advisory Committee on Reactor Safeguards 
82/01/09 PALLADlNOiN J Commlssionirs app 11622 292. 


— 6201200521 Lists parties that will be making presentation during 
820108 meeting on reactor vessel water level indicator. 

CHiLKiB J Office of the Becretary of the Commission 62/01/07 
PALLADINOjN. J r OlLINSKV^Vi BRADFORO.R. Commissioners ip. 


— 8201200529 Recommends Commission direct NRC to order all B&M reactor 
llcenssee to conclude conceptual designs & to submit 
detailed engineer Ingi procurement <i installation schedules 
for RC8 level monitoring concept by 620501. 

DIRCK64W. J Office of the Executive Director for Operations 
81/12/29 Commissioners. 70pp 11622.294 


— 6201200534 Transcript of Commission 620108 meeting In Washing ton« DC r« 
riaetor vessel water level indicetari Pp l-'l6d. 
e Commltfioners 62/01/08 167pp, 11756' 001 


6206020556 Transcript of 620525 briefing on Human Factore Sec rept in 
Uashingtonr DC Pp 1-82. Vleugraphs end. 

* Conmisf loners. 82/09/25. I05pp 13339.093 


—8205270499 fiECy-B2-l7B 

Provides Gommlssloner s u/advence copies of Human Factors Boc 
draft reptf ^Comprehensive Human Factors Plan for Nuclear 
Reactor Regulation. '* Meeting can be arranged for Boc to 
present overview of recommendations. 

OIRCK61H, J. Office of the Executive Director for Operatione, 
82/04/26. lipp. 13339*200. 


6206030014 6taff requirements memo re 620911 briefing on status of 
r eg ionallxeti on Gommiiiion to be updated periodically on 
status of program to transfer functions to regional ofcs 
CHILKiS. J Office of the Secretary of the Commlesion. NB209IJA. 
82/05/27. OlRGKSiW. J. Office of the Executive Director for 
Operations. ip, 13361 *339 


—0206040461 SECY-'82-207 

Requests approval for FR publication of notice of final 
rulemaking issue re environ qua lifl cation of safety-related 
electric equipment 

DIRCKSj W. J Office of the Executive Director for Operations 
62/05/24. 73pp 13424. 223 


8206040466 Transcript of 620601 public meeting in Hashing ton* DC re 
mld-yr resource & program review Pp 1-109 Viaugraphs end. 

* Commlssluners 82/06/01. 99pp 13391 079 


8206070019 Transcript of 620519 public meeting in Hashing ton- DC re 
status rept on capability of reactors to go to cdd/hot 
shutdown Pp L-66, Viswgrap he ancl 
# Comfflissloners 82/05/19 74pp 13426 204 


8206080014 Transcript of 820928 a f f irmatian/d is cuss i on session In 
MashlngtontDC re SECY 62-208 Pp 1-2 
a ComffllsB 1 o-ners 62/05/28. 6pp 13441 041, 


—8206060018 8E<JY-82-2O0 

Approvss employment of Freger es Commltloner Asselstlne 
secretary ft permits access to natl security info & 
restricted data before security investigation i« completed 
6 evaluated. Prof qual 1 f ications end 

DIRCKSfW xJ Office of the Exscutivo Director for Operations. 
82/05/26 3pp, 13441*046, 


8206030147 Transcript of ACR8 it Commission 620604 public meeting in 
Uashingtaii»DC,Pp 1-64 

a ACR8 - Advisory Committee on Reactor Safeguards e 
Commissioners 82/06/04 66pp. 13423 093. 


8206080513 Transcript of 620520 public meeting in Wash Ing tonr DC re 
emergency preparedness appreisal program Pp 1-92 Vlewgraphs 
sncl* 

e Commissioners 82/05/20 6 9pp. 13440: 134 


—8209870703 BECV-02-199 

Informs Commission of emergency preparsdnsss onsite 
appraisals at licensee & Applicant facilities At generic 
problems that exist* in response to Chairman Palladino 
request, 

DlRCKStH. J. Office of the Executive Director for Dperations. 
02/09/18 14pp. 13440.203. 


6206060516 Transcript of 820419 a f f irmatiun/d iscussion session in 
Hashingto«i> DC, Rp 1-9, 

s Commissioners ALAB-693 62/04/19. 9p p, 13468-061 


8206030018 Staff requirements memo re 620911 briefing on long-range 
restercb plan NUREO-0784. Of c of Nuclear Regulatory Research 
to incorporate Commission comments into memo on pending 
BECY-02-ia9 when paper acted on. 

CHlLHrB. J. Office of the Secretary of the Commission, He209ilB. 
92/09/87. DIRCK8>H. J. Office of the Executive Director for 
Operations Ip. 13361*343 


62060^336 Staff requirements memo re 620910 briefing on results of 
Ofe of Executive Director for Operations task group study of 
existing value-impact guidelines !< recommendations. Ofc of 
Policy Evaluation Ii Commissioner Abeam# comments provided. 

CHILKi 9 yi Office of the Secretery of the Commlesion. 82/09/26 
Office of the Secretery of the Commission. ip. 13361,361. 


8206040474 Transcript of 620601 public meeting In Hashing tan# DC rt 
final ruler "Environ Qualification of 8af etg-Relatsd 
Electric Equipment for Nuclear Power Plants, *' Pp 1-125. 
a Commissioners. 82/06/01. I27pp 13424*079. 


B206160114 Tran-icript of 620611 affirinafelon »«tBlon. in Ui»|tlngfeoni DC re 
mod to vintrgBncy prfrpareif ness reg«jiatloni U South TX rifusal 
proceod ingi Pp 1-10 

* iilonors 82/06/11 I3pp i3570< 087. 


8206210013 Transcript of 820610 public netting in Wash ingtoitr DC re 
briefing on industry activities concerning opirator 
<iualif ication training ^ related isatteri Pp 1-99 
* Commissioners 82/06/10 77pp 13502 2Ci 


8206230099 Unofficial transcript of 820617 af f irmatlon/Jtscussion 
session in Ua thing ton* DC on &E;gV 82-133 re employee 
protection Pp 1-4 

s Commiiiliotitrs 82/06/17 app 13593 344 


8206240436 Transcript of B20622 public meeting in Wash ingtom DC 
re emergency response facilities Pp 1-92 
* Commissioners. 02/06/22 93pp 136L9 198 


0206250088 Staff raq.uiraflitnts memo re 820611 affiraatlon session on 
6EGY-82''1B5 containing final amend to 10CFR50 & App E 
CommissiQn approved final emend to regulations Harked-up 
version of final ruli end 

CHlLKi 3 J Office of the Sscretery of the Commission B2/06/17 
D1RCK8. W J. Office of the Esecutive Director for Operations. 
BICKWIT, L Office of the Oeneral Counsel. POUCHARD^J Office of 
Public Affairs 26pp 13627. COi 


8206250093 Staff reguirements memo re 820610-11 briefing on reactor 
operator qua 1 if Icationi 

CHILKi 8 J Office of the Secretary of the Commission. H8206I1A 
02/06/10 DlflCKS. W J Office of tlte Executive Director for 
Qperations, ip 13626 390 


0206300106 Unofficial transcript of 030624 public meeting in 
Washington^ DC ri decision dates for effectiveness of A&LB 
decision for author Ixation of full pouer lictnsss Pp 1-72 
» Commissioners B2/06/24 73pp, 13684 293. 


ACR8 ADVIBORV COMMITTEE EWf REACTOR SAFEOUARDS 


8206020264 Suininarg of ACRE Nuclear Safety Research Program 020106 
meeting In WatMngtonj DC re F\B3 budget for NRC safety 
research programs 

* ACR8 - Advisory Committee on Reactor Safeguards 82/01/12. 

ACR8 - Advisory Cammlttes an Reactor Safeguards 4epp 13342' 076 


6206020406 Transcript of ACRS Su-bcoewnittee on Claes 9 Accidents 620526 
meeting in Wash Ing toni DC Pp 1-201 Supportive viewgraphs 
enel. 

e ACRS - Advisory Committee on Reactor Safeguards 02/05/26 
4aapp, 13327 '044. 


6206040009 Transcript of ACRS Subcommittee on Safety Research Prograei 
620602 meeting In Ifashing tonr DC. Pp 1-314. Supporting 
documantati on and, 

« ACRS - Advisory Commit taa on Reactor Safeguards 82/06/02 
320pp 13346.001. 


6206060033 Summary of 256th *ACRB matting on 811015-17 in Washington^ 
DC, App I end 

« ACRS - Advisory Coomilttee on Reactor Safeguards 6S/0S/18 
ACRS - Advisory Conmittea on Reactor Eafeguards Sllpp 13536,001 


8206070002 Summary of ACRS Subcommittee on Nuclear Safety Reiaarch 
Programs 811209 mtiting in Ifash lngton» DC ra preliminary FYB3 
NRC safety research program budget info 6 draft of 
NUREO-0064, ACRS rep t to Congress 

« ACR8 - Advisory Committee on Reactor Safeguards 62/01/04 
ACRS - Advisory Committee on Reactor Safeguards. 30pp. 13424’ 267. 


— B306070008 Forward t comments re '^Rept of Special Revieie Group on Fast 
Reactor Safety Research'' dtd 811120 

BASSETTtO E Office of Nuclear Regulatory Retearch^ Director. 
61/12/07 ROSSi 0 F. Division of Accident Evalvation. 6pp 
13424:307. 


0206070072 Transcript of ACRB 266th general maetlng on 620603 in 
Mashlngtoni DC.Pp 1-160 Supporting doc umente tion end. 
e ACR3 - Advisory Commit tes on Reactor Safeguards. 82/06/03 
210pp, 13367:320. 


0206080147 Transcript of ACRS tc Commission 620604 public meeting In 
Waehingtoni DC, Pp 1-64. 

a ACRS - Advisory Committee on Reactor Safeguards. » 
Commisaioners 02/06/04 66pp. 13423.093 


0206090003 Transcript of ACRS 266th general meeting on 820604 in 
Wsshlngtoni DC Pp 169-370 Supporting documentation end 
« ACRS - Advisory Committee on Reactor Safeguards 82/06/04 
295pp 13433 075 


B206100301 Transcript of ACRB Subcommittee on Waste Mgt 620606 nettCng 
In Wathlngtonf DC Pp 1-242 Vieugraphs i< supporting 
documentation end 

« ACRS - Advisory Committee on Reactor Safeguards, 82/06/08 
360pp 13443 032 


0206110134 Transcript of 020609 ACRS joint meeting of Subcommittee on 
Bite Evaluation 6 Subcommittee on Reactor Radiological 
Effects In Washlngton»D C Pp 1-245 Vieugraphs & supporting 
documentation end 

* ACRS - Advisory Committee on Reactor Safeguards, 82/06/09 
400pp 13460 Oil. 


0206140044 Comments on P Jennings Itr re proposed changes In seisMlc 
design msthodologgi per NRC 011203 request Recommends that 
Jennings suggestions be considered uithln context of broad 
review of NRC current seismic design practices. 

SHEUHONiP ACRS - Advisory Committee on Reactor Safeguards 
82/06/00 OlLINBKYfV Commissioners Ip, 13407-110 


0206(40045 Discusses pressurized thermal shock (PT8> problem per ACRB 
266th meeting on 020603-05, Immediate plant mods not needed 
to permit continued operetton of plants having potential 
PT8 problem Beneficial short-term actions submitted, 

EHEWMONjP ACRS - Advisory Committee on Reactor Safaguardt, 

82/06/07 PALLADINOrN J, Commlsslonere. 2pp. 13487- 108, 


B2061S016B Transcript of AGR8 Subcommittee on Metal Components 82D607 
meeting In Palo Alto<CA Pp 1-2S0, Vieugraphs end 

e ACRS - Advisory Committee on Reactor Safeguards. 62/06/07, 30pp 
13496 001 


B206230051 Transcript of ACRS Subcommittee on ECCB 020617 maetlng In 
Idaho FallsilD Pp 1B4-349 Viewgraphi end 

e ACRS - Advisory Committee on Reactor Safeguards 82/06/17 
200pp. 13590 013 


8206230097 Transcript of ACRB Subcommittee on ECC8 S20616 meeting In 
Idaho FalledD.Pp 1-183 Viewgraphi end 

e ACRB - Advisory Committee on Reactor Safeguard!. 82/06/16, 
210pp. 13968, 250. 


B2062500B1 Transcript of ACRS Bubeommittse on Reactor Radf Inloglcal 
Effects Ic Bubcommittee on Site Evaluation 820623 meeting in 
Ueshingtonr DC.Pp 1-293 Supporting documentation end. 

• ACRB - Advisory Committee on Reactor Safeguards, 82/06/23, 
330pp. 13615.058. 


8206200285 Tranecript of ACRS Bubcommittee on CRBR/Bite Evaluation 
020624 meeting In Washing tont DC. Pp 1-341. Vi awgraphs ancl, 

* ACRS - Advisory Committee on Reactor Safeguards. 82/06/24. 
400pp 13622 ' 001 


0206290(77 Transcript of ACRS Subcomittee on CRBR 020623 Meeting in 
Washington DC.Pp 348-SB8. Vieugraphs end. 

e ACRB - Advisory Committee on Reactor Safeguards 82/06/25, 
400pp (3633,001. 


COHHiBaiON NRC GOHMISBIONERB 


82060(0126 Forwards NRC yuarttrly rept on nondisclosure of eafegueri-i 
info for period ending 820331, per 800630 Public Law 
96-295. W/o end. 

PALLADIND, N, J Commlislontri, 82/09/12. BU8H> 0. H. W. Senate. 
President of the Senate, Ip 13329.212 


—82060(0(32 Forwards NRC quarterly rept on nondisclosure of safsguirda 
info for period ending 820031, per 800630 Public Law 96-295 
N/o end. 

PALLADlMOiH. J Commlsslonere. B2/05/12 O'NEILL, T, P Heue# of 
Rep. » Speaker of the House. Ip. (3329.213, 


■8206010137 Forwards PRC quarterly rept on nondlic loeure of aafefuerli 
Info for period ending 820331, per 800630 Public Law 96-295 
H/o end 

PALLADINO, N. J. Commieeloners. 82/05/12. NOFFETT, T. Houieof 
Rep., Government Operatlone Ip. 13329:214 


>82^1013? Forward! NRC quarterly rept on nondisclosure of eafeguardi 
Info for period indlng e2033liper 600630 Public Law 96-295 
W/o end. 

PALLADlNOi N. J. Commi si loner s. 62/05/12, OTTINGER, R. L. House of 
Rep., Energy li Qommeroe, ip, 13329' 21 5. 



NONDOCKETED ITEMS 


423 


— 920A010M3 roruards KRC quartarlv I'vpt on nondi sclfl-tura of aafaguarde 
info for parlod anding a2033iipar BOOikSO Public Latii ?6-295. 

U/o and 

PALLADiNOi N J Commi ioniri 08/05/13 UDALL<11 K Houte 
Rap . Inbarior ti Inaular Affair* Ip 1332*? 2ldi 


320&130058 Foruard* NRC rapt on AQa afc llconaad nuclear facUltle* per 
aection 20B of Cnargg Raorganl t atlon Act of 1974 (PL 73-43B) 
for fourth calendar iquarter 19ai.lJ/t> end. 

PALLADINQ, N J Cooiini »s loner*. 82/0^/ 15 BU&Hr 0 H Qenater 
Provident of the Senate ip I3^i96 009 


— B20A01014Q Foruardt NRC quarterly rapt on ncndi ecloeure of eafoguardv 
info for period ending 020331# par 800630 Public Lauf 96~S95 
PALLADINOiN J Comflil** lonara 02/05/12 SlhfPBOfliA Senate* 
Environment it Public Work* 4pp 13389 217 


82061401 16 Wee k ly Info rept for uk ending S20604 

REiHM# T A Office of the Eiiecwtlve Director for Pperation* 
02/06/09 44pp 13507 232 


820601-0154 Commanti on H R 6005 to dlacontinua or atnend certain 
raqulrementa for NRC rapt* to Congre**# In response to 820414 
raquiit Support* Bubaectioni 12i(a} (b) Sub«ection 121 Cc) 

ihould ba delated Raqulremanta in Section 170 appropriate 
PALLADIWO.N J Commli* loner* 02/05/12 FR00K9* J Kou«e of Rep , 

Oovernnant Operation* Ip 13389 230 


— 8206010157 Foriifard* H R. 6005 di «continuing or amending certain 
requirement* for NRC ript* to Congress Comment* requested 
SRDOKSj J House of Rep > Oovarnment Operation*. 82/04/14 
PALLADINOtH j Comml si loner*. 45pp 13329:239. 


8206010165 Forwards ninth HRC/FEKA joint monthly rept to Congress on 
•margancy preparedness for Kar 1962# in rasp ones to B1060Q 
lir Current emergency preparedness rules will not be 
changed 

PALLADINOiN J Commissioner* OlUFFRlDAi L. O. Federal Emergency 
Management Agency 02/05/10, BIKPSONi A K Senate# Environment 
Public Work* 70pp 13329 204 


8206010179 Forward* NRC proposed bill authorliing appropriations for 
FYfi4< per Section 607 of Congressional Budget Sr Impoundemant 
Control Act of 1974 W/o end, 

PALLADINOiN J Commissioner*. 82/05/14 BUSH# 0 H W. Senate* 
President of the Senate, Ip 13329 357 


— 8806010183 Forward* NRC proposed bill authorising appropriations for 
FY84jper Section 607 of Congressional Budget St Impoundment 
Control Act of 1974 W/o end, 

PALLA01N0*N J Commissioner* 02/05/14, O^NEILL#T, P Mouse of 
Rep, « Speaker of the House Ip. 13329:358. 


— 8806010100 Forwards NRC proposed bill authorizing approprlat i ons for 
FYS4iptr Section 607 of Congressional Budget St Impoundement 
Control Act of 1974. W/o end. 

FALLADINQ# N. J. Commissioner*. 82/05/14 UDALLrKK. House of 
R*p,« Interior Ir Insular Affairs Ip. 13329,399 


—8206010192 Forwards NRC proposed bill authorliing approprlat i on* for 
FY04iper Section 607 of Congressional Budget S< Impoundement 
Control Act of 1974 W/o end 

PALLADINOiN J Commlttloners. 02/05/14. DTTINGER^R L Mouse of 
Rep J Energy S< Commerce ip, 13329' 360 


— 8206010195 Forwards NRC proposed bill authorizing approprlat! ons for 
FY04ip*r Section 607 of Gongreestonal Budget 6 Impoundment 
Control Act of 1974. NRC analysis of proposed bill end 
PALLADINOj N. J Commiss loners. 82/05/14. SlHPGONiA. Senate# 
Environment Sc Public Works. 5pp 13389’ 361. 


8206070158 Weekly info rept for wk ending 020921 

REHHi T A Office of the Executive Director for Operations 
82/05/26, 36pp. 13427: 220 


8206130052 Responds to 820507 memo re NRC activities that concern 
private sector Initiatives NRC does not participate in 
program due to agency independent status 

PALLADINOrN. J Commissioner* 82/06/03 MOORHEADiJ President of 
US «t Executive Offices, 6pp. 13675-328 


6206130054 Ack recomisindation that NRC hold public meeting In area of 
Harrisburgi PA. Matter not decided, 

PALLADINOrN J Commissioners. 02/06/07. HINNICHrJ.E. Dauphin 
Countui PA. ip. 13696' 008, 


0206130056 Comment* on H R 6144 re disposal of low level raduaste £n 
ocean watersi in response to 820429 request. Enac tment of bill 
does not appear to be Intended to have any direct Impact on 
NRC activities. 

BICKWITiL. Office of the General Counsel 82/06/11 JONES# W. B 
House of Rep, # Merchant Marine 6 Fleheries, 2pp, 13679.319 


— 8206300439 Requests views on end Bill H R, 6144 re disposal of low 
level radwaste in ocean water*. 

JONESrW B House of Rep.# Merchant Marine Fisheries. 82/04/29. 
MENDRIEiJ Commissioners. 7pp 13673' 321. 


8206230118 Public version of weekly info rept for uk ending 820611 
REMM# T. A Office of the Executive Director for Operatloni 
02/06/16 SOpp 13593 341 


0206290093 Responds to 02D3OB request for info re NRC plans for & 
status of work on revisions to App K of lOCFRSD 
DIRCH8*W J. Office of the Executive Director for Operations 
82/06/02 AHEARNE Commissioner*. 8pp 13661 299. 


0206290520 Pub 1 ic version of wseJrly info rept for wk ending 820618 
REHMi T. A Office of the Executive Director for Operations. 
02/06/24 35pp 13660:107. 


CONTRACT NRC CDNTRACT8 AMD MOD IF I CAT IONS 


0205130406 Not! flcatlon of contract execution# Mod 4 to "Msthoddlogy 
& Results of Assessing Regional Economic Consaquences of 
Accident* ** C ontrae tor. Dep t of Commerce 

FIELDS# J A. Technical Assistance Contracts Branch NRC'03-01-1 17 
82/04/14 VOLLMERfR H # HICHTER# B Division of Engineering Ip 
13099. 046. 


‘>’>82051 30 491 Mod 4#providlng add! funding#ta "Methodology Reiults of 
Assessing Regional Economic Consequences of Accidents " 

R£ED#C CommercorDept of. MATTIA. M J Technical Assistance 
Contract* Branch. NRC- 03-81-1 17 02/04/14. ip 13093 047 


0206020979 Notification of contract exe cutl on# Mod 8 to "Consultant 0vc& 
in Field of Hydrologic Engineering Contractor Nunn# Snyder 
& Assoc 

MCLEAREM#T, Technical Assistance Contracts Branch FIN B-S067. 

NRC “03-74-050 02/05/26, DENTON# H R. Office a# Nuclear Reactor 

Regulation# Director Ip 13339.347. 


— 82D6020580 Hod 0i deob liga ting unliquidated balance# to "Consultant Bvco 
in Flsld of Hydrologic Enginear Ing. *' 

NUNN«D, E. Nunn# Bnydfer & Assoc late s, HAOANi T F NRC - Mo 
Detail ad Affiliation 01 van. FIM 0-5067 NRG -03 -74 -050. 02/05/26 

Ip, 13339.340 


8206030090 Not! ficati-on of contract execution: "Maint L apsration of 
LPDRs# " awarded to PottstowniPA Public Library 
LITTLE. H Administrative Contracts Drench, NRC-lO-02-4i 4 
92/09/26 FELTON# 0 H, # BOUDER# J. Division of Rules and Records, 
ip. 13361:347. 


'8206030053 Contract, "Malnt 4 Operation of LPDRs" awarded to Potts town# 
PA Public Library. 

BURRY# 0 Potts town# PA LEBO# G D. Division of Contracts 
NRC-10-02-414 62/09/26 9pp. 13361.348. 


8206040007 Not! fic at ion of grant execution. "Go-nference on Thermal 
Hydraulics " Grantee AN8 

BAlBDENrL Research Contracts Branch FIN G-1032 NRC-0-04 -82-001 

82/09/24, 0AT9ON#W. # JUPITER# C. Office of Nuclear Regulatory 
Research# Director Ip. 13427 029. 


— 0206070074 Mod 1# changing method of payment from relm-hursemen t by 
treasury check to atfva-nce by treasury checkito "Conference 
o-n Thermal Hydraulic* " 

MORTON#K V NRC - No Detailed Affiliation Oiven FIN G-1032, 
NRC-O-04-a 2-001 82/05/24 ip, 13427:030 


0206040029 Noti fi cation of contract ex * cutlon # Mod 1 to '^Bupport for 
Region 1 Independent Measurements INond estr uctlve Exam) " 
Contractor: Dipt of Commerce# MBS 

OUBTAVEiR. Research Contracte Branch. FIN 8-1273 NRC-09-0 1-849. 

82/09/24 COBB#L. I # TRrPP#L. Director's Office# Office of 
Inspection and Enforcement. ip 13362' 397. 


— 6206040033 Hod li providing incremental funding to "Support for Region 
1 Independent Measursment* <Nonde* true tive Exam) " 
a C-emmeTce# Dep t of# National Bureau of Btandards, MORTON# R. V 
NRC - No Detailed Affiliation Given, FIN B-i273, NRC-08-Bi-249. 

02/09/24 Ip 13362*350. 



8^0^070140 Notification of contract axacution* Hod 3 to "Dafinition of 
Bounding PKgvical Tosta Ra(ir*«ontat i vc of Tran«port 
Accld«nt» Rail I, Truck " Contractor Rldlha 1 gh. E-g gari 8f 
Afa oc iatea 

HOLLETTiS Raisarch Contract* Branch FIN fl-662l NRC-OA-aO-lB? 
BB/O-^/te FOREHAND^W Office of ICucUar Ragulatorg Rasearchj 
Director LAH3,N NRC - No Detalledf Affiliation Olvan Ip 
13427 020 


— B2D607D153 Ko d 3* « ictend ing pirf OTiinance period from 020430 to Odi30< 
to "Definition of Bounding Phyaical Teato Repraaant^tive of 
Transport Accident! Rail Sc Truck " 

EGQERSi P E Ridihalghi Eggers 8( Associatas MORTON(.K.V Reaearch 

Contracts Branch FIN B -&421 NRC-04-B0^1Ba 82/03/10 Ip 

13427 021. 


B204070194 Directs that all work on Contract NRC-02-BL-043 be stopped 
Kerr^ffcOee inuat amend application for raffinate disposal 
HAOANj T F Technical Asti stance Contracts Branch 02/03/14 
FINDLEY. D E. Science App llcatlonsi Inc Ip 13427 311 


G206070207 Notification of contract as ecutioni Mod 1 to “Ad Hoc 
Contmittee for Revlcu of Nuclear Reactor Licensing Roforai 
Proposals " Cantractor RF RedmondrQH 8tata Untv 
LITTLE. M Ad'ministra tiva Contracts Branch FIN fl~0t79 
NRC-18-BS-4ai-0 02/05/28 ROTHSCHILD. T. Office of the General 

Counsel Ip 13424*338 


— B30A070212 Hod 1. providing monthly payments to contrec tor# to “Ad Hoc 
Committee for Review of Nuclear Reactor Llcanslng Reform 
Proposals " 

REDHONDiR F Ohio State Univ REBELLO. J E Administrative 
Contracts Drench. FIN B~ai7? NHC-18-82~4ai-0 82/03/20 Ip 

13424 339 


0206070215 Notification of contract execution* Mod 2 to ”Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Proposals." Contractor'G Chernoff 

LITTLE. K, Administrative Contract* Branch FIN B-B179, 

NRC" 18-82-401-0 82/05/28 HOTHSCHILD. T Office of the General 

Counsel. Ip 13424 340 


— B20A070219 Hod 3« providing for monthly payments to contractor . to "Ad 
Hoc Committee for Review of Nuclear Reector Licensing Reform 
Proposals “ 

CHARNOFF.O Affiliation Unknown REBELLO. J E Administrative 
Contracts Branch. FIN 8-0179 NRC- 18-82-401-0 82/03/28. Ip 

13424 34£ 


0SO6OSOOO9 Notification of contract execution . Kod 1 to “Hurricane 
Surge Flooding Study " Contract or. US Army Carp of Engineers. 
81LUI8.R.H. Research Contracts Branch FIN B-IGGB. 82/09/20. 
BAT80NfW Office of Nuelaar Regulatory Research. Director ip 
13441 052 


-6206000015 Hod 1 . deob 1 iga ting funding to enable closeout, to '^Hurricane 
Surge Flooding Study " 

NAREiA Army* Dept of. Corps of Engineers. HORTON. K V. Ae search 
Contracts Branch FIN B-tOOB NRC-01~76-I69 82/09/20. Ip 

13441.053 


8206090221 Notification of contract execution. "Tenth Hater Reactor 
Research Heetlng. " awarded to 8A Biauilewlcx 
COLEMAN. R Administrative Contracts Branch NRC-04-82'-0l4, 
82/05/21 BASSETT. O E . BATSQN.W Division of Accident Evaluattsn 
Ip 13499 138 


—8206090224 Contract. “Tenth Hater Reactor Research Heating. " airerded |i 
8A Szaulewlcz. 

a Siaulewlcz. S A LESQ.O D. Division of Contracts. 

NRC-04-82-0t4 82/05/21 29pp, 13499 139. 


8206100006 Notification of contract axecution. Hod 1 to "Stat l«t leal 
Anilysli of Cumulatlva Shipper-Receiver Difference Data. “ 
Contractor Boeing Computer 8vc Co 

OUBTAVEifl P Research Contracts Branch. FIN B-107&. 
NRC-01-ai-0l2-0. 02/05/29 FOREHAND.W. BRANSCDMEi J Office of 

Nuclear Regulatory Research. Director Ip 13469 301 


— 8206100164 Mod 1. extending period of performance to 820816 to. 
"Statistical Analysis of Cumulative Shipper-Receiver 
Difference Data " 

J0NE8.R L, Boting Computer Services. Inc (tubs of Boeing Co.}, 
OUBTAVE.R. P. Research Contracts Branch FIN B-1076 
NRC-Ol-Bl-012 82/09/2B Ip. 13469 302 


6206100012 Notification of contract execution. Hod 3 to "Bopres Tern 
Characteriiatton Resulting from Explosively-Caused 
Sicondarg Violations of Spent Fuel Shipping Casks," 

Contractor BMl 

W0LL6TT.8 Research Contract* Branch. FIN B-6710 MRc- 04-00-180. 
62/06/02 BATSON. H i LAHB. B. Office of Nuclear Regulatory Rtstarek, 
Director Ip 1 3474 ■ 16? 


— 6206100019 Mod 3. extending period of performance to 020930 to. 'Source 
Term Charac terixation Resulting From Explosively-Caused 
Secondary Vlolatlone of Spent Fuel Shipping Casks 
LUKZ.F J Battalia Memorial Inititute. Columbus Laboratoriii 
GUSTAVE. R P. Research Contracts Branch. FIN B-6710 
NftC-O4-0O-l8O 02/06/02 Ip. 13474 171. 


8206100407 Notification of contract execution: “Technical Assit tenet 
in Hydrogeology." awarded to Hi 1 1 lans-Rob tnette & 

Attociates 

HAIRSTON. C . MILES. E B Technical Assistance Contracts Branch. 
NRC-02-82-02B-09. 02/05/20. DAVIS. J. Office of Nuclear MatirJi] 

Safety «c Bafiggards. Director. JOHNSON. B. NRC - No Detailed 
Affiliation Oivsn Ip 13498.303 


— 8206100409 Contract* "Technical Asslstanca In Hy droganl ugu. " auerdsj 
to HI lliams-Roblnette It Associates 

WILLIAMS, R E Hilllams-Robineite It Assoc lates. Inc, MATTIA.H J. 
Technical Assistance Contracts Branch. NRC-OS-82-OS0-O5. 

82/05/20 17pp. 13450*304. 


8206100412 Notification of contract execution, "Licenelng Asiistencr/ 
Tailings Mgt Program Technical Evaluation. " awardod to 
Simons. Li It Associates. Inc. 

HAIRSTON, C.. FIELDS. J. A. Technical Assistance Contracts Branch 
NRC-02-79-O31-06. 82/05/27 DAVIS, J. . GILLEN, D Offiea of Nuclear 

Material Bafety I, Safeguards , Diractor Ip 13498:326 


9206000432 Notification of contract axecution. Hod 1 to “Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Proposale “ Contractor A Raisman. Trial Lawyer* for Public 
Ju i t i c e , 

LITTLE. H. Admin 1 strative Contracts Branch. FIN B-6I79 
NR 0-10-02-401-0. 02/05/28 ROTHSCHILD, T Office of the General 

Counsel Ip 13441*004. 


■8206100417 Contract: “Licensing Assistanee/Tall ings Mgt Program 
Technical Evaluation," awarded to Simons, Li & Associates. 

Inc 

8IM0NB. D. B. Simulation Associates MATTIA.H J Technical 
Assistance Contracts Branch. NRC-02-79-031-06. 02/05/27 12pp. 

13450. 327. 


— 0206000433 Hod i, providing monthly paymente to contractor, to “Ad Hoc 
Cammlttaa for Review of Nuclear Reactor Licensing Reform 
Proposal, " 

R0I6HAN.A Trial Lawyers for Public ^mtlca, REBCLLO.JE, 
Administrative Contracts Branch. FIN B-BI79 NRC- 18-62-40 1-0. 

02/05/20 Ip 13441.005. 


0206000436 Notification of contract execution. Hod 1 to "Unsaturated 
Flow it Transport Through Fractured Rock Related to High 
Level Haste Repositories “ Contractor UnlV of A2 
JACOflQiA Research Contracts Branch. FIN B-7291 NRC -04- B1 -224. 

02/09/28 BATSON. N Office of Nuclear Reg uLetory Research. 
Director NJ CHOU BON. T J, »FIC - Ha Detailed Affiliation Given ip, 
13441.014. 


—0206000439 Hod 1 . dei Ignat tng items of property procured or fabricated, 
to “Unsaturated Flow It Transport Through Fractured Rock 
Related to High Level Haste Repositories. “ 

CARRj 0 E Arlcona, Jnlv, of OUBTAVE.R. P Research Contracts 
Branch FIN B-7291 NRC-04-81-224 02/05/28 2pp 13441:010 


8206100421 Notification of contract execution. Hod IQ to 'TLECHT- 
BEASET, “ Contractor: Westinghouse/EPRI 

HOLLETT.a Rtftarch Contracts Branch. FIN B-6204 NRC-04-77-127. 

82/06/07. BATSON, W . LEE,R Office of Nuclear Regulatory Ha search* 
Director. Ip. 13490:354 


—8206100423 Hod 13, providing addl funds, to “FLECHT-aEASET. " 

AGATE, D Westinghouse Electric Corp, MORTON* K.V. Reiaarch 
Contracts Branch. FIN B-6204, NRC-04-77-127 02/06/07 Jp 

13450*355, 


8206100432 Notification of contract execution. Mod 6 t* "Vol ReduciJpn 
Techniauts in Low Level Radaaste Mgt. “ Contractor* Tefcne kr on 
Research* Inc. 

Assistancf Contracts Branch. hlR 0-02-79-024. 
^/06/02. ^VIS.J. 0. Office of Nuclear Material Oafety 6 
13460^093*'^*''*'^"^*' Division of Haste lianagament Ip, 


for labor overhaad M genen 

I. adalnistrative expenses* to “Vol Reduction Tachnt<iuas In 
Low Level Radwaeta Mgt. “ 

Pivi.lin o. Contr.cti. 

NRC-02-79-0a4. 02/0^/02, Ip, 13468:094. 



NONDOCKETED ITEMS 


42S 


B2061 10003 Noti fi cat ion of contract execution/ I1t,d G to "Technical 
Assistance to Support NRC IE Personnel in Investigation of 
Incidents " Contractor Paramotcr/ Inc 

HOLETTi Q Research Contracts Rranch FIW D-1013 NRC-OS-BO-SSl 
02/05/27 BLAHAf J L / LAUDANr W Program Support Branch ip 
13493 I 3D 


— 0206110007 Mod 8/ increasing funds for Task Order S ^ Task Order 1> to 
"Technical Assistance to Support N’RC IE Personnel In 
Investigation of Incidents " 

ft Parameter/ Inc GUSTAVE. R Division of Contracts FIN B-IOIT 
NRC-05-80-251 03/05/27 Ip 13473 139 


8206110010 Notification of contract execution. Med 13 to "Post-Failure 
Phenomena in UMFBR Top Accidents " Contractor l/niv of VA 
MCUEAREN/T Technical Assistance Contracts Branch FIW 0-1103 
NRC-03-72-lSa 02/06/02 MEVERj J r^oactor Systems Branch Ip 

13493 339 


—0206110013 Mod 13. deobl igating uni iq.uidated balance remaining in 
contract, to "Post-Failure Phenomena in LMFBR Top 
Accidents " 

JENMINOS/O W Virginia. Univ of KAOAN. T. F Division of 
Contracts FIN 0-1103 NRC-03-72-190 02/06/02 Ip 13493 340 


8206110044 Notification of contract execution. Mod 12 to iTLGCHT- 
5EA6ET " Contractor VJestinghoufio 

WOLLETT.S Research Contracts Qrancn FIN B-6304 NRC-04-77-1B7 

02/06/02 BATSON. U < LEE. R Office of Nuclear Regulatory Research. 
Director Ip 13493.172 


— 0206 11004Q Mod I2iapplglng existing program funds to projected cost 
growth/ to "FLCCHT-SEASET " 

RYTKONEN. B B Electric Power Research Institute MOORE. J 
Uestinghouse Electric Corp MORTON. K V Research Contracts 
Branch FIN fl-6204 NRC-04-/7-127 82/06/02 3pp 13493 173 


8206110076 Notification of contract execution. Hod 5 to "Poot-Li censing 
Studies of Socioeconomic Impacts of Nuclear Rouer Station 
Siting, " Contractor Mountain Nest Research. Inc 

WOLLETT. 9 Research Contracts Branch. FIN 8-6266 NRC-04-7a-i92 

02/05/24 BATSON. N . PRICHARD. C Office of Nuclear Regulatory 
Research. Director Ip 13493*253 


— 82061 10070 Mod S.providlng incremental funding to "Poet-Licensing 
Studies of Socioeconomic Impacts of Nuclear Power Station 
Siting " 

CHALMERS. P M. Mountain West Research. Inc MORTON. K V NRC - No 

Detailed Affillatian Given. FIN n-626e NRC-04-7e-192 82/05/24 

Ip 13493.294. 


B206liD090 Notification of contract execution. Mod 2 to ♦•Ineervlce Inep 
Courses." Contractor* Roc k well Inti Corp. 

JACOBS. A. Research Contracts Branch FIN 0-1274. NRC -05-01 -243. 

82/09/26 COBBS. L I Training Administration Staff FOK. E NRC 
- No Dttalled Affiliation Given Ip 13493:299. 


—8206110093 Mod 2. reschedul ing FY82 course data until B20B02-06. to 
"Znstrvice Insp Courses " 

JOHNSON. R. A. Rockwell International Corp. OUSTAVE. R P. Research 
Contracts Branch, FIN B-t274. NRC-05-B1-243 02/05/20 Ip. 

13493* 256 


0306110096 Notification of contract execution. Mod 3 to "Radio 8. TV 
Monitoring 6vcs Contrac tor, JR Birmingham Co. 

SMITH. PA Division of Contracts. NRC-10-80-388. 02/06/02 

OORIE. W. Office of Administration DRDAZ.O. NRC - No Detailed 
Affiliation Given Ip 13493 257. 


— 8206110102 Mod 3. dtofaliga ting remaining funds for c loseout. to. 
"Radio h TV Monitoring Svci, " 

DESMOND.J.A. JR. Birmingham Co. SMITH. P. A Division of 
Contracts. NRC-lO-SO-380, 82/06/02. Ip. 13493*290 


6206110372 Notification of grant execution "Partial Support of 
Cammittee on SeismelogV'" awarded to Natl Academy of 
Sciences. 

HAGEY. H Research Contracts Branch. FIN 0-1028, NRC -0-04-0 1-033 

82/04/02, BATSON. W . MURPHEY/A Office of Nuclear Regulatory 
Research. Director. Ip. 13490:290 


1206110375 Notification of contract execution. Mod 6 to "Geotechnical 
Engineering 8ves. " Contractor: Dept of Army, 

MCLEAREN/T Technical Assistance Contracts Branch FIN e-il34 
NRC -03-77-002 , 82/06/04 VOLLMERfR H . HELLER, L. D1 vie ion of 
Engineering. Ip. 13490’ 294, 


— S2061 10377 Mod 6/ deobl igating unliquidated balance remaining in 
contract/ to "Geotechnical Engineei’ing 8vcs " 

FRIEDENWALO. R Army/Deptof. Corps of Engineer* HAGAN. T. F. 
Division of Contracts. FIN B-1134 NRC-03-77-002 02/06/04 Ip. 

13490: 299. 


0206110380 Not i ficat ion. of contract execution . Mod 2 to "Technical 
Assistance in Support of NRC Reactor Licensing Actions « 
Program II " Contractor Scionco Ap pi ication s. Inc 
HAOAN. T F Technical Assiotance Contracts Branch FIN 0-0609 
NRC-03-02-096 82/05/ 12 EtSENMUT/D , SILVER. H Division of 

Licensing Ip 13490 319 


— 0206110585 Hod 2* incorporating award f^o earned for 811123-820220. 
accounting for fee not earned << providing incrpmental 
funding, to "Technical Assistance in Support of NRC Reactor 
Licensing Actions - Program II " 

* Science Applications. Inc MATTIA.M J Division of Contracts 
FIN D-0609 NRC-03-03-096 02/05/12 2pp 13490 320 


B306140011 Notification of contract uxecutinn. Hod 15 to "Technical 
Support in Reviewing t Appraising Applications for Liconaing 
of Nuclear Facility Sites " Contractor Dept of Army/Corps of 
Eng ineeri 

MOLEAREN. T Technical Assistance Contracts Dronch FIN B-9170 
NRC-O3-73-037 B2/06/04 VOLLMER/ R H. HELLER. L Division of 

Engineering Ip 13510 IB9 


— 0206140014 Hod 15. dedb 1 i gat ing unliquidated balance, to "Technical 
Support in Reviewing it Appraising Applications for Licensing 
of Nuclear Facility Sites " 

FRIEOENWALD/ n Army. Dept of. Corps of Engineers HAOAN. T F 
Division of Contracts, FIN B-9L90 NRC-03-73-037 G2/06/04 Ip 

13510 190 


02061500 34 Notification of contract ex ecution. Mod 1 to "General It 
Refresher Courses In Cimtreto Technology Codes " 

Contractor Portland Cement Assoc 

WDLLFTT.9 Research Contracts Branch FIN B-1275 NRC-OS-Sl -244 
02/06/01 COBB.L Z . FaX.E, Diviaion of Fuel Facilities. Materinlc 
t Safeguards Ip L3523 116 


—0206150039 Mod 1. exercising option for addl courses & obligating funds 
to "General %i Refresher Courses in Concrete Technology 
Codes " 

PARIS.O H Portland Cement Association GUSTAVE. R P Research 
Contracts Branch FIN 0-1275 NRC-05-ei -244 02/06/01 Ip. 

13523. 117 


0206150041 Notification of contract e xocutlon. Mod 4 to "Environ 
Monitoring Program M/8tate of 00 *' Contractor State of SC 
WOLLETT/ 8 Research Contracts Branch FIN B-S112 NRC-05~80-273 

02/06/08 Gaea. L. I . COHEN.L K Division of Fuel Facilities. 
Materials 6 Safeguarde ip 13923 131 


— 0206190045 Hod 4. deohligat Ing funds, to "Environ Monitoring Program 
W/State of ec, " 

DANTZLERrh U Gouth Carolina. 0tat» of OUSTAVErR P Research 
Contract* Branch FIN B-91 12 NRC-05-B0-273 82/06/00 Cpp 

13523 132 


B206150048 Nutt ficat ion of contract execution. Mod 1 to "Resolution of 
Shifper-Riceivar Difference* " Contractor BNNL 

WOLLETT. 8 Research Contract* Branch FIN B-0103 NRC-Ol-Bl-012 
02/06/04 FOREHAND. W.f DRANgcoME.J Office of Nuclear Rsgulatorg 
Research. Director. ip. 13523. 135 


—8206190051 Hod liixtandlng period of performance through 820624 at no 
add! cost, to "Resolution of Shipper-Receiver Differences " 
HAVERFIELD, A J. Battel le Memorial Institute. Pacific Northwost 
Laboratory. MORTON. K. V, Research Contracts Branch FIN E -81 03 
NRC-0I-8i-012, 02/06/04 Ip 13523*136. 


0206150094 Notification of contract axecutlon. Mod 4 to "Graphics/ 
Photographic 8vcs, " Contractor* Robert Charles Moles U 
Asset late*. 

PERLMAN. J, Arfmlnlitratlve Contracts Branch NRC-05-81-257 
02/OS/24 COBB/L . THAYER. C Training it Administration Staff Ip 
13523. 342 


— 0206130096 Mod 4. obligating funds, to "Graph ics/Photographl c Bves. " 

* Robert Charles Mole* S< Associates, SMITH. P A AiJmlnietrat Ive 
Contracts Branch. NRC-O5-0i-257 82/09/24 2pp 13523,343 


8206150059 Not 1 ficat ion of contract execution/ Mod 5 to "Evaluation of 
Gross Operator Error Rate* Sated on Past Experience in 
Nuclear Power Plants.** Contractor lA Btate Unlv 

0ILVI6f R M Rai earth Contracts Branch FIN D-6305 NRC-04- 70-221 

02/06/09 BATSON. W . COLLINGFORD. M Office of Nuclear Regulatory 
Research/ Dir actor Ip. 13B24? 007, 


— 0206150058 Ltr Contract NRC -04-70-221. Mod 5. deot ligating fundi, to 
"Evaluation of Gross Operatar Error Rates Based on Past 
Experience in Nuclear Power Plants." 

MDRTDN.K V Research -Contract* Branch. FIN B-6309 
NRC-O4-70-S21 02/03/03 LAN31N0. R Iowa State Unlv Ip. 

13924:000. 



G<20&1SOOS9 Notification of ccnlrAct c i« cution# Mod 9 to "Caord inni i on of 
Fedvral/Stato Radiation Control Activltioi h Asalstanca in 
Solving Radiation Control Problomi " Contractor Food Sc 0rU9 
AdmlnUtration 

GILDENHORNiA J Adninistratlvfr Contracti Branch FlM B-1620 
N?lC-06-7A-247 02/04/20 KERHcO.W , YOUNG* F*H OfMcs of State 

Program*! Director Ip 13523 345 


— 0206150061 Mod ?r extending period of performance t« B21231 Sc Incrcasin 
fund^.to “Coordination of Federal/State Radiation Control 
Activitiaa k Aeeiitance in Solving Radiation Control 
Problem* “ 

CROUMi H M pood Ic Drug Admini »tration LEB^Oi C D Administrative 
ContTftcti Branch FIM B'-1620 NRC-06^74-2+7 62/04/20 2pp 

13323 346 


6206230302 Notification of contract execution! Mod ID to ‘'Study of 
Pattern St Agei of Post-Metamorph iim Faults In Part of 
Northern Piedmont of VA fc NC " Contractor VA Polytechnic 
Inst Sc State Univ 

JACOBS, A Research Contracts Branch FIN A-9027. NRC-04-7&-237 

02/06/04 BATSON, N , Ml/RPKV, A Office of Nuclear Regulatory 
Research, Director Ip 13994 329 


-‘‘-B206230305 Nod 10, providing addl funds St uorkscope St extending per toil 
of performance to 030916, to “Study of Pattern €t Ages of 
Post-Netamorphism Faults in Part of Northern Pladmont of 
VA St NC " 

RIDENOUR, H £ Virginia Tech GUSTAVE. R P Research Contracts 
Branch FIN A''9027 NRC-“04-79-237 02/06/04 4pp. 13594 326 


8206150062 Notification of contract execution , Nod 3 to “Understanding 
of Regulatory Process " Contractor U3DA Graduate School 
DaRSEY, M Administrative Contracts Branch NRC^10-Bi-39a 
B2/05/10 DORIE.N * BASSIiNiC Office of Adninls tration Ip 

13323 34B 


-'-0206150064 Nod 3i«Ktci>i{ing period of performance to B30131 & providing 
up to five addl training seselonsito “Understanding of 
Regulatory Process “ 

VARNER, L 9 Graduate School, Agriculture, Dept of, SMITH* P. A 
Administrative Contracts Branch NRC-10-61-3e8 B2/OS/10 ip 

13923 349 


0^“623v313 Correction 2 for notification of contract execution 
"Long-Term Performance of Matl Used for High Level Waste 
Peckaging.'* awarded to BMNL Corrects previous 299 BScR 
number 

KAGEY, H Research Contracts Branch FIN fl-6764 NRC-04-62-019 

82/04/0? BATBDN,W , KIM, K Office of Nuclear Regulatory Reeearch, 
Director ip 13994 349 


8206230320 Not! f ice ti on of contract execution. ‘‘Records Holding Area 
Support Sves, " awsrded to BBA/Maxima Corp 

BAZIN, J Adfflinlitrative Contracts Branch NRC-10-B2-396. 82/09/13 

SE8AN, N J t SCOTT, R. 8 Division of Technical Information U Document 
Control Ip 13603*216 


0206160212 Notification of contract execution, Mod 2 to "Environ 
Assessment of Raffinate Study Disposal at Karr-McOea 
Sequoyah Fac 1 1 ity, Dora, OK “ Con trac tor: Be ienca Applications, 

Inc 

HAIRSTON. C , FLEENOR.C Technical Asiiitanca Contracts Branch. 
NRC-02-ai-D49 82/05/20 DAVIS, J . NIXON. W. Office of Nuclear 

Material Safety 6 8af eguards, Di rector. Ip 13540.004 


8206160348 Notification of contract c xacution, Mod 2 to "Analysts of 
NRC Document Control Sys. " Contractor Dept of Air Pores 
SMITH,? A D I Villon of Contracts. NRC-lO-Sl-410 82/09/23 
DQRIEj W . ROWE.P Office of Administration. Ip 13539.229 


— 8206160351 Mad 2, de ob I iga ting balance of remaining funds, to “Analysis 
of NRC Document Control Sys. " 

BLAIR, R L Air Force, Dept of &MITH,P A, Division Of Contract* 

NRC- 10-01-410 02/09/28 Ip 13939 230. 


— 0206230326 Contract "Record* Holding Area Support Sves, “ awarded to 
BBA/Maxima Corp. 

HILL, D Maxima Corp LEBO, C D Administrative Contracts Branch 
NRC- 10-62-396 02/05/13 ISpp. 13603 217 


8206230343 Not! fication of grant axecutlon, Mod 1, to '*Ooamorphlc Aspects 
of Nuclear Waste Disposal, Grantee CO State Univ. 

BAI80EN,L Resterch Contract* Branch. FIN 0-1010 NHC-G-0 4 -01-000 
82/06/14 BATSON, W , DOYLE, F Office of Nuclear Regulatory 
Research, Director. Ip 13594 339 


— 620623034B Hod 1, extending grant period to 020930, to ‘‘Oaopiorplilc 
Aspects of Nuclear Haste Disposal " 

BROWN. J F Colorado Stats Univ MORTON, K V. Research Contract* 
Branch FIN 0-1010 NRC-G-04-a 1-000 82/06/14 Ip 13994 336 


0206160034 Notification of contract execution, Hod 20 to “Raviaw ti 
Evaluation of Approx 500 Pending Operating Reectors 
Licensing Actions Contractor ’ Frantl in Research Gtr 
HAGAN, T F. Technical Assistance Contracts Branch. FIN a-6590 
NRC-03-79-110 82/05/ iB EJSENHUT, D 0 Division of Licensing 

BAJWA,3 NRC -No Oetallad Affiliation Given Ip 13970.081 


6206240007 Notification of contract execution* Mod 6 to "Study of Niar 
Surface Geology of Reitfoot Lake District of New Madrid 
Earthquake Region " Contractor* Vender blit Univ. 

8ILVI8,R M Research Contracts Branch. FIN B-5960 NRC-04-76-299 

02/06/16. BATSON,W, 0TEUER, N Office of Nuclear Regulatory 
Research, Director. Ip. 13607 347. 


— 8206180037 Mod 20, correc ting accounting & appropriation data U 
incorporating award fee earned for Jul-Dac 1981, to "Review b 
Evaluation of Approx 500 Pending Gperetfng Reactors 
Licensing Actions " 

* Franklin Inst Itute/Franlr 1 Ln Research Center. MATTIA, K -J 
Division of Contract* FIN 8-6590. NRC- 03 -79- 1 18 82/09/ £6 

2pp 13570 002 


S2062I0045 Notification of contract execution , Mod 9 to "Structural 
Geologic Study of Southeastern K0 ** Contrac tDr:HO Dept of 
Natural Resources 

WOLLETT, 8. Resserch Contract* Brench FIN B-6294 NRC-04-78-206 

02/06/15 BATSON. W , SCHMIDT, T. Office of Nuclear Ragulatory 
Research, Director Ip. 13962:326 


— 8206210052 Mod 9, extending period of performance from 820630 to 830630, 
at no addl cost, to "Structural Geologic Study of 
Southeastern MO ** 

* Missouri, State of MORTON, K Vr Research Contracts Branch 
FIN 0-6294 NRC-G4-78-206 02/06/15 Ip 13502:327 


8206230299 Notification of contract execution , Mad 3 to "Technical 
Aislstance for Repository Design. " Contractor Colder 
Assaciatei. Inc 

FIELDS, J A Technical Assistance Contract* Branch FIN B-69 83-2 
NRG-02-ai-037 02/06/09. DAVIB,^. , HARTUNG, L. Office of Nuclear 

Material Safety k Baf eguards, Director. ip. 13992 221. 


— 8206230307 Hod 3, changing due dates for rep ts & Increasfinp funding, to 
"Technical Asiistance for Repository Design " 

WEST.P J ©older Associates HAGAN. T F. NRC - No Detailed 
Affiliation Given, FIN 0-6983-3 NftC-02-Bl-037 82/06/09. 2pp 

13593. 223 


—8206240011 Ltp Contract NRC-04-76-297i Mod 6* deobllgat Ing balance of 
fund* to "Study of Naer Burfacs Oaology of Raalfoot Late 
DUtrlct of Now Madrid Earthquake Region « 

MORTON.K V Rassarch Contracts Branch. FIN B-9960 
NRC-04-76-299. 82/03/18, APPLE80N, R. R. Vanderbilt Univ Jp, 

13607:348 


8206240017 Notifleetlen of contract execution, Hod 9 to "PHR Vortex 
Technology." Contractor, Univ of lA 

HCLEARENiT Technical Assistanca Contracts Branch. FIN B-6462. 
NRC-03-7a-I30 82/06/16 MATTSON, R J , NOVAK, T M Division of 

Systems Integration (post 811009) Ip. 13607*350 


- — m vie a isjf VTVrrtVAtl T WH VHI 

Ttchnolosv ” 

M08BMAN.R.B. Iowa. Univ. of HAGAN, T F. Tachnical AssUtanc# 
13607*399 B-6462 NRC -03-70 -130. 82/06/16 Ip. 


* li tiini-recT, vx e cues on* noo a to "CaTeer 

CowstUng" Contractor; Blndar* El tier. Mends lion 6 Wheeler. 

nnoTp u = Branch NRC- 10-02-358. 02/06/10 

DORIE.H , VAN 8ANTEN*L.W Office of Administration. Ip. 13607.303, 


—82M2400B9^Mod ^3, providing liaison u/rigional career counselors, to 

dSS5'-|°J''-ti.,. M.T.d.l.on & WNmI.t, tnc. 

aS/Oi/i/ O*® Oiv.n. NRC-10-ea-39B 

02/06/10 Spp, 13607*306. 


"un-umi J 


^ for exeeution.Mod 14 to .... .... 

s!! C.ntT«t.r,C««put.r 

K/0*lN10*‘''DO»ie Branch. NRC-IO-79-355 

1M07;M7 '**®*‘'® O'f*'* of A*i"inictratlon If. 



NONDOCKETED ITEMS 


— S20-&240102 Mod I4f Adding Addl «quipmAnt to coverags. to ”0n-CAll Moint 
^or NRC ComputAr Peripheral Equipment '* 

fiOOT# L E GoiTputer Systems Support Corp NRC-lO-79-395 
02/06/10 Ip 13607 2S9 


8206240100 Koti f icetion of contract execution » Hod 5 to "Devolopment of 
Nuclear Reactor Plant Data Bank ” Con tractor: Technology 
Development of CA 

JACOBSjA Research Contracts Branch FIN D-7077, NRC^04^BO“2ia 
62/06/19 BATSQMiM * LEE* T Office of Nuclear Regulatory Research* 
Director Ip 13607 229 


— 6206240104 Hod 9* deleting Clause A to General Provision 1 17* to 
"Development of Nuclear Reactor Plant Data Dant 

e Small Busineee Administration * Technology Development of 
California* InC M0BT0N*K V Research Contracts Branch FIN 
B-7077 NRC-*04-a0-2ig 82/06/13 2 pp 13607 230 


8206240107 Notification of contract exec utlon * Nod 10 to "Stenograph tc 
Reporting Sves *' Contractor Alderson Reporting Co* Inc 
PAOf* M Adml nietrative Contracts Branch FIN B-13H 
NRC-17-80-'48a, 82/06/11 CHiLKi 8 J * SULLlVANiP. Office of the 

SecTetery of tha Commission MCNAKARA# P Atomic Safety and 
Licensing Board Panel Ip 13607 233, 


'^-52062401 10 Mod 10 * extending period of performance to 020806* to 
"Stenographic Reporting 8 vcs " 

SKARP*R A. Alderson Reporting 8 MJTH 1 P. A NRC - No Detailed 
Affiliation Given FIN B-1311. NRC-17-'eO~48e 82/06/11 Ip 
13607’ 234 


8206240414 Notification of contract execution * Hod 3 to "Baisnic Ity 
Earthquake Hazard Research in Northern AL " Contractor’ 

Oeologlcal Survey of AL 

WOULETT * 8 Research Contracts Branch FIN B-6674 NRC-04-80-2ao 

ea/C6/I0 BATSON* W * MURPHV*A Office of Nuclear Regulatory 
Research* Director Ip. 13619 170. 


— 8206240419 Hod 3iaddlng third yr funding & workscopB*to "Beiemlclty 
l( Earthquake Hazard Research in Nor them AL " 

HANClNliE. A, Alabama* state of 0USTA\/E*R. Research Contracts 
Branch FIN 0-6674 NRC“04-e0-2a0 82/06/10 7pp 13619*171. 


8206240<464 Notification of contract execution 1 Hc-d 6 to "Publication 
Dietribution Sve< " Contractor Computer Data 8 ys. 

PAOE 4 H Administrative Contracts Branch. NRC-lO-00-362 82/06/02 

DDRRY* U Office of Administration SCOTTi 8 Document Kanagement 
Branch Ip 10619:387 


— 6206240467 Mod 6 ' eatab 1 ishing monthly billing rate* to "Publication 
Distribution Sves " 

JOHNSONiH J, Computer Data Systemsr Inc BMITH* P A Division of 
Contracts NRC-lO-BO-362 82/06/02. 3 pp. 13619.380 


0206240469 Notification of contract execution * Had 1 to "oeophys Icol- 
Oeological Studies of Possible Eztentlans of Neu Hadrld 
Fault Zone." Contractor ' Purdue Research Foundation 
WOLLETTjS. Research Contracts Branch FIN 8^8077 NRC-04--BI-195 

02/06/04. BAT80N*H, * 8 CHMITT«T. Office of Nuclear Regulatoru 
Research* Director. Ip 13620.001 


— 8206240472 Mod 1 * changing project officers* to "Qeophysl cal-Qeolog Ico 1 
Studies of Possible Extensions of Neui Madrid Fault Zone. '* 
a Purdue Research Foundation OOBTAVCiB.P Division of 
Contracts, FiN B-8077 MRC-04“fll-i99 82/06/04 Ip. 13620’ OOS. 


0206240479 Not i flea t Ion of contract execution * Hod 1 to "Shuttle Bus 
8vc. " Contrac tori Bel tway Limous ins* Inc 

PERtHAN*J Administrative Contracts Branch NRC- 10 -82 *-370 

82/06/02. CORLEViJ * GRANT* L. Division of Facilities it aporatioms 
Ip, 13620: 026 


— 3206240481 Mod licorrectlng ceiling atnount of contract* to "Sb wtl 1 e RtJ s 
8vc. " 

ROBERTSON* J. Beltuiay Limousine Service* Inc. BMITH.P A. Division 
of Contracts, NRC-lO-02-a78 02/06/02 Ip. 13620.027 


B2O628OO20 Notification of contract execution-* Mod 9 to "Fire Protection 
Research Program* " Contractor: l/L, 

M0ULErT*8. Research Contracts Branch. FIN B-6197, NRC-04-77-ia^ 

02/06/00 BAT 8 DN*H * FEIT* R. Office of Nuclear Regulatory Research. 
Director. Ip 13628:088. 


— 8206280032 Mod 9* extending period of perfornance to 820930* to "Fire 
Protection Research Program, " 

BARTON* R D. Underutr iters Laboratory. MORTON* K V. Division of 
Contracts FiN B-6197 NR 0-04 -77- 122 82/06/08 If. 13628’ 089. 


6206250039 Notification of contract execution "Fundamenta Is of Oiai* 
Correction Problems*" atuarded to BMI 

BAlBDENiL Research Contracts Branch FIN H-BlOS NRC-04-82-O IP 
82/05/25 FaREHANB. N * R IVER8* J D Of flee of Nuclear Regulatory 
Research* Director ip 13628 101 


—9206280043 Contract "Fundairentals of Bias Correctinn Problems*" 
auardad to BMI Detailed contract analysis end 

HAVERFIELD* A J BattelJe MBmorial Institute* Pacific Northmest 
Laboratory HORTON*K V Division of Contracts FIN 11-81D5 
NRC-04-e2-OI2 82/05/35. 67pp 13620.102 


8206250051 Notification of grant executlan "Development of Radiation 
Protection. 8 tdsi " aiuarded to Inti Contmzssion an Radio-logical 
Protect! on 

DAl 8 DENi L Research Contracts Branch FIN 0-1035 NRC-0-04-62— OOA 

02/06/14 BATBOWiW ■ FOt/LKE* J Office of Nuclear Reactor 
Regulation* Director Ip 13620 2D2 


—9206290059 Grant: "Development of Radiation Protection 8 tds* " auiarde 
to Inti Cotnnlssion on Radiological Protection 

SOWBYrF D International Commission on Radiological Protection 
MORTDN*Jt V Research Contracts Branch FIN 0-1039 
NRC -0-04-82 -004, 02/06/14 2pp 13620 203 


8206250060 Notification of contract executi on* Hod 1 to "Oe-otech nlca J 
Engineering Caseuiork Revieu* — 1 1 •' Contraictor Dept of Army 
EDOEUORTMi P Technical Assistance Contracts Branch NRC-O 3 - 0 a- 102 

82/06/04 VOLLMERiR * LEAR* 0 Division ef Engineering Ip 
13626' 290 


— 8206250071 Mod I* correc 1 1 ng phraseol p gy* to "Geotechnical Engineering 
Casework Rsvisu* - II " 

* Army* Dept of* Corps of Enginsers MATTIAi M J Division of 
Contracts NRC-03-B2-1 02. 62/06/04 2 pp 13628*299 


0206250077 Notification of contract execution "Geotechnical 
Engineering Capework Review — II* " awarded to Dept of Army 
EDGHWORTH.P. Technical Assistancs Contracts Branch FIN B-6027 
NRC-03-e2-lO2 02/03/26 VOLLMeR* R * LEAR*G Office of Nuclear 

Reactor Regulation! Director Ip 13680,300 


—6206250004 Ltr Contract NRC’'03-62-102* "Geotechnical Engineering 
Catewark Review - II " Accepted by RL Frl edenua Id* UB Army 
Corps of Enginsersjon B20526. 

HATT1A*H J. Division of Contracts FIN 0-8027 NRG-03-a2»102. 

02/04/08 FBIEDENHALD* R Army* Dept of* Corps of Engineers. IJpp 
13628 309 


8206260012 Notification of grant e xecut ion* Hod 1 to "Norkshop to 
Increase Involvement of Nlstortcally Black Gallegtt & Univs 
in Research Ic Knowledge D issemlnatlan of Safety, " 

Orentee Natl Assoc for Equal Opportunity in Higher Ed, 

DAI8DEN*L Research Contracts Branch FIN 0-1034. NRC-0-D4-B2-OD3 

62/06/16, BATSON.N * LARKINS* J DffUe of Nuclear Regulatory 
Ressarch* Dirsetor tp. 13630:323 


— 6206200014 Mod 1 * changing period of p erformance* to "Norkshnp to 
Increase Involvement of Historically Black Colleges it Univs 
in Research it Knowledge Dls eeminati on of Safety Assestmetit 
Bye It Technologies Used in Nuclear Power Applications " 
e National Assoc for Equal Opportunity In Higher Education 
MQRTONfK V. Research Contracts Branch. FIN 0-1034. 
NRC-0-04-B2-003 82/06/16. Ip 13630-324 


8206290017 Corrected notification of contract execution* Mad 5 to 
'^‘Cevelopinant of Nuclear Reactor Plant Data Bank." 

Contractor* Te chnology Developnent of CA 

JACOBS* A Research Contracts Branch. FIN B-7077 NRC-04“80-215. 

02/06/19 BATSON* W * LEE* T Office of Nuclear Regulatory Research* 
Director. Ip 13630.325, 


8206280019 Notification of contract execution* Mod 6 to "Disease 
Incidence Rates From Occupational Exposure to Hazardous 
Bubitaocss. " Contrac tor; BMZ. 

WQLLETTfS Research Contracts Branch FIN B-10660 NRC-01 -00-016 
62/06/14 FOREKAMD*M. * RQECKLEtN* A. Office of Nuclear Regulatory 
Research* Director Ip 13630.326 


— 0206260022 Mod 6 * extending period of performance w/o cost increase* t 
"Disease Incidence Rates From Occupational Exposure to 
Hazardous Substances " 

LUKZ!F j Battelle Memorial Institute* Columbus Laboratories 
GUarAVEfR.P Research Contracts Branch. FIN B-1O660 
NR C-0 1-00-0 16 02/06/14 Ip 13630:327 


8206280108 Notification of contract exe cut! on* Mod 13 to "Improved 
Ultrasonic Nondestructive Testing of Pressure Vessels-" 

Contractor, Un iv af HI. 

JACOBS* A Research Contracts Branch FIN A-4047 NRC-04’'7 9-182. 

62/06/21. FOREHAND* * HU 8 CARA* J. Office of Nuclear Regulatory 
Research* Director Ip 13630:260 



— S^0i20012ii fJod pr-Dv Id 1 ng funding for re-iBirrh for Jar-rec I*J33, to 

"Inproved Ultrasonic Nondo s t r uc t i vtf resting uj Pressure 
'/esecls " 

CfUNi^LHHOFF , J ^lichiganj. Ursiv of ■GUSTAVEi H P Research 
Contracts iJranch FUJ A-4017 t.flC-04 -75-*l 3^ 02/06/21 7f>p 

tJoSO 26? 


021-36 f-lot i f icat Ion of contract e i ecu 1 1 on i Ho d 14 to ''Inproved 

Ultrasonic Nondestriirtive Testing of Pressure VecseJo “ 
fontmetor Univ o-f MI 

JAC0i3S*A F?e search Contracts Dranch FIM S-72J0 NTr'04-“73'- 1 Or^ 

02/06/21 rOREKAfJD.U , flUSCARA- J Office of Hucloar Hegulabor^ 
nosearch- Diroctor Ip 13630 262 


--0206200136 Hod 1 re i nbitr s i r g Univ of HI for coat share of ADP 
Gciuipnerit vesting titla to all equipr^ent acquii ed under 
contract/ to ''Impraved Ultraaonic Nondestructive Testing of 
Presauie Vessels “ 

DAtnVNPLE. 0 T flichifl^nj- Univ of CUSTA^tiR P Research 
Contracts Dianch TIN B-7230 fP?C-04-75-lfi2 62/06/21 Clpp 

13630 263 


0206280573 Notification of contract e t ec u t i on i Mod I to "Demographic 
f^r 0 joc ti one t Regional Economic Impacts of Accidents " 

Contractor Do p t of Commerce 

FIELnSiJ A Technical Assistance Contracts Branch NRC-03-03-1 12 
02/05/17 VOLLKSP.ft H . SIN I StJALL I . A Division of Enyineertng Ij) 

13630 126 


--020623057? Hod l.anflnding reporting r equirftments re monthly business 
1 tr< to "Demographic Projections & Regional Econonic Impact 
of Accidents *• 

TROTTjE a C ommor c Bp Oe P t of lIASANj T F Technical Arsi stance 
Contracts DraTich HRC-03-92-1 12 82/05/17 Ip 13630 12? 


82O6S9O00S Notification of contract execution “Fuel Cycle Analysis-*' 
0paini'‘ a-warded to Nuclear Assurance Corp 

MCNVUTYpA Purchasing Section FIN B-7374-2 NRC-02-02-048 

82/06/iB BROWN- H S . THOMAS, D H Prograp Support Branch Ip 
13661 090 


—0306290645 Mod I, adding i/Uia taskt. plus fundn-tfi *'To3i Analysif Qf 
Nuclear Pouei fMant Conirol Room Cretjs " 

UHITNEY, J N Ocnoral Friy-^irs Corp Gi,)SrAVF.P Kuaearch Contracts 

Sranch FIN B-7491 Nnc-0 1 -Qi-OOb f}2/06/l5 2pp 13638 HI 


0206290649 Notification of contract o x e c o ti on , Mod 25 to "DoLincoinar 
Effects Exp or imontii I Prugran *' fontTnetoT CREANEi Inc 
l.’OLLfcTTiS Resejrch Contracts flranrh FIN A 1070 NRC -04-7 5-1 62 
02/06/ 16 BATSON, N , REYES, J Or flue tjf N tic lour Ro j i/ 1 o tory 

Research, Director Ip JJ650 I5l 


—0306290665 Mod a5i pro'll tl i ng arfril fund mo to cover uithin acppch cfiangei 
6 extending period of performanre to (j*M231, tn "Dounr omor 
Effects Exp er icient jI Program " 

HICMN, R A Ciuare, Inc MDRTOH, K V Reb^orth tontiacts Branch 

FIN A-4070 NHC--04'“75-162 02,06/16 6pp in6';t? IR2 


FQIA TfiEEDDM DF INFORHATrON ACT RRaUEOTb AMD Rtl, EASES 


8104100137 Foruards summary of ongoiny h. pUnnod octivittca r# sufoty 
implicafeiohs of contial sya Primary goal of Task A-47 is 
in development of comprehtnisive 6 consiGient sat of design 
criteria & poquirements for existing U future Ll^Ra 

rOSA,F Pojor bystems Branch Ica-79-27 ai/OJ/20 KERR, U ACRB 
- Advisory Com.Tnttpe on Reactor bafogusTdB 7pp 65^^37 029 


D2060I0005 FOIA request for all info re petition for lulemakirtg 
PRM-35-1 filed 79032Q by GV Tapi in 

KRONZEK.AL FOl Services 2132 82/03/1 i Division of Rules 

and Records Ip 13328 120 


8206010035 Response to FOIA request for all info re petition for 
rulemaking PRM-35-1 filed 790328 by OV Tapi in Ducuments 
listed in App A encl Documents listod in App D withheld frofo 
public disclosure 

PELTONi V M Division of Rules and Records 2132 0S/O4/16 

KR0N2EK,A L FOI Sorvicos 3pp 13320 121 


— 020*290007 Contract "Fuel Cycle Ana 1 y» is-Spa in, " awarded to Nuclear 
Assurance Corp 

8/ilTM,R L Nuclear Assurance Corp REOELLO, J E Adotini strat ive 
Contracts Branch FIN B-7374-2 NRC-<}2-B2-04S 83/06/10 4pp. 
13661 091 


9206290044 Notification of contract execution "Study op Effect* of 
Several Parametars on Penetration of Lou Energy Photons Into 
Tissue Slabs, '' auardad to linlv of IL at Lirtiana''Champai gn 
HAOEV. H , RROMfiERO, B Research Contracts Branch FIN B-eiOl 
NR 0-04-82-00 B B2/0A/SI FOREHANDj fl . DENNIS, N A Off ice of 

Nuclear Regulatory Research, Director Ip 13661 135 


--9206290048 Contract "Study of Effect* of Several Parameters on 
PanetTation of Lou Energy Photons Into Tissue Slabs,” 
awarded to Univ of IL at Urbana-Champalgn 

BRADY. R W rilinois, Univ of, Urbana-Champa Ig n NORTON, K V 
Research Contracts Branch FIN B-810X. NBC-O4-02-OOB 82/06/21, 
9p p 13661 1 36 


— B2D6010075 Disagrees w/neu restrictions on certain medical licanie* 
which limit use of approved radiopharm to routos of 
adninistrat Ion 6 for applications listed in mfg product 
insert 

TAPLIN, 0 V California, Univ of, Loe Angoles 79/03/08 
PQDOLAftiE Office of Standards Development, Director 3pp 
13328 124 


— 8206010083 Petitions for revision of recent changes in license 
conditions to limit use of approved radiopharm to routee cf 
administration ti for applications listed in mfg product 
Insert 

TAPLIN, 0 V California. Univ of, Los Angelos 79/03/20 
Docketing ti Services Branch 2pp 13328 127 


— 8206010094 Forwards FR notice re OV TapHn petition for rulemaking for 
signature Notice may be dispatched upon signature N/q end. 

FELTON, V M Division of Rules and Record* 79/04/30 CHILK.H V 
Office of the Secretary of the Commission ip 13328 129. 


8206290591 Notification of contract as ecution* Mod 5 to "TVA Edgemont 
Tailings Ngt Evaluation ’* Contractor fieotechnical Engineers, 

Inc 

MCLEAREN, T Technical Assistance Contracts Branch FIN B-69 94-0 
WRC-03-B0-O77 82/06/23 DAVIS, J , CASTRO, 0 Office of Nuclear 

Material Safety I, Bafeg uard s, Dir ector ip 13659' 102 


— 8206290504 Mad 5, deob 1 i gating funds to "TVA Edgenont Tattings Hg t 
Evaluation, " 

CASTRO, 0- Oeote-Chnica I Enginears, Inc HAQAN,T F Technical 
Assistance Contracts Branch FIN NR C-02- 00-077, 

02/06/23 Ip 13659 103 


■ — 6206010106 Responds to 790328 petition re request for NRC to ajwerid 
regulation. iOCFR35, "Human Uses of Byproduct Matl " Addl 
info may be required as review progresses on petition 
FELTON, JM Division of Rules and Records 79/03/LO TAPLIN. 0. V 
California, Univ af, Los Angeles Ip 1332B 130 


-6206010117 Responds to request for Info re petition on uee of 
radioactive aerosols Paper will be submitted to Commission 
by end of Har 1981 for decision in Apr 1981 

CUNNINCHAM, R E Division of Fuel Cycle & Material Safety lOllG 
01/02/12 DAV18, J 0 NRC - No Detailed Affiliation Olven. 3pp 
13328 134 


B3C6290596 Notification of contract exe cutlon, Mod 1 to "Malnt td 
Operation of LPDRs " Contractor Oconee, SC County Library 
little, M Arffflinlstretlve Contract* Branch NRC-lO-01-391 
62/06/10 TELTONi J M , SaUDER, J Division of Rules and Records 
ip 13650 105 


-8206010123 Discusses petlticn r* use of radioactive aeroBo-le. Btatu* I 
plans for resolving Ibsus requested by 010212 

DAViSiV.O NRC - No Detailed Affiliation Olven 10118 01/02/09 

CUNNIHCHAM.R E NRC - No Detailed Affiliation Oiven 3pp. 


— 6206390571 Hod 1, extending period oi 
monetary value, to "Mainfc JfOparat' 
tH Oconee County, SC REDELLO, J 
Given NRC-lO-ai-331 02/06/10 

0206290631 Notification of contract e; 
of Nuclear Power Plant Control Room 
Oeneral Physics Corp 
JACOBS, A Research Contract* Brand 
02/06/15 FOREHAND. H , JENKINS, J 
Reeearcftr Director Ip 13690 140 


: performance for I yr fc increasing 
on of LPDRs " 

NiRC - No Detailed Affiliation 
Ip 13650 . 1 ^^ 


ecutlan,Mod 1 to "Task Analysis 
Crew^i " Contractor 

, FIN B-749L NR C-0 4-0 2 **00 5 
Office of Nuclear Regulatory 


”“8206010149 Responds to 790703 telcon re piano to continue development 
of mobile redloaerosol administration equipment including 
iujtabic shielding of nebuliier bag <i bacteria filter Such 
shielding needed to satisfy requiroment* 

California, Univ of, Los An gel eg 79/07/03 
LIEBERMAN, E. Affiliation Unknown 2pp 13320 14Q 


NRC to discuss 0 Taplin petition at 
advisory committee meeting 

LIEBERf^,E, Affiliation Unknown 00/01/30 OILMAN, B. 
Rep 4pp, 13328 149 


House Pf 



NONDOCKETED ITEMS 


4: 


«— e'20&0lOl7A Ac l( receipt of SOOllO Itr re difficulties Dticpunfcered bg 
nuclear medicine practi 1 1 oner n in using rad icip harm far 
indications not expressly stated In package insert Use of 
Tc'^9m DTPA considered in compliance by NRG 
HAUPERlNixi A Food & Urug Administration 00/02/ it 
FttlEDLANDER# M Polyclinic Medical Center Horri 36urg* PA 2pp 
13328 133 


— 6208010187 AcS( receipt of UJ Dircks Itr to BA Oilman U JA Halporlii Itr 
to M Frledlandor re use of radioactive aerosol 

LJEBERMAN;£ Cadema Medical Devicds* Inc 00/04/08 OEUMAN, 8 A 
House of Rep Ip 13328 155 


— 8208010200 Approves marketing of lung aurosol unit Ltr does nut 
construe appro'/al of dovice or labeling 

LINAiD M Food & Drug Administration KB00033A 80/04/29 

LJEaERMAN/E Cadema Medical Pevlcoei Inc 2pp 13328 198 


— 8208010209 Responds to 0JO4O1 memo re Taplin petition Paper h;ill be 
redrafted to alltnu use of Tc-99m DTPA by aeresol 
admini itrat ion uhile maintaining policy of control 1 mg route 
of fldministrai.ion of radiopharms In general 
CUNMENOMAMi R E Division of Fuel Cycle 8( Material Safety 
01/04/08 DAVra. J G NRC - No Detailed Affiliation Otvon Ip 
13320 158 


■“-0208010214 Forwards paper re OV Taplin petition for reviom lu/view 
toward supporting petition or mod rather than denial 
W/o end 

DAVI5r J 0 NRC - No Detailed Affiliation Given 01/04/01, 
CUNNINGHAM* R E. Division of Fuel Cycle Si Material Safety 3pp 
13328 159 


— 6208010228 Forwards estimate of radiation dosa in lung imaging 
procedures w/radlopharm Tc-99m DTPA radioaeroaoL s Dose to 
varlou-s organ tissues calculated by J Coffeij tii/Oak Ridge 
Associated Unlv computer 

800NG*A Uranium Fuel Licensing Branch Si/08/09. PODOLAKi £ 
Office of Nuclear Regulatory Researchi Director 2pp 13320 181 


—6208010236 Discusses Taplin petltien clarifies points re use of 
Oa-^87 citrate tc Tc-?9m sulfur colloid li routes of 
adeiini strStion 

pOZlKrD A Health Effects Branch 01/09/17 CONWAV. J. 
Children's Memorial Hasp Chicagoi XL Ip 13328 183, 


-‘-82080102S4 Requests review l< comments or concurrence in recommendation 
that Commission approve notice of proposed rulemaking to 
revise 10CFR35 to permit use of Tc'“99m pentatate sodium 
(DPTAl for lung function stud ies. Draft Conmlesion paper and 
ARSENAULT^F. Division of Healthi Biting tf Environment Bi/iO/OS 
KERRi G W Office of State Programs* Director DAVIS* J,0. Office 
of Nuclear Material Safety it Sefeguards* Dirsc tor STELLOtB 
Director's Office* Office of Inspection and Enforcement. 53pp 
13320, 184 


— 0208010287 Draft Commission paper to obtain approval of notice of 
proposed rulemaking to grant part petition PRH~39’-1 by 
providing an exception to NRC regulations for certain 
radioactive drug Recommends approval 

OIRCMSi W J. Office of the Executive Director for Opera tions, 
Si/IO/02, 91pp. 13320.168 


— 0ODll3OiGO ^<egpptids to 79 1 031 inquiry re NRC opinion on FDA isfuanep o 
“Notice of Claimed Invc &fciga t lonal Exemption for Neur Drug*" 
to physicians Physicisns un-enuraged to use 
radiop harms , to enable FDA to acciimu I ato dat-u 

QOSSICK.L V riffii.e of the Executive Oirsctor for Operatlona 
7?/Il/28 oilman*. 6 A House of Rep Ip t33S? 177 


— 0004240302 Discusses Liebermnn concern re GV Taplin petition to remove 
NRC restrictions on use of radioactive drugs by physicians 
Proposed response to petition will be presented to 
Coramiasion in one month Related documents end 
DlRCKSiiU J Officu of the Executive Director for Operations 
00/03/27 oilman* n A House of Rep 4p p 13339 165 


— '3004290395 Ac k receipt of Tsplin'a slides Discusses need to cOTitinua 
Taplln's uork in aaroaoJ scanning 

fRIEPUANDER* M Polyclinic Medical Center Harr i sburg * PA BO/Ol/iO 
L1E0ERHAN* £ Affiliation Unknown Ip 13329 179 


— 8009040013 Requests change in 000529 draft denial of petition for 
rulemaking PRM 39-1* indlcatirig that public announcemant 
unnoc essar y 

INGRAM* F Office of Public Affair* 00/08/12. GOULERi K R, 
Division pf flitlng* Health & Safeguard* Stan-darda Ip 13329 159 


—“0103316070 Responds to E Lxoberman 010120 ltr ra status of OV Taplin 
petition for rulemaking NRC recommendati on* re disposition 
of petition scheduled for presentation by and of Mar 1901 
SMITH* R 0 Office of Standards Development* Director 81/03/03 
LlEDERMANtE Affiliation Unknown 4pp 13329 194 


— 0103310082 Discusses OV Taplin 790338 petition to rescind & reconsidei 
amend to lOCFRSS* ‘‘Human Uses of Byproduct Matl Supportive 
matl end 

L1EBERMAN*E Affiliation Unknown 81/01/20 AH£ARNE*J F, 
Commissioners 3pp 94681 197 


—"8103310069 Forwards cofflfrient* re petition for rol ema k i ng* PRM-50-24 
W/o end 

FELTON* J M Division of Rule* and Records 79/0B/23. TAPUIN* 0 U 
California, Unlv of* Lo» Angeles Ip. 13329.176 


— 0103310094 Act receipt of 791031 ltr* dl ecus sing E Lieberman interest ir 
petition PR«-a5-l 

HAMMERER* C. Office of Congress iona 1 Affairs. 79/11/07 OILMAN* D 
Houee of Rep. Ip 13329 100 


—0104060372 Feruards draft Commission paper which recommends denial of 
OV Taplin petition re 10CFR33* "Human Uses of Byproduct 
Matl " Dackground Info* draft ltr to FDA* FR notice & 
compendium of public comments provided 

BMITMi R 0 Office of Standards Development* Director 01/03/24 
DIRCKiff* W. J. Office of the Executive Diractor for Operations 6pp 
13329 101 


— 0104060305 Concurs u/draft Commission paper to deny petition for 
rulemaking PRM 35-1 re exemption from NRC restrictions on 
physician use of FDA approved radipactlve drugs for clinical 
procedures not FDA approved, 

RYANiB O Office of State Programs* Director eO/06/20 
OOLLERrK R Olvlsioh of Biting* Health L Safeguards etandards 
ip 1332«**“’’ 


— B208010270 Requests guidance for rnott expeditious method to obtain 
permifsion to perform radionuclide cystograms. 

HUflPHVtMP. Hinsdale Sanitarium S( Hasp Hinsdale* lU 01/12/31. 
B02IK*D, Office of Nuclear Regulatory Research* Director Jp 
13328 217 


“"6206D10SB4 Decries NRC inability to address minor item & ittake any 
decision re use of technetium DTPA aerosole in medicine. 
LXEBERMANtE. Affiliation Unknown. 81/12/23. PALLADJNO* N 
Conmlss loners. 4pp. 13328:216. 


— 8206010299 Responds to 010519 Inquiry ft response to constituent 
E Lieberman over delay in decision! pn use of radioactive 
aeroeols Proposed diiposltion of Taplin petition referred 
bach fro NRG for revision 

RAHHERERiG Office of Congressional Af fa irs, 01/06/00 OILMAN* B 
House «f Rep. Ip. 13328,222 


""8206010301 Foruards minutes of Advisory Committee on Medical Use* of 
isotopes 810631 meeting, 

KAMHERERrC. Office of Congressional Affairs 81/11/17 OILMAN* 6. 
House of Rep. ip, 13328:223, 


— 6206010304 Incomplete transcript of Advisory Committee on Medical Uses 
of Isotopes 810631 meeting in Des Plaines* IL, Pp 1-140, 
e ACR0 - Advisory Committee on Reactor Safeguards, 01/08/31. 

17pp. 13320:224. 



— B206010341 Discusses r<3plir\ pstitian re Tc-99(n used in lung function 
studies Recommends Commission publish proposed rule to 
grant eiception to restrictions for Tc~99fl5 pentatate sodioei 
si aerosol far lung function studies 

HIM3QUEiR B Office of Nuclear Regulatarg Researcht QLrector 
ei/11/12 DlRCKS^M J Office of the Eiecutive Director for 
Operations 2pp 13328 324 


B203120172 Forii/ardi Commissipn 820126 memo re enforcement actions for 
violation of 820201 deadline for phgsical completion & 
initial testing of prompt notification sgs Recommendatl arts 
should be submitted after 820201 

LIEBERHANiJ Director's affice# Office of Inspection and 

Enforcement 82/01/28 KAYNESrR Region li Ph 1 ladelp h £a« Office oF 

the Director (81/03/01) 2pp 13342 266 


-"-8206010353 Responds to questions re OV Tapi in petition on human uses 
of byproduct mat! Last sentence of first full paragraph on 
Page 4 remains correct FDA has not adopted strong 
deregul atorg mood In regulating mfg it distribution o-f drugs 
lilMOQUEj R 0 Office of Nuclear Regulatory Researchi Director 
82/02/05 ROBERTS, T Convul s sinners 2pp 13328 326 


— 8206010360 Submits criteria L procedures for evaluating exceptions 
to iOCFR35 14 re Taplin petition 

KINOOUEr R B Office of Nuclear Regulatory Research, Director 
82/02/24 DIRCKS.W J Office of the Executive Director for 
Operations 51pp 13320 328 


— 6203120178 Discusses actions to be taken for failure to meet Q20201 
deadline for installation of prompt notification sys 
DfRCKStU J Office of the Executive Director for Operations 
62/01/26 CommlsBloners 2pp 13342 260 


— 8206020049 Discusses policy re Inquires concerning effectiveness of 
early warning & notification sys Info presented should be 
provided to state Licensee (c FEHA for evaluation during 
forthcoming effectiveness test 

STOHRtJ P Division of Emergency Preparedness 8( Operational 
Support 82/02/23 Division of Emergency Preparednees & 
Operational Support tp 13342 271 


— 8206010366 Comments on petition for rulemaking PRM~35”1 re physician 
judgment in use of byproduct matl Supports petition 
O'NARA. R E Soclatg of Nuclear Medicine 44FR26817 002 

79/05/25 Docketing & Services Sranch Ip 13329 025 


— B206010370 Comments on petition for proposed rulemaking PRH-35-1 re 
USB of Tc-99m DPTA Supports pet ivionf however, opposes NRC 
assuming physicians responsibility 

* Children's Memorial Hotp Chicago, IL 44FR26817 035 79/06/22 

Docketing & Services Sranch. Ip 13329 094 


8206020066 FOIA request for info on repriorit i cation of generic safety 
issues presented to Commission on 820413 

CONNOR. L Affiliation Unknown 82/05/10 FELTON, J M NRC •* Ho 
Detailed Affiliation Given 2pp 13339 216 


6206020068 Responds to FDIA request for info on reprior it i cation of 
generic safety issues presented to Commission on 920413 
FELTON. J M Division of Rules and Records 02/03/17 CONNOR, L 
Afflllatlan Unknown Ip 13339 309 


—8206010372 Co (Time nts on petition for rulemaking PRM-35-*l ra use of 
Tc-99m DPT8 Supports petition 

SECKER-NALKER 8t Louis Univ Medical Center St LouisiHO 
44FR26S17 036 79/06/25 CHILK, 8 J Docketing 1* Services Branch 

Ip 13329 09S 


8009300621 Discusses coordination of Div vendor responies to 
Commission request for info re inerting & hydrogen 
concentration which differ from BECV-a0-l07 Info re Mark 1 tc 
11 containment inerting will be transmitted 600406 l( 11 
DENISE, R P Assistant Director for Reactor Safety 80/04/00. 
DRAY# A P General Electric Co Ip 13334 023 


— 8206010483 Requests briefing ro SECY 91-707 

AHEARNE, J Commissioners 02/01/22 Office of the Eiecutive 
Director for Operations 3pp. 13329 160 


— 0206010495 Responds to 811223 Inquiry re dccisinn on hew NRC proposes 
to handle Taplin petition on use of rc-99ni DTPA as aerosol 
for lung function studies Recent proposed rulemaking would 
grant exception for use of Tc-99m DPTA 

MINOOUE, R B Office of Nuclear Regulatory Research* Director. 
82/04/02 LIEBERMAN, E Af f i 1 1 ati e n Unkn own Ip 13329,163 


0206010087 FOIA request for repts filed by NRC personnel on Bumpass 
Cove, TN 

STORY. R Dumpafs Cove Cttiisns Group 02/04/15 FELTON* J M 
Division of Rules and Records Ip 13331 316 


3206010092 Responds to FOIA request for repts filed by NRC personnel on 
Dumpass Cove, TN JC Howell 810409 memo to CE Alderson end 
FELTON* J H Division Of Rules and Records 62/04/30 STORY* R 
Dumpass Cove Citiiens Group Ip 13331:317 


—8206010095 Forwards details of 810223-0306 Inquiry into concerns re 
possible illegal & hatardaus disposal of radwaste in 
Unicoi County# TN No positive indication of radioactive metis 
establ i shed 

HOWELL, J C Region 2, Atlanta, Office of the Director (Qi/03/0i ) 
81/04/09 ALOERSDN.C E Enforcement fc Investigation Bteff (Pre 
820201) Upp 13331 310 


02060)0720 FOIA request for intelligence-type records re TX 
Mobiiiiation for Survival 

LAVINE, R I LavinerR. r 32/04/20. NRC - No Detal Isd Aff i liat ion 
Given Ip 13330 004 


0206010721 Responds to FOIA request fur Intelligence-type records re 
TX Mobllltation for Survival NRC has no documents subj to 
request 

FELTON. J H Division of Rules and Records 82/05/13 LAVINE# R I 
Lavlnsi R I Ip 13330 005 


02O6OJO72S Responds to FDIA request for Info re Hayward Tyler Pump Co 
4i related documents Forwards documents listed in app Info 
partially & entirely withhold (ref FOIA Exemptions 6 & 7) 

U/q app & ends 

FELTON, J M Division of Rules and Records 62/05/06 LOtXlEifi 
Dallas Morning News 2pp £3330 006 


8306010730 FOIA request for draft insp 6 Investigetisn rep ts, complaints 
submitted to NRC it Indentity of persons prassnt at 820212 
meeting re Hayward Tyler Pump Co, documents referring to 
M Rowden since June 1977 6 related info. 

LODGE# D Dallas Morning News 82/04/00 WlBNERtC Region 4, 

Office of Director. Ip 13330 000 


—8104260072 6eCY-8l-245 

Recommends Commission approval of FR publication of end 
Interim amends to tOCFRSO re hydrogen control 6 degraded 
core considerations FR notice of proposed rulemaking 6 
summary of public comments end 

DIRCKS,W J Office of the Executive Director for Operatione. 
81/04/17. 95pp 13334 059, 


8206020117 "Interim Requirements Related tc Hydrogen Control V Certain 
Degraded Cora Considerations for Nuclear Power Plants# " 
final rule 

CHILK, 8 J Office of the Secretary of the Commission. 02/02/23 
31 pp 13334 067 


—8104280076 Value/impact statement for interim amends to ragulatloni re 
hydrogen control 6 degraded core considerations 
s NRC - No Detailed Affiliation Given 81/04/17 0pp 
13334 154 


—8009290492 SECV-BO-409 

Recommends publication of end FR notice of proposed 
rulemaking to amend lOCFRSO re ATWS requirements Draft reg 
guide for public comment will be published concurrently 
Related metl end 

DENTONiH R Office of Nuclear Reactor Regulation# Director. 
80/09/04 28pp. 13334' 164 


--8206020125 "Domestic Licensing of Production I# Utilization Facilities 
Acceptance Criteria for Protection Againit ATWS Events for 
Light Water Cooled Nuclear Power Plants#" proposed rule, 

Secretary of the Commission 02/02/22 20pp 


—8206020130 C8B 6-2 


"Control of Combustible Oei Concentrations In Conteindisnt 
Following LDCA " 

13334^191^^ Detailed Affiliation Given 82/02/22 ISpp 


—8206020133 Discusses response of thermocouples located in incoro 
monitoring tubes to temp excursion inside BWR bundle par 

W^ELER.C L Bettelle Mimorlel Institute# Pacific Northwest 
Leboratory 01/04/06 JOHNSTON# W V Core Performance Branch, 
lipp, 13334,206 


—oVVOVKVtOV BU 1 -a 1|21 

«aLia."o*c''**HEli?S'Vp’ ’■hwmocoupl.. In BHR». " 

.3OT4! in " ^ * 8 l«vii. Inc. ei/ti/30. as##. 


e General Electric Co Bi/lt/li 


Core Thermocoup 1 
37pp 13334' 252 


ea. " 



NONDOCKETED ITEMS 


431 


020^020200 FOIA raciUBst far docurasnt* re NRC invest igAtioi> of 
Qvere xpoBurc to tuo Autanietion Industricsi 1 nc employees 
Fa(10*8 M Wrighti Manning ^ Sageridarph 8t/08/l9 THQMPSDM^D 
Oiractor's Officot Office of Inspection and Enforcement Ip 
13340 209 


8206020203 Responds to FOIA request for documents re NRC investigation 
re overexposure of tuo Automation Industrie si Inc employeoB 
Forwards documents listed In App A 

FELTONi J M Division of Rules and Records 81/10/30 FORDISM 
Wrlghti Manning it Sagendorph 3pp £3340 210 

— eSO60202l0 Discusses 010202 ropt of rauiatian ovareiposure to tuo 
emplogees involved u/cleaning rr~l92 sources No estimata 
of dose dva 1 latle 

FRIEDMANiL F NRC - No Detailed Affiliation Given Bl/02/02 

KlNNEMANiJ D NRC - No Detailed Affiliation Oiven Ip 

13340 217 


— 8206020213 Notifies of apparent excess radiation eiposure td thumb 
it fingernail of two radiation technicians working in 
restricted area, Cause under investigation Personally 
identifiable info deleted 

BANTORDjM P Automation Industries! Inc 81/02/03, GfttERiD H 
Region h Philadelphia! Office of the Director ip 13340 2J0 


— 8206020210 Forwards proposed order suspending license & ehou) cause 
ardor re possible radiation damage to two employees reported 
810203, Licensee was aware of physical injury as early as 
Qct 1900 it took steps to conceal info during insp 
ORIERiP H Region l! Philadelphia! Office of the Director 
01/O2/OS THOMPSON! D Office of Inspection & Enf orcementj Office 
of the Director 7pp 13340 222 


->•-8206020222 Confirms 010202 agreement to act as medical consultant in 
NRC investigation of probable radiation injury to two 
empleyeei Incident description it statements by HP Santoro «t 
e Boyko enc l Info partially withheld (ref 10CFR2 770) 

QRIER/D H Region Ir Philadelphia! Office of the Director 
81/02/09 WALD!N Pittsburgh! Univ of Spp 13340 231 


—8206020228 IE Investlga tl on Rapt 30-03998/81-02 on 010203-12 No 
Ttoncomplianc# noted Major areas invettlga ted: circumstances 
surrounding notification of NRC re suspected radiation 
exposure of two plant employees Investlga tlon continuing 
HATAKASiR.A ! CHRISTOPHER! R ! ALLAN, J M Region t, Ph Hade Ipbia, 
Office of the Director 81/02/17 llpp 13340 274 


—0206020235 Forwards IE Insp Rept 30-09998/76-02 on 760721 No 
noncompliance noted N/o end, 

NELBONiP R Region Ir Philadelphia! Fuel Facility it Materials 
Qefety Branch 76/08/12 BANTORO! M Automation Industrie •/ Inc 
16pp. 13840 289 


— 0103090099 Forwards order suspending License 37-00611-09 U tp show 
cause why suspension of license should not ba continued 
0TeLLO!V Director's Office! Office of Inspection and Enforcement, 
FA-81-29 81/02/17 DWIOHTi J Automation Industriesj Inc, Spp 

13340 266 


— B206020243 IE Insp Rept 30-09998/81-02 on 01O2O3iO9 06 Noncompliance 

noted’ etposure in excess of regulatory limits to three 
individuals! fai lore to provide dosimetry & failure to make 
Immediate notification 

CHRiaroPHER! R. ! COSTELLO! F ! MATAKA8! R Region 1. Philadelphia, 
Office of the Director. 81/02/10 21pp 13340' 244 


--8103070104 Order suspending License 37-00611-09 it to show cauio why 
suspension should not be continued. Ci tes cereless disregard 
for NRC regolrements In falling to rept radiation incident it 
to protect workers' health If safety 

QTELLOfV Director's Offlcei Office of Inspection and Enforcement 
EA-ai-29 81/02/17 Automation Industries, Inc 6pp 
13340 260, 


— 8104080991 Provides asfessmsnt of excessive hand exposures av 
Autonation Industries ptr 810209 memo Vendor practices 
exiremtly shoddy it site visit prior to approval cf revlaed 
procedures anticipated No generic problem determined 
CUMNlNOKAMi R. E Division of Fuel Cycle it Material Safety. 
01/03/20 DAVIS, J.O Office of Nuclear Material Bafety it 
Saf tguardfr Director. Ip £3341’ 129, 


— 8104290907 Ferwards orsliminary procedure for Ir-192 sealed source 
decontamination & leak testing using semi automatic motor 
driven mech ani sm, per 810319 application St subsequent 810324 
revision for amend of Ma tl/Dypr oduc t License 37-00611-07 
MORELAND, P E Automatlan liidustrlesr Inc 0649 81/04/03 

HlCKEVtJ Licensing Management Branch Bpp 13341 135 


— 8206020263 Addendum to lE Investigation Ropt 30-05998/01-03 on 810223 
No noncampl lance noted, Major areas inspected completion of 
review initiated on 010223 re suspected concealment of 
radiation exposure to two employees 

MATAKAS.f? A , CNRlBTOPHERiR , ALLAN, J M Region li Philadelphia, 
Office of the Director 81/02/23 llpp 13340 331 


— 0306020277 Forwards revised detailed chart, ref lecting changes in 
organ! xat ion, fac 1 1 iti es it pro c edures, in response to NRC 
suspension of License 37-0061 1-09 

ONlGHTrJ £ Automatlan Industries, Ii>c 81/02/23 STELLOrV 
Office of Nuclear Reactor Ragulation, Director 9pp 13340 355 


— 8206020279 Draft response to oroor suspending License 37-00611-09 it to 
show cause why suspsnsipn of license should not bo 
continued, p ending further order Accusations admitted 6 
denied in part 

TURETSKV^M D Automation Industries, Jnc EA-Si-aS 01/02/24 
NRC - No Detailed Affiliation Dlven 7pp 13340 360 


— 8206020260 Forwards draft ropt r« Automation Industries case re 
radiation overoxposure. Further refinement of dose estimates 
does not seem possible 

KINNEHAN, J O Region 1, Ph i 1 ad e 1 ph la. Office of the Dirsctdr 
91/02/24 WALDiN Pittsburgh# Univ. of 13pp 13341 006 


--Q2O6O2O201 Forwards licensee response to Enforcement Action 0]‘-2S 
suspending License 37-00611-09 

TURET8KV, M D Automation Industries, Inc EA-01-25 01/02/27 

STELLO, V Office of Inspection it Enforcement, Office of the 
Director Ip 13341 046 


— 8206020204 Forwards voucher for prof svcs re work afsociated w/ 
Autumatlon Industries incident 

ORIER, B If Region 1# Ph i lade Iphia, Office of the Director 
(01/03/01). 81/03/02 (‘(ALOi N Pittsburgh, Univ of 

13341 076 


— 9206020332 Forwards proposed reclsmion of NRC 810217 suspension order 
tc transmittal ttr to 1 i censes. Proposed corrective actions 
adequato 

ORIE|l,B H Region U Phi lade IpUla, Office of the Director 
(81/03/01) 01/03/04 THOMPSON, 0 Enforcement «, Investigation 

Staff (Pre 020201) 6pp 13341 077 


— 8206020334 Re quests extension of time to file supplemental rept re 
overexposure incident 

TURET8KV, M D Automation Industries, Inc EA-01-2S 81/03/04 

8TELL0!V Director's Office, Office of Inspection and Enforcement 
ALUENiJ, Region 1, Ph 1 lade I ph la. Office of the Director 
l8l/03/0n. 3pp 13341 003, 


—8206020336 Confirms 810304 teicon granting licensee 30-dag extension 
from date of lifting licensed suspension to provide 
supplemental rept of Incident, 

TURETSKY, M D Miller 8, Turetsky EA-Bl-29 81/03/09 ALLAN, J.M 
Region 1, Philadelphia# Office of the Director (81/03/01) Ip. 
13341 006. 


— 8104160651 Forwards request for amend of Ma tl/Dyprdduct License 
37-0061 1-09. Or ganl rational changes it procedures for Ir'"i92 
leak test end 

MORELAND, P E. Automation Industries, Inc 07221. 81/03/17. 

HICKEY, J. Llcenelng Management Branch. 1 9pp. 13341*110 
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— 'I32O&O20467 Advises liceniao has ciporiencod nQ loss of butine^c 

rosultintj from Ucenfis suspension* p er Q10227 tvlcon 
CCSTELLOi F M Hdtcfriais Radiological Protection Section 
01/03/17 KlNNEHANiJ D Materials Radiological Protection 
Section li> 13341 103 


-^8206030059 Forwat^da info detailing finding* re It*'l92 which ua* over 
allouable limits of removable contamitiatl on reportod in 
66132B Itr Source «c eipoture device returned i70J23 by 
Gamma Industries Device will be leak tested ovorg 2 wks 
SANDBERGiH M New York Shipbuilding Corp 67/01/24 PAOErR 0 
Atomic Envrgg Commission 2pp 13360 276 


— 8206020473 Requests extension to 8105LB to provide radiation eipoaure 
evaluation repts per lOCFRsO 40S* in response to MHC B1031? 

Itr 

TURETSKY* M D Ml Her % Turetsky 01/03/16 6TEUL0. V Director's 
Office* Office of Inspection and Enforcement 3pp 13341 104 


-'^0206030061 Fleturhs leaking source rept w/Items 7 ^ 1*2 completed per 
670112 Itr Complete rept win be forwarded upon receipt of 
results from Gamma Industrial tests 

SANDDERO/H M Meu York Shipbuilding Corp 67/oi/l6 PA0e*R 0 
Atomic Energy Commission 2pp 13360 270 


— 9206020462 Forwards list of svcs provided to Automation Indus tn es, Inc 
by Radiation Mgt Corp as part of corrective procedures 
contained in B10217 answer to order suspending license 
tURETBKY.H D Killer Turetsky 81/03/10 THaHPSON, D 
Director's Office* Office a# Inspection and Enforcement 3pp 
13341 t07 


— 0206030070 Compliance Inquiry Memo on 661230* race Ived 66182Q Itr from 
Licensee 29-2204-2 notifying Commission of leaktest on 69 
Cl It-192 source in Model MYB l-lOO iriditran & found 
greater than 0 005 uc of removable contam Ination 
RYAN* A F Atomic Energy Commissioh 67/01/16 Atomic Energy 
Commission Ip 13360 260 


— 0206020490 Approve* 610316 request for extension until 810510 for 
filing rept re radiation overexposure incident to NRC* per 
iOCFRSO 405 

BTELUOi V Director's Office, Office of Inspection and Enforcement 
Bl/03/a7 TURETSKY* M D Miller & Turetsky Ip 13341 134 


—0206020515 Forwards proposed enforcement Itr & notsce of proposed 
imposition of civil penalties in amount of 920*000 based on 
violations contained in IE Insp Rept 30-05990/81-02 
GRIER* DK Region 1* Philadelphia* Office of the Director 
(81/03/01) 81/04/07 THOMPSON, » Enforcement |i Investigation 

Staff (Are 620201) 8 pp. 13341 143 


— 8206020537 Forwards description of potential AO re hand overexposures 
for Inclusion In First Ouarter CY01 Rept to Congress 
ORIER. 0 H Region 1* Philadelphia* Office of the Director 
(01/03/01) 61/04/09 THORNBURG* H D Division of Resident* 

Reactor Projects 6 Engineering inspection 3pp. 13341 151 


— 0206020546 Forwards confidential sworn statements taken during 
Investigation of hand exposure Incident in support of addl 
enforcement action re overexposure incident Personelly 
identifiable Info deleted 

GRIER, B H Region t* Philadelphia* Office of the Director 
{81/03/01) 61/04/09 THOMPSON. D Enforcement I. Investigation 

Staff {prc 620201). 0pp 13341 154, 


— 82060S05S9 Forwards rept re Automation Industries, Inc cast re radiation 
ovsresposure incident Rept withheld (ref 10CFR2 790) 

KINNEMAN. J D Materials Radiological Protection Section 
01/04/10 NALO, N Pittsburgh* Univ. of ip 13341 i 62 


— 82060S055B Opposes consideration of civil penalties for licensee 
Actions taken hg licensee have already etconpllshed 
suggested bases for penalties 

METZGER, J R Enforcement U investigation Staff (Prs 620201) 
81/04/24 THOMPSON* D Enforcement it Investigation Etaff iPre 
620201} 2pp 13341.163 


— 8206020564 Requests addl info to review 810319 & 0403 applications to 
amend License 07-0061 1*^09. Sealed sources which will be 
cleerted % leak tested should be specified by model number 
HICKEY. J U Material Control Licensing Branch 81/06/02 
MORELAND, P E Automation Industries, Inc 2 pp 13341' 174, 


--8206030567 Forwards proposed enforcement Hr t. notice of violation 
besed on info contatnad in IE Insp Rept 30-03996/81-02. 

GRlERiB K. Region 1* Philadelphia, Office of the Director 
<01/03/01). fll/ 06 / 30 . THOMPSON* D Enforcement 8. Investigation 

Staff (Pre 820801 >. 4pp. 13341 IBi. 


— 0306020560 Provides addl clarification re proposed amend to License 
37-00611-09, In response to NRC 810602 request. 

MORELAND* P. E- Automation Industries, Inc Bl/00/21, HICKEY* J 
Material Control Licensing Branch. 19pp. 13341*185, 


8206030033 Addl response to FQIA request for any or all records re 
license held by NY Shipbuilding Corp Document list encl 
FELTOMiJ.M Division of Rules and Records 82/01/25, SCHIFP, R F 
Washington Servl ce Biiraau, Inc. 4pp 13360 116 


— 8206030039 Transcript of 610124 prehearing conference in CamdemNJ 
Pp 1-37 

a Atomic Energy Commission 61/01/24 37pp 13360 121. 


— 0206030046 Trenscrlpt af 610224 prehearing conference In Oermantauin, 
MD Pp 30-97, 

a Atomic Energy Commission 61/02/24 59pp, 13360,159 


— 6206030055 Transcript ef 610324 prehearing confaTence in Camden, N. J, 
Pp 98-152 

BOND, U D. Atonic Energy Coanlssion, 61/03/84 54pp 13360 220 


‘8206030078 Ack receipt of 66122B Itr re leak test which revealed 
presence of removable contamlnstlon on Ir-192 source 
Leaking source rept form should be camplsted b returned 
U/o encl 

PAOE.R 0 Atomic Energy Commission 67/01/12 SANDBERG, H M Niu 
York Bhlphulldlng Carp Ip, 13360 SBl 


—8206030086 Confirms 660104 telcon forwards three samples taken frun 
camera 11 (< associated equipment Activity of samples 
determined using end-window G M detector w/Br-90 efficiency 
t, confirmed In magnitude by single it multi-channel analyier, 
ELDREDOE.B. £ Now York Shipbui Idltig Corp 67/Ol/OB 
DiCHARRYiR, F Oamma Corp 5pp 13360 202 


8206030091 Advises that Co-60 6 Ir— 192 sealed sources were leak tested 
on 661227 Ir-192 source found to have contained more than 
allowable 0 005 nCi Leak test certificate encl 
SANDBERG, H M New York Shipbuilding Corp 66/12/28 Atomic 
Energy Commiielon, 2pp 13360*297 


—8206030130 Diecuseti improper item of nonconpUance Issued to Licanie 
29-2204-2 r# inadequacy of licensee eurveys to find 
radiation tavals of 300 m/h at surface of radiographic 
projector. I tern net contrary to 1OCFR20 20t{b) 

PAULU8,R. C Atomic Energy Commission, 64/01/14 CLEVELAND* R 9 
Atomic Energy Commission Ip 13360*298 


—8206030132 Requests info r* Licente 29-2204-02 rapt of leaking Co-60 
source found during leek test on 620814 

CAVANAUGH* R 0, Atomic Energy Commission. 62/09/14 KlRKHANiR kf 
Atomic Energy Commtesion Ip 13360*300, 


‘8206030137 Advises that Go-60 sealed sources were leak tested 620914 
by Budd Co Model 191 multitron containing sealed source 
C-220 found to contain more than allowable 0 009 uGi of 
removable contamination Use of multitron stopped 
SANDBERG, H.M New York Shipbuilding Corp 62/08/30. Atomic 
Energy Commietion. Ip 13360,301, 


— 8206030142 Advises that License 29-2204-2 was inspected 610703*05.06 
& 0809 it again on 680213-14, No none otnpl lances noted during 
either insp, Form AEC-391 end 

DUBINBKIiL Atomic Energy Commission. 62/03/13 PRICE* E R 
Atomic Energy Commission, ip. 13360.302. 


—9206030152 Decision granting Exception 1 of AEC etaff It Exception 6 «r 
respondent w/respect to first issue set forth in Commission 
610630 order 

8EAB0R0j 0, T, I HAWPRTH.L, J * GRAHAM* J, 8 Atomic Energy Commission. 
61/08/00. 6pp 13360:306 


'8206030156 Exception to 610531 intermediate decision fc order of hesritiJ 
examiner. Certificate of 8vc end, 

CONNER.T.D, , KESTENbAUMiL Atomic Energy Commission 61/07/80 
Atomic Energy Commission 31pp. 13360.313, 


•8206030159 Forwards exceptions to intermediate decision k order of 
presiding officer fc supporting brief. 

HECKER.B.A Affiliation Unknown, 61/07/20. MCCOOLiH.B, Atomic 
Energy Commlseion. Ip, 13360:344. 


’•^8206030161 Exceptions to 610529 internadiate decision it order 0 # 
presiding officer* issued 610531 

a Winning* HolUnger 6 Shea. 61/07/20. Atomic Energy 
Commission, 9pp. 13360:345. 


->*8206030164 Brief supporting respondents exceptions to 610529 
intermediate decision 6 order of presiding of ficer, issued 
610931 

a Manning, Hollinger shea 61/07/20. 42pp 13360.394 
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— 0206030166 Confirms 610630 tolcon ro oral directive to perform 
innedlota insp of NV Sh Ipfaui 1 ding Corp & thot insps of 
licensee be conducted at monthly intervalB therBofter 
PRICEjH L Atomic Energy Cotncnission 61/07/05 CDV1« L 0 Atomic 
Energy Commission ip 13361 034 


— 0206030170 Ropt of insp per 810630 CommlasiDn Order that License 
24^2204-2 be inspected Imniod iately tt every matibh thereafter 
Certificate of Svc end 

PRjCEiR L Atomic Energy Commissian 61/07/19 2pp 13361 039 


—8206030101 Discusses findings of insp of License 29“2204-a on 
631212-13 Citation based on judgment that llcensoee failure 
to conduct surveys adeq,uabe to note 300 m/h at surface of 
projector uias lnadeq,uatc evaluation of huiard 

CLEVCLANDiR 3 Atomic Energy Commission 64/01/16 PAUUU^. R C , 

LDH^L D . DUBINSKI^L Atomic Energy Commission Ip 13361 03/ 


— 3206030203 Compliance insp ropt of License 29-2204-3 on &10S09 
KNAPPiP J i KIRKMAN, R W Atamic Energy Commission 63/01/16 
IBpp 13361 044 


— 8206030249 Dacomenls 650321 incident re personnel esposure of two 
radiographers to 15 Ci Ir-192 resulting in approx 
I 4 300 mrad dose to each individual 

RVANi A F Atomic Energy Commission 65/04/09, Atomic Energy 
Commission Ip 13361 070 


— 82060302S0 Forwards WR Lorenz 621019 memo re NY Shipbuilding Corp 
leaking Cq- 60 sealed source & radiatian exposure resulting 
from loose lr-i92 sealed source 

ROEDER^J H Atomic Energy Commission 62/10/34 OUTTEM* E 
Atomic Energy Commission Ip 13361 076 


— 8206030252 Discusses 621010 rept from NY Bhipbuilding Corp re leaking 
Co-60 sealed source Sr radiation exposure resulting from 
loose Ir-192 sealed source 

LORENZiN R Atomic Energy Commission 62/10/19 ROEOERi J R 
Atomic Energy Commission 2pp 13361 077 


— 8206030254 Certification of record attesting that tfocumonts listed in 
end App A constitute full record of proceedings re 
Li cense 29-02204-02 

BOND* J D Atomic Energy Commission 61/06/30 3pp. 13361*079 


— 820603D2S7 Discusses Amend 9 to License 29-2204-2 uhich disallowed 
requested increase in possession llmi ts, Action may hav* 
created conflict u/earller conditions of license 
DVBINBKlrL. Atomic Energy Commission. 61/08/21. KIRKHAN« R N 
Atomic Energy Commission Ip 13361:082 


—8206030260 Hatl/Byproduct License 29-2204-2 for Hy Bhipbuilding Corp 
authorizing Co-60 in sealed sources far usa in open air 
techniques for performance of industrial radiography 
HASONrJ, R Atomic Energy Cammifslon 09/09/17 2pp 13361 003 


— 8206030261 Rept of insp pursuant to Commission 610630 order re 
NY Shipbuilding Corp t( immediate insp of License 29-2204-2 
Certificate of Bvc end, 

PRlCErH L. Atomic Energy Commiesion 61/07/19. 2pp. 13361*005. 


—8206030263 Advisee that 610809 inep of License 29-2204-2 revealed na 
items of noncompl iance 

a Atomic Energy Commission 61/08/17. DUDIN 8 KI 4 L, Atomic Energy 
Commission ip, 13361.009. 


— 8206030266 Ac k receipt of 631119 Itr re exposure of five employees to 
radiation. 

PRICE, E.R. Atomic Energy Commission. 63/11/21. ANDES 8 aN 4 E. P, 

New York Shipbuilding Corp ip 13361.090. 


— 8206030041 Requests joint meeting u/antitrust section of AEC to get 
clarification re eslim.ato of 201 000 manhours 05 total Brou/n 
U Root nuclear staff alleged to need to be viable entrant in 
nuclear ongineoring fiold 

e Cohillj Gordon L Reindol 74/10/09 TAVRETTOj R J 
Justice. Dept of 2pp 13362 216 


9206030044 FOIA request foi research repts.momos S, other documents 
related to recent research results suggesting that nuclear 
uaste or spent fuel may reuefc ur/salt tn form sodium 
WEIfaG.E R Harmon 6 Weiss 83/05/05 FELTON.J M Division of 
Rules and Records ip 13362 OOi 


02'O6O3O-O4B Responds to FOIA request for rpseorch repts. memos or other 
documents related to recent research results suggesting that 
nuclear urastc or spent fuel may react u//oalt to form sodium 
Documents listed in App A end 

FELTON, J H Division of Rules and Ffocords 02/03/SA HElSSiE R 
Karmon 6 Weiss 2pp 13362 002 


— 8206030052 *'L tr Rept on Acceptability af Corrosion Data U on Use of 
TiCodQ-12 in Salt Repositories " 

SCHUElTZERi D 0 * DAVIS. M 9 Erookhaven National Laboratory 
82/02/03 4pp 13362 004 


— 8206030086 Rept entitled "Alpha Spec trum Profiling of Pu in Leached 
Simulated High Level Waste Glass,*’ submitted to ORNL 
801207-12 Conference on Leachahllity of Radioactive Solids 
in Oatl Inburg. TN 

DIAMOND. H . FRIEDMAN. A M Argonhe National Laboratory 80/12/09 
2 lpp 13362 007 


—6206030057 ‘'Corrosion Cons 1 tJsra tians for Nuclear Waste Isolation 
Canisters," article from '’Scientific Oasis for Nuclear 
Waste Hgt, " Vol 1 

BRAITHNAITE, J, , HAGNANI,N d Sand 1 a Laboratories, 02/05/27 5pp 
13362 02 a 


— 0206030060 "Application of Physical Chemistry of Fluids in Rock Balt 
at Elevated Temp & Pressure to Repositories for Raduaste, " 
article from "Scientific Dasle for Nuclear Waste Mgt," 

Vol 1 

STEWART. 0 D., POTTER, R W In ter 1 or. Dept of, Oeological Survey 
82/05/27 I4pp 13362 034. 


— B2060300S9 "Radiation Damage Studies on. Natural & Snythetic Rock Balt 
for Waste Disposal Applications,*' article from "Scientific 
Basis for Nuclear Waste Hgb, " Vol 1 

8 MVLER.K J . KLArFKY,n W , LEVY, P W Dro ok haven National 

Laboratory 02/05/27 6 pp. 13362:048 


— 0206030066 '^Recent Studios In Radiation Damage Formation In Gnythotic 
Sodium Chloride U Natural Roclc Salt for Raduaste Disposal 
App 1 Icatian S i " article from "Scientific Basis for Nuclear 
Waste Hgt, " Vol i. 

8 WYLER,K. J. , KLAPFKY,R W , LEVY,P. W. Brookhaven National 
Laboratory, 02/02/27. 9pp 13362 OSS 


—8206030072 '^Radiation Hardening of Rockseltj" article from "Bcientif 
Baals for Nuclear Waete Mgt, " Vol 3. 

ARNOLD. 0 W aendta Laboratories G2/0S/27 6 pp 13362*063 


— B206030079 "Radiation-Enhanced Galine Leaching of Silicate Glassos. 
PRINAK.M Argonne National Laboratory 82/05/27 3Dpp 
13362 069 


— B2G603026B Submits info re personnel overax potiir es & excessive levels 
of concentration on 631025 

ANDER 8 ON 1 E. P. Nsur York Shipbuilding Corp. 63/11/13. Atomic 
Energy Commission 4pp 13361:091 


8206030035 Responds to FOIA request for record* re 741009 Itr re Broun 
& Root b meetings referenced in Itr. No record* subj to 
req,uest located, 

FELTON. J M. Division of Rules and Record*. G2/G5/25, -WISZ, D. 
Varnuffli Rlddering, Wlerengo 1, Christenson ip. 13362:213. 


6206030037 FOIA request for documents re encl 741009 Itr & any meeting* 
held subsequent thereto 

WlSZjD, Varnum, Rlddering, Wierengo It Ghrl stenson. 02/09/13 
Division of Rules and Records 2 pp. 13362.214. 


B20&040502 FOlA for tr^v-eJ Tecar<fi of NRC •mplovoet who ftave 

on supef'^onit traniporta to ot fron Europe »£nce 

eioioi. 

YELLENtL Do tfcor Government Aosociation 62/05/05 NRC - Wo 
DetaiU<^ Aff 1 1 latlon Given Ip. 13391 345 


B206040306 Respond* to FOIA renueit for WftC-1 0-93-356 Contract fc mods 
available at POH. ^ , 

FELTON* J M Division of Rules and Records 92/05/21 HERMAN* M 
Bttiansor Environmental* Inc Ip 13391 368- 


8206040508 FQIA reduost for NR 0-10-62-358 

HERMAN* N Swanson Environmental* Inc. Q2/0S/05 Division of 
Contracts ip 13391 269 


0202120314 Forwards addl teloes containinj recent info on problenis 
at foreign facilities re tube failure of preheater tvpe 
steam genorator 

LAFLEURiJ D Office nf Int erna tlona 1 Proarams, Director 81/11/19 
DENTONjK fl Office of Nuclear Reactor ReguJationi Director Ip 
13391 233 a4X Ficbe 50-000* 02/05/23* 620604051 1 


820A09000I FOIA request for documents re Commission decision to extend 
deadline for licensees to implement prompt notification sys 
REVNOUDSfN S Debevoise S* Libertnari 83/04/13 FELTON* J M 
Division of Rules and Records 2pp 13454 001 


B206090024 Comments in support of proposed rule IOCFR90 to extend 
deadline for Imp leraentlng prompt notification sys until 
D2D201 

POPB0*0 J . KAMENAR*? D . CALID*N E Washington Legal Foundation 
46FR465a7 OOB 61/10/21 llpp. 13454 107. 


“02OiO9OD26 Comments in opposition to propoierf rule lOCFRSO re propoced 
extension until fl2020i for impl ementatlon of prompt 
notification lys Demand for sirens greatly exceeds supply 
UTUEY* E E Carolina Power li Light Co 46FR6587 013 61/10/22 

Docketing It Services Drench 2pp 13434.122 


— a206<390 0-29 Comments In support of proposed rule lOCFiRSO re proposed 
extension of deadline for implementing prompt not 1 f icat lon- 
sys Extension uilII provide sufficient time foir compliance 
w/oparational notification sys requirejnents 

GIDB8*D, C. Southern Co Services* Inc 46FTt463S7 014 01/10/21 

pocketing & Services Branch. Ip 13454 124 


— 9206090076 Requssts verification of licensee prompt notlf ication sys by 
920201 Questionnaire end. 

0peSSARD*R L Division of Resident & Frojact Inspection 
92/01/14 Division of Resident t< Rrofect Inspection 7pp. 

13454 137 


— 9206090005 Forwards R£ Trojanowski 820122 memo to JF 9tohr re State of 
FL t( licensee emergency planning Full field exercise 
icfiedu led for 620210-13 

9-T0HR*J P Emergency Preparedness It Program Support Branch 
62/01/29 ORIMEB.B K Division of Emergency Preparedness 5pp 
13454,158 84J{ Flche 50-000* 62/05/11* 0206090002 


— 9206090090 D1 seussss status of emergency planning In State of FL re 
et Lucie facilities County does not wish to participate In 
exercise scheduled for 920210 

TROJANOWSK I * R Division of Engineering l< Technical Inepection 
82/01/22 STOHRiJ P Emergency Preparedness l< Program Support 
Branch 4pp 13454 160 24X FI the- 50-000* 92/05/11* 0206090002 


— B206090009 Forwards first monthly rept re status of prompt nati f Icati on 
sgS implementation at facilities Meteorological programs* 
emergency response facilities b research reactors need addl 
myt attention & clar i f icatlan 

O'REJLLYf J. P Region 2* Atlanta* Office of the Director 
(91/03/01}. Bl/01/08 OEVOUNGiR C. Director's Office* Office of 

Inepection and Enforcement. 4pp. 13494. 167 24X 

Fi C h e 50-00 0* 02/05/ 1 1 . 9206090002 . 


8206090209 Responds to appeal re denial of FOIA request f«r docujnenbs 
on SECy-Bl-588 on investigative jurisdiction of Ofe of 
Inspector ^ Auditor I* IE Documents 1*3*5 I* 7 withheld 8* 

Document 6 partially withheld (ref Exemptions S It 7) 

CHILK*8 J Office of the Secretary of the Gornmisslon 62/04/27 
DEVINE. T Government Accountability Project 3pp 13456 132 


8206090209 Responds to appeal re denial of FOIA request for documents 
on 9ECY-91-586 on investigative jurisdiction of Ofc of 
Inspector b Auditor St IE Documents 1* 3* 5 St 7 withheld St 
Document 6 partially withheld (ref Exemptions 5 8< 7) 

CHILK.S J Office of the Secretary of the Commission 62/04/27 
DEVINE* T Government Accountability Project 3pp 13456 152 


— 8206090217 Requests written comments on SECV-61-599 re juried ictlcn of 
IE St Ofc of Inspector 8* Auditor 

AHEARNE.J Commissioners 01/10/14 Office of Inspector S< 
Auditor Ip 13456 162 


— 8206090220 Suggests meeting re investigative jurisdiction of Ofc of 
Inspector U Auditor S< IE 

GILINSKY.V Commissioners 01/10/89 PALLADINO,N * BRADFORD*? , 
AHEARNE*J Commissioners Ip 13436,163 


— 8206090222 Comments on 8ECy-8l-58B re Investigati ve jurisdiction of I£ 
& Ofc of Inspector I* Auditor Confidential Info deleted. 

CUKMiNOSiJ J Office of Inspector k Auditor 81/10/26 
PALLADINO*N * OILINBKY, V * BRADFORD* P Commissioners 3pp 
13456 164 


—6206090225 Discusses NRC 900121 meeting re bulk transfers of Xe-133 iby 
Nuclear Pharmacy* Inc to customers Transfers did not violate 
any license conditions or NRC regulations Confidential info 
deleted 

LIPPE*L Juitic«*Dept of 00/03/07 8NIEZEK* J Division «f Fuel 
Facility St Materials Safety 4pp 13456 169 


— 9206090226 Discusses possible criminal prosecution in matt*r Involvluf 
Nuclear Pharmacy* Inc S* NRC concession at 8001S5 meeting. 

Nuclear Pharmacy bulk transfer of Xenon did not violate any 
license conditions or NRC regulations 

LIPPE.L * GREENSPUN*^; Justice* Dep t. Of BO/03/07 DIfiCKStW 
Office of the Executive Director for Operations, 6pp 13456 173 


— 7903140406 Responds to President Carter's 761213 memo directing 
extension of Inspector General program throughout federal 
govt Forwards resource analysis k planned approach Pertinent 
correspondence end W/o ends 

HENDRIE.J M Commissioners 79/02/15 ORANQUIST* W O, Office of 
Management Sc Budget Ip 13456 161 


—8206090231 Executive order re Integrity & efficiency in federal 
programs 

REAGAN* R, President of LfS Sc Executive Offices 01/03/26 3pp 
13456 192 


8206090214 Appeals denial of FOIA request for BECY-Bi-5ee & all other 
info re investigative jurisdiction of Ofc of Inspector Sc 
Auditor k IE 

DEVINE* T i RO0ENTHAL*J. Government Accountability Project 
B2/02/i0 CHILKiS, J Office of the Becretary of the Cammiselon. 
3pp 13496.155 


6206140361 FOIA request for public release of 8ECY-62-06 re nuclear 
power plant working hours & 820226 memo to NJ Dlrcks. 

MEYER* 0 N Lowenstein* Newman* Reitr Axelrad Ic Toll 63/G4/09 
Office of Administration. ip 13510 283 


6206140363 Responds to FOIA request for public release of aEOY-fl2-06 
re nuclear power plant staff working hours Sc B20226 memo to 
WJ Dirtks, Forwards documents, 

FELTON.JM, Division of Rules and Records 62/06/02. MEYER. D H 
Lowinstcin. Newman* Reis* Axelrad Sc Toll Ip 13510' 264 


— 8205050579 Weekly info rept for wk ending 620326. 

REHH*T a Office of the Executive Director for Operations 
62/03/31 2pp. 13510 285. 


— B206140367 Advises of Commmlssictn approval of proposed ravieion to 
NUREG-0737* Item I A t 2 re nuclear power plant staff working 
hours V Gilinksy disapproved 

CHlLKiB.J Office of the Secretary of the Commission, 62/03/24 
DIRCKB*H J. Office of the Executive Director for Operations. Ip, 
13510-287 


— B203I2O416 Informs of NRC actions taken in rtiponte to 9ttcretarv 
811104 memo re plant staff working hours* Sc requests 
approval of wording changes to NUREG-0737c Item I. A. 1. 3 
DIRCK8*N. J Office of the Executive Director for Operations. 
62/03/01 9pp. 13510. 208, 



NONDOCKETED ITEMS 
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8SO<&140371 Addl rcspgnaB to FOIA rct^uest for eight categories of 
documents Foruerds K Canadg Q10423 memo to Subconuni t tee on 
Sy s loteracti ons 

FELTO^/i J M Division of Rules and Records B2/06/04 HCHURRAY. C M 
Kirkpatric ki Lockhartr Hilli Christopher & Phillips Ip 
139iO 297 


— S20&14037D Foruards summary of Subcommittee on Sgs Interactiono S104OJ 
meeting in BothesdarMD re draft NRC summary rept on sys 
interaction 

CANADYj K Atomic Industrial Forum 81/04/23 Atomic Industrial 
Forum Hpp 13510 303 


— 8206140376 Summary of 910415 mpetlng w/AIF in Dethesda^HD re Industry 
comments on 010219 Itr rept» "Sys Interaction Branch 
Approach to Sys Interactions in LWRs " List of attendees 
anc 1 

CDFFHANfF D Division of Systems Integration Cpre 8110051 
81/04/15 ROBENBTEINtL 8 Division of Systems Integration (prc 
811005) 5pp 13510 314 


9206140335 Addl response to FOIA re<iuBst far six categories of 
documents Forwards SECY^-Bl-SiB. 9ECY-QI-422 «< 8ECY-B1-509 
FELTOMiJ M Division of Rules and Records 02/06/02 GHOLLY, 8 C 
Union of Concerned Scientists Ip 13510. 191 


— 8106300007 SECY-Bl-362 

Seeks Commission approval to fund technical assistance 
contract for implementatlan of emergency preparedness 
reiiuirement s at facilities by ONWL Recommends Commission 
approval 

DIflCKSfW 0 Office of the Executive Director for Operationfi 
01/06/08 3pp 13510 193 


— 8106300008 Summarlxet G10410 Senior Contract Revieui Board meeting to 
review FIN B~2311< "Technical Assistanca in Implementing 
Emergency Preparedness Requirements *' 

BECKWITH. C A Office of the Controller FJN D-23U 81/04/13 

DIRCK9. W \i I CORNELL* E K Office of tha Executive Director for 
Operations GARRY* L W Office of the Controller 5pp 
13510 196 


— 820226-0161 Comments on proposed prompt public notification sy 5 for 
1 25'-rnile radius of plume exposure pathway emergency 
planning tone Proposal unac cep table* per NUREG-0396 Si 
NL/REO~06S4 Five It 30-inile zones required by 520201 
ORltiES* 8 K Division of Emorgency Preparednass G2/OJ/08 
LINDER, F Duke Power Co 2pp 13924 067 24X 

Fiche 50-000* B2/04/21.82061S0016 


— 02O3O4O5OQ Submits Hat of facilities that have filled exemption 
requests from 020201 prompt notification deadline 
Exemption requests ui 1 1 be denied 

EISENHUTiD 0 Division of Licensing 82/02/03 DENTON ■ H R 

Office of Nuclear Reactor Regulation* Director 2p p 13524 208 
24X Fiche 30-000,82/04/21*6206150016 


—8206150033 Responds to 011127 memo suggesting use of local telephone 
sys as prompt notification method Method net selected by 
licensees due to high cost involved 

RAMOS, S L Emorgoticy Preparedness Development Granch <Pre 620201) 
82/01/04. MORRlSiC ReJlabillty 5c Risk Assessment Branch. Ip 
13524 020 


— 920615-0038 Requests verification re completed prompt notification sys 
testing at facilities List of licensees falling to meet 
deadline requested on B20201 

ORlIiEB* D R Division of Emergency Preparedness 82/01/29 
Raglan If Ph Hade Ipfj ia* Office of the Director <81/03/01) ip 
13324 245 


—8206150052 Requests enc 1 info sheets by 020211 re facilities expected 
to miss 820201 deadline for prompt natifl cation syi 
DEVOUNOrR C Director's Office* Office of Inspection and 
Enforcement B2/D4/21 Region 1* Office of Director 5pp 

13524 269 


— B2061S0053 Discusses initial basting of prompt notification sys 
scheduled for B20201 installation 8ys should be tested u/all 
sirens in simultaneous operation 

KENOYER,J L Gattelle Memorial Institute, Pacific Northwest 
Laboratory 82/01/06 RAH08*3 Emergency Preparedness 

Development Branch CPre 020201) 3pp 13924 048 


-8107310872 SECY-8 1-422 

Seeks Commission approval of PR notice soliciting comments 
on proposed rule re TMI-related requirements for OL 
app 1 ications 

DIRCKB*W J Office of the Executive Director for Operatione 
81/07/15. ISpp 13910.201 


— 8206150063 Requests conflrmatury action Itr be negotiated from 
licensees re deficiencies in Initial testing of prompt 
notification sys prior to G2060i Actions taken should be 
provided by B202D4 

ORIMEB, D K Division of Emergency Preparedness B2/02/-03 
Region 1, Office of Director Ip 13524 286 


— 9109190031 SECY-Ql-509 

Requests approval to process 6 approve licensee requests f»r 
eiceptioni to locations backup criteria of NUREO-06'96 for 
emergency operations facilltiis. 

DIRCKSjW J Office of the Executive Director for □perations 
61/0B/24 4pp 13510 216, 


8206150010 FOIA request for 8ECY-82-72A 

WATKINBrK A Louenstein* Newman* Reis* Axelra d {(Toll. 82/04/23 
Office of Administration. Ip 13523 351. 


8206150011 Responds to FOIA request for SECY-fl2-72A, Forwards document 
FEUTOMiJ M Division of Rules and Records 02/06/03 WATKIMB.K A 
Lowtnsteln* Neuman* Reis* Axelrad !< Toll ip. 13523 332. 


8206150014 FOIA request for documents re siren sys installed to 
provide early notification to populace in plume exposure 
pathway son# around nuclear power sites in U8 
WADE<J Public Interest Research Group* Mew York 82/03/18 
FELTON* J Division of Rules and Records. Ip. 13524’ 009 


8206150016 Responds to FOIA request for documents re siren sye 
Installed to provide early notification to populace in 
plume pathway around nuclear raactor sites in US, Forwards 
documents listed in App A 

FELTON. JM Division of Rules and Records B2/04/21 WADE* J. 
Fubltc Interest Research Oroupi New York. 7pp. 13924 010 24X 

Fiche, 90-000* 82/04/21, 8206150016, 


— 8201250015 Forwards Central Files version of revised emergency plan 
Implementing procedures* including reviied page llst«Pages 
App III 23-III. 24 re distribution of public emergency 
alerting sys ii revised alerting sys map 

OARRITYi vl. M, Malna Yankea Atomic Pouar Co >iH0-82-i2 82/01/19 

Office of Nuclear Reactor Ragulation, Director 3pp. 13524.112. 
24X Fiche’ 50-000*82/04/21*8206190016 


— 8202180137 Forwards final rept on case study re reactor vessel level 
Initrumentetlon in fiWRs* consi sting of findings & conclusions 
re 810120 St 0313 events, W/o end 

DIRCK8*W. J. Office of the Executive Director for Operatione 
82/02/02 PALLAOINO, N. J Commissioners. Jlp. 13524 279 24X 

Fiche 90-000*82/04/21*8206190016 


—0206160066 Provides summary of problems S* progress re implementation o 
prompt public riot If £cb tlon sys Request for extension until 
020415 reiterated 

HOWARD, J.E Doaton Edison Co 82-33 82/01/29 HAYNES, R 0, 

Region li Philadelphia* Office of the Director <81/03/01) 4pp 
13924 197 a4X Fiche: 50-000, 82/04/21* 0206190016 


— -B2O61SOO09 Forwards current status of exemption requests re alert 
notification sys. 

GRIMES* B K Division of Emergency Preparedness, 82/02/10 
DIRCKa.W J afflca of the Executive Director for Operations I?pp 
13529 003 


— 6206160084 Responds to 820212 request for assistance in developing 
warning device NRC does not provide funds for specified 
proj act, 

GRIMES* 8 K Division of Emergency Preparedness 82/03/10 
WEISENBERGER.R Affiliation Unknown 2pp 13525,158. 


—8206150090 PNO~l 1-82-031 on 820321* Dr unswic k CountyrNC sheriff ufe 
incorrectly activated emergency warning sys sirens No 
emergency coridttlen occurred NRC Incident Response Ctr 
natl f 1 ed. 

BURGER* C U Region 2* Office of Director 82/03/22 Ip 
I39S9 196. 24X Fiche 90-000*82/04/21*8206150016 


B2061 50353 Responds to FOIA request for documents made available in 
response to CM McMurray FOIA request designated FOlA-02-176 
Forwards NRC 820928 Ltr to Ct1 McMurray. 

FELTON* xl.M Division of Rules and Records 82/09/20 ELLIS, T. 8 
Hunton «< Williams. tp 13523.322 


9206230007 Addl response to FOIA request for sight categories of 
doc uments.Fo-r wards documents listed In app. Financ ia I info in 
Documents 3-54*3-55 it 5-11 delated. 

FELTON* J M Diviaien of Rules and Records, 02/04/29 MCMURRAY* C M 
Kirkpatrick* Lacjcherti Hill* Christopher Phillips 21pp. 

13604:044 24J< Fiche: 50-000* 02/04 /S9i 8206230007. 


—7910030713 Forwards proposed Reg Quids 1, XXX & QA branch camnants re 
summary of significant items in App A not Included in App B 
& App A/App B QA issue, W/fl end 

HAASS*H P. Quality Assurance Branch 77/09/06, </AS8ALL0* D 0. 
Division of Project Management Ip, 13609:038. 


436 
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— 7?lO220S0i> Submit* prolininary tJirugiits r« maetjng to diacuas QA atudg 
10CFR50< * A S« R Forwarded For dlacuBslon purposes 

LIEDERDACH* F J Qiialjty Asau-rarKt Branch 79/10/03 HAAS Op H P 

Quality AssiiranetJ Qrancit Sp p 1360S 039 


— 8004010190 Req,aest» review of proposed rulemaking re clarificafcimi Oif 
QA renu Irsment* Par ruq laar power plant ctruc ture*« sgs 8i 
components imoortant ta eafetij Draft va lus/ inspect statement 
t. FR notice one 1 

rraiiRIfiONiW M Assistant Director for General engineering 
Standards 80/03/12 OlfiCKS.k; J Office of the Executive 
Director for Operations I6pp 13&04 221 


— D-00402095A Porij/ards two pages u/auggested wording changes re notice 
modifying language of lOCFRSO App A par 8CD33D meeting 
HAASS> If P Quaiitg Assurance Branch 50/03/21 RICHARDGONi 5 D 
Reactor Sya terns Standards Dranch Bpp 13609.048 


— BOO522O0OO Advisoa that util conforming to new rei^uiremnots of OA 
program estahlishsd aftor TMI accident All other OL fr 
near-term Ql facilities should be Tequired to Implemont new 
QA requirements as soon as poosiblo 

HAAS Sj If P Quality Assurance Branch 80/02/26 SKOVHOLT« D J 
Assistant Director for Qualltii Assurance k OperatLons. 2pp 
13605 063 


-~Q00707006B Discusses 000404 telcon w/R Mattson re schedule for 
imp lementat i on of Task I F of THI action plan k QA Branch 
concern in support of author 1 tation to restart 
SKOVHOLTj D J Assistant Director for Quality Assurance & 
Operations SO/02/27 HATTS0N> R J Division of stems Safety 
Ip 13609 0B6 


-"6011200273 Draft Commission paper providing comments on Qfc for 
Analysis k Evaluation of -Operational Data recommendation 
that steam generator transients be designated as unresolved 
safety Issue Discussions of two Issues end 
DENT0 N.hr Office of Nuclear Reactor fiegtilation. Director, 
BO/I 1/07 I3pp 1360& 127 


—6012160106 Forwards marKed-up Draft 2 of Document POa? ^Criteria for 
Determining Hequirements for Sys Important to Safety " 

Comments requested by B01003 

OAUUAGHER* J. K We sting house Electric Carp ES0$<D-JMG^397 
80/09/11 uenZINGERjE Reactor System* Standards Branch 62pp 
1360+ 073 


-'-8101160049 Forwardi addl info re Oenerlc Task A-17> ’’Byt Interaction in 
Nuclear Power Plant. " linked w/FOIA ao-SSSi-not available In 
PDR 

ANGELOrJ Generic Issues Branch, 80/12/01. BERKOW.H, N 
Nanegcment Analysis Branch, Ip, 13606 125. 


—8102170076 Forward* luatmary of BO I lift peer review meeting w/aHl»BNL k 
LtL In BethesdarMD to discuse itat«’-af-*the- 4 Pfc evaluations 
t( recommendation* of *y» interaction metha-ds for neer-'term 
OU* Attendance list k agenda end 

COFFMANfF, D Sgetem* Interaction Branch 80/13/02 ST(K.Z«\J F 
Eystems Interaction Branch 3pp 13604:085 


— 6102170D61 Gummary of 801112 peer review meeting w/BNWLiBML k LLL in 
DethesdarhO to dlscuse state-of-the-art svaluaticns k 
recommendat Ions of eg* interaction Methods for near-term 
OLs 

« By stem* Interaction Branch 00/12/02, System* Interaction 
Branch 9pp, 13604.072 


— 8103060256 Objects to proposed amend to 10CFR50 App A r» clar 1 f icat ip-n 
of QA program requirenente. A1 t«rna tive proposal k excerpt of 
JK Conran teitimony re class! f Icat 1 on of sy« k components 
Important to safety sncl 

ROSSi D F. Division of Systems Intagration (pre 8110091, 81/01/29 

DEHTON.H, R, Office of Nuclear Reactor Regulationi Director Gpp 
13604 214 


— 8103120316 Comments on proposed Conmlssian paper re c larlf icafclon of 
relationship between general design criteria tx QA criteria 
In 10CFR50, Paper does not focus on lack of definition for 
terms important to safety k saf ety-related In App A b B 
STOLZiJ, F Systems Interaction Branch 81/01/09, RUBENSTElNi U, 9 
Assistant Director far Core k Containment Systems, Ip. 

13605: 192 


— 8103230706 Forward* draft rept descrltlng approech to evaluating egs 
interactidfi * In LWR* 

8T0CZ, J F Systems Interaction Branch 81/02/19 ROSEr B Atomli; 
Industrial Forum Ip 13606:398 


— 0103310361 Forwards "Diaft Staff Sutpmary Ltr Ropt.Sys Interaction 
Dranch Approech to 5ys Intoractlons fn LWRs. '* re d eve l^jinent 
of regulatory guldanre Requeots conmonta on areas uf mtitual 
interest 

STOuZ. J F Systems Interaction Branch 51/03/09 MICHELUDN.C 
Director's Office 3pp 13604 064 


—0103310287 "Draft Staff Gummary Ltr Rcpt.Sys Intorartion Uranch 
Approach to Sys Interactian* in LWRs " 

* Systems Interaction Branch Bl/03/20 I5pp 13604 057 


—810+100137 Forwards summary of ongoing & planned activities r* ijfstf 
impi i cations of control sys Primary goal of Task A-47 guals 
in development of comprehenst vo k consiotont sot of design 
criteria k requirements for existing It future UWR* 

ROSA. F Power Systems Branch lEQ-79-27 Ql/03/20 KEHR.M 

ACnS - Advisory Cominittoe on Rwactor Safeguard* 7pp 136'06 


—0104100265 Suggests that A-17 '’Sys Interaction in Nuclear Pauir Pler.ti.* 
Is not ready to be removed from unresolved safety issue 
list Discusses basis far suggestion 

eTOi.Z»J F NRC - No Detailed Affiliation Oiven Ol/03/i? 

KNIEL.K NRC - No Detailed Affiliation Given Ip 13606 IB4 


-*-8106100183 D1 scusses comments on draft power reactor events rs iftta* 
generator overfill Proposed ltr to licensees recommend ii>g 
that action be taken to provide operators w/training to dial 
w/trarsients written under review 

HURLEY. TE Division of Safety Technology 01/09/26. NOVAK. 1 fl 
Assistant Director for Licensing 6 pp 13606 014 


—8106100241 Bummarires status of activities initiated in ritpontr te 
reptf '*AEaD Dbservations k Recommendation* Re Problem of 
Steam Generator □verflll k Combined Primary 6 Secondary 
Side Blowdoun " 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
at /OS/27 HICHELBON.C Director S Office 3pp 13606 OSO 


—G1061 10210 Forwards comments on proposed amend to lOCFRSOiAppt A 6 B t* 
clarify QA requirements, per 801222 request 
DENTON.N R Office of Nuclear Reactor Regulation# Director 
0t/O5/tG MINOOUE. R D Office of Nuclear Regulatory Research# 
Director 7pp 13604 223 


—8108110050 Summery of Bl06tB meeting u/Ofc of Nuclear Regulatorii 
Research re plans k shour-term activities for safety 
Icnp I Icatlons of control sys (Unresolved Safety tesue A-A/l 
List of attendees end 

S2UKIEWICZ. A J Generic Issues Branch. 81/07/10 KNIEL#K 
Oenerlc Issues Branch 3pp, 13606 004 


—8109230783 Responds to 610715 memo re c lari f icetlon of r*ltil 4 nshl.p 
between lOCFRSOrApp A £t App Dr design It QA criteria for 
nuclear plants Certain changes should be made before 
praeentetion of proposed rule to Commission. 

BTELLOr V Director's Officer Office of Inspection and Enf arc es«n| 
81/08/07 OOLLER.K. R Division of Facility Operations. 3pp 
13604. 293 


—810923078+ Forwards for review k concurrenc e# Comml eel on paper 
recommending approval of amend to clarify relationship 
between lOCFRSO App A k App B QA program criteria required 
by App A are App B criteria, 

(ROLLER# K R Division of Facility Operatlone. 81/07/19 8TCiL0.7 
Director's Office. Office of Inspection and Enforcement 
QHAFARtM Office of the Executive Legal Director DENtON.H K 
Office of Nuclear Reactor Regulation. Director, 4pp, 106G4. I6;2 


— 8110130110 Submits AEDD preliminary rapt - safety concern asiocLalel 
W/reactor vessel level instrumentation In BURs# did Sept 
1 ^ 1 . Agrees w/concluslon that postulated control sye 
protection sys interaction not immediate concern. 

ElQENWTfD 0. Division of Licensing. 81/09/11 DENTON# H *. 
Office of Nuclear Reactor Regulation. Director. 2 pp. 15607 201 


— 81 1O19D120 Comments on ease study rapt re safety concern aispcialfl 
v/reactor vesesl instrumentation in BWRs. Initrumenta b Ion U 
Controls criteria not proper std for eonductlnp piplnp lys 
evaluations 

IPPOLlTOtT, A Operating Reactors Branch 2 81/09/33 

OL 8 HINSKI 1 vf. A Operating Reactors Aiseeement Branch. \f 
13607 200 . 


— 81 102300Q7 Requests translation of end German rept on 

find ingsi conclusions |i recommendations should fae reviewed 
far possible application to NRC regulatory proctes, 

HALLER, N Commissioners. 01/07/07. DIRCK 61 N. J DffSce af %kr 
Exacutlve Director for Operations, Ip 13609:393. 


— 8103230710 Draft staff summary ltr rept# "Bye Intsraction Branch 
Approach to 8 ys Interaction* in LNRs. 

a Syitems Interaction Branch. Bl/02/28 iBpp, 136Q6’397 



IMONDOCKETED ITEMS 


437 


— 0110230119 Commentt} an program plan to rocolva- Ta 9 .k A-47, -sa fe t y 
implications of control sys Task rosoultion should include 
definition of role R< rogulotory rsa^'i^empii ts for licanseog/ 
app 1 1 cants 

HASDCK^^Sr D L Ins trumontatian t/ ContTol Branch 81/10/14 
SZOK IE^JrCZ. A Generic Issuos Branch 3pp 1JA05 3bl 


— 0110290599 Diacoaacs status on blue ticket retiuegt DL 95 ro control 
sgs Ofe of Nuclear Hugulatory Research will be uillllng to 
OMpand program to incorporate uork ro Unresovled Safety 
Issue A-47 Different plant selections should be made 
NDVAKj T Assistant Director for Operating Reactors 81/10/21 
EISENHUTjD G Division of Licensing Ip 13&05 350 


— SlI 1030647 Discusses rovieu of proposed rule on QA changing Oenernl 
Design Criterion 1 4- App D to lOCFRSO to broaden 
applicability of QA program Role does not clarify "inportanfc 
to safety " 

VOLLHERjfi H Division of Engineering 81/07/27 D£NTDN, if R 
Office of Nuclear Reactor Rogulationi Director 2pp 33it04 326 


— 0111040455 Forwards discussion of activities re Unresolved Safety Isbuo 
A- 47 re safety ImpUcablons of control sy a Interfacing 
essential to ensure development of consistent & 
c ompr ehpnai ve sot of ro^iuirements 

SZUKIEWICZ< A J, Generic Issues branch Bl/09/24 llURUEVi T t 
Division of Safety Technology 9pp 13605 355 


— 0U13OO131 Discusses proposed amend to lOCFRSO Lronsmitted by Goller 
810715 fflemo W/o rog guide & explicit propouals on typo pf <JA 
to be applied to each safety-related oysj meaningful commonta 
on value/impact of proposed rule will not be elicited 
DENTONt H R Office of Nuclear Reactor Resulatiohi Director 
31/10/30 MINOQUEf R D Office of Nuclear Ra[]ulatory Raaearchf 
Director Spp 13605 107 


—0112010777 Provides basis for next stop in rBsolution of Unresolved 
Safety Issue A-17 re sys interaction in nucleur power 
plants Recommends selection of small number of plants to 
apply existing interim guidance 

NlWLEYi T E Division of Safety Technology 31/10/30 DEflTQNi H ft 
Office of Nuclear Reactor Regulation! Director. 12pp 13606 156 


'8112040131 Foruardi comments on preliminary rapt re safetij concern on 
reactor vessel level instrumentation in BMRs Comments deal 
u/approprl«t»ness of applying electrical design criteria to 
piping lys Si concept of passive vs active failures 
DENTON r H R Office of Nuclear Reactor Regulation! Director 

01/tO/3O MICHELflONrC Oirectar^o Office. 4pp. 13607 196 


— 8201300092 Bubmlts WA Branch response to comments on statement of worfc 
for identification Si ranking of plant items & development 
of graded QA requirements, 

HAASStW P Quality Assurance Branch 01/12/30 NDRR I SON^ H. M 
Division of Facility Operations 2pp 13605.295 


—0202030144 Forwards comments on precedures guidei NUReO/Cft-2300 Comments 
based on recommendations submitted to steering committee by 
review committees following IGEE act meeting 

ERNBTxM.L, Assistant Director for Technology Review 01/12/13 
RICHARDS NU9 Corp llpp. 13606 224. 


—0202160010 Comments on proposed reeolution to A-47 safety implications 
of control sys. Analyses based on non-mechanls tic failure 
modes to assess unwarranted challenges are meaningless. W/o 
analyses of frequency of event 

JEKBEN. W. Reactor Systems Branch. 81/12/30 BZlMIEHCZrA 
Oenerlc Issues Branch, 2pp 13609 342 


8204190068 Concurs in principle u/rec ommendat ions of OFc for Anolysis li 
Evaluation of Operational Data Jan 19B2 rept on safety 
concern re reactor vessel level Instrumen tatlon In DWRs 
DENTONj H R Office of Nuclear Reactor Regglation# Director, 

82/03/19, HlCHELSONi C Director's Office 3pp 136D7 194 


0204190140 Responds to 020309 proposal to meat w/NRC to discuss safety 
classification details It standard! i Ing definitions Details 
of fftJPPSCO terminology sys & outstanding concerns should be 
provided, 

HANADERfS H Division qf Safety Technology, 02/03/22. 

COOPER, L.J American Nuclear Society Ip 13604*197. 


•02O421D759 Endorses ORNL research program to develop hybrid elmulatlpn 
model t« study control tys for PURi DE plant analysis to be 
performed at INEL Sandia Labs proposed research activities 
too vague t< cannot be endorsed 

DENTONcH, R Office of Nuclear Reactor Regulation, Director. 

62/03/24. MINOOUE, R 6 Office of Nuclear Regulatory Research, 
Director 3pp 13603 339. 


-“02O422O3P4 Cornments on errors in DWR vessel Wfitur level Jnd i c 3 ti uiiOi 
per T Bpeis 820115 meno 

FRAHHi R K Operating noaciors Assessment Branch 02/02/26 
GRAVES, C Opeiating Reactors Asacssment Branch 3p p 1360/ 203 


— 0206230023 Submits background matl for tnclusion in safety 
classification terminology package, includ ing NRC teatimony 
tt eai ly vetsjon of propoestl rule amend oddruasing scope of 
LOCI'R'iO, App B OA prugrarn 

« NRG - No Dptaliod Affiliation Given Bl/OB/05 NRC - flo 

Detailed Affiliation Given app 13604 155 


— 0206220026 Requests comments on concurrence package 

CONRAN, J NRC - No Detailed Affiliation Given 32/03/10 
COFFMAN, r p THADANIiA • ERNBT, M NRC ~ Nn Detailed Affiliation 
Oiven Ip 13604 15G 


— B206230029 CofinjontB on ^ Hanauer draft Iti ta NUPPSCD Committuc 
Alternative safety clas sif iratl on terms do tint requite 
rede f init i u n 

CONRAN, J NRC - No Detailed Affiliation Given 82/03/10 
COFFMAN, F NRC — No Detailed' Affiliation Given 2pp 13604 159 


— 8206230D35 Draft Cemmi sei on paper requesting approval for publicatinn 
of proposed amend in FR for c lar i f ica tian of relationship 
between lOCFRSO, Apps A 6 D 

DIRCK8,W \} Offica of tho Executive Director For Operations 
81/07/15 a6pp 13604 163 


—0206230039 Requests 020316 meBting w/ANS Nuclear Power Plant 3tds 
Committee Ad Hoc Committee on Sys Important to Safety in 
0ethe9da,MD to discuss definitions of clasai f i cat i on terms l< 
delineation of requirements 

COOPER, L J Amaricttn Nuclear Society 02/03/05 HANAUER, Q H 
Division of Human Factors Safety 3pp 13604 190 


— B20623004C Requests guidance re discussion w/ANS Nuclear Power 
Plant Stds Committee Related info enc 1 

JQHNSQN, C NRC - No Detailed Affiliation Given 83/03/07 
CONRAfr/J NRC ~ No Detailed Affiliation Given 21 pp 13604 193 


— 8206230043 Provides comments on proposed std definitions re safety 
classification terminology per 010924 meeting, 

"8af s ty-gra de" is not defined explicitly in regulstlons or 
regulatory guides 

NOYAK, T M Assistant Director for Operating Reactors. 81/09/28 
EISENHDT, D. G Division of Licensing Ip 13604 204. 


— 0206230092 Forwards info re latest development in safety classif i cat ion 
terminology H/o end 

CONRAN, J.H NRC - No De tailed Affiliation Given 81/10/14 
OORTANrT. □ffice of the Executive Legal Director. ip, 136D4;220 


— 8206230099 Requests Commission approval for publication of proposed 
amend to i0CFR90r App A to clarify QA program requirements 
DIRCK0,N J. □fficB of the Executive Director for Operations 
02/04/29. 21 pp 13604 229, 


— 62062300S7 Foruiards Info to resolve Ofc of Executive Legal Dlrocfcur 
comments re proposed rule change to i0CFR90»Apps A Ci D 
BELKEiN. NRC - No Detailed Affiliation Given 01/00/07 NRC - 
No Detailed Affiliation Given. 3pp. 13604.230. 


— 8206230069 Comments on 810609 draft CommisBion paper re clar 1 rieatiqii 
«f relationship between l0CFR30»Apps A 8< 0. Licensee will 
need addl QA resources to Implement program for addl balance 
of plant Items 

PERANICH»H. M Olrector's Office, Office of Inspection and 
Enforcement 81/06/25 RICHARDaON. 0. Office of Nuclear 
Regulatory Research, Director 2pp. 13604.295 


— 0206230069 Forwards Working- Papars 8 & C for draft Reg Guide RS 704-4 
■*Appl Icabll t ty of QA Criteria of App B to Btructures* Sys it 
Components of Nuclear Power Plants. " Consolidated set of 
comments requested. 

LJEDERDACH, F. J NRC - No Detailed Affiliation Given 77/04/13 
MORRISON, W H. NRC - No Detailed Affiliation Given Ip. 

13604 '261 


—8206230074 Working Paper B of Reg Guide R0 704-4, •'Applicability of 
QA Criteria of App B to Btruc tures, 8y s Components of 
Nuclear Power Plants, " 

a NRC - No Detailed Affiliation Given 77/04/14 19pp 
13604:262 


— 8206230070 Working Paper C of draft Reg Guide RB 704-4, '•Applicability 
of OA Criteria of App B to Btructures, Bys 8i Componente of 
Nuclear Power plants " 

* NRC - No Detailed Affiliation Given. 77/04/14 ip, 13604!3Bi, 
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-''8S06S30081 Draft Rag RS 704-4* "Applicability oif &A Criteria of 

Ap{i B to Struc turesr 6g« & CarrtpanBrt i- of Nvclear Poiarar 
Plants " 

BEOKHAKjD me - No Da tailed Affiliation Given 7B/01/26 7pp 
13604 2'9l 


— S2C633008S Rei^ueste coiKn)ent« oti end info re OA program for atructures^i 
sys t< component* which m««t remain functional In event of 
SSE Related Info end. 

« Quality Acturanco Branch. 79/06/26 ALLEN 3P AC H. F * BELKE-* H « 

CLAYTON. H NRC - No Detailed Afflllatipn Olven 34pp 13604 290 


-“0206230036 Draft Reg Guide BS 704-4. "Applicability of QA Criteria of 
App B ta Structure** 8y* Sc Componentc of Hudear Power 
Plant! ■■ 

e NRC - Nn Detailed Afflllatlnn Given 79/06/19 Bpp 
13604 33S 


— GS06230093 Forwards revised draft Reg Oulda i. XVZ* "Unclear Power 
Plant Sfcruc turai. Sy s Camponentt It Actlvltiei Sutj to QA 
Program " 

SKOVKOLTiD J Assistant Director for Oualltg Assurance Sc 
Operations 70/03/24 ARLQTTOj 0 A. Division of Engineering 
Standards 2pp 13604:340 


— 0206230094 Draft Reg Ouid* 1 XYZ. "Nudaar Power Plant Struct urasj 
Sgs Component! Ir Activities 8ubj to OA Program " 
a NRC - No Detailed Affiliation Given 70/03/84. 30pp 
13604 342 


— 3206230096 Summary of Licensing Schedule Review Committee 790125 
meeting re statue of plant reviews. 

ROSS. 0 F NRC - No Detailed Affiliation Given 79/01/30 
BOYD. R 8 Division of Project Managemant DEYOUhlO. R C Division 
□f Site Safety b Environmental Analyeis MATTEQNi R J Division of 
Systems Safety l&pp 13605 010 


'"'8206230117 Cominenti o-n proposed Commission paper recommending change to 
lOCPRSO App A. Changes should be made to App B to eliminate 
ambiguities re important to safety (< safety-related. 

HAASSiM P Qualitv Assurance Branch, 01/01/09 VOLLMER.R H 
DivisioTi of Engineering. 2pp 13605:090 


— 02O623O1&2 Forwards mariiiT-up pages from 810609 Commission paper on 
Appe A b 8 Issuer per re<iue«t 

HAASSiU P Quality Assurance Branch 81/06/19 RICHARDSON* 8, 
Human Factors Engineering Branch llpp 13605 092 


— 8206330124 Submits marl»d-up comments on proposed amend to 10CFR50 to 
clarify relationship betwee-n Apps A fc B Coeunent on coet 
ic manpower Impact of proposeif rule ehould be requested. 

DENTON. H R Office Of Nuclear Reactor A«gula.tton* Oire-ctor 
81/09/13 NINBOUE. R B Office of Standards Oevelopment* Director 
2pp. 13605 105. 


— B206230132 Requests comments on proposed contract u/aandia Labs to 
Identify l< rank Importance of sys equipment important to 
safety 

SILVER. D Reetarch ft Standards Coordination Branch 61/10/16. 
HAABB.W Quality Assurance Branch B08NAK. R * KIRKWOOD, R, 
Nechanlcal Engineering Branch. Ip. 13605.109 


— 620623D134 Request! comments on end statement of work to expedite 
development of guidance St release of proposed Appi A 6 B 
rule 

HAAfiS.W. Quality Assurance Branch 81/11/19 NRC - No Detaflod 
Affiliation Given 6pp. 13609 110. 


— 820623D13S Commente on Gommlcsion paper re clarification of 
relationship betueeni 10CFR50 Apps A (< B Results of 
change in App B to replace term '*sa fety-r elated " w/ 

"Important to safety" unc leer, Related info end. 

DENTONrH R Office of Nuclear Reactor Regulation. Director, 
82/-04/29. GDLLER, K R. Office of Nuclear Regulatory Reeearch, 
Director. 23pp. 13605* 129. 


--8206230141 Forwards draft llcting of struct uree* sye 6 componants for QA 
program review. 

HAASSrW P. Quality Assurance Branch 82/04/29 Quality 
Assurance Bnnch. iBpp. 13605- 193, 


— B20623Dl5a Forwards Sandla Lab 810S20 slide presentation for ^.-Dgraj in 
support of TMI Action Plan Item I F I 

SILVER, D NRC - No Detailed Affiliation Given, 81/08/31 
COFFMAN, F , CONRAN, J NRC - No Detailed Affiliation Given Ip, 
13605 252 


— 8206330160 Draft Reg Guide 1 28, Revision 3. "OA Program Requiriairts 
(Design fc Const) " 

a Office of Standards Development, Director 01/09/02 29pp, 

13605 266 


— 8206230165 Addresses comments on App A/D concurrence package NRC 
intends to increase scope of QA program review Related Info 
end 

CONRAN, J NRC - No Detailed Affiliation Given 01/09/10 
THADANIfA NRC - No Detailed Affiliation Given ISpp. 13605 303 


—8206230168 Task Action Plan A-47' "Safety Implicatione of Conkro] Byi ■ 
KNJEL. K , SZUKIEWICZ,A J Generic Isfues Branch. 82/04/20 24jp 
13605:315 


— 0306230173 Responds to 811120 request for review of Taek A“47, ”B«felp 
Implications of Control Bys, " Interaction between control 
sys should be Identified in problem resalution eectton, 

BEARD, J T Assistant Director for Dperating Reactors Bl/lil/27 
Assistant Director for Operating Reactors 3pp. 13605' 344 


— 0206230205 Summery of 810720 meeting w/consul tents re Unresolved 
Safety Issue A-47r "Safety Implicetions of Control Sys,** 

M/o ends. 

8ZUKI£UICZ*A Generic Issues Branch 81/08/24 KNIEL.K. Oinirii 
Issues Branch 3pp 13606 001 


— 0206230208 Forwards conceptual outline of task action plan for 
Unresolved Safety Issue A-47 for comment 

BZUKIEMICZ, A Generic Issues Branch. 81/06/29. RUSSCNER, 0 E. 
Battelle Kemorial Institute, Pacific Northwest Laboratory. If. 
13606. 007. 


— 8206230211 Forwards addl comment re steam generator overfill 
draft paper entitled. "Power Reactor Events," Vo-L 3, number 
2. In response to 810506 memo 

NOVAK, T M Assistant Director for Operating Reactors. 0J/O9/S6 
HELTEMESfC. J. Dirsetor *s Of f ice Ip 13606*012. 


—8206230214 Comments on power reactor events re steam generator 
overfl 11. Consideration of seismic event w/flooded main steam 
Is not appropriate based upon low probability of 
simultaneous occurrence 

VOLLMERiR.H. Division of Engineering. 01/05/18, NOVAK. T 
Assistant Director for Operating Reactors. ip 18606:013. 


— 8206230217 Responds to 810506 request for views re InclusSon of 
"Steam Generator Overfill" in "Power Reactor Events*" Vol 
3, Number 2 Article not dirictly associated w/operabing event 
at power plant. 

CHECKrP B Assistant Dirictor for Plant Systatns. 0i/O5/i3 

NOVAK* T.H Assistant Director for Operating Reactors, Ip 

13606:018 


— 6206230220 Comments on ORNL proposal for study of control eyi t flent 
dynemice. Final declslDn on level of ORNL invotvement should 
bi dela.yed until unresolved safety issue plan is completed 
Related Info end 

ROSA, F Instrumentation I. Control Systems Branch. 01/03/30. 
KNI0HT8N*G N Riiearch 6 Standards Coordination Branch. 32pp 
13606*019. 


— 8206230222 "'Effects of Control Syi Failures. " 

« NRC - No Detailed Affiliation Given. 82/04/29. 10pp. 

13606:064. 


— 6206230230 Comments on dreft itaff summery Itr rept "Qys InterectLan 
Branch. Approach to Sys Interactions in LNRs. " 

PELTROfP., GALLUCCIiR Battelle Memorial Institute* Pacific 
Northwest Laboratory. 01/03/11 WIDRIO, D Battelle 
Institute, Pacific Northwest Laboratory i9pp, 18606.251. 


— 6206230240 Comments on "Staff Summary Ltr Rept on- Bys Interactions 
Branch Approach *' Formal definition of eye interaction 
should be revised. 

PAPAZOOLOV, I , ATEFI, B , BOaLlK,A Brook hoyen National Lebofaterr 
61/04/21 BARI, R, A Brookhaven National Laboraioru. 6pp 
13606' 270 


—0206230242 Draft Branch Technical Position BIB l-li *'Gul dell net for 
Development It Conduct of Syi Interaction Program for Nuclear 
Power Plants," 

ft Byetems Interaction Branch, 62/04/29 10pp. 13606:276. 



NONDOCKETED ITEMS 


439 


— 8206S30245 Foruarda Itr rapt ra approach fid interact i off** in 

for comment U/o end Related info end 

HURLEY# T E Diviiion of Safety Technology- 82/04./29 Division 
of Safety Technology 2pp 13606 206 


— B206&S024S Forurarde interpretation of single failure criterion for sgs 
interaction analysis 8t sys Interaction analysis 
demonstration example 

OALLUCCIjR Battelle Hemariai Institute# Pacific Northwest 
Laboratory ai/05/06 COFFMAN, F Systems Interaction Branch, 

60pp 13606 2Be 


— 8206230251 Forward* comments on 810623 memo re approach to ays 
interaction Selecting *yi by distinguishing bat-uieen safety- 
grade 84 noniafety-grade Is not stra Ightforiiiard. Related info 
end 

LAINA8 jO C Division of Licensing 01/07/17 ERNST, M U 
Aieistant Director for Safety Asses«-nflnt 2pp 13606:359 


— 8206230266 Forward* 8y* Interaction Branch railueet for addl Info re 
util sys interaction program, indud ing objective scope, 
organiratlon it criteria used to postulate interaction* 

Mariiid-up responses If related info end 

ftUBENBTElNi L 8. Assistant Director for Plant Systems 80/13/01. 
TEDEBCOiR.L. Assistant Director for Licensing 20pp 13607 iSl. 


— 6206230268 Marked-up SRP Section 3 10, "Bei tmic & Dynamic Qualification 
of Kechnical h Electrical Equipment '* 

■* NRC - No Detailed Affiliation Given PSRP-3 10 0. 81/06/01 

4pp 13607. 141. 


8206240031 Ack receipt of addl documents in reepons* to FOIA request 
for Info re Hayward Tyler Pump Co 

LIEBOLD#W. C. Affiliation Unknown 82/03/31 FELTON, U M Division 
of Rules and ^Record* ip, 13600' 139. 


420624D033 Addl retponii» to FOIA request for documents re Hayurerd Tyler 
Pump Co. Forwards JT Boese 820318 Si 26 Itr* 

FELTONiJ. M. Division of Rules and Records 62/06/00 HHBaLD,W. C 
Affiliation Unknown lp> 13608’ 161. 


—8206240037 Objects to release of Item* 14, 1 S, 21# 32 St 33,111 response to 
FOIA Requests 82-117 Si 82-193 re QA practices at Hayward 
Tylar Pipe Go. Premature release may mislead public ra 
ongoing nature of investigation. 

BOeSEiJT Fried, Frank# Harris# Shrivar S# Kampelman 82/03/26, 
FELTDNiU. M. Division of Rulas and Records 2pp 13603 162 


— 0206240039 Objects to FOIA release of MRC draft insp b inyost igat i on 
repts re OA practices at Hayward Tyler Pump Co Requests 
rept of separate investigation be placed in FDR to mitigate 
misleading Info Related Itr end 

BfieaE#J. T Fried, Frank, Harris# Bhrlver U Kampeltnan, 02/O3/J8. 
DCYOUNGiR. C, Director ** Office# Office of Inspection and 
Enforcement. 3pp, 13600 164. 


— B206240042 "Analysis of Draft Insp Si Invsst 1 gati on Repts to NRC re 
Hayward Tylar Pump Co QA Program, " 

a Fried, Frank# Harris# Shrlver & Kampelinan. 02/03/18. 6app. 
13608. 167. 


B206240043 Responds to FOIA request for four categories of info re 
'♦safe end" technique for joining or repairing piping in 
BHRs. Forwards representative list of Category 3 records. 

FELTOM# J. M. Division of Rules and Records. 82/06/11. JAY, M. C 
Affiliation Unknown. 2pp, 13607:319. 


—8206240050 "Bibliography %i Refs " 

* NRC - No Detailed Affiliation Given. 02/06/11. 6pp- 
13607.317, 


8206240032 Addl response to FOIA request for draft insp 4* inyas tigation 
raptf provided to Hayward Tyler Pump Cn Forwards JT Boeee 
020918 Si 26 Itrs H/o end* 

FELTOKiJ. M. Division of Rules and Records, 02/06/06 LODGE# D 
Dalle* Horning News ip, 13607; 313 


8206240095 FOIA request for investigation repts re Improp en 1 1 legal or 
inadvertent disposal of radwaete at sea or In Great Lakes. 

SULLIVAN# J.W Affiliation Unknown. 02/09/03. FELTON. J M. Divtaloti 
of Rules and Record*. Ip. 13607:311. 


8206240058 Responds to FOIA request for Investigation repts re 
Improper, 11 legal or inadvertent disposal of radwaste at sea 
or In Great Lakes. Listed documents referred to Public Health 
Bve for direct response 

FELTON# J.M. Division of Rules and Records 02/06/00. SULLIVAN# J H 
Affiliation Unknown. Ip. 13607312 


8206240063 Responds to FOIA request for dlsclosable info on govt 
contracts u/ARCQ r* development of nuciear batteries 6 
documentation concerning NU^£C contract NRC has no documents 
fiubj to request Recommend* contacting DOE 

FELTON, J M Division of Rules and Records 02/06/00 SMITH, K K 
Hflrftrdnic, Inc Ip 13607 310 


6206240064 FOIA request for disci oeable info on govt contracts u/ARCD 
re development of nuclear batteries H# documentation 
concerning NUMEC contract. 

SMITH, K R Medtronic, Inc. 82/09/24, Division ''f Rule* and 
Records ip 13607 309 


6206240069 FOIA request for eight categories of documents re nuclear 
waste mgt. 

SULLIVAN, J W Affiliation Unknown 82/09/27 FELTON# J fl Division 
of Roles and Records 2pp 13609 287 


0206240073 Responds to FOIA request for eight categories of documents 
re nuclear wa*tc mgt Items i# 2# 3, 3 81 6 will be reproduced 
on microfiche. Item* 4 6 7 unavailable 

FELTON, J M Division of Rules aiid Records 82/06/07 SULLIVAN# J H 
Affiliation Unknown tp 13608 209 


0206240076 FOIA request for list of 514 licenses issued by NRC tn 
components of DOD 

DEALER L Cham-Nuclear Eystorts, Inc 82/09/2i FELTON, J M 
Oivlsian of Rules and Records Ip 13608 830 


0206240079 Responds to FOIA raqvctt for list of S14 licenses Issued by 
NRC to components of DOO Forwards lift of DOD licensess 
FELTONtJ H Division of Rule* and Record* 02/06/07 DEAL, R L 

Cfiem-Huc tear 8yf tarns, Inc Ip 13600' 231, 


— 0206240000 "Active License* for Air Force, Army 4t Navy " 

* NRC - No Detailed Affiliation Given 02/06/03 95pp 
1 3608 '232 


8206240093 FOIA request for three categorlee of record* re Invitation 
for Bid RS-SECV-aR-A?!# "Stenographic Reporting 8vc* '♦ 

GALLO, J, loharn# Lincoln S< Beal* 02/03/ is FELTON, J. M D1 vis Ian 

of Rules and Records 2pp 13620' 043 


6206240099 Respond* to FOIA r»qu«*t for three categories of record* re 
Invitation for Bid R8-SECY-B2-471, "Stenographic Reporting 
8vc«. '♦ Forwards dacuments listed in app Info in Records 
1#3 U B partially delated, 

FELTONiJ M Division of Rules and Record* 02/06/07 GALLO, J 
Isham# Lincoln Si Beale. 3pp 13620 043 


— 0206240101 Forwards project descriptive summary, "Stenographic 
Reparting 0vcs. " 

SULLIVAN, P A, Administrative I* Logistical Support Branch FIN 
B-iail 81/10/27 BECKUlTHtC A Division of Contracts 0pp. 
13620’ 040 


— 820624G114 Responds to B1 1029 request for info re stenographic 
reportl’ng sves. Incumbent contractor was small business u-hen 
contract was awarded, but 1* now large, 

LEBO, C D Administrative Contract* Branch. 81/U/G3 HALMAN, E U 
Division of Contract*. 4pp. 13620 096 


— 8206240122 Summary of Senior Contract Review Board B1102B meeting to 
review preject# "Stenographic Reporting Bve* " Info deleted. 
BECKWITH, C A, Division of Contract* FIN 11-1311 Bi/ll/OS. 
CORNELL, E K Office of the Eaecotlv* Director for Operations. 
BARRY, L N Office of the Cantroller. DDNOGMUE, D. J Office of 
Admiti Istra t i on. 3pp 13620 O6O. 


—0206240125 Advises that NRC Reporter Contract Bollcltation should not 
be limited to small businesses- 

FITTliC, J, Atomic Safety and Licensing Board Panel. 02/01/19. 

LEBO, G D, Admlni* trat 1 ve Co-ntracte Branch 1. 13620' 063 


— 0206240129 Forwards profiles on small businissas having capabilities in 
"Stenograph Ic Reporting Sves, " 

e NRC - No Detailed Affiliation Given. 82/02/19 FLYNNi M 
Division of Contracts. 14pp 13620.064. 


— 0206240133 Inform* of change re *tatu* of project 8ECY-02-471, 
"StenograpJ) Ic Reporting 8vcs, " Recent developments suggest 
small business set-aside should be changed to unrestricted 
competition. 

LE80,C D Admlnietratl v« Contracts Branch. FIN B-i3ll. 88/03/03 
BECKWITHiC. A Division of Contract* 2pp 13620^081. 



-&206240141 Toruiards J Oallo {)S0310 Itr tq d«ciaioTi to change 
Invltationi for Did RS-SECV-a2-371 1 ''Stti’no graph i c Reporting 
Svcei" fran -arnoil business set^-aside to unrestricted 
action 

LEB0*C D Administrative Contractu Branch. G2/03/12 KERR* V< 

Ofc of Small l< Disadvantage Business Utilization Ip 136C{> OB5 


— Q20£>340149 Urges that NRC stand b(^ judgment re determination to 
establish procurement as total small business set-^aside 
concerning Invitation for Bid RB**SECY-Q2-471« "Btenogvaphlc 
Reporting Svcs " 

QALLC.J Isham. Lincoln & Beale 65/03/ lO LEBQr C 0 
Adnitt istrat ivo Contracts Branch 3pp 13620 OBA 


6206240475 FOlA request For documents ro oxamptian 'Prom 10CFR5D App £ 
sjnergencg planning & prep^aredness requirements 

WATKINSjH Debovoise Libernan 03/03/04 FELTON, J M Division 

af Rules and Records Sp p 13620 OOB 


B20635035S Responds to FOIA request all info re contr^icts foT 
dovulopment of nuclear pacBmalori bg Area Midteal Prodociu 
Co NRC has no documents subj to request 

FELTON* J H Division of Rules and Records 82/06/15 fiMlTH*K R 
Hadtrunic, Inc Ip 13629 0B4 


□206250337 FOIA request for all info re contracts for development of 
nu-clear pacemakers bg Area Hedical Products Co 
BMITHjK R Nedtronic* Inc B2/OD/SO NRC - Nn Detailed 
Affiliation Olven Ip 13629 0B3 


6206S8DD71 Adtfl response to FOIA request for eight categories of 
documents Foruards documents listed in App A Docunsnts 
listed in App B available in PDR Confidential financial 
info deleted 

FELTON, J « Division Of Rules and Records 02/05/12 MCRURRAYiC M 
Kirkpatrick, Lockfiarti Hlll< Christopher & PhiSllpi 2Bpp 
13630 055 S4X Pic he SO-OOO* 82/03/1 2r 6206260071 


— 7911190277 Forwards NRC 790B29 8( 31 memos r# several concerns about 
appl Icahili tg of lOCFRSOtApp A ti B to saf e tg-re Uted tgt tr 
components Recommends all such sge bo covered bg licensees 
NRC approved QA program for const Si/or operations 
dOBELEV, N C Division of Reactor Operations Inspections 
79/09/11 UASSALLOj D S. Division o-f Project Management Spp 
13697.357 


— &006a30313 Comments on proposed IEEE std re criteria for determininfl 
rsfLUirentents for igs important to safety. Suggests 
elimlnatlnp probabilistic approach. Koif instructions utlU be 
helpful to working group 

MEDEIROSiM 6 Office of Standards Deve 1 opmentr Director 
BO/04/25 8T0LT*H K Institute of Electrical h Electronic 
Engineers 3pp 1364S 327 


— BOD7300327 Requests info re reactor control sys failures which could 
lead to accident sequences that have not been anticipated 
Recommendations requested re need for power derating while 
matter Is under revleu 

UDALLiM K, House of Rep • Interior ^ Iniolar Affairs BO/02/07 
AHEARNEiU. Commi sstoners. Ip. 13639> 03B. 


— 8000080199 Discusses problems encountered at second working group 
meeting of NRC/IEEE re development of std for classifying 
instrumenta tlonr control h electrical equipment important to 
safety. 

MeDEIR08,H 6 Reactor Systems atandards Branch G0-/07/22 
WENZINOER.E C Raector Systems Standards Branch. 9pp 13630 123 


— aoi02Q0520 Requests assistance in reviewing Draft 2iP027 criteria for 
detertnitilng requirements for sgs ijsportant to sefetyrdtd 
e<W911. Comments requested by 000930 

MORRIBDN, H H Aislitant Director for general Engineering 
Standards BO/09/23, MURLEV.T.E Office of Nuclear Regulatory 
Reiearchi Director 2pp 13638:127. 


—-0011030055 Comments on draft IEEE Std P-027ir "Criteria for Determining 
Requlremerts for ays Important to Safety " Control sgs 
failure should be considered 

ROSSIfC E. Initrumentatlon V Control Bystems Branch 00/09/30 
KNiQHTONi 0, H Research & Stafidards Coordinetton Branch 3pp 
13ddZ 392. 


->-’0101090099 Comments on IEEE Std PB27* ‘‘Criteria for Determining 
Raqulraments for 8yt Important to Safatyr ** per B0D911 
request New std preserves unnecessary barriers between two 
clasces of fnstrunentati on, control % electrical equlpaint. 
HEOEIROSrM. B Office of Btanderds Development! Director 
00/10/03, OALLAOHER I 3 M InttLtute of Electrical t( Electronic 
Engineers. Spp 13642:313, 


— 8101270464 Summarizes direction taken by IEEE in PB27, “Criteria for 
Determining Requii aments for 8ys Important to Safety '* End 
Table 3-1 lists sys important to safety but not covered by 
IEEE 

ROSSI, C E Instrumentation 8< Control Systems Branch 00/11/14 

Instrumentation it Control Systems Branch ilpp 13642 342 


— 8102100246 Comments r* proposed amend to 10CFR50 App A, intended to 
clarify QA program requirements Proposed amend Insufficient 
RQSSliC E Instrumentation & Control Systems Branch B0/i2/16 
KNIOHTGN, 0 W Research & Standards Coordination Qranch 3pp 
13638 323 


— 8103030110 Comments on effect of interim plant power departings on 
consequences resulting from control ays failures, in respanae 
to BD1204 m&fflo Nestinghousc designs have ezeoss interaction 
between control sys it safety ^ should be improved 
HANAUER,S H Division of Human Factors Safety 00/12/15 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
13639 357 


— 810324070S Notifies of Instrumentation it Control Sys Branch request for 
addl info from OL applicants re concerns on failures 
inhibiting safe reactor shutdown, safety equipment designs & 
control sgs failures from high energy line breaks 
CHECK, P E Assistant Director for ^lant Bystemi IEn-79-27 
Bl/03/06 TEDESCD, R L Assistant Director for Licensing 6pp 
13639' 160 


— 0103250472 Responds to B1D212 memo re candidate entoria for cnniTol 
sys Criteria appaar to be porceptive & welt thought out 
Criterion 1 should bo expanded to include not frequent 
challenge requirement 

BEARD, J T Operating Reactors Assessment Branch 01/03/02 
ROSSliC E Instrumentation It Control Systems Branch 3pp. 

13643 322 


— 8103300203 Forwards memo re topics for Electrical Bys 0vbcom>mittee 
810329 meet ing. Subcomml ttee requests written summary of 
planned activity In advance of meeting N/o end 
ZECHiOO Technical Support Branch 81/03/09 ROSA, F. Power 
Systems Branch Ip 13639 247 


—0109060323 Forwards US comments on Technical Review Comwlttee approved 
version of BO-OS, "8af ety-flelated Instrumentation 6 
Control,** On behalf of R Mlnogue, US representative on SAO 
UENZ1N0ER,E C NRC - No Detelled Affiliation Oiven. 81/06/25 
lANSlTliE International Atomic Energy Agency lAustrlah Dpp 
13645.092 


— 8111120323 Notifies of appointment of DL Basdekas ae member of Ad Hoc 
Committee On Classification of Bye Important to SefetVi in 
response to 811009 Invitation Participation does not connate 
agency agreement w/or endorsement of committee decisions 
KINOOUE,R B. Office of Nuclear Regulatory Research, Director. 
81/10/26 DONLmo,E.F, Institute of Electrical & Elae tron 1 c 
Engineers. ip 13630' 139 


— 0112030223 Forwards F Rasa memo transmitting affidavits of CE Rossi ir 
response to ALAB‘*695 Items 1 l« 3 re recommendations In BAH- 
1564 6 safety-grade anticipatory reactor trip, respect Ivtly. 

Final drafts by 811113 Requests timely review of affidavits 
CAPRA, R. Division of aystsms Integration (post 811009) ai/U/18 

BTOLZiJ Operating Reactors Branch 4 ip. 13639' 23S 


— 6201100094 Forwards supporting statement for DMB clearance for 
NUREO-0737, revised to reflect Info requested in 811117 memo 
Concurrence requosted. 

DENTONrH, R. Office of Nuclear Reactor Regulation, Director. 
01/12/21 8TELL0,U Regional Operations 8( Oeneric Requirements. 
39pp. 13639:112 


— >8201190627 Discusses problems to ha addressed re Identification of sys 
important to safety. 

KNIGHTON, 0 R Research Ic Standards Coordination Branch, 01/11/29 
NORBEROiU. A. Human Factors Branch. 2pp. 13649:219. 


— 8202180429 Forwards case study “Safety Concern Aisocimted W/R»actor 
Vessel Level Instrumentation In BNRs, ’* Review has shown 
several cases where interectlon between plant control sys 
are evident. 

HICHEL80N,C Director 's Of flee. 82/01/20 DENTON, H. R. Office ol 
Nuclear Reactor Regulation, Director 2pp. 13640:233 


— 8202190419 Requests endoriement of research programs ra safety 
implications of control sys it study Programs respond to ACR0 
Recommendations 1 It 2 for addressing Issues supporting 
riiolutloo of Unresolved Safety Isiuts Tasks A^47 l< A-49 
M1N09UE, R B Office of Nuclear Regulatory Research* Director. FIN 
6-1324, 82/01/27. DENTON, H.R. Office of Nuclear Reactor 

Regulation, Director 7pp, 13639- 033 
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— 0203100411 Fortirard* LER OS-OO^/OSL-O Detailed sv«nt analysis 
iubmittirf 

HATTIMOEi J J Bacpamenta Municipal Utility District 02/O2/’?4 
E^LKEN«R H Region Office of Director. 2pp 13MD 08S 


— 8203240360 Conunent* on Ad Hoc Committee on Cla-ssif icati on of Bys 
Important to Safety 820229 meeting Sys covered by IEEE Std 
603 should be considered within scope of 1E£E P‘‘827. 

BASDEKAS, D L Instrumentation ti Control Branch 02/03/03 
DOHLINGtE, F Babcock «< Uilcox Co 4pp. i:?63S 133 


— 8204090169 Foruordi responses to Senator Hlfccbell questions to NRC re 
facility control sys in terms of 700320 event & general 
requirements of control sys 

ROSAiF Initrumentation & Control Systems Branch 82/03/00 
STOtZi J F Operating Reactors Branch 4 Spp 13639 063 


-<•0208130530 Comments on Task Action Plan for Unresolved Safety Issue 
A-’47f "Safety Implications of Control Bye " 

RDBArF instrumentation it Control Byitems Branch 02/04/15. 
KNiELfK Generic Issues Branch, 3pp 13639 046 


— Q2062B0102 Responds to 700407 memo ro extent nf applicability of App B 
to 10CFR50 to structures* sys it components of nuclear power 
plents Resolution is as much policy decision «s legal 
interpretation Related info end 

JAKELj E E Office of the Executive Legal Director 78/07/25, 
KEHNEMUyiiM. Assistant Director for General Engineering Standarils 
6pp 13639. 002, 


*“*8206260106 Requests comments on end proposal for study of "Control 
Sys 6 Plant Dynamics " Related info end 

HATT*J NRC - No Detailed Affiliation 01 vert. 01/03/11 ROSA^F 
BPEISrT. . MOORE* V NRC - No Detailed Affiliation Given 12pp 
13639 000 


““8206200121 Excerpt from minutes of 239th ACR8 meeting on 79ilO0“lO rn 
potential unresolved safety questions on interactions 
between non Bafety“grade sys 6 saf ety^-grade sys. 
a ACR8 - Advisory Committee on Reactor Safaguards. 79/li/lO. 

ACRE “ Advisory Committee on Reactor Bafeguards. ip 13639.045. 


-“8206260129 Advieei that Draft 3 of IEEE P-827 does not adequately deal 
w/lnstrumentationf control it electrical sys that place demand 
on safety sys. 

UE1QB,E N Reactor dystems Standards Branch. 81/01/1? 

GALLAGHER* J M. Nee ting house Electric Carp. 3pp 13630 097 


— 02O62BO132 Forwards EH Helse 010118 memo to IEEE Narking Group ett 
Classification re technical issue concerning criteria for 
determining requirements for sys important to safety In 
nuclear power generating stations 

MEDEIROS* M, 6 NRC “ No Detailed Affiliation Given 81/02/02 
CONRAN* U, NRC - No Detailed Affiliation Given 4pp. 13638.076 


-“8206260143 Recommends discussion to determine method of dosing out 
Integrated control sye issue for fiScN facilities 
CAPRA* R, NRC “ No Detailed Affiliation Given. 62/01/07 
MATT80N*R. NRC - No Detailed Affiliation Given Ip 13639. HI. 


— 8206260194 Forwards input to 1981 annual rapt 

ROSArF Instrumentation it Control Systems Branch. 01/09/14. 
FINHiP NRC “ No Detailed Affiliation Given. 4pp 13639 13B 


— 8206280196 Forwards info rt control sys failures Issue. N/o ends 
ROSSliC. E NRG - No Detailed Affiliation Given. 81/04/16 

MATTSONiR. NRC - No Detailed Affiliation Given 2pp 13639*143 


— 8206200159 Forwards summary of Meeting B2-1 of Ad Hoc Committee on 
Classification of Bys Important to Safety . Nela tod info end. 
OOWLINOrE F, Institute of Electrical it Electronic Engineers 
92/03/23. Institute of Electrical 6 ElactronSc Engineers, 7pp 
1363e‘ 129, 


— G206280171 Forwards draft outline for reg guide on c lastif ication & 
design requirements of instrumentation it control sys 
important to safety for review 8( comment 

BA8DEKA8*D. L Office of Nuclear Regulatory Research* Director 
81/56/17 NENZINGERi E G. f klEI86*E. * MED£IRO0*H. Office of Nuclear 
Regulatory Research* Director 5pp. 13636, }59 


— 8206280179 Forwards project status rept for 810203 meeting of ACRB 
Subcommittee on Plant Features Important to Safety. 

MAJOR* R, NRC - No Detailed Affiliation Given 01/01/27 NARD*D. 
ACR8 - Advisory Committee on Reactor Safeguards 4pp 13636*178. 


— 6206290176 Responds to 001117 request for comments on current usage of 
definitions for "safety-grade i " "saf ety-r elatod*' & 

'"important to safety '* Definitions used w/current 
terminology lack clarity Related info end 

FRALEVtR F ACR8 “ Advisory Committee on Reactor Bafeguards 
01/03/24 RUBENSTEIN*L 5 Assistant Director for Core & 
Containment Systedie IBpp 13638 182 


— 8206260161 Ac It receipt of HR Denton memo re std definitions for 
commonly used safety classification terms No extensive 
revision effort to current regulatory guidance documents 
expected 

MAJOR*!? NRC “ No Detailed Affiliation Given 01/11/30 WARDED 
ACR8 - Advisory Committee on Reactor Safeguards Ip 13638 212 


— 6206260165 Discusses activities of ACR8 Subcommittee on Plant Featurre 
Important to Bafety re definitions of safety-grade* 
safety-related it important to safety Recommends meeting to 
further discussion 

BOEHNERTi-P ACR8 - Advleory Committee on Reactor Safeguards 
00/12/16 WARD* D ACRS - Advisory Committee on Reactor 
Safeguards 2pp 13630 213 


— 8206200188 Draft "OA Requirements for Nuclear Power Plant Items 
Which Are Important to Safety*"' lOCFHSO proposed rule Draft 
preliminary value Impact assessment end 
a NRC - No Detailed Affiliation Given 80/D9/2B I3pp 
13638 216 


— 9206200194 Forwards revised affidavits In response to ALAB-655* 

Items 1 & 4 

CAPRAiR A Divlsloti of Systems Integratien ipest 811005) 

ALAB-655 81/12/11. 6TOL2*0 F Operating Reactors Branch 4 Ip 

J3639 270 24X Fiche 50-000*02/09/12*0206260071 


— 9206280198 Forwards affidavit of E Rossi In response to ALAD-6S5 
Items i if 3. 

CAPRAiR a, Division of Systems Integration (pest 811009) 

ALAa-655 81/12/04. 8T0LZ, J F Operating Reactors Branch 4 Ip 
13639 221 


— 82062B0199 Cofliments on 010609 draft Commission paper re clar I f ication 
of relationship between 10CFR50*Apps A & B Explanation of 
why previously proposed guidance failed to obtain staff 
approval should be included 

PERANICH.H. W Directur's Office* Office of Inspection and 
Enforcement. BI/06/25. RICHARDSON* 6. Director's Office. 2pp. 
13638* 257. 


— 8206200207 Forwards std order for DOE work* "Identification it 
Ranking of Plant Btructuras* 6ys & Components it Graded OA 
Requlrementffi *' lesued to INEL if/o std order Statement of 
work end. 

VQLLHERiR. H Division of Engineering. 82/04/13 UJLLIAMSiC. E 
Energy* Dept. of. 7pp> 13636 259 


— 02O62BO21I Discusses extent of applicability of App D to 10CFR50 to 
itruc turesi sys b components of nuclear power p 1 ants. Comments 
requested by 760429 

KEHNEIlUYIiN Assistant Director for Generel Engineering Btandards 
78/04/07. NALSCHiM Office of the Executive Legal Director 
2pp. 13638; 266 


— 0206280216 Forwards draft Commission paper re clarification of 
relationship betwsen lOCFRSO Apps A 0 for final 
comment it concurrarici 

RICHARDBONi 8 D Reactor Systems Standards Branch BO/12/22 
DENTON* H R Office of Nuclear Reactor Regulation* Director. 
BTELLDiV. Office of Inspection Si Enforcement* Office of the 

Director SHARERiH Office of the Executive Legal Director. Ip 

1363B; 268 


— 8206200223 Draft Commission paper for amend to clarify relationship 
between IOCFR50 App A* "General Design Criteria for Nuclear 
Power Plants’" It App B* "GA Criteria for Nuclear Power Plxnts 
h Fuel Reprocessing Plants. " 

0IRCKS*H J Office of the Executive Director for Operations 
82/09/12 23pp. 10638 269, 


— 8206280226 Forwards draft project it budget proposal for NRG wort* 
"Identification of Equipment Important to Safety " 

NORffERO*vI A, Human Factors Engineering Branch 81/10/08, 
KNIGHTON* G, N. Research 4c Btandartfs Coordination Branch, 0pp 
13638-292 


— 8206280231 Draft Commisslo-n paper for amend to clarify relatlnnehlp 
between 1OCFR50 App A* "General Design Criteria for Nuclear 
Power Plants" 1* App B* "QA Criteria for Nuclear Power 
Plants it Fuel Reprocessing Plants. '* 

DIRCK8*M J. Office of the Executlya Director for Opsrationfl. 
02/06/09 23pp £3630- 3(X1 
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— Ba062a0aa9 JJi »«u»ies coln^^al aij« fsllurci which challenge lafetii sys 
Criierifl develapei) by IEEE Udfhiny Group h taerked-up ni«AO« 
end 

f)DSSr«C.E NRC "No DeUlled Oiveh 80/10/16 

DUNNINO.T r MORRlSiB i QATTERFID-Dr B NRC "No Detailed 
Affiliation Given 9pp 13639 259 


— SS06S80S4S CoAimenti on ORNL itudy prapoealr "Control 8y« & Plant 
Dyneffllc» ” Careful cane Iderat ion must be given to 
benefits of real time slmulatlatt in developing niu computer 
code 

THADANliA G Reliability & Risk Asseisme-nt Branch 81/05/22 
KMIGHTON( 0- W Research 6 Standard* Coordination Branch 2pp 
13639 36B 


—6306200245 Dr«ft Rog Ou<ide 1 KY7. "Nuclear Pouiar Plant Struc t ure<^, By 
Components U Activities Oubj to GA ProgroA " 
e Assistant Director for Quality Assurance & Operations. 

70/03/24. SSpp 13638 333 


— 8206280247 forwards task action plan for Unresolved Safety Issue A"47» 
^’Safety Implications of Control Bys " 

HANAUEBiS H Division of Safety Technology. 02/05/12 
DENTQNrH R Office of Nuclear Reactor Rigulation# Director. S4pp 
13643 203 


— 8206280254 Comments on proposals "Control Bys It Plant Dynamics." Esam 
of overcooling transients from feedwater sys is duplication 
of effort 

8PEIB, T P Reactor Systems Branch 01/04/30 KNIQH70N<0 
Research it Standards Coordination Branch Ip 13643:321 


—0206260256 Draft "Nuclear Power Plant Regulations for Instrumentation Ic 
Control Sys ** 

ROBSl.C E NRC - No Detailed Affiliation Given. Sl/tI/16 9pp 
13639 2B5 


— 8206260259 "Philosophy on Separation of Protection it Control " 
* NRC " No Detailed Affiliation Given. 61/03/23 4pp. 

13639 294 


—6206300262 "Safety Implications of Control Ggs “ 

* NRC - No Detailed Affiliation Given 81/02/16 29pp 
13639 278 


— S206280266 Testimony of NRC staff £r> response to Chairman Ahearne it 
Commissioner Hendrle 810126 rfq.ueat for date of compliance 
w/ltems contained in NUREG"0694 it NLPRE0"O737 Certificate of 
Sve end, 

CUTCKINi-J M Office of the Executive Legal Director. 01/02/12 
8pp 13643:330. 24>! Fiche: 90"000. 92/05/ 12r 0206280071 


— 8206280273 Foruerds suggestions for applicant under review re effects 
of control sys failures 

ROaSirE. NRC " No Detailed Affiliation Given. 80/12/16, 

DUNN1N0»T , SATTERFlELDiR NRC - No Detailed Affiliation Given. 

5pp 13640.041 


— 8206280275 "N8S8 Approach to i%(iulpfflent Goal If Icatlon^ " presented at 
IEEE 1970 Symposium on Nuclear Power 8ysf 781018-20. 

KILLERi R, B , OARBERr 1. Nestinghouse Electrlt Corp. 70/10/20 
7pp, 13643-351 


— 8206200276 Discusses safety implications of control sys h plant 
dynamics Failure mode & effects analysis of control sys for 
each plant operating or under license review should be 
performed Related info end 

BASDEKASrO. L Experimental Fast Reactor Bafety Research Branch. 
79/09/G4 AHEARNE^U. F. Comm is i loner i. 35pp 13640:048 


— 8206260279 Discusses alternative to Table 4“3 in current draft of 
P027. Callbr stetemanti require fine tuning. 

JACOBSrI-H General Electric Co XL“5B7-OG102. 80/10/15- 

R08sr,c Ew riEDEIRDSrH 8 NRC - No Detailed Affiliation 01 von, 
4pp. 13643:359 


— 8206280287 Forwards status rapt on NRC OA workgroup study to examine 
posilblllty of developing addl guidance on appl icabl 1 its of 
App B to 10CFR50 

BECKHAMjD, Reactor Systems Standards Branch. KLiNGLERiG R. 

Office of Inspection h Enforcementj Office of the Director 
LIEOERBACH NRC - No Detailed Affiliation Given 77/02/28 NRC 
-No Detailed Affiliation Given. 4pp 13640: 110 


■0206290291 ForwsrJe tfraft Comvstsslon paper re clarification of QA 
criteria of lOCFRSO, App B to lOCFRBOiApp A Marked-ue version 
encl ^ 

BNlTHrR 0 Office of GtendaTtfs Davelopmentt director 60/11/18. 
OIRCKSrM J Office of the Executive Director for Operations 7pp 


—6206280292 Working Paper A to Reg Guide R8-704"4t "Applicability of 
Criteria of App B to 8tructur esi Sy i It Components of Nuclear 
Power plants " 

* NRC -No Detailed Affiliation Given 77/02/23 25pp 
13640 114 


— 0206280293 Draft 5 of AN8-S0. Policy 2 3» "Equipment Classification for 
LWR Power Plante " 

CAHPBELLf D A American Nuclear Society CANPBELLtD. A 
Usstlnghouee Electric Corp 77/11/30. 37pp 13644 007 


— -8206280295 Summary of 770124-31 Ic 0209 meetings of NRC GA Workgroup or 
appllcabt 11 ty of App D to 10CFR50 Includes info re 
functional criteria for determining candidate Items tuby to 
OA program St graded approach to QA 

LIEDERSACH, F NRG - No Detailed Affiliation Given 02/05/12 
NRC - No Detailed Affiliation Given. 2pp. 13640,141 


— 8206280297 Summery of 770117 OA Workgroup meeting on appl icab 4 1 H-y «f 
App B to iOCFROO per proposed Reg Guide 1 XYZ Draft basis 
for regulatory position 8i related info end 

LlEBERBACNtF J NRC - No Detailed Affiliation Given 77/01/31 
NRC " No Detailed Affiliation Given 83pp 13640 143. 


— 8206280299 Forwards comments on proposad role re c Ur I Picafelon of 
relationship between Apps A St B of 10CFR50 Specific actions 
expected to affect app I icants/1 icenseee should be listed 
w/eitlmated costs of actions. 

CAWLEYi J, T Division of Rules and Records 81/08/06 
RiCHARDEONt 8 D, Office of Nuclear Reactor Regulationi Direttor 
aopp 13644 045 


—8206280302 Draft Commission paper requesting publication of proposk^ 
amend re clarification of relationship betuean lOCFRSO 
Apps A 6 B 

OIRCKBtW J Office of the Executive Director for Oporations, 
82/05/12 27pp 13640 226 


— 8206280303 Requeets designation change on prbposed rule to lOCFRSO 
financial qualif Uation rulei50 55(fl to 90, 53(g} 

CAWLEYtJ. T Division of Rules and Records Bl/iO/19, PErERGON.J, 
Office of State Programst Director, 2pp 13644 076 


— 0206280306 Forwards draft rulemaking antry for ragulatory agenda re 
epplicabillty of App B to App A QA criteria in lOCFRSO. 

PHILIPS, J D, Division of Rules and Records 01/10/15 NRC - Ho 

Detailed Affiliation Given. 3pp. 13644-079. 


—8206200307 Forwards marked-up version of 810609 draft FR notice re 
clarification of relationship between Apps A Ic B w/ 
suggested style U format changes 

CAMLEYr J T Dlvliion of Rules and Records, 01/06/19. 

RICHARDSON, 8, Offlcs of Nuclear Regulattiru Researctii DlTictor, 
4pp. 13644:081. 


— 8206200310 "FVQ2 Program Statement of Work: Classification of Equlpaent 
Important to Safety. " Related Info end 

BELKErW NRC - No Detailed Affiliation Given. FIN A-1393. 

02/04/05, NRC - No Detailed Affiliation Given. 7lpp 
13644! 101 


■0206280313 "Summary of Significant Items in App A Not Included In 
App 9 Related Info end 

» NRC - No Detailed Affiliation Given 82/05/12 12pp. 

13644 272. 


-8206280314 Forwards Draft 3 of IEEE Pb27 criteria for determining 
requlrementf for sye important to safety for reyiebi in 
preparation of NPEC 001030 meeting 

GALLAOHERrJ Institute of Electrical R Electronic Engineers. 
ESD6D"dN0-406 80/10/20. WENZXN0ER,EC NRC - No Detailed 

Affiliation Given 42pp 13640 296 


-0206280317 Forwards background matl for 000221 ACRS Plant Arrangeeent s 
Bobcommittii mestlng. Nesting will address 13 ACRS ganerlc 
items assigned to subcommittee for review. 

MAJOR, R NRC -* No Detailed Affiliation Given. 80/02/06. 

BENDER, M NRC - No Detailed Affiliation Given 27pp. 13641.014 


""8206280318 Draft cummary of 810020 meeting w/8andia Lab. 

e NRC - No Detailed Affiliation Given. 81/08/21, hffiC - No 
Detailad Affiliation Given. 7pp, 13641:056. 


— 8206280319 Draft project 6 budget propoeal for NRC work, 
"Identification of Equipment Important to Safety " 

RICHARDSON, 0.D , VARNAOO, G B Sand U Lab orator ite- 81/lO/OJ. 

7pp 13641 ■ 068. 
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'•-8206280320 Draft R*g Guide R8“704“4i " Applicability of QA Criteria of 

App B io Structuraa* h Component* of Nuctaar Pouar 
Plant* " 

BECKHAMiD NRC - No Detailed Affiliation Given 78/06/26 lOpp, 
13644. 284 


— 0206200322 Provide* statu* summary for 620226 meeting of ACR8 
8u-b committee on 0afaty Ph llosophyj Tectinol dgy 6 Criteria 
ORIEQMEVERi J. K NRC - No Detailed Affiliation Oivan< 02/02/12 
OKRENTtD » BENOERfH i EBERSQLE/ J AGR6 - Advisory Committee on 
Reactor Safeguards 3pp 13643 146, 


— 0206200323 Draft R*g Guide R8-704-4i “Applicability of GA Criteria of 
App 8 to Structuresr 8g* & Camponants of Nuclear Poioer 
Plante '* Related info encl 

« NRG ^ No Detailed Affiliation Given 02/05/12 57pp. 

13644 2?3 


— 0206200324 Poruard* info re sy« interaction analysis discueied durlnp 
ACRB 261st meeting on 020107-09 14/0 end 

QAVlOj R ACR0 - Advisory Committee on Reactor Safeguards 
82/02/04. FRALEY' R F NRC •< No Detailed Affiliation Given Ip 
13643 150 


— 0206260326 Forwards draft statement of work for identification 4c 
ranting of nuclear plant structurosi syt tc components ra 
Items 4( development of graded QA requirements. Related info 
end 

KAASSrNP Quality Assurance Branch 81/11/19 MORRieONi N r 
RICHARDSON'S., TAVLDR, J NRC - No Detailed Affiliation Olvon 
lOpp 13644-352 


— 0206260335 Forwards draft Commission paper recommending amend to FR to 
clarify relationship between lOCFRSOi Appi A 6 B 

OOLLER, K R. Division of Facility Operatlone. 01/07/31. BTELLO. V 
Director's Office, Office of Inspection and Enforcement. 

BHAPAR'H. Office of the Executive Legal Director. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director Ip 13645 026 


— 82G6260336 Requests comments on end draft entitled, "Application of OA 
Requirements for Nuclear 0af ety-Related Equipment " 
htORRIBONi W. M Assistant Director for General Engineering 
Standards 81/02/25 HAASa, U. , PERANICH, N. , CAMPBELL, M. NRC - No 
Detailed Affiliation Given 2pp 13645-027 


— 820628033? "Application of QA Requirements for Nuclear Safety -Related 
Equipment “ 

DYCK, N P Public Service Electric S( Gas Co, of New Jersey 
FttiGOER'F. 0 , green, F. Florida Power & Light Co 80/06/30 9pp 
13645 029 


— 8206200358 Forwards info re esteb llshment of research review group to 
coordilnate research efforts concerning identification of 
equipment important to safety 

OOLLER'K. R NRC - No Detailed Affiliation Given. 61/01/06. 
RICHARD6DN. 8. , NORBERO, J, A. , N0RRI90N,N H NRC - No Detailed 
Affiliation Given. Ip. 13641.075 


"6206200361 01 scussef establishment of research review group to 
coordinate various research efforts concernina 
Identification of equipment important to safety. 

GDLLERfK. R. Division of Facility Operations. 82/05/12 
NENZlNGERrE , SULLIVAN, D , MORRISONrif NRC No Detailed 
Affillatian Given 7pp. 13641:076. 


— 0206280397 Comments on draft CommissiDn paper re clar if icatlon of 
relationship between 1GCFR50, Apps A S, 8 Proposed rule does 
not significantly clarify term, important to safety 
DENTONi-H R Office of Nuclear Reactor Reguiation, Director 
01/08/19 ODLLER'K R Division of Facility Dporatlons Ip 
13645 037 


— 82062B0402 Marted-up version of draft Commission paper requesting 
approval for FR publication of proposed amend to lOCPRSO, 

App A to clarify QA program requirements 

HINOGUE'R Q, Office of Standards Development, Director BD/09/1^ 
23pp 13642 08? 


— 8206200408 Harked-up version of draft Coirmlftsion paper, reques ting FR 
publication of proposed emend to lOCFRSO, App A to clarify 
QA program requirement* Related info end 

NlNOGUErR. D Office of standards Development, Director BO/09/1R 
33pp 13642 112 


— 6206200413 Marked-up draft Conifliissian paper requesting FR publication 
of proposed amend to 10CFR5D, App A to clarify QA program 
requirement* 

HINDOUE, R D Office of Standards Development, Director 80/09/24 
20pp 13642,146 


— 8206200415 Draft "Advance Notice of Proposed Rulemaking on 
Qua! if i cat! on of Equipment Important to Safety in Nuclear 
Power Plants, " to 10CFR5G 

DIRCM8, N J. Office of the Executive Director for Operations 
02/03/10 llpp 1364S lOt 


— 9206200417 Forward* draft Commission paper re applitabl 1 itg of 
lOCFRBOiApp D to lOCFRSO, App A for pr el iimlnary input 
Related Info end. 

RICHARDSON, 9 Reactor aystemt Standards Branch 00/09/24 
DORIAN, r Offtcf of the Executive Legal Director PHILLIPS, J 
Office of Administration OkJENS, P Office of Public Affairs 
3pp 13642 166 


—9206200422 Forward* FYS? prograflj statement of work for 
"Identif icatlon of Equipment Important to Safety “ 

Related Info and 

B£LKE,H NRC - No Detailed Affiliation Given FIN A-i3S3 
82/02/12. RICHARDSON, S » NOR D ERG, T , MORRISON, D NRC - No 
Detailed Affiliation Given. 73pp 13645 112 


—8206200423 Harked-up draft Commission paper requesting FR publication 
of proposed amend to 10CFR30, App B to clarify program 
requirements. 

MINOGUE.R n, Office of Standards Development, Director 80/09/24 
22pp 13642 16? 


— 8206280432 Ditcutse* continued development of proposed amend to lOCrRSD 
to clarify relationchlp between Apps A 4c D. Prel imlnary 
indication St limited feedback front Industry to value of 
proposed rule will be provided 

MINOGVE'R D Office of Nuclear Regulatory Research, Director 
02/02/04 DENTON, H,R Office of Nuclear Reactor Regulation, 

Director 3pp 13642 191 


— 0206200435 Draft summary of 011216 meeting re Bandia Lab proposal 
concerning Identlf Icatlon of equipment important to safety. 
Related Info end. 

» NRC - No Detailed Affiliation Given 81/12/16 NRC - No 

□ ^4.-4 1 AJ J,, - - - -- 


— B2G62B0371 Draft memo re establishment of research group to coordinate 
various research efforts re identlf icatlon of equipment 
important to safety. Add 1 draft versions end. 

OCMLLER,K. R. Division of Facility Operation*. 82/05/12 
SULLlVANcD, , NENZiNGERrE , MORRISON, W. NRC ^ No Detailed 
Affiliation Given 43pp 13641:098 


— 820628G375 "Method* for Modeling U Simulation of Nuclear Sy* 
Rellabllitv 8( Bafety " 

TILLMAN, L A Kansas State Univ. Bi/10/07 60pp 13641: 140. 


“-8206200307 Forwerd* HR Denton 810819 draft memo re proposed 
App A - App 8 rule change 

CLEVELAND* D. NRC - No Detailed Affiliation Given 81/08/20, 
BELKe,B NRC - No Detailed Affiliation Given- Ip 13645:030. 


—8206280308 Forward* apps from AN8 draft Stds 91 1 & 51 2 re 
reclasslf icatlon of BHR & FUR equipment, Related info 
end. 

JOHNSON, 0. NRG - No Detailed Affiliation Given 82/02/01. 
KIRKWOOD, B Office of Nuclear Reactor Regulation, Director 
ANDCRBON'B. Office of Nuclear Regulatory Reeearch, Director 
47pp. 13641.231 
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— 0006260453 Draft Cotnfliiss i on pap-*r r*qu*itlTig Tft pul>llc#tion of propaoed 
snend to clarlfu rolationship b*tw*eii lOCFflSOiApps A B 
DiRCKSiW J Office of th® Etectitiva Dtrictor for Oparafelons 
01/06/0*? 24pp 13642 199. 


— B206aB04&a ForwariJi maTVed-gp Commission papsf re amsnd to ela, fy 
Teiatlonshlp bstween Apps A B to 10CFR50 «< tarms* safet^^- 
relatstf 8c important to *afttyifor review «< approval M/p 
and 

NXNOOUErR B Office of Muclaar Regulatory Resaarcfii Director 
62/05/12 01RCK9. H J Offica of the Executive Director for 

OperatioTis DENTO^f, H R Office of Nuclear Reactor Regulation, 
Director aipp 13642 222. 


— 8206200467 Requests comnients on end draft Re 9 Guide RS-'704“4r 
"Applicability of DA Criteria of App Q tq Structures* 3ij s Si 
Components of Nuclear Power Plants *' 

BECKHANiD NRC - No Detailed Affiliation Given 79/DI/12- 
MORRISONi W. M NRG - No Detailed Affiliation Given Ip. 
13645 221 


'-B206260470 Forwards Commlsiion paper on clarification of rslstionsMp 
between lOCPRSD' Apps A Si B for concurrence M/e end. 

BELKEiW Human Factors Branch 61/07/06 RICHARDSON* S D i 
NORBEROiJ , HORRISONjM. NRC - No Detailed Affiliation Given Ip 
13642 243 


—0206280477 Mirted-up Morklng Paper F of draft Ray Guide RS“704-4r 
■'Applicability «f OA Criteria of App B to Btrutc tures* Sgs 
St Components tff Nuclear Power Plants. “ 

* NRC - No Detailed Affiliation Given 78/01/12 9pp. 

13643. 225 


— 000-6200401 Advises that Draft 3 of IEEE P-^QS7 does not adequately 
address Instrumentation* control b electricel sys that can 
place demand on safety sys Related Info end 
MEI86, E M In-stltuts of Electrical b Electronic Engineerfv 
WEIS 01 E, M. Reactor QystamB Etanderds Branch 81/01/19 
GALLAGHER iJ M. Wes ting house Electric Corp 66pp 13642*244 


— 9006260404 Markid-up version of Worlring Paper A of draft Commissi on 
paper, requesting puhtlcatiofi of proposed amend to clarify 
QA program rsqulrenents of Apps A b B to 10CFR30 

KINOGl/E* R S Office of StariTards Development, Director. 79/09/04 
I2pp 13645 831. 


--60O62BO407 Draft plan of action for resolving NRR comments on proposed 
App A/0 ruie 

* NRC - No Detailed Affiliation Given. 82/02/00 4pp 
13642 309 


•—6206200491 Forwards MR Haass 790724 nemo to M Korrison re App A vs 
App B icsuei in response to 791030 request M/o memo Related 
Ihfo end, 

HAASSrM P Assistant Director for Duality Assurance U Operations. 
79/10/31 PERANlCHiM Office uf Inspection b Enforcement* Office 
of the Director 3pp 13649 243 


— 0006260496 Responds to 600212 request for comment on proposed 
rulemaking to clarify applicat IHty of QA requlremente In 
10CFR50, App B to items in ApP A Criterion I ef App A should 
be Consistent w/App B language 

SKOVKOLn 0 J Assistant OiTSctor for Duality Assurance •?< 
Operations. 60/02/86 MORRISON. U N Assistant Director for 
Oeneral Engineering Standards. 3pp. (3649*246. 


— 6206260501 Forwards "OA Requirements for Nuclear Rawer Plant Items 
Nliich Are Important to Safety*'^ draft 10CFR50 proposed r^^le 
ARtOTTQrO. A Division of Engineering Stand ards 0O/-O5/3O, 

PRALE/i R F ACftS ^ Advisory Committee on Reactor Safeguards, Ip. 
13645. 249. 


.... 8206280506 Working Paper A to draft Reg Guide R8 120-9, for method for 
determining relative Importance to safety of 
ins trunenta tlonr control b elicttical sys for applyi-np graded 
requirements to sys 

* NRC - Np Detailed Affiliation Given. 00/08/13 9pp. 

13640; 318. 


— 0206200900 “QA Requirements for Nuclear RowST Riant Items Which Are 
Inpor-tent tp Safety, ** lOCfRSO proposed rule. 

CHILKiS J Office of the Secreterg of the Commission. 80/09/20 
(0pp. 13649^290 


—6806200510 “NRC Wert Item Tracking Sys, " 

« NRC - No Dsteiled Affiliation Given 62/04/06 Ssp 
13642 330. 


— 0206890517 Forwards draft advance notice of proposed rulemaking for 
■quipment qualification Rulemaking should be added to 
CRGR meeting agenda after 820517 Draft memo «nc 1 
HINOOUE,R 6 Office of Nuclear Regulatory Research, Director 
02/04/08 DENTON, H R Office of Nuclear Reactor Regulation, 
Director DEVOUNG, R C Director's Office, Office of Inspection 
and Enforcement HURLEY, T E Regional Operetions b Generic 
Requirements 2pp 13642 332 


— 0206200519 Draft Reg Guide 1 XYZ, “Nuclear Power Plant Btructurss, 
8y S i Components b Actlvitiei 8ubj to QA Frogrem. “ 

» HRC - No Detailed Affiliation Given 76/03/24 3lpp 
13649 2B0 


— 0206200524 Draft "Advance Notice of Proposed Rulemaking on 
Quallf Icatton of Equipment Important to Safety In Nuclear 
Power Plants •' 

a NRC - No Detailed Affiliation Given, 62/03/22. App, 
13642 334 


— 82O620O52B Working Paper H to draft Reg Guide RS-704-44 '*AppHcablliiy 
of OA Criteria of App B to 8tructurea,6y s b Components of 
Nuclear Powsr Plants " 

QECilHAM, D NRC - No Detailed Affiliation Given 76/O2/0B 7pp, 
13645*307 


'02O62BO529 Comments on 010625 summary Itr rapt re approach to lyi 
Interactions In LMRs Overlapping safety r evlsuis* rtanely s Is 
or ratchets should be integrated. 

ROM0DME,F H Division of Risk Analysis 01/07/14, HURLEY^ T. E 
Division of Safety Technology 0pp 13642*340 


— 0206260535 Discusses need for NRC/IEEE agri ement/ c lar 1 f y ing JT Boeliigfr 
800922 msmo Issuance of PB27 as approved draft may be 
delayed due to technical problems 

W£16S,E W. NRC - No Detailed Affiliation Given. 00/09/30 
WENZINGERiE C. NRC ' No Detailed Affiliation Given, 8pp. 

13642 359 


— 02O62BO53B Responds to 790724 comments re proposed Reg Guide R0 704-4 
"AppUcebiUty of DA Criteria of App A to lOCFRSO •• 

Clarifying amend will be issued to incorporate comment*. 

HOAR I BON, M. M. Assistant Director for Oeneral Engineering 
Standards. 79/00/31 HAASB* W Quality Assurance Branch. ip, 
13649*314 


—0206000539 Advises that IEEE does not see need for fo-rmal agreentnt 
w/HRC re ose of Draft FB27 in draft reg guide* in response 
to 000020 memo Related info end. 

BoeTTGER,J. T Institute of Electrical b ElectTPhic Engineers. 
00/09/22 WElBSiE NRC - No Detei led Affiliation Given. 39pp 
13642 G61 


— 8206200940 Requests comments on Reg Guide 1 “Appl ( pabi J 1 ty of OiA 

Criteria of App B to Structuree, iyi b Components of Nuclear 
power Plants." W/o reg guide Related info end, 

WiLLIAMSrF J Assistant Director for Light Meter Reactors. 

77/07/21 YA88ALLO1D , SKOVHOLTfD, 4 DENiaE,R. NRG *- No Detallfd 
Affiliation Given Ip 13649 319 


— 0206200943 Summery of 000514 meeting w/8andia Labs to discuss further 
technical etiistanee on Task A-l? 

ZWORiO >f ACR8 “ Advisory Cammittee on Reactor Bafe guards. 
00/09/21 OKRENTrD ACRB - Advisory Committee on Reactor 
9eftguards, 0pp 13643 037 


— 0206800947 Forwards two verilons of Working Paper B to draft Rep fluid 
R8-704-4, "Applicability of QA Criteria of App B to 
Structuresi 8ys b Components of Nudeer Power Plants# '* Per 
consotldeted comments 

LIEDERBAGH, F. NRC - No Detailed Affllietipn Given. 77/04/19. 

HORRIBONfW H NRC - No Detailed Affiliation Given Jp, 

13649’ 317 


— 0206200562 Forwarde comments on proposed reg guide* "Mudsar Pawer 
Plant StructuresiSys, Components b Actlvltiae 6ubj to QA 
Program “ Quality Group D components should be included In 
App B to maintain consistency. 

MORRISDNiW H. NRC - No Detailed Affiliation Given. 79/12 /g; 1 
VOLLMER.R H NRC No Detailed AffiUatlon Given. 6pp 
13649' 346. 


’82C6280569 Requests comments re extent of applicability of App B tfl 
10crR90 to structures* sys b components of nudeer poseer 
plants for reg guide by 730488, 

KEHNEMUYI*N Asi latent Director for General Engineering 0tsndarSs 
70/04/07, HAU8CM*H. Office of the Executive Legal Director 
2pp, 13649; 398 


—8206800514 Draft Commission paper raqueating publication of proposed 
amend to 10CFR90 App A to clarify OA progrsm requlrsments 
HIN00UE*R B, Office of atandard* Develop mtent* Director. 03/09/12 
12pp. (3645,267 
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--820626056B Comment* on Sandia Lab* dra^t project & budget proposal re 
Identification of equipment important to eaf ety, Projec t is 
dup licative of joint NRC/IEEE effort to develop fiatl Std^ 

IEEE P-B27 

&ULLWAN. D F Electrical Engineering Branch 31/10/15 
NORBEROrJ A Human Factors Bran h Ip 13645' 034 


— S20&S80576 Responds to 811008 request for comments on Sandia Lab 
proposal re identif icati on of equipment important tg safety 
Definition of different equipment grades shouid be compared 
Qi/those used by NRC 

SHAGAL C Division of Engineering Technology Bl/ll/09 
NORfiERO.J A Human Factors Branch &pp 13645* 335 


— 8206S8057G Recommends formulation of systematic approach to 
interactions betuieen safety nonsafety sys for use In 
licensing process guidance listed 

FRALEYi R F. Office of the Executive Director for OperatioTiB 
ai/OD/12 DENTON I H R Office of Nuclear Reactor Regulafeionj 
Director, Ip 13643 078 


— B206260SBO Foruards list of topics for use in sys Interaction studies 
of limited scope it in cases where available resources would 
not support broad based study 

SAVIOUR ACR8 - Advisory Committee on Reactor Safeguardttv 
82/03/03 ACfiS - Advisory Committee on Reactor Safeguard a 4pp 
13643 079, 


— B206280582 Comments on 8andla Lab proposal for identification of 
equipment important to safety Program appears to be 
-duplicative of urorlc In progress does not provide needed 
info in timely manner 

HAABBiH P Quality Assurance Branch Bl/lO/Sl BILYER. R. D 
Research S< Standards Coordination Branch Ip 13645, 357 


**>6806280591 Comment* on Sandla proposed* ''Identification of 
Equipment Important to Safety." Research effort overlaps 
teetinicel assistance programs already completed* currentl y 
underwey or planned 

TKADANIrA.C. Reliability 6 Risk Assessment Branch, 81/11/18 
SILVER* D Research Standards Coord inat ion Branch tp 
13645.358 


— B306SB0600 Forward* Working Paper D to draft Reg Dulde RS>704-4* 
"Applicability of QA Criteria of App B to Struc turesi 8y s 
it Components of Nuclear Power Plants* " for comment by 
770 805 

KEKNEMVVLH. Assistant Director for Oeneral Engineering Standards 
77/07/18. LEVINE* 8 Office of Nuclear Regulatory Research* 
Director HANAUER* 8 H Office of the Executive Director for 
Operations. hfATTSONiR. Division of Systems Bafaty. 2pp, 

13645 359, 


--8206280606 Working Paper D of draft Reg Oulde R8-704-4* "Applicability 
of ’Q^ Criteria of App B to Structures* Sys 5 Components of 
Nuclear Pouier Plant* " 

a NRC - No Detailed Affiliation Given 77/06/28 6pp 
13643 361 


—8206280607 Draft Commission paper requesting FR publlcetlnn of proposed 
aeand to lOGFRSOfApp A to clarify QA program requirements. 

HINOOUErR, B. Office of Standards Development* Director. 82/05/iS 
iSpp 13643- 106. 


— 8206280613 Draft Commission paper requesting FR publication of proposed 
amend to clarify relation between l0CFR50*App A "Oenerat 
Design Criteria for Nuclear Power Plants" 6 App B* "OA 
Criteria for Nuclear Power Plants Fuel 

DIRCK8*W J, Office of the Executive Director for Qporafclonia. 

82/05/12, 8lpp, 13643 125. 


**-8206280615 Draft Reg Oulde R8-704**4* "Applicability of QA Criteria 
of App B to Structures* Sys Components of Nuclear Power 
Plant* " 

• NRC - No Detailed Affiliation Given. 70/02/00, 0pp 
13646; 004 


--82062B0631 Draft Commission paper requesting FR publication of praposed 
amend to lOCFRDO App A to clarify QA program requirements 
NINOGUE*R, B, Office of Standards Devel opment* Director 80/10/30 
21pp 13646; 012 


— 8206280670 Harjted-up version of draft Commission paper requesting 
FR publication of proposed amend to clarify relationihip 
between 10CFR50 APP8 A It B 

DrRCK8*H, V. Office of the Executive Director for Operations. 
82/05/12, 23pp. 13643:262. 


— 8206260364 Forwards guidelines for participation In resaarch review 
groups* including purpose, organiietlon 4< recordkeeping, 

LEV1NE*6, Office of Nuclear Regulatory Research* Director. 
79/07/03, Office of Nuclear Regulatory Research* Director. 4pp 
13641-004. 


6206280554 FGIA request for all correspondence between NRC it Dow 
Chemical Co re Incineration of lab uastes contaminated 
w/low level radiation In 1974 

MIL8QN. AK Affiliation Unknown 62/05/04 Division of Fuel 
Cycle tt Material Safety Ip. 13637 296 


8206200561 Responds to FOIA request for all corraspundence between NRC 
S( Dow Chemical Co re incineration of lab wastes contaminated 
tji/low level radiation in 1974 portion* of NRC B00902 lir to 
Dow S( 7B0615 renewal withheld (ref FOIA Exemption 61 
FELTON* JM Division of Rules and Records 82/06/10. WILSON. A. H 
Affiliation Unknown 2pp 13637 297 


— B206280564 Corrected supplemental sheet to Amend 39 to Matl/D Vproduc t 
License 21*‘00263“06 

NALLETT*0 S Division of Fuel Cycle It Haterial Safety 81/10/14 
2pp 13637 29? 


— 0206280570 Amend 36 to Ha tl/Dy p roduct License 21-00265-06* authorix 1 ng 
disposal of licensed matl by Incineration 

MALLETT. a Dlvtslon of Fuel Cycle & Material Safety 01/07/31 
Ip 13637 301 


— 8104210021 Ha tl/Byproduct License 21-00265-06 for Dow Chemical US At pa 
Is amended por 000902 1 tr Amend 36 changes name of licensee 
from Dow Chemical Co it authorizes users designated by 
radiation safety committee 

0UrNN*P R Licensing Hanagoment Branch, 81/02/24 Ip 
13637.302 


--0OOB12O232 Ha tl/Oyproduct License 21-00265-06 for Dow Chemical Co 
is amended per 000313 Itr Amend 37 changes reading of 
Condition 17 re possession it use of licensed matl. 

PETTIJOHN* 8 L Region 3* Chicago* Office of the Director 
80/05/01 Ip 13637 303 


— 7910010172 Ha tl/Byprodocfc License 21-00265-06 for Dow Chemical Co is 
amended per 790626 Itr Amend 36 authorizes use of Cm-244 in 
sealed sources far use in RltD 

OVINNiP R Licensing Manapoment Branch 79/07/05 Ip 
13637:304 


—8206280597 Amend 35 to Hat 1 /Byproduc t License 21-00265-06* amending 
license In entirety. 

OVINN* P R. Radioisotopes Licensing Branch (Pre 790501} 70/10/17 

4pp. 13637 303 


— 6206280602 Amend 12 to Hatl/Bgpr nduc t License 21-00263-01 revising 
Conditions 12*14*17 Ic 19 re place of use 

MASON* JR Atomic Energy Commission. 62/02/23 ip 13637* 30? 


—6206260600 Amend 9 to Ha tl/Dy product License 21-00265-01* amending 
license in entirety 

MAfiON*J.R Atomic Energy Commission 60/07/89 4pp 13637 310 


—6206200617 Amend 3 ta Hatl/By product License 21-00265-01* amend ing 
license In entirety 

s Atomic Energy Cammission. 58/07/31. 2pp 13637 314 


— 8206260620 Foruarde Amend 38 te Matl /Byproduct License 81-002^3-06* 
authorizing incineration of radwaste per procedure* listed 
In 60102? U 810413 Itrs. 

MALLETT* 0 0. Region 3. Chicago* Office of the Director (01/03/01). 
SI/07/31 PARBGNSi r W, Dow Chemical Co Ip, 13637.316 


— 8101200002 Requests amend of Mat 1 /Byproduct License 21-00265-06 to 
perrriit disposal cf low level radwaste by incinerator. 

RAMPY*L,W. Dow Chemical Co 04113, 80/10/29 KEPPLER, W. Region 

3, Chicago* Office of the Director 2pp. 13637 317 


—7900300712 Requests amend of Ma tl/Syproduct License 21-00265-06 to 
Include 0^-244 as sealed sources w/max amount possessed not 
to exceed 5 Gi 

PARBONS.T. N. Dow Chemical Co 79/06/20 GUINN* P. R Licensing 
Management Branch, Ip 13637:324 


—^06280641 Rssponds to 7B0921 Itr Item 6ib) should read as listed 
Proposed field studies utilizing radioactive matl will be 
performed in research work on pesticides or herbicides 
' BAR8TEN*0 L. Dow Chemical Cn, 95110 7B/09/28. OUINN* P R. 

Radioisotopes Licensing Branch <Pre 790501} 14pp 13637:325 


— 8206280649 Act receipt of application for renewal of Hatl/Byproduc t 
License 21-00265-06 Application deemed timely filed so that 
license will not expire until final action taken by NRC. 

CDM3B,F. Radlolsotop es Llcansing Branch (Pre 790501} 70/06/23. 

LAN0NER*R R. Do W Chemical Co Ip 13637.339 



446 


NON DOCKETED ITEMS 


— S2O620O6S& Re{iut<ti aiftfl info re 780614 application For rensual of 
License 31-00265-06 

OUlNNfP R Radioisotopes Licensing Branch tPre 790501). 95110 

78/09/21 LANONERrR R Dow Chemical Co 3pp 13637 340 


— 0206260660 Farwards application for reneual of Katl /Byproduct 
License 21-00265-06 

LANONERrR R. Dow Chemical Co 95110. 7B/06/15 Rad loi aotopee 

Licensing Branch <Pre 790501) Ip 13637 343 


— 8206200664 Application for renewal of Matl/E^product License 
21-00265-06 

« Dow Chemical Co 95118 78/06/15 4Bpp 1Q637 343 


— 'B206280672 Forwards Amend Jl to Katl/Bgpr odutt License 21-00265-01 j in 
response to 610927 L 1004 Itrs W/o end 

BHlNKMAWiR E Atomic Energy Commission 61/10/25 BEAMERjW H 
Dow Chemical Co Ip 13630 043 


--B2O628O670 Supplies info per 500709 telcon request re application for 
renewal of Matl/Bgprodnct License 21-00265-01 
BEAMEfl. W H Dow Chemical Co 58/07/11 BOWVERi J F Atomic 
Energy Commissian 9pp 13638 043 


— 8206200683 Application for natl/byproduct license to possees listed 
matls for use in R6D. lab tracer studies it in instruments. 

BEAKER. M H Dow Chemical Co. 66/06/10 3pp 13630 052 


B206290072 Responds to 830S25 U 26 FOIA requests for records re ANL 
preparation of preliminary DEQ for Rare Earth Facility, 

Extension of iO-day response deadline requested, Response 
will be delivered by 030625 

FELTON. J M Division of Rules and Records 02/Q6/15 8P ELMAN. H J 

Harold J Sptlman 6 Associates Ip 13661 272 


8206390501 FOIA request for nonproprietary versions of technical 
proposals submitted in response to RPP RS-NHS-02‘*O26 by 
Science Appl 1 cati one. Inc 6 Roy F Weston. Inc 
KINCHELOE.M L Oeneral Research Corp 82-404 62/05/06 

SMITH.P A Division of Technical Inf ormati on 6 Document Control 
Ip 13660 165 


6206290905 Responds to FOIA request for nonproprletar y versions of 
technical proposals submitted in response to RFF 
R8-NMB-02-O26 by Science Applications. Inc & Roy F 
Vies t bn. Inc Forwards documents, 

FELTOWj J W Division of Rules and Rtcard* B2/06^Q4 
KINCKELOEjH L General Research Corp Ip. 13660 166 


— 8206290511 Nonproprietary version of “Proposal to Frepars Environ 
Assessments 6 Impacts Statement for Lou Level (4aste Dispotal 
Facilities “ 

ARNOLD. H L Science Applications. »nc Ra-NMa-a2-026. 01/07/26 

25pp 13660. 167 


—8206290516 Forwards Scientific Applications S10914 Itr proposing new 
project director for basic ordering agreement program per 
RFP RB-NHS- 02-026 Comments requested by 811009 
SMITH.P.A. Technical Assistance Contracts Branch. 01/09/23 
HAWKIWS.E F Office of Nuclear Meter iai Safety 6 
Safeguards. Director 2pp 13660 288 


— 8206290510 Requests project menager for RFP R8-NMB-82-026 be changed 
from R Staroitecki to K Spaeth 

FAEOUAiK F. Science Applications. Inc. MP1014. 01/09/14. 

BMITKrP A Division of Technical Information 1. Document Control 
Ip 13660 289 


— 8206290523 Nonproprietary version of “Proposal for Environ Assessments 
^ Impact Statements for Low Level Waste Disposal 
Facllltiei. “ 

OREELEViR 0, Roy F Weston, Inc RS-ht18-B2-026 01/07/29. iSSpp. 

13660 290 


0206290527 Responds to FQIA request for Internal study on steam 
generator tube problems Forwards NUREO-0606 W/o end 
FELTON. ti.H Division of Rules and Records, 03/06/23 BINCLAJR. M, 
Affiliation Unknown Ip 13660 163 


0206290530 FOIA request for internal study an steam generator 
tube problems Midland Daily News 020531 article re NRC staff 
rcpt OT) tubes end 

GiNCLAlRiK Affiliation Unknown 82/06/15. DENTON. H R. Office of 
Nuclear Reactor Regulation. Director 2pp, 13660*162, 


0206290532 Responds to POIA request for comments by United Kingdom 
Atomic Energy Authority on NUREO-OB0O Document available in 
PDR. 

FELTON. JM Division of Rules and Records. 82/06/24. WElfia. E fl 
Harmon 6 Weiss Ip 13650 233 


8206290536 FOIA request for comments by United Kingdom Atomic 
Energy Authority on NUREO-OBflO 

WEISS. E R Harmon k Weiss 82/06/11. FELTON. J H. Division of 
Rules and Records ip 13658 222 


8203240145 Forwards Info re LWA U 50 12 exemp tlons. requested in 
820219 telcon 

DIRCKS. W U Office of the Executive Director for Operations 
82/03/08 AHEARNE. J F Comsis si oners 13pp 13670 224 


OEN TEC IS OENERIC TECHNICAL IB8UE8 


8209180029 Forwards info re pressurised thermal shock issue Responses 
further support Commission view that operation of nuclear 
facilities can continue pending resolution of pressurised 
thermal issue 

DENTON.hr Office of Nuclear Reactor Regulation. Director 
02/04/13 LEW18. H I Affiliation Unknown 2pp 13204 307 


— 8204300009 Notifies that Task Action Plan for Unresolved Safety Issue 
A-49r ''PresBUrlied Thermal Shock, “ has been developed h 
approved Comments have been incorporated in task action plan 
tc are end 

HANAUER,8 H Division of Safety Technology FIN B-0119 
82/03/26 DENTON. H R Office of Nuclear Reactor Regulationr 
Director 28pp 13204 309 


— 8205050135 Responds to request re pressurixad thermal shock problem 
PALLADINO.N j Commissioners 02/04/06. UOALL. h K House of 
Rep * Interior k Insular Affairs 7pp 13204 335 


—8205050143 Responds to request for differing prof opinion re 
pressurlted thermal shock 

DIRCKS.W J Office of the Executive Director for Operations 
61/10/DB PALLADINO Commis tioners 19pp. 13204.340 


— 6205LO-0156 Requaitf info re pressurlted thermal shock issue 

UDALL. M K House of Rep 02/02/09. PALLADINO^ N, Commissioners, 
I9pp 13204:361. 


82D6070097 Forwards supplsmental info re reactor vessel integrity for 
Westinghouse operating plants Rept undertaken to provide 
more complete foundation for conclusion stated in WCAP-i00l9 
that no safety concern exists 

KIN06LEY.OD Alabama Pousr Co DO** 70 82/09/20 DENTON* HR, 

Office of Nuclear Reactor Regulation. Director. 2pp. 13370' 193 


— 0206070099 '’Summary of Evaluation re Reactor Vessel Integrity." 
performed for Westinghouse owners group. 

a Weitlnghouse Electric Corp 20720 1 02/09/20 183pp 

13370 195 


0206110018 Advises that NRC has approvsd designation of pressurlied 
thermal shock concern as UnresoIVid Safety Issue A-'49*por 
Bcction 210 of Energy Rsorganixation Act of 1974 Final 
generic resolution scheduled for Summer 1903. 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
02/04/19 8IMP80N. A Senati. Environment k Public Works. 

MOFFETT. T Hbuse of Rep . Government Operation* UDALU.M, K. House 
of Rep.. Interior k Insular Affairs. 2pp, 13493.191 


-0206110020 Task Action Plan A“49v "Pressurlied Thermal Shock. ” 
WOODS. R . KNIEL. K Generic Issues Branch 82/03/26. 23pp 
13493 193. 


—8112300139 8ECY-01-607 

Requests approval for designation of pressurised thermal 
shock safety concern as Unresolved Safety Issue A-49. 
Preliminary discussion of proposed scope end 
DIRCKS.H, J Office of the Executive Dlractor for Operations 
81/12/08 14pp. 13493 216 


8806140045 Discusses preisuriied thermal shock (PTB) problem per ACR8 
266th meeting on 820603-05. Immediate plant mods not needed 
to permit continued operation of plants having potential 
FT8 problem Beneficial short-term actions submitted. 

8HEWH0N, P ACR8 - Advisory Committee on Reactor Safeguards 
82/06/07 PALLADINO. NJ Commissioners 3pp, 13407-108 


0206170120 Forwards vieugraphs presented during 020609 meeting re 
pressurised thermal shock. No near-term pressurised thermal 
shocir concern as lets for any designed N88d unit 
BA8KIN.K C-E Opirating Plants Owners Group. 02/06/14 DENTONiH H 
Office of Nuclear Reactor Regulation* Director 7pp 13930:235. 
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A 


020^230007 Ad(fl r«sponsc to FDIA roq^uest ^ar eight cetegories oC* 
<faciim»nt» Forward! daqumenti lilted in app Financial Info In 
Docufflenta 3“94i 3-55 & 5-11 deleted 

FiELrON, J M Diviaion of Rulea and Recorda 82/04/29 KCMUHRAV, C M 
Jtirkpatriclfj Lockharti Hillf Christopher 8r Phillipi Slpp 
13604 044 24X Fiche 50-000*02/04/29*0206230007 


— 8206230245 Forwards Itr rept re approach to 9^s intaractiona in LMRe, 
for cD^mtfnt M/o end Related info end 

MURLEViT £ Oiviaion of Safety Technology. 82/04/29 Division 

of Safety Technology 2pp K'406 206 


— 8206230160 Ta«k Action Plan A-47 "Safety Implications of Control Sij$i *' 
KNiELiK * SZUKiewrCZ.A J Generic Issues Branch 92/04/20 24pti 
13605 313 


— 8206230173 Responds to 811120 retiuast for review of Task A-47i "Safety 
Implications of Control Sye " Interaction between control 
sys should be identified in problem resolution section 
BEARD* J T Assistant Director for Operating Reactors 91/11/2/ 
Assistant Director for Operating Reactors 3pp 13605 344 


— 8206230205 Summary of 910720 meeting w/cons ul tants ra Unresolved 
Safety Issue A''47i "Safety Implications of Control Sys ” 

U/o ends 

SZUKIEUICZ* A Generic Issues Branch Oi/OB/24. KNlEt* K Generic 
Issues Branch, 3pp 13606 001 


— 8206230200 Forwards conceptual outline of task action plan for 
Unresolved Safety Issue A-47 for comment 

SZUKIEWICZ*A Oonerlc Issues Branch 01/06/29 RUSSCHER* G E 
Battelle Memorial Institute* Pacific Northwest Uaboratory Ip 
13606 007 


8206250234 Comments on* "Current NRC Staff Considerations of Possible 
Recommendations for Pressuriied Shock Requirements." Use of 
appropriately based screening criterion is acceptable plan 
Plan must not be overly conservative 

PARKER* W, a Duke Pauier Co, 02/06/21 DENTGNi H R Office of 
Nuclear Reactor Regulation* Director 3pp 13617 193 


8206290071 Addl response to FOIA reciuest for eight categories of 
documents, Forwards documents listed In App A Documents 
listed In App B available in PGR Confidential financial 
Info deleted 

FELTON* J M. Division of Rules and Records, 02/05/12. HCHURRAViC H 
Kirkpetrlck* Lockhart* Hill* Christopher It Phillips 2app 
13630095 24X Plche 50-000*02/05/12*0206280071 


' — 9206280943 Summary of 000914 meeting w/0andia Labs to discuss further 
technical assistance on Task A-17 

ZUK0R*D J. ACR0 - Advisory Committee on Reactor Safeguards 
BO/05/21 OKRENTrD ACR5 - Advisory Comnlttee on Reactor 
Safeguards 2pp 13643 037. 


— 8206200247 Forwards task action plan for Unreeolvad Safety Issue A-4/f 
"Bafity Impllcatlani of Control 8ys " 

HANAUERtS. H Division of Safety Technology, 92/05/12 
DENTON* H R Office of Nuclear Reactor Regulation* Director 24pp 
13643 285 


— 8206200262 "Safety Implications of Control Bys 

a NRC - No Detailed Affiliation Given Bl/02/16 29pp. 

13639 290 


0206300060 Summary of 820609 meeting w/PNR industry representatives In 
BsthesdirMD re pressurized thermal shock issue Viewgraphs 
«nc 1 

VlSSlNGrO 8 Operating Reactors Branch 4 02/06/17 Operating 

Reactors Branch 4 46pp 13683 317. 


I6E INSPECTION AND ENFORCEMENT 


0107230049 IE Info Notice 81-37 Rsvislon 1* ‘'Unnecessary Radiation 
Exposure to Public It Workers During Events Involving 
Thickness it Level Meaeurlng Devices.*' 

a Director's Office* Office of Inspection and Enforcement. 
82/02/09, 2pp 13523 341 


0204210370 IE Info Notice 92-16* "HPCl/RCIC High Steam Flow Setpoints " 
8vc lift encl 

JORDAN* E L Division of Engineering & Quality Assurance, 63/05/3G 
103pp 13440 264 24X Fiche. 50-000* 92/05/28* 8204210370 


0204210303 IE Info Notice 82-17* "Overpressur 1 zati on of HCS. “ Bve list 
encl. 

JORDAN* E L Division of Engineering 6 Qualitvi Assurance. 82/06/11. 
I06pp 13675,258 24X Fiche; 50-000* 82/06/ 1 1* 0204210383. 


0ZO51OO297 EN-e2-014 on B2OS07* no tice of violatlnn & proposed 
imposition of civil penalties to be issued in amount of 
*50.000 re positive access control to vital areas & util 
tendency to react only to specific NRC findings. 

FABANOi D Director's Office. Office of Inspection and Enforcement 
82/05/04 Ipp 13011 152 


8206040247 PNO- 1 1-82-059 on 820523* licensee reported that reactor 
overpressure protection sys was inoperable 020519-22 
u/rsactor in cold shutdown RGB was in solid woter condition 
on 02OS21— 22 Eys not actuated during period 
JULIANrC A Region 2* Office af Director 82/05/25 2pp 
13355 267 


6206040351 PNQ- 1 1 1-02-051 an G20523* app 1 icant informed of plans to 
suspend const work pending investigation of 820527 
incident in which three OC Inspectors were doused w/water 
Cause of incident being Investigated 

CHRISTIANSaN. F Region 3. Office of Director 82/05/29 Ip 
13350 362 


6206000239 PNO- 11 1-82-050 en B20601.QC inspector killed in traffic 
accident No evidence suggests any connection between traffic 
accident & 020527 incident in which three facility QC 
inspectors were doused u/watsr 

SCHWEIBINZ.E Region 3* Office of Director 92/06/02 ip 
13422 015 


0206090036 EM-02 “010 on B2O6O0* not ice of violation proposed 
Imposition of civil penalties will be issued in amount of 
*500 Action ha&ed on unauthorized distributions 8* transfers 
of gauges containing licensed matl State of CH notified 
FLACK. E* LIEDERMAN.J Direc tor 's Of f ice, Office of Inspection and 
Enforcement 92/06/08. Ip, 13436 183 


0206100290 PNO- 11 1-02-052 on 020602*0 inboard HBIV would not intelo 
reactor pratectlon sys trip at iOX closure On 920603* C 
switch speed controller unit Alien screw found sheared off a 
I/16th-lnch crack discovered in valve MBIV coUld not reopen 
CLARDY, L. Region 3* Office of Director. 92/06/04 Ip 13453 397. 


0206150236 PNO- 1 1 1-02-054: on 020610 * moi sturo/dehs ity gauge containinn 
e mCl Ci-137 it 40 mCl Am-S4l run over by heavy piece of 
equipment at const s i te> Radia ti on measurements performed £< 

Ml Dept Pf Public Health notified. 

LA8JK*BR * SRENIAHSKl.D J Region 3* Office of Director 82/06/10 
ip 13496 336 


0206160104 EN-a2-004A> on 620312* notice of violation it proposed 
Imposltlpn of civil penalties to be Issued based on 
violations re individual w/P required training in use of 
radiography equipment 

FLACKrE * LIESERMAN.J Director's Office# Office of Inspection and 
Enforcement 02/06/14 Ip 13517 322 


0206170049 PNO- 1 1-02-062 on 020603* two inspectors dispatched to plant 
to suppl resident staff in monitoring operations If 
hurricane hit plant Inspectors equipped w/h igh frequency 
radio unit for communieat inff during adverse weather 
BANKS* G T. Region 2* Office of Director. 02/06/04 Ip 13529 330 


B206170103 EN-ai-02?A on 020615* order will be Ksued rescinding order 
to show cause why License 34-13774-01 should not be revoked 
for failure to conduct survey S< to make payments 8t for 
assets being placed in receivership Corrective action taken 
FLACK# E. I LIEBERMANivI Director's Office* Office of Inspection and 
Enforcement 02/06/15 Ip 13 530 097, 


B2D6170163 PNO- 1 1 -02-063, on 950600* reporter for Knoxville Journal 
contacted Region 2 requesting confirmation re inventory 
differetices reported on 820121*0329 fc 0927 a* MF9. NRC 
declined to confirm or deny data 

CLARK* K M Region S. Office of Director. 92/06/00 ip. 13934’039. 


0206210515 PNO- 1- 02-04 3; on 920614# leak from trucks carrying U 
hexafluoride for export under License XSNH-1913 noticed at 
truck stop in Keysers Ridge#MD Trucks it liquid surveyed No 
abnormal radiation levels found 

KINMEHAN.J, Region 1. Office of Director, 02/06/15 Ip. 
13560 092 


0206220132 PND-V-82~D27 on 92061 9* minor earthquak occurred at site. No 
seismic instrumentation triggered it no damage or injuries 
observed, "Unusual event*' declared & reported to 
headquarters duty officer, 

K1R8CH. 0 Region 5* Office of Director. 02/06/16 ip 13571,347. 


9206230130 PND- TM I -02-0 1 4 on 920617* emp 1 oyee contaminated both hands 
u/Cs-137 on palms Dscontamina ti on efforts effected. Person 
wearing proper respiratory protection equipment at time of 
incident Individual exposures within planned ALARA limits 
D^NEILL#B. # 0ARRETT*L TMI Program Office 82/06/18. Ip. 
13591:034 
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930-6240293 PNQ- 1-95-044 4jn fla06t9i w/Uni t 3 at powt-riHPCl & re-actiOT 

cor* isolation roolifJfl Byt injected i»iattr to cora fop Q0-» 
bafore safety irjaction vsrifled unn-i c ossar v Caused bg 
degradation of pouter suppl\| unit 

HCCiftBEi E Region !■ Office of Otrector a2/0&/21 2pp 13397*035 


020625-0139 PNO- 11 1-Ba“OS6 on B206a0i truck contain mg Troiler so-il 
moisture dens 1 bg gauge uas stolen from job sits in Detroit 
Gauge contains one S ntCl Cs-lS? source It one 4-0 mCi A(i-24J 
source Sources locked in sKielded position 

MlEOEKANi D G Reginn St Office of Director. 02/06/21 ip 
13616 313 


8206280069 PN0-I-&2-046 on 82061 1 1 plugg Ed vent filter caussd backflou- 
of condensate bfater & resin beads Into eve air sijs in ne\d 
raduaste fadlttg 

THQUASfJ Region It Office of Director 02/06/22 Ip 13624:232 


6206590236 PK0-TH1-B2-015C on 620625r ax lal pouer shaping rod testing 
completed Rods 64 it 69 did not movei Rod 60 inserted to 22. 9 X 
from bottom position 6 Rod 67 Inserted to position 1 IX from 
bottom No changes in neutron population occurred 
THONUSfL THI program Office 92/06/29 Spp 13636 317 


B5063DD1B7 PNQ-l 1-92-069 OR 9506 17i stop work ordar issued on use of 
Class 2 ti 3 4-1/S inch or larger piping sp-ool pieces 
supplied bg Pullman Pouer Products due to presence of 
surface defects Audit to be performed at fabrication shop 
RGOOEiJ Region St Office of Dirac tor. 92/06/17 tp 13652 347 


9206300313 PNO- 11-02-071 on B206l0i licensee reported to State of NC 
that five sealed sources packaged in one container were 
missing from shipment from Amersham Corpf Ar 1 tngton HBights* 

IL Search under'tfav 

WOODRUFF. R L . TROJANOWSK I . R Region 2. Office of Director 

82/06/22 Lp 13636 249 


9206020104 NUREO-Ofl49 

STANDARD REVIEW PLAN FOR THE REVIEW AND EVALUATION OF 
EMERGENCY PLANS FDR RESEARCH AND TEST REACTORS 

BATEflrE F r GRIMES. D K . RAMOS, 9 L Director's Office, Office of 
Inspection and Enforcement 92/05/31 37pp Available at NTta 
13332 31S 


9206030018 Staff reaulrements memo re 920511 briefing on long-range 
research plan NUREO-0794 Ofe of Nuclear Regulatory Research 
to incorporate Commission comments Into memo on pending 
SECV“a2“lS9 yhen paper acted on 

CHILK. S V. Office of the Qecretary of the ConunissiDn H9205UB 
B2/05/27 D1RCK9. H V Office of the Executive Director for 
Operations lp 13361 343 


9206040091 Comments supporting KUREO-0990. NRG policy etatameht on 
safety goals 

MITTL.R L Public Service Electric 6 Gas Co of NeUf Oerea^f 
45FR7l0a3 136. B2/03/2& CHILK, 9 J Office of the Secretary of the 

Contmlsslonv 2pp 13390 090 


0206040099 Comments in support of petition for rulemaking PRN-SO-31 
re emergaitcg preparedness lones 

MITTL.R L Public Service Electric t( Gas Co of Neu- Jersey 
47FR12639 066 02/05/26 CHILK. 8 J. Office of the Secretary of the 

Commltflon 2pp 13348 592 


6206040357 Foruards comments from K Cohen re NLiREQ-0S80r propose 4 tafikg 
goal It draft Nuclear Stendardl cation Act of 1902 
PALLADINO.N J Commissi oners 49FR71023 137. 82 /OS/27 

REMICKiF J Office of Policy Evaluations TOURTELLOTTE HRC *> No 
Detailed Affiliation Given Ip 13350 330 


— B206040361 Comments supporting NUREG-0690, NRC policy statement on 
safety goals U draft Nuclear Standardisation Act oP 1992, 

COHEN. K Affiliation Unknown 4SFfi71023 92/03/21 

PALLADINO.N J Commissioners 6pp, 13350 331. 


Wise PUBLIC DOCUMENT ROOM MIECELLANEOUB 


0206290042 Forwards survey re motor-operator aveivtf reported in LER aye 
during 1970-1990 

ttlCHELSON,C, Director's Office. B2/05/2B DENTON. H R Office of 

Nuclear Reactor Regulation, Director DEYOUNG, R.C. Director -'s 
Office. Office of Inspection and Enforcement MlNOOUE. R. B Office 
of Nuclear Regulatory Research* Director 2pp 13661 030 


—9206190032 AEDD/CS03 

"Survey of Valve Operator-Related Events Occurtng During 
1979* 1979 I* 1900 " 

DROWN. E J.. ASHE.P8, Director's Office 82/03/31. SBpp 
13661:032 


6S062906D3 Notification of 820616 neetl-ng w/John Henry Assoc for 
demonstration of steam generator tube leak detaction it 
snubber testinj^ methods, 

IPPOLITOfT A Qparatlng Reactors Assessment Branch 82/06/11 
LAINA8, 0 C Assistant Director for Safety Assesimint 2pp. 
13650 181 


NUREG NUREO REPORTS AND RELATED CORRESPONDEMCE 


9206070002 Summary of ACRS Subcommittee on Nuclear Safety Research 
Programs 911209 meeting in Wash ington. DC re prelininary FY03 
NRC safety research program budget info 6 draft of 
NUREO-O 964* ACRS rept to Congress. 

t ACRS - Advisory Committee on Reactor Safaguards, 82/Q1/04 
ACRS - Advisory Committee on Reactor Safeguards. DOpp, 13424- 269 


— 0206070008 Forwards comments re "Rapt of Special RavletJ Orciup on Fast 
Raactor Safety Research" dtd 911120, 

BA99ETT. 0 E, Office of Nuclear Regulatory fteeeaT-cht Director 
91/12/07 ROSS, D F Dlviflon of Accident Evaluation 6pp, 

13424 307 


9206070270 Package of two comments on NUREO-OBQO. NRG policy steteeeni 
on safety goals Supports policy. 

BRADBURY, R B Stone It Webster Engineering Gorp. COREY* 0 Fl 
Affiliation Unknown. 45FR71023. 02/06/01. Duckitlng tt ServLcn 

Branch 6pp 13369 262 


0206070334 Package of two commenti on NIIREQ-OSBO* NRC policy staltatnt 
on safety goals Opposes policy. 

NICHOLS. T.G. South Carolina Electric It Gas Go, LEWIS. H. I Liwls* 

M. 47FR71023 92/06/01 CHILK. 8 J Office of the Secretary of tbr 

Commission. 3pp 13363-069, 


8201200511 Forwards various documents provided at Commission 020100 
briefing by NRC.ACRS It vendors re status of programs on 
water level indicators Comments on documents must be 
submitted by 820201 

CHILK, B J. Office of the Secretary of the Commies ion, 82/01 /iSv 
Metropolitan Ecfiion Co lp. U622. 591. 


— 8201200529 Recommends Commission direct NRC to order all BIcU reactor 
licensees to conclude conceptual deflgni It to submit 
detailrd en gineering, procurement It installation schedules 
for RC0 level monitoring concept by 620901. 

DIRCK8, W. J Office of th* Executive Director for Operations, 
01/12/29. Corhmlssioners 7Dpp. 11622:294 


8206010490 Suntmary of CRGR 020512 Heating 13 in RethesdaiMD re final 
rule on arviron ^uallf Icatlon of electrical a^u Ipment. Li st 
of attandees encl 

STELLO. V. Regional Operations V Gan eric Ratiulrea.anfcs. CLI-aO-2i 
82/05/19. DtRCK8,W, J. Office of the Executive Director for 
Oparations 3pp 13313 272 


6206070809 Comments opposing proposed rule 10CFR9D re intarim 
rayuiramanti related to hydrogen control. 

MILLS. L H Tennessee Valley Authority, 46FR62281 039 02/09/20 

Docketing It Barvices Branch 4pp 13374-327, 


0206070605 Comments supporting draft NUR EG- 08 80* NRC policy 
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62/09/19 Docketing V Services Branch. 3pp, 13371.393 


9206070621 Forwards comments offering cuggeetions for additUn of 
clarifying info re proposed rule on draft NUREO- 0880^ HRC 
policy statement on safety goals. 

OILMAN, L Affiliation Unknown 49FR71023 134. B2/O5/L0 REHICKkI 

Office of Policy Evaluatlpne. lp, 13390< 109. 


—9206070627 Forwards comments suggesting add I topics proposed #^^r 
incorporation in draft NUREG-O0BO, NRC policy statement an 
eafety goals 

OILMAN, L Affiliation Unknown. 48FR7I029. 02/09/17, DACt*tl 

It Strvitee Branch. 21pp. 13390:110. 


6206010553 Contfnants on NUREO-OB0Qj NRC policy ste tenant on safety goals 
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DENISON, J Nebraeka for Peace. 49FR7l0e3 063 82/09/13, 

Docketing & Services Bran-ch 2pp 13313,344 


B2D6080160 Responde to B20426 Itr r# severe accident iteutl.Dlv sf 
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being studied 

MATTSON, R J Dlvlelon of Bysteme Integration ipost BJli>05> 
92/05/24 FRAUENHOLZ.L H. Affiliation Unknaien 8pp. 13441 346, 
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kATER RELEASE PROM HEATED CONCRETES 

KENTiL A Sandla Laboratoripi FIN A“10S4 SANDai-173a 0^/03/01 
Office of Nuclear Regulatory Research! Oirecfcor 30pp Available 
at NTI8 13442 309 


0206090117 NUREO/CR-’2713 

VAPOR DEPOSITION VELOCITY MEASUREMENTS AND CORRELATIONS FOR 
I<2)AND Csl 

NICOLOSIrB L , BAYDUTT. P BattfllU Memorial Institute, Columbus 
Laboratories FIN 8-6747 DMI''2091 82/05/31 Division uf 

Accident Evaluation 42pp Available at NTIS 43 00 13457 008 


0206090119 NUREO/CR-2299 V04 

AEROSOL RELEASE AND TRANSPORT PROGRAM OuArtierly Fregress 
Report For Oc tober-Oecetnb er 1901 

ADAMS, R E , TOBIAS, II L Oak Ridge NatioRal Laboratory TEN 8-0121 
0RNL/TM“83O7 02/06/30 Office of Nuolaar Regulatory Research* 
Director 43pp Available at NTIS 13442 309 


8206090120 Comments on NUREO-^OSSOi proposed policy statement on safety 
goals for nuclear pouter plants 

SHERWOOD,® 0 Oeneral Electric Co 45FR71023 142 02/05/27 

Docketing 8« Services Branch 7pp 13439 2SS. 


0206090122 NUREO/CR-2353 V02 

SPECIFICATION AND VERIFICATION OF NUCLEAR POWER PLANT 
TRAINING simulator RESPONSE CHARACTERISTICS Part II 
Conclusions And Recommendations 

HAASiP M , KERLIN, T W , SELBY, D L. Oak Ridge National Laboratory 
FIM B-042t. 0RNL/TM-7985/P2 02/05/31 Office of Nuclear 

Begulatory Research, Director 76pp Available at NTIS 13456 185 


0206090123 Comments on NUREO-OBSO, NRC policy statement on safety 
goals Requests extension of submittal date to 820604 
BARBER, R W Energy, Dept of 45FR71023 1 43 B2/05/18 CHILK,8 J. 

Office of the Secretary of the Commission Ip 13439 334 


8206090125 NUREG/CR-25ie 

THERMODYNAMIC PROPERTIES OF WATER FOR COMPUTER SIMULATION OF 
POWER PLANTS. 

KUCK, I Z Arixona, Unlv. of FIN A-4065 82/05/31 Division of 

Accident Evaluation 66pp Available at NT19 44 SO. 13456 304 


8206090129 NURE0/CR-252g V02 

ORNL ROD BUNDLE HEAT TRANSFER TEST DATA. Volume 2 *• Thermal - 
Hydraulic Test Facility Experimental Data Report for Test 
3 03 6AR - Transient Film Bolling In Upfloui 

MULLINS, C B I FELDE, D K , SUTTON, A. 0, Oak Ridge National Laboratory 
FIN B-0I25 ORNL/NUREO/TM-4 82/05/31 249pp Available at MTIS 

13455' 164 


8206090132 NUREO/CR-lbBl 

HRAP-PWR verification STUDIES 

GREGORY, M.V , BERANEK, F. i AMES, P L Savannah River Laboratory FIN 
B-4126 DP8T-80-4 82/05/31. Office of Nuclear Regulatory 

Research, Director llOpp Available at NTZ8. 13442, L99 


6206090135 NURE0/CR''2525 VOl 

ORNL ROD BUNDLE HEAT TRANSFER TEST DATA Volume 1-ORNL Bmall 
Break LOCA Test Series I* Experimental Data Report 

ANKLAMiTM , HUNT, D F , THOMPSON, M. 8 Dak Ridge National Laboratory 
FIN B-0125 ORNL/NUREO/TM-4 02/05/31, Office of Nuclear 
Regulatory Research, Director. i07pp Available at NTIB. 

13494’ 254 


8206090211 NURE0/CR’'20i9 

THIRD PHASE OF POCKET-SlZED ELECTRONIC DOSIMETER TE6TIN0. 

FOXfR. A. , HOOKER, C.D , HOGAN, B.T. Battille Memorial Knetltute, 
Pacific Northwest Laboratory FIN B-2127 PNL-3762 82/05/31 

Division of Facility Operations 89pp Available at NTIS 42,75, 
13457*265. 


8206090216 NUREG/CR-2916 VOl N1 

CHARACTERIZATION OF TMI“TYPE WASTES AND SOLID PRODUCTS 
Quarterly Progreie Report, Apri l-0eptembtr 1961. 

8WVLER,K J. , WEISS, A J Brookhaven National Laboratory. TIN A''3236. 

BNL-NUReG-91499 02/05/31. Office of Nuclear Regulatory 
Research, Director. 48pp Available at NT18. 13456 260 


8206090230 NUREO-0637 VOl NOS 

NRC TLD DIRECT RADIATION MONITORING NETWORK. Prog rose Report, 
July’^Dec ember 1981, 

COSTELLO, F I THOMPSON,!., COHEN, L. K, Region 1, Office of Director. 
82/05/31 SOOpp, Available at NTIS. 47,00 13457 343. 


8206100007 NUREG/CR-2493 

AQUEOUS IODINE CHEMISTRY IN LWR ACCIDENTS, Revieu And 
Assessment. 

BELLrJ, T, , PALMER, R. A., CAMPBELL, D A Oak Ridge National LabDraUry 
FIN B-0453. 0RNL~9824 62/05/31 Office of Nuclear Regulatory 

Research, Director 77pp Available at NT 18, 13474 029. 


0206100010 NURE0/CR-23i4 

AGING WITH RESPECT TO FLAMMAOILITY AND OTHER PROPERTIES IN 
FIRE-RETARDED ETHYLENE PROPYLENE RUBBER AND CHLO R QSUL FONATED 
POLYETHYLENE 

SALAZAR, E A , BOUCWARD, D A , FUR GAL, D T Sandia Laboratories FIN 
A-lOSl SANDGl“i9D6 82/04/30, Office of Nuclear Regulatory 
Research, Director 65pp Available at NTIS 13490 001 


6206100013 NUREG-0485 V04 N04 

SVaTEMATIC EVALUATION PROGRAM STATUS BUIWAR Y REPORT Data As 
Of April 30,1982 (Buff Rook) 

* Management Informatlnn Branch B2/05/31 97pp Available at 
MTIS 13473 136 


0206100017 NUREO/CR-2343 

A STUDY OF THE FEASiBILITV OF MICROWAVE DIELECTRIC HEATING 
FDR LMFBR TRANSITION PHASE ACCIDENT SEQLCNCE BOILING 
STUDIES 

MAKOHITZ, H , OINS0ERO,T Praothaven National Laboratory FIN 
A-3024 BNL-NUREG-91506 02/05/31. Office of Nuclear Regulotory 
Research, Director ISLpp. Available at NTIS 13479 234 


8206100021 NURE0/CR-223B VOl 

ADVANCED REACTOR SAFETY RESEARCH Quarterly Report, January- 
March 19B1 

* Sendla Laboratories FIN A-1016 8AND01-I5a9 VOl 02/06/30 

Office of Nuclear Regulatory Research, Director I42pp Available 
at NTIB 13473 024 


8206100022 NUREO/CR-2494 

OR-FLAM A FINITE ELEMENT PROGRAM FOR DIRECT EVALUATION OF 
K-FACTORS FOR USER-DEFINED FLAWS IN PLATES, CYLINDER 8 AND 
PRESSURE- VESSEL NOZZLE CORNERS 

ATLURI,6 N , BRYSON, J W , BASB, B R Dak Ridge National Laboratory. 
FIN B-0119 ORNL/CSD/TM-165 82/05/31 Office of Nuclear 

Regulatory Research, Director 82pp Available at NTIS 13473 309 


8206100024 NUREO/CR-2700 

PARAMETERB FOR CHARACTERIZING SITES FOR DISPOSAL OF LOW- 
LEVEL RADIOACTIVE WASTE 

LUTTDN,R J , MALDNE,P 0 , MEADE, R.D Army, Dept of. Army Engineer 
Waterway* experiment Station FIN a-*7324 82/05/31 Division of 

Waste Management a4pp, . Available at NTIS 44.73 13475 091 


8206100030 NUREG/CR-2141 V04 

HEAVY-SECTION STEEL TCCHNDLOOV PRDORAM Quarterly ProgrBSS 
Report For Oe tober-Decemb sr 1981. 

WHITMAN,® D. , BRYAN, R H. Oak Ridge National Laboratory FIM D-01i9 
ORNL/TM-8252 02/03/31 Office of Nuclear Regulatory Research, 
Director 145pp Available at NTIS, 13472,155 


8206100031 NUREQ/€R-t233 VO 4 

THE 8TRUCTURED ASSES BMENT APPROACH VERSION I, COMPUTATIONAL 
ANALYSIS PACKAGE 

PARZiALEiA A. , PATENAUDE, C J , REWARD, P. A Laurence Livermo-re 
Laboratory. FINA-0115. UCID-1B146 82/04/30 i49pp, Available 
at NTIB 47 50 13474; 172 


8206100034 NUREO/CR-2317 VOl N3 

CONTAINER ASSESSMENT-CORROBION STUDY OF HLW CONTAINER 
MATERIALS, Quarterly Progress Report, Ouly-Sep tember 1981. 

AHN, T 41 r SOOtP. Brookhaven National Laboratory. FIN A-3237 
BNL-NURE0-S1449, 82/09/31 Office of Nuclear Regulatory Research, 

Director 21pp Avallabla at NTIS 13474 320 


8206100036 NUJtEO/CR-2637 

EMERGENCY RESPONSE CAPABILITIES AND EXAMPLE AS8EB9MENT8 FOR 
AIRBORNE RADIONUCLIDE DISCHARGES 

8TART,G E. , CATE,J.Hi ACKERMANN, 0 R Commerce* Dept, of, National 
Occanograpb 1 c l< Atnosph eric Administration. FIN B-71S0 02/05/31, 

Division of Health, Siting If Environment 3Spp, Available at NTIS 
42. 75 13474 354. 


0206100038 NUREO/CR-2416 

INITIAL QUANTIFICATION OF HUHAN ERROR ASBDC FATED WITH 
SPECIFIC INBTRUMENTAT3DM AND CONTROL SYSTEM COMPONENTS IN 
LICENSED NUCLEAR POWER PLANTS 

LUCKA8, W, J. , LETTlERIfV, , HALL, R E Brookhaven National Laboratory. 
FIN A-3219 BNL-NUREO-31480. 02/05/31 Office of Nuclear 

Regulatory Research, Dlractor SOpp. Available at NTIS, 13475*030. 


0206100042 NUREO-0748 VD2 N04 

OPERATING REACTOR LICENSING ACTIONS SUMMARY Data A# Of April 
30, 1902 (Orange Book! 

# Management Information Branch 02/09/31 2a9pp Available at 
NTIB 13477: 045 


8206100043 WREO/CR-2220 V02 

THE IMPACT OF ENTRAINMENT AND IMPINGEMENT ON FISH 
POPULATIONS IN THE HUDSON RIVER ESTUARY. 

BARNTHOUSE, L. W , VAN WINKLE, W. , GOLUMSEK, J Oak Ridge National 

Laboratory FIN B-0169 ORNL/NUREO/TM-a 82/05/31. Office of 

Nuclear Regulatory Research, Director. 165pp. Available at NTIS, 
13476. 023 
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EARTH RESISTIVITY AS A TOOL FOR SHALLOW EXPLORATION IN THE 
REELFOOT LAKE AREA* TENNESSEE 

STEARNSfR 0 . HASELTQNi T M . TSAYiJ VanderhiU Univ FIN D-&960, 
02/05/31 DivisloBi o-f HaaUhi Sitino «c Environffla-nt 13lpp 
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aaOA 100050 NURE0/CR-a736 

TRANQPORTATrQN OF RADIOACTIVE MATERIAL IN MICHIGAN Boptimhar 
I'JQO-AuBust 19BI 

MCCARTY^M J. . HENNI OAN. J. M . DRUCHMANN. 0 W Mlchlpanr State oP FIN 
B-l&ia 02/05/31 Office of State Programsi Director 9Epp 
Available at NTIS *9 OO 13479 100 


9a0&t00 053 NURE0/CR-E597 

STEADY-STATE PRESSURE LOSSES FOR MULT I ROD BURST TEST («RBT> 

BUNDLE 8-5 

BAILEY. P T Babcock 8. Wilcot Co FIN D-0120 ORNL/BUB/aO-404 
82/05/31 Officff of Nuclear Regulatory Researehf OirsctoT i07pp 
Available at NTIS 134 7 2 004 


B20& 100054 NUREG/CR-2a04 V04 

ADVANCED TWO- PHASE FLOW INSTRUMENTATION PROGRAM QuarteMy 
Progress Repo rti Oc tober-December 1991 

HARDY. J E . ROOERS.S C . MILLER.GN Oak Ridge National Laboratory 
FIN B-0401 ORNL/TM-Baai. B2/05/31 Office of Nvciaar Regulatory 
Research. Dltector S&pp Available at NTIS I3471<34i 


0206100058 NUReo/CR-2605 

THE SNAP operating SYatEM REFERENCE MANUAL 

8ABUDA. J D . PQLITG. J . NALKCR. U L Sandia Laboratoriet FIN 
A-1060 9AND02-7O19 82/05/31 Office Q-f Nuclear Regulatory 

Reseaxchr Director 26app Available at N7JB 13467 137 


8206100059 NUREO/CR-2496 

HUMAN ENGINEERING DESIGN CONSIDERATIONS FOR CATHODE RAY 
TUBE-GENERATED DISPLAYS 

BANKS. W W. . OERTMANi D I.. PETERSEN. R J EO«iG. Inc FIN A-630B 
02/05/31 Office of Nuclear Regulatory Research. Oirectar. 125pp. 
Available at NTI8 13470 093 


8 S06 100060 NUREO/CR-2193 VOl N2 

PROPERTIES OF RADIOACTIVE WASTES AND HASTE CONTAINERS 
Quarterig Progress Report. April-Uune 1901. 

HQRC08. N . WEiBBiA J Brookhaven National Laboratory. FIN A-3027 
BNL-NUREO-514 10 82/05/31 Office of Nuclear Regulatory Rasearchj 

Director 77pp Available at NTIS, 13480:292. 


0206100062 NURE0/CR-263a 

RESPONSE OF CENTRIFUGAL BLOWERS TO SIMULATED TORNADO 
TRANSIENTS Vulg-3ept«aibar 1991. 

IDARiE. 8 . KARTIN. R A . OREGORYi W 9 Los Alanoe BclentIfU 
Laboratory FIN A-7Oa0 LA-9276-aR. 02/09/31 Office ol Nuclear 

Regulatory Research* Director 22pp Available at NTIS 13467’ 116 


IDENTIFICATION AND ANALYSIS CF HUMAN ERRORS UNDERLYING PUMP 
AND VALVE RELATED EVENTS REPORTED BY NUCLEAR POWER PLANT 

licensees. 

epEAKERrD H I THOMPSOKir 8, R , LUCKAB. M U Brookhaven National 
Laboratory FIN A-a2l9. QN_-NURE0-91481 62/09/31 Office of 

Nuclear Regulatory Regaarch. Director 3ipp. Available at NTIS. 
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SZ061 00064 NUREO/CR-2059 

COMPILATION OF DATA CONCERNING KNOWN AND SUSPECTED WATER 
HAMMER EVENTS IN NUCLEAR POWER PLANTS (CY 1 969-MAY 1981) 

CHAPMAN. R L,* CHRI9TENSEN.D , DAFOE, R.E e0S(0* Inc. FIN A-64&1 
EOO-CAAD-5629 82/09/31 Office of Nuclear Rtgulatory Research* 
Director 100pp. Available at NTIS 98.00. 13481' 006 


0206100087 NURE0/CR-S542 

SENSITIVITY STUDY USING THE FRANTIC CODE FOR THE 
UNAVAILABILITY OF A SYSTEM TO THE FAILURE CHARACTERISTICS 
OF THE COMPONENTS AND THE OPERATING CONDITIONS 

GINZBERO. T . DJCKEY.J.M , HALL. R E Brookhaven National Laboratory. 
FIN A-3230 BNL-NURE0-S1504 08/09/31 Office of Nuclear 
Regulatory Research. Director I14pp Available at NTIS 
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02O61OOOB9 NURE0/CR“2t9a VOl N2 

EVALUATION OF ISOTOPE MIGRATION-LAND BURIAL. Quarterly 
Progress Report. Aprll-June 1981 

CZYSCINBKI.K 9 , PIETRZAK.R F . WE 1 88. A J, Brookhaven Natienat 
Laboratory FIN A-3042 02/05/31 Office of Nuclear Regulatory 

Research. Director 35pp Available at NTI6 13480 259, 


0206100439 Comments on proposed NUREO“OQ96 j "Draft Technical Poeitlon 
on Documentation of Madels. " announced In 020107 FR Raquaets 
documentation requirements »et forth in draft position nat 
serve as precedent for other NRC activities 

KARP.xf Edison Electric Institute 82/09/27. BELL. M H High Level 
Waste Licensing Management Branch 2pp 13468*096. 


8206110001 NUREO/CR-2173 

SUMMARY AND DIflLIOOftAPHY OF SAFETY- RELATED EVENTS AT 
PRESaUR I ZED-MATER NUCLEAR POWER PLANTS AS REPORTED IN 1900 
MCCORMACK. K E . GALLAHER. R S Dak Ridge National Laboratory 
0RNL/N5IC-196 82/09/31 Office of Nuclear Regulatory Raaearch* 

Director 270pp Available at NTIB 13491 199 


6206110002 NURE0/CR-2J73 ERR 

SUMMARY AND BIBLIOGRAPHY OF SAFETY-BELATED EVENTS AT 
PRESaURIZED-WATER NUCLEAR POWER PLANTS A9 REPORTED IN 1980 
MCCORMACKiK E « GALLAHER. R B Qak Ridge National Laboratory FIN 
B-0126 0RNL/N8IC-196 82/09/10 Office of Nuclear Regulatory 

Rtsearchr Director Ip Available at NTIS 13493’ 284. 


0206110004 NUREO/CR-8403 SOI 

SURVEY OF INSULATION USED IN NUCLEAR POWER PLANTS AND THE 
POTENTIAL FOR DEBRIS GENERATION 

KOLBErR . GAKAN. E Burns 6 Roe Co FIN B-6220, 8AND8£-0927. 

62/09/31 Division of Safety Technology lOOpp Available at 
NTIS 13492 273 


8206110009 NUREO/CR-2945 

DESIGN CONCEPT AND TESTING OF AN IN-flUNDLE GAMMA 
DENSITOMETER FOR SUBCHANNEL VOID FRACTION MEASUREMENTS TN 
THE THTF ELECTRICALLY HEATED ROD BUNDLE 

FELDE* D K Dak Ridge National Laboratory. FIN B-018S. 82/09/31. 

Office of Nuclear Regulatory Rasaarch, Director 26pp. 1 3493 ■ 301 


8206110006 NUREO/CR-2692 

AN INTEGRATED SYSTEM FOR FORECASTING ELECTRIC ENERGY 
AND LOAD FOR STATES AND UTILITY SERVICE AREAS. 

GHERNrW 8 . GALLAGHER. C A , TEPEL.R C. Oak Ridge National 
Laboratory. FIN B-0190 ORNL/TM-7947. 82/03/31 Office of 

Nuclear Regulatory Research. Director 9app Available at NTIB 
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8206110006 NURE0-05a0 VU NOl-4 

DRAFT REGULATORY LICENQINO STATUS SUMMARY REPORT. Data as of 
January 1 - April 19. 1982. <Blue Book) 

a Management Information Branch 82/09/31. 79pp Available at 
NTIS 13492. 196 


8206110009 NUREG/BR-0029 V08 N7 

INFORMATION REPORT ON STATE LEQIBLATIQN. 

KERR. G H I LANDAU. M Office of State Programe, Director, 02/06/01 
9pp Available at NTIS 13493.329 


8206110011 NUREG/GR-2172 

SUMMARY AND BIBLIOGRAPHY OF SAFETY- RELATED EVENTS AT 
BOILING-WATER NUCLEAR POWER PLANTS AS REPORTED IN 1980. 

MCCORMACK, K. £. . GALLAHER. R. B Oak Ridge National Laboratory FIN 
B-0126 0RNL/N81C-199, 82/05/31 Off lea of Nuclear Regulatory 

Research. Director 199pp Available at NTIS. 13490,392 
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POWER REACTOR EVENTS, No vember-O sc ember 1901. 

MAS8AR0. 9. A. < RIZZO.J Director's Office 82/09/3L 19p» 
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containment REACTOR CAVITY SUB COMP ART KENT ANALYSIS 
PROCEDURES FOR A BOILING WATER REACTOR 

TURK.WV,, OIDD.R.O* LI, c, V Los Alamos Scientific Laboratory, FIN 
A-7n9 LA-9277-M3 02/05/31, Division of System* Integration 

( pot t 811005) 32pp. Available at NTIS *2.79 134981163. 
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LICENSEE EVENT REPORT <LER) COMPILATION Fop Month o# March 
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Oak Ridja National Laboratorv FIN B“t503 0-RNL/N81C-200 

B2/'0&/31 Dlroctor'o Offico 61pp Available at NTIS. 
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CRITICAL PATHWAYS OF RADIONUCLIDES TO HAN FROM 

AO RQ- ECOSYSTEMS Annual ProgratiH Raport Ocfcobor 1980 - 

Baptambir 1901 

«■ Savannah Rlvar Laboratorg 82/09/17 Dlviaioti of HaaLthj 
Siting If Environment 2pp 13493 269 


8206110325 NUREO/CR-2399 

ATMOSPHERIC STRUCTURE PRIOR TO TORNADOES AS DERIVED FROM 
PROXIMITY AND PRECEDENT UPPER AIR 8DUNDINOS 

TAYLORjO E » DARKOWrO L Mlaaoupir Unlv of. Columbia FIN 8-6t96 

02/05/31 Division of Health. Siting Sr Environment l'06pp 

Available at NTIS *5 SO 13490 007 


8206140312 NURE0/CR-<2&39 

HISTORICAL EXTREME WINDS FOR THE UNITED STATES- ATLANTIC AMD 
OULF OF MEXICO COASTLINES 

CHANCERY. M J Commerce. Dept of. National Oceanographic Sc 
Atmofpherlc Adminiftration. FIN S-1031 S2/05/3t Division of 

Health. Siting & Environment 156pp Available at NTIQ. $6 00 
13909 239 


8206140327 NUREO/CR-2172 ERR 

SUMMARY AND B IHIOLOORAPHY OF SAFETY-RELATED EVENTS AT 
BOILINO-HATER NUCLEAR POWER PLANTS AS REPORTED IM 1980 
* Qik Ridge National Laboratorg 02/09/10 Office of Nuclear 
Regulatory Research. Director Ip 13509 04S 


8206140333 NUREO/CR-2133 

BWR REFILL-RELOAD PROGRAM TASK 4 4 - 30 8BTF DESCRIPTION 
DOCUMENT. 

BARTON. J E . SCHUMACHER. D 0 . FINDLAY. J A Oaneral Electric Co FIN 
B-30I2. EPRl NP-1884. 02/05/31 Dlvleion of Accident Evaluation 

llSpp Available at NTIS 47 00. 1390B 069 


8206140336 Foruarde commente on preliminary draft of NRG branch 
technical pofltlon re uatta claiilf ication. Inten* Iv* uiaete 
c laf lif Ication fampHng program quaetionabl e, 

STANFORD. R E L, Edleon Electric Institute B2/09/21, SMITH. D. Lam 
Level Haste Licensing Branch 3pp 13909 077 


8206140363 Responds to FQIA request for public re lease of SECY-a2’-06 
re nuclear pouer plant staff uorking houre If 620226 memo to 
HJ Dircks Forufards documents, 

FELTON. U M. Division of Rules and Records 62/06/02, MEYER. D.W. 
Louienstein. Neumen. Reis. Axelrad It Toll. Ip 13910.234 


—0206140367 Advises of Commmission approval of proposed revision to 
NURE0-D737. Item 1 A. 1 2 rs nuclear pouer plant staff uorklng 
hours, V Qilinksg disapproved 

CHILK. 8. J Office of the Secretary of the Commies ion* S2/03/26. 
OlRCKSi H J. Office of the Executive Director for Operations ip 
13510! 287, 


— 0203120418 Informs of NRC actions taken in response to Secrstarg 
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approval of wording changes to NUREQ-0737i Item I A 1 3 
DIRCKS. H.J. Office of the Executive Director for Operations 
B2/03/01 9pp. 13910.200 


S2O614Q309 Addl response to FQIA request for six categories of 
documents. Forwards 8ECy-Sl-362i 5ECy-Ql-422 U 5ECY-81-909. 

FELTON. J.H Division of Rules and Records 62/06/02, SHOLLY. 6. C, 
Union of Concerned Scientists ip 13910: 191 


—8109180031 SECY-a 1-909 

Requests approval to process It approve licensee requests for 
exceptions to locations It backup criteria of NUREO-0696 for 
energeneg operations facilities 

DIRCKG. H. U. Office of the Executive Directer for Operations 
61/09/24 4pp 13910 216. 


8206150016 Responds to FOIA request for documents re siren sgs 
installsd to provide early notification to populace in 
plume pathway around nuclear reactor sites in US Forwards 
docuMsnts listid in App A, 

FELTON. J.M, Division of Rules and Records 62/04/21. HADE. J 
Public Interest Research Group. New York. 7pp 13524, <110, 24X 

FlchS. 90-000. 62/04/21. 8206190016. 


’8202260161 Comments on proposed prompt public notification sys for 
1 29-mile radius of plume exposure pathway emergency 
planning zone Proposal unacc uptafa le. per NUnEO-0396 & 

NUnE0~O654 Five 8( 30-mi le tones required by B20201 
GRlhES. B. K Division of Emergency Preparedness 62/01/06 
LINDER. F Duke Power Co 2pp I3S24 069 a4X 
Flche 90-000. 02/04/21. 0206130016 


0206190492 NUREO/CR-1632 ERR 

Errata. Chang tng report number to NUREO/CR-29a2 to. RADIATION 
CAPADILIIES OF THE SANDIA HIGH INTENSITY ADJUBTAHLE COBALT 
ARRAY 

■» Sandia Laboratories SAND0I~2966 02/06/07 Office of Nuclt 

Regulatory Research. Director. Ip 13523 091 


0206160054 NUREO/CR-aSSa 

RADIATION CAPABILITIES OF THE SANDIA HIGfl INTENSITY 
ADJUSTABLE COBALT ARRAY 

BUCKALEW. W H . THOHE. F V Sandia Laboratories SANDB1-26S9 
82/06/30 Office of Nuclear Regulatory Research. Director, 62pt 
Available at NTIS 13936 042 


6206160292 Comments on NUREO-08G0 re proposed policy statement on 
safety goals for nuclear power plants Commission should not 
taka final action on adopting policy until time has been 
given to evaluation tt agreement on implementation 
SHEWMDNi P ACRS - Advisory Coffimltfeae on Reactor Safeguartls. 
47FR71023 144 02/06/09. PALLADINO. N J Commi s a I oner s 13pp 

13S2t 307 


8206160322 Comments on NUREO-OBBO re proposed policy statement on 
safety goals for nuclear powar plants NRC ihoulcf use 
comparability ttd between plants t. other activities that 
impose geographical nonuniform risk on individuals, 

GRIFFITH. JO Energy. Dept of 45FR71023 145 B2/06/IL 

CHILK. 0 J Office of the Secretary of the Commission ip 
13921 207 


B206170046 NUREO/GR-2685 

EVALUATION OF CONCURRENT PEAK REBPONBES 

W4N0.P C J CURRERI. M . 8H00MAN. H Brookhavtn National Laboratory 
FIN A-399B DNL-NUREO-SI 929. 02/09/31. Division of Accident 

Evaluation 90pp Available atNTIB 46,00. 13943001 


B2D61 70040 NUREO-0091 

NUCLEAR PROPERTY INSURANCE STATUS AND Olfl'LOOK 

LONG. J D Office of State Programs. Director, 82/09/31. llSpp 
Available at NTIB «6 00 13543 233, 


0206170269 Submits suppl to evaluation of NUREO-0737. J tem 11 E 4 Bi7> 
''Containment Isolation Dependability - Isolation on High 
Radiation *' Calculatlo-n of acceptable offsite dosas is 
acceptable alternative to NRG position 

DENTE. T J BWR Owners Group, HWRO(J-0a22. 62/06/14 ElSENHOT. D C 
Division of Licensing Spp 13932 272 


—8206170274 Summary of Bill 19 meeting u/DWR owners group rt contains 
vent/purge Isolation on high containment radiation. 

REEVE0. E A. NRC - No Detailed Affiliation Given ai/12/03 h 
- No Detailed Affiliation Q\ 'on 3pp 13932’ 263 


0206170387 NUREO/Gn-2651 

ACCIDENT GENERATED PARTICULATE MATERIALS AND THEIR 
CHARACTER IS I TICS— A REVIEW OF BACKGROUND INFORMATION 
8UTTER.8 L Oattelle Memorial Institute. Pacific Northefisb 
Laboratory FIN 0-2207 PNL-4194 B2/09/31, Division of Risk 

Analysis 97pp. 13337’ 199. 


S2061B0200 Comments on NUREG’-OBBO r« NRC proposed policy stetemant or 
safety goals for nuclear power plants Opposes itatemant, 

JAFFER.J, Affiliation Unknown 4SFR71023 146 82/09/16 REHICK. 

Office of Policy Evaluations, 3pp 13554:276. 


S2061B0340 NUREO-OS6S 

A collection: of mathematical models for dispersion in 

SURFACE WATER AND GROUNDWATER, 

COOELL.R 0 Division of Engineering KEY. K, J . WHELAN i 0 Battel! 
Memorial Institute. Pacific Northwest Laboratory 82/06/30 10Op| 

Available at NTIS. -10,00 13969 044. 


6206210616 Comments on NUREQ-OSSO re proposed policy statement on 
safety goals for nuclear power plants . NUUEO-OSSO Supports 
statement. 

MARIANI.L F, American Nuclear Insurers 45FR71023 147, 82/06/14, 

Office of the Secretary of the Commission. 36pp. 13561*311 


6206210619 Informs of Intention to diemantle full-scale test faclHtl 
by end of June 1962 Notification requested by 820621 if 
dismantling believed to be inappropriate. Release of Suppl 1 
to NUREO-0661 prior to above date mould be helpful, 

PFEFFERLEN.H C General Electric Co, MFN-079-02. B2/06/14, 

IPPOLITO. T, A Operating Reactors Branch 3 Ip 13963*333, 
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820-&210630 Ack receipt of Itr expressing concern re licensing l( 
operation of nuclear power plants cited in WUREG-O&BO re 
praposaiJ policy statement on safety goals 

STHASMAiJ Region 3i Office of Director 45FR71023 02/06/ 14 

CHQV^NlNOrE Affiliation Untnouin Ip 13961 llG 


— 0SO621O632 Expresses opposition re licensing nuclear pon/er plants 

CHQIJNINOi E Affiltatlon Onlnoun 46F717iD23 BS/09/1S Region 

3, Office of Director 6pp 13961 119 


820622D003 NUREO/CR-2334 

INTERPHASe TRANSPORT IN HORIZaNTAL STRATIFIED CONCURRENT 
F1.0W 

JENSEN^R J . TUENi M C Northwestern Univ FIN »-6ie8 82/03/31 

197pp Available at NTlS «6 30 13383 1S0 


8206220019 NUREQ/CR-2544 

TWO -PHASE MASS FLUX UNCERTAINTY ANALYSIS FOB THERMAL- 

HYDRAULIC TEST FACILITY INSTRUMENTED SPOOL PIECES 

CHEN. N C , FELDEiO K Oak Rtdge National Laboratory FIN B-012S 

OriNL/TM“7B59 85/06/30 Office of Nuclear Regulatory Research, 

Director 40pp Available at NTIB 13384 324 


8206220025 NUREO/Cft-2000 VOl N4 

LICENSEE EVENT REPORT CLERJ COMPILATION For Honth Of April 
19S2 

* Oak Ridge National Laboratory, FIN B-ISSS ORNL/NSIC-200. 
82/06/30 Director''! Office ISOpp Available et NTI8 
13984 001 


8206220029 NURE0/CR-29B4 

METEOROLOOICAL CONSIDERATIONS IN THE DES^LOPMENT OF A REAL- 
TIME ATMOSPHERIC DISPERSION MODEL FOR REACTOR EFFLUENT 
EXPOSURE PATHWAY 

van DER HOVEN Commerce, Dept of, National Oceanographic 
Atmospheric Administration FIN 8-7 120 02/03/31 Division of 

Health, Siting h Environment. 20pp Available at NTIS. 13983*32? 


8206220101 NUREO/CR-2321 V04 

HIOK-TEMPEHATURE 0 AS-COOLED REACTOR SAFETY STUDIES FOR THE 
DIVISION OF REACTOR SAFETY RESEARCH. Quarter ly Progress 
Report, Qc tober 1-Dacsmber 31, 1901, 

EALLxS J X CLEVELAND, U C x KARRiNOTDNxR H. Oak Ridge National 
Laboratory FIN B-0122, aRNL/TM~e260 02/06/30 Office af 
Nuclear Regulatory Researchi Director. 23pp. Available at NTIS 
13539 023 


8206220206 Advises that guidance for development of Tech Specs required 
by NURE0-D737 for PHRs (c GHRi uilll be provided by 820716, In 
response to NRC 020511 0602 requests 

SZALAYxR. Atomic Industrial Forum 03/06/10 Er8ENHOT,DO 
Division of Licensing Ip 13572.331 


8206230007 Addl response to FOIA request for eight categories of 
documents Foruards documents listed in app Financial info In 
Documents 3-34,3-99 *e 9-11 deleted 

FELTONxJ M Division of Rules and Records 82/04/89 MCMURRAYxC M 
Kirkpatrick, Lockhart, Hill, Christopher if PMtllpi 21pp 
13604 044. 24X Flche 50-000,02/04/27,8206230007. 


— 8202160010 Comments on proposed resolution to A-47 safety implications 
of control syt AnaLyset based on nan-mcchants tic failure 
modes to assess unwarranted challenges are meanlnglest U/o 
analyses of frequency of event 

JENBEN, W Reactor Systems Branch. 81/12/30 02UKlEWC2iA 
Generic Issues Branch, 2pp 13609 343. 


■8202090144 Forusrds comments on precedures guide, HVREO/CR-2300. Comments 
based on re commendaitons submitted to steering committee by 
rivieu committees following IEEE Oct meeting. 

ERNST, N L. Assistant Director for Technology Review. 81/13/19 
RICHARDS NU8 Carp Llpp 13606.224 


0206230027 MUR EO/CR -2471 ERR 

ANALYSIS OF THE PULSED NEUTRON ACTIVATfCN TECHNIQUE 
PEREZ-OftlFFO, M, , BLOCK, R C. , LaHEY, R. T, EOAO, Inc. E00-2i60. 
82/03/10. Division of Accident Evaluation^. Ip 13994 07S, 


8206230030 Responds to 820210 memo, "Tr enspor tatlon Article in 
Newsletter of COEP” fc to criticisms of news letter by Nuclear 
Assurance Corp Requests that comments be forwsrdsd to 
Commissioners 

RESNlKOFFfH Council on Economic Priorities 43rR29069 02/09/14, 

DIRCK3,W. J. Office of the Executive Director for Oparetions Slpp, 
13994 020. 


'0206230033 Ack receipt of 000802 Itr re spent fuel shipping cast* 4» 
critical ad aatl Discusses question of max possibi* internal 
temp. Response to Nuclear Assurance Corp comments orj 
transport newsletter and, 

RE8N1H0FF, M. Council on Economic Priorities. 81/06/00, 

EISENBERO, N Office of Standards Oeyslopment, Director. 23pp. 

13594:047. 


0206230031 HUflEO/CR-2470 

thermometry in THE MULTI ROD BURST TEST PROGRAM 

ANDERSON* R L , CARR,K R , KXLIE, T 0. Oak Ridge National Laboratory 
FIN B-0120 aRNL/TM-e024 82/06/30 Office of Nuclear 
Regulatory Research, Director 9lpp Available at NTIS 13993 146 


0206230000 NUREO-0304 V07 NOl 

REOULATORY AND TECHNICAL REPORTS CompiUtlon For First 
Quarter 1902 

SAVOLAINEN, A Division of Technical Information tt Document Control 
02/05/31. 143pp Available at NTI9, 13593 001 


8206230319 WJR£0/CR-22a3 

AN EVALUATION OF THE SOLID ANOLE METHOD USED IN NUCLEAR 
CRITICALITY SAFETY 

THOMAS, J T Oak Rldgs National Laboratory FIN B-0419 
0RNL/C8D/TM- 1 98 02/06/30 Division of Engineering Tschnology. 

I07pp Available at NTIS >5 50 13603 232 


8206230320 NURE0/CR-26S2 

EVALUATION AND PERFORMANCE OF CLOSED-CIRCUIT BREATHING 
APPARATUS 

HACK, A > TRUJILLO, A , GARTER, K Los Alamos Scientific Laboratory. 
FIN A-7009 LA-9266-M8 82/06/30. Office of Nuclear Regulatory 

Research, Director 23pp Aveilabls at NT18 13974 299 


8206230340 NUnEO/CR-2301 

FRACTURE MECHANICB MODELS DEVELOPED FOR PIPING RELIABILITY 
ASSESSMENT IN LIGHT WATER REACTORS 

UOO,K H Los Alamos Scientific Laboratory LIM, E. Y , DEDH1A*0 D 
Science Applications, Inc FIN A-0363 UCRL-15490 S2/06/30 

Division of Engineering Technology 237pp Available at NTIS 
$7 00 13979 001 


0206230346 NUREG-0980 VU NOS 

REGULATORY LICENSING STATUS SUMMARY REPORT, Data As Of 
May 19,1982 I Blue Book) 

a Management Information Branch 82/06/30 93pp. Available at 

NTIS. 13579 292 


8206230392 NUREO/CR-2499 

CHARACTERIZATION OF SOIL TO PLANT TRANSFER COEFFICIENTS FOR 
STABLE CESIUM AND STRONTIUM 

HOFFMANfL 0 , KELLER, J H Exxon Nuclear Co., Inc (subs, of Exxon 
Corp >. FIN A-6416. 02/06/30, Division of Bystems Integration 

(post 811009) 93pp Available at NTX8. »3 29. 13999:239. 


8206240030 NUREG-04B9 V04 N09 

BY8TEMAT1C EVALUATION PROGRAM BTATU8 8UMMARY REPORT. Data 
As Of Hay 31, 1702. (Buff Book) 

« Management Information Branch. 02/06/30 99pp. Available et 

NTIS 13612. 166 


8206240036 NUREG/CR-2525 V03 

. ORNL ROD BUNDLE HEAT TRANSFER TEST DATA Volume 3-Thermal- 
Hydraulic Test Facility Experimental Data Report For Test 
3,06 6B-Trantient Film Boiling In Upflou 

MULLINS, C B. , OOULDxS 8 ., FELDE, D K. Oak Ridge National Laboratory 
FIN B-Ot29. ORNL/NUREO/TM-4. 02/06/30. Office of Nuclear 
Regulatory Research, Director 260pp. Avalleble et NTIB. 

13610 076 


8206240041 NUREO/CR-29B0 

security officer response STRATEGIES (8ECUR0RS). 

ROUNTREE, 8. L. K Sandla Labaratoriei. FIN A-1060 BAND0S-O'41O 
82/06/30 Office of Nucleer Regulatory Research, Director 46pp. 
Available at NTIB. 13609 279 


8206240054 NUREG/CR-1890 

AB8,8RSS AND CDF RESPONSE COMBINATION EVALUATION FOR 
MARK III containment AND DRYWELL 9TRUCTWIEB. 

PHILIPPACOPOULO Brookhaven National Laboratory FIN A-3327 
BNL-NURE0-9132B. 02/06/30, Division of Engineering. 200pp, 
Available at NTI8. 410 00 13611.001. 


8206240099 NUREG/CR-2612 

VARIABILITY IN DOBE ESTIMATES ASSOCIATED WITH THE FOOD CHAIN 
TRANSPORT AND INGEBTION OF SELECTED RADIONUCLIDES 
HOFFMAN* F 0., GARDNER, R. H. , ECKERHAN, K F. Oak Ridge National 
Laboratory. FIN B-074B. ORNL/TM-0099 82/06/30. Division of 
Systems Integratioh (poet 811005). 80pp Available at NTI8 44 79 
13608:290 


8206240066 NUREO/CR-2636 

EXPERIMENTAL DATA REPORT FOR AIR-MATER FLOODING TESTS OF THE 
FLECHT-8EA8ET PROGRAM SET FACILITY VESSEL UPPER PLENUM 
ANDERSON, J.L , FOOD ALL, 8. P. EGiG, Inc FIN A-6038, E00-2i83. 

82/06/30 Office of Nuclear Regulatory Research* Director 99pp. 
Available at NTIS. 13609.007 
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8206240072 NLIRE(3/CR-2717 

EXPERIMENT DATA REPORT FOR LQFT ANTIC IPAT£D TRANSIENT 
WITHOUT SCRAM EXPERIMENT L7-3, 

BAYLES8.P D , DIVINE, J M EO&O, Inc Fill A-6048 EOO-2195 

82/06/30 Offlcff of Nuclvar R«gul4torij Rfi«earc6, Dir«ctor 189pp 
AvAilBble at NTI8 13609 106 


8206240078 NUREO/CR-2696 

CALCULATIONS OF TWO SERIES OF EXPERIMENTS PERFORMED AT THE 
POOLSIDE FACILITY USINO THE OAK RIDQE RESEARCH REACTOR 
MAERKERrR. E , WILLIAMS, M L Oak Ridgs National Ltboratorij FIN 
8-0415 ORNL/TM-0326 02/06/30 Office of Nuclear Repulatory 
Research, Director. 36pp Available at NTI5 13607 2A4 


8206240052 NUREO-0923 

ADVANCE NOTIFICATION OF SHIPMENTS OF NUCLEAR WASTE AND SPENT 
FUEL Oul dance 

» Office of Nuclear Material Safety Si Safe g uards, Director 
B2/06/30 22pp Available at NTJS f 2. 50 13607 281 


8206250010 NUREO/CR-2473 

SIMMER ANALYSIS OF PROMPT BURST ENEROETICS EXPERIMENTS 
HITCHCOCK, J T Sandia Laboratoriee FIK A-tl8l SAND61-0933 
82/06/30, Office of Nuclear Regulatory Research, Director ASpp 
Available at NTIS 13620.307 


6206250015 NURE0/CR“20a9 

DYNAMIC COMBINATIONS FOR MARK It CONTAltftENT STRUCTUREB 
PHILIPPACOPOULO, REICH, M Brookhaven National Laboratory FIN 
A-3a30 BNL-NUREO-51366 02/06/30 Division of Engineering. 
170pp Available at NTIS «6 SO 13627 S03 


6206250018 NURE 0-0606 V04 N02 

UNRESOLVED SAFETY ISSUES SUMMARY. Date As Of May 21,1982 
lAqtue Book! 

* Office of Resource Managenent, Director. 82/06/30 Slpp 
Available at NTIS. 11361*363. 


S206250033 NUREO/CR-lSDi 

REACTOR PHYSICS DESION CALCULATIONS FOR THE ACPR UPOHADE. 

PICKARD, P a , ODOM, J P Sandia Laboratories FIN A-10:i2 
8AND80-0764. 82/06/30 Office of Nuclear Regulatory Reeeerch, 

Director 171pp. Available at NTIS, 13620.137. 


8206250040 NUREO/CR-2551 

RANK ORDERING OF VITAL AREAS WITHIN NUCLEAR POWER PLANTS. 
RZCHARDSDNiJ H. Sandia Laborator las. FIN A-i060 eAND82-0332. 

62/06/30. Office of Nuclear Regulatory Reeearch, Director 30pp. 
Avallabla at NTIS 13628:168 


B2062S0064 Reeponds to 020407 questions re NUREO-0059, "Compliance 
Determination procedures for Environ Radiation Protection 
Stds for U Recovery Facilities 40CFR190 *’ W/d end Reg Guide 
3 81. 

SCARANOiR.A. Uranium Recovery Licensing Branch. 02/05/11 
FERMAN, J. W Minnesota Pollution Control Agency. 3pp. 1362B 293 


8206250243 Comments on systematic assessment of licensee performance 
program. Supports program 

BHIELD6, 8. W. Public Service Co of Indiana, Inc. 47FR 12240 002, 
82/06/16, Docketing 6 Services Drench. 2pp i3613rl67, 


8206230312 Supplt AN6 820516 Itr Commenting on ffJREO-OaSO, NRC 
proposed policy statement re safety goals. Need for 
publication of safety goal implementation provisions for 
public comment prior to adoption re*-emphaei zed. 

MUNTZINOjL. M American Nuclear Society. 45FR7I023 149. 02/06/17. 

PALLADlNO, N. J Commisslonert. 2pp 13617 230 


8206250318 Comments on NUREO-0680, NRG proposed policy statement re 
eafety goals, Supports statement. 

SHIELDS, 8. W Public Service Co of Indiana, Inc 45FR71023 130 
82/06/16, Docketing flt Services Branch 2pp. 13617:179 


8206250832 Comments on NUREO-Oe36T "Draft Technical Position on 
Documentation of Models." Rept generally acceptable for 
facilitating exchange of modeling-related Info between NRC 
DOE 

BALLARD, W.W Energy, Dept, of 82/06/00 MARTIN, J.B. Division of 
Waste Managefflint. 3pp. 13629:072 


8206280071 Add! responee to FOIA request for eight categorlee of 
documents. Forwards documents listed in App A, Documents 
listed in App B available in PDR Confidential financial 
info deleted. 

FELTON, J,M. Division of Rules and Record* 02/03/12. MCMURRAY,C. M 
i^irkpetrick, Lockhert/ Hill, Christopher & Phillips 2app. 

13638: 083. 24X Fi e h e : 30-000, 82/03/12, 02062 00071 


— 0206280266 Testimony of NRC staff in response to Chairman Aheame U 
Commissioner Kendrie 010120 request for date of compliance 
w/ite^Tvs contained In NUnEG-0694 It NUREG“tl737 Certificate of 
Sve «nc 1 

CUTCKIN, J M Office of the Executive Legal Director 01/02/12 
8pp 13643 330 34X Flche 30-000,02/03/12,8206200071 


— 620tl60094 Forwards supporting stotoment for 0MB clearance for 
NUREC-0737, revi Bed to reflect info requested in 811117 memo 
Concurrence requested. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
dl/12/21 8TELL0, V Regional Operations t, Generic Requirements 
33pp 13639 112 


8206280383 Confirms that Equation 2 to Section 9 2 3 of SRP Is 
correct, per 820623 telcon 

SCHAFFER, A Nuclear Associates Internationa 1 1000-66 92/06/24 

WERMI£L,J Auxiliary Systems Branch ip 13621 353 


0206290049 NUREO/CR-2346 

REACTGR SAFEGUARDS AGAINST INSIDE SABOTAGE 

BENNETT. HA SandU Laboratories FIN A-1060 3AND92-0319 

02/06/30 Office of Nuclear Regulatory Research, Director i04pp 
Available at NTIB 13661 165 


G206290S09 NURE0/CR-24B5 ERR 

ULTRASONIC BEAM SPREAD MEASUREMENTS IN THICK PRESSURE 
VESSEL TYPE STEEL 

caOK. K V , LATIMER^P. J * MC CLUNG, R W. Oak Ridge National Laboratory 
FIN B-G103 ORNL/Trt-9159 02/05/28 NRC - No Detailed 
Affiliation Given 3pp Available at NTIS 13660 102. 


S206290319 NUREG/CR-2629 

INTERIM SOURCE TERM ASSUMPTIONS FOR EMERGENCY PLANNING AND 
EQUIPMENT QUALIFICATION. 

NIEMCZYK, 8. J Oak Ridge National Laboratory FIN B-0767. 
ORNL/TM-0274 82/06/30. Division of Sys tern* Integration (post 
811003) 141pp Available at NTIS 4730 13646,160 


0206290327 Respgnds to FOIA request for internal study on steam 
generator tube problems Forwards NUREG-0006. W/o ancl 
FELTON. J M. Division of Rules and Records 02/06/23 0lNCLAIRiH 
Affiliation Unknouin Ip 13660’ 163 


8206290529 NUREO/CR-2704 

U 8 REACTOR SPENT-FUEL STORAGE CAPABILITIES. 

LEE, W J , HOFFMAN, C C , CAVINES8, C K Nuclear Assurance Carp FIN 

B-7333 02/06/30 Division of Fuel Cycle it Material Safety. 

36pp. Available at NTIS 45 00 1 3660 00 1 


0206290332 Responds to FOIA request for comments by United Kingdom 
Atomic Energy Authority on NUREO-OSBO Document evallable in 
PDR 

FELTON. JM Division of Rule* and Records SS/06/S4 WEISS, E R 
Harmon U Weiss. Ip 13650.223. 


8206290336 FOIA request for comments by United Kingdom Atonic 
Energy Authority on NUREO-OB0O 

WEiaS, E. R. Harmon 6 Weiss. 02/06/11 FELTONiO M Division of 
Ruias and Records. Ip 13690 222, 


0206290343 NUREG-0090 V04 N04 

REPORT TO CONGRESS ON ABNORMAL OCCURRENCES Quarterly Reporti 
Dc tober-December 19SI. 

« Director's Office 82/09/31 30pp. Available at NTIS 43 00 

13650 321. 


0206290346 NUREG-0750 VI 4 101 

INDEXES TO NUCLEAR REGULATORY COMMISSION ISSUANCES July- 
Septsmber 19B1. 

* Division of Technical Information & Document Control. 02/06/28, 
70pp Available at NTIS 13650.159. 


8206290552 NURE0-D903 

SURVEY OF INDUSTRY AND OOVERNMENT PROGRAMS TO COMEAT DRUG 
AND ALCOHOL ABUSE, 

ALTMAN.W , BROWN* N , BUSH* C Dlrec ter '■ Of f Ice, Office of InBpectl 
and Enforcement 02/06/30 76pp. Availab le at NTIS 44.73. 

13638 357 


0206300190 Forwards comments on draft NUR EG- 0000, NRC policy statement 
on safety goals* for review it consideration. 

O'RElLLViU. P Region 2, Office of Director 45FR7I023 131. 
B2/06/1S. REMMICK, F. Office of Policy Evaluation* Ip, 13653*33 


— 8206300191 Comments on draft NUREG-OSBO* NRC policy statement on *af 
goals. Suggests reor gani xat i on of safety goal* & deletion of 
plant performance guideline concept. 

MCDONALD, J Region 2, Office of Director. 45FR71D23 131 
82/09/27 QUICK, D. Division of Project 8, Resident Program*. 3pi 
13693: 333 
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a30&300S99 Foruards K Cahan co^mcnti an draft NUREO^OQSOt NRC p«licg 
stabafflBnt on tafatg goal* 8c draft MucUar Standard! zatloit 
Act of i90a for ravieu 8c approprlata action 
PALUADtNO■^J J Commisa i oner* 47FRad044 002 83/05/37 

REMICW.F J Offlci of Policy Evaluations, TOURTELLQTTE, J 
Rajulatory Raform last Force ip 1S6SS 339 


— 8206300297 Ca<nt(ieoti on draft NUREO''088OiNRC policy atatornant on safety 
poala fov* nuclear poiuar plants Sc draft Muclear 
Standardl la tion Act of 1982 Opposes policy atatecnent 
COHENcH Affi nation Unlinoijn d7FR24044 002 02/03/31. 

PALLADIND«N J. Commissi oners 7pp 13633 340, 


ORO CORRESPONDENCE UITK OTHER OROANI rATIONS 


8204210383 lE Info Notice Q2-17. "Dvarpretaur liatian of RCB ** Svc list 
end 

JORDAN) E.L Division of Engineering & Quality Asturanice 82/06/il 
lOfipp 13675 256 34X F i chc ' SO-DOO. 82/06/ 11^ 02042 103B3 


8206010165 Foruarda ninth NRC/FEKA joint monthly rept to Congress on 
emergency preparedness for Mar 1902rin response to B10608 
Itr, Current emergency preparedness rules latll not be 
changed. 

PALtADiNOiN J Commissioners OIUFFRIDAil, D Federal Emergency 
Hanagement Agency B2/09/10 SlMPSONi A K Senatei Environment & 
Public Works 70pp 13329 284 


9206070300 Roruarda Region 2 incident response plan did Her 1902 Plan 
issued as Buppl 2 to NUREQ— 0945 j "Agency Procedures for NRC 
Incident Reaponae Plan " Plan should be of benefit to 
understanding of NRC response to emer g ency, W/o end 
STOHRj J P Olviaion of Energency Preparedti esa Bt Operational Support 
82/05/12 Health & Human Services) Dept of i . Lp 13363 044 


0206070303 Foruarda Region 2 incident response plan dtd Her 1982 Plan 
issued as Sup pi 2 to KUREO-OQ45) "Agency Procedures for NRC 
Incident Response Plan '* Plan should be of benefit to 
understanding of NRC responfe to emergency. H/o end 
8TQHR)-J P Division -of Emergency Preparedness Bt Operational Support 
82/05/12 CANOFORD/D E-nvironmenta 1 Protection Agency ip 
13363 303 


G20607D307 Foruards Region 2 Incident response plan dltd Kar 1962 Plan 
issued as Suppi 3 to NUR£<}**O045) "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency, W/o end 
QTQHRr J. P. Division of Emergency Preparedness Be Operational Support 
82/09/12. WEDBiR C Energy. Dept ofj Clinch fiivor Sreeder Aeactor 
PUnt lp 13363.005 


8206070397 Foruiards Region 2 incident response plan dtd har 1982, Plan 
issued as Suppi 2 to NURE9-‘0849< "Agency Procedures for NRC 
Incident Respenie Plan. ♦' Plan should be of benefit to 
understanding of NRC response to emergenc y. W/o end. 

STOKRi J P Division of Emergency Preparedness l< Operational Support. 
82/09/12 CLARK. R Lab or. Dipt of lp 13371 ‘209. 


8206070390 Foruards Region 3 incident response plan did Mar 1902 Plan 
Issued as Suppi 2 to NUREO-O049i "Agency Procedures for NRC 
Incident Responke Plan. Plan should be of benefit to 
undirstanflng of NRC response to emergency N/o end 
STOHRj J.P. Divifion of Emergency Preparedness Operational Support 
82/09/12 RHONE) D H. Labof) Dept of » Occupa tiona I Safety N Health 
Admin. lp 13371 2BB. 


9206070400 Foruards Region 2 Incident response plan dtd Har 1982 Plan 
Issued at Buppl 2 to NURE0-0945i "Agency Procedures for NRC 
Incident Response Plan." Plan should be of benefit to 
understanding of NRC response to emergency, H/o end. 

STOHRi J. P. Division of Emergency Preparedness 8( Dperatlonal Support 
82/09/12 OORDONi H W. LabartDept ofj Occ upatio-nal Safety !< Health 
Admin lp. 13371,204, 


0206070423 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
isiued at Suppi 2 to Ni/REO“Oe49j "Agency Procedures for NRC 
Incident Response Plan *' Plan should be of benefit to 
understanding of NRC responss to emergency, W/o end 
STOHRi-J P Division of Emergency Preparedness Optrational Support 
82/05/12 HiaaiTSiH.W Fnergy. Dspt of. lp. L337I 196 


9206070429 Foruards Region 2 incident response plan dtd Mar 1982, Plan 
issued as 0uppl 2 to N(NIE0'0843i "Agency Precedures for NRC 
tficldant Response Plan '* Plan should be of benefit to 
understanding of NRC response to emergency U/o end. 

8TGHR)J. P Division of Emergincy Preparednees tc Operetlonal Support 
82/05/12 HALL, A Transp ortation., Oapt. of , lp. 13371; 195. 


0206070433 Poruerds Region 2 incident response plan dtd Mar 1982, Plan 
Issued 11 Suppi 2 to NUR£0’-0649« "Agency Procedures for NRC 
Incident Response Plan “ Plan should be of benefit to 
understanding of NRC response to emergency. W/o end 

STOKflf J P Division of Emergency Preparedness Sc Dperatlonal Support. 
02/05/12 EICH0R3T, B D. Food «t Drug Administration lp 
13374 207 


8206070444 Forwards Region 2 incident response plan dtd Mar 1992 Plan 
Issued as Suppi 2 to NyREO-Oe45j "Agency Procedures for NRC 
tn<ldent Response Plan *' Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

STQHRtJ P. Division of Emergency Preparedness b dperatlonal Support, 
02/05/12, MAY)M P Federal Emergency Management Agency. 1 p. 

13374 235. 


8206070445 Forwards Region 2 incident response plan dtd Mar 1983. Plan 
Issued as Buppl 2 to NUREO-O045< "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
BT0HR»J P Division of Emergency Preparedness Bt Operatlo-nal Support 
92/05/12 BRUCKERrJ W Federal Emergency Management Agency lp 
13374 234 


8206100416 Forwards request for QMB review It supporting statement 
covering reporting requirements of IE bulletin re 
degradation of threaded fasteners in RCPB components of FWR 
plants 

NORRY/P <5 Office of Adm inis tration, 82/09/24 8TRA98ERi A Office 

of Management & Budget Ip 13458*342 


0206180172 Responds to 920427 request for findings B< deternlnet ions rt 
prompt protective action decisionmaking in States of VTtNH fc 
MA FEHA interim finding is that current prompt protective 
action decisionmaking adequate Deficlences listed 
KRJKHiR W Federal Emergency Management Agency 82/06/11, 

ORIHEB.B. Division of Emergency Preparedness 2pp. 13352:195 


0206220206 Advises that guidance for development of Tech Specs requlrsd 
by NUREO-0737 for PWRt & BWRs will he provided by 820716, in 
response to NRC 820511 Bt 0602 requeste 

SZALAYiR. Atomic Industrial Forum 82/06/18 ElSENHUTtD 0 
Division of Licensing, ip. 13572:331 


8206250001 Advlsas of review of draft rapt "Nuclear Powar B( Radiation; 
Matter of Fact," prepared for FEMA by Nancy Low It 
Assoc iateti Inc, No technical comments on rept 
MATTSON, R J Division of Systems Integration ipoet 811009) 
ea/05/19. SCHWARTZ, 8 Division of Emergency Praparednme. Ip. 
13627.027 


PR PROPOSED RULE 


8206010732 Transcript of Natl Voluntary Lah Accreditation ProoraM, 
Technical Workshop for Personnel Dosimetry Processors 020412 
meeting in Oa Ithersburg, HD. Pp 1‘‘‘248, 

a hffIC •- No Detailed Affiliation Oiven. a Commerca, Dap t off 
Netlonet Bureau of Standards 82/04/12. 24?pp 13330:022. 


8206040093 Package of three comments supporting proposed rule 
lOCFRSO, "Tech Specs for Nuclear Power Plants. " 

KOESTERfO.L Kansas Oas Bt Electric Co. MITTL,R L Public Service 
Electric Bt Cat Co. of New Jersey. OALLAOKER, J. W Philadelphia 
Electric Co 47FRi3369 82/09/28. CHtLK, 8. J Office of ;th e 

Secretary of the Commission 9pp. 13390; 043. 


820604034S Package of two comments on propoitd rule 10CFR34 re 
certification of Induetrial radiographers, 

RUSBELLfHK Mississippi X^ey Service. BENSON, L. Southern Boiler 
B( Tank Works, Inc. 47FR19192 82/09/20 Docketing 6 Ber Vices 

Branch. 4pp. 13392:346 


8206040363 Comments on proposed rule lOCFRSg. Opposes reitisp of source 
«Kpoiur» mechanism. 

OARDNER,TA. FrenkUn Hosp. Franklin, PA 47FR 19796 024 82/09/18, 

Docketing h Services Branch. lp. 13394.322 


8206070001 Forwards background info re lOCFRiOO, "Reactor Site 
Criteria. " 

SWEENEY, M, Office of the Executive Legal Director. B2/09/I4 
SCOTTfS, Distribution Services Branch, lp 13427.32?. 


— 0206070003 Forwards "Raactor Site Criteria: Rept to Director of 
Regulation by Director, Licensing Bt Regulation.*' 

MCCOOLjW.B. Atomic Energy Gommiselon. 61/02/li Atomic Energy 
Commiseion, lp. 13427:330. 


— 8206070004 "Reactor Site Criteria: Rep t tb Director of Regulation by 
Director, Licensing Bi Regulation, '* 

« Atomic Energy Commission 61/02/11. 12Bpp, 13427' 331, 



NONDOCKETED ITEMS 


— 820^070005 Foruardi general manager 591 116 tneimii & rept of ad hoc 
committee on reactor safety criteria 

KCCOQUt M 6 Atomic Energy GommiftSlon ^0/12/13 Atomic Energy 
Commlsiian Ip 13428 131 


— 8206070006 Foruards Sc comments on rept of Ad Hoc Committee on Reactor 
Safety Criteria 6ept I960 repti ‘'Recommendations on 
HsguJatory Processes Sc Safety Considerations re Nuclear 
Power Reactors ” 

« Atomic Energy Commission 60/11/09 HCCONE. 0RAHAH« OLBON 
Atomic Energy Commission 3pp 13428 132. 


— 8206070007 Recommends study of available info on reactor safety in 
order to determine if knowledge it sufficient to evaluate 
haiards of reactor facilities 

MCCULLOUOHi C. R ACRB - Advisory Committee on Reactor Safeguards 
39/11/16 MCCONE* J A Atomic Energy Caln^ni salon 2pp 1342S 135 


— 8206070010 Forwards Ad Hoc Committed on Reactor Safety Criteria rept* 
"Recommendations on Regulatory Procesiss S< Safety 
Cone iderati ons re Nuclear Power Reactors " 

EECKiC K Affiliation Unknown 60/09/29 LUEDECKEi A R Atomic 
Energy Commission, Ip 134S6 137 


— 8206070012 "R ecommendations on Regulatory Pracasses ti Safety 
Cons ideratl ont r« Nuclear Power Reactors. ** 

» Affiliation Unknown 60/09/29 26pp. 13420 13B 


— B206070014 Forwards "Reactor Site Criteria: Rept to General Manager bij 
Director* Oiv of Licensing 6 Regulation 

MCCOOLtW B Atomic Energy Commission A0/i2/lo Atomic Energy 
Commission Ip 13428 164 


— 8206070016 "Reactor Site Criteria Rept to General Manager by Director* 
Div of Licensing Ic Regulation " 

« Atomic Energy Commission 60/12/12 93pp 13428’ 165 


-**8206070018 Forwards ACRB 611213 Itr no AEC Chairman re reactor site 
criteria, 

HCCOOLiW B Atomic Energy Commission. 61/12/16, Atomic Energy 
Commission. Ip 13428’ 218 


—8206070021 Comments an reactor site criteria App calculations should be 
replaced by technical info document which shows applicant 
how to dtvttlop valuss for sxcluslon distance* low population 
lon# t( population ctr distance 

THOMPSON* T, J ACRB *“ Advisory Committee on Reactor Safeguards 
61/12/13, 6EAB0RG* 0, T, Atomic Energy Commission 2pp 
13428’ 219 


— 8206070022 Forwards AIF 610009 & OB Itrs re proposed reactor site 
criteria 

HCCOOL* H. B Atomic Energy Commission. 61/09/03, Atomic Energy 
Commission Ip, 1342B 221 


— 6206070034 Forwards eeamplt of calculation of reactor sitiny distances. 
Example should be attached to redrafted criteria under 
610606 cover Itr. Criteria should be published lu/o example 
calculations. 

DAVlBiWK Atomic Industrial Forum 61/0fl/09 PRICE, H,L. Atomic 
Energy Commission. 6pp. 13428’ 222, 


—8206070027 Lists points for further AEC consideration re prop ostd 
reactor site cr iter la. Guidell nes will have tremendous impact 
overseas, Ad d 1 experimental data needed to eliminate 
assumptions presently used 

DAViSiW.K. Atomic Industrial Forum, 61/08/08 PRICE*Ht. Atomic 
Energy Commission, 2pp 13428:228. 


— 0206070031 Forwards "Amend to lOCFROO* 'Licansing uf Production !< 
Utiliiatlon Facilities’ * Rept to Acting Director of 
Regulation by Acting DirectoriDiv of Licensing ti 
Regulation. " 

HCCOOLrN B. Atomic Energy Commission. 61/08/09. Atomic Energy 
Commission Ip, i342B’230, 


— 8206070035 "Amend to 10CFR50* 'Licensing of Production it Utlliiation 
Facilities, ' Rept to Acting Director of Regulation by Acting 
Director, Olv of Licensing 6 Regulation. " 
e Atomic Energy Commission. 61/00/09, 16pp 13420*231 


— 8206070037 Forwards JT Ramsy of Joint Committee an Atomic Energy 6JO3O0 
Itr to AR Luedecke w/HL Price 610320 response. 

MCGOOL* N, B. Atomic Energy Commission 61/03/29 Atonic Energy 
Coeunisilon. Ip. 13426’ 247. 


— 8206070041 Advises that extensive comments expected re Commission 
proposed site criteria published 610211 in FR Rulemaking 
procedure adopted should satisfy purpose of proposed public 
hearing 

PRICE. H L Atomic Energy Commission 61/03/20 RAKE/* J T 
Congress CJolnt li Ratating Committeas* etc ) Ip 13420.248 


— 8206070044 Requests comments on □ *i owns end. Director of Atomic 
Development of State t>f NV* suggestion that Joint Committee 
on Atomic Energy hold hearings re Commission proposed site 
cr iter la 

RAMEYrJ T Congress (Joint 1, Rotating Committees* etc > 
61/03/08 LUEDECKE. A R Atomic Energy Commission. Ip 
1342B 249 


— 0206070040 Forwards Assistant Secretary of Interior 610314 Itr re 
effect of proposed nudlear plants on fish Sc wildlife 
resources 

MCCOOL.W B Atomic Energy Commission 61/03/17. Atomic Energy 

Commission tp 13428.230 


— B2060700S0 Proposss meeting to discuss procedures to ensure DOT 
opportunity to study &i rept findings U recommendations re 
effect of proposed nuclear projects on fish & wildlife 
resources "Fish Hlldlife Coordination Act" end 
a Inter lor , Dept of. 6i/03/14 LUEDECKE* A R Atomic Energy 
Commission Opp, 13428' 2S1 


— 8206070054 Forwards "Amend to lOCFRSO 'Licensing of Production 4c 
UtiUiation Facilities Rapt to Acting Director of 
Regulation by Acting Director* Dlv of Licensing 6 
Regulation " 

KCCOOLtN 0 Atomic Energy Commlssian 61/03/15 Atomic Energy 

Commission Ip 1342B’259 


—0206070050 “Amend to 10CFR50 'Licensing of Production 1, Utilixotion 
Facilities ' Rapt to Acting Director of Regulation by Acting 
Direc tor * 01 V of Licensing L Regulation *' 

a Atomic Energy Commission 61/03/19 3Zpp 18420’ 260 


— 8206070060 Forwards ''Reactor Site Cr i teria; Rept to Oenersl Manager b% 
Director. Olv of Licensing tt Regulation " 

hCCOOLfW. B, Atomic Energy Comnitssion. 61/01/27 Atomic Energy 
Commission. ip. 13428’ 283 


— 6206070063 "Reactor 8!i« Criteria Rept to General Nanagar bg Direc tot 
Dtv of Licensing S< Regulation. 

e Atomic Energy Commission 61/01/27. 17pp. 13426:204 


— 0206070066 Forwards L 01 1 verman^ ACRB chairmen* 601022 Itr to JA He Con* 
HCCGOUi H B Atomic Energy Commission. 60/10/22. Atomic Energy 
Commission Ip 1342B 300 


’8206070069 Advises that any quantitative limits on variables involve* 
in site evaluations would be premature it would discourage 
flow of ideas. Owner site analysts is balanced against 
hypothetical generaliied accident in evaluation 
SILVERMAN, L. ACRS - Advisory Committee on Reactor Safeguards 
60/10/22 MCCONE, J. A Atomic Energy Commission. 6pp, 13420:301. 


— B206070071 Forwards AIF "Suggested Redraft of Reactor Site Cri teria"' 
WK Davis 610606 transmittal Itr 

MGCOOLrW 0 Atomic Energy Commission. 61/06/06 Atomic Energy 
Commission Ip. 13428’ 307 


— 8206070011 Forwards AIF redraft of AEC reactor site criteria. 

DAVia,N.K Atomic Industrial Forum 61/06/06, PRICE* H L Atomin 
Energy Cummission, 34pp 13428:308. 


— 6206070013 Forwards R Louensteim* Div bf Lictnslng & Regulation, 61040^ 
memo to HB KeCool w/draft of request to reactor llceYisees 
for info re status of & plana For operating organl cat ions. 

MCGOOLfN. B, Atomic Energy Commission 61/04/03, Atomic Energy 
Commission Ip. 13428.342 


— 0206070017 Forwards draft request to reactor licsnseas for info re 
staff ing. Cr Iteria for min sixe of operating staffs to be 
daveloped 

LQHENBTEIN, R. Atomic Energy Commission. 61/04/03, MCCOQLrH. B 
Atomic Energy Commission. 2pp 13426:343. 


—0206070019 Forwards proposed amend to 10CFR90 "Licensing of Producti< 
it Uttliiatlon Faciltt IsstRaac tor Bite Criteria " 

MCCOOLi N B Atomic Energy Commission. 60/12/10. Atomic Ensrgy 
Commission. Lp 13426’ 349. 


”''0206070023 ‘'Licensing of Production U ITtilixatlon Fad 1 1 ties. Reactor 
Sits Criteria, " proposed emend to lOCFROO 
# Atomic Energy Commission 60/09/20. ISpp. 13426.346 


456 


NONDOCKETED ITEMS 


— 6206070026 Forward! '’Propo»od Afliandi to Part 50 of n«gul-ation s< 
'LU«nelrg of Production & Utllit^tion Faciliiss * Rtpt to 
Acting Dlrsctor of Ragulatton fay Acting DlrictortSiy oP 
Llcenilng it Regulation *’ 

HCCDOL* U, B Atomic Energy Committlon 61/04/09 Atomic Energy 
Commission Ip 13423*350 


— 8206070029 “Proposed Amends to Part 50 oP Regulations. 'Licensing op 
Production L Utillratlon Facilities; ' Rept to Acting 
Director. Div of Licensing 6 Regulation " 

» Atomic Energy Commission 61/04/05 7pp 13423 357 


— 3206070033 Forvards HL Price 6109JO Itr to Congressional Joint 
Committee on Atomic Energy transmitting comments on proposed 
reactor site criteria 

HCCOOL. U B Atomic Energy Commission 61/03/16 Atomic Energy 
Commission Ip 13429 004 


— S206070036 Fortrards selected comments received as oP 610725 on 
Commission proposed site criteria U/o end 
PRICE. HL Atomic Energy Commission. 61/08/10 HAKEY. J. T 
Congress (Joint & Rotating Committees, etc } Ip. 13429 009 


— ~B2Q607004D Forufards L Silverman 601213 Itr transmitting ACR8 6012111 
"Site Criteria for Nuclear Reactors." 

MCCOOLtW 0 Atomic Energy Commission 60/12/16 Atomic Energy 
Commission 2pp 13429 006 


— 8206070043 Forwards site criteria for nuclear reactors Publication of 
detailed <iuantitativ« site criteria uoulif te premature at 
this time 

SILVERMAN. L AORB ** Advisory Committee on Reactor Safeguards 
60/12/13 MCCQNE. J A Atomic Etiergy Coreffllssion. Ip, 13429.008 


—8206070047 "Site Criteria for Nuclear Reactors ’■ 

a ACRS " Advisory Commltta# on Reactor Bafeguards 60/12/13 
5pp 1342?. 009, 


—8206070051 Forwards "Reactor Site Cri teria * Rep t to General Manager by 
Director. Dlv of Licensing & Regulation " 

HCCOOLjU B. Atomic Energy Commlislan 61/01/30 Atomic Energy 

Commission Ip 13429,014 


— B206070095 "Reactor Site Criter ia;Rept to Oeneral Manager by Director* 
Div of Liceneing & Regulations " 

a Atomic Energy Catnmlsfian 61/01/30 23pp 13429*015. 


—6206070061 Forwards "Notice of Proposed Rulemaking (1959 Issuances)" L 
ercerpts from public comments received on proposed reactor 
site rulemaking 

MCCOQL* U B Atomic Energy Commissi on. 60/12/10. Atonic Energy 
Commission Ip 13429 038 


— 9206070069 "No tics of Proposed Rulemabing (19-59 Issuances) " Excerpts 
from public comments on proposed reactor site rule-making 
end 

LUEDECKE. A. R Atomic Energy Commission. 60/12/10. 26pp. 

13429:039 


82D607D292 Comments on proposed rule lOGFRSO re LER sys. Startup 
testing before Initial criticality should be excluded from 
reporting requirements 

BERNATHrL Ban Diego Oas U Electric Co. 47FRi9543 OOl. 83/05/26 
Docketing L Services Branch Ip, 13368:277 


B206070309 Comments on proposed rule 10CFR35 re insp of source 
exposure mechanism. Opposes rule 

OARDNERrT. A Franklin Hosp FranklimPA 47FR 18131 OOJ. 02/05/18 
Docketing 8( Services Branch ip. 13363*004 


B206070314 Comments on proposed rule 10GFR35 re physician use of 
radioactive drug s. Supports rule 

BARAK.M Med l-Physlcsi Inc 47FR 15798 026 92/05/24. Docketing 

& Services Branch 2pp. 13363 010, 


8206070331 Comments on proposed rula 10CFR35 ra physician use of 
radioactive drugs. Qppases proposed mechanism for procedure 
SWANSONfD. P. Michigan. Unlv of. Medical Bchool. 47FRl57?a 027. 
92/05/25, Docketing & Services Branch. llpp 13363.259 


8206070375 Comments on proposed rule iOCFR34 re certification of 
industrial rad iographars, 

WENDTrK.M. Bucyrus-Erla Co 47FRJ9l3aOU, 82/06/01. Docketing 
8i Servlcai Branch 3pp 13363:332. 


8206070380 Comments on proposed rule 10CFR34 re certification of 
industrial rad iographers. Opposes rule, 

MILLER.©. L. Blnpham-Millenetts Co. 47FR191S2 OlO. 82/06/01. 
Office of the Secretary of the Commieslon. 2pp. 13363:026 


0206070394 Comments on proposed rule 10CFR50 re Tech Specs for nuclear 
power reactors 

NICHOLS. T C South Carolina Electric & Oas Co 47FR13369 023 
82/05/27 CHILK.8 J Office of the Secretary of the Commission 
2pp 13363 080 


9306070407 Package of four comments supporting proposed rule 10CFH5D 
re Tech Specs for nuclear power plants 

RAHErE P Idestlnghouse Electric Corp CARR. A V Duke Power Co 
LE80EUF LiBoeuf. Lamb. Lelby 6 MacRae 47FR13369 82/06/03 

CHILK.S J Office of the Secretary of the Commission 46pp 
13371 223 


9206070409 Package of three comments supporting proposed rule 10CFR50 
re Tech Specs for nuclear power plants. 

EOUCHEViO D Washington Public Power Supply System THORPE. J. B 
Oeneral Public Utilities - CPU Service Corp SULLIVAN. T. J 
Consumers Power Go 47FR13369 82/06/02 Docketing 6 Services 

Branch 7pp 13371 216 


0206070412 Package of two comments on proposed rule 10CFR50 re Tech 
Specs for nuclear power plants 

VHRIO.R E Florida Power 6 Light Co lAJLLER. 0 E Illinois Power 
Co 47FRI336? 92/06/01 Docketing 6 Services Branch 4pp 

13371:212 


9206070416 Package of seven comments supporting proposed rule 10CFR5Q 
re Tech Specs for nuclear power plants. 

REYNOLDS. N 8 Debevoise 6 Liberman COONBIL.W Q Northeast 
Utmtlei Service Co WITHERS. B D Portland General Electric Co 

47FftI3369 92/06/01 Docketing L Service* Branch 33pp 

13371 ISB 


6206070421 Comments on proposed rule lOCFRSO re Tech Specs for nuclear 
power plants Opposes rula, 

BRADBURY. R B atone L Webster Engineering Corp 47FR13369 004 
82/05/21 Docketing & Services Branch. 2pp 13371 153 


8206070508 Comments opposing proposed rule 10CFR50 re interim 
requirements related to hydrogen control 

MILLS. L.M Tennessee Valley Authority. 46FR62201 035 02/05/20. 

Docketing 6 Services Branch 4pp 13374*327. 


9206070889 Comments on proposed rule lOCFRSO re Tech Specs for nuclear 
power plants. Supports rule, 

JOHNSON.? H Division of Resident. Reactor Project 6 Engineering 
Programs 47FR 13369 003 62/05/21. CHILK.S. J. Office of the 

Secretary of the Commission 2pp. 13374*020 


6206070610 Package of two comments in favor of proposed rule 10CFR39 rt 
use of Tc~-99in pentatate sodium as aerosol for lung function, 

JAFFER.F. . FRAZER. M D Affiliation Unknown 47FR1579e 82/08/20 

Docketing 6 Btrvlces Branch 2pp 13373. 094 


6206070629 Comments on proposed rule lOCFRSO re delineating 
requirements on classlf Ication of components in nuclear 
power plants. Discussions should be initiated w/approprlate 
AN8 6 A8ME std committees 

MALLAYiJ. F. American Nuclear Society 47FR15801 001 92/05/27 

PALLADINO. N, J Commissioners. Ip 13389.294 


—9206070643 Discusses proposed rule lOCFRSO re classification of 
components for nuclear power plants, 

MALLAY.J.F American Nuclear Society. 47FR13B01 02/05/27. 

MINOGUE.R Office of Nuclear Regulatory Reeearchi Director. app, 
13369 295 


8206070636 Comments supporting proposed rule 10CFR3S re use of Tc“99m 
pentatate sodium 

HINES. H H California. Univ of. Davis. 47FRI579B 023. 92/05/17. 

Docketing Ic Services Branch. ip 13389:297 


8206070644 Comments on proposed rule 10CFR34 re certification of 
Industrial radiographers. Opposes rule, 

RAND.O Choctflu Services, Inc. 47FR 19152 009, 92/05/31. 

Docketing & Services Branch 2pp. 13390*210 


6206070662 Comments on proposed rule 10CFR34 re certification of 
industrial radiographers Supports rule, 

ORABERiH C, Babcock L Wilcox Co. 47FR19152 003 62/05/14, 

Docketing L Services Branch 6pp 13390:103. 


9206070691 Package of two comments on proposed rule i0CFR34 re 
certification of industrial radiographers, 

MOSS. J. C, Tulsa Gamma Ray. Inc. GEIGER. D A, Space Science 
Services. Inc, 47FR19152. 82/05/27. Docketing L Services Branch, 

3pp, 13390. 256. 



NONDOCKETED ITEMS 
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S20£i0?0024 Cartimonta in support of proposed rule IOCFR50 to eitcnl 
deadline for icnp lementitig prompt notification sgs until 
820201 

POPEO, 0 J , KAMENARiP D . CALIDi N E Woshington Legal Foundation 
46Fn46Se7 OOS 81/10/21 Ilpp 13454 107 


— B206090026 Commbnt* In opposition to propoaed rule IQCFRSO re proposed 
eitonslon until 620201 for implementation of prompt 
notification sgs Demand for sirens groatlg exceeds suppig 
UTLEViE E Carolina Foiuer U Light Co 4&rn63B7 013 61/10/22 

Docketing S< Serviros Rranch 2pp 1G4S4 122 


— 620£0?002? Comments in support of proposed rule lOCFRSO re proposed 
extension of deadline for implementing prompt notification 
egt Extension uill provide sufficient time foi compliance 
u/operatl onal notification sgs requirements 

OIQD&tD C Southern Co Serviccsi Inc 46FR4A3B7 014 81/10/21 

Docketing h Set vices Didnch Ip 13494 124 


820609009G Cemments on proposed rule 10CFR34 re certification of 
Industrial radiographers bg third party Opposes rule 
mCKSiJ C Florida Power U Light Co 47FR19I5P 012 02/06/01 

Docketing h Services Branch Ip 13436 ‘^31 


8206090105 Comments an proposed rule lUCFROO r« Tsrh Specs for 
nuclear power plants Supports rule 

OPREAiO W Houston Lighting h Power Co 47F«i3»169 026 02/06/01 

CHlLKiS J Docketing & Services Branch 2pp 13439 344 


8206090110 Comments on proposed rule 10CFR35 re use of radioactive 
drugs Supports rule 

DENARDQrO L Society af Nuclear Medicine 4/Fn 15790 02B 02/06/02 

D^ocketing St Sorvices Drench Ip 13439 334 


6206090113 Comments on proposed rule lOCFRGS re uee of Tc’'79m 
pantatate sodium as aox osnl for lung function Supports rule 
HARNEOiR K Nebrasfcar Univ of 47FRI9790 029 82/05/21 

Doeleting it Services Branch 2pp. 13439 S65 


0206090114 Comments on proposed rule lOCPRSO ro Tech Specs for nurloar 
power plants Supports rule 

CLAYTON, F L Alabama Power Co 47Fni3369 027 02/06/01, 

CHILKtS j Office of the Secretary of the Commission 4pp 
13430 344. 


8206090116 Comments on proposed rule 10CFR90 re Tech Specs for nuclear 
power plants Supports rule, 

COUNBlLiN 0 Northeast Utilities Service Co 47FR13369 029 
32/05/28 CHlLKiS J Office of the Secretary of the Commission 
3pp. 13439 335, 


0206090124 Comments on proposed rule 10CFR34 re certification of 
industrial radiographers Supports rule Outline of 
radiography program proposed by state end 
SPELL, K M Louisiana, State of 47FRi9152 004 02/09/20 

Doclcftlng b Services Branch 6pp, 13439 2 47 


0206090126 Advises recipients of comments on proposed rule 10CFR35 that 
Comment Number 24 was miscoded. Number 24 will not be used 
again 

« Docketing it Services Branch 47rni9798 02/06/02 Docketlno it 

aervices Branch Ip 1343S-310 


0206090130 Package of three comments on proposed rule 10CFR34 re third 
party certlf i cation program for certifying radiographers, 

NIL8DN1H Independent Testing Laboratories DAVIDSON, C. T Dab-cock 
U Wilcox Co WOOD, B.O. Process Fabricators* Inc. 47FRl9i92, 
02/06/07 Docketing it Servlets Branch 8pp 13435 310 


6206090131 Package of two comments on proposed rule 10CPR34 r« third 
party certification of industrial rad iograp hers. Opposes 
rule 

HOLNBEROi R L. Mason Sc Hanger Silas Mason Co,, Inc, MILLB, T 
Bristol Staal it Iron Works. Inc, 47FRl9iS2 02/06/07 Docketing S< 
Servlets Branch 6pp 13438.391 


6206100220 Comments on proposed rule 10CFR39 re physicians tise of 
radioactive drugs, Oovt intrusion into selaction St 
administration of radlopharms approved for medical use will 
contribute little toward effective medical care 
LINTON, O.W American College of Radiology 47FRi5790 029. 
02/06/09, Docketing St Services Branch ip 13493.343 


0206100235 Oommentf on proposed rule lOCFRSO, ■"Tech Specs for Nuclear 
Power Reactors, " Rule should be revised to reduce burden on 
licensed operators. Operator must have clear definition of 
reporting rsquiroments. 

TIE0NAN, J A Baltimore Oas k Electric Co 47FR13369 020. 02/05/26. 

CHILK,8 J, Office of the Becretary of thr Commission 2pp, 

13493' 337, 


0206100239 Package of three comments on proposed rule 10CFn34 re 
certification of industrial r ad 1 ograp h or s 

FOR-BES, J R Law Enginoering Testing Co FISHER.G A Midland-RosB 
Corp HIGGINBOTHAM^ T vl A Jones Construction Co 47FR1915S 
02/06/09 Dncketlng it Services Branch llpp 134S3 320 


82061003/3 Forwards FR notice re proposed rule on tul etherepy room 
radiation monitors Coinments should be wade per notice 
instructions W/o end 

BURNS, S G Rulemaking 6 Enforcement Division 02/04/29 
HUBBARD, L H American ABSoclafcioti of Physicists in Medicine Ip 
13444 179 


0206160263 Package of three comments cupporting proposed rule 1 OCFHDO 
re codes & stds for -nuclear power plants 

COOPER, L J American Nuclear Oociety RAHE, C P Wo 5 tinghoiier 
Electric Corp 47FR15901 82/06/14 PALLADINO. N J Comifl i fi 3 i oner 0 

Ilpp 13522 040 


9206160260 Package of two coinmanta supporting proposed rule lOCFRSO rr 
codes k stds for nuclear power plants 

BRADDURV, R B Stone k Webster Engineering Corp DOBELi H F , LINO, J 
American Society of Mechanical Engineers 47FR150O1 82/06/14 

Docketing k Services Branch 4pp 13931 394 


8206160270 Coinmonts on proposed rule lOCFRSO re rovxsio-n of LER sys 
GWAIN, A D Sand la Laboratories 47FR19S43 002 02/06/09 

Docketing 4( Services Branch 2pp 13551 350 


02O6t6O279 Comments 011 proposed rule lOCFRSO re codes Sr stds far 
nuclear power plants Supports rule 

TIERNANrJA OaLtlmore Gas & EUctrxc Co 47FR19B01 002 02/06/10 

CHtlK»S J Office of the Secretary of tha Commission Spp 
13921 360 


8206160279 Comments on proposed rule 10CFR35 re exempting Te-99m 
from certain regulatory reguir aments. Suppor t» rule 

QHQOFrJ D American College of Nuclear Physicians 47FR15790 031 
62/06/10 CHIIK, 0 vl Office of the Secretary of the Commission 
ip 13921 362 


8206160261 Conuhents on proposed rule lOCFRGA re certi f lea tion of 
industrial radiographers Opposes rule 

CDLLINS, L E Bristol Steel k Iron Worksi Inc 47Fni9192 02/06/00 

Docketing (t Services Branch 0pp 13522,001 


0206160296 Comments on proposed rule 10CFR34 re radio tla-n safety 
Opposes rule 

DrAIRD.R Rlley-Beaird 47FRI9152 034 82/06/00 Docketinfi ?< 

Bervlcos Branch Ip 13921' 301 


0206160299 Comments on proposed rule 10CFR05 re telstheTapy room 
radiation m-on Itors, Oppose s rule 

MATTHEfi, D C Latter Bay Saints Hosp Balt Lake City, UT 47FR10131 
003 83/06/10 Docketing U Services Branch 2pp 13521 29? 


8306160304 Comments on proposed rule 10CFR35 re use of Tc«99m DTPA or 
pentatste for aerosol lung scans Supports rule 

HAYEB.H Memorial Hasp Medical Center Long Beach, CA 47Fni9798 
030 02/06/09 Docketing U Services Branch ip 13S21 297 


8206160315 Comments on proposed rule 10CFR39 re teletherapy room 
radiation monitors Accuracy of timer on Co~6D teletherapy 
equipment is equally important as caltbr 

OLABBER.H Nuetear Assoc late s* Inc. 47FR10131OO2 82/06/07 

Docketing Services Branch 3pp 13521 389 


8306160327 Package of four comments supporting proposed rule 10CFR71 re 
use.malnt & shipment of radioactive matl packages 
MUNRO, J J Tsch/Qps (Technical Operations, InC. ) CAINES, T N 
Industrial Nuclear Co. K0VAC8* D. Foster Wheeler Corp 47FRai26? 
62/06/14 Docketing & Services Branch 6pp 13521' 375 


9306160329 Comment! on proposed rule 10CFR71 re use.maint Ic shipment 
of radioactive mat 1. Supports rule 

TROWBRIDGE* C D Bt. Louis Testing Labs, Inc 47FR21269 001. 
82/06/00 Docketing it Bervices Branch. Ip 13921 '274, 


8206160331 Comments on proposid rule lOCFRSA re certi f Ica^' 
Industrial radiographers 

MOTLEyiJ B. Intercontinental Manufac turing Co. 47FRf 
82/06/07. Docketing 4c Services Branch. 2pp. 


02D616O334 Comments on proposed rule 10CFR34 re ce 
industrial radiographer s. 

MANLY, P J Gamma Corp. 47FR19192 033. 02/09/; 

Services Branch 4pp, 13521,340 



aSC6lQ02O? package of tua cojnfflshtt oppaving proposed rule lOCFnSO re 
deletion of eKemption from code requirement that code 
applied to components built to Section 3 of 

ASMIE code 

FILANT* J M Nebraska Public Power District 8CHM1DT.H C Tesas 
Utilities Servicasj Inc 47FR1580t 8S/0&/16 Oocketlnj ^ 

Services Branch 4pp 13554 281 


fl2O61B0233 Comments on proposed rule lOCFflGS re use of Tc~99<n 
pentatate s^odlum fer lung Function studies Supports rule 
WlLtlANSiJ L Tempi* Unlv Hosp Phi Udelp hlor PA 47fRl5790 032 
62/06/10 Docketing Services Branch Ip 13534.317 


9206160290 Comments on proposed rule lOCTR?! amending regulations 
to require licenser to possess onli^ draulngs & documentation 
re use U malnt of shipping package Supports proposed rule 
W J THERE iD D Portland General Electric Co 47FR2J269 006 

es/06/09 Docketing U Services Branch Ip. 13543.339 


8206180312 Forwards matl inadvertently omitted from 820607 Itr 
commer^ting on proposed rule 10CFR35 re Co-60 teUtherapg 
equipment 

OLASEERiK Muc lear Assoc iates, Inc 47FRi8l31 002 B2/06/10 

Docketing & Service* Branch I6pp 13547 262 


6206210474 Comments supporting proposed rule iOCFRSO r« use of Tc-99ei 
pentatate sodium as aerosol for lung function studies 
VlNCENTiN R. I LANOE.R C St Vincent Hosp Bridgeport, CT. 47FR1580i 
■OiO 82/06/11 Office of the Secretary of the Commission 3pp 
13383 983 


-‘’-628621 0403 Foruards application for amend to License 06-00843- 03, Und or 
App Fi for radionuclide imaging of acute myocardial 
Infrectior? 

VINCENT, N R 8t. Vincent Hosp Brldgepor t* CT 76/04/20 WADBl, 
Radioisotopes Licensing Branch IPre 7905011 9pp 13503 066 


— 8206210495 Forwards application for amend to License 06-00843-03, under 
App Fi f QT use of Tc-99(n sulphur colloid to assess 
Intracavity distribution of P-32 chromic phosphate 
VINCENT, N R, 8t Vincent Hosp Bridgeport, CT 76/04/20 WADE, L 
Radioisotopes Licensing Branch (Pra 790501} Spp 13393-091 


— 8206210500 Requests evidence that procurement preparation tt use of matl 
will be In accordance u/Ferferal Foodj Drug St Cosmetic Act St 
Public Health 8vc Act 

BOWYER, e Division of Fuel Cycle St Materiel Safety 76/05/06 
VINCENT, N.R. 8t. Vincent Hosp. Brldgsport, CT. Ip 13383:096. 


— 8S06210S10 Responds to 76 0506 1 tr requesting evidence re use 
procurement 6 preparation of matl In accordance w/federat 
rules 6 regulatlnns Matli received in ster i le, hydrogen-free 
form from Medl-Physlcs, Inc St have N D A status 
VINCENT, NR St. Vincent Hosp Brldg eport, CT, 76/05/12. 
BOWYEft, J E. Division of Fuel Cycle St Material 8afety ip 
13583 097 


—8206210317 Forwards HJ Oyarfas Itr re use of approved drugs such as 
Tc-99m sulfur colloid U Tc-99/n pyrophosphate, for unapproved 
uses Supports use of approved drugs 

VINCENT. NR St Vincent Hosp Bridgeport, CT 76/07/29- 
BOUYERi J, E Division of Fuel Cycle Ic Material Safety. ip, 
13583.101, ^ ^ 


8206220332 Comments on proposed rule 10CFR34 re certification of 
industrial radiographers Opposes rule 

BMEAL, L P Benjamin F Shaw Co (subs of Blount, Inc ) 47FR19i52 

026 82/06/07 Docketing 6 Services Branch 2pp 13582 134 


0206220414 Comments on proposed rule 10CFR35 re physician us* of 
radioactive drugs Supports rule 

PETERSON;C D Affiliation Unknown 47FR 15798 033 02/06/13. 

Docketing 6 Services Branch Ip X3577 057 


8206220913 Comments on proposed rule 10CFR35 re use of Tc-99m p entatate 
sodium as aerosol for lung function Studies support rule 
FLOYD, J H Affiliation Unknown 47FR 15798 034 82/06/15 

Docketing 6 Services Branch Ip 13501 136 


8206220519 Comments on proposed rul* 10CFR50 re classification of 
components for nuclear power plant Agreee that application 
of Class 2 S( 3 A8KE Boiler 6 Pressure Veesel Code 
appropriate, however disagree* w/estension of 10CFR50 55a 
SCHERER, A £ Combustion Engineering, Inc 47FR15601 013 62/06/14 

Docketing 6 Services Branch 2pp. 13501 134 


8206250164 Package of three comments supporting proposed rule lOCFR?!, 
"Oeneral License for Shipment in Packages Approved for Use 
by Another Person '* 

NILSONi R. Ex son Nuclear Co , Inc (subs of Exxon Carp } 

SPELL, w H Louisiana, State of POPPE, L K Chem-Nuclear Systems, 
Inc. 47rR21269 02/06/21. CKILK,8 J Office of the Secretary of 

the Commission 4pp. 13616.309 


8206250271 Comment* supporting proposed rule iOCFR35 re use of Tc-99« 
pentatate sodium as aerosol for lung function studies 
VrNCENT,N R , LANOEiRC. 9t Vincent Hosp Bridgeport, CT 47FRlD79a 
035 02/06/11 C’fici of the Becretarg of the Commitsloin Sap 

13617 252 


— 8206250279 ForUarde application for amend to License 06-00843-03, under 
App F, for radionuclide Imaging of acute myocardial 
infarction 

VINCENT, N R, 8t Vincent Hosp. Bridgepor t, CT 76/04/20 HADE,L 
Radioisotopes Licensing Branch (Pre 790901}. 5pp 13617.255 


—8206250261 Forwards application for amend to License 06-00843-03, under 
App F, for use of Tc-99m sulphur colloid to assets 
intracavitary distribution of P-32 chromic phosphate 
VINCENT, N R. St. Vincent Hosp Brl dgepor t, CT. 76/04/20 WADEi L 
Radloisotopts Licensing Branch (Pre 790501} 4pp 13617' 260 


— 8206250285 Requests evidence that procurement preparation «c use of matl 
will be in accordance u/Federal Food, Drug tc Cosmetic Act It 
Public Health five Act 

BONYERiJ. E Division of Fuel Cycle 6 Material Safety. 71607 
76/05/06 VINCENT, N R 8t Vincent Hosp Bridgeport, CT- ip 
13617. 265 


— B206280295 Responds to 760506 Itr requesting evidence re usa, 
procurement 6 preparation of matl in accordance w/federal 
rules 6 regulations Matls received In steri la, pyrogen-free 
form from Medi-Physlc, Inc 6 have N D A status 
VINCENT, N R, 8t Vincent Hosp Brl dgeporti CT. 76/05/12. 
8QNYER, J E Division of Fuel Cycle 8< Material Bafetu 4pp. 
13617' 266 


— 8206210522 Raqutits evidence that FDA hat accepted IND to use approved 
radionuclides for other procedures License will be amended 
accordingly , 

BQWVERr J E Division Of Fuel Cycle tc Material Safety. 76/11/09 
St Vincent Hasp Bridgeport, CT Ip. 13583 102 


— B206290301 Forward! WJ Oyarfas Itr re use of approved druge such as 
Tc-99m, eulf ur colloid 6 Tc-99m pyrophoiphate, for unapproved 
uses Supports use of approved drugs 

VINCENT, N.R 9t, Vincent Hosp. Bridgeport, CT 76/07/29. 

BOHYER, J E Division of Fuel Cycle l< Material Baftty. Ip. 
13617270 


8206210476 Commantf supporting proposed rule 10CFR90 r# Incorporating 
by ref Section III provisions of ASME boiler It preseure 
vessel coda 

HELFRICHiR. E Yankee Atomic Electric Co 47Ffil5S01 008 92/06/14 

Docketing tc Services Branch, 4pp 13568 337. 


• — '6206250307 Requests evidence that FDA has accepted IND to ua* approved 
radionuclides for other procedure* License will be amended 
accordingly 

BOHYERrd E, Division of Fuel Cycle 8( Material Safety 76/U/09- 
St, Vincent Hosp. Bridgeport, CT ip 13617:271 


0206210553 Adviees recipients of comment* on proposed rule* 10CFR19 8, 
80 that Comment Number 44 was miscoded Requests removal 
of comment from file Number will not be used again 

a Docketing & Service* Branch 44FRl03eB 82/06/17- Doc bet Inn It 
Bervice* Branch. Ip 13563 273 


B206250276 Comments on proposed rule 10CFR34 re certification of 
industrial radiographers, Opposes rule 

ROBISON, W Keliey-Hayei Co, (subs of Frueheuf Corn } 47FR 19152 
027. 82/06/16 CKILK, 8 J Office of the Secretary of the 
Commission. 2pp 13617' 186. 


8206210609 Comments on proposed rule 10CFR50, ''LER 8y«. •' Bupporta NRC 
attempt to improve rel lability data base for operational 
experience at power plants Rule should he madtfisd to 
clarify ultimate public availability of data under LEfi sys 
•GOLDSMITH, M N Energy Research Group, Inc 47FRi9543 003 
82/06/15^ CHILRrS J Office of the Secretary of the Conuaission 


8206250284 Comments on proposed rule 10CFR34 re cert! f Icatl on of 
industrial radiographers Opposes rule. 

INABtNETTE, N N Nondestructive Technical Bervicet, Inc, 47FRI9152 
020 02/06/17, Docketing It Services Branch Ip 13613.049. 
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0206250367 G«(nm 9 nts on proposed rule lOCFffSO ro LER sijs Proposed rule 
unclear & Increaste scope pf LER requ iremen to LER should be 
used onlv for reporting events u/safet^ or public 
slgni f Icance 

WULLER, 0 E rUlnols Power Co 47FR1'9343 004 63/06/17 

Docketing & Services Oranch 2pp 13613 044 


6206250296 Advises recipients of coments on propoeed rule 10CFR50 that 
Comment 10 was miscoded Number 10 will not be used again 
* Docketing Sc Services Branch 47FR1SB01 B2/06/21 Docketing It 

Services Branch Ip 13613 033 


— 6009040013 Requests change In B00S29 draft denial of petition for 
rulemakino PRM 35-1 ^ 1 ndi catln g that public announcement 

INGRAMfr^^^^Off ice of Public Affaire 80/06/12 ODLL ERi K R 
Division of Biting. Health 8. Safeguards Standards Ip 133.^/ 


57 


—6103310070 Responds to E Liebarman 310120 1 tr re statu* of OV Taplin 
petition for rulemaking NHC r econxnendatio ns re disposition 
of petition scheduled for presentation end of Mar 
SMlTHiR 0 Office of Standard* Dove I apme nt* Director Bl/UJ/o*, 
LIEBERMAN. e Affiliation Unknown 4pp 13329 194 


8206260168 Draft “QA Requirements for Nuclear Poiiier Plant Items 
Uhich An Important to Bafetg." 10CFR90 proposed ruts Draft 
preliminary value Impact assessment end 

• NRG - No Detailed Affiliation Given BD/05/26 13pp. 13638 2i6 


’8103310094 Ac k receipt of 791031 I tr< d i scus sing 
petition PRM-35-t 

KAMMERER. C Office of Congressional Affairs 
Heuse of Rep Ip 13329 13B 


E Lieberman Intoroot 
79/11/07 OlLMANiD 


— 8206280415 Draft “Advance Notice of Proposed Rulemaking on 
Qual 1 f icati on of Equipment Important to Safety in Nuclear 
Power PlantSi'* to lOCPRBO 

OiRCKSiW J Office of the Executive Director for Operation* 
82/03/16. llpp 13645 lOt 


— 02O628OS24 Draft “Advance Notice of Propoeed Rulemaking on 
Qualification of Equipment Important to Bafety in Nuclear 
Power Plants “ 

# NRC - No Detailed Affiliation Given 82/03/22 6pp 
13642 334 


8206280315 Comments on proposed rule 10CFR7i4 “General License for 
Bhlpment in Packages Approved for Use by Another Person “ 

Supports rule 

DEUOEOROE.L Q Commonwealth Edison Co 47FR21269 007 62/06/15 

Docketing It Services Branch ip 13623*362 


6206300194 Comments on proposed rule 10CFR19 & 20 re elimination of 
rule Opposes rule 

OORE.J N. Baltimore 0a« it Electric Co 44FR 10388 044 79/04/19 

Docketing It Services Branch ip 13655 Q92. 


6206300331 Advises recipients of comments on proposed rule lOCFRBO that 
Comment 12 was omitted from proposed rule Number 12 will not 
be used again 

e Docketing St Services Branch 47FRi5eoi B2/D6/23 Docketing It 
Servicas Branch Ip 136S6’355 


6206300336 Comments on proposed role lOCFRSO re ATW8 Opposes rule A1W3 
issue should be solved in degraded care kt/or safety goal 
rulemaking proceedings 

JUR0EN3EN<R W. American Electric Power Bervice Corp 47FR37321 041 
62/06/18 CHILK»9 J Office of the Secretary of the Commission 
4pp. 13656.350 


PRH PETITION FOR RULEMAKING 


62D6D1O035 Response to FOIA request for all info re petition for 
rulemaking PRM*'35‘*1 filed 790328 by OV Tapi in Documents 
listed in App A ene 1. Documents listed in App D withheld from 
public disclosure. 

FELTONrJ, M. Division of Rules and Records, 2132 62/04/16 

KRONJEKiA L FOl Services 3pp. 13328.121. 


— 8206010094 Forwards FR notice re OV Taplln petition for rulemaking for 
signature Notice may be dispatched upon s ignature. U/o end 
FELTONiJ.M. Division of Rules and Records. 79/04/30 CHlLKiS. J 
Office of the Becretary of the Commissian Ip. 13328,129 


— 6104060372 Forwards draft Cornmission papor which rscomfliend* denial nl 
OV Taplin petition re 10CFR35, “Human Uses of Byproduct 
Matl “ Background lnPo« draft Itr to FDA^ FR notice 
compendium of public comments provided 

SMITH, R 0 Office of Standards Dave lopme nti Director Bi/OJ/f.4 
DlfiCKS.M J Office of the Executive Director for aperntlons 6pp 
13329 181 


— 8104060365 Concurs ui/draft Commission paper to deny petition for 
rulemaking PRM 35-1 re exemption from NRC restrlctidfis on 
physician use of FDA approved radioactive drug* for clinical 
procedures not FDA approved 

RVAN,fl O Office of State Programs, Director 00/06/20 
OOLLERiKR Division of Biting, Health t» Safeguards Qtandards 
Ip 13329 157 


— 6104060390 Concurs w/draft Commission paper to deny petition for 
rulemaking PRM 39-1 re exemption from NRC restrictions on 
physician use of FDA approved radioactive drugs for clinical 
procedures not FDA approved. 

SMIEZEKiJ H Division of Fuel Facility l< Materials Safety. 
69/06/26 GOLLER,K R Division of Siting, Health Sc Safeguards 
Standards Ip 13329' 158 


— 6206010366 Comments on petition for rulemaking PRM-3S-I re physic Inn 
judgment in us* of byproduct matl Supports petition 
O^MARAiR E Society of Nuclear Medicine. 44Fn26B17 002. 

79/05/25 Docketing Sc Services Branch Ip 13329’ 023 


— 6206010370 Comments on petition for proposed rulemaking PHH-SB-l r« 
use of Tc-?9m DPTA. Sup p arts pet i tlonj haweveri app uses NRC 
assuming physicians responsibility 

« Children 's Memorial Mosp Chicago, IL 44FR260i7 03S 79/0A/2;i 

Docketing S< Services Branch Ip 13329 094 


— 8206010372 Comments an petition for rulenaklng PflM-aS-t re use of 
Tc-99fl> DPTS Supports petition 

DECKER-WALKER 8t Louis Unlv Medical Center Bt LoulsiMQ 
44FR26B17 036 79/06/25 CHILK, S J DncVofclng & Bervices tlrnnrli. 

ip, 13329 095 


— 6103310089 Forwards comments re petition far ru 1 emak I ngi PRM-50-24. 
14/0 end. 

FELTON. J M Division of Rules and Recards 79/08/S3 TAPLIN« 0. V 
California, Univ of, Los Angeles Lp 13329' 176 


G206040096 Comments gpposlng petition for rulemaking PRM>'S-0-31 ru 
increasing emergency preparedness zone 

OIQDSiD C. Middle South Utilltlesi Inc.- Mlddl* South Energy . Inc 
47FRt263? 068. 82/09/26 CHILK, B J Office of the Secretary of Ih 

Commission, ip 13350 039. 


— 8206010106 Responds to 790326 petition re request for NRC to emend 
regulation, lOCFRDD, “Human Uses of Byproduct Mail.'’ Addl 
Info may be required as review pragresses on petition 
FELTON, xi M Division of Rules and Records. 79/09/10 TAPLINiO V 
California, Unlv of, Los Angeles, tp. 13326 130. 


8206040099 Comments in support of petition for rulemaking PRM-SO-ai 
re emergency preparedness tones 

MITTL, R, L, Public Service Electric & Gas Co of New Jersey 
47FRt2639 066 62/05/26 CH1LK,6 J Office of the Becretary of th 

Commission 2pp 13348’ 252, 


— 8206010267 Draft Commission paper to obtain approval of notice of 
proposed rulemaking to grant part petition PRK-39-1 by 
providing an exception to NRC regulations for certain 
radioactive drug Recommends approval. 

DIRCK6, W. J Office of the Executive Director for Operations, 
81/10/02. 91 pp, 13320, 166 


— 9001130180 Responds to 791031 inquiry re NRC opinion on FDA issuance of 
“Notice of Claimed Investigational Exemption for New Drug, “ 
t« physic ians. Physicians encouraged to use 
radtopharms, to enable FDA to accumulate data 
00a9ICK,L. V. Office of the Executive Director for Operations. 
79/11/26 OILMAN, fl. A, House of Rap Ip 13329:177 


820604010J Comments opposing petition for rulemaking PRM-SO-31 rr 
emergency preparedness lanes, 

THORPE, J.R General Public Utilities - GPU Bervice Carp 47rRin63'J 
065. 82/05/26 CHILK, 8 J. Office of the Becretary of the 

Commission. Ip 1334B 300 


8206040286 Comments on petition for rulemaking PRM-5D-31 re emerpencv 
planning Sc evacuation. Supports petition 

EODLEMAN, W Affiliation Unknown. 47FR 12639 067. B2/0S/S8 

Office of the Secretary of the Commission. Ip 13355' 327, 


8206040343 Comments on petition for rulemaking PRM-50-31 re emergency 
planning zone radius extension, □pposes petition 

BAYNE, J P Power Authority of the Btate of New York. 47FRi2639 064 

62/05/26 CHILK, 8 J Office of the Becretary of the Commission. 

4pp. 13392:350 


460 
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S2O£iO7O202 Ftjru/ards petition for rolft/jiaking PflM-71-B re recordkeeping 
re (lU ire^ ent a for transportation of licensed nail Comnonts 
requested W/o encl 

MIKQGUEj R B Office of Nuclear Regulatory ResDarch^ Director 
45Ffi395t9 02/05/25 KOVAC3, D Foster Wheeler Corp Ip 

1^366 26B 


030/i070276 Package of tuo comments opposing petition for rulotnaking 
PftM-SO-31 re cipansion of energency planning requirenents 
UEBOEUF, LAM3* LElBV LeDoeuf, Lamb, Leiby it MacRao 47FR1SA3V 
32/05/27 CHILK«S J Office of the Secrntarv of the Commission 
Spp 13363 0P2 


6206070316 Comments on petition for rulemaking Pfiri-5Q— 31 re extonsion 
of emergency planning lon^ 

DALErL F Mississippi Pouer «< Light Co 47FnL2*39 031 02/0971? 

Office of the Secretary of the Commission 3pp 13363 277 


Q206070323 Comments on petition for rolorraking PnM-SO-31 re 
emergency preparedness 

LITTLE, J A Affiliation Unknown 47FR12639 023 B3/05/I9 

Oockoting It Services Eranch Ppp 13363 275 


3206070327 Comments on petition for rulemaking PFlM-SO-Sl re 
am^rgency preparedness OppoiBs petition 

SiLDEROrJ E Shew, Pittman. Potts it Troubr i dga 47FR 12639 069 
B2/06/0a Docketing U Services Oranch Ip 13363 021 


8206070913 Comoiantt on petition for rulemaking PnN'35'*2 re dosimetry 
ays calibr in-tervals 

VILLFORTH, J C Kealth ^ Human Services. Oept of. 47FR4311 017 
B2/OS/SO Docketing Zt Services Dranch 3pp 13375 001 


6206070S4B Package of two comments on petition for rulemaking PRM-50-3.J 
re espanalqn of emergency planning tone around nuclear 
plants from 10 to 20 miles Opposes petition 

RUFF,E T Duke Power Co l-ELFRICH.R B V^ankec Atomic Electric Co 
47FR12639 B2/0S/26 Docketing V Services Branch I4pp 

13372’ 189 


0SO6O7OS65 Package of seven commpnts on petition for rulemaking 
PRM~SQ''3l re expansion of erreigency planning zone around 
nuclear plants from ID to 20 miles Supports petition 
FR18COr D C Coalition for Nuclear Power Plant Postponement 
SRIGOS-DAMFORO Affiliation Unknown LDDQE.T -J Toledo Coalition 
for Safe Energy 47FHI2639 02/09/24 Office of the Secretary oP 

the Commission BOpp 13372 240 


e&06070600 Package of seven comments on petition for rulemakins 
pnN''90'>3l re expansion of emergency planning sons around 
nuclear plants from 10 to 20 miles Opposes petition 
PARtiVN. 0 D , MflSCS.O T Affiliation Unknown DAUSEft. M A 
Lowensteln, Neiumani Reis* Axe Irad U Toll 47l:R 1:2639. 32/09/24 

Docteting It Bervices Branch Slpp 13373 334 


3206070607 Comments on petition for rulemaking re emergency 

planning zone limits Supports petition 

ROaiNSONiS Affiliation Unknown 47FRi2639 021 B2/05/17 

Office of the Secretary of the Commission ip 13373*316 


B206D7D61S Comments on petition for rulemaking PRM-90-31 re emergancij 
planning zone Supports petition 

PEVEARjR.C New Hampshire. State of 47FR12639 011 02/05/10 

Docketing & Services Branch 2pp 13371*391 


Q206070641 Package of three comments on petition for rulemaking 
PRM-50-31 re expansion of emergency planning tone around 
nuclear plants from 10 to 20 miles Supports petition 
ORSULAK, K Community Energy Action Network JOHNS, B Ashtabula 
County, OH SALAVA.rt E Affiliation Unknown 47FRt2639. SS/05/S6 

Docketing & Services Branch iOpp S3390. OB4 


8206070710 Package of throe com'nenta on petition for rulanaking 
PRM-90-3J re plume exposure pathway emergoncy planning 
zone Opposes petition 

MCOARRy. J H Dcbovolsa ft Liberman OIQDS, D C Atomic Industrial 
Forum SPELL, W M Louisiana, Stato of 4VFnia63? 02/05/25 
CHILK, 0 J Offlco of the Secretary of the Co/nml&sion 20pp 
13390 1B4 


0206090109 Comments on petition for rulanaking PHM-SO-3i re extending 
emergency planning zona from 10 miles to 20 miles Opposne 
petition 

PtUNKETT.T F lUinoifi Power Co 47FR13639 071 02/05/13 

Docketing i Services Branch 2pp 13433 330 


62D6O90112 Comments on petition for rulemaking PRH-SO-31 Te extending 
lO-mtle emergency planning tone to 20 miles Petition has no 
technical basis Opposes petition 

WELLS, R A Consumers Paw or Cu 47FHJ263? 070 D2/06/U2 

Docketing Bervicos Branch 2pp 13439 340 


0206090110 Advises recipients of comments on patition far rulemaking 
PRM-SO-31 that Comment Number 55 was miaended Number 25 will 
not be used again 

* Docketing it Services Branch 47FR12639 B2/06/08 Docketing U 

Services Branch Ip 13439 325 


0206160323 Comments on petition for rulemaking PRU-SO-Ol re oxtondlng 
present emergency planning zone from 10 to SO miles Opposes. 
petition 

MILLe.l M Tennessee Valley Authority 47FR12639 074 02/06/10 

Docketing 6 Services Dranch 2pp 13521 209 


0206 £60326 Package of two comments opposing petition for ru 1 ema k i 
PRM-50-31 re emergency preparedness 

SK-fiERO, J E Shaw. Pittman, Potts 6« Trowbridge HOWARD, J E Basthn 
Edison Co 47Ffll2639 03/06/11 Docketing it Service* Branch 

5pp 13521 2B0 


0206160364 Requests provisions of 10CFR73 which would be raotflfied 
should petition for rulemaking PRM'*73~6 be granted, l>o 
suspended pending disposition of petition 

8IL0ERG,J E Shaw, Pittman, Potts it Trouihridge 47rn665? 013 
02/06/10 Docketing tt Services Branch, 2pp 13512 Q36 


02O6SlO6Si Comments on petition for rulemaking PRM aO-lS re proposed 
change to 10CFR20 eliminating 5(N-101 rule Opposes rule 
Existing stds should not be changed w/o clear risk~beneflt & 
cost^benef it justification 

OORE, J \4 Baltimore Gas it Electric Co 44FR1J2S4 030 79/04/19 

Docketing it Services Branch Ip 13563 334 


02063002BI Advises recipients of comment* on petition for rulemaking 
PRM-*30**13 that Comment 98 was miscoded Number 98 uiU not 
be used again 

« Docketing tt Services Branch 44FRU2e4 02/06/25 Docketing 6 
Servirss Branch Ip 13692 322, 


PROJ PROJECTS - PREDOCKET H CENG I NO 


0206040211 Answer to applicant motion to withdraw u terminate 
proceeding it intervener answers to motion Applicant motion 
should be granted w/approprlate terms fr conditions for 
document preservation Certificate of Syc end 

VOOUER, B H Hearing Branch 2 IBBLIANCES A 02/05/20. Atomic 

Sefetg and Licensing Board Panel 18pp 13359 153 


0206070098 Forwards OA plan for design it fabrication of REA 2023 dry 
storage cask* for spent fuelj Chapter il of forthcoming 
topical rept 

PARKER, P E Ridihalghi Eggirs Sc Associates 20664 Q2/05/06 

RCWJSEiL C Advanced Fuel Si Spent Fuel Licensing Branch 2pp. 
13426 292 


— 0206070103 QA plan for design Sc fabrication of REA 2023 dry e torage 
casks for spent fuelfChapter il of forthcoming topical rept 
« Ridlhalgh, Eggers & Associates, 20664. 02/05/06 ASop 

13426 294 


0206170081 Memorandum 6 order directing parties to advise judge within 
15 days after sve of order, when parties sxpect to confer on 
withdrawal motion it rept results, as well as tantative time 
it place for oral argument 

MAROULIESiM B, Atomic Safety and Licensing Board Pane}. 

76'^334-07*‘AN, 02/06/10, Office of the Executive Ltoal Director 

2pp, 13929*353 



NONDOCKETED ITEMS 


4 


E)e^0&39O3i 24 nasponilSf for dll parties^ tu AQLQ D20610 order rie uti 1 motion 
for withdrawal Agroenetit on form of order concerning 
p r tf Si^rva t i on of evidence possible flo agrooment possible on 
uhether withdrawal should be permitted 

STRUhWASSER, n California- Stato of ISSUANCES A BH/Ofi/aS 
^tAROULIES. M B Atomic Gafeti} and Licensing Board Panel 2pp 
13fi3A 125 


PTai NONCDHPLIANCf REPORTB AND nELATEJ) CORRESPONDENCE 


e2Dt0l0570 Potential Part 51 rept re Robertshau; Controls Co 
completely backed-aff nut In tomp control valve Models 1284 
t« 1829 Duners notified to inspect valve Sc provide results of 
ver 1 f Ication 

FALTERcH W riOTrlgon Knudsen Co - Inc 82/03/19 □"RCILLV- J P 
Region 2i Office of Director 4pp 13315 150 


B2D6il00277 Part 21 rept re certain metal sooted valves which may 
eiperiencB excessive seat leakage of incomplete shifting Sve 
bulletin Sc lubrication kits sent to all customer 
recipients Sve bulletin S< catalog end 

G=UTHREAU, L Automatic Switch Co PTSl 82-623-000 02/06/04 

Director's Office- Office of Inspection and Enforramant l^PP 
13458 167 


6206230043 Forwards Part 21 rupt re reportable defects un certain 
law voltage power circuit breakers St ground break rctay 
components 

DIXON- D J General Electric Co PT21 82-682’-OaO 52/06/15 

DEYDUNOiR C Director '« Office- Office of Inspection and 
Enforcement Ip 13590 H94 


--8206230048 Part 21 rept re electrically operated AKR-30 U AKR-SD 
low voltage power circuit breakers which failed ta open 
Caused by incompletely hardened steel part Part replaced 
DIXON- D J General Electric Co PT21 82-6B2-008 «2/0«i/I9 

DEYQUNO- R C Director's Office- Office of Inepection and 
Enforcement 2pp 13590 299 


0A999 QUALITY ASBURANCE INSPECTIONS 


0206020316 Forwards QA Program Insp Rept 99900019/02-01 on 028316-10 
(c notice of nonconformance 

POTAPOVS- U Division of Vendor 6 Technical Proorafse 02/09/14 
KINO-A K ITT Orinnell Industrial Piping- Inc itubs. of tm 2pp 
13322 254 


— 8206020318 Notice of nonconformance from inep on 620316-10 

» Division of Vendor Zi Technical Programs 02/05/14 dpp 
13322 256 


—8206020319 OA Program Insp Rept 99900019/02-01 on 020316-10 
Noncampl lance noted radiography of pipe welds w/wa)l 
thickness of less than 1/2 inch was not performed w/ 
sufficient technique to display penetrameter Image 
ROBERDa«H U. , CONWAY- vl T - BARNES- I Division of Vendor & 
Technical Programs 82/05/06 lOpp 133S2 S58 


8206020450 Ack receipt of 811019-1216-820229 & 0511 Urs Informing NRO 
of steps taken to correct nonconformance noted in 8A Program 
Insfi Rept 99900294/01-01 

POTAPOV8- U, Division of Vendor l< Technical Propratns. 02/09/27 
HOOVER- D L Westinghouse Electric Corp Ip 13326:339 


— Q2D602C463 Ack receipt of 011019 U 121B Itrs informing Nfi-C of cteps 
taken tc- correct nanconf ormanc o noted in OA Program Insp 
Rept 99900294/01—01 Corrective action for I terns I- 2- 3- 4 6 5 
tf steps taken to assure cooirrti tment re Item F req^uired 
POTAPOVS- V Division of Vendor 5t Technical Programs 83/0 1/26 
HODVER, D t West 1 nghouse Electric Corp Ip J33S6 340 


— 8206030472 Responds to NRC Hr re non c onf orma nc u noted in OA Program 
Ihflp Rept 99900294/81-81 Corrective actions nuclear ardors 
processed through apparatus marketing sysimercury 
certification documentad & inspectors rematructed 
MCWEEVERtR F Westinghouse Electric Corp 01/12/10 POTAPOVS- V 
Vendor Inspection Branch 7pp 13326 341 


— 0206020476 QiC Instruction 7- “Sampling Dulk Mails “ 

aCHRAVEN-J 0 - rtCKEEVER.n T West I ngh ous e Electric Corp 
79/12/10 ip 13326 340 


— 8206020403 Ack receipt of 011019 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Ropt 
79900274/01-01 Corrective action in raaponsa to Items 1 - 2- 3 ■ 

4 & 5 6 preventive measures re Item F required 

PQTAPaVB. W Vendor Inspection Branch 81/11/27 HQQVCR- D L 
Westinghouse Electric Carp ip 13326 34? 


— 02O6O2O4GG Responds to NRC Hr re noncouf omiance notod in OA Proqram 
Insp Rept 99900294/01-01 Corrective actions orders Far 
safety-re ta ted motors entered in apparatus marketing sys & 
discrepant matl clearance procedures revised 

MCHEEVER-R F Wcstlnghouee Electric Corp B1/I0/I9 POTARDVa- U 
Vendor Inspection Branch 4pp 13326 350 


02O6OSO464 Ack receipt of 020510 Hr informing NRC of steps taken to 
correct nonconformance notod in 8A Program Insp Rept 
99900769/02-01 

POTAPOVS- U Division of Vendor 6 Technical Programs 82/03/27 
HESSiL R Pacific Air Products Co Ip 13325 346 


— 0206020471 Responds to NRC 820413 Itr re nonconformance noted in 8A 
Program Insp Rept 99900767/02-01 Corrective actions drawing 
spec checklist to bo developed bg 820310 
CaNLON. T E Pacific Air Prado cfca Co NCR-2 82/05/10 
POTAPOVS. V - RODERDB-H W Division of Vendor tc Technical Programs 
4pp 13325 347 


8206020481 Ack receipt of G20B02 & 0421 Itrs informing NRC pf steps 
taken to correct nonconformance noted in GA Program Insp 
Rspt 99900053/81-01 

POTAPOVS- O, Division of Vendor 8< Technical Programs 02/05/27 
MARLATTrJW Anchor/Darling Valve (subs Anchor /Dar I i ng Industrirs) 
Ip 13325 294 


— 8S060304G9 Responds to NRC 020226 request for addl info re 

nonconformance notod in QA Program Insp Rept 99900093/01-01, 
Corrective actions reanalysis performed on yoke mounting 
flange Flange ring rigidity can withstand seismic leads 
KN1E8ER.0 W Anehor/Dar 1 ing Valve Hubs Anehor/Darl ing 
IndustrieaJ 82/04/21 POTAPOVS- U. Division of Vendor 6 
Technical Programs Ip 13329 295, 


— 8206020492 Ack receipt of 020202 Itr informing NRC of steps taken to 
correct nonconformance noted In OA Program Insp Rept 
99700053/81-01 Atfdl info re Item 2 on design of yeke 
mounting flange requeated within 25 dags 

POTAPOVarU- Division of Vendor & Technical Programs, 02/02/26 
MARLATT-vl W. Anchor/Dar 1 inp Valve (subs Anehor/Darl ing 
Industries) < ^ 


— 8206020452 Responds to NRC B20326 Hr re nonconformance noted in OA 
Program Insp Rept 99900294/81-01 Corrsctlve actions two 
correction tags processed U repair verified l< corrective 
action commitments reviewed at staff meetings- 

HCKEEVERrR. F Westinghouse Electric Corp 82/05/11 POTAPOVB.lf 
Division of Vendor & Technical Programs. tp 13326 336 


—0206020454 Ack receipt of 011019.1210 8, 820225 Itrs informing NRC of 
steps taken to correct nonconformance noted in QA Program 
Insp Rept 99900294/81-01 Corrective actions in response to 
Items 4 1< 9 << preventive action re Item 6 required- 
POTAPOVS- U- Division of Vendor & Technical Programs 82/03/26 
HOOVER- D L Uestlnghouse Electric Corp. Ip 13326 337 


— 0206020496 Responds to NRG 620126 Hr re nonconformance noted in QA 
Program Insp Rept 99900294/81-01 Corrective actions cnlsslng 
change notices for General Order BU0i862 added to records 
it exception specs added to shop order foldar, 

HCKEEVERfR. F. Westlnghouse Electric Corp- 82/02/25 POTAPOVSi V 
Division of Vendor Technical Programs, 2pp. 13326 330 
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NONDOCKETED ITEMS 


-B2060a0267 Notice of none onformance from Inap on 0aO2O'?-12 
« Division gf Vendor *< Technical Programs 02/05/19 Ip 
13420 096 


-8206000271 QA Pregram Insp Kept 99900205/02-01 on 020209-12 
Nonconp liancB noted verification In accordance 
vii/r equ i r eme nts of product draufings not performed 

ELLERSHAW^L E . BftRNESj I Division of Vendor 6 Technical Prngramo 
B2/05/15 I2pp 13420 097 


S06QG0291. Foriuards OA Program Insp Rept 99900503/82-01 on B20223 & 
0315“tB Z( notice of nonconformance 

POTAPOVSi-U Division of Vendor & Technical Programs 02/05/19 
HENDR 1 C^^80N. T Burns 6 Roe Co 2pp 13420 129 


-0206080295 Notice of nonconformance from insp on 020223 6 0315-10 
» Division of Vendor 6 TBchnical Programs 02/05/19 3pp 
13420 131 


-8206030300 QA Program Insp Rept 99900503/82-01 on 020223 h 0315-10 
None grnip 1 ian ce noted failure to obtain latest issue 10CFR21 
for Inclusion in project version of Procedure ED-003 
failure to ensure revisions received bg designated persona 
FOXjO F I HALE.C J Division of Vendor 6 Technical Programs 
02/05/17 I4pp 13420 134 


12060B0332 Forwards QA Program Insp Rept 99900003/82-01 on 820309-12 
it notice off nonconformance 

POTAPQVSrU Division of Vendor it Technical Programs 82/03/81 
LONO. J A Oeneral Electric Co 3pp 134J6.246 


—0206080333 Notice of nonconformance from insp on 020309-12 
« Division of Vendor 6 Technical Programs 82/05/21 Ip 
13416 249 


'-8206090334 QA Program Insp Rept 99900003/92-01 on 820308-12 
Noncomp I iance noted failure to document temp profile 
verification for four of five autoclaves 

hCNEILLiN N r BARNES. I Region 4, Office of Director 82/05/10 
7pp 13416 250 


320600 04 22 Foruardi QA Program Insp Rept 99900771 /0S-O1 on 920322'-26 & 
notice of nonconformance 

POTAPQVajD Division qf Vendor <t Technical Programs 92/05/24 
FERDINAND. C M Comslpi Inc 2pp 13416 197 


— 82060B0426 Notice of nonconformance from insp on 820322-26 

* Region 4. Office of Director 82/05/24 4pp 13416 199 


—0206080489 OA Program Insp Rept 9990077i/88**0l on 020322-26 
Noncoffipllance noted procedure U qualification record of gas 
metal arc weld process did not address progression to be 
used during vertical position welding 

ELL0RSHAN/L E i BARNESi ! Region 4. Office of Director 82/05/20 
7pp I34t6 203 


8206100236 Ack receipt of 820204 6 0510 Urs informing NRC of steps 
talten to correct nonconformance noted In QA Program Insp 
Rapt 99 900279/81-01 

PQTAPOVaiU Division of Vendor 6 Technical Programs. 82/06/07 
KENNEDY! Q P Oouldr Inc Ip 134S8 243 


—820610-0243 Responds to NRC 020503 Itr re nonconf armance noted in QA 
Program Insp Rept 99900279/91-01 Add I design raquirements 
not imposed re starters contractors for sal atg-related 
eq-uipment (< Part 21 not imposed. 

KENNEDY. G P. OouLd. Inc 820510 OZ/OS/IO POTAPOVS. U 
Division of Vendor a< Technical Programs tp 13498*244 


—0206100246 Act receipt of 020204 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900279/81-01 Response requested uithln 29 dags describing 
whether Part 21 contractually imposed 

PQTAfOVSrU Division of Vendor *< Technical Programs 02/00/03 
KENNEDY. 0 Gould, Inc Ip 13458 245 


— 9206100S52 Responds to NRC Ur re nonconformance noted in QA 
Program Inep Rept 99900279/81-01 Corrective act ions, orginal 
statement of conformance filed. No corrective action required 
for posting info re Part 2t due tp ekemption 
a Oould. Inc B2/02/04 POTAPOVS. Division of Vendor h 
Technical Programs 2pp 1345B;246, 


8306140009 Forwards QA Prop gram Insp Rept 99900349/92-01 on B2040S-09 
No noncompHance noted 

POTAPDVa.U Division of Vendor 6 Technical Programs 02/05/26, 
ALUEN.W T Corner h Lada Co , tnc 2pp. 13487 021 


— 0206140010 QA Program Insp Rept 99900349/02-01 on 020405-00 Nu 
noncompUance noted Kajor areas inspected status of previous 
identified f ind Ings. nonconformance/torrec tivo action 6 
review of vendor activities 

BUTTON. J M , BARNES, I Division of Vendor 8* Technical Programs 
02/05/20 6pp 13487 023 


0206140049 Forwards QA Program Insp Rept 99900017/82-01 on 620329-0403 
tit notice of nonconformance 

POTAPOVS. U Division of Vendor U Technical Programs 02/05/26 
ANDERSON. K Dravo Corp 2pp 13407 073 


—9206140049 Notice of nonconformance from insp on 02O3S9-O4O2 
e Division of Vendor h Technical Programs 02/05/26. Ip 
13407 099 


— 0206140051 QA Program Insp Rept 99900017/02-01 on 020329-0402 
NoncompHance noted certain insp 8< varl f i catlori operations 
tlgned-off as completed although nameplates were not 
attached to welded piping subassemblies 

BODERTS. H W , CONWAY. J . BARNES. I Division of Vendor U Technical 
Programs 02/05/20 8pp I34Q7 096. 


0206140062 Forwards OA Program Insp Rept 99900521/02-01 on 820300-12 6 
22-26 «c notice of nonconformance 

POTAPOVS. U Division of Vendor U Technical Programs 02/OS/27 
HOROWSKI.U V Bechtel Carp 2pp 13484.276 


— 0206140063 Notice of nonconformance from insp on 920308-12 t. 38-26 
* Region 4. Office of Director 02/05/27 app 13404 270 


—9206140066 QA Program Insp Rept 99900521/02-01 on 020300^12 S< 22-86 
Noncompliance noted no dept, project or const managers 
attended pro h post-audit conferences for mgt audit of Ban 
Gnfre 2 1. 3 engineering ofe 

COSTELLO. J R , HALE. C J Region 4. Office of Director B2/Q5/25 
16pp 13404.290 


0206140067 Forwards QA Program Insp Rept 99900514/02-01 on 880406-OB 
6 notices of violation b nonconformance 

POTAPOVa.U Division of Vendor b Technical Programs 02/D9/86 
BQTTS, U V Energy Incorporated 2pp. 13487.149 


—8206140068 Notice of violation from insp on 820406-08 

« Division of Vendor b Technical Programs 02/09/26 If. 
13407. 147 


-'‘8206140069 Notice of nonconformance from insp on B2O4O6'-O0 
0 Division of Vendor b Technical Programs 82/05/26. Ip 
13407 148 


—8206140070 QA Program Insp Rept 99900514/02-01 on 020406-00 
Noncompliance noted failure to post regul ati ons /proc eduros b 
specify applicable provisions of 10CFR21 on purchase orders 
of safety-related equipment 

DRiCKLEYiR H . HALE, c V, Division of Vendor b Technical Proflrama 
B2/0S/80 9pp 13407 149 


0206140082 Forwards QA Program Insp Rept 9990 0522/02-01 on 020419-23 
No noncompHance noted 

POTAPOVa.U Division of Vendor b Technical Programs 02/09/27 
8TATT0N.C D Bechtel Corp 2pp 13404 165. 


—0806140004 QA Program Insp Rept 99900522/08-01 on 880419-23 No 
noncompliance noted Major areas inspected procedures, 
representative records, interviews w/personn«l b observations 
by Inspector 

COSTELLO. J R. ♦ HALE. C J. Division of Vendor b Technical Prografts* 
02/05/26 Hp 13404* 167. 


8206150206 Forwards QA Program Insp Rept 99900403/02-01 on 020222-26 
b notice of nonconformance 

POTAPOVS. U Division of Vendor b Technical Progrania, 02/05/27. 
BRUOOEMAN.H H. General Electric Co. 3pp 13503 252 


— 0206150291 Notice of nonconformance from insp on 880822-86 

« Dlvltton of Vendor b Technical Programs 02/O5/S7. 2pp. 
13503 255 


—0206150300 QA Program Insp Rept 99900403/82-01 on 820222-26, 
NoncompHance noted: fil lure to sign final test rapt far 
fire test b failure to release assembly instructlart manual 
to station where specified task was being perforniad. 
CHAMBERLAIN, D . FDBTER.W, E. < HALE.C.J Division of Vendor b 
Technical Programs 02/05/26. 22pp 13S03'257 


8206210613 Forwards QA Program Insp Rept 99900225/82-01 on 320406-00 
No noncompliance noted 

PQTAPOVB.VJ Division of Vendor b Technical Programs. 02/06/03 
LEATHER8.F FokboroGorp. 2pp. 13561.104. 



NONDOCKETED ITEMS 


—©206210628 QA Program Insp Rept 99900225/02-01 on 620406-00 No 
noncomp Hance notod Major araaa inspected status o-P previous 
areas inspe ciedi procedures & representative recards< 
intervieus u/personnel St observations 

OLLERiR E j BARNES,! Region 4, Qfi^lco of Director 82/05/37 
12pp 13561 106 


8206250236 Forwards QA Program Insp Rept 99900217/B2-01 on 820419-22 
U notice of nonconformance 

PDTAPDVS, U Division of Vendor 6 Technical Programs 02/06/08 
HE I NS j J F Westinghouse Electric Corp 3pp 13613 079 


■"”8206250238 Notice of nonconformance from map on 820419-22 

* Division of Vendor ti Technical Programs 02/06/08 2pp 
13613 082 


—8206250241 OA Program Insp Rept 99900217/62-01 on 820419-22 
Noncomp 1 iance noted QA procedure not establlsbcd to address 
qual if Icati on of wire wrap process *» personnel Operator 
performing Termi-point wiring on 020420 not certified 
MCNEILL, N M , BARNES, I Region 4, Office of Director 02/06/01 
7pp 13613 004 


62062B0455 Forwards OA Program Insp Rept 99900513/62-01 on 020329-0402 
U notice of nonconformance 

POTAPOVS, U Division of Vendor t Technical Programs 02/06/1 i 

BAILEY, F C Teledgne Engineering Services 2pp, J3621 096 


— B2062B0462 Notice of nonconformance from insp on 820329-0402 
* Region 4, Office of Director 02/06/11, 4pp 13621 098 


—0206200466 OA Program Insp Rept 99900 513/82-01 on 080329-0402 
Noncomp 1 ian ca noted failure to store OA records in single 
record storage facility which meets requirements & failure 
to store duplicate records in separate locations 
FOIC, D F X HALE, C, J Division of Residentx Reactor Project it 
Engineering Programs 82/05/20 18pp 13621 L02. 


0206200933 Forwards QA Program Insp Rept 99900510/82-02 on 820405-08 tc 
0419-23 t( notice of nonconformance 

POTAPOVS, U Division of Vendor & Technical Programs 82/06/08 
CURNANE, R A United Engineers & Constructors, Inc (subs of 
Raytheon Co ) 3pp 13626 126 


— 02O62BO536 Notice of nonconformance from insp on 820405-08 li 19-83 
» Division of Vendor Technical Programs. 82/06/08 2pp 
13626 129 


—8206200542 OA Program Insp Rept 99900 510/02-02 on 020405-00 & 19-83 
Noncomp 1 lance noted provisions not implemented for 
preparation, review approval of calculation on conduit b 
cable tray support weld adequacy 

CHAMBERLAIN, D , HALE, C J Division of Vendor h Technical Programs. 
02/05/27 27pp 13626 131 


0206200555 Forwards OA Program Insp Rept 99900509/ 8S-01 on 020300-18 Sc 
22-26 St notice of nonconformance 

POTAPOVS, U Division of Vendor Technical Programs 02/06/10 
KELLY, R D Stone Sc Webster Engineering Corp 4pp. 13625.220 


— 6206280550 Notice of nonconformance from insp on 920-308-12 l< 22-26 
# Division of Vendor & Technical Programs 82/06/10 2pp 
13625*224 


—8206200563 QA Program Insp Rept 99900509/02-01 on 620300-12 Sc 22-26 
Noncompliance noted, all required experience records for 
designers in electrical & engineering mechanics div not 
prepared or updated by 820301, 

CHAMBERLAIN, D. , HALE, C J Division of Vendor Sc Technical Programs 
02/06/07 20pp 13625 256 


REOOD REOULATORY GUIDES 


B2O602O362 Responds to 820419 Itr tra-nsmi ttln g RQ Russell comments on 
proposed Reg Guide 10 8 re training tc experience criteria 
for physicians engaging in nuclear medicine Criteria has 
substantial support from medical community 

KAIiHERER,C Office of Congressional Affairs 47FA3220 229 
62/05/05, 6HELBy,R. House of Rep. Ip 13320 205 


020-6040295 Comments on draft Reg Ouide !C 126-5, "Instrument Sensing 
Lines. ** 

ALLEN, R. E Institute of Electrical Sc Electronic Englneere 
02-C-5OO, 02/05/21 Docketing 6 Services Branch, 2pp, 

13354’ 170. 


— 0206040304 Comments en use of term ''important to safety** in dr^ft Rep 
Duide IC t26-5 8se of term “nuclear saf e t y-r a late d " 
recommended 

ALLEN, R £ Institute of Electrical 6 Electronic Engineers 
02/05/10 MINOOUE.R 0 Office of Nuclear Regulatory Research, 
Oirectnr 3pp 13334* 173 


8306040369 Comments on proposed Revision 1 to Reg Guide 2 6, ''Emergency 
Planning for Research S, Test Reactors " 

RICHARDS, W J Argonne National Laboratory 03/05/35 Docketing fc 

Services Branch ip 13350 336 


9206040376 Comments on proposed Reg Ouide IC 131-5, "Installation of 
Transducers " 

ALLEN, n E Institute of Electrical 6 Electronic Engineers 
83-C-301 03/05/21 Docketing 6 Services Branch ip 13354 319 


62060'70167 Comments on draft Reg Ouide OP 722-4, "Qual i f teat i ons for 
Radiation Safety Officer in Large-Scale Non-Fuel-Cyc 1 e 
Radionuclide Program Qualifications should include 
officers certified by American Board of Radiology 
DANERvlEE, K St Francis General Hasp Pi t tsburgh , PA 82/05/24 
BELL Docketing & Bervlces Branch 2pp, 13360 S-OO 


0206070171 Package of two comments on draft Reg Guide OP 722-4, 

"Oual i n cat ions for Radiation Safety Officer In Large-Scale 
Non-Fuel-Cycle Radionuclide Program " 

REEDxS A St Ellxabeth Hosp AppletonxWI BOURLAND, P D Scott 
White Clinic Temple, TX 93/05/24 Docketing & Services Branch 

2pp 13371 147 


8206070172 Comments on draft Reg Guide EC 121-S, "Reap anse-Tlme Tostini 
of Protection Sys Instrument Channels " Draft O of ISA Std 
dS67 06 is unsuitable ref to support reg guide 

CAHN.A L Bechtel Corp 03/05/12 Docketing S, Bervlces Branch 

30pp. 13371 117 


0206070175 Comments on draft Reg Ouide OP 722“4x ''Qualifications for 
Radiation Safety Officer in Large-Scale Mon-Fue 1 -Cyc I e 
Radionuclide Program " Requirements of App A may not be 
necessary for all pragraans 

KROHHER, J S American Board of Radiology 82/05/26 Docketing S, 
Services Branch lOpp 13371, 107 


6206070177 Comments on proposed Revision 1 to Reg Guide 2 6, "Emergence 
Planning for Research fc Test Reactors '* Consistent tt 
definitive guidance for preparation of emergency plan- 
requested 

RUZtCKA, W 0 •Union Carbide Corp 82/05/19 D-ocketlng 6 Services 
Branch 2pp 13371 105 


6206070182 Forwards American Duavd of Radiology pamphlet re eligxbiltti 
requirements S< exam procedures for certification In 
radiological physics, In response to draft Reg Ouide 
OP 722-4 

HENDEE, W R Coloradox Univ of B2/05/17 DELL, J M Office of 

Nuclear Regulatory Research, Director. Ip 13368 355 


— 0206070106 Comments on draft Reg Ouide CP 722-4 re training 6 
experience criteria for radiation safety officers 
responsible for large-scale radionuclide programs 
HENDEExW R Colorado, Unlv. of, 01/10/20 VARRA, P 
Radioisotopes Licensing Branch (Pro 790501 J. 9pp 13368 336 


8206070183 Comments on draft Reg Ouide HF 6O0-4j "Training & 
Certification of I8FBI Operator* " Provisions for personnel 
retraining on set frequency ehould be provided U min 
quail f ice tions outlined 

MELL8, L M Tennessee Valley Authority 62/05/20 Docketing ^ 
Services Branch Ip. 13371* 104 


820607016? Comments on draft Reg Guide IC 131-5, "InstaUation of 
Transducers " Supports guide 

□ELOEORGEfL 0 Commonwealth Edison Co 4155N. 82/09/21. 

Docksting L Services Branch 2pp 13371’ 102. 


0205070191 Package of four convments on draft Reg Guide OP 722-4, 

"Gual xf Ications for Radiation Safety Officer in Largs-Scale 
Mon-Fuel-Cyel e Rad lonuc I i rfq Program," 

BENEDETTO, A R Texas, Unlv of, JAR RETT, R D Agriculture, Dept, of 

GRAYiR O Army f Dept of B2/09/26 DELL, J. M Office of Nuclear 

Regulatory Researchi Director 27pp 13371*036 


8206070193 Package of two comment* on draft Rsg Ouide MB 901**4, 
♦'Identification of Valves for Inclusion In InioTVic* Testing 
Program* " 

BARON, K 1 American Society of iMechanical Engineer* NICHOLS, T C 
South Carolina Electric it Qa* Co 02/06/01 Docketing t< Bervlcet 

Branch, 27pp <3369 22S 
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B20&0901O1 Cit'n^ents yrk draft Reg Guide IC 126^5. “ Inatpumont Senatiig 
Lines ” Opposee guzde 

DELGECROEiL 0 Commonujea i th Edison Co 62/03^23 DacV^tinq & 

Services Branch 2pp I2-459 336 


6206090107 Comment* on draft Reg Guide KF 6GB'4»rc training It 
certification of JSFSI operators Prografii ahoold aildress 
training In eriergency re^pon-sos ft actions 

BRADOURVi R B Stonu t' Webster Eng-ineering Corp B2/05fl9 
Docketing ft Services Dratjch Ip 13^39 346 


8206230007 Addl respense to FOIA ra«iuest for eight categories of 
documents Porvaards documents listed in app Financial Infn In 
Documcnte 3-S4i 3-9S ft 9-11 deleted 

FBLTD^if 0 H Division of Rules and Rucords 62/04/29 HCMliRRAV^ C h 
Kir kpa tr icti> Lociiharti Hill, Christopher ft PSillipt 2lpp 
13604 044 24X Fichs 90-000,62/04/29.8206230007 


—6206230160 Draft Reg Guide t 26. Revision 3, 'OA Frogratn Reoui regents 
(Design ft Const) '* 

* Office Of Standards Developmsntj Director 01/09/02 29 qd 
I ota'S 266 


6206090121 package of four c<>rvrent9 supporting draft Reg Ou(d<r 01^ 
“Quail ficutions for Radiation Safety Officer in 
Large-Scale Kon-rgo 1-Cgc t e Radionuclide Progratu ’* 

LARO, JC California. Unlv of. Ran Diego VILLAFAMAi- T Tojnple 
Univ Hoep PhzJadelphid. PA StDERIS<AvJ Hoffman-La Rocha, Inc 
(subs of F Hoffman-La Roche ft Co > t,td > 02/06/07 CHILK.S J 
Uffico of tho Becrotar'l of iKe Commission Spp, 13439 253 


— 791Q03D713 Forwards proposed Reg Guido 1 XXX ft QA bronth cewraont* r, 
summary of significant items In App A not includad in App 0 
ft App A/App B QA issue M/o end 

HAAS&. W P Quality Assurance Branch 79/09/06 VABQAILQ, D B 
Division of Projort Management Ip 13600 036 


9206090136 Comments on draft Reg Guide tC I3i-S, "Installation of 
fransdocers " 

SAlDARlWif J C Fbasco Sery-ices. Inc (fiubs of Enserch Corp ). 
D2/0'9/27 Docketing ft aervices Branch 2pp 12430 329 


02O6O7O13Q Comments on draft Reg Guide IC i26-&, '* Instrument Senaing 
Lihffs " 

SAl,DARINI,J G Ebasco Services. Inc (subs of Enserch Corp ) 
02/O9/S7 Docketing ft earvice* Branch 4pp 13430 339 


6206160310 Comments on draft Reg Oulrfe OP 722-4. "Qualification foi 
Radiation Safety Officer in Large-Scale Mon-Fuel-Cijc le 
Radionuclldo Prograin Opposes guide 

MARTIN. N D Kettering Medical Center -KattBr ing. OH 02/06/04 
Docketing ft Services firaneb tp ISB-lS 070 


S206L60332 Comments on draft Reg Guides IC 13L-5, " Instal laiion of 
Truneducerf/ " ft draft R«g Quids IC lS6-St "Instrument 
Sensing Lines " Supports guides 

SPENCER, W C Virginia Electric ft P4u)er Co 63/06/04 Doc bating ft 
Services Branch Ip 13921 271 


0206160336 Comments on draift Reg Guide TH 600-4, "Guide for 
Preparatiijn of Application for Licensee In Medical 
Teletherapy Programs " 

PURDYr J A Washington Univ 62/06/03 Ducietlng ft Services 
Branch ip 13912 069 


Q206160337 Comments on draft Reg Ouide OP 723-4 ft value/inpact 
statement. "Qualifications for Radiation Safety Officer in 
Large-Scale Non-Fuel-Cy c le Radlonucilde Program " 

JAROBZiN J 8t Francis General Kosp. pi tt sburgh, PA 82/06/04 
Docketing ft Services Branch ip 13921,870 


--0206230093 Forwards revised draft Rag Guide 1 XY7, "Nuclear Power 
Plant Struc tgresi Sgs Components ft Activities Bubj to QA 

Pra^f'jnzt " 

SKOVHOLT.D J Aosistant Director for Quality Assurance ft 
Operations 70/03/84 ARLOTTO.O A Division of Engineering 
Standards, 3pp 13604 340 


— 9206230074 Working Paper 0 of Reg Guide RS 704-4, "Appl i cabi 1 itu of 
OA Criteria of App i) to Structures, Bys ft Components of 
Nuclear Power Plants " 

a NRC - No Detailed Affiliation Given 77/04/14 IRno 
13604 262 


—G206230078 Working Paper C of draft Reg Ouide RB 704'-4i " Appl i cabilUu 
of Qa Criteria of App 0 to Structures, 9ys ft Components of ^ 

Nuclear Poutr Plants " 

» HrC - No Detailed Affiliation Given 77/04/14 Ip i36a4:SB] 


—8206230001 Draft Reg Guide RB 704-4, "Applicability of QA Critorta el 
App 0 to Btructurea.Qys ft Components of Nuclear Power 
Plante " 

BECKHAM, D NRC - No Do tailed Affiliation Given 70/01/26 Too 
13604 291 


-D2068300Q6 Draft Reg Guido RB 704-4, "Applicability of GA Criteria of 
App B to Structures, 8ys ft Components of Nuclear rewar 
Plants " 

» NRC - No Detailod Affiliation Given 79/06/19, Son, 

13604 332 


-0806230094 Draft Reg Guide 1,XY2, "Nuclear Power Plant Btructuresi 
Sys Componente ft Activities Subj to QA Program. " 
e NRC - No Detailed Affiliation Given 70/03/24. 30 b.b 

13604 342 


9206160390 Package of two comments on draft Rey Guido OP 723-4, 
"Qualifications for Radiation Safety Officer In Large-Scale 
Non-Fuel-Cycl e Radionuclide Program " Supports guide 
6HATNA0AR.J P Mercy Hosp Pi ttsburgh, PA RDDBERQ, J A Chevron 01) 
Co (subs of Standard Oil Co of California), 02/06/14 
Docketing ft BervUea Dranch 2pp 13921 268 


a2062S0l94 Commtntf on draft R«g Ouide OP 722-4, "Qualifications for 
Radiation Safety Officer In Large-Bcale Non-Fiiel-Cycle 
Radionuclide Program " Suggests amend to list in Table 1 
re training ft experience, 

CORRIGAN, F W Loyola Univ of Chicago 82/06/30 Dockatlne ft 
Birylces Branch 2pp 13616 094 


9206160352 Comments on draft Rag Guide IC 126-5, "Instrument Sensing 
Lines " Opposes guide 

THORPE, J R Oentral Public Utilities - GPU Bervice Corp. 47FR14016 
92/06/10 CHILK, 6 J Office of the Betretarv of the CoJ^miesion 
ip i3SlB 333 


6206250273 Ack receipt of draft Reg Ouide OP 782-4, "Quo U fleet koTii 
for Radiation Safety Officer in Uarge-BcaJe Non-Fuel-Cy c lo 
Radionuclide Program " No commente offered 

STILL, E T Korr-McOee Corp 82/06/10 DELL, J, M NRC - No OtlailcdS 
Affiliation Given Ip 13617* IBS. 


0206160353 Comments on draft Reg Guide IC 131-9, "Installation of 
Transducers " Supports guide 

MILLS, L M Tenneeaee Valley Authority B8/06/09, Docketing ft 
aervlcBs Branch app 13510 334 


B2D6i60473 Comments on draft Reg Guide TM 609-4* "Guide for 
preparation of Application for Licenses In Medical 
Teletherapy Program*. " 

BOLLlNGERiL J Air Forte, Dept of 02/06/04 Docketing ft BoTvlcus 
Branch Ip 13512*071 


aaOMBOip Comments on draft Rag Guide qp 722-4 ft impact statement, 
"Qualification* for Radiation Safety Officer In targa-Scale 
Non-Fuel-Cycle Radionuclide Program.*' AmerUan Board of 
Radiology eer tlf itat ion should be included 

RANDALL, 0 J New Britain Oenaral Hosp New Britain, CT, 82/06/14 
Docketing ft Services Branch. ip 13394*295. 


0206250292 Comment* on draft Reg Guide OP 722-4, "Quail f i cation* far 
Radiation Safety Officer In Large-Scale Nun-Fuel-Cyc 1 a 
Radionuclide Program " 

REN0AN,K Eastern Michigan Univ 82/06/14 Doeketino ft UtrvUe* 
Branch 3pp 13613 033 


8206200297 Bummary of 770117 OA Workgroup maeting on appHcabilUu 
App fl to IOCF850 per proposed Reg Guide 1 XYZ Draft basis 
for regulatory pO*ltlon ft related info end 

LlE9ERBACH,r U NRC - No Detailed Affiliation Given 77/01/31 
NRC - No Detailed Affiliation Given 93pp, I3640d43. 


-’-8206290245 Draft Reg Ouide 1 XYZ, "Nuclear Power Plant Structures, &e 
Component* ft Activities flubj to QA Program " * 

* Assistant Director for Quality Assurance ft Operations 
70/03/24, 2Qpp. 13639 333 rv ivxoni. 


9206210692 Comment* on draft Reg Guide IC 126-5* "In*trutntnt Saneii 
Lines." Draft should be conslstant w/Reg Guide 1. U, 

"Instrument Lints Penetrating Primary Reactor Gontalnmint " 

MILLS, L n Tenneeiee Valley Authority 08/06/14 Docketing \ 
Services Branch 3pp 13564:069 


—0806280292 Working Paper A to Reg Guide RB“704-4i "Applicability of 
Criteria of App B to Structure*, By* ft Componehts of Nuclior 
Power Plant* *' 

4 NRC - No Detailed Affiliation Given, 77/02/23, 2900 

10640 J14 
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— esaij2e0320 Draft Reg Guide R3~70<V-4i “Applicability of QA Criteria of 
App B to Structures! Sy 5 8 * Components of Nuclear Power 
Plants " 

OECKHAH^D NRC -No Detailod Affiliation Given 70/06/36 lOpp 
13644 234 


— &2062G0323 Draft Reg Guide RS-704*'4, "Applicability of OA Critoriu of 
App B to Structures! Sya & Components of Nuclear Power 
Plants “ Retatod info and 

e NRC - No Detailed Affiliation Given Q2/0B/13 B7pp 
13644 293 


— 9206280906 Working Paper A to draft Reg Guido RS 120-5i for method for 
determining relative importanco to safety of 

instrumanta tlon! control 6 electrical sys for applying graded 
requirements to sys 

* NRC - No Detailed Affiliation Given 80/08/15 9pp 
13642 318 


— 0206280523 Working Paper H to draft Reg Guide HG“704-4 j "Applicability 
of OA Criteria of App B to Structur osi Sy b U Components of 
Nuclear Power Plants " 

BECKHAMrD NRC ~ No Detailed Affiliation Given 70/02/08 7pp 
13645 307 


“-02O628O6O6 Working Paper D of draft Reg Guide R8-704-4! "Applicability 
of QA Criteria of App D to Glructor osi Ey a C< Components of 
Nuclear Power Plants “ 

* NRC - No Detailed Affiliation Given 77/06/23 6 pp 
13649 36i 


— 02062S0615 Draft Reg Guide RS-704-4 j "Applicability of QA Criteria 
of App B to atructures* 9ys It ComponentB of Nuclear Power 
Plants '* 

* NRC - No Detailed Affiliation Given 7B/03/03 8 pp 
13646 004 


0206300182 Comment* on draft Reg Guido QP 722-4! "Qualification for 
Radiation Safety Officer " Suggested qualifications should 
be amended 

PAULf J M Affiliation Unknown 82/06/30 Docketing b Services 
Branch 2pp 13653 33?! 


8206300184 Ack receipt of draft staff Technical Position WM-0201! 
"Hydrologic Design Criteria for Tailing* Retention Sye. " 

Paper modifies Reg Guide 3 11 Request* reg guide revisions 
from NRC in future 

RDB3lLL0NrJ Dravo Corp 02/06/21 Docketing b Services Branch 
Ip 13653 338 


8206300200 Comment* on draft Reg Guide 1C 126-5 j "Design of Instrument 
Sensing Line* " Oppose* proposed reg guide 
RDaERTSON. C 0 Houston Lighting b Power Co 8T-HL-AE-04O 
82/06/82 CHIUK»8 J Office of the Secretary of the Commission 
ip 13692 323 


8206300292 Comments on draft Reg Guide OP 722-4. "Qualifications for 
Radiation Safety Officer in Large-Scale Non-Fuel-Cyc lo 
Radionuclide Program " NRC overestimated value of health 
physics or radiological health degrees. 

HATTOXjA H Brandeis Univ 02/09/17 Docketing b Services 
Branch Ip I36S0 067 


8206300300 Package of two comments on draft Reg Guido OP 732-44 
"Qualification* for Radiation Safety Officer in Large-Scale 
Non-Fuel Cycle Radionuclide Program " Support* draft guide 
WEATROW 8 KI 4 W A Vet Admin Medical Center San AntoniOiTX. 

LiNTONiO M American College of Radiology 02/06/24 Office of 
the Secretary of the Commission 4pp 13698 060 


8206300311 Comment* on draft Reg Guide OP 728-'4! "Dual I f Icatlons for 
Radiation Safety Officer in Large-Scale Non-Fue l-Cycle 
Radionuclide Program. " Qualifications would be more complete 
if American Board of Radiology certification Included. 

SALADINOiT New Britain Oaneral Hosp New Britain! CT. 82/06/lB 
Docketing b Service* Branch. Ip. 13696 394 


8206300322 Package of two comment* supporting draft Reg Guide OP 722-44 
"Qual if Ication for Radiation Safety Officer In Large-Scale 
Non-Foe l-Cyc 1 e Radionuclide Program " 

LEHBARESiN Christ Hasp. Oaklaum IL KALUSKARiAO. Louis A MeJ s* 
hecAorial Hosp, Chicagoi IL. 82/06/23 Office of the Becretary of 
the Commission. 4pp. 13698 086 


RES research AND TECHNICAL A881BTANCE REPORTS 


8306020260 "Thermal Hydraulic LMFBR b LWR Safety Exp «r Iments* " 
monthly highlight l^r for Mar 1988 

OIKSBEROfT « GREENE. G. A Brookhaven National Laboratory. FIN 
A-3024 02/03/31. GURTlSi R. T. Severe Accident Assessment Branch. 

9pp 13334:330 


8206020268 "W Recovery Research Sponsored by NRC at DNWL. “ quarterly 
progress rept for Jan-Mer 1962 

SCHWENDIMAN. L . OEE, 0 W , HARTLEY. J N Hat telle Memorial Ins ti tutu. 
Pacific Northwest Laboratory PML-4105-P 02/04/30 Office- of 

Nuclear Regulatory Research. Director 74pp 13341 214 


Q206020263 "Super 9y e Code Dbv< lopmentj Veri f i cation b Ap p 1 i c at i oni " 
monthly highlights for Mar 19^62 

GUPPYj J 0 Brnolhavon National Laboratoryi FIN A-30IS S2/'04/l3 
CURTIS* R T Office of Nuclear Regulatory Reaearch. Director 7p|i 
L3342 235 


8206020267 "Invoe t iga tion of Ventilation Component Response to Large 
Pressuro Pulses." informal monthly progress ropt for Apr 
1962 

GREGORY, W S Los Alamos Gclentific LaUnratory FIN A-7026 
03/09/12 SDLDERO* D E Transportation b flatorinls RisV Branch 
6 pp 13342 229 


0206020390 "LWR Code A-soes sment b App 1 i ca ti on . “ month ly highlight 1 tr 
for Feb 1985 

SAHA. P Brookhaven National Laboratory FIN A-321b 82/02/20 

QDARi F Analytical Models Branch 6 pp 13342 223 


0206020299 "RAHaNA-3B Coda Mod b Evaluation.*' monthly highlight Itr for 
Feb 1902 

SAHArP Drnokhaven National Laboratory FIN A-3014 62/02/20 

ZUQER.N Analytical Models Branch Spp 13342 glG 


0206020299 "Aerosol Release b Transport Program*" foreign trip rep fc 
KRESS* T 8 Oak ftidgo National Laboratory FIN 8-0121 
GRNL/FTn-1297 02/04/23 SiLDERHEflO.M Fuel Behavior Branch 
30pp 13342 laS 


8206080086 " Invustiga tion of Accident-Induced Flow Zi Mail Transport in 
Nuclear Facilities.'* progros* rapt for Apr 1982 

MARTIN. R A . GREGORY. W 0 Loa Alamss Bcientific Laboratory PIN 
A-7029 Q-6-3t2 (R6731 62/06/01 DERNBTEIN. S Transportation b 

ha-terlals Risk Branch 17pp 13441 199 


8206090234 "LWR Code ABsesamont b; App 1 1 cation . *' monthly highlights for 
Apr 1902 

SAHA. P Brookhaven National Laboratory FIN A-321S 02/04/30 

GDAR.F Analytical Models Branch 6 pp 13456 090 


0306100217 "Durst Strength of Zircaloy Tubing U/Embedded 
Thermocouples.'* intornal technical rept 

OLSEN. C 8 . RUSSELL. M L r POINTER* T F EObO* Inc FIN A-6043 
LQ-14-02-031 02/04/29 NRC - No Detailed Affiliation Oivoii 

44pp 13471 045 


8206100324 "HTOR Safety Program*" monthly highlights far Apr 19aP 
SASTRE. C Brookhaven National Laboratory FIN A-3016. 88/09/13 

FOULDSi R Office of Nuclear Regulatory Research* Director 4pp 
13469 323 


820^6100339 "LOFT Monthly Progrosa Ropt Mar 17824 " interim rept 
LEACH* L.P. CObO, Iitc FIN A-6110 EOO-LOFT-5S46 62/04/30 
MCPHER 8 ON 1 0 D Office of Nuclear Regulatory Research. Dlrectpr 
TILLER. R E Energy. Dept of 73pp 13469 339. 


8206100346 "Advanced Instrumentation for Reflood Studies (AIR 8 ) 
Program." rept of foreign travo 1 

MCCOLLDUGHi N D Dak Ridge National Laboratory FIN D-0413 
ORNL/FTR-1301 02/05/20 RMEE* O B Division of Accident 
Evaluation 8 pp 13470 052, 


82.06100350 "Integration of Nondes truct i ve Exan Reliability b Fracture 
Mechanics." monthly progress rept for Apr 1902 
DOCTOR * 8 R Datkelle MamorlaL Institute. Pacific Northwest 
Laboratory FIN □-22B9 82/05/21 HUSCARA. J Materials 

Engineering Branch 30pp 13470 060 


6206100351 "Inti 8 td Problem 11 i LOFT Experiment L3-6/LQ-l>." 
preliminary comparla-on rept, 

PETERSON. A C * COOK. C EO&O, Jnc. FIN A-6047 E00-CAAD-9a9a 
82/04/30 ODAR.F. Office of Nuclear Regulatory Research. Director. 
293PP 13471 000 


6206100362 "NEPTUN Data Processing at EGltO ID. Inc CSys 00). " Interim 
rept 

GRUETTER.H P. EO&O. Inc. FIN A-6053. EOO-LOFT-9607. 02/05/31 
MCPHERGONt 0, 0. Office of Nuclear Regulatory Research* Director. 
TILLER. R E Energy. Dept, pf. 62pp 13469.161, 


9206100363 Form ardi secon-d lamiannual rept on "Planning for Nuclear 
emergencies.'' for Dec 19ai“May 1902 under contract to NRR. 

MOELLER. D M Hervard Univ 82/06/01, FOULKE, J D Office of 

Nuclear Regulatory Research. Director Ip 13468:119 
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—B3062CD367 62 OAJ 003*3 

"Planning for Nuclear E^ergencie^r” second semiattnuaL rept 
for Obc 1901-Nay 1963 WHO aiO02A Ur re 611123-27 intJ 
(nee^Lng in Drusse Is/ 0« 1 g lutii tQ discuss justification for 
public health actions in radiation accidents end 
nOELLEFliD U Harvard Univ 03/O&/OI Office of Nuclear 
Regulatort^ Researchi Director Up 1346B 116 


—B206,t€0370 62061-00363 

Forwards repts on emorgency planning levols distributed 1>ij 
rcjpresentat ivas from various countries during WHO working 
group 0U123-27 meeting in Brussels, Qelgi um re basis for 
p</tlic health actions in radiation accidents 

M DULLER, D U Harvard Univ 61/12/14 ORIHES.B DlvisLon of 
Emergency Preparedness Ip 13460 127 


—9206100372 0206100363 

Rept entitled “Intervention Levels^ Projec ted Doses,"* 
presented at WKD working group 611123-'27 meeting in 
Brussels, De Ig i urn 

QENIN0ON Argentina 91/11/24 Ip 13468 126 


— 6206100374 6206100363 

Rapt entitled “Regulations i Provisions for Event of 
Radiation Accidents in Ciechoslovak ia, “ presented at WHO 
working group 611123''27 meeting in Qrussels, Qelg iun Pamphlet 
re emergency ref levels end 

a Crechoslovatla fit/ll/23 i4pp 13466 129 


—8306100377 6206100363 

Rept entitled "Emergency Strategy Within Federal Republic of 
Oermany," presented at WHO uiorklng group 011123-27 meeting 
in Brussels. 6elgx 04} 

• Oermanyr federal Republic of 61/11/24 Spp 13466 141 


— esc 6100350 8206100363 

Kept entitled “Ref Levels in Federal Republic of Oermany,*’ 
presented at WHO working group 611133-27 meeting in 
Brussels, St Igium 

♦ Oermany, Federal Republic of 01/11/25 Ip 1346B 143 


— C206I00381 02061 0D363 

Rept entitled "Statutory Oases for Public Health Actions To 
Be Taken In Case of Radiation Accident in Hungary ■ ** 
presented at WHO working group 811123-27 meeting In 
Brussffis, Da 1 gium 

52TANVIK.L B Hungary 01/11/23 4pp 13460 144 


—9206100363 6206100363 

Rapt entitled "Public Health Aspects of Offsite Emergency 
Planning In India," presented at UHQ working group 
SlUSB-S/ meeting in Brussels, Belgium 

SHAH, V R , QUflBARATMAM, T India 01/11/23 13pp 13460 UB 


—8206100305 B206J 00363 

Rept entitled "Emergency Ref Levels (Japan 1980>r ** presented 
at UHQ uortcing group 011123-87 meeting In Brussela, Belg ium 
■* Japan 91/11/23, Ip. 13460 161 


—B2061 00300 8206100363 

Rept entitled "Emergency Ref LevelsiNCRP - Ministry of 
Public Health of U59R 1901," presented at WHO working group 
811123-27 meeting in Brussels, Belgium 

MQISEEV Union of Soviet Boclalist Republics ei/Il/25 Ip 
13460 168 


— B206t 00370 0206100363 

"Projection of Public in Event of Radiation Accidents,'* 

Draft 3 ICRp 02Q'1O4 Ur requesting assistance in preporation 
of rapt Bfic I 

MOELLER, D W Harvard Univ 01/12/05 Office of Nuclear 
Regwlatorv Research, Director 27pp 1346B 163 


G206100365 "Redundant Decay Heat Removal Capabl llty, Kewaunee Nuclear 
Power Plant,** preliminary technical evaluation rept 

UDY.A C EG60, Inc EGO-EA-3055 02/04/30 DQNOHEW, J N Dlvisloi 

of Licenaing 23pp 13469 224 


9206100369 "Evaluation of LOFT Experiment L 8 ~J Heatup Rates i&gs I4>i" 
Interim rept 

CORYELL, C M EOhO, Inc FIN A-6OO0 E00'-L0FT-5790 02/03/31 
MCPHERSONiO D Office of Nuclear Regulatory Research* Director 
26pp 13467 246 


6206100410 "Thermal-Hy draol ic LMFDR h LHR Bafety Experiments,** -monthly 
highlights for Apr 1902 

OINBBERO, r , GREENE, 0 A Brookhaven National Laboratory. FIN 
A-3024 92/04/30 CURTIS, R T Severe Accident Assessment Branch 

5pp 13458 321 


92Q6110184 "RAH0NA-3B Code hod Evaluation," monthly highlights for 
Apr 1902 

8 AHA 1 P Brookhaven National Laboratory FIN A-3014 02/04/30 

ZUBERiN Analytical Models Branch 5pp 13493 279 


6206110413 "Short Segmented Cask Development, */al Idatlon it Application" 
"Generic Balance of Plant hodeling, " monthly highlights 
for Apr 1902 

GUPPY, J 0 Brookhaven National Laboratory FIN A- 3015 92/05/10- 

CURTIQ, R T. Severe Accident Assessment Branch 8 pp 13490' 339 


8206140261 "Acoustic Emission Character 1 xation of Flow Growth in A&33B 
Pressure Vess«l Steel, “ monthly itr rept for Apr-Nay 1902 
HUTTON, P H , KURTZ, R J DattelU Memorial Institute, Pacific 
Northwest Laboratory FIN 0-2008 62/06/04 MUBCARA, J Materials 

Engineering Branch llpp 13493 352. 


6206140270 "Near Field Repository Conditions in Basalt it Salt,"' interim 
rept 

BIBKIND, B , HSIEH, D Brookhaven National Laboratory FIN A-3164 
0NL-NUREO-31O49 82/03/31 WICK,E A Division of Waste Managontenk 
60pp 0507 090 


0306140277 "Uniform it Pitting Corrosion Data Requlromants for TiCode -|2 
High Level Waste Containers," interim rept 

SHAOiJ Brookhaven National Laboratory 90Q,P New Brunaul Ck 
Laboratories FIN A-3164 DNL-NUfi£G-3lO40 02/03/30 WlCKiE A 
Division of Waste Management 4Spp 13507.303 


8206140360 "Accident Aerosol Charactarl xatlon, " monthly progress 
rept for Hay 1982 

OWCZARSKI,P C Sattelle Memorial Institute, Pacific Northuost 
Laboratory FIN B-2287 62/06/04 BERNSTEIN, 8 Division of Risk 

Analysis 9pp. 10509 23Q 


8206140368 "HTGR-GT, Exploratory Code for Analysis of Transient 
ThermohydrauL Ics in Direct Cycle HTGR w/Gas Turbine," 

Interim rept. 

KROEGERjp 0 Brookhaven National Laboratory, FIN A-3016 
aNL-NUREO-30320 81/11/30 F 0 ULD 9 , R B. Of flea of Ngcloar 
Regulatory Research, Director 90pp 13509 155 


0206140377 "NRC Nuclear Waste Mgt Technical Support In Development of 
Nuclear Waste Form Criteria," Interim rapt 

fllOAiO , EASrwooO, E A Brookhaven National Laboratory FIN A-3167. 
BNL-NUREO-3iO70 82/03/31 W1CK,E A High Laval Waste Licenalng 
Management Branch 32pp 13509 248, 


8206140398 "Qaiimic Analysis of Piping Sys Subjected to Independent 
Support Excitations by Using Rssponsa Spectrum $< Tima 
History Hethorfs," informal rapt 

GUBUDHIiM » BEZLER, P , WAN0,Y K Brookhaven National Laboratoru 
FIN A-3225 BNL-'NURE0-31296. 82/04/30 O'BRIEN, 0 , HARTZMAN,M 

NRC - No Detailed Affiliation Given 53pp. 13510*064 


0206150030 "Doric Acid Corrosion of Ferrite Reactor Gompanante^ 
informal rept for Mar 1902 

CZAJK0W8K1,G Brookhaven National Laboratory FIN A-3380. 
BNL-NURE0-3l09e. 82/03/31 TURQVLlN, D. Chemical Engineer Ug 
Branch 22pp 13510' 339. 


8206220068 "Review of Status of CRBR Licensing Technical Isauea re 
Heat Removal 8 yi & Severe Accident Analysis " 

BARI,R A , AORAWALj A, K. I BUSLIK, A J Brookhaven National LaboratorL, 
FIN A-3360 BNL-NURE0^3ia97. 02/04/30 MORRie, W Clinch River 
Breeder Reactor Program Office 97pp 13505*079, 


8206240441 "Adapting Aerosol Transport Code HAARM-a to BWR Containmant 
it Bldg Conditions for S A 8 A Program," Interim rept 
DAVI 8 ,W Oak Ridge National Laboratory, FIN B*0i27. 82/06/30 

Office of Nuclear Regulatory Research, Director, 41pp. 13619.009 
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0206340470 "Environ Assessm^nta of Fuel Cycle Facilitie«>“ monthly 
progresf rtfpt for Apr 1902 

KELLVjM J Oak Ridge National Laboratory FIN B-0279 
0HNL/GD/E1S“173 82/04/30 OJLLEN.D M Uranium Recovery Licensing 

Branch 6pp 13620 003 


0206250060 "ORNL Programs for NRC Ofc of Nuclear Regulatory Rosearcti< " 
monthly highlights rept for Apr 1902 

LCTTSjA L . BTEVENBi J A i HDMAN. F J Dak Ridgo National Laboratory 
03/03/24 Office of Nuclear Regulatory R«ftearch> Director 90pp 
13628 205 


REVIEW ORP NRC RESEARCH REVIEW CROUPS 


6206010480 Summary of CROR 020512 Meeting 13 in Qethe«da»M0 re final 
rule on environ qualification of electrical equipment List 
of attendees end 

arELLOf V Regional Operations & Oonoric Requirements CLI“00-21 
83/05/19 DIRCKSjW J Office of the Executive Director for 
Operations 3pp 13313 2/2 


6206010553 Comments on NUREO-OBBOj NRC policy statemont on safety goals 
re nuclear pouer plant accidents Statement vagus & 
statistics used questionable 

DENISONrJ Nebraska for Peace 45FR7loa3 063 02/05/13 

Docketing Services Branch 2pp 13315 344 


6206040091 Comments supporting NUREO“O08O. NRC policy statement on 
safety goals 

fiITTL»R L Public Borvice Electric & Oas Co of New Jersey 
45FR7I023 136 02/OS/23 CHiLKi 8 J Office of the Secretary of the 

Commission 2pp 133S0 050 


6206040124 Forward i CROR activities monthly rept for 020434-0927 6 open 
items from previous meetings Rept will be included in weekly 
rept to Cammisiion for uk ending 820528 

aCHWINKrW 0 Regional Operations Generic Requirements 02/06/02 
Committee to Review Generic Requirements 4pp 13347 287 


6206040357 Forwards comments from K Cohen re NUREG-O08O< proposed safety 
goal & draft Nuclear Btandardiiation Act of 1982 
PALLADiNOi N J. Commissioners 45FR71023 1 37 02/05/27 

REMICK.F J Office of Policy Evaluations TOURTELUOTTE NRC - Nn 
Detailed Affiliation Given Ip 13350 330 


— 0206040361 Comments supporting NURE0-0Q60< NRC policy statement on 
safety goal* ti draft Nuclear Stondardiiat ion Act of 1902, 
COHENfK Affiliation Unknown 45rR7l023 B2/05/ai 

PALLADINOfN J, Commissioners. 6pp 13350>33i 


8206070270 Package of two comments on NUnEG-OBBOi NRC policy statement 
an safety goals Supports policy 

DRADBURY/R B Stone l< Webster Engineering Corp COREYi 0. R 
Affiliation Unknown. 45FR71023 82/06/01 Docketing & Services 

Branch 6pp 13368 262 


6206070334 Package of two comments on NURE0-O68O» NRC policy statement 
on safety goals Opposes policy 

NtCKDLS, T C South Carolina Electric & Gas Co LEWIOrM I Lewis* 

H 47FR71023. 02/06/01 CHILK* 6 J Office of the Secretary of thu 

Cammlfilon 3pp 13363.069 


6206070605 Comment* supporting draft NUREO-OBSO* NRC policy 
statement on safatg goals. 

rrSHERfC.R. OA Technologies, inc /General Atomic Co 45FR710S3 135 
82/05/19 Docketing S< Services Branch 3pp 13371 353 


6206070621 Forward* comment* offering suggestion* for addition of 
clarifying info re proposed rule on draft NUREO-OSBOi NRC 
policy statement on safety goal*. 

OlLMANiL Affiliation Unknown 45FR71023 134 82/05/18 RCHICK.F 

Office of Policy Evaluation* Ip 13390- 109 


— 0206070627 Forwards comments suggesting add 1 topics proposed for 
Incorporation in draft NUREO- 0880, NRC policy statement on 
safety goals, 

OILMAN, L Affiliation Unknown 45FR71023, B2/05/i7 Dockoting 

8( 8erylc«s Branch 21pp 13390 UO. 


B2060B03B4 Summary of 020520 Meeting 14 of CROR List of attendees end 
8TELL0, V, Committee to Review Generic Requirement*. 02/05/27. 
DIRCK8, W, J Office of the Executive Director for Operation* 3pp 
13416 001 


9206090120 Comment* on NURE0-08BO, proposed policy statement on safety 
goal* for nuclear power plants 

SHERWOOD, 0. 0, General Electric Co 45FR71023 142 82/05/27 

Docketing 6 Service* Branch 7pp 13439.258 


8206090123 Comments on NUREG -0000* NRC policy statement on safety 
goals Requests extension of submittal date to B2O604 
BARBER, R M Energy* Dept of 45FR71023 143 B2/05/18 CHILK, S J 

Office of the Secretary of the Commission Jp 13439 334 


8206160292 Comments on NUREG-0S8D re proposed policy statement on 
safety goals for nuclear power plants Commission should not 
take final action on adopting policy until time has been 
given to evaluation 6 agreerrenfr on imp 1 eman taiion. 

SHEWMON. P ACRE - Advisory Committee an Reactor Safeguards 
47FR7t023 144 02/06/09 PALLADINQ* M J Commi a s i oners I3pp 

13521 307 


8206160322 Comments on KUREG-OSBO re proposed polic<^ statement pn 
safety goals for nuclear power plants NRC should use 
comparability std between plants & other activities that 
impose geographical nonuniform risk on Individuals 
ORIFriTH. JD Energy. Dapt of 45Fn71023 145 63/06/11 

CHlLli.BJ Office of the Secretary of the Commission Ip 
13521 2G7 


8206160409 Notice of proposed legislation re ’‘Nuclear Standard i lat i on 
Act of 1902 ■’ 

CHILK, SJ Office of the Secretary of the Coijimiss 1 an 02/05/^7 
7tpp 13942 291 


8S0618<1200 Comments on NUREO-08BD re NRC proposed policy statement on 
safety goals for nuclear power plants Qppases statement 
^/AFFER.J Affiliation Unknown 4 5Fn7l023 146 62/05/16 REMlCKiF" 

Office of Policy Evaluations 3pp 13554 276 


G2062l'06l6 Comments on NUREO-OBGO re proposed policy statement on 
safety goals for nuclear power p lants j NURE3-0B30 Supports 
statement 

rtARlAWl.L P American Nuclear ln»urers 45FR7lOa3 147 82/06/14 

Office of the Secretary of the Commission 36pp. 13561 311 


8206210630 Ack receipt of I tr ejtprassing concern ro licensing l« 
operation of nuclear power plants cited In NURES-0000 re 
proposed policy statement on safety goals 

STRASMAxJ Region 3, Office of Director 4SFR71023 83/06/14 

CHOWNINO, E Affil lotion Unknown Ip. 13561 US 


— 0206210632 Expresses opposition re licensing nuclear power plants 

CHONNINO, £ Affiliation Unknown 45FR71023 82/05/13 Region 

3, Office of Director. 6pp 13561 119. 


0206250265 Notification of 820707 CROR Meeting 15 in Detbssda.HD to 
consider proposed guidance for Implementing SRP rule 
Requests that attendance be limited to participants who will 
be addressing agenda 

6TELL0, V Regional Operations Generic Requirements 82/06/24 
EIBENHUTrD 0 Division of Licensing xXIRDAN.E L Director's 
Office, Office of Inspection and Enforcemant, HAUS9MARDTrD B 
Office of Nuclear Material Safety Saf eguard*, Diret tor Ip 
13613 105 


0206250312 Suppls ANB G20518 Itr commenting on NUREO-OBao, NRC 
proposed policy statement re safety goals Need for 
publication of safety goal implementation provislan* for 
public comment prior to adoption re-emphasl led 

MUNTZINO, L M American Nucloa.r Bocloty 49FR710a3 149. 02/06/17, 

FALLADINO, N J, Commissioners 2pp 13617 230 


0206250315 Comment* on NURE 0-0880, NRC proposed policy statement ro 
safety goals aupports statement 

SHIELD8,a W Public Service Co of Indiana, Inc. 49FR71023 150 
02/06/16 Docketing & Services Branch Spp 13617.179 


6206300190 Forwards comments on draft N UR EO “0800, NRC policy statement 
on safety goals, for revieui 8< consideration 

□ ^REILLY, J P Region 2, Office of Director 4SFn7i023 151 
02/06/19 RCNMICK, F. Office of Policy Evaluations Ip 13653 332 


— 0206300191 Comments on draft NURE^^OBBO, NRC policy statement on srtfet 
goals Suggests reor gani lati on of safety goal* 8( deletion of 
plant performance guideline concept 

MCDONALD, J. Region 2, Office of Director. 45FR;7I0S3 I5l 
82/05/27 QUICK, D Division of Project & Resident Programs 3pp 
13653- 333 


B206300289 Forward* K Oohen comments on draft NUREO-OB80, NRC policy 
statement on safety goal* & draft Nuc lear Standardization 
Act of 1932 for review & appropriate action 
PALLADINQ, N, J Commissioner* 47FR24044 002. 82/05/87. 

REMICK, F J. Office of Policy Evaluations TOURTELLOTTE, J 
Regirlatorij Reform Task Force Ip 13652:339 
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— e206300a?7 CtjnfneTits on draft NUREG-O6QD1 NHC poUctj sta<to(a«Tit nn 
goals for nuclear potner plants draft Nuclear 
Standai dt la t ion Act af 19S2 Opposes policy -statement 
CGHEN.K Affiliation Unknotun 47FR2^04n 002 B2/09/21 

P^LLADlNOi N J Co r HISS loner s 7pp 13&5^ 340 


9206300324 Responds to RaOiii reiiiiBafc for mail published In 020602 Fft 
re Regulatory Reforjn Task Force FR available at nearest 
local library 

TaURTCLLQTTE. J Regulatory Reform Task Force 47FRa4044- 001 
02/06/23 LEGITS. M T Ueuiis. M Ip 13698 040 


— 0206300332 Retiuests separate viau/s of Cojntni ss lonoi s Ahearno & Roberts 
tuD (tiembers of Regulatory Reforn Task Force that provided 
sapara te v i qujs 

LEWIS. M I Lewis, M 47FJ124044 001 B2/06/13 SCQTT. R S NflC - 

No Detailed Affiliation Given 2pp 1369B 04? 


—01 1230013? SECV'0l'6fl7 

Re^ueats approval for designation of presaorliftd thermal 
shock safety concern as Unresolved Eafetg Issue A-49 
Preliminary discussion of proposed scope end 
0IRCKB>W J Office Of the Executive Director for Operotlons 
01/12/08 I4pp 13493 216 


6206140363 Responds to FOIA request for public roleaae of SECY-02-D6 
re nuclear power plant staff working hours & 020226 memo to 
WJ Dirclts Forwards documents 

FCLT0.N. U M Division of Pules onrf Records 82/06/02 NEVER , 0 W 

Louenstein, Newman, Reis, Axclr ad & Toll Ip 13510 284 


— 820312041G Informs of NRC actions taken in response to SacrotAry 
011104 memo re plant staff lunrKirig hours, It rociuests 
approval of wording changes to NUREO-0737, Itam 1 A 1 3 
DiRCKSi W J Office of the Executive Director for Operations 
82/03/01 ?pp loSlO 2Q0 


SECY PQSITIOM PAPERS BEFORE THE COMMISBIDN 


6201200529 Rer oriri end s Com.nission direct NRC to order all reactor 
licensees to conclude conceptual designs *4 to submit 
detailed eng loaering, procurement 6 installation schedules 
for nCS level monitoring concept by 620501 

DIRCKS. U J Office of the Executive OiTSCtos' for Operations 
01/12/2? Commissioners 70pp 11622 2S4 


0204160252 SECY -B2- 133 

Responds to Commission request for revised paper re 
employee protection 

DlRCKS/W J Office of the Executive Director for Operations 
02/03/29 56 PP 13603 349 


0205940553 8ECV~02-ias 

Requests Commission approval re publication of final amend 
to 10CFR5O tt App E cancarnitig mod to emergency prepardnese 
regulations relating to lou power operation. 

DIRCKS, W J Office of the Executive Director for Opcratlnns 
02/05/03 43pp 13569 003 


0206040474 Transcript of 820601 public meeting in Mash ing ton, DC re 
final rule, "Environ Dual i f leatl on of Safety-Related 
Electric Equipment for Nuclear Power Plants ’• Pp 1-135 
* Commissioners B 2/06/01 127pp 13424- 079 


9206140305 Addl response to FOIA request for six categories of 
documents Forwards 6ECY-81-362. 6ECV'’3l-422 It SECY-Ql-509 
FELTON. J M Division of Roles and Records B2/06/02 SHOLLY^ fi C 
Union of Concernod Scientists Ip 13S10 191 


-0106300007 SCCY-Qt-362 

Seeks Caoimisslon approval to fund technical assistance 
contract for implenentation of emergency preparedness 
requirements at facilities by DNWL Recommends Commission 
approval 

DIRCKS.W J Office of tho Executive Director for Operations 
0I/O6/OB 3pp 13510 193 


—0107310272 SECY-0 1-422 

Seeks Commission approval of FR notice soliciting comments 
on proposed rule re THI-related requirements for OL 
app 1 tcatlons 

DIRCKS/W J Office of the Executive Director for Operations 
81/07/15 iSpp 13910 SOI 


—B1091 50031 6ECY-01-9O9 

Requests approval to process S( approve licensee requests for 
exceptions to locations 8t backup criteria of NUREO-0676 for 
emorgoncy operations facilities 

DIRCKS,W J Office of the Executive Director for Qperatlnna 
Bi/00/24 4pg 13510 216 


—8206040491 SCO 7-82-207 

Requests approval far FR publication of notice of final 
rulemaking issue re environ qualification of saf ety-re lated 
electric equipment 

OIRCKSrW J Office of the Executive Director for Operattops 
62/05/24 7app. 13424 223 


9206100359 8ECV-92-105 ERR 

Errata, replac inp cover page of request for Commission 
approval of final amend to 10CFR50 tc App E re mod to 
eme/gency preparedness regulations concerning lou power 
op era t ion 

DIRCK8,W J Office of the Executive Director for Operations 
02/05/06 2pp 13569 OOl 


6206080014 Transcript of 8205S6 affirmat ion/d iscussion se-aSion in 
WashlngtunrDC re SECV 82-20B Pp 1-2 
* Commissioners. B2/05/2B 6pp 13441 041 


—8206080018 SECY-02-2Oe 

Approves employment of Frager as Cammisioner Asselstine 
secretary Si permits access to natl security info & 
restricted data before security Investigation Is completed 
Zt evaluated. Prof qualifications end 

DIRCK3, N %I Office of the Executive Director for Operations. 
B2/05/26. 3pp 13441 046 


8206090913 Transcript of 620520 public meeting in Nashing ton, DC re 
emergency preparedness appraisal program.Pp l-SS VIewgraphs 
and 

e Commissioners B2/O5/20 69pp 13440 134 


STATE PROG STATE PROGRAMS 


6206010035 Response to FOIA request for all info re petition for 
rulemaking PRM-39-1 filed 790320 by OV Tap I in Documents 
listed in App A end Documents listed in App S withheld from 
public disclosure 

FELTON, J M Division of Rules and Records 2132 02/04/16- 

KRONZEK,AL FQI Services 3pp 13328 121 


—D1040603B5 Concurs u/draft Commission pape. to deny petition for 
rulemaking PRM 35-1 re sxamption from NRC restrictions on 
physician use of FDA approved radioactive drugs fur clinical 
proetduree not FDA approved. 

RYAN, R G Office of State Programs. Director 00/06/30 
GOLLER, K R Division of Biting, Health (< Safeguards Standards 
ip 13329 157 


margency praparedness onsite 
«nnHp*nt facilities {( generic 
” Palladino 

IP Operations. 


9206020261 Advises of plans to fill staffing vacancies in radiation 
control program noted in NRC review Review showed no 
deficiency In regulation of radwasts burial site 

MARTELLEfA R Nevada, State of 01/11/09 KERR, 0 W Office of 
State Programs, Director Ip, 13334:335 


0206070227 Remarks by OU Kerr at Fourteenth Annual Natl ConParenco of 
Radiation Control on B20524 in Portland, hE 

KERRpQ. W Office of State Programs, Director. B2/09/24. 60 p. 

13427 219 


6206070401 Forwards Region 2 incident response plan dtd Mar 1902, Plan 
Issued as Buppl 2 to NUREO-OB45, "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end, 

8T0HR, J P Division of Emergency Preparedness I, Operational Gupport 
62/05/12 PRICE, C R Virginia, State of. Ip, 13371. 2B3 
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R2060704H ForwiartJs Region 2 mcidnnt response plan dtd Har 1902 Plnn 
Issued as Sappl 2 fco NURCQ-0Q45. "Agoncy Pruceduroc for rJRC 
Incidonb Response Plan " Plan should fce of benefit to 
understanding of NRC response to emergency W/o end 

STOHRi J P Division of Emergency Preparedness Cc apoTational Support 
B2705/12 GRAHAM* J A Tonnosseci State of ip 13371 191 


820i£iG70413 rofuards Negion 2 incident response plan dtd Mar 1902 Plan 
issueo as Sup pi 2 to NURE0-0e45» "Agency Procedures for NfcC 
Incident Response Plan " Plan should he tif benefit to 
understandiPg of NRC response fco emergency W/o end 

STOHRp J P Division of Emergency Preparodneos Oporational bupport 
62/09/12 SHEALYrH South Carolina. State of Ip 13371 192 


820A070415 Forwards Region 2 incident icsponse plan dtd Mar l9flS I’lan 
issued as Suppl 2 to NUREG-oa4ii* "Ayonry Procedures for NRC 
Incident Response Plan " Plan ehould be of benefit to 
understanding of MRC response to emergency M/o end 

STOHRi J P Division of Emergonev Prepat edness Operational Oiipport 
62/05/12 DRDWN. 0 H North Carolina. State of Ip 13371 20IJ 


020A070459 Foruards Region 2 incident response plan dtd Mar 19G3 Pl*jri 
issued as Suppl 2 to NUREO-0-34S. '*Agencv Proceduros for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to cmergencij W/o end 

STQHR. J P Division of Emergency Pr oparodn ess & □pcratloTial Support 
62/05/12 HAWFIELD. R Florida. State of Ip 13374 223 


6206070437 foruards Region 2 incident losponse plan dtd Mar 1902 Pl«3ri 
issued as Suppl 2 to NLrREG-0D45j "Agency Procedures for NRC 
Incident RespunsQ Plan Plan should be of brnofit to 
understanding of NRC response to emorgoncy W/o end 

SlOHRj J P Division of EmorqenCtf Pr o pare dn a as & flpoTational Support 
82/05/12 WISER. G R South Carolina, State of Ip 13174 221 


62060/0460 Forwards Region 2 incident response plan dtd Mor 1 9£12 Plan 
issued as Suppl 2 to N0REG''O645. "Ayency ProcQdures for NF^C 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

QTClHR. P Division of Emergonct; Preparedness f# □perational Siipppi t 
63/05/1? kelly, 0 e North Carolina, State of Ip 13374 .'»20 


6206070417 Foitjarde Region 2 incident response plan dtd Har 19G2 Plan 
issued as Suppl 3 to NUREQ'OQdS* ''Agency Procedures for NRC 
Incident Reeponoo Plan " Plan should bo of benefit to 
urderstanUing of NRC response to emergency N/o enrl 

GTOHRi J P Division of Emergency Proparodness Oporatiunal Support 

82/09/12 JERRCTT. L Fiorlda* State of Ip 13371 207 


G20607041B Forwards Region 2 incident reoponso plan dtd Mar 19Q2 J'lan 
Issued as Suppl 2 to NURF0-0D4b. "Agency Proiodurefl for NRC 
Incident Response Plan " Plan should be of benefit to 
unif erstanding of NRC response to emergency W/o end 

STOHH, J P Division of Emergency Preparedness t* Qporational Support 
02/09/12 SET6ER.JL Georgia. State of Ip 13371 157 


02O6O7O463 Forward's Region 3 incident response plan dtd Mar 1902 Pl.in 
issued as Suppl 2 to NUREQ-oa4S. "Agency Procedures for NRC 
Incident Response Plan " Plan should bo of benefit to 
understanding of NRC response to energency W/n end 

bTCIHR. P Division of Emergency Praporednass & Operational Support 

02/09/12 tanner. E P Tonnes see. State of Jp 13374 2J7 


6306070710 Cunfir^is racent conversation re NRC review; of State of SC 
radiation control program for agreement mat I acheduladi for 
020611-10 NRC r eproseiitat Ive, RL Woodruf f . wool d lite to 
discuss results of review during aftsrnoon of 030610 
O'RCILLY, JP Region 2, Office of Director B2/05/21 JACWSQN, R b 
South Carolina. State of Ip 13390 162 


6206070419 Forwards Region 2 Incident response plan dtd Har 1962 Plan 
issued as Suppl 2 to N(/REG-0649. "Agency Procedures fur NRC 
Incident Responso Plon " Plan should bo of benefit to 
und erst ending of NRC response to emergoiicy W/o end 
5T8KR,\i P Division of Emcrysney Preparedness £« Dporellonal Support 
62/09/12 OCDWINrA Alabama. State of Ip 13371 206 


9306070761 Co'nfirms discuss ion botwean NRC 8* stote staff following NRC 
review t< evaluation of state radiation contTol program 
Adequacy of program for regulation of agreumwnfc motl not 
determined Comments on technical aspects of program end 
O^RElLLY, G P Region 2, Office of Director 02/09/21 STUHIia. W C 
Kentucky. State of 7pp 13309 323 


R206070426 Forwatde Region 2 incident response plan dtd Mar 1902 Plan 
issued as SUfpl 2 to NUREG-0Q43. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefat to 
understanding of NRC response to emorgency W/o epicl 
8TCHR. J P Division of Emergency Preparedness 8< Dporatlonal Bupport 
62/09/13 PAYNC. D Georgia. State of tp 13371 197 


-0206070769 Re apondg to NRC 010601 Itr to WO Stumbo re rerent vevisu of 
radiation control program Addl field staff being trained to 
perform car tain radioactive iratl in&pe Feo schedule For 
radioactive metis 8c radiation machines under review 
AtLEN.DT Kentuckyr 8tatB of 01/06/34 KERR. 0 W Office of 
State Programs, Director Ip 1330? 330 


82D6G70434 Forwards Region 2 incident response plan dtd Har 1902 F*lan 
issued as Suppl 2 to NURFO-D045< "Agency Procedures for NRC 
Incident Response Plan " Plan should bo of benefit to 
understanding of NRC response to emargency W/o end 
STOI^, J P Division of Emergency Proparedrioss & Operational bupport 
62/09/12 FRANCOIS.D Virgin Islands ip 133/4 206 


8206070436 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
Issued as Suppl 2 to NL/REG-0049. "Agency Procedures for NRC 
Incident Response plan " Plan should be of be'noflt to 
understanding of NRC response to emergency W/o end 
QTOHR/J P Division of Etnergoiicy Proparadneas & Oporatlonal Support 
82/09/12 West Virginia. Otato of Ip 13374.205 


8206070437 Foturards Region 2 incident response plan dtd Mar 1902 Plan 
issued as Suppl 2 to NURE0-O84S. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 

STOHRfJ P Division of Emergency Preparedness St Operational Gupport 

62/09/12 AAROE. W H West Virginia, State of Ip 13374 204 


B2D6070441 Forwards Region 2 incident response plan dtd Mar 1982 Plan 
issued at Suppl 2 to NUREG-DQ4S* "Agency Procedures for NRC 
Incident Response Plan. " Plan should be of benefit to 
understanding of NRC response to emergency M/o end 
STDHR.J P. Division of Emergency Preparadness 8, Operational Bupport 
82/09/12. DUENOi J R Puerto Rico ip 13374 241 


02D6O7O448 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
issued as Buppl 2 to NUREG-0e45r "Agency Procedures for NRC 
Incident Response Plan " Plan should b« of benefit to 
understanding of NRC response t* emergency W/o encl, 

8TOHR.J P Division of Emergency Preparedness Operational Support 

82/09/12. 8LONEi9 B Alabama. State of ip 13374 231 


8206070493 Forwards Region 2 incident response plan dtd Mar 1902 Plan 
issued as SUPpl 2 to NUREO-0849. "Agency Procedures for NRC 
Incident Response Plan " Plan should be of benefit to 
understanding of NRC response to emergency W/o end 
8TCIHRiii.P. Division of Emarganey Preparedness & Operational Dupport 
82/09/12 JONES, a H Georgia. State of. Ip 13374 220 


82061 OOOSO NURE:o/cn-2736 

TRAN6P0RTAT10N OF RADIOACTIVE MATERIAL IN MICHIGAN September 
1980-Awguat 1901 

MCCARTY, MJ , HENNIOAN, J M ♦ DRUCHMANM. O W MUbigan, Btato of FIN 
B-1612 82/05/31 Offico of State Programs. Director 'JBpp 

Available at NTIS »9 OD 13477 100 


02061 10007 NVRRO/DR-OOas V08 N7 

INFORMATION REPORT ON STATE LEOIBLATION 

KERR.O M , LANDAU. M Offico of Stale Progratne. Director 02/06/01 
9pp Available at NTIQ 13493 329. 


0206140238 Comments on 820212 draft. "Mid-Atlantic Low Level Raduraate 
Compact " 

KERR.O Office of State Programs. Director B2/09/27 PCERY, R J 
Southern States Energy Board 3ipp 13507.007 


— 6206140241 Ac k receipt of request far stds re extremity dosimetry U 
pocket dosimeters ANSI Btds N13 5 6 N13 27 should be 
r evieued 

RICH, D L Health Phy s i cs Soc 1 ety. G2/03/19 ALEXANDER. R. 

□ ccup-fttiono 1 PTotiction Drench 3pp 13907 051 


— 8206140243 "Personal Dosimetry Performance Testing. Pi lot Study." 
results of Test 3 

PLATO, P , MIKLOg. J Michigan. Univ of 82/03/02, IGpp 
13907 034 


02O61SOO41 Notification of contract a* e cut 1 on, Mod 4 to "Environ 
Monitoring Program W/Btata of 80 " Contract or- Stfl te of SC 
W0LLETT,6 Research Contracts Branch FIN 3-9112 NRC-05-aO-2^ 

82/06/08 COBB,L I , COHEN, L K- Division of Fuel Facilities 
Materials l< Safeguards. Ip 13523*131. 


— 8206190049 Mod 4, deobl Igabing funds. to "Environ Monit' 
W/Gtate of BC " 

DANTZLER,M U South Carolina. Btate of OllSTAVE, 
Contracts Branch FIN 8-9112 NRC-OS-QO“273. 0£ 
13923’ 132 
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820615005*? Notifitation of contract eiecuti on» Hod ?• to "Cgofdin-o t loti 
Fedora J/StA^D Sadiatjon Control AetlvJtlsO t< A*ai#tfln«e in 
8oWins Radiation Control Problem* “ Contractor Food ^ Drug 


Administratj-ofi 

OILDCNIHORH* A j Administrative Contracts Branch 
NRC-06- 76-247 82/04/20 KERRrOM, YQt'^JO.FW 

Programsi Director Ip 13523 343 


FIM B-i620 
Office of State 


of 


— 6206150061 Hod 9r eitentfing pariodf of performance to 821231 & it^craasing 
funder to ''Coordination of Fed«ral/&tata Radiation Control 
Attlvitie*. it Asil»tan«e in SoWing Radiation Control 

CROWN, H H Food Drug Administration LEBQ, C D Administrative 
Contracts Branch FIN 0“1620 NftC-06-76-247 82/04/20 2pp. 

13523 346 


9206160022 Foriuartf* "Hydrogeologic Charac t*ri latlon of U SoJutlon Hina 
it mil Talllngi Disposal Sitesi " draft Technical Position 
Paper Wm8203 W/o sne 1 

SCARANQj R A Uranloei Recovery Llcenelng Branch 02/06/01 
HArtTlNrJ B Uraniom Recovery Licensing Branch ip 13933 316 


— 8206160041 Forwarder for Info U transmittal to A&reament States, 
"Kydrogeologic Character i lation of kJ Solution Mine tc Hill 
Tailinji Disposal Sites." draft Technical Position Paper 
WM-a203 ^ 

SCARAND.P.A Uranium Recovery Licensing Branch* B2/06/0'l 
HERR, 0 W Office of State Programs, Director Ip 13325 321 


TOPREP yen DDR REPORTa AND RELATED CORRESPONDENCE 


—0200070079 "Summarg of Evaluation re Reactor Vessel Integrity," 
performed for Westinghouse ownors group 

» Westtnghouse Electric Corp 2072Q 1 08/03/28 123pp* 

13370 195 


8206070702 Discusses 020420 meeting re commun Icatlon* u/Reginn 2 
concerning general topics & specifically lOCFRSO 33 <b> t. 

Part 21 reporting requirements, Hosting beneficial Meeting 
sumoiarg (t attendance list end. 

a*BElLLY»J P Region 3, Office of Director 02/05/13 OJAHDUSSO.A 
Stone & Webster, Inc 3pp 13389 140 


8206080169 Notifies of amount due for NRR review of Amend 9 to BCE<-1>-A 
IDA program), submitted 820100 Review of amend completed 
8ZOaS9 

MILLER, W 0 License Fee Management Branch 08/04/28 P^AY,L T 
Southern California Edison Co Ip, 13441 345 


B2O6O0O166 Informs of planned meeting W/DWR owners group in late Uun# 
to discuss NRC evaluation Of owners group rept re 
radlolytlcally produced oxygen following LDCA t, combustible 
gas control scheduled for submission bg 020607 
NOVAK, T H Assistant Director for Operating Reactors 02/05/10 
DENTE, T 0 BWR Owners Group, 3pp 13441 340 


0206000199 Forward* proprietary nonproprietary descriptions of grii 
reuiet model 1, comparison* w/data, Propr 1 star y description 
withheld (ref IQGFR2 790) Application for withholding 
proprietary description end 

rAHEiE P Westinghouse Electric Corp BE-THTA-48 82/09/14 
miller, J R, , PHILLIPS, L SUndardl aation it Special Project i Branch 
24pp 13419 005. 


8209270895 Forwards U*t of major applications requests for review 
sehiduled prior to 1985 

RAKE, E P Westinghouse Electric Corp NS-EPft*'239a 82/05/04 
FUNCHE8rJ Office of Management and Prog^^x' Analysis 3pP 
13983 002 


—8806080202 Application for withholding proprietary deecrlpbJon «f frtd 
rswet model & comparisons w/data 

WieSEMANNiR A Wastlnghous* Electric Corp AVI-02-29 02/09/jf 

HiLLERiU R Btandardixation L Special Projects Branch. 7pp. 

13419; 089 


9206010632 Approve* Revision 11 to YQAP-l-A rs operational OA, 
reflecting editorial changes 

HAASS, H P Quality Assurance Sranch 82/05/24 JOHNSON, H P 
Yankee Atomic Electric Co Ip 13331 308 


8206010641 Approves Revision 4 to XN-NF-lA, "QA Proflrem TopJcAl Rept 
for Nuclear Fuel Design U fabrication,** rsflecting 
erganiiationa I clar if icat Ions, commitment to current rig 
guides It minor changes 

KAAS8. W P. Quality Assurance Branch 82/05/84 VOLMER, C, J Eexon 
Nuclear Co. < Inc (subs, of Exxon Corp } Ip. 13331 307. 


8206020224 Trip rept of 011027-80,28-29 U 1108 visit* to 9»attlf/WA, 
Richland, HA tt Idaho FelU.lD for uortcihop re development of 
modeling lor high level waste form performance, waste mg t 
organixatton L waste mgt activitl »*, respect iveLg. 

COOK, F R High Level Haste Licensing Management Branch 82/05/05 

6ELL, M -J High Level Waste Licensing Manap sment Branch 4pp 

J3341.300. 


—0206020230 EM 100-1 (>68 

'*Flnal BAR for Fifth Calcined EoUds Storage FaclUty '* 
tt Exxon Nuclear Go.« Inc (subs of Exxon Corp ). liC-70 
02/01/31. 96p 13341 391 


62060B0213 Forwards 880324 organlxation chart detailing reitrudur# 9 / 
central procurement. 

AMARAL, J M. Bechtel Corp, 02/06/03. HAA98,W P. Quality Assurant* 
Branch. 2pp 13422.007. 


Q2060S0276 Propose* B20714 meeting to present proposed plan for 
foUow-on plant licensing re NRC ravieuj procedures far jet 
pump DWR reload submittal* w/fuel 8, anelysss »uppilfii by 
Exxon Nuclear Flan outline will be provided by B207D1. 
CHANDLER, J C Exxon Nuclear Go , Inc (tub*, of Exxon Corp. ) 
JCC.D54 82 82/06/04 DERUINOCR, C, Core Ferformenc* Drench 

13419.310 


9206000364 Forwards, ''OA Program TopjfaJ Rept for Nudlear Fuel Bfflgn- 6 
Fabrication," XN-NF-1 A. Revision 4A. 

VOLrtERiC J Exxon Nuclear Co , Inc (subs, of Exxon Corp. >. R2 f)0 
92/05/27. HAA88,W P Quality Aisufancs Branch Ip 13416,040 


—9206080370 XN-NF-IA R04A 

"Exxon Nuclear Co, Inc OA Program Topical Rept for Nuclear 
Fuel Design I, Fabrication ♦' 

» Exxon Nuclear C<r. , Inc, (subs, of Exxon Corp, 1. 03/06/03 

77pp. 13416.041. 


6206020554 Summary of 820314 meeting u/We«tl|tg house, Duke Power Co, SC 
Electric t< Ga* Co, CN Almerax S< CNA6CD In Be bb»sda/MD re 
resolution of accelerated tube wear §3ip»ri*nc»i cn 
plants u/Model d steam generators, H/*tt»ndenc» list 
KAN£,W F, Licensing Branch I. 98/05/20 VOUNOBLDOD^B J L leer?*/ fig 
Branch i, 5pp 13339*338 


6206110060 Notifies of organ! leti onal change effaeting BHfl QA peogrsA 
in fiuciear power sys div Effective 020601, nuclear program 
control operation transferred to domestic DWR projects dept 
Cfang* to be documented in next revision to NEDO-1 i209-D4A 
BREED,A, General Electric Go 82/06/07. HAA08,N. P. Quality 
Assurance Branch. Ip. 13465; 362 


9206030109 Forwards table of steam generator secondary side mods 
performed by Westinghouse in response tp T Ippolile request 
rAHE. E P Neetinghouse Electric Cnrp. NS-EPB-2A02 QS/o9/Se 
EISENHUT.D 0 Division of Lleonslng 4pp 13337,095 


B206D402S9 Responds bo questions re C-E reactor vessel level 
measurement sys using heated junction thermocDuplt 
DAeKIN, K P C-e Operating Plants Owners Group, 82/06/Dl 
CRUTCHFIELD, D Operating Reactors Branch 5 83pp I3393'QD9. 


3806040340 Informs of initiation of cooperative seisxiJc moni taring 
program in presently unmonitored arse* of eoutb central HY, 
middle TN it north central AL. 

BARNETT, R. a Tennessee Valley Authority. 92/06/01 JACK80N.R.E 
Geoxcientss Branch Ip 13358*345 


0206070097 Forwards supplemental Info re reactor yttpel iiitegri by for 
Westinghouse operating plants. Rept undertaken to previde 
more complete foundation fgr conclusion stated in NCAF-IOOI? 
that no safety concern exists 

KINGSLEY, 0 D Alabama Pouer Co 00-70 98/05/28 DENTON, H.R, 

Office af Nuclear Reactor Regulationt Director 2pp 13370,193, 


9206110326 Forwards prepublication draft, "Emergency Prqcedijrt 
GuldeUnes.DWR 1 Through 6," Revision 8, 

OENfEiT.J flWR Owner* Group 0WRQO 0819 92/06/01 ElBeMHUT.DG 

Division of Licenelng Spp 15465' 106 


*9206110389 Frepubi icetlon draft "Emergency f*rocedure (Juldelinsi RWH I 
Through 6," Revision 2 Four overslxe drawings end. 

Aperture card* are available in PDR 
« BWR Owners Group. 82/05/20 55pp 13465:108, 


9206110353 Motif icet ion of B205S7 mesting \a/BiM in DethesdttHD te 
dlfcus* «td plens it topical rept* 

DeRh^4RD,H Btandardixailon <f Special Projects Branch 92/05/3* 
TEOE0CO, R.L Assistant Director for Licensing. 7pp. J3470 TOI 


8206110355 Forward* Table l,Revi*lon 6* uf equipment qualification 
program, provided es update for scheduled documantat ion 
fubmltfral rfatss. Program complies u/lEEE 8td« 383-74 l< 

344—75. 

«AHE«E F. Westinghouse Electric Corp. N0-BPR**2&Oa. 98/06/01. 

EJBENHUTrO Q Division op Licensing 9pp 13467 079 
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&20&I50335 Corracta coding & input orrors in opplicacian of updated 
lOct ravlaion) ODVN Tranalent Anali|sl» Code* confirjnirig 

B20S0& telcon ui/ReaCtor Syfi Branch All future licensing 
calc Illations uiH utilire corrected coda version 
PPEFFERLEN. H C General Electric Co MFM-0*»6-B2 Ba/06/OB 
EISENHUTr D 0 Division of Licensing Sp p 13505 356 


B2061t>003S Foriifards Endorsements 102 tc 103 to NELIA Policg NT-Ill Sc 
Endorsements 42 & 43 to MAELU Policy MF-85 v 

BOTHMANiJ McDermott, Will Emery 82/06/10 DINITZ, I Division 
of Engineering Spp 13S17 104 


0206160143 Foruards proprietary Zt nonpr oprl etarg versions of 
ATC-e0l9-l# “Atcor Liquid Vol Reduction Process Topical 
Rept " Proprietary v^erslon available In Central Files only 
SLEWETT^J A ATCOR ADM-0-Ba5-2l 02/06/11 MILLER, J R 
Standard! tail on & Special Projects Branch 4pp, 13521 1S9 


--8206160148 ATC-S019-1-N 

"Topical Rept ATC-0O19-1-N for Atcor Liquid Vol Reduction 
Process ” Nonpropr ietar y version 
* ATCOR 02/05/31 130pp 13521-133 


9206160340 Forwards errata & addenda to Vol 1 of NEDE-23705-l-Pf 
"OESTR-LOCA - Model for Prediction of Fuel Rod Thermal 
Performance,'' revising model cal ibr/quali fi cation data 
tables it App D Enel withheld (ref 10CFR2 770) 

QUIRK, J F General Electric Co MFN-07r-a2 02/06/10 BERNARD.H 
Standard! latl on 8 f Special Projects Branch 6 pp 13517 397. 


9206170126 Forwards viewgraphs presented during 820609 meeting re 
preesurlied thermal shock No near-term pressuriied thermal 
•hock concern exists for any C-E designed N 68 S unit 
RASKIN, K C~E Operating Plants Ownerc Group 02/06/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 13930:239 


9206170269 Submits suppl to evaluation of NUREO-0737, I tern II E 4 2(7), 
"Containment Isolation Dependability - Isolation on High 
Radiation *' Calculation of acceptable offsite doses Is 
acceptable alternative to NRC position 

DENTE, T J BUR Owners Group 6WRG0-8323 82/06/14 EI 8 ENHUT, 0 0 

Division of Licensing Qpp 13532 272. 


— 8206170274 Summary of 811119 meeting «/BWfi owners group re containment 
vsnt/purge isolation on high containment radiation 
reeves, E A NRC - No Detailed Affiliation Given 01/12/03. NRC 
- No Detailed Affiliation Given 3pp 13932-203 


^206170318 Forwards Revision 4 to BAW-10096A, "D&N NPGD QA Program for 
Nuclear Steam 8 gs it Nuclear Steam Gore Product Lines " 
rAVL€}R,J. H Babcock Wilcox Co 82/05/18, BEROOREN, J 8 
Standardl rati on & special Projects Branch Ip 13830.270 


—8206170322 BA W- 10096 A R04 

Revision 4 to NPOD QA Program for Nuclear Steam Sgs & 

Nuclear Bteam Core Product Lines " 

» Babcock Si Wilcox Co 82/03/31 104pp 13830 272. 


B20617D400 Notifies that Div of Accounting it Financing has been asked 
to bill util for review of Revision 4 to OA Topical Rept 
MV-QA-i Fees in accordance W/10CFR170 21, Category F. 

MILLER, HO License Fes Management Branch, 82/06/09, COUN9IL,WO 
Northeast Utilities Ip 13997 348 


8206100220 Requests that Info re 2'-loop plant data aqu isitionp d iscussed 
during 620918 meeting 6 provided by 820818 Itr be treated 
ss proprietary info Application for withholding per 
10GFR2. 790 wi 1 1 be submitted separately 

UIE5EHANN,R, A Westinghouse Electric Gorp AH-B2-26 62/09/18 

8 PEI 81 T. P. Assistant Director for Reactor 3afetV Ip 13994 292. 


6206180246 Forwards list of proprietary two-loop plant generic data 
transmitted to NRC during 820918 meeting List withheld 
(re# 10CFR2. 790K 

RAHe»E.P Westinghouse Electric Corp. NS-EPft-2599. 82/03/19 

SFEISfT. P. Assistant Director for Reactor Safety. Ip 13991 -100 


8206210396 Confirms invitation to attend 820629 demonstration of 
graphic display sgs for fiWR owners group emergency response 
info lys near Tulsa, OK 

QUIRK. J F. Osneral Electric Co MFN-oai-82. 02/06/16 
THOMPSON, HL. Division of Humen Factors Safety Ip. 13898,099 


6206210619 Informs of intention to dismantle full-‘scale test facility 
by end of June 1962. Notlf Ication requested by 020621 if 
dismantling believed to be inappropr late Release of Suppl 1 
to NUREO-0661 prior to above date would be helpful 
PFEFFERLEN, H. C General Electric Co frN-079-82 82/06/14 

IPPOLITO,T A. Operating Reactors Branch S ip 13563:333 


0206220220 Forwards Revision 3 to prepublication draft, "EmeraeAcij 
Procedure Guidelines BWR 1 Through 6 ,*' originally submitted 
820601 

DENTE. T J BWR Owners Group flWRDG 0220 02/06/08 EISENHUI.D Q 

Division of Licensing Ip. 13971:207 


8206220403 Forwards general assessment- of Quadrex Carp rept, "Design 
Review of Brown & Root Engineering (dork for South TX 
Project " W/q oncl 

5ALTARELLI, E A Brown Root Corp. (subs of Halliburton Corp ) 
02/05/03 SEYFRIT, K V Region 4, Office of Director DARKER, D G 
Houston Lighting l< Power Co HALL I GAN, D W. Bechtel Carp Ip 
13501 018. 


0206230007 Addl response to FOIA request for eight categories of 
documents Forwards documents listed in app Financial info In 
Documents 3-S4, 3-55 & 9^11 deleted 

FELTON, JM Division of Rules and Records 02/04/29 MCHURRAY, C M 
Kirkpatrick. Lockhart, Hill, Christopher Si Phillips 21pp 
13604 044, 24X Flcho 90-00D, 02/04/29, 82062 30007, 


— 8004020854 Forwards two pages u/suggested uardl-ng changes re notice 
modifying language of 10CFR50 App A per 000320- meeting 
HAA 6 B,WP Quality Assurance Branch 00/03/21 RICHARDSON, B D 
Reactor Systems Standards Branch. 3pp 13605 048 


B206230064 Forwards Westinghouse response re Hiller 010831 requ^^*^ for 
addl info on WCAP-8776i "Failure Mode & Effects Analysis of 
Solid State Full Length Control Rod Sys " 

RAHE,E P Westinghouse Electric Corp NS— EPR-a609 02/06/00 
MILLER, JR Standardisation it Special Projects Branch TEDEPCD.D L. 
Assistant Director for Licensing 8 pp 13580 237 


0206230090 Forwards NEDD-22158, "Oenor*tio-n & Mitigation of Combustible 
Oas Mixtures In Inerted DWR Hark I Contal nments, " per final 
interim hydrogen control rule Existing design adequate for 
combustible gas control w/o need for recomb Inert 

DENTE,r. J 8 HR Owners Group BWRQO 8224 82/06/21. EISENHVT, D. G 

Division of Licensing. 2pp 13589: 196 


—8206230103 NED0-22I93 

■'Generation U Mitigation of Combustible Gas Mixtures in 
Inerted DMR Mark I Containments 

HAYES, FR , WEBDITTrL B , STANCAVAOErP P General Electric Co 
a2NE0aO69 82/06/30 46pp 13989’ 198 


8206240035 Summary of 820920-21 meeting U/ 6 WR owner » group 6 GE in 
Bethesda.MD re emergency procedure guidelines (THl Action 
Plan Item 1 C 1) List of attendees viewgraphs end. 

KENNEDY, WO. Procedures & Test Review Branch 82/06/10, 

ZIEHANN, DL. Procedures & Test Review Branch i9pp 1360? 346. 


8206240433 Reepp-nds to B20324 memo re performance of wetwell/dr ywel 1 
vacuum breakers in Mark 1 containments undor dynamic loading 
condition* during pool swell phases of LOCA Meeting not 
required at this tine 

NOVAK, T Assistant Director for Operating Reactors 02/06/07 
8 PEI 8 , T Assistant Director for Reactor Safety ip. 13619.3-00 


820629059? Notification of 820623 meeting u/C-E 8 < C-E owners group to 
discuss preliminary NRC comments on emergency procedure 
guldeUnes, CEN-i92, Revision l,dtd 8C0430 
GOODMAN, H, J. procedurex Sc Test Review Branch 32/06/16 

ZIEMANM, DL Procedures 6 Test Review Branch 2pp 13650 1 19 


8206300060 Summary of 020609 meeting lU/PWR Industry representatives in 
Esthesda,riD re pressurlted thermal shock issue Viewgraphs 
end 

VISSING, 0 8 Operating Reactors Branch 4. 02/06/17 Operating 

Reactors Branch 4 46pp 13603.317 


0206300176 Forwards Revision 11 to ETR-1001, "Nuclear QA Program 
Manual, " per NRC 820517 Itr of acceptance of proposed 
changes to listed sections Distribution list end. 

TENZER, W F. Ebasco Services, Inc. (subs of Enserch Corp ) 
02/06/23 HAASSrW, P Guality Assurance Branch 3pp. 1 3653 J 010 


— 0206100030 Comments on Revision 11 to Ebasco QA program Topical Rept 
ETR-lOOi Requests copy of Itr be included in rept, rept be 
renumbered ETR-lOOli Revls ion 1 lA 4c Indication made of plant* 
rapt le appllcabla tc. 

HAASBiWP Division of Engineering 02/05/17. TENZER,D.E, 

Ebasco Services, Inc. Clubs, of Enserch Corp ), ip. 13653<013, 


—0206300100 ETR-lOOl RIl 

Revision 11 to "Nuclear QA Program Manual, " 

e Ebasco Bervlces, Inc (subs of Enserch Corp. ) 02/06/10 

54pp 13653 014 
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mr NUCtEAR WASTE MANAOEMENf 


Q206030090 Foru^rdst for review t< copmentp r6V4 -Bed dra-ft of propOBod 
Aqr^CTUvnt fcfltunen US DDC V Qtflte of WY undor U Hill Tailin^u 
Radiation Control Act of 1975 Related docume-Afc^ also ancl 
MARQUEZ, n A Enorqij. Dept of 20<«43 {3*2/03/12 BOAL,D Wgarotng# 

State of 40 pp 13332 247 


aaOioaoaSA Trip rept of 81 1027-20, gB-?9 U 1102 vi3ito to fioattle, WA> 
filch land I UA 8c Idaho FallS' 10 for uorVBhOF re davplopn^ent Of 
nod&Linq for high level waste form performance, uiaste mot 
oiganizatlon t waste mgt activi fetes, respec fclveli; 

COOK, F R High Level Waste LicfiPsiiig Management Branch ea/OB/OS 

bell, H J Hxjjh Level Ifasto Licensing Hanao emenfe Drench 4pp. 

1334J 300 


— B2QA020231 '^Drief Review of Production Proc esses* Technical Qtatoa 8< 
Costs for Three Proposed Tranagromc Waste Fotisb Basalt, 

Fuetap Concrota tc Frit " 

OWEN, D E NRC - Wo Detailed Affiliation Olven Bi/01/3t 46pp 
13341 304 


— Q2O6020238 EM ICO- 1049 

"Final SAR for Fifth Calcined Bolids Storage Facility " 

* El * tin Hu cl oar Co , Inc (ouba of Ex son Corp ) UC-70 

02/01/31 Bip 13341 351 


3204090250 Submits fifth status rept re Ed^^emont cleanup action 
program Complete details of all radiological surveya and 
SCARAND, R A Uranitim Recovery Licensing Branch 03/05/30 

MARTIN, J B Division of Waste Management Opp 13456 142 


9206100439 Comments on proposed NURE0-0a56, "Draft Technical Position 
on Documentation of Models," announced in 020107 FR Requests 
doeumontatlon raqulremenfes set forth in draft position not 
serve as precedent for other NRC activities 

WARPi^O Edison Electric Institute 62/05/27 DELL, K H High Level 
Waste Licensing Management Branch 2pp 13449 096 


02D61OO441 Forwardi comments on branch bochnlcal position re waste 
forms 

KDH, B Hifetman Muclear Development Corp (subs Hlttman Corp ) 
HN-E604 B2/05/14 QROWhlUiO, R E Division of Wasts Managament 

9pp 13468 098 


9206100443 Comments on draft technical position ro radwasta 
classification, in response to NRC 820331 request 

OWEN, J-D Dow Chamital Co 02/04/20 SMITH, fl D High Level Waste 
Licensing Manegement Branch 4pp 13459 295 


B2<J610Q44S Forwards review of WY Mining Assoc proposal to ellmlnoto 
quarterly groundwater monitoring in favor of single sample 
at U In situ sites, as discussed in 020413 maetlng w/NRC» 

Unsound to base groundwater quality on only one sample 
ACKERMAN, WC. Wyoming, State of 204B9 B2/05/S6 B9DD,U, tl 

(fyomlnp /lining Assoc.)(ation 6pp 13459 207. 


Ba061l015i Forwards suppl to B20504 comments on draft branch tschnical 
position re radwasts classification 

WHITSETTiJ, B Energy, Dept of, Idaho Operations Office. P2/09/06 
SMITH, R D High Level Waste Llcensinp Management Branch. Doe. 

1 fJAO 


8206110153 Coraments on 020331 draft technical position on radwaste 
class If i cation, 

HICW,INK,DL ronnesBve Valley Authority 02/05/12 SMITH, R D. 
High Level Waste Licensing Management Branch, Ip 13493:264, 


8206110362 Comments on monthly Itr rept for '‘Eifgemont Remedial Action 
Program" for Apr 1902 No changes to costs or delivery of 
contract products awtborijed 

EADlE«-& Q Uranium Recovery Licensing Branch FIN 8-2217 
WM-B2-330 02/D6/O2 WOONANrN A Battalia Mam a rial Institute, 

fehwast Laboratory 2pp.. 13490 235. 


emotit Remedial Action Program," reanthly Hr rapt for 

WDOMAN,N A, , PEBH1H3, ft. W Battelle ffeeiprial 
cific Northwest Laboratory. FIN B-2217 20433 

DIE, 0 o Uranium Racovery Licensing Brancfi. 14pp. 


of NRC branch 
liJve waste 

^05/21. SMlTHi D. Low 


0306140365 Trip i opt or H2021V t, 10 visit to 8fliita Fe.NM re 
cJarl ficatlon on Isaues aGooclntad ui/Btate of nH 
preliminary draft application for omonded agreoment 
Elaborotion of Items ond 

HAMILL,h Uremum Recovery Liconoing Branch fJH/05/aB 
SCARANtLR A U» antum «Bi.ovary Llconoing Branch lOpp 13510 129 


02061BOIR6 Discusses 820503 mooting w/Contral Valley Water Rec I awatjni, 
roprosentatl Vos ro objections to onsite stobi 1 1 z/ition of 
Vitro tailings 

HAMILL.H J Uranium neciivory licensing Branch 82/05/35 Urani^a 
Recovery LicenslntJ Branch ip UTSS 


02O61SO193 Butrimary of 020319-21 Becond Bamlannuai Workehop on Lenchln« 
Mechanism of Nurloor Waste foims in Oai thur sbin g , iiD re * 

waste dlspooal (hydrology L geology) Meeting agenda end 
CHANO,K C HiDh (.avol Waste Licensing Mans g o r, ton t Ur nor h 02/05/30 

COOK, F R High l-evol Waste Licensing Managomant Dranrh Ann 
13923 220 


0206150471 Bubmlts recommended guidelines re burial gf C-14 
contamthatod soil fluantitier of C-14 shall not exreotJ 10 mCl 
in vol not loss than 23 cubic ft biiriod at min depth of 
4 ft 6 10 ft above highest point of luater table 
BMITHiR J> Low Level Woste Licoustnu Branch 02/06/02 MlLlFfl.V 
Division of Fuel Cycle 4« Material Hafety app 13523 lOl 


0206160004 Requests asaistaiiro to input intn NRC- Drookhaven Computf 
By s, two computer programs, ''Pathways,*' L "Doslmatry L 
Health Efforts," acquired from Bandia Natl Labs (Programs 
should be Implomentcd no later than U20623 

BELL, M t/ High Level Waste Lirsnsing Monagenont Branch 02/09/au 
BHICLD0, J A Gyatsm tlupport HranUi Ip IDOliy 294 


8206160019 Natl fttatlon of 820602 meeting w/QAl, irCD, Oeoferani L Dili In 
Silver Spring, MD tn discuss nature L sigstlf icarice af 
potential lic«nsing Issues re Yucca Mountain situ info 
needed to resolve issues 

CDPUANiB M High Level Hovtn Tsihnlcal Develnpiswnt Branch 
02/06/01 MllLERiH J High Level Waste Technical Development 
Branch 3pp i35S9 294. 


Q206160022 Forwards ''HydrogoulQg i c Chavacterl * ati on of U Oolofeioji Nlrii 
U Mill Tailings Disposal nites, '* draft Technlrol Position 
Papsr WM-0a03 W/o enrl. 

QCARANOiR A Uranium Recovery Licensing Branrh 02/06/01 
MARTIN, 0 D Uranium Hecuvery Ltcansing Drancb Ip 13325' DJ6 


—0206160026 Forwards, for comment, use L kransmilfcal to member csnpinlisi 
"Hydrogeolqglc Charac ieri lafcl on of U Solution Mine I, Mill 
Tailings Disposal Sites, " draft Technical Puailion Paper 
HM-aa03 H/o end 

0CARANO, R A Uranium Recovery Licensing Rvannh, 82/OA/Ol 
fjUDOiW H Wyoming Mining Association ip I;i9a9'3l7. 


—0206160027 Forwards, for comment, use L transmittal to menher coa^irviet^ 
"Mydrogeologic Oharac ter t ution of U Bdutlun Mine k MIU 
Tailings Disposal Sites," draft TerhiUtal Position r#per 
WM-QBOa W/o end 

aCARANO.R A Uranium Recovery licensing Branch 02/1^6/01 
DQ20B,L American Mining Congress ip 13921). DIQ 


—0SO6 160036 Forwards, for info, comment L use "Hydrogeolog Ic 

Characterlietton of U Solution Mine Lmil Tailings D&npasel 
Bites, " draft Technical Position Paper WM-0aO3 W/o end, 
SCARANO,R,A Uranium Recovery Licensing Drench. 02/06/01 
BUNDINiR Wyoming, 8tat* of Ip 13^25’ 319 


—0206160040 Forwards, for info, comment, use L tranemlttal to fSfMbtr 
organliallons, "Hydrogeolog ic Characieri ration of 0 BfllwtJen 
Mine fc MUl Tailings Disposal aites." droft Technical 
Foil t Jon Paper WW-fl203 W/o end. 

flCARAf^O, R, A. Uranium Recovery Licensing Uranch 02/06/Dt. 
BERICK, D Environmental Policy Center ip. 139251020. 


■0206160041 Forwards, for Info k transmittal to Agreement Etaiit, 
''Hvdroflfdoflitf Charadfflratldrt of V Bolutlon Mine It Hill 
Tailings Dleposal Bites," draft Technical Position Paper 
HN- 02 C 3 

SCARANOrR, A. Uranium Recovery Licensing Branch 02/06/01 
HERR, 0 M Office of State Programs, Director ip J052fl ML 


—0206160044 WM-B203 DRFT 

•'Hydrogaolegit Characteriiatlon of U Bolotion Mine It MJIJJ 
ttltes." draft Technical Position Papar 

Mn"* 02 O 3 

• Uranlufli Recovery Licensing Branch. 02/05/31 31pp. 13M$ 33 
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62061-60070 Forwards "Raviau Plan for Site Cliaracter i 14 1 ion flopts" 
‘‘Slt-lng it Dailgn Suitability Issuoi at Uatialt Uanto 
Itolation Projact *' Ropts raady for transmittal to DOE 
URiOHTiR. J High Lev«l Waste Technical Development Branch 
62/06/01, KILLERtH J High Level Waste Technical Development 
Branch Ip 1393B 101 


— BM6I6007S "Review Plan for Site Choracterl ration Ropts* " Revision I 
» Division of Waste Management 82/09/01 a4pp 13939 102 


— 92061600BD "Biting & Design Suitability Issues at Basalt Waste 
Isolation Project " 

» Division of Waite Management S2/0S/31 tSpp 13539 126 


8206160079 pDruardf final radiological assessment of Dawn Mining Co U 
mill to documant technical assistance being provided in 
connection w/licensc renewal Revisions made per 6201S9 & 

0309 comments Revised computer printout end 

SCARAMOjR A Uranium Recovery Licansing Branch B2/06/01 

8TRQN9* 7 R Washington! State of 39pp 1393B 140 


9206160086 Forwards outline of waste lassi fi cation demonstration 
program! per 620920 St 21 telcons 

SROWNFNOfR E. Division of Waste Management 62/09/24 
TAR^IU^ZER!E C Yankee Atomic Electric Co 4pp 13329 336 


8206160141 Forwards draft chart listing min requirements that impact 
rspailtory design 

GRE£Y£8!iJ T High Level Waste Technical Development Branch 
ea/06/oa. High Level Waste Technical Development Branch 2pp 
13938 163 


6206160456 Comments on draft branch technical position re radwaste 
c less 1 f icatlon, 

LACKER! O.K Texas, State of. 82/04/26 SMITH,R D Low Level Waste 
Licensing Branch 2pp 13943 199 


8206160496 Comments on draft branch technical position re radwaste 
elesslf leation. 

COUNSiLrW.O. I CAONETTA, J. P. Northeast Utilities A02468 62/09/10 
6HrTM!R, D Low Level Waste Licensing Branch 3pp 13943 197 24X 
Fiche SO-OOOr 62/09/10, 0206160458 


9206160460 Forwards comments on draft branch technical position re 
radusfte classification, in response to 820331 request. 

Evaluation of Table 1 requirements on nuclear plant wastes 
urged, 

UHRri^!R E Florida Power 6 Light Co L-62-2i3 S2/09/20 

SMITH, R.B Low Level Haste Licensing Branch. 4pp 13343,200. 24X 

Fiche SO-OOOr 82/09/20, 8206160460 


9206160464 Comments on draft branch technical position re radwaste 
classification 

PARKER, W 0 Duke Power Co. 82/09/03 SMITH, R.D Low Level Waste 
Llcenilng Branch. 2pp, 13943:204. 


8206160465 Comments on draft branch technical position re 
classification of low level waste. Supports position 
POPPCrL. K, Chem-Nocleer Systems, Inc 82/09/09. SMITH, R D Low 
Level Waste Licensing Branch 9pp, 13943' 206. 


9206160467 Comments on draft branch technical position rs radwaste 
ctassl f leetlon Supports position 

DAWSOM, D H Oaneral Electric Co. DMD~620. 82/09/25. SMITHrR D. 

Lou Level Waste Licensing Branch. 2pp 13943 211 


9206170393 Forwards recently received info on Uravan U Mill. Uni on 
Carbide should be notified to delete U Recovery Licensing 
Branch from distribution list 

8CARAM0, R A. Uranium Recovery Licensing Branch. B2/09/11 
HAZLE.A J ColoradOf State of, Ip 13999.360 


8206220027 Forwards "Project Completion Rapt for Rgmedlal Action at 
Salt L*ke County Fire Station 1 8< Harmony Part. " 

RAMSEY, R.W. Energy, Dept of 20469. 82/09/26 MOTT, W. E NRC- 

No Betelled Affiliation Oiven Ip 13991 068 


—8206220032 UMTRA-DDE/ALa-0260 

"Project Completion Rapt for Remedial Action at Salt Lake 
County Fire Station 1 & Harmony Park." 
a Energy, Dept, of 82/04/30 29pp. 13991‘069. 


8206220033 Forwards comments on draft branch technical position re 
radwaste classification, in response to NRC 820331 request, 
MARSHALL! U R. Arkansas Power U Light Co 0CAN04B222. 82/09/21. 

BNJTH,R.D, Low Level Waste Licensing Branch. 3pp. 13SB9 003 


8206220138 Forwards Ofc of Environ Compliance 620921 request for addl 
Info to make prompt NEPA determination for approx LOOi 
vicinity properties in Salt Lake City»UT re need for EIS 
RAMSEY, R U Energy. Dept of NE-30 1 82/03/26 CAMPBELL, H H 

Energy, Dept of 2pp 13591 264 


8206220140 Forwards "Rn-222 Air Sample Rept for Month of Apr 1982 8 , 
Cumulative Rept for 1982 " 

CAIN. J Cotter Corp 20484 32/05/26 HAZLE.A J Colorado, State 

of 2 pp 13571 286 


— 0206220145 "Rn-222 Air Sample Rept for Month of Apr 1932 & Cumulatlvr 
Rept for 1982 " 

* Cotter Corp 20434 92/03/26 Ip 13991 238 


0206230310 Submits status rept re technical input to rfifl guide 
development for 020130-0531 Rept includes planning 
d Isc wsslons, scope & schedule re views, technlca 1 S, policy 
reviews of drafts £< preparation transmittal of documents 
8 CARANO, R A Uranium Racovary Licensing Branch FIN 0-2406 
02/03/28 MARTIN^UB Division of Waste Management 5pp 
13974. 320, 


8206250057 Suggests meeting to resolve memorandum of understanding 
between State of WY 6 NRC re U mill tailings 6 In situ 
mining 

DAYIS, J 0 Office of Nuclear Matarlal Safety & Sa feguards, Dirac tor 
02/02/03 FREUDENTHAL, 9 Wyoming, State of Ip 13628 296 


8206290064 Responds to 820407 questions re NUREO-OBS?, "Compliance 
Determination procedures for Environ Radiation Protection 
Stds for U Recovery Facilities 40CFR190 " M/o end Reg Guide 
3 51 

SCARANQ, R A Uranium Recovery Llcerialng Branch, 92/09/11 

FERMAN, J t4 Minnesota Pollution Control Agency 3pp 13620 293 


020629032? Forwards comments on NRC branch positions on site closure fi, 
stabllliatlon fic on radwaste classification Acceptable 
sampling frequency should be established 

WKiraETT, J B Energy, Dept of 82/06/04 BNITH, R D. Lou Level 
Waste Licensing Branch 6 pp 13627 066 


0206290338 Comments on Nl/RE0-0e96, "Draft Technical Posit lor on 
Documentation of Models, " Rept generally acceptable for 
facilitating exchange of moduli ng-related info between NRC b 
DOE 

BALLARD, W.H Energy, Dept of 82/06/00 MARTIN, J 8 . Division of 
Waste Management, 9pp 13629' 372 


0206250344 Forwards summary of 820413-19 meeting re site 
charaeterl Jation tests fit info needs for license 
appl i cations, 

OREEVES, J T High Level Waste Technical Development Branch 
82/09/26 CHASE, L., HARTUNO, L. . PREBTHQLT, P, High Level Waste 
Technical Development Branch 2pp 13629' 206. 


— 02O62SO347 Bummarites 820413-15 meeting w/Oolder Associates, LOL, UB 
Bureau of Mines# Engineers Inti Unlv of AZ in Washington, DC 
re technical positions on repository in situ 
charecter 1 2 etion testing 

CHASE, L High Level Waste Technical Development Branch. 82/05/17 
HILLER, H.J High Level Waste Technical Development Drench V9pp 
13629,200 


0206280037 Requests info re data sys capability & how NRC may reach 
agreement w/DQE to there info on regular basis re tracking 
generation 8 ( disposal of low level waste. 

JACKSON, K C, Low Level Waste Licensing Branch. 93/06/01, JORDAN, E, 
Energy, Dept, of. Ip 13630, 351 


0206280040 Informs that draft branch technical position on radwaste 
classification is well written fit approach to subj matter 
effectively presented Specific comments submitted 

MANN, a A. Energy# Dept of 32/06/01 SMITH, R D. Low Level Waste 
Licensing Branch, Ip 13630:332 


82062BQS89 Trip rept of 320507-03 visit to Harr isburg# PA for Heal 
physics 80 c joint chapter meeting re internal dosimetry 8 e 
for technical site tour. 

DRAODNETTEjK B Low Level Waste Licensing Branch 82/06/04. 
SMITH. R.D. Low Level Waste Licensing Branch 3pp. 13630 I3l 


0206230606 Confirms 620511 telcon agreement th 
samples fi< perform necessary soil tests et 
820912-13. 

PERSON, L B. Low Level Neste Licensing B 
US Ecology., Inc. (Formerly Nuclear Eng in 
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8206SQ0692 Csntmsntt on public draft version of "Natl Pton for Siting 
Hiph Level Radufaste Repoiitorias b Environ AseoesMent* “ 
dascrlbina DOE sitB sereenina t< selection procedure* for 
finding sites suitable for disposal of commercial raduiasfce 
HILLER« H si High Level Uaste Technical Development Branch B2-333 
02/06/07 BALLARDjW W. Energy. Dept of 3pp. 13630 230 


5206300697 Teruards outline of prior hy drogeo 1 ogle data requests made 
In connection u/S«pt k Jan site eharac teri i atlon rept 
revieufs to assist in planning series of uiorkshops to be held 
In Rich landj WAi per 520112-13 meeting tc 620303 itr 
NftICHTfR J High Level Waste Technical Developmsnt Branch 
02/06/05 OORANSONrR B Energy. Dept of. 6pp 13630 233 


0206300093 Paruards revised branch technical position on uaste fornii 
superseding 010224 draft version Submittal Incorporates 
recent comments from industry & other interested parties to 
be incorporated into ffov 1932 reg guide 

flARTlN. J d Division of Waste Management. 02/06/16 ARSENAULT. F vj 
Waste Management Branch 9pp 136B4 134 


XPOfiTLlC EXPORT AND IMPORT LICENSES 


8206010012 Advises that export license issued ui/o normal 15-day 
luaiting period due to urgency of export 

ZIMMERMAN, J V. Assistant Director for Export/lmport Si rnternational 
Safeguards, 03/09/10 Asiietant Director for Export/lmport St 
International Safeguards ip 13319 341 


8206010646 Applies for license to export 2.750 kg cast depleted U 
ingots, as 3 It 10-ft long 0 5-ioch hare, to Canada 
SHERMAN, P Nevada Enginearing & Technology Corp ROS 9198 
62/05/19. HENBY, C Assistant Director for Export/lmport & 
Internat ional Safeguards Ip 13331 306 


B206020092 Executive Branch position re OE application to export 3.100 
kg U-235. contained in 115,000 kg U to Spain Ltrs of 
assurance end License should be granted 

DEVINE, J B State. Dept, Q f. Bureau of Oceans li IreternatL Environ Ir 
Scientific Affairs 82/05/19 SHEA, J R. Office of Internationa 1 
Programs, Director 4pp 13332 351 


8206020110 License for Matheson Oas Products to export 36 g deuterium, 
contained in two Number 4 cylinders, to Indonesia. 

ZIMMERMAN, J, V Assistant Director for Export/Import tc mternation-al 
Safeguards 4e06X B2/09/21 Ip 13333. 120 


S2060201I3 Application for license to export ml iccl lanious specially 
designed or prepared parte & components for use in nuclear 
reactors to Japan. 

TANIKAWA,K Mitsui k Co (U,8 A >. Inc (-Subs, of Hitsul ti Co .Ltd ). 
82/09/11 2pp 13333.121 


8206020118 License for Westlnghouse to export ent compensated 
ionisation ch amber. Model UL 23944* to France 

riMMERMANi J. V. Assistant Director for Export/Import tr International 
Safeguards ZE-40116-i 02/09/21. Ip 13333 123 


5206020129 License for Uestfnghouse to export four conpansatad 
ionlxatlon chambers, Model WL 23944, to France 

ZIMMERMAN, J V. Assistant Director for Export/lmport tt International 
Safeguards, ZE-40116-2, 02/09/21 Ip. 13333.198 


8206020134 Executive Branch position re OE application to export 4,505 
kg U-235r contained in 239,500 kg U, to Bpain.Ltrs of 
assurance end License should be granted 

DEVINE, vl B State, Dept of. Bureau of Oceans 8c Internatl Environ & 
Scientific Affair* 82/05/19 SMEA, J.fl Office of Interntatlonal 
Programs, Director. 4pp 13333.240 


8206020142 Application for license to export 359 pieces Zlr<aloV''4 
guide thimble tubes to Japan 

DANOERTER.D H Sandvik Special Metals Core. 03-6-92 02/05/ i2-, 

Ip 13333:252. 


8206020209 License for Westinghouse to export 9 g U-23S, contained in 
110 g U* to Belgium 

ZIMMERMAN, JV Assistant Director for Export/Import 8t International 
Safeguards IL8~150 02/05/20 2pp 13340 195 


8206020211 License for Eberline Instrument Corp to export 6 437 
nanograms Pu-239, contained in Pu-239 alpha check source, to 
United Kingdom 

ZIMMERMAN, J V Assistant Director for Export/lmport & International 
Safeguards 002961 82/05/20 2pp 13340 197 


8206020315 Advise* of amend to 020407 application for authopiiation to 
export 44,010 kg U to Japan Item 17 should be changed to 
read U oxide as pouider 

HtL&ON, B D Osnerel Electric Co 02/05/12 WRtOHT, B L NRC >• No 
Detailed Affiliation Given Ip 13342 158 


8206020317 Requests extension of export license from 020701 to 630101 
Extension needed so that harduarc can be shipped to Eureden 
to ollou repair of failed fuel assemblies 

KIEL,G R Exxon Nuclear Co , Inc. (subs of Exxon Corp > 02/05/11 

DEVINE, JB Assistant Director for Export/lmport It International 
Safeguards Ip 13342 159 


0206020573 License for Ed low Inti Co to export 372.9 kg U-239, enrUh ed 
to 3 25^ u/o max, to Japan 

ZIMHERMANiJ V, Assistant Director for Export/lmport & Internaitona l 
Safeguards. H0A-JA-19 (SUM- 82/05/27 2pp 13339.343 


0206020577 License for Edlou Inti Co to export 250,91 kg U-235. 
enriched to 3 25% u/o max, to Japan. 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards H8A-JA-19 (SUM- 82/05/27 6pp 13339 345 


8206030013 Licensa for NV Engineering k Technology Corp to export 
2,750 kg depleted U alloy in form of bar stock as component 
of phalanx clote-in weapon sys penetrators to Canada 
ZIMMERMAN, J V Assistant Director for Export/lmport 8< International 
Safeguards RQS 8190 02/05/26 2pp 13361.337 


8206030021 Forwards application for export license for minor nuclear 
export Ltr of assurance required. 

ZIMMERMAN, J V Aseistant Director for Export/Import Sc International 
Safaguards. 82/05/16 GRIFFIN. J A Energy, Dept of ip 
13361 341 


8206030082 Informs that License X6NH-1630 may be issued No mail 
changed circumstances since iseuance of License XSNM-0061. 

Amend 2 

MOORE, R N Assistant Director for Export/Import I, International 
Bafeguardi 82/09/24 Assistant Director for Export/Import tt 
International Safeguards Ip 13361*357 


8206030092 License for Ed low Inti Co to export 209 70 Vg 11-235, 
contained in 7,356 kg U, to Japan 

ZIMliERHANi J. V, Assistant Director for Export/lmport fc International 
Safeguards H0A-JA-10 (BUM- 02/05/27 2pp. 13362:181 


8206030096 License for OE to export 3,100 Vg U-239, contained in 115,000 
kg U, to Bpain 

ZIMMERMAN, J. V Assistant Dlractor for Export/Import it International 
Safeguards BDW-79846, 02/05/27 2pp. 13362. 179. 


8206030273 Amend 3 to OA Co 1 icense, increasing quantity of matl 
authoriied for export from 18,978 kg U to 20,943 kg U 
ZIMMERHAN,J V Assistant Director for Export/lmport >t International 
Bafeguards IEL-U99 82/05/26 Ip. 13362 256 


0206030274 License for GE to export 4,505 kg U-235, contained in 239*900 
kg U, to Spain 

ZIHMERMANi J. V, Assistant Director for Export/lmport it International 
Safeguards 02/09/26 2pp. 13362 297 


8206030277 Ltr of assurance re Ed low Inti Co application to export 
209,7 kg U-235. contained In 7,358 kg U, to Japan 

8HIRAKAWA.T. Japan 02/09/21, GRIFFIN. J. A. Energy. Dept, of. Ip 
13361. S17 


0206030300 Executive Branch position re Edlou Inti Co application to 
amend 1 icense. increasing amount of bulk gaseous tritium to 
be exported to United Kingdom to 600.000 Ci li extending 
license to 800601. Amend should be granted. 

DEVINE* J.B. State, Dept of. Bureau of Oceans S< Internatl, Envi ron St 
Scientific Affaire 82/09/29 SHEA, J R Office of International 
Programs. Director 2pp. 13362:262 
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0206030314 Et«cutiv0 Drench position rc Edlouf Inti Co application to 
txtand yallditij of export license License should be 
extend id 

DEVINE^ J P State* Dept off Qureau of Oceans & Internatl Environ St 
Scientific Affairs 02/03/23 SHEA* J R Office of International 
Programsi Director Ip 13342 362 


820603031^ Application for attend to import license increasing 
qvantltij to be imported to 600 tg U'*'30S containing 27 2 kg 
1/-23S. 

KlELfO. R Exxon Nuclear Co • Inc (subs of Exxon Corp ) S2/OS/20 

DEVINEtJ D. Assistant Director for Export/Impart tc Interna t ioiidl 
safeguards ip 13361 3S6 


8206030320 Advises of grant of license to NV Engineering 8c Technology 
Corp u/o normal IS-^day uaiting period Depleted U for 
non-nuclear and use not swbj to 10CER11042 criteria 
IlMMERNANf vi V Assistant Director for Export/lmpor t 8c International 
eafiguardf B2/03/26 Assistant Director for Export/Impor t & 
Intirnetional Safeguards Ip 13342 297 


6206030325 Foruerds application for license to export 45 metric tons* 
each ton containing 4 kg per metric tan of both natural tf 8c 
natural thorium 

DILL r LAND. J C ANAX. Inc 62/04/26 h£MPY*E NRC - No Detailed 
Affiliation Given 2pp 13342 306 


—8206030326 Application for license to export 45 metric tonsi aacl) ton 
containing 4 kg metric ton of both natural U b natural 
thorlumj to United Kingdom 

OlSrLERfW F AMAX, Inc SN-EXP 02/04/26 Ip 13342 310 


6206030340 Ltr of assurance re Mitsui It Co application to export SIC kp 
U-233 j contained in 6*974 kg U* to Japan 

SHlRAKAWAfT Japan 82/05/21 ORIFFIN, J A Energy. Dept Pf Ip 
13361 362 


6206040006 Ltr of assurance re Edloui intl Co application to export 
372 9 kg U'-23Sf contained in 11.474 09 kg U* to Japan 
8HIRAKANA*T Japan 82/05/21. GRIFFIN. J A Energy. Dept of Ip 
13362 351. 


G206040044 Forwards export license application, author 1 xing export of 
?4 921 kg Ui containing 426 6 kg U-235r to France 
HANNETT. B. A Transnuclear. Inc. B2/05/24 MOORE. N Office of 
International Programs. Director. Ip 13362’ 338. 


— fi20604-0048 Application for license to export 9.921 kg U. cnntainxng 
426.6. kg U-235. to France 

HANNETTfB A, Transnuclear. Inc 82-093/01 62/05/24. 2pp 

13362’ 339. 


0206040059 Ltr of assurance re Edlow Inti Co application to export 
250.91 kg U-235i contained In 7.720 41 kg U. to Japan. 

8HIRAKAHA. T Japan 82/05/21. GRIFFIN. J. A Energy. Dept of Ip 
13362* 344 


0206040100 Forwerds petition to intervene 

IfCDOUOALL. 0 Affiliation Unknown. KEEhE, 0.0 . HENRY. B. Jones* Dey. 
Reavis Ic Pogue 11002826. 82/06/01. Commissioners. 4pp. 

13348.254 


— 8206040103 Petition of Lawyer Committee for Civil Rights Under Law 
representing 11 Congressmen & other parties for leave to 
intervene 8. request for hearing Notice of appearance 8. 

Certificate of Sve end 

HCDOUOALLrO J Affiliation Unknown. KEENE. D. 0. . HENRY. S L 
Jortesj Dag. Rcavis 8< Pogue. 11002026. 02/06/01 Commissioners 

50pp. 13348’ 258. 


B2060B0456 Amend 1 to Exxon Nuclear Co. Ine import 1 icense. Increasl ng 
quantity from 700 kg to 750 kg U-235 authorized for Import 
ZimERMANi J. y. Assistant Director for Export/Import 8. Internati onal 
Safeguards. 02/05/28. Ip 13439.361 


8206080497 Forwerds applicetlon for license to export 17*833 kg natural 
it enriched U hexafluoride to Japan 

NATTORltH Mitsui It Co. (US A. l.lnc. (Subs of Mitsui 6 Cu . Ltd. >. 
82/05/24. Assistant Director for Export/ Import 8< Internati onal 
Bafeguards Ip, 13440 034. 


— 8206080461 Application for license to export 17.833 kg natural Ic 
atiriched U hexafluoride to Japan 

MONDENiT. Mitsui It Co <U 8. A }. Inc <8ubs. of Mitsui Ir Co. . Ltd ) 
HDK-Fl-RB. 82/05/24 Ip. 13440:035 


8206080464 License for Air Products It Chemica Isf Inc to export 1.000 p 
deutirium tg United Kingdom 

ZIMMERMAN. J. V Assistant Director for Export/Impart Ic International 
Safeguards. 02/06/01. Ip 13440-038. 


0206080466 License for Sandvik Special Metals Corp to export 1.666 
Zircaloy''4 guide thimble 8i inst rumentat ion tubes to Japan 
ZIMMERMAN* JV Assistant Director for Expo rt/I*nport E« International 
Safeguards S3M"2a59/60/6l 02/06/01 Ip 13440 040 


8206080470 License for Mitsui Air Inti. Inc to export miscellaneous 
specially designed or prepared parts & components for use 
In nuclear reactors to Japan 

ZIMMERMAN. J V Assistant Director for Export/Import b Intarnational 
Safeguards 82/06/01 tp 13440 043 


8206080492 Application for license to export 3 36 g U-235. can ta Ine d in 
3 62 fl U in one Model WK3i3a4 fission chamberito West 
Germany 

PQCHAL.U E Westinghouae Electric Corp ZEI0417 82/09/26 Ip 

13401 301 


8206080494 Informs that License XBNM-1928 may be issued No matl changed 
C ir cumstances since issuance of License X0NM-19O0 
MOORE.R N. Assistant Director for Ex port/Inpor t 6 International 
Safeguards. 82/05/27 Assistant Director for Export/ Impor fc «< 

International Safeguards Ip 13440 098 


8206080495 Informs that License XaNM-1916 may be issued No matl changed 
circumstances since issuance of License XSNK-19O0 
MOORE.R N Assistant Director for Export/Imp ort U Internafeio nal 
Safeguards 82/05/27 Assistant Director for Exp ort/ Impor t it 

International Safeguards Ip 13440 099 


0206080497 Informs that License KeNM-1913 may be issued No matl 
changed circumstances since isauarice of License >fSNM-t908 
MOBREi R N Assistant Director for Ex porb/Impart It In ternatio nai 
Safeguards. 62/05/27 Assistant Director for Export/ Impor fc & 
International Safeguards Ip 13440 100 


8206080498 Informs that License XSNM-1917 may he issued. No matl 
changed c Ircumstancas since issuance of License X0NM-19Oe 
MOORE.R.N Assistant Director fer Ex port/ Imp art I* International 
Safeguards 82/09/27 Assistant Director for Export/lmpor t 8c 

Intarnatlonal Safeguards Ip, 13440 101 


82060B0507 License for Sandvik Special Metals Carp to export 14 
Zlrco-nlu/n 2 STi niobium tubing to Canada 

ZIMMERMAN. J V, Assistant Director for Export/lmpor t ic International 
Safeguards. 8QM''2a5B 82/06/01 Ip 13440’ 117. 


8206080509 License for Sigma Chemical Co to export 5 0 kg deuterium 
oxide to OreecB, 

ZIMMERMAN. J V Assistant Director for Exp ort/Imporfc 8c International 
Safeguards. D-93. 82/06/01 Ip 13440 116 


8206080912 License far Aldrich Chemical Co to export 3.000 kg deuterium 
oxide to 22 listed countries 

ZIMMERMAN. J.V Assistant Director for Export/Import 8« Internet iana 1 
Safeguards 02/09/28 Ip 13440.132 


8206080919 Amend 1 to Edlov; Inti Co export 1 i c enss. increasing amount of 
matl to be exported from 100*000 to 300*000 Ct tritium, 
extending expiration date to 040601 6 changing name of 
ultimate consigns* 

ZIMMERMAN. J V Assistant Director for Expor t/lmp art it International 
Safeguards. 02/06/01 Ip. 13440:133. 


0206090156 Forwards Transnuclear. Inc ltr requesting cancellation of 
Llcenee XBNM- 1774. Matl had been approved for export by 
amends to Llcenee )(8NM-1696 H/o end. 

ZIMMERMAN* J. V, Assistant Director for Exp or t/Import 8< International 
Bafeguards 82/09/28 8T0IBER.C.R. Stats * Dept, of* Dureauof Oceans 
l( Intsrnatl Environ ic Scientific Affairs Ip 13486 089 


8206090158 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. M/o end 

ZIMMERMAN. J V. Asilstant Director for Export/Inport ic international 
Safeguards 82/09/20 GRIFFIN. J A Ensrgy. Dept of Ip 
13456: 080. 


8206090160 Forwards application for export license for minor nuckear 
export. Ltr of assurance required W/o end 

ZIMMERMAN. JV Assistant Director for Expor fe/Imp ort ic International 
Bafeguards 02/05/20 GRIFFIN* J A. Energy. Dept of Ip 
13494 361 


8206090162 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end. 

ZIMMERMAN* J V Assistant Director for Expor t/lmport it International 
Safeguards 02/09/28 GRIFFIN* J A. Energy* Dept of. Ip 
13494. 362 
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BS06090164 Lic»n«> for Mitsui & Co (U5A}i Inc to osport 210 kg 0-235. 
cont«in«d In 6i 974 kg Uj to J«pon 

ZiMMERMANiJ V Assistant Dirfctor for Espor t/Fmp ort 8c In tsrna tlonal 
Saftguartfs MDK-H2-R5 (B> 02/05/39 ^pp. l3A5i> 093 


e20ik090167 Liconsft for T>lodyn« Uah Chang Albany to arpart ll.S&O lb 
Zlrcalog-4 raduccif seantliss tubing to Canada 

ZIMMERMANrd V Aislatant Dirsetor for ExpoTt/Ifliport & tntarna tional 
Safa guards 2104 (RFH} 02/06/01 Ip 13436.085 


8206090171 Lictnsa for Mitsui Air Jntlc Inc to rzport mlsct liana ous 
specially dfliignad or preparid parti li eojmpanants for usa 
in nuclear reactors to Japan 

ZIMMERMAN# J V Assistant Dirac tor for Export/Impor t U Jntarna tional 
Safeguards 02/06/01 Ip 134S6 006 


6206100196 Amend 2 to Marubeni America Carp export 1 i cense# extend i ng 
expiration data from 020601 to 631201. 

ZIMMERHANfJ V Assistant Director for Erport/Inpor t b International 
Safeguards ZH-0U9-DW 02/06/03 Ip 13469' 293 


6206100206 License for Mitsui 8i Co iUSAl.Inc to export 198# 000 lb 
Zlrcatou*'2 tub# shtl !•< containing Hafnium 100 ppm. to Japan 
ZIMMCRMANrJ V Assistant Director for Export/Impor t b Intern ational 
Safeguards 136219 02/06/03 Ip 13469*294 


6206100226 Forurardi application for license to import £#000 mCl Cs-137# 
in form of glasi beads for density meaiurement# from West 
Cermeny. 

VENKATiC K Wiegand Evaporators. Inc. 4650 02/05/20. MOORE# R N 

Office of International Programs. Director Ip 13469 311 


— 0206100232 Application for license to Import 1# 000 mCl Cs-'137i In form 
of glati beads for density measurtment# from Mest Oermany 
VENKATACHALAH Hlegand Evaporators# Inc 82/09/86 Ip. 

13469.312 


6206100851 Forurards signed copy of 820526 application far license to 
import 20 fflCl Cs-137# in form of glass beatfi for density 
fflf asuremtnt# f ron Wsst Oermany. 

VENii<AT#C K Wiegand Evaporators. Inc 46S0 02/05/28. MOORE. R. N 

Office of International Pragrams. Director 2pp, 13498:253 


—0206100257 Forwards application for license to import 20 mCi Cs'-I37j in 
form of glass beads for danslty measurement# from West 
Oermany 

VEMKATrC K Wiegand Evaporators# Inc. 4654 82/09/26. 

MOOREhR N Office of International Programs# Director. 2pp 
13450:859 


— 8806100260 Application for license to import 80 mCi Cs-137i in form of 
glass beads for density measurement# from West Oermany 
VEMKATACHALAM Wiegand Evaporators# Inc 82/05/26 lOpp 
13496*857 


02O61OD29S Amend 2 to Marubeni America Corp export liceneet extend Ing 
expiration date from 0SO7O1 to 030101 

ZIMMERMAN#J V Assistant Director for Expopt/Import U Internati anal 
Bafeguardt ZH0126-0W 83/06/03 Ip 13469.313 


0206100403 Application for license to export one small E type gas 
cylindtr u/valve filled u/300 liters deulerium gas. 99 5X 
purity# to Neu Zealand 

« Li<iuid Carbonic Corp 0.0.4526A. 82/09/24. Ip. 13450 301 


0206100405 Ltr of assurance re Westlnghause application to export 110 g 
Ur containing 9 g 11-239# to Sweden 

MAONUSONiL. Sweden 02/09/27 ORIFFIN.J. A Energy# Dept. of. ip. 
13450 302 r 


6206100431 License for Liquid Carbonic Corp to export 30 g deutarlism. 
contained in Type £ gas cylinder# to Neu Zealand, 

ZIMMERMAN# J. V. Assistant Director for Export/ Import b International 
Safeguards 62/06/02 Ip 13460.099 


6206100433 License for CERAG# Inc# to export 3 77 kg thorium. contained 
in 9 g thorium fluoride pautder# to Italy 

ZIMMERMAN# J V. Assistant Director for Export/lmport 6 International 
Safeguards 82/06/03 Ip. 13490:362. 


8206100446 Forwards application for licensa to export incore dex:ectDr 
astembllai to West Oermeny 

FOCKLERiD D. Pacific aeientific 88/09/25 MOORE. R M, Assiitant 

Director for Export/Import b International 0afeguards. Ip. 

13498? 266, ' 


-“8206100449 Application for licene# to export Incore detector 
aaeembllis to Hast O'ermanu 


6206100447 Forwards eppllcation for license to export nuclear fuel 
assembly components to Spain 

HER8CN#M M- Wsstlnghouse Electric Corp ILS-164 82/05/26 

ZIMMERMAN# JV Assistant Director for Export/Impor t 6 International 
Safeguards. Ip 13450 268 


— 8206100450 Application for license to export nuclear fuel aesembily 
components to Spain 

H£RSCK#K M Westinghouie Electric Corp ILS-164. 82/05/26, Ip 

13458 369 


8206110055 Forwards application for license to export 3 223 kg Ui 
enriched to max 49 40X U-235 b 6 329 kg U# enriched to max 
19 95X U-235# to Japan 

HANNETTiB A Traninuclaar# Inc 82/09/20 MOORE# N Office of 
International Programs# Director Ip 13493 178 


— 8206110099 Application for Hcanse to export 3 223 kg U# enriched to 
max 49 40X 0-235 & 6 329 kg U enriched to max 19 99% U-235# 
to Japan End use statement end 

HANNETT#B A Transnucl ear# Inc (NUK 409} 02-09 02/06/01 2pp 

13493. 179 


B20611013B Application for license to export 198# 000 lb ZircaIay-2 
nuclear fuel cladding tube shells to Japan End use 
statement enc 1 

BU0N0C0R£#J A Mitsui b Co <U. 0 A }#Inc (Bubs of Mitsui & 

Co #Ltd J 136219 B2/05/27 3pp. 13493 * 259 


0206110179 Requests Executive Branch position re Uestinghouse 
application for licansa to export nuclear components to 
Spain 

ZIMMERMAN. J V. Assistant Director for Export/Import b international 
Safeguards 68/06/02 STOIBERiC R State# Dept of# Bureau of Oceans 
b Internatl Environ b Scientific Affairs Ip 13493 275 


6206110337 Submits application to amtnd export license# authorlx ing 
shipment of metl in form of U dioxide powder 
WILSON# B 0 Oencral Electric Co BDW-056-02 02/O5/2B, 

WRI0HT«B L Office of International Programs# Director Ip 
13490 200 


6206110387 Provides supplsmsntel info to 020307 application to export 
reactor primary coolant pumps to China 

PLAPP#D P Borg-Warner Corp, 82/09/25. PETERBON.M, Assistant 
Director for Export/Import b International Safeguards 3pp 
13490* 299. 


— 8206 11 0366 Forwards application for license to export reactor primarv 
coolant circulating pumps to China 

PLAPP#0P. Borg-Marner Corp 62/09/07 PETERSON# M. Aasistant 
Director for Export/Import b Internationa 1 Safeguards Ip 
13490 302 


— 6206110391 Application for license to export reactor prlmarg coolant 
circulating pumps# to China. 

PLAPP#DP Borg-Warner Corp PV-42704 82/09/07. Ip 

13490 303 


0206110392 Submits application to renew b amend export 1 iceneei add ing 
dye transfer film b lab reagent quantities of uranyl 
acetate# urany I formate b thorium chlorentlate to list of 
products authorlxed 

HARTER# EB. Eastman Kodak Co S2/09/S6, HEMBY#E Assistant 
Director for Export/Impor t b International Safeguards Ip 
13490.304 


0806140019 Submits application to amsnd export licenses X8NM-1617 b 
X&NM-1646f extending expiretlon detes to B31201 b B30101# 
respectively 

YAOI.H. Marubeni America Corp <subi of Marubeni Corp > B2/09/2D 

WRI0HT#B L, Assiitant Director for Export/Import b International 
Safeguards Ip 13910*188 


0206140254 Forwards application for export Itcinie for minor nuclear 
export. Ltr of aisuranct required W/o end 

ZIMMERMAN# J. V Assistant Director for Export/Import b Internafci one J 
Safeguards 62/06/10 0RIFFIN#J Energy# Dept, of. tp 
13507, 163 


6206190415 Forwards application for export license for minor nuclear 
export. Ltr of assurance required W/o end 

ZIMMERMAN# J V. Assistant Director for Export/Import b International 
Safeguards 62/06/07 ORlFFINiJ. A. Energy# Dept of le. 

13923; ill. 


6206150427 License for Wtstinghousi to export 5 g U-23S# contain ed in 
110 g U# to Sweden. 

ZIMMERMAN# J. Y, Aeslstent Director for Export/Import b International 
Safeguard!. lLS-150 S2/06/07. 2pp. 13923*109 
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02O&I5O434 Atnpnd 2 to GE Tochnlcal Svcb up export licenoei ravJ ■ 
dtccriptlon of matj to read U oxide pouder# fool rods or 
bundles 

ZiMMCftMAN* J V Assistant Director for Export/lrsport fc International 
aafeguardi KKL B1008 02/06/08 Ip 13923 321 


B20&190490 App 1 ication for a^nend to export 1 1 censesi extending licanses 
for S ijrs 

MOROEN3TERNi A Sigma Chemical Co 82/06/02 2pp. *3523 309 


a20&150453 Submits application for Amend 2 to export 1 icensei ex tending 
validitg until 830101 

YAOIflf Karubeni America Corp (subs of Marubeni Corp > 82/09/20 

WIOHTtfl L Assistant Director for Export/impor t U International 
Safeguards Ip 13923 107 


8206150459 Submits application for Amend 2 to export 1 icense^ ex tending 
validitg until 031201 

VAOIfH Marubeni America Corp (subs of Marubeni Corp > 02/05/20 

WRlOHTrfl L Assletant Director for Export/Import S< International 
Safeguards Ip 13523 100 


8206160083 Appl i cat ion for llcensa to export t tg deuterlusii in 5 kg 
deuterium oxidtjto Taiufan 

eOELSTElMiB Aldrich Chemical Co , Inc (subs of 8igma-Aldr ich 
corp 1 19/02 02/05/27 Ip 13529 360 


B20616009B Informs of pending Executive Branch review of Edlour Inti Co 
B20329 0416 applications to increase matl authortxed for 

sxport to 6OO1OOO Cl & to extend expiration date until 
880601. 

H£MBVi E 0 Assistant Director for Export/Import 8i International 
Safeguards 02/06/07 Assistant Director for Export/Import *» 
International Bafeguards Ip 13538 029 


B2D6160100 License for tdestlnghouse to export 12 BF3 proportional 
counteri to Ucst Oermang 

ZlMMERMANiJ V Assistant Director for Export/Import it Internatloniil 
Safeguards ZE 10467 82/06/10 Ip 1393a!C26 


8206160102 Application for license to export 5i 171 kg enriched U 
hexaf Luoridej containing 156 kg U ''239* to Japan 

MDNDEN^T. Mitsui U Co. (U. 8 A )«Inc (Bubs of Mitsui 6 Co r Ltd ), 
MfiK-Hl-R8 (D1 82/06/07 Ip, 13938 027 


8206160103 License for Sandvik Special Metals Corp to export 355 
pieces ZlrCalog-A guide thimble tubes to Japan 

ZIMMERMAN^ J. V Assistant Director for Export/Import 6 International 
Safeguards D 3’-6''92 82/06/07. 2pp 13538-028 


9206160L07 Application for license to export 8 kg deuterium oxidn 
liquid over 2‘*gr period to South Africa 
a Sigma Chemical Co 0-94 82/06/04 Ip. 13938.030. 


0206160109 Application for license to export 39 j 279 lb Zircalog 
trex to West Oermanu 

AERMIrB L Teledgne Wah Cheng Albany 2191 (JFM). 82/06/01 Ip 
1393B, 033 


8206160114 Application for license to export 2 Model 703 static mebers< 
tech containing 200 mCl tritium as ionixing sourcer to 
United Kingdom 

CERRETO, R TEKNZS. Inc TUK 0696. 82/06/02 Ip 13530 034, 


8206160274 Requests Executive Brench position re Qanders-’Roe 
Developments Inc eppllcation to amend license to export 
L.DOOrOOO Cl tritium gas it extend expiration date to 820919 
ZIMMSRMANt J. V. Assistant Director for Export/Import 6 International 
Safeguards 62/06/09. STGlRERfC.R Statei Dtp t, oft Bureau of Ocoans 
it Internatl Environ Scientific Affalns, Ip. 13540:174 


‘•-8206160260 Requests amend to export 1 icensei extend ing expiration date 
to B30919 it increasing quantltg to be shipped to 
ti300i000 Cl tritium gas. 

RAlBLEViE. J Saunders-Roe Developments/ Ltd 82/06/03, Ip. 

13540 { 179, 


8206170402 License for Saginaw Steering Gear DiViOeneral Motors Corp 
W export ball bearing screws 6 splines used in refueling 
sgs that loads 6 unloads fuel elements into reactor/ to 

Canada 

ZlMMERHAMr J, V Assistant Director for Export/Import 6 International 
Safeguards 84032-30-39. 82/06/U. Ip. 13597-347. 


8206170409 License for Engineering it Consultant Co to export 900 litare 
deuterium gas to South Korea, 

ri MMERMANf J. V, Assistant Director for Export/import li Internati onal 
Safeguards, 284-5837 B2/06/ii. Ip 13595 324 


8206180408 Forwards application to export enrlchad U hexafluoride to 
Japan End use statement also end 

SHiMArS Mitsubishi International Corp (subs af Mitsubishi Corp I 
H0A-54S2-O4 82/06/03 Assistant Director for Expor t/Imp ort 

International Safeguards 4pp 13570 031 


— 0206180412 Application for license to export IOj 936 kg Lfj enriched to 
260 kg U-235, to Japan 

8hfrMAf 3 Mitsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-S4B2-04 02/06/02 Ip 13570 039 


6206180427 License for Wiegand Evap orator Si Inc to import 1< 000 mCl 
Cs-137 from West Oermanq 

ZIHMERMAMi J V Assistant Director for Export/Import !< International 
Safeguards 02/06/11 Ip 13569 362 


8206160439 Amend 1 to Sigma Chemical Co export 1 1 censer ex tending 
expiration date from 021101 to Q41101 

ZIMMERMAM* J V Assistant Director fur Export/Import & International 
Bafeguards 02/06/11 Ip 13570 036 


0206210028 Ack receipt of JAERI 1 tr re Nissho luai American Corp 
export llcenie application Requests consideration of issues 
in course of review of application 

ZIMMERHAffi J V Assistant Director for Export/Import fc International 
Safeguards 82/06/11 STOlBERrC H State/ Dept of/ Bureau of Occantr 
it Internatl Environ it Scientific Affairs Ip 13502 334 


6206210037 License for Wiegand Evaporators/ Inc to import 20 mC*! C5-137 
from West Oeroiang^ 

ZIMMERMAN/ J V Assistant Director for Export/Import & International 
Bafeguards 82/06/11 Ip. 135B2'310 


8206220137 Forwards application for export license for minor nuclear 
export Ltr of assurance required (>J/d end 

Z I HHERMAN/ J. V Assistant Director for Export/Import it International 
Bafeguards 82/06/14 ORIFFIN^J A Energy/ Dept of Ip. 

13991 - 283 


0206220142 Application for license to export 11/590 kg U* enriched to 
3 09‘4f to Japan 

BMAMiA Edlouf International Co KLK-12 82/06/10 Ip 13991 209 


0206220186 Application for license to export 10/940 kg U/ enriched tu 
3 esX/ to Japan. 

SHAWiA Edtoui Internatipnal Co. KLK-13 82/06/10 tp. 13991 314 


8206220187 Application for license to export tuo cojhpsnsaterf ioniiatian 
chambers/ Model 8074/ to Japan 

PQCMAL/WF Westinghouie Electric Corp ZE-60244. 82/06/00. Jp 

13991. 315 


8206220197 License for Hoke Inc to export 30 instrument Isolating 
valves it three valve manifolds/ to Canada 

ZIMHERMAM/J V Assistant Director for Export/Import & Internatl 0110 1 
Safeguards 1239 82/06/19. Ip 13985- 337. 


0206220599 Application for license to export 10/470 Ig U he xaf 1 uorider 
containing 340 20 kg U/ to Japan 

SHAWjA Edlow International Co KLK-tl, 62/06/10 ip. 13591 322 


8206220603 Application for license to export 11/200 kg J hexaf 1 uor idc/ 
containing 319 20 kg Ui to Japan. 

8HAW.A Edlobi International Co. KLK-10 82/06/10, Ip. 13591.321 


8206220^09 Application for license to export 2/002 mCl Cf-2S2 cermet 
wire to France, 

HAMMETT/ B Transnuc lear/ Inc. 82-12301 02/06/14 Ip 13591 323 


8206230054 eubmlts appllcatipn for license to export instrument 
isolating valves 4( three valve manifolds to Canada. 

BRUSH, P N. Note, Inc 11002880 02/06/11. PETER 3QN/ M R, Office 

uf International Programs, Director Ip 13593:329, 


8206230060 Bubmlts application for license to export four lots of 
electric penetration feedthrough module kits (< lot tools to 
Yugoslavia. 

MECH/TH Conax Corp, 7-30000, 82/06/02. HEM8Y, E. Off It 

Internatloftal Programs/ Director. 2pp. 13593’ 330 


— 0206230063 Concludes that proposed export of component 
meets roq.uiremBi>t* of Section 109b of Atomic Energy 
License may be processed ut/o referral to Executive B 
HEMBY/ E. Assistant Director for Export/Import it Int 
Bafeguards 02/06/21 Asalstant Director for Exp 

Internatl ona 1 Safeguards, tp, 13593’332 
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3206230109 Application for UtBnsa to export 9NM in form of U 
hoiof iuor ide to Japan 

HATTORI^H Mitsui «< Co (USA )j Inc (Sub t of Mitsui Sc Co iLtd ) 
02/06/07 Ip 13592 354 


B206230177 Ltr of aasorance re Transnoclear application to eiport 
426 6 kg U-235j tontalnad in 9# 921 kp total Ur to Franco 
MARCHALpJ European Communities* Cotfuniasinn of 82/06/08 
GRIFFiNrJ A Energy* Dept of Ip 13592 321 


9206230178 Ltr of assurance re Westinghouse application to export 
3 26 g U-235r contained in 3 62 g total U» to Nest Oarmangi 
MARCHAliJ European Communit i6*< Commission of 02/06/08 
GRIFFIN*^ A Energgr Dept of Ip 1359B 322 


B2062301E1 Advises of issuance of export license u»/o normal 15-day 
waiting period due to urgent need for mail 

ZIMMERHANiJ V Assistant Director for Export/Import & International 
Safeguards 82/06/15 Assistant Director for Export/Impor t tc 
International Safeguards Ip 13592 323 


G206230209 Application to amend export license to cover addl std TRIOA 
fuel elements for TftiQA Mark 11 reactor in Malaysia 
MQWRTiH R OA TBChnulogies* Inc /General Atomic Co IEL-30aO 
B2/O670B ZIMMERMAMi J Assistant Director for Export/ Import & 
International Safeguards Ip 13592 331 


8206230213 License for Hestlnghouse to export 3 36 g U-235, contained m 
3 62 g U in one fission chamberi to Uest Germany 

ZlliMERMANiJ V Assistant Director for Export/import Ic International 
Safeguards ZE10417 82/06/17 Ip 13592 332 


S206230216 License for Transnucleori Inc to export 91 434 kg U-235i 
contained in 98 kg to Canada 

ZlhMERMANrJ V Assistant Director for Export/Import & International 
Safeguards (MI8C 390» 81-2 82/06/16 2pp 13592 333 


0206230277 Ltr of assurance re Marubeni America Corp application to 
export 90 kg U-235< contained in 2*295 kg Ui to Japan 
SMIRAKAUArT Japan 02/06/11 0RlFPIN*J A Energy, Dept of Ip 
13592 230 


8206230282 App 1 icat ion to amend export 1 icense* increasing (luantity to 
lOOiOOO lb Zircalog tube shell 

AERNI*D L Taledyna Mah Chang Albany 02/06/15 DEVINE* J B 
Assistant Director for Export/Import It International Bafeguerds Ip 
I3S92 208 


6206230206 Application to amend export licenses* increasing quantity for 
License K8NM-1B97 to 94 513 kg U-235 It to 95 446 kg U-235 
for License XSNM-l^OO 

BUTENKO*! A Tran snucl ear* Inc 02/O6/OB MOORE. N Office of 

International Programs* Director 3pp 13592 211 


B20623DSB7 Application for license to export 0 366 g Thorium 832 metal 
foil to Vietnam End use statement end 
* Reactor Experiments* Inc 82/06/14 3pp 13594 333 


8206230269 Ltr of assurance re Marubeni America Corp appllcaiian to 
export 190 kg U-235i contained in 6*056 kg U*to Japan 
SHIRAKAUA.T Japan 82/06/11 ORlFFm.J A. Energy* Dept of Ip. 
13592' 217 


6206230292 Requests Executive Branch position re Transnuclear* Inc 
application for license It amend to existing license to 
export highly enriched U for use in Chalk River reactors 
ZIMMERMANiJ V Assistant Director for Export/Import 8« International 
^2/06/10 ST01BER*C R State* Dept of Ip 13592 210 


8206230301 Ltr of assurance re Mitsui l< Co* Inc application to export 
687 kg U-235i contained in 29.030 kg U. to Japan 

SHIRAKAWA. T Japan 88/06/11 GRIFFIN.J A Energy* Dapt of ip 
13592 224 


0206230304 Ltr of assurance re Mitsui 8< Co, Inc application to export 
202 kg U-235. contained In 6*604 kg U. to Japan 

SHIRAKAWA*T Japan 82/06/1 i GRIFFIN.J A Energy, Dept of. Ip 
13594 350 


8206230308 Ltr of assurance re Edlow Inti Co application to export 
334 kg U-233* contained in 11*691 kg U. to Japan 

SMIRAKAWA, T Japan 82/06/11 GRIFFIN, J A Energy, Dept of Ip 
13594 351 


9206230339 Amend 1 to Edlouj Inti Corp export I icenso* extend mg 
expiration date from 820601 to 830603 I* changing name of 
ultimate consignee from Radiochemical Centro Amersham Inti 
Ltd 

ZIMMERMANiJ V Assistant Director for Export/Import ii International 
Bafeguerds 68/06/17 Ip 13603 343 


B206230331 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end. 

ZIMMERMANiJ V Assistant Director for Export/Impor t 8< International 
Safeguards 82/06/17 0RIFFIN*J A Energy, Dept of Ip 
13603 346 


9206830353 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMANiJ V Assistant Director for Export/Import it International 
Safeguards 82/06/17 ORIFFIN.JA Energy. Dept of Ip 
13594 362 


6206830356 Forwards application for export license for minor nuqiear 
export Ltr of assurance required M/o end 

ZIMMERMANiJ V Assistant Director for Export/Import I* International 
Safeguards 82/06/17 GRIFFIN, J A Energy* Dept of Ip 
13594 361. 


620623035Q Poruards application for export license for minor nuclear 
export Ltr of assurance required M/o end 

ZIMMERMAN* J, V Assistant Director for Export/Import I* Internet! onaS 
Safeguards 82/06/17 GRIFFIN.J A Energy* Dept of Ip 
13594 360 


6206230359 Forwards application for export llconae for minor nuclear 
export Ltr of assurance required U/o end 

ZIMMERMANiJ V Assistant Director for Export/lmport B« International 
Safeguards 62/06/17. GRIFFIN* J. A Energy. Dept of Ip 
13594 359 


6206240106 License for Pacific Scientific Co to export 67 units of 
incort detector assemb I les, to Nest Germany. 

ZIMMERMAN.J V Assistant Director for Export/lmport !< International 
Bafeguerds 62/06/16 Ip 13607,232. 


9206240115 Application for license to export 110 pieces Zlrcelby-4 
seamiest tubing weighing 10 lb* to Taiwan. 

BAN0ERTER.DK flandvik Special Metals Corp D3-20-70 82/06/11 

ip. 13607 836. 


8206240407 Addendum to Lawyer Committee for Civil Rights Under Law 
620601 petition to intervene & request for hearing* 
requesting addition of Congressman GW Crockett Certificate 
of Sve end 

KEENE. D G House of Rep 82/06/23 Commissioners 3pp 
13603 071 


0206240443 Amend 1 to Sigma Chemical Co export license* extending 
expiration date from 830301 to 850301. 

ZIMMERMAN. J V, Assistant Director for Export/Import 6 International 
Safeguards D-69 82/06/11 Ip 13619 354 


6206240446 Amend 1 to Sigma Chemical Co export license* extending 
expiration date from B81001 to 841001 

ZIMMERMAN* J. V Assistant Director fur Export/Import 6 International 
Safeguards D-93 82/06/11 ip 13619,355 


6206240447 Amend 1 to Sigma Chemical Co export license* extend ing 
expiration date from 830301 to 650301 

ZIMMERMANiJ V Assistant Director for Export/Import l< International 
Safeguards. D-66 82/06/11 Ip. 13619 356 


0206250367 License for Teledynp Wah Chang Albany to export 35*879 lb 
Zlrcaloy trex tubes to Nest Germany 

ZIMMERMANiJ V Assistant Director for Export/Import ?< International 
Safeguards 2151 <JFM) 82/06/23 Ip 13630* 059, 
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03O625O36B Llcerite for Teknistlnc to OKport 400 unCi tt*! 1 1 umi c pn ta incd 
In tuo Model 703 static metersj ta United Kingdom 

ZIMMEfiHANiJ V Assistant Director for Export/ Import «c tnterna t ional 
Safeguards TUK 0696 03/06/ 23 Ip 13630 060 


8206250369 License for Aldrich Chemical Co< Inc to export 5 kg 
deuterium oxide to Taiuan 

ZIMMERMANiJ V Assistant Director for Export/ Import Sc International 
Safeguards 19/82 83/06/23 Ip. 13630 061 


0206250373 Amend 1 to Engineering Consultant Co export Ltcansa> 
Increasing quantity of matl to bo exported from gob to iiOOO 
liters dauterlutn gas to South Korea 

PETEREONj M R Assistant Director for Export/Impart tc International 
Safeguards ae4'5B37 03/06/21 Ip 13630 062 


8206250377 Amend 1 to Teledyne Wah Chang Albany export licenser 
increasing quantity of matl from 6S» OOO lb Zlrcaloy^4 tube 
shells to 1 00 1 000 lb 21rcaloy~4 tube shells ^ increasing 
total value of export to Canada 

PETERSONfM R Assistant Director for Export/Impart t* Interna t i onnl 
B&feguards ie06RFH 82/06/21 Ip 13630 065 


S206290272 Response opposing Congressman H Wplpe 020601 petition far 
leave to intervene Petitioners cannot assist Com/nisslon In 
mating statutorily mandated detertoinatlons W/Certif i cate of 
Svc 

BETTAUERrR J Stater Oept of G2/06/25 Commi sai oners tSpp 

13637:006 


6206290343 Appl icatlon for license to export lr050 pieces Zircaloy *4 
(17X17) double thimble tubes to Japan 

BANOERTERiD H Bandvik Special Metals Corp 8SM-2a7S 83/06/ IS 
ip 13660.001 


6206S90348 Forufards application for license to export 26*195 hg 
enriched to 2 65% U hexaf luorid e» to Japan 

SKiMAr B Mitsui & Co (U 8 A )rlnc (Subs of Mitsui (< Co .Ltd ) 
MSA-34S2-02 82/06/07 Assistant Director for Ex p or t /Import tt 
International Safeguards 2pp 13660 077 


"-0206290353 Application for license to export 26« kg Uronriched to 
2 6SX U hex af luor ide* to Japan End use statement end 
SHIHA^S Mitsui (< Co (USA )rlnc (Subs, of Mitsui «( Cn rLtd ) 
H8A-5402-O2 92/06/07 2pp 13660 079 


S206290965 Application for license to export 0 1007 mg Nfp"237« contained 
In 0 1014 mg neptunium a 1 ectrodeposited onto nickel d 1 sc^ 
to Portugal 

HEJMANr P Reactor Experiments, Inc. P0RT"66“8a 02/06/16 Spp 

136SS 295 


0206290567 License for Mitsui & Co (USA), Inc to export 9B7 kg U"235/ 
contained in 27*030 tg Ui to Japan 

ZIMMERMANjJV Assistant Director for Ex p ort/ Imp or t 6 1 nternat i ona 1 
Safeguards M0K-FS“R9(A> 02/06/10 2pp 13658 297 


8306290568 License for Marubeni America Cprp to export 190 kg U”235« 
contained in 6i 056 kg U, to Japan 

ZIMMERMAN* JV Assistant Diroctar for Export/ impor t & Internati nno 1 
Safeguards ZH0260-DW 02/06/ 1 B 2pp 13659 090 


02O629OS72 License for Mitsui ii Co (USA). Inc to export 202 kg 11-235, 
contained in 6,684 kg U, to Japan 

ZIMMERMAN, JV Assistant Director for Export/Impor t & International 
Safeguards MBK-F5-R5(D> 02/06/ IQ 2pp 13659 092 


0206290376 License for Edlou Inti Co to export 334 frg ll-239i conta i ned 
in 11,691 kg il. to Japan 

ZIMMERMAN* J S/ Assistant Diractar for Ex port/Jmpar t ft Intortiat I oral 
Safeguards 82/06/10 2pp 13639 094 


6206290578 Requests Executive Branch position re Mitsubishi Inti Coi p 
application for license to export SNM as initial core to 
Japan 

ZIMMERHANjJ V Assistant Director for E* por t/ Impor t it International 
Safeguards 02/06/14 STOlDEn,C R StatorDept of. Bureau of OccPiip 
Internati Environ 6 Scientific Affairs Ip 13659 096 


0206290595 License for Marubeni America Corp to export 90 kg U-235, 
contained in 2,295 Jcg U, to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import 6 International 
Safeguards ZH0270-OW 02/06/18 2pp 13653 111 


0206290590 Requests Executive Dranch position re rTltsuhishi Inti Corp 
application far license to export 5NM as initial core to 
Japan 

ZIMMERMAN.J V Assistant Director for Export/Import it Internati ona I 
Safeguards 8S/06/14 STOIDER, C R State* Dopt of. Bureau oP Gccant, 
6 Internati Environ ff Scientific Affairs Ip t3658 110 


0206300074 forwards appllration for license to export 20,050 kg U, 
containing 618 kg 0-233, to Japan 

HATTORIrH Mitsui t< Co 8 A »< Inrc (Bubs of Mitsui & Co ,Ltd > 
82/06/14 Assistant Director for Exp prt/ Import ^ International 
Safeguards Ip 13604 072 


— 0206300075 Application for license to export 20,050 kg 8, contain i rig 
618 kg 11-233, to Japan 

MONDEN, r Mitsui & Co (USA ),Inc (Bubs uf Mitsui 8r Co iLtd ) 
MOK-Hl-Re (A) 82/06/14 Ip 13604 073 
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8206100372 

SO-400 

0 

BERKOW. H N 

0206100200* 

50-400 

0 

BERKQW. H N 

0206100280# 

50-400 

0 

QERKOWITZ. L 

8206100289* 

50-400 

0 

QERNABEI.L 

8206100289# 

50-400 

0 

DERNADEI.L 

8206180292# 

50-400 

0 

BERNAHEI. L 

0206180292# 

50-400 

G 

DERNADEI.L 

0206100295# 

50-400 

0 

DERNADEIrL 

8206160295# 

50-400 

0 

BERNA0EI. L 

8206180302# 

50-400 

0 

DERNADEI.L 

8206100302# 

30-400 

0 

DERNADEI.L 

8206230152 

50-400 

0 

DERNADEI.L 

0206530152 

50-400 

Q 

BERNADEI, L 

0206090117 

NUREG 


DERNADEI.L 

0206240072 

NUREO 


BERNADEI, L 

0206220215 

50-302 

P 

DERNADEI.L 

8206020465 

50-286 

F 

DERNADEI.L 

0206020499 

50-333 

P 

DERNADEI.L 

8206040343 

PRM 


DERNADEI.L A 

0206080292 

50-333 

P 

BERNARD. H 

8206100015 

50-333 

0 

BERNARD, H 

B206 100296 

50-286 

P 

DERNARD.H 

8206100299# 

50-206 

P 

BERNARD. H 

0206100304# 

50-286 

P 

BERNARD. H 

02061 10200 

50-286 

P 

BERNARD. H 

B2061 40197 

50-333 

P 

DERNARD.H 

0306170396 

50-286 

P 

DERNARD.H 

0206210492# 

50-333 

Q 

BERNARD. H 

6206520161# 

50-247 

F 

OCRNARO. H 

0206220269 

50-333 

0 

DERNARD.H 

8206280070 

30-333 

0 

DERNATH. L 

8206200264 

50-333 

p 

DERNHOFTrS 1 

8206260303 

50-333 

p 

DERNHOFT, 8 1 

6206280909# 

30-333 

p 

BERNHOFTiS L 

8206290399 

50-206 

p 

DERNHOFT. S L 

8206330320 

CONTRACT 

QERNH0FT,8 L 

0206160296 

PR 


DERNHOFT. 8 L 

8206280678# 

FOIA 


BESSETTE. D E 

8206200683* 

FOIA 


BESSETTE. D E 

0103230472* 

FOIA 


DEaOETTErD E 

0206230173* 

FOIA 


BETTAUER.R J 

8206070296 

PRM 


DETTENHAUSEN 

0206070102 

50-329 

0 

DETTENHAUSEN 

8206260486 

50-498 

0 

DETTENHAUSEN. L 

8206300250 

50-329 

0 

BETTENHAUBEW. L 

8206070010# 

PR 


DETTENHAUSEN. L 

8206220171 

40-0771 


DETTENHAUSEN. L 

8206230001# 

FOIA 


DETTENKAUaEN. L 

0206280207# 

FOIA 


DETTENHAUSEN. L 

8206200320# 

FOIA 


DETTENHAUSEN. L 

0206200467# 

FOIA 


DEUAN, R 

B2O620O52B# 

FOIA 


DEZLERrP 

0205110370 

50-321 

p 

BHATNAOAR. J P 

B2060 10207 

50-321 

p 

BICKWIT.L 

8206110218 

50-366 

p 

BICKWIT.L 

8206110258 

50-366 

p 

SIDA.O 

8206110290 

50-321 

F 

D I DINGER, G H 

8206110336 

50-321 

P 

BIELAWSKI. A 

8206140063# 

SO-321 

Q 

BJELAW8KI, A 

8206030110# 

50-245 

Q 

BIELAWSKI, A P 

8206170245# 

50-410 

8 

DIELAW8KI.A P 

B10630000B# 

FOIA 


BIELAWSKI. A P 

8206240122# 

FOIA 


BIER. J 

0206100143# 

50-290 

a 

BINGHAM. W 0 

0206030149 

50-206 

Q 

BINZ,B. 

8206200809 

50-413 

0 

BIRKEL. R 

8206230057* 

FOIA 


DISHDPiT 

0206280310# 

FOIA 


BISHOP, T. W. 

0206280422* 

FOIA 


BISHOP, T W 

8206280448# 

FOIA 


BISHOP, T W 

0206200470* 

FOIA 


BISHOP. T W 

B206100D07 

NUREO 


BISHOP,! W 

8206160004 

WASTE MOT 

BISHOP. T W. 

8206010286 

50-522 

0 

BISHOP. T. W 

0206070497# 

50-36? 

0 

BISHOP. T W 

0206070191 

REOOD 


BIBHOPrT, W. 

8206100372# 

RES 


BISHOP. T,W 

0206290049 

NUREO 


BISHOP. T « 

8206040349 

PR 


BISHOP, T W. 

0206090132 

NUREO 


BISHOP,! W 

8206160455 

70-B20 


BISHOP, T, W 


ACCESSION 

NUMBER 


8206070499 

0206090025 

0206240163 

0206070110 

9206070121 

82060S0191 

0206170252# 

0206010200 

0206010280 

8206010294# 

8206010294# 

0206010316 

0206010316 

0206170220# 

0206170220# 

B2061B0S02 

0206230155 

0206230155 

0206230162# 

0206230162# 

8206230164# 

8206230164# 

0206170213 

0206010102 

0206010100# 

0206070200 

8206070213# 

0206080067 

0206000401 

0206000404# 

0206100329 

0206100337# 

0206110353 

0206240047 

6206070292 

0206170300* 

0206170314# 

0206220239# 

8206240199# 

0206290189# 

0206290191* 

0206280948# 

8206280549# 

02O620OS53# 

0206290272 

8206220266# 

6206220347# 

0206030237# 

0206030256# 

8206030270# 

0206070600# 

0206070022# 

0206170219# 

0206220964# 

0206210015 

8206140390 
0206160390 
0206130056 
G2061 70257# 
0206140377 

0206140344# 

0206280061 

0206280061 

8206010351 

0206010391 

0206170354 

8206230156# 

0206100217 

0206030264# 

0206220149 

0206040130 

8206020424 

0206020470 

0206020479 

0206020500 

8206040145# 

0206000304 

8206080312 

8206000320 

8206000390 

0206150315 

0206220198 

8206220321 

8206220345 

0206200472 


SUBJECT 

CATEGORY 


50-201 G 
50-201 G 
SO-537 G 
50-209 W 
50-209 H 

50-209 H 
50-409 P 
S 0-328 0 

50-528 0 

50-520 G 

5O-B20 Q 
S 0-528 G 
50-528 G 
50-520 G 
90-520 G 

50-S28 T 
50-528 0 

50-520 0 

50-520 0 

SO-S20 0 

50-528 0 

50-528 G 
30-920 0 

30-09 P 
30-07 P 

50-54 P 
50-54 P 
30-274 F 
50-326 P 
50-326 P 

50-20 P 
SO -20 P 

TOPREP 
50-54 P 
PR 

50-305 B 
50-305 S 
50-305 S 
50-305 6 

50-309 8 

50-305 8 

90-361 C 
50-361 0 

50-361 0 

XPORTLIC 

50-334 Q 
50-387 Q 
30-333 Q 
50-3B7 Q 
30-334 Q 

50-219 Q 
90-322 G 
90-322 G 
50-317 G 
30-294 P 

REB 
REOOD 
COHHISSION 
50-247 Q 
RES 

70-2375 
90-454 G 
50-494 0 

30-454 0 

50-454 Q 

50-494 Q 
50-135 0 

50-528 T 
50-219 8 

50-369 

50-275 Q 
50-362 0 

50-460 0 

50-206 0 

90-520 Q 

90-275 0 

50-362 0 

50-500 4 

50-273 0 

90-397 Q 

90-397 0 

50-460 4 

30-344 0 

50-908 0 

50-460 G 



PERSONAL AUTHOR INDEX 


i 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

OfSHOP. T W 

0206200520 

50-500 

6 

B rUANS. E L 

0201 200 173» 

50-389 

M 

BLACK. R L 

0206040230 

50-322 

Q 

BLACK. R L 

0206170093 

50-312 

0 

BLACK. R L 

8206170106 

SO-522 

0 

BLACK. R L 

0206170231 

50-522 

0 

BLACK. E 

0206250381 

50-302 

A 

OLAlLiN H 

02O62tOS94« 

50-247 

0 

BLAIR. R L 

08061 6035 1« 

CONTRACT 


BLAKE. C L 

0206080012 

71-476 


BLAKE. E L 

0206070556 

50-239 

G 

BLAKE. E L 

0206070536 

50-289 

0 

BLAKE. J J 

0206070839ft 

90-261 

0 

BLANCHARD. B 

0206010032 

40-0743 


BLANCHARD. 9 

0206160432 

40-8743 


BLANCHARD. D P 

B906070550ft 

90-155 

T 

BLAUVELT. R K 

0206300076ft 

71-9510 


BLEBS r NO. J 

0206150331ft 

50-261 

P 

BLEwerr. J a 

0206160143 

TOPREP 


BLOCH. P Q 

8206070105 

30-266 

0 

BLOCH. P D 

0806810272 

50-266 

0 

BLOCK. R C 

8206230027 

NUREG 


BLONOREN. J C 

82061 40 IBOft 

50-454 

0 

BLOUOH. A R 

8206 100166ft 

90-277 

0 

DLUDAUGH.R E 

0206030285 

40-3453 


BLUDAUOH.R E 

8206160128 

40-3453 


DLUH. J M 

0206010272 

50-247 

0 

DLUrt. J H 

0206010405ft 

50-247 

0 

BLUM. J M 

0206010405# 

50-247 

0 

BLUM. J H 

0206040070 

50-247 

0 

BLUM.J H 

0206040071* 

50-247 

0 

BLUM. J M 

8906040073 

50-247 

0 

BLUM. J M 

8206040123 

50-247 

0 

BLUM. J M 

0206040123 

50-247 

0 

BLUM. J M 

8206110064* 

50-247 

0 

BLUM.J M 

8206110064* 

50-247 

0 

BLUM. J H 

0206100320 

50-247 

0 

BLUM.J N 

0206180328 

50-247 

0 

BLUM. J H 

8206240239 

50-247 

0 

BLUM.J M 

8206240239 

50-247 

0 

BLUM.J M 

8206200135ft 

50-247 

0 

BLUM. J N. 

0206200135* 

50-947 

0 

BLUMDERO. N 

0906040331* 

90-309 

0 

BLUMDERD. N 

0206150304* 

50-307 

0 

BLUMflEflO.N J 

0206040371* 

50-972 

Q 

DLUMBEROrN J 

0206290411* 

50-972 

Q 

BOARDHAN. J R 

8206210320* 

50-496 

a 

DOARDHAN. J R 

0206210428* 

90-498 

0 

BODDV.J R. 

0206030207* 

40-3493 


BODtNE* J. C 

0206020202* 

50-244 

F 

QDDINEiJ C 

8206110288* 

50-244 

B 

aOEHNERT. P 

0206280109* 

FOIA 


BOESE.J T 

0206240037* 

FOIA 


BOESE. J, T, 

0206240039# 

FOIA 


BDETTOER.J T 

8206200539* 

FGIA 


BOQARDtU T. 

8206140203# 

90-494 

0 

DPOART.D 

6206210101ft 

50-302 

ft 

BOODENrO 

8206220093 

40-1162 


BOODEN^G 

6206230171 

40-1162 


DOODEN.G 

0206230246 

40-1162 


BOHLANDEft.P, C 

8206240354ft 

50-247 

T 

oaLLlNOER.L J 

0206160473 

REOQO 


BONO. J. D 

0206030055* 

FOIA 


BONO. J. D 

0206030254* 

FOIA 


DOOKrH. E 

0206020460* 

50-312 

0 

BDOK.H E. 

0206020358 

27-40 


BOOKiH E 

0206020363* 

27-40 


aOOKiH, E 

8206020455 

90-312 

Q 

BOOK.N E 

0206000190 

90-397 

0 

BOOK.H E. 

0206000194* 

90-397 

0 

BOOKtH E 

8206000264 

50-344 

Q 

ODGK.H, E 

0206080209* 

90-344 

Q 

BDOK«H. E 

0206080408 

00-224 

Q 

DOOKiH E 

0206220217 

90-361 

Q 

aoOKi H. E. 

0206220223# 

50-361 

0 

QOOK.H. E 

0206250239 

90-206 

Q 

BOOK.H E 

6206200220* 

50-142 

0 

BOOKiH E 

0206200522 

27-46 


BOOK.H E. 

6206200530* 

87-48 


BOOKER. J, E, 

8206020330 

50-456 

8 

BOOKER. J E 

8206020445 

50-450 

8 

BOOKER. J E 

0206020534 

90-498 

0 

BOOKER, J E 

0206030115 

90-490 

A 

BOOKER, J E 

0206070549 

90-400 

S 

BOOKER. J> E. 

8206000244 

30-490 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BOOKER. U E 

020^100333 

50-458 

8 

BOOKER. J E 

0206110124 

50-450 

S 

BOOKER. J E 

0206140016 

30-458 

A 

BOOKER. J E 

8206150144 

50-450 

S 

BOOKER. J E 

0206150149 

50-439 

8 

BOOKER, J E 

8206150282 

50-458 

S 

BOOKER. J E 

0206210299 

30-458 

s 

BOOKER, J E 

8206210369 

30-458 

A 

BOOKER. J E 

0206210580 

30-450 

A 

BOOKER. J E 

0206230221 

50-458 

8 

BOOKER. J E 

8206290346 

50-450 

0 

BOOKER. J E 

0206290419 

50-458 

8 

BOOKER. J E 

0206290438 

90-458 

8 

BOOTH, L F 

BOOZER. D D 

0206100069 

0206040205* 

NUREO 

50-537 

0 

OORDENICK.B 

0206160004 

90-322 

0 

BORDEN ICK. B 

0206170362 

90-322 

0 

BORDENICK.B M 

8206040390 

50-322 

T 

DQROENICK.B M 

0206070510 

50-322 

0 

BORDENICK.D H 

0206070530 

50-322 

0 

flORDEMICK.B M 

8206100110 

50-322 

0 

BOnOENICK.B M 

020610031 1 

50-322 

0 

BOHDENICKiD M 

0206110051 

50-322 

G 

BORDENICK.O M 

0206230053 

90-322 

A 

BORDHNICK B M 

0206070901 

90-322 

0 

BORDINE.T C 

0206070430 

90-199 

8 

BORDINE. T C 

0206070757 

S0-I59 

S 

BORDINE. T C 

0206100130 

50-199 

9 

BORDINE, T C 

0206100171 

90-155 

6 

BORDINE. T C 

0206150140 

50-155 

8 

BORDINE. T C 

0206300178 

50-155 

P 

GORES. R J 

0206290069* 

50-249 

0 

BORES. R J 

0206290490ft 

50-213 

Q 

OOROHARD. N 0 

8206240359* 

50-247 

T 

BOROHANN. £ A 

0205200306 

50-358 

8 

DOnOMANN.E A 

0206020466 

50-358 

K 

BOROMANM. E A 

0206040125 

90-358 

0 

BOROMANN. E A. 

8206040193 

90-358 

A 

BOROHANN. E A 

8206070390 

90-358 

8 

BOnOMANN. E A 

8206070438 

90-350 

a 

BOROMANN. E A 

G20607049B 

90-358 

8 

BOROMANN. C A 

8206070796* 

90-358 

0 

BOROHANN. E A 

8206070806* 

90-358 

0 

BOROHANN, E A 

8206000119 

90-358 

K 

BOROMANN. E. A 

8206060220 

90-358 

C 

BOROMANN. E A 

8206060245 

50-358 

8 

BOROMANN. E A 

820608032 1 

90-390 

0 

BOROMANN. E A 

8206150220 

90-390 

e 

BOROMANN. E A 

8206170132 

90-390 

8 

DGROMANN. E A 

8206170107 

90-390 

8 

BOROMANN. E A 

8206170279 

50-350 

9 

BOROMANN. E A 

B2061 70206 

90-390 

8 

BOROMANN.E A 

8206170334 

90-398 

8 

BOROMANN. E A 

8206170349 

50-390 

8 

BOROMANN. E A 

8206170373 

90-330 

a 

BOROMANN.E A 

8206210186 

50-390 

a 

BOROMANN. E A 

8206290330 

30-390 

8 

BOROMANN. E A 

8206290365 

30-390 

B 

B05EMAN. J. J 

8206100193* 

30-322 

T 

DOTHHAN, J 

BOUCHARD. D A 
OOUCHEY.O D 

8206160033 

8206100010 

8209100100 

TOPREP 

NUREO 

50-460 

K 

DOUCHEY.O D 

8209180108* 

50-460 

K 

DOUCHEV, 0, D 

8209100306 

50-460 

F 

DOUCHEY.O D 

8206020347 

30-397 

A 

BOUCHEY.O D 

8206030002 

50-397 

A 

BOUCHEY.O D 

8206030179 

30-900 

F 

BOUCHEY.O D, 

8206040330 

50-397 

£ 

BOUCHEY.O D 

8206040412 

30-900 

K 

BOUCHEY.O D 

8206040419* 

so-goa 

K 

DOUCHEV, 0 D 
DOUCHEViO D 

8206070409 

8206070617 

PR 

50-397 

E 

BOUCHEYiO D. 

820600021 7 

50-460 

A 

DOUCHEV. 0. D. 

8206000293 

50-460 

A 

DOUCHEY.O D 

8206090089 

50-397 

K 

DOUCHEV, 0. D 

8206140013 

30-397 

A 

BOUCHEY.O 0 

8206140020 

50-397 

E 

BOUCHEY.O D. 

8206140095 

50-397 

A 

BOUCHEY.O D 

8206140298 

50-397 

A 

BOUCHEY.O 0 

0206140397* 

30-397 

F 

DOUCHEY.O D 

8206210297 

50-460 

A 

DOUCHEY.O D 

0206210269 

90-397 

A 

BDUCHEY. 0, D 

0206210291 

50-397 

A 

BOUCHEY.O D 

0206210302 

50-460 

A 

DOUCHEY.O J>, 

0206210967 

50-397 

A 



ACCESS 3 ON 

SUBJEC1 

AUTHOR 

NUMBER 

CATEGOf 

BOUCHEV. G D 

8206210577 

90-397 

BOUCHEY.O D 

0206210584 

50-397 

BDUCHEY, G D 

0206280396 

50-460 

BOUCHEY.O D 

82062S0496 

50-397 

BDURLAND.P D 

0206070171 

REOGD 

BOWEN. L A 

0206140190* 

50-494 

UOWYER. J E 

0206210500* 

PR 

aOWYER. J E 

0206210522* 

PR 

OOWYER.J E 

0206290209* 

PR 

BDWYER.J E 

0206250307* 

PR 

BOYD. D 

9206170342 

SO- 1 55 

BOYD. D C 

02060200 39ft 

90-253 

BOYD. D C 

0206020535* 

50-155 

QDVDi R S 

7906110325ft 

50-404 

aOVD, R 8 

7906110326* 

50-404 

BOYDBTUNi J A 

8206210478* 

40-0599 

BOYER, V 3 

0206030262# 

50-277 

BOYERrV S 

0206150070# 

90-171 

aOYEfl.V s 

0206230201 

50-352 

SOZIK. D A 

8206010236* 

FOIA 

BRADBURY, R B 

820607027Q 

MUREG 

BRADBURY. R B 

8206070421 

PR 

BRADBURY. R B 

0206090107 

REGOD 

BRADBURY. R D 

0206160266 

PR 

BRADFORD. L 

0206070563 

50-289 

BRADFORD. L 

82060900E7 

50-289 

BRADLEY. B 

0206080177* 

50-3 

BRADLEY. E J 

0205050100 

50-352 

BRADLEY. E J 

02OSO5O1O7* 

50-392 

BRADLEY. E J 

820601052? 

50-352 

BRADLEY. E J 

0206020372 

50-352 

BRADLEY. E J 

8206020513 

50-277 

□RADLEY. E J 

0206070760 

50-352 

BRADLEY. E J 

8206150295 

90-352 

ORADLEYrE J 

0206150340 

50-352 

BRADLEY, E J 

02062201 BO 

90-352 

□RADLEY. E J 

0206220343 

50-352 

DRADLEY. e J 

0206290364 

50-392 

BRADLEY. 0 D 

0206230328 

NUREG 

ORADY.R W 

8206290040* 

CONTRAC 

ORAITHNAITE, J 

0206030057* 

FOIA 

BRAMLETT.L 8 

8206010257* 

50-368 

BRANDENBURG, B. 

8206010307 

S 0-247 

ORANDENBURO.B 

8206010338 

50-247 

BRANDENBURG, B 

8206010344* 

50-247 

BRANDENBURG. B 

8206010347# 

90-847 

BRANDENBURG. B 

020604 0228 

50-247 

BRANDENBURG, D 

020604 0238 

50-247 

BRANDENBURG. » 

8206070532 

50-247 

BRANDENBURG. B 

8206100106 

50-247 

BRANDENBURG. B 

BS06100110 

90-247 

BRANDENBURG. B 

8206140031 

90-247 

BRANDENBURG. B 

8206170130 

90-247 

E-RANDENDURO. B 

8206170157 

90-247 

DRANDENBURO, B 

8206 170 160 

90-247 

DRANOENBURO.B, 

0206170250 

90-247 

BRANDENBURG, B. 

0206180154 

50-247 

BRANDENBURG, B. 

8206100171* 

90-247 

BRANDENBURG. D 

8206180214 

90-247 

BRANDENBUBOi B 

8206100297 



DRANDENSUROi D 
JiRANOENBURO.a 
DRANDENBUROr 9. 
BRANDENBURG. B 
BRANDENBURO. Q 

BRANDENBURG. B 
BRANDENBUROi B. 
0RANDENDURO.D L 
□RANDDN.R J 
DRAZELTON.T B 

BRAZELTQM.T D 
BRAZELTONiT 9 
BREAUX I D 0 
BREED. A 
BRENNAN. M 

BRENNER. L 
BRENNERr L 
BRENNER rL 
BREWlMGTQNi P, 
BREV. H L 

BREV.H L 
BREYi H L 
DREY. H. L 
BREV.H L 
BRiCKLEYrR H 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

BRICKLEY^R H 

02061400701^ 

QA999 



a2O6DO0UO« 

50-346 

F 

RRIDEMBAUGHrO 

03061 7023D 

50-322 

T 

QRIDE^JBAUOH.l} 

0306170344* 

30-322 

T 

BRiaGS-BAMFGRD 

020607056 5 

PRN 


DR I OKI. 0 0 

8306090033 

90-400 

0 

BRlOHTrO D 

0306170079 

50-375 

o 

BRINKERHOFFi J 

0206300136* 

CONTRACT 


BRINKMAMiR E 

0206200672* 

FOIA 


DROEHLi D J 

8S06390203 

50-344 

p 

BftOMGEROrB 

0306290044 

contract 


DROHSfJ C 

0206010345 

50-296 

R 

DRDM3.J C 

0SO6O7O7O7 

50-206 

S 

DROMSi J, C 

8306140134* 

50-247 

T 

BRa^JSDM, F L 

8306100069 

NUREO 


BROOKSi J 

8306010157* 

CQNKISStON 

BRODDi I D 

8306100094 

50-201 

■0 

BRQNN. C 0 

8206010118* 

50-302 

6 

BROHNrC 0 

8206010321* 

50-302 

8 

fiROHKfiC <3 

8206010333* 

90-302 

S 

BROWN, C 0 

8206010339* 

90-302 

s 

BROWN, G 0 

8806010376* 

go- 302 

8 

DROWN, G 0 

8206010307* 

50-302 

3 

BROWN, C 0 

8206010393* 

50-302 

3 

BROWN, C 0 

8206010491* 

50-302 

S 

BROWN, C 0 

820601 0498* 

50-302 

3 

BROWN. C 0 

8206010563* 

50-302 

3 

BROWN, C 0 

8206010601* 

50-302 

S 

BROWN. C 0 

8306010687* 

90-302 

3 

BROWN, C. 0 

8206010647* 

90-302 

8 

DROWN, C 0 

8206110262* 

50-302 

3 

BROWN, C. 0 

0206210096* 

50-302 

8 

DROWN, C 0 

0206210535* 

50-302 

B 

BROWN, C 0 

0206230154* 

50-302 

8 

BROWN, C. 0 

0206300061* 

90-302 

S 

DROWN, E. 0 

8206240249 

90-361 

0 

BROWN, E J 

0206180032* 

Miac 


BROWN, 0 D 

0206010537 

40-8550 


BROWN, 0 0 

0206210313 

40-8452 


BROWN, 0. 0 

0206210472 

40-8599 


BROWN, H. H 

0205040348 

50-275 

0 

BROWN. H.W 

0209040346 

50-279 

o 

BROWN, J r. 

820623034 B* 

CONTRACT 


BROWN, J » 

0011030574* 

50-322 

Q 

BROWN, J M 

0206030136* 

70-892 


BROWN, H F 

0206220133* 

71-494 


DROWN, R. E 

8206090063 

50-309 

Q 

DROWN,e L 

8206210279* 

90-331 

R 

BROWN, 6 L 

8206220310* 

90-331 

8 

BROWN, W 

82062905S2 

NUREO 


BROWNING, R E 

0206160086 

WASTE MOT 

BROWNLEE. V, L. 

0206040287 

90-489 

8 

BROWNLEE, V L 

0206070361* 

50-340 

G 

DROWNLEErV L 

0206070637* 

50-395 

Q 

BROWNLEE, V L 

8206070657* 

50-321 

Q 

BROWNLEE, V L 

8206070649* 

50-424 

Q 

BROWNLEE, V. 1- 

8206220549* 

50-302 

Q 

BRUCHNANN, 0. W 

0206100050 

NUREO 


BRUNNER, E J, 

0206170377 

50-293 

3 

BRUSH, P N. 

0306230094 

XPORTLIC 


BRYAN, ft H, 

8206100030 

NUREO 


BRYANT, J 

0206300187 

90-424 

8 

BRYANT, J C. 

82060401 06 

50-299 

8 

brvant. j C 

0206070468* 

90-413 

a 


P7* 

50-369 

0 



ACCESSION 

SUBJECT 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 


NUMBER 

CATEGPRY 

0URCES3, B L 

0206100200* 

50-282 

a 

CAREY, J J 


0206170101* 

50-334 

P 

BURCESS, B L 

0206250319* 

50-295 

0 

CAREY, J J 


8206170306 

50-334 

P 

QURKE, 0 

8206220593* 

50-324 

Q 

CAREVi J J 


6206170310* 

50-334 

P 

QURWHARDT. W 

8206010743* 

70-1193 


CAREY, J U 


8206210007* 

50-334 

Q 

BURNETT, P T 

820607OB49* 

50-369 

a 

CAREY, J J 


6206220184* 

50-334 

F 

BURNETT, R F 

8206090101 

70-1257 


CAREY, J J 


620622047 1 

50-334 

P 

BURNETTE, A L 

8306010198* 

90-260 

3 

CAREY, U J 


820629043 5* 

30-334 

Q 

BURNETTE, A L 

8206210561* 

50-259 

B 

CARLSON, v/ E 


8206020307* 

30-373 

Q 

BURNS, S G 

8206100273 

PR 


CARLSON, R W 

8206140186* 

50-454 

G 

BURNS, 8 0 

8206100274 

50-293 

0 

CARLSON, ft W 

B206140186* 

BO-4 54 

0 

BURNS. 3 0 

8206100313 

90-293 

0 

CARPENTER, G 

L 

6206150187* 

30-263 

e 

BURRY, D 

8206030053* 

CONTRACT 


CARPENTER, 

H 

0206090023 

SO-400 

c 

BURS TE IN, S 

02061 502B9 

50-301 

S 

CARR, A V 


6206070407 

PR 


BURSTEIN. 8 

8206160317 

50-266 

R 

CARR, A V 


9206160106 

50-413 

0 

BUR STEIN, a 

8206170114 

30-266 

Q 

CARR, A V 


0206160106 

50-413 

G 

BURWELLrS B 

8206020298 

30-443 

A 

CARR, K R 


B20623D031 

NUREO 


BUR WELL, 8 D 

8206100020 

90-443 

A 

CARft,6 E 


8206000439# 

CONTRAC T 


BURNELL, S B 

8206100023 

50-445 

F 

CARTEAUX.P 


82061 4027 S* 

50-315 

F 

BURNELL, S S 

0206140232 

90-445 

A 

CARTER, K 


8206230328 

NUREO 


BUSH, C 

0206290552 

NUREO 


CARTER, L J 


6206080092 

50-247 

0 

BUSH, 9 H 

0206040132 

90-255 

P 

CARTER, L J 


0206170169 

50-247 

Q 

0U9LIK, A 

0206230240* 

FOIA 


CARTER, L J 


6206170381 

50-247 

4 

DUSUKrA J 

02O622OO6B 

ft£6 


CARTER, 8 


8206010190* 

50-296 

8 

0US8, R 

8206O7059B* 

50-254 

S 

CARTER, S 


6206010589* 

50-259 

S 

BUTCHER. R 

0206070056* 

90-416 

Q 

CARTER, a 


8206010617* 

50-260 

S 

BUTENKO. T A 

8S062303B6 

XPORTLIC 


CARTER, S 


8206110198# 

50-259 

8 

BUTLER, T A 

8206170091 

50-3 

P 

CARTER, a 


0206300146* 

30-260 

S 

CAOA. 0 F 

8206100043 

NUREO 


cartwrioht, 

W R 

0206010277 

90-330 

9 

GAOHAN.W K 

0206160024 

50-482 

R 

CARTWRIGHT, 

W R 

0206010281* 

50-330 

S 

CAFARELLA.P T 

0206010309* 

50-293 

P 

CARTWRIOHT. 

W R 

0206010562* 

50-338 

R 

CAONETTA,J P 

0206040136 

50-213 

Q 

CARTWRIOHT, 

W R 

8206010591 

50-330 

9 

CAONETTA. J P 

8206040373 

50-213 

P 

CARTWRIOHT, 

W R 

0206010595* 

50-338 

3 

CAONETTA, J P 

8206160450 

WASTE MOT 

CARTWRIOHT, 

W R 

0206010649 

50-330 

3 

CAONETTA. J P 

8206300219 

50-213 

V 

CARTWRIOHT, 

W R 

0206010660* 

90-338 

3 

CAHILL, W J 

8206020979* 

SO-49B 

G 

CARTWRIOHT, 

W R 

8206010666 

50-338 

B 

CAHILL, U J 

8206020970* 

50-456 

Q 

cartwrioht, 

W R 

8206010671* 

90-338 

3 

CAHN. A L 

8206070172 

REOOO 


CARTWRIOHT, 

W R 

0206070166 

50-339 

9 

CAIN, mJ 

0206220 J 40 

WASTE MOT 

CARTWRIOHT, 

W R 

0206070174* 

50-339 

8 

CALIO.N E 

0206090024* 

FOIA 


cartwrioht, 

W R 

0206070425 

50-338 

8 

CALLAN.L J 

0206010401 

50-313 

8 

CARTWRIOHT, 

W R 

8206070427* 

50-330 

B 

CALLAN.L J 

8206200190* 

50-313 

0 

CARTWRIOHT, 

W R 

S806070442 

90-339 

9 

CAMPBELL. D A 

0206100007 

NUREO 


CARTWRIOHT, 

W R 

0806070431* 

90-339 

3 

CAMPBELL, D A 

8206280293* 

FOIA 


CARTWRIOHT, 

W R 

8206070670 

90-330 

8 

CAMPBELL, D A 

8206280293* 

FOIA 


CARTWRIOHT, 

W R 

8206070670* 

90-339 

8 

CAMPBELL, J D 

8206210545 

70-355 


CARTWRIOHT, 

W R 

8206110061 

90-338 

8 

CAMPBELL. 8. M 

8206170262* 

50-247 

0 

CARTWRIOHT, 

W R 

8206110065* 

90-330 

8 

CANADY, tt 

8206140375* 

FOIA 


CARTWRIOHT. 

W R 

0206110147 

90-338 

8 

CANNON, J, B 

8206100043 

NUREO 


CARTWRIOHT. 

W R 

0206110132 

90-339 

8 

CANTER, H 

8206020431* 

90-362 

0 

CARTWRIOHT. 

W R 

0206110130* 

90-339 

8 

CANTER, H L 

8206150326* 

50-312 

G 

CARTWRIOHT, 

W R 

0206110160* 

50-330 

3 

CANTER, H L 

8206280494* 

50-312 

Q 

CARTWRIOHT, 

W R 

8206110166 

90-330 

6 

CANTER, H L 

8206280527* 

90-312 

G 

CARTWRIOHT, 

W R 

6206110166* 

50-330 

S 

CANTRELL, F. 8, 

8206070954* 

90-299 

G 

CARTWRIOHT, 

W R 

0206110171 

50-339 

8 

CANTRELL, F 3 

8206070379* 

90-416 

G 

cartwrioht. 

W R 

0206110173 

50-339 

B 

CANTRELL, F 8 

8206070790* 

90-918 

Q 

CARTWRIOHT, 

W R 

6206110174* 

90-339 

8 

CANTRELL, F 8 

8306070041* 

50-416 

Q 

CARTWRIOHT, 

W R 

6206110107* 

50-339 

3 

CANTRELL, F S 

8206220434* 

90-416 

G 

CARTWRIOHT, 

W, R 

8206210209 

50-338 

S 

CANTWELL, P F 

8206190192* 

50-304 

6 

CARTWRIOHT, 

W R 

0206210290* 

30-330 

B 

CANTWELL, P F 

8206190214* 

50-304 

8 

CARTWRIOHTi 

W. R 

0206210311 

90-339 

8 

CAPNTOM, D 

8206190304* 

50-307 

G 

cartwrioht, 

W, R 

0206210312* 

50-339 

S 

caphtgn, D L 

G206040331* 

90-309 

G 

CARTWRIOHT, 

W R 

0206210408 

90-339 

3 

CAPHTON. D L 

8206220384* 

90-29 

G 

CARTWRIOHT, 

W R. 

6206210496* 

50-339 

S 

CAPHTONrD L 

8206220404* 

50-277 

G 

CARTWRIOHT, 

W R, 

8206210999 

50-339 

8 

CAPHTON, D L 

8206220469* 

50-334 

0 

CARTWRIOHT, 

W, R 

6206210606* 

90-339 

S 

CAPRA, R. 

0112030223* 

FOIA 


CARTWRIOHT, 

W. R. 

0206210643 

50-330 

a 

CAPRA. R> 

9206280143* 

FOIA 


CARTWRIOHT, 

W. R 

6206210690* 

90-330 

3 

CAPRA, R A 

7906110328* 

90-404 

A 

CARTWRIOHT, 

W. R 

0206240062 

90-339 

s 

CAPRA, R. A 

8206280194* 

FOIA 


CARTWRIOHT, 

WvR 

0206240067* 

90-339 

3 

CAPRA, R A 

8206200198* 

FOIA 


CARTWRIOHT, 

W. R. 

8206240118 

90-339 

3 

CAREY, J, J 

0206010263 

90-334 

R 

CARTWRIOHT, 

W R 

0206240126* 

90-339 

a 

CAREY, J. J 

8206020544 

50-334 

P 

CARTWRIOHT, 

W R. 

8206240162 

50-330 

8 

CAREY, J. J 

0206070003 

90-334 

F 

CARTWRIOHT, 

W. R 

0206240166* 

90-330 

6 

CAREY, J J. 

8206070249 

30-334 

P 

CARTWRIOHTi 

W R 

0206240295 

90-338 

B 

CARFY, J. J 

0206070312* 

30-334 

G 

CARTWRIOHT, 

H R 

0206240306 

90-338 

8 

CAREY, J. J. 

8206070319* 

50-334 

G 

CARTWRIOHT, 

W R 

0206240307* 

90-330 

a 

CAREY. J. J 

8206100169 

50-334 

P 

CARTWRIOHT, 

M R 

0206240322 

90-338 

8 

CAREY, J J 

8206100170* 

30-334 

P 

CARTWRIOHT, 

W R 

6206240324* 

90-338 

3 

CAREY, J. J 

8206100220 

30-334 

P 

CARTWRIOHT, 

W. R, 

0206240337* 

50-338 

8 

CARET, J.J 

8206110111* 

50-334 

G 

CARTWRIOHT, 

W.R 

0206240355 

90-339 

a 

CAREY, J. J 

8206190044* 

90-334 

F 

CARTWRIOHT, 

W R 

0206240361* 

50-339 

a 

CAREY, J J 

8206150086* 

90-334 

G 

CARTWRIOHT, 

W. R 

0206240417 

90-338 

a 

CAREY, a J. 

82061 90 J 28 

90-334 

ft 

CARTWRIOHT, 

W R 

8206240421* 

90-338 

6 

CAREYr J. J 

8206190130* 

50-334 

G 

CARUSO, R 


0206170025 

90-29 

p 

CAREVr J, J. 

8206190296 

50-334 

P 

CARUSO, R, 


0206170063 

30-29 

p 

CAREYr U.J. 

8206170180 

90-334 

P 

CARUSO, R 


8206210130 

50-29 

p 
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ACCESSION 

SUBJECT 



AVTHOH 

NUMBER 

CATEGORY 

AUTHOR 

CARUSO 4 R 

8206320397 

50'-29 

P 

CHILDS. M V. 

CARUSO r R 

8206250245 

50-29 

P 

CHILDS, W V- 

CARUSO^ 3 C 

8206140303 

NUREG 


CHILDS, M V, 

CARV/£RrA H 

8206010337# 

50-327 

S 

CHILDS, W V- 

CARVER . A H 

8206070162# 

50-327 

8 

CHILDS. W V. 

CARVER , A H 

8206210334* 

50-328 

6 

CHILDS, W V. 

CARVERrA M 

8206210417# 

50-320 

a 

CHILK.S J 

CARVERfA M 

8206220432# 

50-328 

a 

CHILK,8 J 

CASE.C Q 

8206230044* 

50-289 

p 

CHILK, 8 J 

CASTRO 1 Q 

8206290584# 

CONTRACT 


CHILK.S J 

CATCHPOLE. 0 

8206010064 

40-8743 


CHILW.a J 

CATE.J H 

8206100036 

NUREG 


CHILK, 8 J 

CAVANAWH. R 0 

8206030132* 

FOIA 


CHILK, 8 J 

CAVANAt/aHr W 

8206020371 

30-313 

p 

CHILK, 8 J. 

CAVANAU<?H» W 

8206150167* 

30-313 

F 

CHILK, S J 

CAVAWAUOHi U 

8206160333# 

50-313 

F 

CHILK, 8. J 

CAVlNE83fC K 

8206290329 

NUREG 


CHILK, 8 J 

CAW-CVjJ t 

0206230299# 

FOIA 


CHILK.S J. 

CAWLEY. J T 

0206280303# 

FOIA 


CHILK.S J. 

CAWLEY. J T 

8206280307# 

FOIA 


CHILK.S J 

CEn^e*A c 

8206170340# 

30-443 

0 

CHILK, S J 

CERRETOi « 

8206160114 

XPORTLIC 


CHILK, 8 J 

CHALMERSiP M 

8206110070# 

CONTRACT 


CHILK.S J 

CHArfBERLAZNj D 

8206130300* 

(1A999 


CHILK.S J 

CHAMBERLAIN! 0 

8206280542# 

QA999 


CHILK.S J 

CHAMBERLAIN. D 

8206280363# 

QA999 


CHILK.S J 

CHANGE I 

8206300032 

50-556 

G 

CHILK.S J 

CHANDLER! J C 

8206080276 

TOPREP 


CHILK.S J 

CHANDLER! L J 

8206040264 

50-361 

G 

CHILK.S J 

CHANDLER! L J 

8206080120 

30-361 

H 

CHILK.S J 

CHANDLER! L J 

8206110033 

50-361 

0 

CHILK.S J 

CHANDLER! L J 

8206220074 

30-361 

G 

CHILK.S J 

CHANDLER! L J 

8206230073 

30-361 

G 

CHILK.S J 

CHANDLER! L J 

8206250110 

30-361 

0 

CHILK.S J 

CHANEY. H 

8206010644# 

50-382 

Q 

CHILK.S J 

CHANO<K C. 

8206150193 

WASTE MOT 

CHILK, a J. 

CHANCERY! M J 

8206140312 

NUREG 


CHILK.S. J 

CHAPLIN. S 0 

8206080363# 

50-320 

8 

CHILK.S J 

CHAPLIN. S D. 

8206110295# 

30-320 

8 

CHILK.S J 

CHAPLIN, a D 

8206280367# 

50-320 

6 

CHILK.S J. 

CHAPMAN! R L 

8206100064 

NUREG 


CHILK.S J 

CHARNLEY! J 8 

02O6O1O347# 

30-324 

P 

CHILK.S J 

CHARNLEY/J a 

0206010537# 

50-324 

P 

CHONG, L. 

CHARNOFf ! 0. 

8206070219# 

CONTRACT 

CHOU.C K 

CHASEi J, 

0206070767# 

50-324 

a 

CHOWNING, E. 

CHASE. J, U 

8206070534# 

50-259 

0 

CHRISTA- MAR I A 

CHASE. L 

8206250347# 

HASTE MOT 

CHBIBTA-MARIA 

CHASE. N. M 

8206170162 

50-247 

G 

CHRIST 6 NBURY. E 

CHAUDHAHY.S K 

8206070822# 

50-322 

Q 

CHRISTENSEN. D 

CHAVEZ, 0 

8206040243 

50-434 

G 

CHRISTENSEN. S 

CHAVEZ, D 

8206040243 

50-454 

0 

CHRISTIANSON. F, 

CHECK. P S 

8103240705# 

FOIA 


CHRISTMAN. J N 

CHECK. P S 

0110220069# 

50-537 

A 

CHRISTMAN, J N 

CHECK. P 5 

0206140257 

50-337 

A 

CHRISTOFFER, 0 

CHECK, p a 

8206140265 

50-537 

A 

CHRISTOPHER. R 

CHECK, p. a 

8206140347 

50-537 

A 

CHRISTOPHER, R. 

CHECK. P 8 . 

0206230217# 

FOIA 


CHRISTOPHER. R 

CHECK. P 8 

0206290580 

30-537 

A 

CHRISTOPHER, W. 

CHECK. P S 

8206290616 

50-537 

A 

CHRISTOPHER. W, 

CHECK. P. 3 

8206290618# 

50-537 

A 

CHRISTOPHER. W 

CHEN, N. C 

8206220019 

NUREG 


CHRISTOPHER, W, 

CHENC.C, Y 

8206170206# 

50-322 

T 

CHRISTOPHER, W 

CHERN! N. S 

8206110006 

NUREG 


CHUNOi J. N. 

CHERRY. H 

8206290183 

50-434 

0 

CHUNG, J U 

CHERRY. rt 

8206290183 

50-434 

0 

CHUNG. J N 

CHERRY, H, 

8206290259 

50-434 

0 

CHUNG, J M 

CHERRY, H 

8206290259 

30-434 

0 

CHURCHILL, 8 , M 

CHERRY, H H 

8206290256 

30-434 

0 

CHURCHILL, 8 . N 

CHERRY, H H 

8206290256 

50-434 

G 

CHURCHIUL.B M 

CHERRY, H K 

8206290294 

30-484 

0 

CHURCHILL. 8 N 

CHERRY, rt. M 

8206290294 

50-454 

0 

CHURCHILL. D. U 

CHERRY, N H. 

8206290298 

30-484 

0 

CHURCHILL. 0 W 

CHERRY, N H 

8206290298 

30-434 

0 

CHURCHILL. D. N 

CHESRUr, 8. H 

8206160020 

30-454 

A 

CHURCHILL. B. W, 

CHESTER, R 0. 

8206250060 

RES 


CICHY.G 

CHUNCl,N. J 

8206010237 

50-400 

8 

CIUIMBERO.R- 

CHJArWI,N J, 

8206010423 

50-400 

8 

CILIMBERG.R. U 

CHiANCt, N. J, 

0206010509 

30-400 

a 

C ILL IS, M. 

€HMNDI,N, j 

8206010622 

50-400 

s 

CILLIS.N 

CHIANCI,N. J. 

8206070687 

50-400 

8 

CLAPP. N E, 

CH]AN«1.N j 

0206110168 

50-400 

6 

CLARDY, L 

CHILDS, N V. 

0206010459# 

00-333 

8 

C LARDY. L, 

CHILDS, W V. 

0206010485# 

50-333 

8 

CLARK. D 

CHILDS, N V, 

6206080135# 

50-333 

0 

CLARK, K M. 

CHILDS, N. V 

8206080322# 

30-333 

9 

CLARK, R A 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJE 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATE( 

0206080377# 

30-333 

9 

CLARK, R A 

82060 1 0086 

90-31 i 

8206110137* 

50-333 

3 

CLARK. R A 

0206010658 

90-334 

02061 1024 9* 

30-333 

S 

CLARK, R A 

0206010667 

SO-SO'S 

0206110318# 

90-333 

3 

CLARK, R A 

0206020226# 

50-34^ 

0206220330# 

50-333 

S 

CLARK, R A 

0206020227* 

50-33S 

0206290537# 

50-333 

B 

CLARK, R A 

0206020233# 

90-34 <1 

020120091 1 

30'289 

T 

CLARK, R A 

820602024 1 # 

so-sa*! 

0201200921# 

lOCFR 


CLARK, R A 

0206020280* 

30-33S 

0206020106# 

50-369 

0 

CLARK, n A 

G2060209B9 

50-317 

02060 20117# 

FOIA 


CLARK, R A 

0206020994 

50-205 

0206030014 

lOCFfl 


CLARK, R- A 

0206070144 

50-33'; 

0206030010 

lOCFR 


CLARK, R A 

0206000003# 

30-335 

0206030336 

lOCFR 


CLARK, R. A 

0206000029# 

50-264 

0206070069 

50-3 

0 

CLARK, R. A 

02O6O0OO35# 

50-264 

0206070073 

50-443 

G 

CLARK, R. A 

0206000146 

30-317 

B206070133 

50-466 

0 

CLARK. R A 

8206080191# 

50-317 

0206070145 

50-255 

0 

CLARK. R A 

8206080157* 

90-317 

0206090209 

FOIA 


CLARK. R A 

8206080184# 

90-36 E 

8206100297 

90-361 

0 

CLARK. H A 

8206000109# 

50-36 e 

0206100445 

lOCFR 


CLARK, R A 

8206100128 

90-33E 

8206110354 

lOCFR 


CLARK. R. A 

B206 110324 

50-28 S 

8206140036 

30-244 

0 

CLARK, R, A 

8206110340# 

50-264 

8206140367# 

FOIA 


CLARK. H A 

8206 16 0003 

50-317 

8206160096 

50-206 

0 

CLARK, R A 

820610001 1 

50-344 

8206160101 

90-206 

G 

CLARK, R, A 

0206100014# 

90-344 

8206160409 

REVIEW GRP 

CLARK, R A 

02062301 87 

50-264 

8206170070 

50-369 

0 

CLARK, R, A 

8206230293 

50-344 

8206170091 

90-373 

0 

CLARK, R A 

0206230333 

50-28S 

8206170109 

90-329 

0 

CLARK, H. A 

0206250116 

50-344 

8206210249 

50-493 

G 

CLARK, R A 

6206250137 

50-309 

8206210260 

50-369 

G 

CLARK, R A 

6206250145 

50-344 

8206210271 

90-293 

0 

CLARK, R. A 

6206250152 

50-344 

0206220134 

50-358 

A 

CLARK, R. A 

6206280027 

50-344 

9206230204 

90-395 

G 

CLARK, R. A 

8206290015 

50-336 

0206240391 

30-440 

G 

CLARK, R A 

6206300361 

5 0-26 B 

0206250080 

lOCFR 


CLARK, R, A 

8 S 0630036 9# 

50-285 

0206230093 

iOCFR 


CLARK, R. A 

8206300393 

50-317 

0206280191 

50- 373 

G 

CLARK, R. U 

8206010091 

50-259 

0206280220 

30-369 

G 

CLARK, R. U 

8206040063 

50-299 

0206200500# 

FOIA 


CLARK, R. U 

8806100419 

50-259 

0206290964 

50-279 

T 

CLAY. E L 

6206040403# 

70 -in 

0206300341 

50-155 

G 

CLAYTON, F L 

8S0601O308 

50-348 

0206040109 

50-443 

G 

CLAYTON, F L 

0206010997 

50-364 

0206230340 

t^UREO 


CLAYTON, F L 

8206010607 

50-346 

0206210632# 

NUREG 


CLAYTON. F L 

8206010618 

90-346 

020601031 2# 

90-155 

T 

CLAYTON. F L 

8206040S49 

90-346 

0206230156# 

90-159 

G 

CLAYTON. F. L 

6206070004 

50-364 

0206040293 

90-494 

0 

CLAYTON. F L 

6206070119 

50-346 

0206100064 

NUREG 


CLAYTON, F. L 

6206070249 

50-346 

0206100043 

NUREG 


CLAYTON, F L 

6206070349# 

50-346 

0206040391 

90-398 

8 

CLAYTON, F. L. 

6206060326 

50-348 

0206070110 

90-322 

0 

CLAYTON. F L. 

B2060901U 

Pft 

02060701 1 0 

90-322 

G 

CLAYTON. F L 

6206110165 

50-348 

0206280377# 

90-373 

a 

CLAYTON. F. L 

6206110279 

60-346 

0206020228# 

FOIA 


CLAYTON, F L. 

6206140095 

50-364 

0206020243# 

FOIA 


CLAYTON, F. L. 

6206140124 

50-346 

0206020263# 

FOIA 


CLAYTON, F L 

8206210192 

50-348 

0206010605# 

90-299 

8 

CLAYTON, F. L 

8206240381 

50-348 

02060701 1 4# 

90-299 

8 

CLAYTON, F L. 

6206290141 

50-364 

0206070640# 

50-296 

8 

CLAYTON, F L 

6206300116 

50-348 

0206210309# 

90-299 

9 

CLEMENTE, 0. J, 

BSQ60 10440 

50-201 

0206240200# 

50-299 

8 

CLEMONS, P. 

6206150226# 

50-273 

0206030237# 

50-333 

G 

CLEMONS. P 

8206150267# 

50-277 

0206030270# 

50-334 

a 

CLEMONS. P 

B20617011 1# 

50-311 

020604037 1 # 

50-272 

Q 

CLEMONS. P. 

8206290254* 

70-110 

820629041 1# 

50-272 

a 

CLEVELAND, D 

8206280387* 

foea 

0206100314 

50-266 

0 

CLEVELAND, J. C 

8206220101 

KUREO 

8206100314 

50-266 

G 

CLEVELAND. R B 

8206030181* 

FOIA 

8206160052 

90-302 

G 

CLIFFORD, U W* 

0206040414# 

50-32S 

8206160052 

50-382 

0 

CLINE, H E, 

8206220499# 

50-4 1 i 

8206160096# 

50-302 

Q 

CQALWELLr T. N. 

8206170069 

50-264 

8206160056# 

90-382 

0 

COBB. L 

820629095a 

HUREO 

8206180299 

50-266 

G 

COCKRELL, R 0. 

0206220556# 

50-11 1 

8206100299 

90-266 

0 

CODELL, R B, 

8206180340 

nureo 

0206300121# 

90-10 

F 

COFFriAN. F. D 

0102190076# 

FOIA 

0206190453 

90-319 

P 

COFFriAN.F D- 

0206140376# 

FOIA 

0206030323 

50-319 

P 

coffman.f E, 

0206040039# 

90-32C 

0206000416# 

90-224 

Q 

COGANiN U 

0206040118# 

90-317 

0206280228# 

90-142 

Q 

CDGOIN, C. U 

8206010239* 

50—36 i 

0206220101 

NUREG 


COGOlNrC, L 

0206010642# 

90—362 

0206100290 

50-331 

S 

COHAN. P, N. 

0206040014 

90-937 

0206100330# 

50-331 

0 

COHEN. 1. 

8206080301# 

70-371 

0206240383# 

50-234 

8 

COHEN, I< 

0206170230# 

50-19: 

0206170163 

70-143 


COHEN, I. 

0206220309# 

50-2?: 

8203190459 

50-360 

P 

COHEN, I. 

8206250310# 

70 -I K 


PERSONAL AUTHOR INDEX 


486 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOGRY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

sua.jEcr 

CATEOCRY 


a3nAOAOO&l» 

MUR EO 


CGDK,J W 

8206000256 

50-329 

E 

COUNSIL, g 0 

0206230454 

50 245 

P 





COOK.J U 

0206080340 

50-329 

A 

COUNSIL. W 0 

0206240279 

50-336 

P 

CDK^Ni 1- K 

B2OAC90S0O 

NUREO 


COOK, J W 

8206090010 

SO- 329 

A 

COUNSIL. W 0 

8206250298 

50-336 

P 

COLARULLI.P F 

03OA29O3O I 

50-247 

0 

GOOK/J V 

0206190284 

50-329 

0 

COUNSIL, g 0 

6206280584 

30-433 

B 

COLARULLI iP F 

aS0A^9Q301 

50-247 

0 

CGQK,J W 

8206150312 

50-329 

E 

COUNSIL, g 0 

0206290409* 

50-42’i> 

0 

COLBURHi T 0 

S30AOQOOS6 

50-266 

p 

COOK.J U 

0206170304 

50-329 

S 

CGUNBlL.g Q 

0206300040 

50-245 

P 

COLBURN* T 0 

esO'Aoaosos 

50-266 

p 

CQQH.J W 

8206180084 

50-329 

A 

COUNSIL, W 0 

8206300127 

SO-2L3 

P 

CDI JLWW* T O 

830AI 10339 

50-266 

p 

CQQK,J W 

8206210110 

50-329 

A 

COUNSIL, W G 

83063002 1 9 

50-213 

V 

COLBURN* T 0 

8206280677 

50-266 

p 

COOK,J U 

9206220537 

50-329 

A 

COUNSIL, W 0 

0206300303 

50-213 

p 

COLE.R-F, 

830604001 1 

50-332 

0 

COOK.J W 

8206220553* 

50-329 

A 

COWOILL.C J 

0206100166* 

30-27/ 

0 

COLEMAN* R 

B306090S3 1 

CONTRACT 


CODK.J W 

8206 2 50246 

50-329 

A 

COWOILL, C J 

0206290397* 

30-217 

0 

CGLLIER* 0 R 

8S06t0D968« 

50-255 

p 

COOK.J {1 

8206280463 

50-329 

A 

COX. K T 

0206010105* 

30-261 

B 

COLLINS/ J T, 

BSOl 130379* 

50-285 

Q 

COOK.K V 

8206290509 

NUREO 


COY. 3 A 

0206300101* 

30-369 

F 

COLLINSiJ T 

8303110478* 

50-313 

F 

COONEY. W J 

0206110019* 

50-277 

8 

CRAIO, J 

8206100204 

30-313 

S 

COLLINSiU T 

8306040299 

50-267 

0 

COONEY, H J 

8206110021* 

50-277 

e 

CRANDALL, J D 

0206070676 

PRH 


COLLINS/ J T. 

0206090174* 

50-313 

F 

COONEY. M J 

0206180078 

50-277 

R 

CRANE, P A 

0206010314 

50-275 

0 

COLLINS* J T 

8206100175 

50-285 

0 

COONEY, M J 

8206380450 

50-277 

s 

CRANE. P A 

8206030490 

30-275 

F 

CQLLINSjJ t 

0206100189* 

50-285 

0 

COONEY. M J. 

0206230551 

50-273 

s 

CPANE.P A 

0206040363 

50 275 

R 

COLLINSi J T 

8206100216 

50-313 

F 

COONEY. H J 

8206280557 

50-278 

8 

CRANE, P A 

0206070269 

30-2/3 

P 

COLLINS, J T 

8206150057* 

50-267 

F 

COONEY, M J 

0206280566* 

50-278 

s 

CRANE. P A 

0206090163* 

90-133 

0 

CPLLINS,U T 

8206150163 

50-313 

F 

COONEY, M J 

8206290149 

50-277 

5 

CRANE, P A 

8206160177 

90-275 

P 

COLLINS, U T 

8206170326 

50-267 

F 

COONEY. M J. 

8206290156* 

50-277 

8 

CRANE, P A 

0206160190 

90-275 

fl 

COLLINS* J T 

8206320164 

50-298 

F 

COOPER. J D. 

8206200331* 

50-1 55 

J 

CRANE.P A 

0206170410* 

90-275 

0 

COLLINS, J r 

0206230203 

50-267 

F 

COOPER, J H 

8206140341* 

30-290 

P 

CRANE, P A 

9206180226 

90-273 

0 

COLLINS, J T 

8206290368 

50-267 

F 

COOPER. L J 

8206160263 

PR 


CRANE.P A 

8206230197 

SO 2/5 

p 

COLLINS, L, € 

8206160281 

PR 


COOPER. L J 

8206230038* 

FOIA 


CRANE.P A 

8206240393 

90-275 

0 

COLLINS, 9 J 

8206220 434H^ 

50-271 

0 

COOPER, H E 

8206030004 

SO-275 

P 

CRANE.P A 

0206250313 

90~2T5 

F 

COLLINS,! R 

8206070373* 

50-416 

0 

COOPER, W. E 

8206030094 

50-275 

H 

CRANE.P A 

8206200187 

50-273 

4 

COLLINS,! R 

8206210139 

50-327 

s 

COOPER. W E 

0206030090* 

50-273 

R 

CRANE.P A 

0206280385 

50-273 

P 

COLOMBO, R 

8206150201* 

50-312 

R 

COOPER. H E 

0206070811 

SO-275 

P 

CRANE.P A 

8206280395* 

50-275 

P 

COLQKBOiR VI 

B2060 10507* 

50-312 

8 

COOPERrH E 

0206180128 

50-275 

R 

CRANE.P A 

8206280428 

50-279 

6 

COLOMBO, R M 

8206040193* 

5D-312 

8 

COPELAND. J 0 

9206240400 

50-466 

Q 

CRAWFGRO.R M 

0206180193* 

90-332 

T 

COMBS, F 

8206280649* 

FOIA 


COPELAND* J 0 

9206240400 

50-466 

Q 

CREED, J R 

0206200577* 

50-373 

a 

CONKLIN, J. C 

8206^20101 

NUREO 


CO PLAN* S H 

0206160019 

WASTE MOT 

CRISCIONE, J 

0206290460* 

90-336 

s 

cqnloni t e 

8206020471* 

06999 


COPUS* E R 

0206250048 

50-537 

A 

CROCKER 

8206100231 

50-206 

s 

CONLONr ! E 

8206070324* 

50-389 

Q 

C0RDE8.C A 

0206100265* 

50-235 

P 

CROCKER. H W 

8206100199* 

30-24^ 

0 

CONLON* T. E 

8206070335* 

50-424 

Q 

COREY, 0 R 

8206070870 

NUREO 


CROCKER, H W 

0206100241* 

90 317 

4 

CDNLON* T E 

020607049 6* 

50-327 

0 

CORLEY* W 0 

0206210598* 

50-329 

A 

CROCKER.H W 

0206240375* 

90-249 

4 

CONLaN* T E 

8206220250* 

50-424 

0 

CORMIER* W H 

8206140096 

50-142 

0 

CROCKER, H g 

8206240394* 

30^219 

4 

CONLON*! E 

8206220443* 

50-416 

Q 

CORNIER. W H 

0206160076 

50-142 

0 

CROSSMAN, g A 

8206010693* 

80-19(J 

0 

CONLON* T, E 

8206220462* 

50-395 

Q 

CORNELL. K 

0206300409* 

50-491 

A 

CROSSMAN, W A 

8206090057* 

go-449 

4 

CONLON. r E 

8206220546* 

50-395 

0 

CORREN.O 

0206010410* 

50-247 

0 

CROSSMAN, W A 

0206210320* 

90-493 

B 

CDWNAUOHTON* K 

8206230219* 

50-295 

a 

CORREN*D R. 

8206240257 

50-247 

0 

CROSSMAN, W A 

8206210428* 

90-490 

q 

CONNAUOHTON.K. 

8206290215* 

30-346 

0 

CORRIGAN, F W 

8206250154 

REOOD 


CROSSMAN. W A 

0206210468* 

90-450 

Q 

CONNER* e L, 

8206020038 

50-213 

p 

CORYELL, e. W 

8206100369 

RES 


CROUSE, R P 

0205110633 

50 -046 

F 

CONNER. E L 

8206110341* 

90-266 

p 

CORYELL. O.P, 

8206070663* 

70-143 


GROUSE, R P. 

0206040332 

90-346 

r 

CONNER* E L. 

8206140101 

50-245 

p 

COBTELLO, F. 

0206020243* 

FOIA 


CROUSE, R. P 

0206070090 

90-346 

p 

CONNER* E L 

6206140113* 

50-245 

p 

COSTELLO, F. 

82060203 45* 

FOIA 


CROUSE, R P, 

8206070490* 

90 346 

p 

CONNER* E L 

8206100064 

90-336 

p 

COSTELLO, F 

8206020309* 

FOIA 


CROUSE, R P 

6206000240 

90 >346 

r 

CONNER* e L 

8206250338 

50-336 

p 

COSTELLO. F, 

8206090230 

NUREO 


CROUSE, R P 

0206080337 

SO -346 

p 

CONNER,! B 

8206030156* 

FOIA 


COSTELLO, F. H 

8206020467* 

FOIA 


CROUSE, R P 

0206180132 

BO-046 

p 

CONNER, T S. 

Q2060706Q3 

50-398 

0 

COSTELLOrJ R 

8206140066* 

QA979 


CROUSE, R P 

8206210363* 

90-346 

4 

CONNER, T S. 

8206070603 

50-338 

0 

CDSTELLOf J R 

8206140084* 

0A999 


CROUSE, R P 

0206210360* 

80-346 

4 

CONNER, T. B. 

8206210282 

50-392 

0 

COTTER. B. P. 

8206280072 

50-454 

0 

CROUSE, R P 

0206220357 

90-346 

4 

CONNER,! B 

8206210282 

50-392 

0 

COTTER, B P, 

8206280077 

50-402 

0 

CROUSE, R P 

8206230123 

90-346 

p 

CONNER,! B. 

8206240163* 

50-350 

0 

COTTER, B.P. 

8206280079 

50-367 

0 

CROUSE, R P 

8206250264 

90-34(i 

3 

CONNER, T. B. 

8206240163* 

50-358 

0 

COUNSIL, W. Q 

6201200541* 

50-213 

F 

CROUSE, R P 

0206270303 

30-346 

P 

CONNER,! B. 

8206200271 

50-352 

0 

COl/NSIL. W. O, 

8206040136 

30-213 

Q 

CROUSE, R P 

8206290390* 

50-346 

P 

CONNER,!. B- 

B206280271 

50-352 

0 

C0UN3IL. 

0206040352 

50-243 

P 

CROUSE, R. P 

8206800129 

90'346 

P 

CONNOR, L 

8206020066 

FOIA 


COUNSlLrU, 0, 

0206040373 

50-213 

P 

CP0U5E, R P 

0206800132* 

60-346 

P 

CONRAD, vl 

8206290253* 

90-373 

8 

COUNSILrW, 0 

0206070416 

PR 


CROW.W T. 

0206020186 

40-fcY40 


CON9AN, J, 

B206230026* 

FOIA 


CDUN8tL*W. 0. 

B206070S76 

30-245 

P 

CROW, W, T 

8206030016 

40-4340 


GONRANi J 

0206230029* 

FOIA 


COUNSIL.W. 0 

9206080218* 

30-245 

Q 

CROW, W T 

8206080196* 

70-1359 


CONRAN, J 

0206230 I 43* 

FOIA 


CDUN51L.W, 0 

8206080224* 

30-245 

a 

CROW. W T. 

8206280093* 

70-27 


CONRAN, J. 

0206230165* 

FOIA 


COUNSIL. W, Q 

8206090116 

PR 


CROW.W r. 

8206200109 

TO-OW 


CONRAN, J. H 

8105200098* 

50-482 

A 

COUNSIL.W Q 

8206100293 

30-213 

p 

CROW.W T 

8206290562* 

40^0406 


CONRAN, J H 

8206040420* 

50-382 

T 

C0UN8IL. Vf 0, 

0206100893 

50-213 

p 

CROWELL, J C. 

8206010472* 

90-259 

B 

CONRAN, J. K. 

8206230052* 

FOIA 


CGUN81L. W. 0. 

0206110281 

50-423 

A 

CROWELL, J C 

0206110316* 

50-P5Y 

t 

CONRAN, J If 

8206230271* 

50-206 

P 

CGUNSIL* W. 0. 

8206140047 

30-336 

P 

CROWLEY, B R 

8206220340* 

oo-aoY 

0 

CONROr, B V. 

0206220115 

40-0902 


C DUNS It. M, 0. 

8206 140184 

30-245 

F 

CROWN, H M 

82061 5006 J* 

CONTRAC r 


CONTE, R, 

8206250199 

50-380 

8 

CDUNSIL. W. 0 

8206150080* 

50-213 

F 

CRUTCHFIELD, D 

8206030005 

50-244 

q 

CONTE, R. 

8206290362 

so-oao 

8 

COUNSlLr kl 0. 

0206150000* 

50-213 

F 

CRUTCHFIELD, D 

8206030068 

BO-219 

? 

CONTE, R 

8206290394 

S 0-380 

8 

COUNSlLiW 0. 

8206190332 

50-336 

0 

CRUTCHFIELD, D 

8206030 1 20 

90-244 


CONWAY, J. 

0206140051* 

QA999 


COUNSJL, M. 0. 

8206160368 

30-213 

P 

CRUTCHFIELD, D 

8206040110 

90-206 


CONWAY, J T 

8306020319* 

0A999 


COUNBIL.W. 0 

8206160368 

50-213 

P 

CRUTCHFIELD, D 

8206040112 

90-29 


CONNAV,R E. 

8206070237 

50-484 

8 

COUKSIL.W. 0. 

8206160450 

WASTE MOT 

CRUTCHFIELD, 0 

8206040 1S7 

90-244 


COOK, C. 

8206 10035 1 

RES 


COUNSIL, W, 0. 

0206170193 

30-243 

F 

CRUTCHFIELD, D 

8206040149 

90-244 


COOK, F.R. 

8206020224 

WASTE MOT 

COUNEIL.VJ 0. 

8206170234 

30-213 

P 

CRUTCHFIELD, D 

0206040156 

50-237 


COOK, J 

8206000366* 

50-333 

R 

COUNSIL, W 0, 

8206170234 

50-213 

P 

CRUTCHFIELD, D 

8206040159# 

50-337 


COOK, J. H 

8206110209* 

50-295 

R 

COUNSIL, U 9 

0206170348 

50-243 

P 

CRUTCHFIELD, D 

8206040166* 

50-237 


COOK, J W 

8206070379 

50-389 

8 

CDUNSIL, W 0 

0206170369* 

30-213 

Q 

CRUTCHFIELD. D 

8206040168 

90-10 


COOK, J, W 

0206080109 

50-389 

0 

COUNSJL. H, 9 

8206210201 

50-245 

P 

CRUTCHFIELD. 0 

0206040182 

90-219 


COOK, J, W. 

8206080159 

50-389 

8 

COUNSIL. W. 0 

8206210633 

90-213 

P 

CRUTCHFIELD. 0 

8206040186 

90-W6 


COOK, J^W 

8206080226 

50-329 

A 

COUNSIL. (4 9 

0206210633 

50-213 

P 

CRUTCHFIELD, D 

0206040237 

SO-aiY 


COOK, J W, 

0206080238 

90-329 

6 

COUNSIL, W< 9, 

6206220199 

50-213 

Q 

CRUTCHFIELD, D, 

0206040245 

90-359 
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CULL 19/ H 
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ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 


NUMBER 

BZQ60AQ26Q 

50-255 

P 

CUNNINOHAK. A 

L 

0206220083# 

920^040272 

50-206 

P 

CUNNINGHAM. 0 

E 

01106220122 

8206040296 

50-219 

P 

CUNNINGHAM. R 

E 

8104080391* 

8206040306 

50-244 

P 

CUNNINGHAM. R 

E 

0^04300308# 

8206040309# 

50-244 

P 

CUNNINGHAM. R 

E 

8204300315# 

8206040313# 

50-244 

P 

CUNNINGHAM. R 

E 

B206010117# 

8206040315 

50-10 

F 

CUNNINGHAM/ R 

E 

8206010209# 

8206040392 

50-237 

P 

CUNNINGHAM/ R 

E 

8206010318* 

8206040396# 

50-237 

P 

CUNNINGHAM/ R 

E 

8206110363 

8206040405# 

SO-237 

P 

CUNNINGHAM/ R 

E 

8206140346 

8206070270 

50-244 

P 

CUNNINGHAM/ R 

E 

8206150451 

8206080073 

50-135 

P 

CUNNINGHAM/ R 

E 

8206280698 

8206080142 

50-245 

P 

CURRAN/ A 8 


8206240350# 

8206080246 

50-29 

P 

CURRAN. 1> 


8206030090 

8206080418 

50-29 

P 

CURRAN/ D. 


0206030090 

8206090007 

50-206 

F 

CURRAN. H J. 


8206240252# 

8206090020 

50-206 

F 

CURRAN/ D J 


820624 02 5;2» 

8206090022 

50-409 

P 

CURRAN. D J. 


820624025^# 

8206090032 

50-237 

P 

CURRAN. D J 


8206240258# 

8206090050 

50-206 

F 

CURRER]/ M 


8206170046 

8206090134 

50-219 

P 

CURTIS. L H 


8206000238 

8206100321 

30-155 

F 

CURTIS. U W 


8206010374 

8206110135 

50-206 

F 

CURTIS. M W 


8206010301 

8206140107# 

50-245 

P 

CURTIS. N 14 


0206010623 

82061 50458 

50-249 

P 

CURTIS. M W 


8206030255# 

9206170059 

50-155 

P 

CURTIS. N H 


0206040326 

8206170074 

50-213 

P 

CURTIS. N W. 


0206040355 

8206170179 

50-213 

P 

CURTIS. N W, 


0206040364 

8206170248 

50-409 

P 

CURTIS. N W. 


8206040407 

8206170319 

50-244 

P 

CURTIS, N W 


0206040409 

8206170324# 

50-244 

P 

CURTIS, N U 


8206070220 

0206170327# 

50-244 

P 

CURTIS, N W, 


0206070224 

8206170339 

50-213 

F 

CURTIS. N H 


0206070280 

8206210177 

50-219 

P 

CURTIS. N H. 


0206070267# 

8206210290 

50-219 

F 

CURTIS. N W 


0206070572 

8206220218 

50-213 

P 

CURTIS. N W 


0206070694 

0206220318 

50-219 

P 

CURTIS. N N. 


8206000130 

8206220429 

50-219 

P 

CURTIS. N N 


6206000155 

8206220516 

50-219 

P 

CURTIS. N W 


0206000161 

8206220586 

50-155 

P 

CURTIS. M W. 


8206000362 

B206240131 

50-219 

P 

CURTIS. N H 


0206000419 

8206S40134# 

50-219 

P 

CURTIS. N 14. 


0206090076 

8206240130# 

50-219 

P 

CURTIS. N H. 


8206100292 

8206240147 

50-29 

P 

CURTIS. N H. 


6206100294# 

9206240154 

50-237 

P 

CURTIS. N. W. 


62061 10066 

8206240168 

50-155 

P 

CURTIS. N H. 


82061 1008 0 

8206240177 

50-206 

P 

CURTIS. M W. 


0206110294 

8206240189 

50-219 

P 

CURTIS. M. W. 


0206140043 

820624020 1 

50-409 

P 

CURTIS. N M. 


0206140090 

0206240233 

50-213 

P 

CURTIS. N W. 


0206140104# 

8206240234 

50-219 

P 

CURTIS. N 14. 


0206190090 

8206240238 

50-206 

P 

CURTIS. M W. 


0206150140 

8206240240 

50-255 

P 

CURTIS. U, W, 


0206150237 

8206240242 

50-213 

F 

CURTIS. N H. 


0206150260 

8206240261 

50-219 

P 

CURTIS. N U 


0206160242 

8206240264 

50-244 

P 

CURTIS. N M, 


0206170030 

0206240294 

50-245 

P 

CURTIS. N W 


8206170071 

8206240301 

50-409 

P 

CURTIS. N U. 


0206170098 

8206240308 

30-206 

T 

CURTIS. N, W 


0206170292 

820624031 1 

50-219 

P 

CURTIS. N 14 


0206210276 

8206240321 

50-244 

P 

CURTIS. N. 14 


0206210462 

8206240341 

50-213 

P 

CURTIS. N H 


0206210529 

8206240348 

50-245 

F 

CURTIS. N W 


0206210539 

8206240356 

50-237 

P 

CURTIS.N. H, 


0206220207 

0206240360 

50-29 

P 

CURTIS. N W 


0206220391 

8206240366 

50-219 

P 

CURTIS.N H 


0206220363 

0206240473 

50-409 

F 

CURTIS.N (4. 


0206220430 

0206250099 

30-244 

P 

CURTIS. N. H* 


0206250309 

8206250103# 

50-244 

P 

CURTIS. M W, 


0206260124 

0206250204 

50-245 

P 

CURTIS.N W. 


0206280550 

8206250272 

50-213 

F 

CURTIS. N VJ 


6806290174 

820628021 S 

50-219 

P 

CURTIS.N H. 


0206290267 

9206290604 

50-206 

P 

CURTIS. 8 


0206210394 

8206300052 

50-155 

P 

CUTCKJK. J, If 


0206200266# 

8206300060 

50-213 

P 

CYBULBKIS/P 


0206240040 

8206300124 

50-409 

P 

CZAJAiR. F 


0206040095 

8206300165 

50-206 

P 

CZAJA.R F. 


02O6O4OO9S 

8206300209 

50-153 

P 

CZAJA.R, F* 


8206040164 

8206300214 

50-155 

P 

CZAJA.fi, K 


6206140031 

8206300330 

50-135 

P 

CZAJKOMBKii C 


8206190050 

8206300347 

60-135 

P 

CZECH. L B. 


0206170243# 

820630035 1 

50-246 

P 

C ZYSC INSKI. K 

S 

6206100089 

8206080289* 

50-344 

0 

D^AMORE. M 


8206250109# 

8206210101# 

50-302 

R 

0 ^ANOELOr A 


0206020431# 

8206090222# 

FOIA 


D^ANOELOrA. 


8206220211# 
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BU6JEC 

CATEGORY 

AUTHOR 

NUMflER 

CATEOO 

50-324 

0 

DAFOE. R, E 

0206100064 

NUREO 

71-9136 


DAIGNEAULT/H F 

02060707 1 1 

PRM 

FOIA 


DA i NORA. J 

0206140102# 

30-237 

50-201 

G 

DALE. L. F 

0206010381 

50-416 

30-201 

0 

DALE. L- F 

0206030180 

30-416 

FOIA 


DALE. L F 

0206030193 

50-416 

FOIA 


DALE, L F 

0206030197 

50-416 

FOIA 


DALE. L F 

0206070310 

PRM 

70-1151 


DALE. L F 

0206070553 

30-416 

50-201 

G 

DALE.L F 

0206090051 

30-416 

50-201 

0 

DALE. L F 

0206090066 

30-416 

70-820 


DALE.L F 

0206100212 

50-416 

50-247 

r 

DALE, L F 

0206 1 0023 1 

30-416 

50-443 

o 

DALE, L, F 

0206110163 

90-416 

50-443 

o 

DALE.L F 

0206110269 

50-416 

50-443 

o 

DALE.L F 

0206140078 

30-416 

50-443 

0 

DALE. U F 

0206140006 

30-416 

50-443 

G 

DALE. L. F. 

0206140122 

30-416 

50-443 

9 

DALE. L, F 

020614015! 

90-416 

NUREC 


DALE, L. F 

0206140196 

50-4 1 6 

50-329 

B 

DALE. L F 

0206140205 

50-416 

50-397 

S 

DALE. L F 

8206140219# 

50-416 


8 

DALE.L F 

B206 1 40220 

30-416 

50-387 

A 

DALE, L. F 

B206 140247 

50-416 

30-387 

G 

DALE. L. F 

92061601 IS 

50-416 

30-387 

B 

DALE.L F 

8206160159 

30-416 

50-397 

A 

DALE.L F 

8206160167 

50-416 

50-307 

F 

DALE.L F 

0206160178 

50-416 

50-397 

A 

DALE.L F 

8206160237 

50-416 

30-397 

a 

DALE.L F 

8206170295 

50-416 

50-307 

A 

DALE.L F 

8206290066 

50-416 

50-387 

A 

DALE. L F 

02O629O3OS 

50-416 

50-387 

K 

DALE. L F 

8206290310 

50-416 

50—387 

K 

DALE.L F. 

0206290538 

50-416 

50-387 

A 

DALE. L, F 

0206300231 

50-416 

30-387 

A 

DALE. L F 

0206300283 

50-416 

80-307 

0 

DALRYMPLE. J, T 

8206280136# 

CON TRAC 

50-397 

A 

DALTROFF 

0206230018# 

50-277 

50- 387 

A 

DALTROFF. S L 

020601056! 

50-277 

30-387 

A 

DALTROFF, B. L 

8206020517# 

50-277 

50-387 

a 

DALTROFF. 8. L 

8206070336 

50-277 

50-397 

A 

DALTROFF. 8 L. 

6206090043 

50-277 

50-397 

A 

DALTROFF. B L 

8206100173 

90-877 

80-307 

A 

DALTROFF. 8. L 

0206100230# 

50-277 

50-397 

Q 

DALTROFF. B L 

8206110219 

50-277 

80-307 

A 

DALTROFF. 8 U. 

0206 140276 

50-277 

30-307 

F 

DALTROFF. 8. L 

6206140306# 

50-277 

30-307 

A 

DALTROFF. 8. L 

8206 150141 

90-27? 

50-307 

F 

DALTROFF. 8 L 

8206150233# 

90-277 

50-307 

F 

DALTROFF. S. L 

0206150443# 

50-277 

50-397 

B 

DALTROFF. 8, L 

8206210280 

90-277 

50-387 

A 

DALTROFF. S L 

8206220272 

90-277 

50-307 

E 

DALTROFF. B. L 

B2O624OO01# 

50-277 

30-307 

A 

DALTROFF. 8 L 

0206280507 

50-277 

50-307 

E 

DALTROFF. S. L 

02O6S9O413 

50-277 

50-307 

A 

DAMRON. J 

8206040092# 

30-373 

50-307 

A 

DAMRON. J 

8206170247# 

90-373 

50-307 

0 

DAMRON, J M. 

8206170177# 

90-373 

50-307 

F 

DAMRON. J M. 

8206170352# 

90-373 

90-307 

A 

DAMRON. J f1. . 

8206170204# 

50-373 

50-307 

A 

DANCE. H C 

8206040139 

90-393 

50-387 

A 

DANCE. H C 

8206040247 

S0-33S 

50-387 

E 

DANCE. H C. 

8206070320 

50-389 

50-387 

A 

DANCE. H C. 

8206070328 

90-424 

50-387 

A 

DANCE. H, C. 

8206070350 

50-269 

50-387 

A 

DANCE. H C. 

GSC6070366 

50-269 

50-387 

K 

DANCE. H,C 

0206070377 

50-330 

50-307 

A 

DANCE. H C, 

820607049 1 

90-369 

50-307 

S 

DANCE. H C 

B20607O493 

50-302 

50-387 

8 

DANCE, H. C. 

S20607061G 

50-200 

50-387 

A 

DANCE. H G 

S20607062S 

50-395 

50—307 

A 

DANCE. H. C. 

8206070646 

50-321 

50—366 

8 

DANCE, N C. 

6206070715 

90-250 

50-289 

T 

DANCE. H C. 

6206070726 

50-261 

50-318 

P 

DANCE. H C. 

8206070820 

50-424 

30-247 

0 

DANCE. H C. 

S206170170 

50-338 

50 -247 

0 

DANCE. H, C 

6206220222 

90-269 

50 -247 

G 

DANCE. H. C 

8206220237 

90-424 

50 -247 

0 

DANCE. H C 

8206220248 

90-424 

REB 


DANCE. H C 

8206220304 

80-335 

50-247 

0 

DANCE. H C 

8 S 0622 031 2 

50-200 

NUfiEO 


DANCE. H C, 

6206220341 

50-309 

70-1151 


DANCE, H C, 

8206220350 

50-321 

50-362 

G 

DANCE. H C 

820622036 1 # 

50-321 

50-460 

Q 

DANCE. K C 

S20622044S 

90-321 
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AUTHOR 

NUMBER 

CATEGORY 

DANCE* H C 

8206330490 

50-395 

Q 

DANCE. H C 

&S06SSO47O 

50-399 

Q 

DANCE. H C 

B206230517 

50-395 

Q 

DANCE. K C 

620633090 

50-395 

Q 

DANCE. H C, 

620632097^ 

50-335 

G 

DANCE. M C 

6206300070 

50-330 

S 

DANIEL, 5 L 

6206040205* 

50-537 

Q 

DANIELSON. D M 

0206020039* 

50-346 

Q 

DANIELSON. D H 

8206 1001 57* 

50-454 

0 

DANIELSON. D H 

0206340291# 

50-341 

Q 

DANTZLER.H U. 

8206150045* 

CONTRACT 


OARKON, 0 L 

0206110329 

NUREG 


DAUIDOPr. D B. 

8206170243* 

50-247 

0 

DAVIDSON. C r 

8206090130 

PR 


DAVIDSON. D n. 

0206070490 

50-440 

S 

DAVIOSOM, 0 R, 

820607046 1 

50-440 

S 

DAVIDSON. D. R 

820607051 S 

50-440 

8 

DAVIDSON. 0 R 

8206070669 

90-440 

8 

DAVIDSON. D R 

8206070877* 

50-440 

a 

DAVIDSON. D R 

0206000230 

50-440 

9 

DAVIDSON. D. R 

8206110220 

50-440 

A 

DAVIDSON. D n 

9206110230 

50-440 

A 

DAVrOSGNi D R 

0206150197 

90-440 

A 

DAVIDSON. D, R 

82061 50234 

50-440 

E 

DAVIDSON. D ft 

0206190249* 

50-440 

A 

DAVIDSON. D H 

0206150269 

90-440 

E 

DAVIDSON. D R 

8206150317 

90-440 

A 

DAVIDSON. D, ft 

8206150336 

90-440 

A 

DAVIDSON. D H 

8206150361 

S 0-440 

S 

DAVIDSON. D Ft 

820617029S 

50-440 

E 

DAVIDSON. D R 

8206220087 

50-440 

E 

OAVlDSONi D. R 

8206220337 

50-440 

E 

DAVIDSON. D R 

92062404 

90-440 

B 

DAVIS. J, 0 

8204300306# 

50-301 

0 

DAVIS. J,0 

B206010IS5* 

FQIA 


DAVIS, J 0 

0206010214* 

FOIA 


DAVI S. J. <& 

8206140395* 

50-201 

0 

DAVlSiJ 0 

8206190028 

90-201 

0 

DAVTBr J. 9. 

8206250057 

WASTE NOT 

DAVIS. K 

820607071 1 

PRM 


DAVie.M 3 

8206030052* 

FOIA 


DAVIS. 6 N 

0206820573* 

90-310 

s 

DAVIS. V. W 

820603011 1 

50-443 

D 

DAVIS. V U. 

02062201 90 

40-2061 


DAVIS. N 

8204240441 

RES 


DAVIS. W 

8204070011* 

PR 


DAVIS, N K 

B20&070024* 

PR 


DAVIS, tf « 

8204070027* 

PR 


DAN5DN. 0 N 

8206160467 

WASTE nor 

DANSON, D. H 

8206220136 

71-9001 


DEALrR. L 

6804240076 

FOIA 


DEB bade. A. 9 

8206220311# 

50-335 

0 

DESBADErA. 0, 

8206220439* 

50-400 

0 

DECKER. T. R 

8206140272* 

70-36 


DECKER. T R 

8206290013* 

70-36 


DEDHiAr D. D 

8206230340 

NUREO 


DEFAVETTE, ft 

820608027^# 

S 0-494 

0 

DEFA/ETTE/ R, 

8204170161* 

5 0-46 J 

T 

DEFFERDINO. L J 

8206170176 

50-269 

P 

DELBELLO. A 6, 

0206240351# 

50-247 

T 

OELQEOROEiL 0 

8206070189 

REOOD 


DELOEOROE. L. 0 

8206070416 

PR 


DELOEOROE. L D 

8204070676 

PRM 


DELOEORGE. L. 0 

8206070B09 

90-10 

F 

r£LOEORDE.L, 0 

0206070816# 

90-373 

Q 

DELOEORDE. L. 0 

8204090101 

RSGDD 


DELOEORDE. L. 0 

8206170390 

50-373 

F 

DELOEOROE. L. 0 

8206810596# 

50-373 

0 

DELOEOROE.L 0 

8206290 196# 

50-254 

0 

DEL0E0R9E.L 0. 

020688031 S 

PR 


DELIfiDi V. A. 

8206040427# 

90-322 

T 

DELLA ROCCA.K. 

8206140120# 

50-247 

T 

DELLA ROCCAiM. 

8204140120* 

50-247 

T 

DELUCA. J. 0, 

0204390085 

50-397 

J 

DENAR DO, 0. L 

6204090110 

PR 


DENISE. n.Pr 

S005300631# 

FOIA 


DENl&ONi E. 

8206030188 

50-273 

R 

OENiSONrE. 

8206160137 

50-275 

R 

DENISON. E 

8206160144* 

50-275 

R 

DENiaONiE 

8206170299 

50-273 

P 

DEN I SON. E 

0306170303* 

50-275 

P 

DENISON. V. 

8204010993 

NUREO 


DENTE, T. J. 

82061 1033A 

TOPREP 


D£^^^Er T, J 

8204170267 

TOPREP 


DEMTB. T, J. 

030622082 0 

TOPREP 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DEMTE. T J 

OENTOM, H R 

DENTON, H R 

DENTON. H R 

DENTON. H R 

DENTGN. K R 

DENTON, H R 

DENTON. H R 

DENTON. H R 

DENTONr H ft 

DENTON. M ft 

8206230090 
8009290492* 
801 1200273* 
8106100241* 
8106110210* 

8U13Q0131* 
8112040131* 
S20 1 100094* 
8204190066* 
8204210755* 

8209160029 

TOPREP 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

GEN TEC 

18 

DENTON. H R 

8205190397* 

50-3 

0 

DENTON. H ft 

0209190361* 

50-3 

G 

DENTON. H ft 

8206010000* 

50-313 

F 

DENTON. H ft 

8206010074* 

50-250 

F 

DENTON. H ft 

82D6040320* 

50-10 

F 

DENTON. H R 

8206060192 

50-271 

F 

DENTON. H ft 

8206060195* 

50-271 

F 

DENTON. H ft 

0206110010 

GEN TEC 

IB 

DENTON. H R 

8206140349 

50-244 

P 

DENTON. H R 

8206140391* 

50-244 

P 

DENTON. H R 

8206140356* 

50-244 

P 

DENTON. M ft 

8206170011 

50-309 

F 

DENTON. N R 

8206170012* 

50-309 

F 

DENTON, H R 

0206170412 

50-279 

G 

DENTON. H R 

0206170417* 

50-275 

0 

DENTON. H R 

8206210030* 

50-320 

P 

DENTON. H R- 
DENTOM.H R 

8206230124* 

8206230137 

FOIA 

50-155 

Q 

DENTON. H R 

DENTON, ft R 

8206230130* 

8206230144* 

FOIA 

50-155 

0 

DENTON, H R. 

8206230150* 

50-159 

0 

DENTON. H R 

8206230329 

90-275 

P 

DENTON. H R 

8206250119 

50-509 

0 

DENTON, H R 

8206250125* 

50-509 

0 

DENTON, H R 

8206250133* 

50-509 

0 

DENTON, H. R 

8206290361 

50-556 

L 

DENTON. H R 

DERKS, P 8 

8206280397* 

B2060I0260* 

FOIA 

50-133 

R 

DE8L ANDES. K 

8206210308* 

50-336 

S 

DESMOND. J A 
DEVINCENTIS. J 

8206110102* 

9206010007 

CONTRACT 

50-443 

A 

DEVINCENTIS, J. 

8206010007 

90-443 

A 

DEVINCENTIS. V 

0206010470 

90-443 

A 

DEVINCENTIS. J. 

8206010470 

90-443 

A 

DEVINCENTIS. J. 

8206140069 

50-443 

A 

DEVINCENTIS, J 

8206140039 

50-443 

A 

DEVINCENTIS. J 

8206100003 

50-443 

A 

DEVINCENTIS. V 

8206160003 

90-443 

A 

DEVINCENTIS. V 

0206240329 

90-443 

A 

DEVINCENTIS. J 

8206240329 

90-443 

A 

DEVINCENTIS. J 

8206250100 

90-443 

A 

DEVINCENTIS. J 

8206250180 

30-443 

A 

DEVINE. J fl 

DEVINE, J 6 

DEVINE, a B. 
DEVINE, J B. 
DEVINE, T 

DEWEY, L S 

8206020092 

8206020134 

0206030300 

0206030314 

0206090214 

6206170124 

XPORTLIC 

xpdrtlic 

XPDRTLIC 

XPORTLIC 

FOIA 

50-928 

0 

DEMITT. R B. 

0206170313 

30-255 

0 

DEWITT. R B. 

8206210990 

50-329 

A 

DEWITT. R,B. 

020621061 1 

50-329 

F 

DEWITT, R. 8 

8206230491 

50-329 

E 

DEWITT. R B. 

B20623055S* 

50-329 

A 

DEWITT.R-B 

8206290127* 

90-255 

P 

DEWITT, R 8. 

B206290239* 

50-295 

P 

DEWITT.R. B 

0206290387* 

90-299 

P 

DEWITT, R, 0 

8206290408* 

50-255 

P 

DEWITT, R* 8 

8206290502* 

50-139 

P 

DEXTER, W D. 

DEYOUNG, R C 

8206160204 

8202040147 

40-8743 

50-3 

0 

DEYOUNG, ft, C 

8203010299* 

50-267 

F 

DEYOUNG, R C 

8204150006* 

50-293 

a 

DEYOUNG, R C 

8204150009* 

50-293 

0 

DEYOUNG, ft C 

8204210380 

50-3 

0 

DEYOUNG, ft C, 

8204210304 

50-3 

Q 

DEYOUNG, R. C. 

B206 150029* 

90-331 

Q 

DEYOUNG, R. C. 

8206150043* 

30-299 

Q 

DEYOUNG, ft C. 
DEYOUNG, ft. C. 

82061S0052# 

8206150089# 

FOIA 

90-293 

Q 

DEYOUNG, ft. C. 

B2061 50092# 

50-293 

Q 

DEYOUNG. R. C, 

8206150095# 

50-312 

0 

DEVOUNGift C. 

8206150097# 

90-312 

0 

DEYOUNG, ft. C, 

0206280038# 

90-293 

0 

DEYOUNG, R C. 

8206280042# 

50-293 

0 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DEYDUNO.R C 


0206280045* 

90-293 

Q 

DEYOUNG, R C 


8206300186 

50-280 

0 

DEYOUNG, R C 
DIAMOND,H 


B2O63OO109* 

8206030056* 

50-280 

FOIA 

Q 

DIAMOND. S 


9206210572* 

SO-537 

A 

DIAMOND. 5 


8206210582* 

50-537 

A 

DIAMOND. 8 


0206210595# 

go-537 

A 

DIAMOND. 8 


8206210603* 

50-337 

A 

DICKERSON. M 

W 

0206010452# 

50-267 

G 

DICKERSON, M 

w 

8206000122* 

50-267 

0 

DICKEY, F 


9204230078* 

50-272 

9 

DICKEY. F 


0206210411* 

90-272 

8 

DICKEY, F 
DICKEY, J, M 


0206220375* 

8206100087 

50-372 

NUREO 

S 

DICKHONER. W 

H 

0206070600# 

50-358 

G 

DICKHONER.M 
DICKSON. C R 

H 

8206100108 

0206100036 

50-358 

NUREO 

Q 

DICKSON. P W 


8206240244 

50-537 

0 

D I ETCH, ft 


8206010605 

50-361 

K 

01 ETCH. R 


8206070221 

50-361 

P 

DIETRICH. M A 

8206000238 

50-329 

B 

DIETZ, C. ft. 


8206010020 

50-324 

8 

DIETZ. C R 


8206010114 

50-325 

S 

DIETZ. C R 


0206010141 

50-324 

8 

DIETZ, C R 


8206010153 

50-323 

8 

DIETZ, C R 


8206010196 

50-324 

S 

DIETZ. C. R 


8206010202 

50-325 

S 

DIETZ,C R 


8206010217 

30-323 

B 

DIETZ, C R 


8206010235 

50-323 

S 

DIETZ. C.R 


8206010302 

50-334 

S 

DIETZ, C R. 


8206010324 

50-324 

e 

DIETZ, C R. 


8206010348 

50-324 

8 

DIETZ, C R 


0206010358 

50-325 

& 

DIETZ, C ft. 


8206010363 

50-324 

d 

DIETZ, C R 


B206010394 

90-324 

9 

DIETZ, C R 


8206010418 

50-325 

9 

DIETZ, C R. 


8206010419 

50-324 

8 

DIETZ. C R, 


8206010486 

50-324 

9 

DIETZ, C R 


8206010490 

50-324 

9 

DIETZ, C R 


0206010493 

so-oas 

S 

DIETZ, C ft 


92060 I 0596 

50-324 

3 

DIETZ, C R 


8206010629 

50-324 

B 

DIETZ, C R 


8206010635 

SO-3S3 

e 

DIETZ, C.R 


S206010649 

50-324 

e 

DIETZ. C R 


8206010664 

50-324 

6 

DIETZ. C.R 


8206070075 

50-325 

E 

DIETZ. C R. 


8206070199 

50-324 

8 

DIETZ. C.R 


8206070299 

50-325 

S 

DIETZ, C R 


8206070388 

50-325 

s 

DIETZ, C R. 


8206110310 

50-325 

5 

DIETZ, C.R 


B2O6150S35 

50-324 

K 

DIETZ, C R. 


8206210228 

50-323 

S 

DIETZ, C.R 


0206210437 

50-324 

9 

DIETZ, C R 


0206210479 

90-324 

9 

DIETZ, C R. 


8206210520 

50-324 

3 

DIETZ, C.R 


8206210537 

50-329 

9 

DIETZ, C R 


8206220174 

50-324 

G 

DIETZ, C.R 


8206220236* 

30-324 

0 

DIETZ, C.R 


8206220344 

30-329 

S 

DIETZ, C R 


8206220309 

50-325 

& 

DIETZ, C R 


8206220486* 

30-324 

0 

DIETZ, C R. 


8206240175 

50-325 

6 

DIETZ, C.R 


8206240186 

50-329 

8 

DIETZ, C, R. 


8206300109 

30-325 

6 

DIOGS.R M 


8206010010 

50-250 

P 

DIGGS, ft M 


S206300419 

50-298 

P 

OIONAN.T. 0 


8206140030 

50-443 

G 

DIONAN.T 0. 


8206140038 

50-443 

Q 

DIGNAN,T 0. 


8206140041* 

50-443 

9 

DIONAN.T 0. 


8206140041* 

50-443 

Q 

DIONAN, T 0. 


8206240373 

SO -443 

0 

DIONAN. T. 0 


8206240373 

30-443 

6 

DIONAN.T 0 


8206280923 

50-443 

Q 

DIONAN. T. G. 
DIftCKB.W. J 

DIRCK8.W 0, 
DIRCKB.W. J 
DIRQKS.W. J. 
DIRCK8. W. J. 


0206280923 

8004240302* 

S1042B0072* 

0106300007* 

8107310272* 

8109150031* 

50-443 

FOIA 

FOIA 

FOIA 

FOIA 

FOJA 

G 

DIRCK8, W. J. 

DIRCK8.W. J 

dircko* m. j. 


8112300139* 

8201200529* 
820 1290483* 

OEN TEC 

tOCFR 

FOIA 

IB 

d:rck8,w j. 


8202180137* 

50-260 

f 

DIRCK8,W. J 
DIRCKB, W. J. 


6203110473* 

0203120170* 

50-259 

FOIA 

F 







PERSONAL AUTHOR INDEX 



48S 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

ACCESSION 

NUMflSR 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEODRY 

J)lRCKSr/W J 

DJRCKS/U sJ 

DlRCKBiW J 

DiRCKBiW J 

DIRCKSiH J 

320312041 8» 
82032401 45» 
0204160252 
8205050143* 
8205060494* 

FOIA 

FOIA 

SECY 

OEM TEC IB 

50-171 F 

DUDOFF. 0 

DUBOFF, 0 B 

DUBOIS* 0 

DUBOIS* T J 

DUFFY* J P 

8206170265 

8206240260 

0206220299 

8206100206# 

0206140280# 

50-247 

30-247 

50-290 

50-361 

50-315 

0 

0 

3 

0 

F 

SrSENHUT* D 0, 
SrSENHUT* D 0. 
nSENHUT. D 0, 
EISENHUT* D 0, 
EISENHUT* D 0, 

820408039 1 
8204090127 
8204090153 
82041 10301 
8204150072* 

50-312 P 
50-875 fl 
SO-3 P 
50-460 A 
50-267 F 

DlRCRBiW J 

DIRCKS/H J 

DIRCKS/W J 

DIRCKS/H J. 
DIRCK9/W 0 

B205340553 

0205270499# 

8205270733# 

0206010267# 

8206040481# 

BECY 

lOCFR 

lOCFft 

FOIA 

lOCFfi 


DUOSTAD* D 

DUNCAN* C 

DUNDAS.W J 
DUNDHOO. D T 
DURHAM, a J 

820619019 5# 
82062404 1 9 
8506040152 
8206080298# 
8206220147 

50-203 

50-383 

50-266 

50-460 

40-0743 

R 

0 

J 

A 

EISENHUT* 0 0, 
EISENHUT, D 0. 
ElSENHUTiD 0 
EISENHUT*D 0. 
EISENHUT, 0 0. 

820616011 B 

8204160125# 

8204160415 

8204160424* 

8204160435# 

50-483 A 
50-423 A 
50-461 A 
50-461 A 
50-461 A 

BIRCKS/W J 
Ii)RCKB,W J 

BfRCKSrUI J 

DIRCKS. W J 
BIflCKSrW J 

8206080018# 

92060B0175 

8206090008# 

8206110002# 

8206140340 

lOCFR 

50-3 

50-247 

50-201 

50-293 

H 

F 

Q 

H 

DURR* J 

DURR, J P 

DURR. J P 

DUIGHT.J E 

DYCK. N P 

0306100193# 

8206030185* 

0206100149# 

8206020277# 

0206280339# 

50-317 

50-352 

50-353 

FOIA 

FOIA 

a 

a 

0 

EISENHUT. D 0. 
EISENHUT* D 0, 
EISENHUT* J> 0. 
EISENHUT. D 0. 
EISENHUT. P 0 

8204170398 
82041 8009 5# 
02O424O4BO# 
8204850205 
B204250215# 

50-280 H 

50-49B 
50-219 F 

50-443 A 

50-443 A 

DtRCKSiU J 
DIRCKSiH j 

DIRCKS, W J 
DTRCRS^M J 

DIRCKS, W J 

0206180355 

8206220085 

0206230035# 

8206230055# 

8206250086 

SECY 

50-470 

FOIA 

FOIA 

50-293 

A 

U 

DYMiH 

DYMiH 

DYNES. R R 

DYNE9*R R 

EADIE* 0 

0201200168# 

8201200168# 

8206140112 

8206140112 

8206090256 

50-309 

50-389 

50-247 

50-247 

40-299 

Ji 

P 

T 

T 

EISENHUT* T> Q, 
EISENHUT. 0 0, 
EISENHUT, J> Q 
ElSENHUTrD- Q 
EL-ASHRYiM T 

8204250328 

8206250366 

8204250398 

0204300118# 

8204070369 

50-312 F 
50-869 0 
50-456 A 

S 0-275 0 
50-327 R 

DIRCKSrM J 
DlRCKSrW J 

DIRCK3. W J 

DIRCK8. R J 
DIfiCKSrW J 

8206280223# 

B2D62Q0231# 

8206280302* 

8206280316# 

B2O620O41S# 

FOIA 

FOIA 

FOIA 

50-520 

FOIA 

P 

EADIE.O* 0 

EADIE, Q. 0 

EADIE, 0. 0 

EAPEN. P, K 

EAPEN. P K 

0206100116 

0206110362 

0206290031 

8206150304# 

0206220404# 

40-299 

WASTE MOT 

40-S99 

50-307 0 

50-277 0 

EL-ASHBYiM T 
EL-ASHflViW T 
ELDREDOEiB E 

EL IN, U 0 

ELLER SHAH. L. E 

B204l40t2l 

82041S0022 

S2040300B6# 

82040B0405# 

02O6OBO271* 

50-259 8 
50-387 a 
FOIA 

50-397 Q 
aA999 

DIRCR3. U J 
DlRCKSiH J 

LirtCKS. M J 

DIRCK8. H J 

DIPGCH. D 

8206280453# 

8206280613# 

0206200670# 

0206290093 

8206220509 

FOIA 

FOIA 

FOIA 

COMMISSION 
50-361 3 

EAPEN* P,K. 

EARLEY* A F 

EARLEY, A F 

EARLEY* A F 
EARLEV*A F 

0206220465# 

0206100118 

0306160099 

0206160099 

820617036S 

50-334 

50-333 

50-323 

50-322 

50-322 

0 

0 

c 

0 

0 

ELLER SHAW. L E 
ELLlDTTiC W 
ELUOTtiP, E 
ELLIS* J 

ELLI8* J. 

B2040B0429# 
8206810419 
B2042S0513# 
S2 04 060098 
B2060B0102# 

QA999 

50-358 4 
50-277 P 
50-445 4 
50-445 4 

DISE«I> P 

DISTLEP^W F 

DIVINE* J M 

DUO/frP M 

DIXGH,I> J 

8206070298# 

8206030326# 

8206240072 

8206020024# 

8206230043 

50-220 

XPORTLIC 

NUREO 

50-445 

PT2I 

a 

A 

EARLEY* A F. 
EARLEY* A F 
£ASTWOaO*E A 
EaDERT.e L 
EflNETER.a D. 

820624021 1 
820624021 1 
8206140377 
6206030202 
8206030105* 

50-322 

50-322 

RES 

40-2225 

50-352 

0 

a 

a 

ELLIS, J. 

ELL 18* J. 

ELSAS 8ER 

ELSAS SER, T 
EL8A83ERi T 

8204100124 

0206100129# 

0206170377 

82060B0152 

0204100051 

50-445 0 
50-445 0 
50-293 8 
50-293 S 
50-293 8 

DlXONit> J 

DljtDNiO W 

DIXON* 0 W 

DIXON* 0 » 

DIXON* 0. 

8206 23004 8# 

820609005B 

6206160135 

8206160316 

0206100009 

PTBl 

50-395 

50-395 

50-395 

50-393 

A 

A 

A 

E 

EONETER.B D. 
EBNETER.e D. 

ecclcston*k T 
ECCLE8T0N*H- t. 
ECKEMRODE,ft J 

0206070759# 

8206070B22# 

8206310041 

6206290023 

0206040399# 

50-219 

50-332 

50-331 

50-393 

50-322 

0 

0 

p 

p 

T 

ELQASSERrT. 
ELBAeSER. T C. 
ELSASSERi T. C 
ELTAHILA.F 

EMCH. R 

8204230479# 

0204100107# 

0204210607 

0SO4O4O432# 

0206080548 

50-423 Q 
50-213 Q 
50-893 8 
50-322 T 
50-155 P 

DIXON* M 

DIXON* 0 U 

DIXON* 0 W, 

DIXON* 0 W 

DIXON* 0. 

8206 1000 16 
8206100050 
0SO610OO54 
8206210440 
8206210406 

50-395 

50-395 

50-395 

50-395 

60-395 

E 

A 

F 

A 

8 

eckenrode* r. j 
eckenrode.r j 
eckbrman*k. f 
eCKHARDT* H 
ECKHARDTtJ H. 

8206040411* 

0206040414# 

0206240059 

8206020431# 

8206020486# 

50-322 

50-322 

NUHEG 

50-362 

50-206 

T 

T 

0 

0 

EMCH.R. 

EMCH. R L 

ENOEL, fl. E 

ENGEL* R. E 

ENOEL* H P. 

8204250269 

0204040240# 

0206010547* 

0204010557# 

0204160404 

50-155 P 
50-155 T 
50-324 P 
50-384 P 
71-5074 

DIXON* D W 

DDfiEL*!^ P 

DOCTOR* B R. 

DODDS* R D, 

DODDS* R. T. 

8206290491 

8206160268 

8206100350 

0206020404# 

0206000315# 

50-395 

PR 

RES 

50-460 

60-508 

A 

0 

a 

ECKHARDTi J. H 
ECKHARDTiO H 
ECKHARDTi J. H 
ECKHARDTi J H. 
ECKHARDTi iJ H 

8206020507# 
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50-142 

90-142 

50-358 

50-350 

FINAHOREiB a 
FZMAKOREi B A 
FIWAMOREiB a 
FI fiAKORE. B A 
FIIWMOREi B A 

0206160068^ 

8206170150 

aa06170l54* 

0906240209 

8206940209 

50-937 Q 

50-537 0 

50-537 0 

50-337 0 

50-537 0 

FOSTER, D 0 

FOSTER, d E 

FOSTER, J E* 

FOSTER, J E 

FOSTER, W E 

8206220243* 

8206070239* 

8206070246* 

8206070258* 

8206150300* 

50-424 

90-373 

50-373 

50-373 

04999 

Q 

A 

A 

A 

FUOELSD, U E 
FULLER. C 

FULLER, C 

fuller, C 

FULLER, C H 

8206170051 

8206010559 

6206010564* 

0206110057# 

0206220209* 

50-3 

50-267 

50-267 

50-267 

50-267 

FJWAKORE- fl A 

fikamqre. b a 
finamdre.b a 
FiNAMOREiB A 
FlKOLAViJ A 

0206240215* 
B20624021 5* 
0306300224 
8206300224 
0206140333 

50-937 0 

50-537 0 

50-537 0 

30-937 0 

NUREO 

FOURNELL, D W. 
FOUHNELL, D U 
FOURNELL, D N 

FOX, C 0 

FOXi C D 

B2062 10490* 

8206210497* 

8206210506* 

8206140105 

8206140105 

50-461 

50-461 

50-461 

50-461 

50-461 

Q 

Q 

Q 

0 

0 

FULLER, C M 

FULLER, C H 

FULLER, C H 

FULLER. P B 
FUROAU.D r 

8206220297* 

8206230235* 

8206250277* 

8206090121 

8206100010 

30-267 

50-267 

S 0-267 

REOQO 

NUREO 

FlWDLEVi D 

FIWDLEViD E 
FIWOLEY. 0 E 
FIWDUEYiD E 
FIWMEL.A E. 

8206070202* 

8206000049* 

8206100386* 

0206100404* 

8906070759* 

50-387 X 

70-687 

70-36 

30-327 X 

50-219 0 

FOX, C 0 

FOX, C 0 

FOX, D F 

FOX. D F 

FOX.R A 

8206140108* 

8206140108* 

8206080300* 

8206280468* 

6206090211 

50-461 

50-461 

QA999 

QA999 

NUREO 

Q 

Q 

FURR, 11 J 

FURR , B J 

FURR , fl J 

FURR, a, a 

FURa. 8 J 

Q20317GS22 

830607G729* 

0206220230* 

8206220473* 

0206220522* 

50-324 

90-324 

50-324 

50-324 

50-324 

fiijkel.a e 

FIORAFO, A E, 
FiOfiELLr* 0 
FIORELLl* 0 

fjorelli. q 

8206170245* 

8206210598* 

0206020369# 

9206030565* 

8206220371* 

50-410 Q 

30-327 A 

50-928 0 

50-528 0 

30-528 0 

frahm, R 

FRAHM. R 

FRAHN. R 

FRAHM, R. 
frahm, R 

B206D3O192* 

8206030231* 

8206030245 

B20603O247* 

8206030265 

50-3U 

50-272 

50-272 

50-272 

50-311 

8 

8 

8 

8 

8 

FUnR,B J 

OADtfl. K 

OAD. fl K 

OAD, R K 

GAD, R K 

8206220529* 

8206140038 

6206140038 

0206140041* 

0206140041* 

50-324 

50-443 

50-443 

30-443 

5G-443 

FTSW.R F 

FJ6HER.C R 

FISHER. F D. 
FJSHeSiF D, 

FISHER. F D. 

8206220223* 

8206070605 

8206140267 

8906140272* 

8206290013* 

50-361 Q 

NUREO 

70-36 

70-36 

70-36 

FRAHM, R 

FRAHM. R 

FRAHM. R 

FRAHM. R 

FRAHM. R 

0206030269* 

0206070577* 

0206070673* 

0206070772* 

0206070013* 

50-311 
50-272 
50-3t i 

so-aii 

90-272 

8 

8 

8 

8 

8 

gad, R K 

OAD, R K 

OAD,R K 

OAD, R K. 

GADOUrO R 

8206240373 
8206240373 
8206280523 
8206280523 
820601021 9* 

50-443 

50-443 

50-443 

50-443 

50-409 

nSHERiO A. 
FlTTlfC J 
FITiGERALOiM d 
FITZGERALD, M J 
FITZGiaaONSjH 

8206100239 

8906240123* 

8206170101* 

8206930129* 

8906010336 

PR 

FOIA 

90-219 8 

50-219 8 

50-237 0 

FRAHM, R 

FRAHM, R 

FRAHM, R 

FRAHM, R 

FRAHM, R 

0206100123* 

0206100142* 

0206100210* 

0206100222* 

0206100244* 

60-311 

50-311 

50-311 

90-311 

90-272 

S 

8 

S 

8 

8 

GAHAN, E 

0AINE8, T. M 
GALLAGHER, C A 
GALLAGHER, d, 
OALLAGHER,d M 

8206110004 
8206160327 
8206110006 
82062003 1 4* 
8012160106* 

NUREO 

PP 

NUREO 

FOIA 

FOIA 

FiTZOiBBONg.R 
FITZGiaaONS^fl 
FITZOIBBONSjR, 
FITZPATRICK, fl 
FITZPATRICK,#? 

8206010336 

8906180330 

8206180330 

8206030906* 

8906080077* 

50-237 0 

50-237 0 

50-237 0 

30-247 8 

30-247 8 

FRAHM, R 

FRAHM, R 

FRAHMiR. 

FRAHM, R 

FRAHM, R 

0206100253* 

0206100272* 

0206100326* 

0206110047* 

0206150100* 

90-311 

90-272 

60-311 

90-272 

50-311 

B 

8 

8 

8 

8 

GALLAGHER, J W 
GALLAGHER, J N 
GALLAGHER, d N 
GALLAGHER, fl D. 
GALLAGHER, fl D. 

02060204 1 9 
0206040093 
0206220279 
0206220613 
0206230090 

90-277 

PR 

90-277 

71-9000 

71-5900 

PLACID, e 

FLACK. E 

FLACKrB 

FLAHERTV* J A 
FLAHERTV. d. A 

6206090036 

B20616010A 

0206170103 

0206040319* 

8206240191 

IfcE 

I^E 

I&E 

50-373 P 
50-373 P 

frahm, R 
framm. R 
frahm, « 

FRAHM, R- 
FRAHM, R- 

0206150116* 

02O6S1O3O8* 

0206210460* 

02O6S2OO90* 

0206220185* 

90-311 
90-311 
50-272 
50-311 
50-31 1 

B 

8 

8 

B 

0 

GALLAGHER, R D 
GALLAHER, fl fl 
GALLAKER, R fl 
GALLAHER# R D 
GALLJNA, C 0 

0206230229 

8206110001 

8206110002 

8206110011 

8206210051* 

71-394 

NUREG 

nureg 

MUflEG 

90-289 

FLANAGAN. D. D 
FLANAGAN. D. 0 
FLANAGANrO F 
FLEEWR^C, 
FL6ENOR,C. 

6906910454 

8206210454 

8206230060 

8206070197 

8206080040 

50-322 0 

50-322 0 

RES 

50-3B7 X 

70-687 

FRAHM, R- 
FRAHM, R* 

FRAHM, ft 

FRAHM. R 

FRAHM, ft 

02062203 95* 
0206220459* 
0206220905* 
0206220952* 
0206230112* 

50-272 

90-272 

50-311 

90-272 

90-311 

8 

8 

0 

8 

8 

GALLO, d 

GALLO, d 

GALLO, d 

GALLO, d 

GALLO, d 

02O6OIO269 
8206010320 
8206040162 
8306040162 
020 6 0705 02 

90-159 

50-199 

90-856 

30-856 

90-159 

FLEENOR. C 
fleenor. c 

FLCeWORrC 
FLEENORtC. 
FLEIBCHAKER , D. 

6206100376 

8906100401 

8206160212 

8206230355 

8906030186 

70-36 

50-327 X 
CONTRACT 

70-1113 

50-273 0 

frahm, R. 

FRAHM, R, K. 

FRALEY, fl F 
FRALEY, « F 
FRANCI8,E 

0206290309* 

8204220324* 

0206300170* 

0206200970* 

0206000013 

50-31 1 

FOIA 

FOIA 

FOIA 

40-0749 

8 

OALLO, d, 

GALLO, d 

GALLO, d. 

GALLO, d, 

GALLO, d 

0206070502 

8206070906* 

8206070547 

0206070547 

0206240095 

90-199 

30-199 

90-159 

30-199 

FOIA 

aESBCHAKER.D 
FLEISCNAKER. D 
FLeiSCHAKERr D 
FLBISCNAKER , D 
FLEISHERrZ S 

B2060301B6 

8206040992 

8206140094 

6206140034 

6206040010 

50-275 0 
90-279 P 
30-279 0 
30-275 0 
30-247 0 

FRANCIB^E 

FRANK, R, a 

FRANKHNiL, a 

FRANKLIN/L a 
FRANTZ, 8. P, 

0206000174 

0206090063 

8206070730* 

0206220372* 

8206040020 

40-B749 

50-309 

90-261 

50-321 

50-522 

0 

0 

Q 

0 

GALLO, d 

OALLO, d 

OALLG, d 

OALLO, fl M 

GALLO, R M 

0206240149* 

8206300242 

8206300242 

0206100200* 

0206170340* 

FOIA 

30-454 

90-454 

50-443 

90-443 

FLglBHER. Z 8. 
FLEISHERrZ 8 
FLElSHERrZ-S 
FLEISHERrZ 8. 
FLEISHERfZ S 

8206040004 

8206040967 

8206040290 

8206090034 

8206090037* 

90-247 0 
50-247 0 
50-247 0 
50-247 0 
30-247 0 

FRANTZ, B P 
FRANTZ. 6 P 
FRANTZ, B. P. 
FRANTZ. B P, 
FRAZER, rl a 

82060700 B2 
8206070082 
8206160105 
0206160105 
8206070610 

50-522 

50-922 

50-322 

90-322 

P 

0 

Q 

0 

0 

OALLO, R M. 

GALLO, fl M. 
OALLUCCr, R. 
GALLUCCr,R. 

8206220434* 

8206220510* 

8206230230* 

8206230240* 

30-271 

90-322 

FOIA 

FLEISHER^Z 8 
FCEIBHER, Z, 5 
FLEISHER, Z. 3 
FLSIfiHER, 
FLElSHEft. Z. B 

8206090041* 

8206160095 

8906180262 

0206180269* 

8206230166 

90-247 0 
30-247 0 
30-247 0 
50-247 0 
50-247 0 

FREEMAN, 0 W 
FREEMAN# M I> 
FRENCH,!. 0 
FRENCH, t. D 
FRENCH, L a 

8206100031 

0206220156 

8206010080* 

8206190173* 

8206200531* 






FLEISHER.Z 8. 
FLEKIW.R W 
FLEKlNGiT E 
FTEKJNO,T E. 
FLESSNER. F. A 

8206230169* 

8206290197* 

8206190197 

8206160023 

8206300125* 

90-247 0 

50-244 P 
40-0698 

40-8743 

90-10 F 

FREY,D 0. 

FftEY.P fl. 

friedenhald.r. 

FRIEOENWALD, R. 
FRiEOLANBEfl.M 

8206200210 
8206100067 
02061 10377* 
3206140014* 
8004290395* 






FLET.B L 

FtOfly,C A 
FLONERe, R. A 
FLOYD, d H 
FLiWERi F. Q 

8206290483* 

8206100211 

8206280278* 

8206220513 

8206280339* 

90-498 A 
40-8584 

90-332 0 

PR 

FOIA 

FRIEDMAN. A H 
FRIEDMAN. L F 
FRIEDMAN, L. F 
FRIBCO.D C 
FRIZZLE.G D. 

8206030096* 

8206020210* 

8206030105* 

8206070569 

8206290295 






FLUTALAid. d. 
FDCKLER, D. J> 
FOODALLiS.P 
FOLEY, T, 

FGPBE6, J. R 

8206170193* 

8206100446 

8206240066 

8206990244* 

8206100239 

90-373 8 

XPORTLIC 

NUREO 

50-206 0 

PR 

FROMER,M. A 

frounfeuker, r. 

FRY. D N, 

FRY, E. L 

FRYE, d. H 

8206090143 

0206210117 

8206250060 

0206020416 

8206090016 








AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

CARRITYj-J h 

aS0A2902 1 2 

50-307 

P 

GLEASON, J P 

QARHlTYr^ H 

820629044 9 

50-309 

P 

GLENN, J E 

GARRiTYt 0 H 

6206220228 

50-309 

P 

GLEWN. J E 

OARYj fl J 

82060702^6 

50-445 

8 

GNUGNOLI.G N 

OARYrR J 

8206210580 

50-445 

B 

OOODARO*R 

OAYHORr R K 

B2D6L1034B 

27-39 


GODDARD. R J 

0 (f 

6206020268 

RES 


GODDARD* R J 

GEIGERi 0 A 

8206070691 

PR 


OODDARD. R J 

OEISLERi C U 

0206240197 

50-305 

B 

OODY, A 

GEMPERLlNEiH F 

8206130209 

40-8722 


G01>Y. A T 

GERDEMANiF U 

8206160 1B7 

40-B69a 


GOT>Y, A T 

OERDEKANi F M 

8206220118 

4O“069B 


OODY, A T 

OERNERt l f 

8206020 1 ea« 

SO-234 

F 

GODY, A T 

GERSTNERrU C 

82061 40030» 

50-461 

0 

OODY. A T 

OERSTNERi M C 

8206150104 

50-461 

B 

GODY. A T 

GERQTNERi U C 

8206150150 

50-461 

9 

GOLDBERG, J R 

GER 8 T^jER«U C 

8206130337* 

50-461 

Q 

GOLDBERG. J R 

GERGTNERiU C 

8206130364 

50-461 

3 

GQLDBERO. J R 

GERSTNERiW C 

82062 1 0225 

50-461 

S 

GGLDGERO. J R 

OERSTNEft.W C 

B206220127 

50-461 

9 

COLDBERO, J R 

0ER87^jER«M C 

B206290115 

50-461 

S 

ODLDGERO. 5 C 

GERTHANrD I 

8206100039 

NUREO 


GDLDBERO, S C 

OERTSCHfA J. 

9206010333* 

50-313 

R 

GQLDBERO, S C 

aiB£ONS*T D 

8206070324* 

30-389 

a 

GOLDBERO.B C 

OIBBS^D C 

8206040096 

PRM 


GOLDBERG, S C 

OIBBE* D C 

3206070718 

PRM 


OQLDEN. J C 

OIBBSi D C 

8206 090029* 

FOIA 


OQLDSMITH.M W 

O18S0N» A.F 

8205280389 

70-143 


GOLIAN, T 

QIBSON.A F 

8205280410* 

70-143 


GOLLER,K R 

OIBSflM.A F 

8206040170 

70-27 


GOLLER. K R 

OIBSDMiA F, 

8206040333 

70-1201 


GOLLER, K R 

OIBSONrA.F 

8206040334 

70-143 


GOLLER, K,R 

OlBSONfA F. 

9206040367 

70-024 


GOLLER* K R 

GID 6 a^f^A F 

9206040397 

70-1113 


OOLUMBEK, J 

QIBSDN 4 A F 

SS06070403 

70-143 


GONZALEZ, A. 

OlBSONrA F 

8206070594 

70-27 


GOODIE, J S 

OiaSONi A F 

6206070646 

70-1151 


GOODIE. J 8 

GtBSa^f, A F 

6206070696 

70-143 


GOODMAN. L 8 

OI 6 SDN 1 A. F 

B2060B0323 

70-J201 


GOODMAN. L 8 

GIBSONiA F. 

8206080327* 

70-1201 


GOODMAN. L S 

GIBSON r A. F. 

8206250101 

70-1151 


GOODMAN. L S 

OlBSOKf A F 

8206230160 

70-1113 


GOODMAN* L S 

oiaso»» A F. 

82062SD290 

70-27 


GOODMAN, L S 

oresa^f< a.f. 

8206290282 

70-1131 


GOODMAN. L S 

OlBSOf^< J E 

8206220933* 

30-382 

A 

OaODlfANrL 8 

GIDOtR G 

B20611C0LS 

NUREO 


GQDDHAN*L 8 

GIE 8 LER 1 C H 

8206070600 

PR« 


GOODHAN.L S 

OIE 8 LER 1 c w. 

8206110073 

30-305 

P 

GOODMAN. H J 

GIE 8 LER 1 c » 

8206140007 

30-303 

P 

GOODYEAR* C P 

OIESLER»C W 

82061 9 0S5S 

30-303 

R 

CORE. J M. 

OIESLER.C.U 

8206170301 

50-305 

S 

GORE, J. M 

GIEBLER^C \t. 

0206210273 

50-309 

P 

OOBCHVi P E 

GIE 8 LER 1 C » 

0206220233 

90-305 

9 

ODBSrCK.L V 

GlESLERf C, W 

0206230224 

50-305 

P 

GDTCHY/R L 

OIESLERi C. W 

8206290180 

50-303 

8 

00l/LD,S 8. 

GlEBLERi C 14 

8206290194 

50-305 

F 

GOULD, 8 8 

OJESLERrC. [4 

0206290199 

50-309 

P 

GOULD, 0 8 

OILBEAT* F. 

8206240244 

50-537 

G 

GRABERiM C 

GILBERT* L D 

6206310468* 

30-458 

Q 

GRABONSKIfA H 

GILBERT* R 

8206080164 

50-322 

A 

GRAESEERiK L 

GILBERT* R 

02062 10003 

90-332 

A 

oraesser.k l 

GILBERTS*!} £ 

8206070743* 

30-263 

0 

GRAESaER*K L 

GILBERTS* D E 

8206110190 

90-263 

0 

ORAESSER.K L. 

OILBRETHi r 

820613011 1 * 

50-321 

R 

ORAESSERiK L 

GiLDENHORNi A J 

0206150059 

CONTRACT 

GRAES 8 ER/K L. 

OILDENHORN. A J 

8206240097 

CONTRACT 

GRAEaSER,K L. 

G1 LONER* M L 

8206170099* 

SO-440 

Q 

GRAE 8 EER.K L 

GILINBKY*V 

,0206070220* 

FOIA 


GRAE 88 ER.K L 

GILLEN* D M 

9206000021 

40-8681 


GRAHAM, D, B. 

GILLILAND, J C. 

0206030325 

XPORTUrC 

GRAHAM, J S 

GILLILAND, J.T 

0206 170163 

70-143 


GRAHAM, R L. 

OILLia* J c 

8206020139* 

FOIA 


GRANT. M 

GILMAN. F.M 

8206010637* 

50-261 

B 

GRANT. M B. 

GILMAN* L. 

8206070621 

NUREO 


GHAVEe, R H 

GILMAN* L 

8206070627* 

NUREO 


GRAVES, R M 

OILSDDRFjG. n 

0206010016 

40-8799 


GRAVES, R H 

OlLSDOflFiC. N 

e20<6030330 

40-0799 


GRAVES* R H 

GINSBERG* T 

8206020260 

RES 


GRAY, e 

GINSBERG* T. 

8206100017 

NUREO 


GRAV.E H 

GINSBERG, T- 

8206100410 

RE 8 


GRAViE H 

G1NZBVR0,T. 

G2061OD0S7 

NUREO 


ORAY.J R 

GlUFFRlDAiL □. 

8206010169 

CCHKISSION 

GRAY, J R 

OLABIERiO, E 

6206280033 

40-8681 


GRAY. R 0 

0LA8SER*H 

8206160315 

PR 


GRAYSON* M H 

GLAS 6 £R*H 

820618031 S 

PR 


GREELEY* R B 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0206170087 

50-402 

0 

GREEN, F 

8206280339* 

FOIA 


a206230039tt 

50-322 

G 

GREEN, H J 

0206010116 

50-327 

a 

0206230067* 

50-322 

A 

GREEN, H J 

0206010124 

50-329 

8 

8206100391 

40-8674 


GREEN, H J 

8206010155 

50-259 

5 

0206070506* 

50-155 

G 

GREEN, H J 

8206010167 

50-260 

S 

8206040212 

50-155 

0 

GREEN, H J 

6206010182 

50-296 

S 

8206220060 

50-155 

G 

GREEN, H J 

0206010194 

50-260 

s 

8206230164 

50-237 

G 

GREEN, H J 

0206010230 

SO -296 

a 

0206150013 

50-333 

5 

GREEN, H J 

8206010265 

50-296 

s 

92060401 1 3* 

50-317 

0 

GREEN, H J 

8206010279 

50-259 

5 

0206080301* 

70-371 


GREEN, H J 

9206010329 

50-327 

8 

02060803 1 7* 

50-322 

0 

GREEN, H J 

0206010390 

50-320 

S 

0206170230* 

50-193 

G 

GREEN* H J 

8206010413 

50-328 

S 

0206220309* 

SO-293 

G 

GREEN, H J 

8206010426 

50-259 

s 

0206250310* 

70-1100 


GREEN, H J 

B206010435 

50-328 

B 

0206010034* 

30-2B9 

P 

GREEN, H J 

B2060 10442 

50-296 

S 

8206040274 

50-289 

0 

GREEN* H J 

8206010464 

50-259 

8 

0206100099 

30-289 

0 

GREEN, H J 

8206010468 

50-327 

S 

02061400-34 

50-269 

G 

GREEN, H J 

8206010494 

50-327 

B 

0206230053 

50-289 

G 

GREEN, H J 

020601051 1 

50-259 

& 

0206040232 

50-454 

0 

GREEN, H J 

B2D6010512 

50-327 

B 

0206090262 

SO-454 

0 

GREEN, H J 

8206010514 

50-328 

S 

9206110046 

50-454 

0 

GREEN, H J 

8206010520 

50-328 

S 

9206160003 

50-454 

G 

GREEN, H J 

8206010522 

50-328 

S 

0206160133 

SO-454 

Q 

GREEN, H J 

9206010534 

50-296 

B 

8206 140 153* 

50-454 

0 

GREEN. H J 

B2060 10542 

50-259 

B 

020621060? 

PR 


GREEN, H J 

8206010543* 

50-296 

9 

0103270333* 

50-209 

P 

GREEN, H J 

820601 0546 

50-296 

& 

8109230784* 

FOIA 


GREEN, H J 

8206010560 

30-259 

8 

6206280335* 

FOIA 


GREEN, H J 

B2060 10569 

50-259 

3 

8306280359* 

FOIA 


GREEN* H J 

8206010572 

30-327 

3 

8206280361* 

FOIA 


GREEN*H J 

8206010577 

50-259 

9 

0206280371* 

roiA 


GREEN* H J 

8206010586 

50-327 

B 

8206100043 

NUREO 


GREEN, H J 

B20601059B 

50-259 

S 

8206170252* 

50-409 

P 

GREEN* H J 

0206010600 

50-329 

S 

8203230211* 

50-373 

A 

GREEN, H J 

0206010609 

50-260 

8 

8206070272* 

50-373 

A 

GREEN, H J 

8206010654 

50-327 

5 

8206100262* 

SO-409 

8 

GREEN, H J 

0206070085 

50-259 

& 

8206100267* 

50-409 

6 

GREEN. H J 

0206070197 

50-327 

S 

8206100270* 

50-409 

6 

GREEN* H J 

9206070169 

50-320 

s 

0206150228* 

50-409 

S 

GREEN, H J 

8206070179 

50-327 

B 

0206190290* 

50-409 

R 

GREEN. H U 

0206070297 

50-259 

s 

9206170145* 

30-409 

9 

GREEN* H J 

8206070414 

50-296 

s 

9206220298* 

50-409 

S 

GREEN* H J 

8206070440 

50-326 

8 

9206240194* 

50-409 

8 

GREEN, H. J 

8206070630 

50-296 

B 

9206240331* 

50-409 

S 

GREEN, H J 

820611005B 

50-260 

8 

0206290350* 

50-409 

B 

GREEN* M J 

8206110192 

50-259 

8 

0206290599 

TOPREP 


GREEN* H J 

0206110196 

50-328 

8 

0206100043 

NUREG 


GREEN, H J 

8206110214 

SO—OSQ 

a 

0206210621 

PRM 


GREEN, H. J 

6206110234 

50-360 

B 

8206300194 

PR 


GREEN* K J 

8206110292 

50-259 

B 

8206070638* 

70-2930 


GREEN, H J 

0206110313 

50-259 

B 

0001 130 160* 

FOIA 


GREEN, H J. 

8206210307 

50-C59 

S 

8206100317 

50-299 

0 

GREEN, H J. 

6206210329 

50-328 

6 

8206090129 

NUREG 


GREEN* H. J 

8206210361 

50-259 

B 

9206090135 

NUREO 


GREEN, H J. 

8206210410 

90-320 

8 

0206240036 

NUREO 


GREEN, H J 

8206210463 

50-327 

B 

8206070662 

PR 


GREEN* H J 

8206210555 

50-259 

B 

9206100249 

50-367 

0 

GREEN* H J. 

0206210591 

50-260 

B 

8206020341 

50-304 

S 

GREEN, H. J 

0206220420 

50-328 

S 

8206020351 

50-295 

9 

GREEN, H J. 

8206340140 

50-328 

3 

8206020545 

50-295 

B 

GREEN* H J 

8206240196 

50-259 

B 

8206100172 

SO-304 

S 

GREEN* H, J. 

8206240312 

50-327 

S 

8206110206 

50-295 

R 

GREEN* H J 

0206240315 

50-296 

S 

8206150181 

50-304 

8 

GREEN, K J 

8206240339 

50-296 

8 

9206I5D204 

50-304 

8 

GREEN* H J 

8206340368 

50-296 

B 

8206220125 

50-295 

6 

GREEN, H J 

0206300137 

50-259 

B 

0206220353 

50-304 

8 

GREEN, H J 

8206300142 

50-260 

8 

8206030297 

40-6264 


GREEN, H J 

8206300217 

50-296 

8 

8206030152* 

FOIA 


GREEN* H J 

8206300222 

80-296 

B 

82060901 4B* 

50-367 

0 

GREEN* H J 

8206300314 

50-327 


8206160130* 

50-423 

A 

GREEN, N 

8206300110* 

50-346 

F 

8206220232* 

50-315 

Q 

GREENE* G A 

8206020260 

RES 


8206210194 

50-213 

R 

GREENE* 0 A. 

8206100410 

RES 


8206220216 

30-213 

S 

OREENMANr E 

B206100056 

50-247 

9 

8206240325 

50-213 

5 

GREENHANiE G 

0206070371* 

50-220 

Q 

8206240410 

50-213 

B 

GREENMANi E. 0. 

8206150226* 

50-272 

0 

8206220530* 

50-289 

Q 

GREENMAN<E 0. 

8206170111* 

50-311 

G 

8206100149* 

50-352 

Q 

GREENMAN*E G, 

8206270254* 

70-1 lOG 

8206 170340* 

50-443 

Q 

GREENSPUN. J 

0206090226* 

FOIA 


8206 170134 

50-289 

Q 

GREEVE 81 J T, 

8206160141 

WASTE MOT 

8206210047 

50-209 

Q 

GREEVE 8 , J T 

8206250344 

WASTE 1 

MOT 

9206070191 

REGGD 


QREGER, L R. 

0206110308* 

50-461 

0 

8206280530* 

27-48 


GREGER, L. R 

0206210523* 

30-282 

Q 

0206290523* 

FOIA 


GREGER.L R 

820628041 1* 

40-339Z 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMOER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJE> 

CATEOi 

GflEOO. f? J 

0206030006 

70-B20 

HAASS, N P 


8206230143* 

FDJA 


HALL, W J 

8206110236 

50-287 

G^EOORYrH V 

0206090132 

nureo 

HAAS3, g P 


0206230330 

50-329 

A 

HALLER, N 

81 1 0230 DO 7# 

FOIA 

GHE<JCflV. It S 

8206020207 

RES 

HAASS, W P 


0206200326* 

FDIA 


HALPERIN. U A 

0206010176* 

FOIA 

GRECORVjW S 

0206080006 

RES 

HAASS, W P 


0206200491* 

FOIA 


HAMADA, 0 K 

8206020460* 

30-312 

GREGORY. H 5 

0306100062 

NUREO 

HAASS, W P 


0206280562* 

FOIA 


HAM ILL, K 

0206140365 

NABTE t 

GT?EVE. T 

e2O6O2O107» 

50-321 F 

HACK, A 


6206230328 

NUREO 


HAMILL, K J 

B2O615O106 

gABTE t 

CRIDLEV.fi L 

0206 1001 03<t 

50-277 P 

HACKER, N 0 


020 6 140302* 

50-270 

0 

HAMMETT, B 

8206220605 

XPDftTL 

GRliER.fi H 

0206020218# 

foia 

HACKNEY, C 


0206100109* 

50-285 

O 

HANAFORDrT D 

820601061 i« 

50-361 

GRIER. 9 K 

8206020222# 

FOIA 

HACKNEY, C A 


0206290440 

50-267 

F 

fMNAU£R.8 H 

00 n 100368* 

50-266 

GRIER.fi H 

0206020204# 

FOIA 

HADJIENHAK, R 

R 

0206160450 

40-0743 


KANAUERrS H 

8103030110* 

FOIA 

GRIER, a H 

0206020332# 

FOIA 

HAEHL, J G 


0206020324* 

50-220 

1 

HANAUER.S H 

8204190140* 

FOIA 

GRlERjfi H 

8206020515* 

FOIA 

HAOAN, T 


9206100306# 

70-36 


HANAUER, 9 H 

0204300009* 

SEN TEC 

GRIER, 9 H 

8206020537* 

FOIA 

HAOAM, T F 


92060205S0* 

CONTRACT 


KANAUER, S H 

8206070163 

SO-3 

GRIER, B W 

0206020548# 

FOIA 

HAOAN, T F 


0206070194 

CONTRACT 


HANAUER.S H 

82062B0247* 

FOIA 

GR lERr a H 

0206020567# 

FOIA 

HAOAM. T F 


0206070202* 

50-307 

X 

HANCOCK, D 

8206280309 

50-320 

GRIESKeVER.U M 

0206200322# 

FOIA 

HAGAN, T F 


0206080049* 

70-607 


HAND, C H 

8206180340 

90-36 1 

GRIFFITH, J D 

0206160322 

NUREO 

HAGAN. T F 


0206080449* 

50-289 

P 

HAMNERrO M 

8206100064 

NUREO 

GRlHES.fi K 

0203260161# 

50-409 F 

HAGAN, T F 


6206100404* 

50-327 

X 

HAMNETT, B A 

8206040044 

XPORTLl 

GRlHEScB K 

0203070690# 

50-219 F 

HAGAN, T F 


0206100439* 

CONTRACT 


HANNETTi B A 

9206040048# 

XPORTUI 

GRIHES. B K 

02060201 04 

NUREG 

HAGAN, T F 


0206110013* 

CONTRACT 


HANNETT, B A 

8206U0055 

XPORTLI 

0RlhES.fi K 

0206090179# 

50-247 T 

HAGAN, T F 


0206110377* 

CONTRACT 


HANNETT.D A 

0206110057* 

X PORTLI 

OR IhES. fi K 

0206150030* 

FOIA 

HAGAN, T F 


9206110300 

CONTRACT 


HANSON. L P 

8206090128 

50-155 

0RfhES.fi K 

0306150063* 

FOIA 

HAGAN, T F 


8206140014# 

contract 


HANSON. L P 

0206090128 

50-155 

GRlKES.fi K 

0206150004# 

FOIA 

HAGAN, r F 


02061 8003 4 

CONTRACT 


HARDIN. A 

0206070856# 

50-416 

OR IKES. fl K 

0206150085# 

FOIA 

HAGAN, T F 


0206230307* 

CONTRACT 


HARDIN. A K 

0206040006 

50-324 

grdeech.o L 

8206100322 

30-302 0 

HAGAN, T F 


0206230357* 

70-1113 


HARDIN. A K 

8206070570 

50-325 

GROESCHiO L 

0206240415 

50-302 G 

HAGAN, T F 


0206240020* 

CONTRACT 


HARDIN. A K 

8206170125 

50-324 

GROFF. D W 

0206100069 

NUREO 

HAGAN, r r 


8206280144* 

50-289 

p 

HARDINO.M R 

8206010121* 

50-327 

GROTEWHUIS. M 

8206030291 

50-303 P 

HAGAN, T F 


0206290579# 

CONTRACT 


HARDINO.M R 

8206010130# 

50-320 

GROTEWHUIS, M 

0206100285 

50-250 P 

HAGAN, T F 


0206290584* 

CONTRACT 


hardino.m r 

0206010337# 

50-327 

GROTENHUIS, M 

0206100291* 

50-250 P 

HAOEY. H 


6206110372 

CONTRACT 


HARDINO.M R 

0206010395# 

50-320 

GRQTee4HUJS, M 

0206160050 

30-851 P 

HAOEV. H 


0206230313 

CONTRACT 


HARDINO.M R 

8206010420# 

90-320 

GR0TENHUI9, H 

0206160470 

30-305 P 

HAOEY. H 


0206290044 

CONTRACT 


HARDINO, M R 

8206010439# 

50-320 

GROTENHUJS, H 

0206230362 

50-305 P 

HAINES, H L 


8206160302 

50-416 

J 

HARDING. M R 

8206010476# 

50-327 

GRUETTER.H P 

0206100362 

RES 

HAIRSTON, C 


0206070197 

50-307 

X 

HARDING. M R 

8206010304# 

fl 0-327 

GUASTAFERRO, C 

0206010315# 

30-220 P 

HAIRSTON, C, 


B206060040 

70-607 


HARDINO.M R 

8206010525* 

50-320 

GlfEriTHER. R 

0206140231 

50-133 P 

HAIRSTON, C 


B2061 00376 

70-36 


HARDINO.M R 

8206010326# 

50-320 

GUIDO, D P* 

0206 1 B0330# 

SO-247 0 

HAIRSTON, C, 


0206100401 

50-327 

X 

HARDINO.M R 

8206010332# 

50-320 

GUILD, R 

0206040020 

50-413 Q 

HAIRSTON, C 


8206100407 

CONTRACT 


HARDINO.M R 

8206010379# 

50-327 

GUILD. R 

0206040030 

50-413 0 

HAIRSTON, C 


8206100412 

CONTRACT 


HARDING. M R 

8206010392# 

50-327 

GUINR. P R 

7910010172# 

FOIA 

HAIRSTON, C 


8206160212 

CONTRACT 


HARDINO.M R 

0206010606# 

50-320 

GUIM?^. P R 

0JO421OO2I# 

foia 

HAIRSTON, g 

0 

8206010210# 

50-340 

8 

HARDJNOiM R 

0206010669* 

90-327 

GUZM^LP R 

0206200597# 

FOIA 

HAIRSTON, g 

G 

8206010603# 

50-364 

0 

HARDINO.M R 

0206070162* 

30-327 

GU2NM, P R 

8206200656# 

FOIA 

HAIRSTON, g 

G 

8206010620# 

90-340 

0 

HARDINO.M R 

8206070178* 

30-320 

GULDEtraMD, d Q 

0206020450# 

50-373 a 

HAIRSTON, g 

O 

8206010629# 

90-348 

B 

HARDINO.M R 

0206070180* 

30-327 

GUHBLE, F U 

0206070724# 

50-206 6 

HAIRSTON, g 

0 

8206020216# 

50-340 

F 

HARDINO.M R 

8206070449* 

50-320 

GUPPY. J 0 

0206020203 

RES 

HAIRSTON, g 

0 

0206070007# 

50-364 

8 

HARDINO.M H 

0206110203* 

50-328 

GUPPY. J 0 

0206110413 

RES 

HAIRSTON, W 

0 

8206070091# 

90-364 

8 

HARDINO.M R 

0206110215* 

50-320 

GUPTA. Q C 

0204020203# 

50-828 A 

HAIRSTON, g 

0 

82060701 23* 

50-340 

8 

HARDINO.M R 

8206210334* 

50-320 

GUSTAVE. R 

0206040029 

CONTRACT 

HAIRSTON, g 

0 

0206070126# 

00-340 

S 

HARDINO.M R 

0206210417* 

00-320 

GUSTAVEi R 

0206110007* 

CONTRACT 

HAIRSTON, W 

G 

0206070131# 

50-340 

B 

HARDINO.M R 

8206210466* 

50-327 

GUSTAVEi R 

8206240419# 

CONTRACT 

HAIRSTON, W 

G 

8206110167# 

30-340 

0 

HARDINO.M R 

8206220432* 

90-328 

OUSTAVEi R 

0206290645* 

CONTRACT 

HAIRSTON, W 

G 

0206110172* 

30-340 

0 

HARDINO.M R 

8206240144* 

30-328 

GUSTAVEiR P 

0206080439# 

CONTRACT 

HAlRSTONrW 

G 

8206110175# 

50-340 

a 

HARDINO.M R 

0206240313* 

50-327 

GUSTAVE. R P 

0206100006 

CONTRACT 

HAIRSTON, g 

G 

8206110180# 

90-34B 

8 

HARDY. J. E 

8206 1000 34 

NUREO 

GUSTAVE, R P 

8206100019# 

CONTRACT 

HAIRSTON, g 

G 

0206140056# 

90-364 

R 

HARLESS. J- D 

0206230170 

90-537 

OUSTAVEiR p 

8206100104# 

CONTRACT 

HAIRSTON, g 

G 

0206140127* 

50-348 

R 

HARNEDiR K 

0206070113 

PR 

GUSTAVE. R P 

8206110073# 

CONTRACT 

HAIRSTON, g 

0 

0206210157* 

50-340 

0 

HARRAN. P 

8206010414* 

50-245 

GUSTAVE. R P. 

0206150039# 

CONTRACT 

HAIRSTON, g 

0 

0206210166* 

30-340 

8 

HARR I NO row, R M 

0206220101 

NUREO 

G-USTAVE.R P 

0206150045# 

contract 

HAIRSTON, g 

0 

0206210179* 

50-348 

0 

HARRINGTON, g D. 

82061 50 1D2* 

50-293 

GUSTAVE. R P 

0206230305* 

CONTRACT 

HAIRSTON, g 

G 

0206210464 

30-340 

0 

MARRINOTON, W D 

0206210199* 

50-293 

GUSTAVE. R, P 

8206240472# 

contract 

HAIRSTON, g 

0 

0206300159* 

90-340 

B 

HARRIS. D 0 

0206230340 

NUREO 

GUSTAVE. R P 

8206200022* 

CONTRACT 

MAigr, D p 


0206220350* 

30-500 

0 

HARRIS. J R 

0206220250* 

30-424 

GUSTAVE. R P 

0206200126* 

CONTRACT 

HALE. C. U 


82060D0300* 

aA999 


MARRlfiONi r. 

0206150230* 

50-324 

GUSTAVE. R P- 

8206200136# 

CONTRACT 

HALE.C U 


8206140066# 

04999 


HARRISON. J J 

8206070705* 

30-546 

GUTHfiEAU. L 

0206100277 

PT21 

MAte.C u 


B206140070* 

QA999 


HARBTGAD.O A 

0206230186* 

90-237 

GUTIERREZ, J,H 

0206040165 

50-309 Q 

HALEiC U 


8206140004* 

QA999 


HARTER 1 e» 8 

0SO 61 10392 

XPORTLH 

GUTIERREZ. J. « 

0206040227 

50-309 0 

HALE.C U 


8206150300* 

04999 


MARTFIELD. R. A 

0206010643* 

90-313 

GUTIERREZ, J.» 

0206170142 

50-461 T 

HAtC.C J 


8206210320# 

50-490 

G 

HARTLEY. J. N 

0206020260 

RE8 

HAAS.P It 

0206090122 

NUREO 

HAL£.C J 


0206200460* 

84999 


HARTMAN. C. J 

0206010181 

50-135 

KAASSi (J 

0206230134# 

FOIA 

HAL6,C J 


8206280542# 

06999 


HARTMAN. D 

0206160447 

40-0743 

HAAS8, W P. 

7910030713* 

FDJA 

HALE.C J 


0206200563* 

0A999 


HARTZMAN.M 

8206140390 

REB 

HAAS8, H P 

8004020054* 

FOIA 

HALL.O L 


0206070385* 

30-269 

Q 

HARTZMAN.R M 

8206040082 

50-247 

HAASS. W P 

0005220800# 

FOIA 

HALL, a L 


B206220313* 

30-280 

Q 

HARTZMAN.R M 

0206040082 

50-247 

HAAS8, W, P 

0006230019# 

50-327 A 

HALL.R E 


0206010401 

30-313 

a 

HARTZMAN.R M 

0206140103 

90-247 

WAASSf W P 

8006250573# 

50-327 

HALLiR E 


0206000310 

30-368 

a 

HARTZMAN.R M 

0206140103 

50-247 

HA A 58, H P 

8103270322# 

50-289 P 

HALL.R E 


0206100030 

NUREO 


HARTZMAN. R M 

0206170267 

50-247 

HAA8S, W P 

8201300092# 

FOIA 

HALLiH E 


0206100087 

NUREO 


HARTZMANi R M 

0206170267 

50-247 

HAA8S, W P 

8206010632 

TOPREP 

HALLiH. e 


0206100280 

30-285 

e 

HARTZMAN, R. M 

02O6C4O4O5 

90-247 

HAA58, W P 

8206010641 

TOPREP 

HALL.H E 


0206210095* 

30-313 

Q 

HARTZMAN, R M, 

0206240405 

30-247 

HA ABB. W P 

Q206040420# 

50-322 T 

HALL.R E 


8206210100* 

50-290 

a 

HARTZMAN, R M 

0206200137* 

50-247 

HAASS, W. P 

0206180030# 

TOPREP 

HALL.R E 


8206210189* 

30-209 

Q 

HARTZMAN.R M 

0206200137* 

50-847 

KAABS. W P 

0206230117# 

FOIA 

HALL.R E, 


8206210292* 

30-285 

a 

HASELTONrT M 

0206100040 

NUREO 

HAASS. M P 

0206230122# 

FOIA 

HALL.R E 


8206200190* 

30-3 J 3 

a 

HAaSELL, D F 

9206040143 

30-847 

HAASS, W P 

0206230141* 

FOIA 

HALLiH j 


0206110236 

90-287 

p 

HASSELL, D F 

6206040148* 

50-847 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HASSELL. 0 F 
HASSELL. D F 
HASSELL. D F 
HASSELL. D F 
HASSELL, D F 

0206040151* 

8206040194* 

8206040160* 

0206070175 

8206160115* 

50-247 Q 
50-247 0 
50-247 0 
50-247 T 
50-247 0 

HATCH. S H 
HATTORI.H 
HATTDRI.H 

HATTDR I . H 

HAVER FI ELD. A U 

0206240048 
8206000437 
8206230109 
8206300074 
0206 1 5003 1 » 

50-318 P 

XPDRTL.1C 

XPORTLIC 

XPORTI^IC 

CONTRACT 

HAVERFlELDi A -J 
HAVEHKAMP. D 
HAWKINS. F C 
HAWORTH. L U 
HAVDELrR W 

8206250043* 

8206220538* 

6206250263* 

G206030152* 

8206070638* 

CONTRACT 
50-209 Q 
90-403 a 

FOIA 
70-2930 

HAYES. D W 

HAVES. 0 W 

HAVES. D W 

HAYES, F 

HAYES. F R 

6S0607022Q* 

0206070346* 

0206250219* 

0206180193* 

B206230103* 

90-373 A 
50-434 Q 
50-295 a 
50-328 T 
TCP REP 

HAYES. J J 

HAYES, M 

HAYNES. R C 

HAYNES. R C 

HAYNES. R C 

B206080394* 

8 206 I 60304 
8206210424 
8206220109 
B206290333 

50-454 0 

PR 

40-0610 
50-219 Q 
50-272 F 

HAIELTON.W 8 

HEAD. 0 F 

HEADRICK. T 8 
KECKER. B A 

HEHL. C 

6306170206* 

8206220356* 

8206030239 

8206030199* 

8206170100 

50-322 T 
SO -321 Q 
50-321 t 
FQIA 

50-324 B 

HElDEfl. L H 

HE I MAN; 0 

HEINS, 0 L 
HEISHHAN.R F 
HELFRICH.R E 

8206DS0353 

8206290565 

8206220593* 

0206070222* 

8206070407 

50-271 P 
XPORTLIC 
a 0-329 A 
50-373 A 
PR 

HELFRICH.R E 
HELFRICH. F E 
HELOESON.K A 
HELLER. J V, 
HELSLEY.P B 

9206070948 

0206210476 

6206030126 

B206220563# 

0206040094 

PRM 

PR 

70-820 
50-237 0 

50-440 0 

HEhSY.E 

HEHOY.e 0 

HENCH. J E 

HENDEE. W R 
HENDEE.W R 

8206230063* 

8206160098 

8206020139* 

0206070182 

8206070196* 

XPORTLIC 

JCPORTLIC 

FDIA 

REODD 

REOOD 

HENDRIE. J M 
HENNIOAN. J M 
HENRY. B 

HENRY. B L 

HERDTr A R 

7903140406* 

0206100050 

8206040100 

0206040103* 

0206070360* 

FQIA 

NUREO 
XPORTLIC 
XPORTLIC 
50-269 G 

HEBDT.A R. 

HERDT. A ft 

HEROT.A ft 

HERDT, A ft 

HERINO.R F 

82060703B6* 
8206070514* 
820 62 I 0029 
0206220254* 
0SO6OPO32O 

50-338 0 

50-302 0 

30-287 £ 

50-424 C 
50-313 f 

HERINO.R F 

HERMAN, N 

HERMAN, R 

HERMAN. R W 

HERMAN. R W. 

0206040214 

B2O6O4OSO0 

8206240006 

8206210001 

8206290394 

50-315 F 
FOIA 

50-329 E 

50-329 ; 

50-329 f 

HERNANDEZ. 0 
HERRICK.R C 
HERRINOTON.L 
HERSCH. M H 
HERSCH.M M 

82060B030B* 

8206080389* 

8205110121* 

8206100447 

8206100430* 

50-362 t 
50-29 f 

30-449 / 

XPORTLIC 
XPORTLIC 

HIATT. 8 L 

HIATT, 8 L 

HIATT. 8 L 

HIATT. 8 L 

HIATT. 8. L 

8206020089 
8206070 US 
8206070915 
8206070965 
9206180185 

50-369 f 
90-440 < 

50-440 < 

PRM 

50-440 ( 

HIATT. 8 L 

HICKEY; J. W, 
HICKIN.R. A 
HiCKLiNOrW C. 
HICKMAN.*; B 

920629031 4 

9206020564* 

0206290665* 

8206100275 

8206070792* 

50-440 1 

FOIA 
CONTRACT 
50-337 i 
30-324 i 

H1CK8. J C, 
HIESTANDiO 8 
KlEeTANDtO 0, 

\HrT 

8206090098 

8206040520 

9206040920 

8206100239 

8206070542* 

PR 

50-201 ( 
50-201 ( 
Pft 

50-322 ( 


AUTHOR 

ACCESSION 

numder 

SUBJECT 

CATEGORY 

HILL.N M 

020604037 1 * 

50-272 

0 

HILL. W H 

020621032 0* 

50-498 

Q 

HILL.W M 

0206210420* 

50-490 

0 

HILL.M M 

020629041 1* 

50-272 

G 

HIMES. J E 

6206210046* 

50-209 

0 

HIND, J A 

0203110477* 

50-237 

F 

HIND.J A 

0206070770 

50-331 

F 

HIND . J A 

02O6O9OO73* 

50-315 

F 

HIND. J A 

0206220221 

50-315 

Q 

HINDS. J H 

HINES; H H 

0206250219* 

8206070636 

SO-295 

PR 

a 

HINRICHS. 0 

B206010066* 

50-247 

B 

HINSOW;C S 
HIPSHER.W M 
HIPSHER.M M 

02061702 06* 
8206110350 
0206160437 

50-322 

27-39 

71-6679 

r 

HIRSCH.D 

8206010270 

50-142 

Q 

HIR6CH. D 

6206010342 

50-142 

0 

HIRSCH. D 

B206010346 

50-142 

0 

HIR5CH. D 

B206040045 

50-142 

G 

KIRSCN. D 

8206170200 

50-142 

0 

HIRSCH.D 

8206170207 

50-142 

G 

HIRSCH.D 

8206170291 

50-142 

0 

HIR5CH. 0 

0206170297 

50-142 

G 

HIRSCH. D 
HITCHCOCK. J T 

8206240 372 
6206250010 

90-142 

NUflEO 

G 

HLUHAN. R A 

0206210149* 

50-295 

P 

HOCH.J B 

B206040363 

50-273 

R 

hODGES.M W 

0206040420* 

50-322 

T 

HODOES.M W 
HOFFMAN, C C 

HOFFMAN. F 0 
HOFFMAN. L 0 

0206170202* 

6206290529 

0206240039 

0206230332 

50-322 

NUREO 

NUREO 

NUREO 

T 

HOFFMAN. R J 

B206230157 

50-72 

P 

HOFKIN. T 

HOOAN. D T 

6206000389* 
020609021 1 

50-29 

NUREO 

P 

HOLDER; 0 

0206010161* 

50-259 

6 

HOLDER. 0 

6206010177* 

90-260 

S 

HQLDRIOOE, D D 

0206040216* 

90-937 

0 

HOLLAND; P 

B206020306* 

50-249 

s 

HOLLAND; P 

B20607O723* 

90-237 

0 

HOLLAND. P 

B20614O146* 

50-249 

s 

HOLLEY. W L 
HOLMDERO. R L 

0206010373* 

0206090131 

50-313 

PR 

G 

HOLT. J 

B206010272 

90-247 

0 

HOLT, J 

8206090152 

50-247 

0 

HOLT, J 

0206110064* 

50-247 

G 

HOLT, J 

0206240263 

50-247 

0 

HOLYOAK.R H 

0206020 1 36* 

50-373 

F 

HOLYOAH.R H 

0206020521 

50-373 

S 

HOLYOAKift H 

8206020539 

50-373 

S 

HOLYOAKift H 

8206040008 

50-373 

a 

HOLYOAK.R H 

8206040251 

50-373 

8 

HOLYOAK. R, H 

8206070225* 

90-373 

F 

HOLYOAK.R H 

8206070230* 

90-373 

F 

HOLYOAK.R H 

8206070722 

50-373 

S 

HOLYOAK.R H 

0206070731 

50-373 

8 

HOLYOAK.R H 

0206070740* 

50-373 

3 

HOLYOAK. R H 

0206070764 

90-373 

S 

HOLYOAK.R H 

0206070774 

50-373 

0 

HOLYOAK, R H 

0206070700 

50-373 

5 

HOLYOAK.R H 

0206170140 

50-373 

8 

HOLYOAK.R H, 

0206170172 

50-373 

8 

HOLYOAK.R H 

0206170199 

50-373 

S 

HOLYOAK. R. H. 

6206170216 

50-373 

s 

HOLYOAK.R H 

8206170342 

50-373 

s 

HOLYOAK. R, H 

6206170266 

50-373 

8 

HOLYOAK. R H 

8206170330 

50-373 

8 

HOLVOAKiR H 

8206170349 

60-373 

a 

HOLYOAK.R K 

0206170356 

30-373 

8 

HOLYOAK.R K 

6206220172 

50-373 

s 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATECDRV 

HOOD, D S 

8206240002 

90-329 

A 

HOOD, D S 

8206240044 

50-339 

A 

HOOD. D 8 

0206290596 

50-329 

F 

HOOKER; C 

B2O61OOI09* 

50-285 

0 

HOOKER; C 

8206100241* 

S D-31 7 

G 

HOOKER. C D 

6206090211 

NUREO 


HOOPER; F F 

8206240420 

50-358 

0 

HOPKINS. J D 

9206020950 

50-402 

A 

HOPKINS. J B 

8206250391 

50-402 

F 

HOPKINS.P C 

8206070497* 

5 0-369 

0 

HORIN, W A 

8206140026 

50-449 

0 

HQRIN, W A 

9206140026 

50-445 

0 

KORIN. H A 

8206170190 

S 0-445 

0 

KORIN; W A 

0206170190 

50-445 

0 

HORNOn;J w 

0206020401* 

50-375 

a 

HDRNOR. J W 

8206200306* 

50-206 

a 

HCUSE. R K 

0206100265* 

50-255 

p 

HOWARD; J E 

0206150066* 

50-293 

F 

HOWARD; J E 

0206160326 

PRM 


HOWARD. J E 

8206210371 

50-293 

P 

HOWE.P W 

0206010535 

30-324 

P 

HOWEiP W 

8206080209 

50-261 

P 

HOWE.P W 

8206100162 

50-324 

F 

HOWE.P W 

8206140185 

S 0-324 

F 

HOWE. P W 

0206170249 

50-324 

P 

HOWE.P W 

0206210510 

50-324 

P 

HOWE.P U 

8206250118 

50-324 

Q 

HOWE.P W 

8206250150 

50-324 

0 

HOWE.P W 

8206290406 

90-324 

F 

HOWELL. J C 

0206010095* 

FOIA 


H31EH. D 

0206030077* 

FOIA 


HSIEH, D 

8206140270 

RES 


HUOACEK.W 0 

6206210320* 

50“49a 

G 

HUDACEK. W 0 

6206210420* 

50-498 

Q 

HUBBARD. R D 

8206140059* 

50-275 

0 

HUBBARD. R D 

8206140059* 

50-275 

0 

HUD t BURG. J J 

0206230003* 

50-2S0 

F 

HUDSON. 0 

8206020177* 

50-263 

F 

HUDSON. S D 

0206030227* 

50-220 

a 

HUDSON. 0 D 

0206290269* 

50-220 

0 

HUDSPETH. J a 

0206020204* 

50-343 

F 

HUDSPETH. J D 

0206240427* 

50-348 

F 

HUETER.L J 

8206210523* 

50-282 

0 

HUFFMAN. 0 N 

0206220075* 

50-324 

0 

KUFFHANrG N 

0206220400* 

SO-393 

a 

HUKILL. H D 

8206010391 

SO-289 

F 

HUKILL. H D 

6206010463 

50-209 

P 

HUKILL .H D 

0206040172 

50-289 

P 

HUKILL; H D 

8206070465 

50-289 

H 

HUKILL; H D 

82060B0144 

50-289 

B 

HUKILL. H D 

82060B039D 

50-289 

B 

HUKILL. H D 

0206150170 

50-2S9 

a 

HUKILL. H D 

8206150202* 

50-289 

a 

HUKILL. H D 

8206160201 

50-289 

p 

HUKILL. H D 

8206100006 

50-26? 

ft 

HUKILL. H D. 

0206210069 

50-289 

p 

HUKILL. H, D 

0206210134 

50-289 

s 

F-{ULME. B 

0206040216* 

50-937 

0 

HULME. B L 

8206040205* 

SO -537 

0 

HUM.M R 

8206170206* 

50-323 

T 

HUNNICUTT. D 

9206140053* 

50-445 

G 

HUNNICUTT, D M 

0206010693* 

30-490 

a 

hunnicutt.d H 

8206210095* 

50-313 

G 

HUNNICUTT, D M 

8206210320* 

50-498 

G 

HUNNICUTT.D M 

0206210460* 

50-458 

Q 

HUNSTAD.A A 

0206100249* 

50-306 

& 

HUNT. D F 

0206090135 

NUREO 


HUNT. W 0 

0206030071* 

50-348 

r 

HUNTER. D 

0206040351 

50-358 

6 

HUNTER, D 

8206060239 

50-398 

B 


HOLYOAKrR H 
HOLVOAK, R H 
HOLYOAK, R H, 
HatVflAI^iR M 
HOLVOAK/R H. 


B20622039A 
8206240397 
8206290162 
8206290246 
820629037 J 


30-373 5 
30-373 S 
50-373 P 
50-373 9 
50-373 S 


HUNTER I D R 
HUNTERtD R 
HUNTERift. 3 
HUNTERfR 8 
HUNTERiR e 


8007030473* 

8204300290* 

02O6OSO54I* 

8206140155 

8206150320 


50-302 fi 
50-360 9 

50-315 0 

50-315 P 
50-315 F 


HOtVOAK* R. H 
KQUYOAK»R H 
HOLVOAKfR H 
HOLYOAK»R H 
HOLYOAK* R. H 


B206290417 

0206290470 

0206290303 

0206290525 

8206290534 


50-373 S 
50-373 S 
50-373 0 
50-373 S 
50-373 S 


HUNTER. R S 
HUNTERjR S 
HUNTERjR S 
HUNTER. R 8 
HUNTER. R 8 


6206160312 

8206170300 

8206180273 

6206210291 

0206290300 


50-315 P 
SO-315 F 
50-315 a 
50-315 F 
50-313 P 


3206070022* 
6206220913* 
6206200913* 
6206230326* 
820608000 5* 


50-3S2 Q 
50-322 0 

50-277 P 
CONTRACT 
50-331 8 


HOLZMER. M 11 
HOMAN. F. J 
HOOD. D 
HOOD. 0 
HOOD. 0. 8 


6206250263* 

8206250060 

8206220627 

0206290566 

8206060094 


50-403 0 
RES 

50-329 A 
50-329 A 
50-329 F 


HUNTER, R 8 
HUNTERjR 0 
HURST. P. H, 
HURST. P. H 
HUflAR. I. 


B206290482 

6206290405* 

0206090120 

8206090128 

8206090192* 


50-315 P 
50-315 P 
90-155 0 
50-155 0 
50-247 T 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 

NUNBER CATCOORV 


HUSEBTrO E 
HUStBY.D E 
HJTUOr K 
HUTTOM, P H 
IGEN^ C 

IDAP-E S 
IGNATONlSiA J 
IGNATONIS'A J 
INADiNETTEiW N 
iNORAtt, F 

IPPCLITOiT a 
IPPCI-ITOiT a 
IRDV. fl J 
IRBY. D J 
IRDY^B J 

IRQY, B J 
IRBY. B J 
IftOY. B J 
fRDY, B J 
IRDV.B J 

IftBV^B J 
IRDV»D J 
IRWIN. D P 
lawlN. D P 
IRWIN. D P 

IRWIN. B P 
IRWIN. D P 
IRWIN. D P 
ISAACS. r H 
ISAACS, T H 

ISBELt-SlROTKlN 
rSDiN.H S 
A 

JACf<rH A 
MCf^. H A 

JACtflU. I N 
JACKiWi I N 
JACKSON, E W 
JACKSON, e W 
JACKSON, E W 

JACKSON, E M 
JACKSON, E W 
JACKSON,E W 
JACKSON, E W 
-JACKSON, E W 

JACKSON. K C 
JACKSON, P 0. 
JACOBS, A 
JACODSt A 
JACdOSi A 

JACOBS. A 
JACOBS. A 
JACOBS. A 
JACOBS. A 
JACOBS. A 

JACOBS, A 
JACOBS, 1 M 
iACOBSONjR L 
JACOBSON, R L 
JACOUES.P H 

JACQUES, P K 
JAFFE, D H 
JAFFErD H, 
JAFFE, D H 
JAFFErD H 

JAFFEi D H, 
JAFFER, F 
JAFFER, J 
JAKECrE E 
JAKUBAITiS, r C 

JAKUBAlTISi T C, 
JAKjBAlTlSi T C 
JANO, J. C 

januska, a. 0 

JAPE. F 

JAPE, F 
JAROSZ, M J 
JARRETr.R D 
JAUDONr J P 
JAUOON, J P 

JAUDONi J. P 
JENK INS, 0. R 
JENKINS, O.R 
JENKlNSrO R 
JENK INS. Q. R 


G 2062 a 01 '? 4 # 

02O&S2O573* 
02060002 IS* 
0206140261 1 

0206170363* 

8206100062 

0206040106 

6206210029 

8206250204 

S009040013* 

0110190120* 

0206290603 

0206010209# 

0206010490* 

0206010919* 

0206010999* 

0206010902* 

0206110242* 

0206210373* 

0206300140* 

0206300225* 

0206300232* 

0206140100 

0206140100 

0206240210 

8206240218 

0206240371 

0206240371 

0206240176 

0206240244 

Q2062B0309 

0206230227 

0206140392* 

8206190032* 

0206230167 

820610013S* 
8206290310* 
8206020448 
0206100127 
0206 I 40024 

8206140094 

9206190191 

0206210203 

0206220317* 

0206290103 

0206280037 

8206110364* 

8206080436 

0206110090 

8206180005 

0206230302 

0206240100 

0206200017 

8206280108 

8206280131 

0206290631 

0206200279* 

8206220190 

8206220198 

8206100199* 

0206170233* 

0206020992 

0206080160 

0206210004 

0206290503 

8206290589 

8206070610 

8206180200 

8206280102* 

82O60S0346* 

8206020356* 

0206020960* 

0206290490* 

8206220232* 

8206070849* 

8206220446* 

6206160337 

8206070191 

0206110253 

0206310100* 

8206S10298* 

0206070503* 

0206070649* 

8206070749* 

0206070792# 


NUREO 
90^259 S 
50-287 S 
PR 

FOIA 


50-494 Q 
90-373 Q 
90-271 P 
50-271 P 
90-271 r 


WASTE MOT 
WASTE MOT 
CONTRACT 
CONTRACT 
90-201 P 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
FOIA 
40-0610 
40-8610 
90-316 8 


JENKINS, G R 
JENKINS, 0 R 
JENKINS, 0 R 
J£KU<INS,G R 
JENNINOS, D W 

JENNINGS, R 
JENSEN. R J 
JENSEN. W 
JENSEN, W L 
JOHANSEN. F 

JOHNS, D 
JOHNSON, A D 
JOHNSON, A 8 
JOHNSON, Q 0 
JOHNSON, B D 

JOHNSON, □ D 
JOHNSON, B D 
JOHNSON, B D 
JOHNSON, D 0 
JOHNSON, B D 

JOHNSON, Q 0 
JOHNSON, n W 
JOHNSON, C 
JOHNSON, C 
JOHNSON, C E 

JOHNSON, 0 E 
JOHNSON,© E 
JOHNSON,® C 
JOHNSON, 0 E 
JDHNSON.H J. 

JOHNSON, M N 
J0HN80N,P H 
JOHNSON, P H 
JOHNSON. P H 
JDHNSONrP W 

JOHNSON, R 
JOHNSON, R A 
JOHNSON, R E 
JOHNSONrR O 
JOHNSON, T L. 

JOHNSON,! L 
JOHNSON, M 0 
JOHNSON, W P 
J0HN30N,W P 
JOHNSON, W 8 

JDHNSRUDiJ H 
JOHN3TON, E B 
JOHNSTON, 0 
JOHNSTON* 0 
JOHNSTON, P H 

JOUUEVrR.L 
JONES, B, W 
JONES* B.U. 
JONES. D, W 
JONES, 0 W 

JONES, 0 T 
JONES,® T 
JONES, P M 
JONES, R L 
JONES, a Z 

JONES, 8 Z 
JONES, S Z 
JONES, V H 
JONES. V H. 
JONES, V H 

JONES. W D 
JONES, W. C 
JONES, W C 
JONES, M.C 
JONES. W C 

JONES, W. C, 
JONESiW C 
JONES, W C 
JONES, H. C 
JONES, W G 

JONES, W C, 
JONES, H C 
JONES* M. C 
JONES, W. C 
JONES, W C 

JONES, W. C 
JONES, W. C. 
JONES, W C 
JONES, W. C 
JONES, M C 


ACCESSION 

NUMBER 

8206070331 * ■ 

0206220079 * I 
0206220430 * I 
8206220499 * I 
0206110013 * ( 

8206090406 * ! 

0206220009 I 
0202160010 * ( 
0206090275 * I 
8206230016 

0206070641 I 
7911190280 * 
0206090059 * i 
0206040241 
0206090424 * 

8206100223 

8206100232 

8206190145 

0206150223 

0206160367 

0206220279 

8206280407 

0206230041 * 

0206200338 * 

0206140093 * 

0206170119 

6206170251 

0206170263 

0206240060 

0206240467 * 

02060902 1 1 

0206070339 

0206060394 * 

0206150367 * 

0206100163 

0206290473 * 

0206110073 * 

0206000307 * 

0206020474 

6206060023 

0206090258 

0206000310 

6206070393* 

0206300133 

8206280170* 

0206210419 

0206180340 

02O6O2OS65* 

0306220371 * 

0206150272 * 

8206100165 * 

0206040109 

02O629QQ49 

0206040176 * 

0206250167 * 

8206010319 
0206010326* 
02060707 1 1 
0206100104* 
0206000027 

8206090033 

8206090257 

0206010403 * 

0206010406 * 

0206010409 * 

0206300439 * 

8206010336 

0206010669 

0206020349 

0206020369 

8206020523 

02O6O7OOBO 

0206070317 

0206070431 

0206070616 


B2060B0237 

0206100105 

6206100120 

8206100278* 

0206160178 

8206160200 

0206220283 

0206240287 

0206290172 

0206290456 


SUBJECT 

CATEGORY 

50-340 Q 
50-324 a 
50-395 Q 
50-416 0 

CONTRACT 


50-413 0 
50-413 0 
50-413 ® 
90-413 ® 
CONTRACT 


90-373 S 
CONTRACT 
30-494 0 

50-263 J 
40-299 

40-0749 
50-368 8 

50-443 Q 
50-29 P 
30-313 Q 


50-537 A 
gO-27S 0 
50-273 0 

70-27 
70-1 113 

30-257 R 
30-257 R 
PRM 

CONTRACT 

40-6659 

40-0102 
40-0102 
50-280 R 
50-280 R 
50-200 R 

C0MHI88I0N 
30-285 P 
30-289 H 
30-285 P 
50-289 0 


JORDAN, E L 
JORDAN, E L 
JORDAN. E L 
JORDAN. E L 
JORDAN, E L 

JORDAN, M J 
JORDAN, W S 
JORDAN, W S 
JORDAN, W fi 
JORDAN, W S 

JORDAN, W S 
JORDAN, W S 
JORDAN, W S 
JORDAN, W S 
JORDAN, W 0 

JORDAN, W 0 
JORDAN. W 8 
JORDAN. W 5 
JORDAN, W 8 
JORDAN, W S 

JORDAN. W S 
JORDAN, W S 
JORDAN, W S 
JORDAN. W S 
JORDAN, W 6 

JORDAN, M B 
JORDAN, H fi 
JORDAN, W S 
JORDAN, W 3 
JORDAN, W S 

JORDAN, M B 
JORDAN, W. a 
J02DAN, W S 
J02DAN,M S 
JORDAN, N. 0 

JORDAN. W B 
JORDAN, M 5 
JORDAN. W a 
JORDAN. N S 
JOROENBEN, B L 

JOYNER. J 
JOYNER. J 
JULXAN.C 
JULIAN. C 
JUL IAN, C 


KALMAN. K L 
KALTMAN. M 
KALUSKAR.A 0. 
KAMENAR, P D. 

kaminski.m, 

KAMMER.D* B. 
KAMMER.D, S 
KAMMEH.D- S 
XAMMERrD. 3 
KAMMER.D B. 


accession 

NUMBER 

6004020058* 

8204210376 

0204210393 

8204210384 

8204210385 

B20607O79S* 
8206010262 
B2060 10262 
0206040137 
0206040137 

0206040273 

8206040273 

8206040279* 

0206040279* 

0206070006 

0306070086 

0206070917 

8206070519 

0206170007 

0206240240 

0206240240 

8206240292* 

02O624O2S2* 

0206240290* 

0206240290* 

0206 2403 76 

0206240376 

0206240377* 

0206240377* 

0206240380* 

8206240380* 

8206240383* 

8206240383* 

0206240386* 

0206240386* 

8206200182 
8206280182 
0SO628O233 
9206290233 
920602002 9* 

82061 000S6 

0206150013 

0206070767* 

8206220900* 

0206220970* 


SUBJECT 

CATEOORV 


50-445 ( 
go-4+9 ( 
50-445 i 
50-445 < 
50-445 < 


JULIAN. G A 

8206040247 

50-333 

JULIAN, C A 

0206170170 

50-333 

JUfiOENSEN, R. W 

0206300336 

PR 

JURKOWSKI, R, B 

8206240390* 

90-247 

KAAOAN, L 

8206280074# 

90-247 

KAAOAN. L 

8206280094* 

90-247 

KAAOAN, L 

8206290094# 

90-247 

KAA9AN. L 

8206290074# 

50-247 

KAAOAN. L 

8206280094# 

50-247 

KAEFER.W B 

8206010696# 

90-275 

KAEPPLE, F. 

8206170174* 

90-269 

KAOAN, J. 

8206290115# 

90-247 

KAGAN, J. 

8206200119# 

90-247 

KAOAN, J 

8206200119* 

90-247 

KAOAN, J 

8206200119* 

90-247 

KAOAN, J 

8206280119* 

90-247 

KAHLE, J D 

8209200421* 

70-143 

KAHLE, J 2. 

0206070404* 

70-143 

KALIJIANAKIS, M 

8206020996 

71-9096 

KALIUIANAKIB, N 

8206030335 

71-6601 

KALlUIANAKie, M 

82060709B7 

50-294 

KAUIVIANAKIB, N 

8206170165 

50-269 

KALI7IANAKIS, N 

8206170185 

50-294 

KALl7IANAKia. N 

8206170172 

50-234 

KALlJIANAKISrN 

8206170395 

50-269 

KALIVIANAKIS, N 

82062 10390 

50-269 

KALI JIANAKI8, N 

8206210934 

50-254 

KALIVIANAKIS, N. 

8206240370 

50-294 

KALMAN. K L 

8206070331 

40-0380 

KALMAN. K L 

8206140383 

40-0697 


8206190333* 

82060403B2 

0206300322 

8206090024# 

8206240362# 

8206030121 

8206000243 

8206070000 

8206140169 

8206290201 


40-0697 

90-443 

REGGD 

FOIA 

90-247 








ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 




- 

KEPPLER, J 0 

0206040284* 

50-253 P 

KNIESER.O W 

8206020497* 

QA9R9 


KAMMERER.C 

0103310094* 

FOIA 


KEPPLER, J 0 

0206070679 

50-461 C 

KNIGHTON, G W 

8201190627* 

FOIA 


KAMMERERrC 

820^0 1029 5* 

FQIA 


KEPPLER. 0 

9206070636* 

50-461 0 

KNOfl, R 

0206250288 

50-373 

9 

KAMMERER.C 

8206010301* 

FOIA 


KEPPLER, J 0 

9206070733 

50-263 6 

KNOESPELi P 

0206170186* 

50-254 

9 

KAMflERER.C 

8206020362 

REOCD 


KEPPLER, J 0 

0206080056 

50-331 P 

KNOLL, P 

0206080024* 

50-373 

F 

HANEi W F 

B20 6 020272 

30-393 

A 












KEPPLER, -J 0 

0206150161 

50-373 0 

KNOP.fl 

0206170342 

50-155 

5 

KAWEi W F 

0206020554 

TOPREP 


KEPPLER,J 0 

0206150350 

50-461 0 

KNOP, R 

8206290161 

50-4&] 

S 

KANErM F 

8206110329 

50-393 

A 

KEPPLER, J 0 

0206220440 

50-266 0 

KNDP, R 

8206290356 

50-461 

S 

KANE. W F 

8206160093 

50-395 

A 

KEPPLER , J 0 

0206240433 

50-373 P 

K140P,R C 

820602002 5 

50-255 

0 

KANTQRr F 

8206240375* 

50-245 

Q 

KEPPLER, U 0 

0206250134 

30-341 0 

KNOP.R C 

0206020531 

SO-155 

a 

KARMAM, H 

0206040223 

50-482 

Q 












KEPPLER, U 0 

8206250141 

50-350 P 

KNOP.R C 

8206220563* 

50-237 

Q 

KARhAN. M 

0206250035 

50-400 

0 

KEPPLER, vJ 0 

0206250193 

30-329 A 

KNUOEL. J 

0206240276 

90-217 

p 

KARMAMf M 

0206230044 

50-400 

0 

KEPPLER, xl 0 

0206200394 

50-409 0 

KNUTH. D F 

82060704 1 6 

PR 


KARNAN, M 

8206G00049 

50-482 

0 

KEPPLER, \i 0 

0206290123 

50-409 H 

KOCEK, J 

02061 7022 S* 

50-373 

s 

KARPi J 

8206100439 

WASTE MOT 

KEPPLER. J 0 

0206290372 

50-295 P 

KOCH, L J 

02060401 19* 

S 0-461 

0 

KATHrSESAM. K 

8206100023 

NUREO 













KEPPLER, J 0 

0206290407 

50-295 Q 

KOCR,L J 

8206040344 

S 0-461 

V 

KAUCHERj J £ 

0202000429* 

50-336 

P 

KERLIN. T N 

8206090122 

NUREO 

KOCIS, B 

0206290379* 

50-346 

s 

KAY. D 

8206220103* 

50-373 

0 

KERR, 0 

8206140238 

Stat* Prog 

KGDNER.J L 

8206070203 

50-373 

h 

KAY.D 

B206220301* 

50-373 

S 

KEnn,o W 

0206070227 

State Prog 

KODNER, J L 

0206070963 

PRH 


KAV. D L 

0206070746* 

30-373 

S 

KERR, 0 W 

0206110009 

NUREO 

KODNER,J L 

0206210246 

50-46L 

9 

KAY.D I. 

0206290510* 

50-373 

6 












KERR 10 AN, J E 

0206030310 

40-B355 

K0E9TER,0 L 

0206010631 

90-492 

0 

KAY, J. 

0206080372 

50-29 

F 

KERR I CAN, J E 

0206030322* 

40-0335 

KOESTER.O L 

8206020333 

50-402 

Q 

KAY, J A 

8206000379* 

50-29 

F 

KESSLER . J 

92060400BO 

50-247 0 

KOESTER.G L 

0206040093 

PR 


KAY, J A 

0206170343 

50-29 

P 

KESSLER. J 

0206170167 

50-247 G 

KOESTERiO L 

8206070094 

50-402 

E 

KAY, J A 

0206100191 

50-29 

P 

KESSLER. J 

0206300215 

50-247 0 

KOESTER.G L 

0206070677 

50-4S2 

S 

KAY, J, A 

0206220382* 

50-29 

F 












KESTENBAUM. L 

0206030156* 

FOIA 

KOESTER.G L 

0206150446 

90-4Q2 

5 

KAY. J- A 

0206240156 

50-29 

P 

KETZLACH, N 

0206200093* 

70-27 

KQESTER.O L 

9206290370 

50-4B2 

& 

KAY, J, A 

8206240337 

50-29 

P 

KEVERN. T. A 

0206070645* 

50-269 0 

KOH. B 

0206100441 

WASTE nor 

KAY, J A 

8806230120 

50-29 

P 

KEVERN. T A 

8206070792* 

50-324 Q 

KOHRS, R H 

0206020376* 

50-341 

A 

KAy,J A 

830625021 1 

50-29 

P 

KEY. K J 

0206180340 

NUREO 

KOLB.O 0 

0206240040 

90-310 

P 

KAViJ A 

BS06250233 

50-29 

P 












KEY, W J. 

B206250263* 

50-403 0 

KOLBE, R 

0206110004 

NUREQ 


KAY/U A 

9206250243 

50-29 

Q 

KIEL, 0 R 

0206020317 

XPDRTLIC 

KOLLIE, T G 

8206230031 

NUREG 


KAY, J A 

8206250291 

50-29 

P 

KIEL. 0 R 

9206030316 

XPDRTLIC 

KONKLiNiJ E 

0206070705* 

50-546 

0 

KAY, J. A 

8306200270 

50-29 

P 

KIMBRELL. H J 

0206000212* 

50-333 fl 

KONKLIN.J E 

0206170095* 

50-440 

0 

KAZA, R N 

8206160247* 

50-387 

E 

KIMBRELLi M J 

6206000316* 

50-333 0 

KDNKLIN, J E 

0206170121* 

50-341 

4 

KAZA,R N. 

8306160252* 

50-307 

E 












KlNCHELOEiM L 

9206290501 

FOIA 

KONKLIN.J E 

0206170200* 

30-305 

B 

KA2A,R N 

8206160257* 

50-387 

E 

KINOSLEY. 0 D 

8206070097 

TOPREP 

KONKLIN.J E 

8206250263* 

50-403 

0 

KEENE, D 0 

9206040100 

XPDRTLIC 


KINGSLEY, 0 D 

0206230139 

30-340 P 

KORNEGAY, F C 

0206220101 

NUREO 


KEENE, D 0 

B206040103* 

XPORTLIC 


KiNNEMANi J 

8206210515 

I6E 

KDSCHIK.M 0 

0206170305 

50-155 

9 

KEENE, 0 0 

9206240407 

XPDRTLIC 


KINNEMAN, J D 

8206020200* 

FOIA 

KOSLA. B 

0206150464 

70-600 


KEEVER, R. £ 

0206220146* 

50-254 

0 












KINNEMAN, J D 

0SO6O2O34O* 

FOIA 

KOSLA, B M 

8206030196* 

70-1357 


KEHNEtlUYI . M 

0206200211* 

FOIA 


KINNEMAN. J 0 

0206020555* 

FOIA 

KOSLA. B M 

820629096?* 

40-6406 


KEHNEMUYr,M 

0206300565* 

FOIA 


KINNEMAN, U D 

8206030105* 

70-356 

KOTTAN, J J 

0206290069* 

50-245 

0 

KEHNEHUYI,M 

9206280600* 

FOIA 


KINNEMAN, J D 

8206070671 

40-86 

KOVACK. T J 

0206020100* 

50-254 

f 

KELLER, J H 

9206090192* 

50-247 

T 

KINNEMAN, J D 

8206150203 

40-06 

KOVACS, B 

0206160327 

PR 


KELLER, U- H. 

0206230352 

NUREO 













KINNEY, 

9206100241* 

50-317 Q 

KRAUSE, D F 

0206170280* 

90-319 

S 

KELLEV, D, t 

6206000111* 

50-445 

G 

KINNEY. N W 

0206240394* 

30-219 Q 

KREPS. J J 

0206180193* 

90-322 

1 

KELLEVrD L 

0206250173* 

50-445 

a 

KINTNER, L L 

8306020546 

50-341 A 

KRESS, T 6 

8206020299 

RES 


KELLEYf J 

0206300267 

50-400 

0 

KINTNER, L L 

B206U0177 

30-341 E 

KRESS, T B 

0206290060 

RES 


KELLEY, U L 

0206040013 

50-361 

0 

KINTNER. t L 

B206U0394 

50-341 A 

KRIEOER, R N 

0206020361 

90-206 

P 

KELLEY, U L 

B206070140 

50-413 

Q 












KIPER, K L 

0206160020 

50-454 A 

KRIEGER, n. W 

0206170076 

30-206 

P 

KELLEY, J L. 

9206090023 

50-400 

Q 

KIRK. G 0 

8306010395* 

50-320 F 

KRIMM, R N 

0206140060 

90-370 

F 

KELLEY, 0 L 

0206100340 

50-361 

0 

KIRK, 0 8 

8206010420* 

50-320 S 

KRIKK, R W 

02061 BO 129 

90-299 

F 

KELLEY, R H 

8206290262 

50-249 

p 

KIRK, © B 

0206010504* 

50-327 8 

KRIMM, R W 

0206100172 

OHO 


KELLY, J. A F 

0206220170 

30-382 

F 

KIRK, 0 B 

8206070449* 

50-320 S 

KRIMM, R W 

0206100183 

50-358 

f 

KELLY, J J 

0206110240* 

50-207 

p 












KlRKiO B 

8206110215* 

50-320 S 

KRIMM, R W 

8206100242 

50-313 

F 

KELLY, J J 

0306110247* 

50-2B7 

p 

KIRK, G. B 

0206240144* 

30-32B S 

KRlMMiR W 

0206100266 

SO-373 

F 

KELLY, M J 

0206240470 

RES 


KIRKMAN, R. N. 

8206030203* 

FOIA 

KRIMM, R W 

0206100271 

50-220 

F 

KELLY, t1 J 

0206290308 

50-322 

0 

KIRKWOOD, R 

8206040420* 

50-322 T 

KRIMM, R W 

8206180275 

30-327 

f 

KELLY, R B 

0206010323* 

50-322 

Q 

KIRNER«N P 

8206140357 

27-48 

KRIMM, R N 

0206180285 

90-409 

F 

KEMPER* J S 

0206030155* 

30-352 

Q 












KIR6CH, D 

8206220132 

50-361 S 

KRIMM, R W 

0206100207 

90-382 

f 

KEMPER* J S 

82060302BI* 

50-352 

0 

K1RSCH,1> F 

8206020557* 

50-113 Q 

KRIMM, R W 

8206100290 

90-244 

F 

KEMPER* J S, 

02 0604 032 2* 

50-352 

Q 

Kt9NER,ft A 

8206100067 

NUREO 

KRIMM, R W 

8206100297 

50-10 

F 

KEMPER, J 8. 

0206100167* 

50-352 

Q 

KISS,E. 

0206100183* 

50-277 P 

KROEGER, P 0 

8206 14 0360 

RES 


KEMPER* J 8. 

0206 1501 72* 

50-352 

0 

KISTER, H B 

8206030227* 

50-220 Q 

KRQHMER, J S 

0206070175 

REOOD 


KEMPER,^ S 

0206220220 

50-352 

A 












KI8TER, H B 

0206040187* 

50-410 0 

KRQNZEK, A. L 

0206010005 

FOIA 


KENDALL, R 

0206170164* 

30-461 

T 

KISTER, H B 

8206040268* 

50-244 Q 

KUCHARSKI,8 D 

8206100265* 

50-293 

P 

KENNEDY,© P. 

0206100243* 

QA999 


KISTER, H B 

8206290265* 

50-220 0 

KUCK, I Z 

8206090126 

NUREO 


KENNEDY, J E 

0206080203* 

50-454 

0 

KISTER, H B 

8206290401* 

50-410 G 

KUEHN, N H 

0206090132 

NUREO 


KENNEDY, W. 0. 

8206000280* 

50-454 

0 

KI0TEA, H B 

0206290467* 

50-333 Q 

KUNHIROi D M 

0206220223* 

SO-361 

0 

KENNEDY, (4 D. 

0206240035 

TOPREP 













KLAFFKY,R N 

8206030059* 

FOIA 

KURTZ, R J 

0206140261 

RES 


KENNY, P 

0206200024* 

50-293 

0 

KLAFPKYrR N 

8206030066* 

FOIA 

KU8EK, L 

8206100131* 

50-205 

s 

KENNY, P J. 

B2062B00I5 

50-293 

Q 

KLEINSOROE, M P 

0206220254* 

50-424 Q 

KUSHNER, W L 

020609030 1 * 

70-371 


KENNY, P J. 

0206280016* 

50-293 

Q 

KLINOT, K. K 

8206290509 

NUREO 

KUSHNERrW L 

820608031 7* 

50-321? 

G 

KENNY, P J. 
KENNY* P, J 

0206200010* 

0206280020* 

30-293 

50-293 

Q 

Q 

KLlMEr C. 

8206240404 

50-440 0 

KUZMYCZ, 0 

0206290577 

90-267 

P 





KUmE, J. R 

8206040023 

50-255 0 

L'HEUREUX.R W 

0206280058* 

50-317 

6 

KENNY f T J 

0206250244* 

50-286 

Q 

KLINE, J R 

8206170079 

50-275 0 

LACEY, W, S 

8205100228* 

50-334 

B 

KENOYERi vf. L 

0206150053* 

FOIA 


KLINOLERfO, R 

8206200287* 

FOIA 

LACEY, W 8 

8206000350* 

30-334 

5 

KENT, O J 

8206010593* 

50-344 

R 

KLCPP, Q. 

8206140140* 

30-454 0 

LACEY, W 3 

82062301 1 1* 

50*334 

S 

KENT, L. A 

KENYON, B D 

0206090115 

0206210579* 

NUREO 

50-387 

Q 

KLOPP, 0 

8206140160* 

50-434 0 

LACEY, W S 

B20623082'9* 

50-334 

s 





KNAPP, P J 

6206030203* 

FOIA 

LACEY, W S 

5206200297* 

90-334 

s 

KENYON, T U 

8206160090 

50-390 

A 

KNAPPiP U. 

8206150267* 

30-277 0 

LACEY, W 8 

8206260334* 

50-334 

s 

KENYON, T, J, 

0206390461 

50-390 

A 

KNIELiK 

82061 10020* 

GEN TEC 18 

LACKER, 0 K 

0206160456 

WASTE HOT 

KEPPLER, J © 

8206020379 

50—266 

0 

KNIEL, K 

0206230160* 

FOIA 

LAPLEUR,J D 

6202 1 203 1 4* 

50-420 

p 

KEPPLER, J. 0. 
KEPPLER, J. © 

6206020402 

0206040200 

60-295 

30-235 

P 

P 

KN[ESER,0 W 

0206020489* 

• 0A999 

LAFLEUR, J D 

8206040526* 

50-469 

f 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESS I DN 
NUMBER 

SUBJEC 

CATEGO 

lA\iEY,R T 

8206200027 

NUREG 


LEASDURGrR K 

8206140035 

90-338 

P 

LEVY, P. M 

02O6O3OOS7* 

FOIA 

LAHriiO P 

02O614O14O* 

50“4S4 

G 

UEASBURG, R K 

8306190154 

50-338 

P 

LEVY. P. U 

8206030066* 

FOXA 

LAHTIiO P 

0206140140* 

50-454 

G 

UEASQUROrR H 

8206160306 

50-280 

0 

LEVY, P. U 

8206030001* 

FOIA 

LAINAS, 0 C 

82061 00295* 

50-250 

P 

LEASQURGrR K 

8206170311 

50-337 

P 

LEWI 8. H U 

820 1 2005 16* 

lOCFfi 

LA{NAS«0 c 

0206230291* 

FOIA 


UEASBURG, R K 

8206170351 

50-280 

P 

LEWIS. M £ 

0206070334 

NUREG 

LAINASiO c 

8206240231 

50-244 

P 

LEASBURO, R H 

G2062 10106 

50-280 

P 

LEWIS. N L 

8206170203 

50-352 

LAKASTRArM A 

0206170152* 

50-461 

T 

LEASDURO, R K 

8206220371 

50-338 

0 

LEWIS. N £ 

0206300332* 

REVIEW 

LAhfS 

0206070276 

PRM 


UEASOUROrR H 

8206220412 

50-280 

0 

LEWIS.R C 

8206070345 

50-348 

lawb 

8206070407 

PR 


UEASBURG, R H 

8206240231 

50-280 

p 

LEWIS. R. C 

8206070392* 

50-348 

LAMSERTr r 0 

8206160104* 

30-261 

0 

UEASBURG, R H 

8206240344 

50-280 

p 

LEWIS. R C 

8206070406 

S 0-30 2 

LAMDAU. M 

82061 10009 

NUREG 


UEASBURG, R H 

8206270079 

50-280 

p 

LEWIS.R. C 

8206070472 

50-413 

LANDRieUiP R H 

8206220411 

50-354 

R 

UEASBURG, R M 

8206300174 

50-338 

p 

LEWIS. R C 

8206070480* 

50-413 

LAMOi J C 

0206090121 

REGQD 


UEASER.J D 

8206200513* 

50-277 

p 

LEWIS. R C 

8206070505 

50-259 

LANOEiR C 

0206210474 

PH 


UEDO.C 0 

8206030053* 

CONTRACT 


LEWIS.R, C 

8206070SS6* 

50-259 

LAMSE, R C 

G2062SO271 

PR 


UEDO.C 0 

8206150061* 

CONTRACT 


LEWIS.R- C- 

820607036 1 

50-25? 

lahgnbr.r r 

8206280660* 

FOIA 


LEDO. C D 

8206230326* 

CONTRACT 


LEW 1 8. R C, 

8206070713 

50-269 

LANi^FORDiJ D 

8206040176* 

70-27 


UEUOrC.D 

8206240114* 

FOIA 


LEWI 5. R C 

8206070719 

50-324 

LANKPORDiJ Q 

02O6O4O33S«« 

70-1201 


UESOrC D 

8206240133* 

FOIA 


LEWI Sr R C 

8206070732* 

50-269 

LAri;<FORDiJ D 

8206040374* 

70-024 


UEBO,C 0 

8206240141* 

FOIA 


LEWIS. R C 

0206070736* 

60-324 

LANKFORD. U □ 

8206250286* 

70-1151 


UEBO.O D 

8206070224* 

CONTRACT 


LEU I S. R C 

8206070819 

50-369 

lanksbury. R 

8206290318* 

50-373 

0 

UEDOEUF 

8206070276 

PRM 


LEWIS, R C 

8206070323 

50-340 

LANKSQURY.R 0 

8206030490* 

50-373 

Q 

UEaOEUF 

8206070407 

PR 


LEWIS, R C 

8206070024 

50-416 

lanpher.l C 

8306100102 

50-322 

G 

UECKER, 8 

8206140119* 

50-247 

T 

LEWIS, R C 

0206070037* 

50-369 

lanpher.l c 

8206100110 

90-322 

0 

UECKER. 8 

8206140115* 

50-247 

T 

LEWIS. R C 

8206220325 

50-324 

lanpher.l c 

8206110045 

50-322 

G 

UEDBICK.R B 

8206020380 

90-900 

0 

LEWIS. R C 

8206220242* 

50-324 

LAMPHER,L C 

8206110045 

90-322 

0 

UEDDICK. R S 

82060D0233 

50-50B 

fl 

LEWIS, R C 

8206220421 

90-400 

LAMPHER.L C 

8206160084 

90-322 

G 

UEDDICn.R B 

82061 10226 

so-soe 

fl 

LEWIS. R C 

8206220430* 

50-400 

LANPHER.L C 

8206170362 

50-322 

G 

LEDDXCK, R 0 

8206110220* 

50-508 

e 

LEWIS. R C 

8206230493* 

50-324 

LANTz. e 

8206040240* 

50-155 

T 

UEDDZCK. R 8 

8206150227 

50-500 

9 

LEWIS. R C 

8206220510 

50-324 

LARaCHEj<» 

8206040116* 

30-556 

G 

UEDDICK, R 9 

8206210504 

50-508 

S 

LEWIS. R C, 

8206220515 

50-302 

LAROCHE. M W 

8206040288 

50-299 

G 

UEDDICK. R 8 

8206210311* 

50 -SOB 

e 

LEWIS. R 0 

8206220927* 

50-302 

lasuk. s Si 

8206150236 

I(rE 


UEe,D W 

8206100043 

NUREG 


LEWIS. R C, 

8206220536* 

50-324 

LATHAM, e fl 

8206040279 

50-322 

T 

UEErJ Y 

8206170155* 

90-461 

T 

LEWIS. 9 H 

8206000145 

50-392 

LATHAM, 6 D 

8206040279 

50-322 

T 

LEE. W J 

8206270929 

NUREG 


LEWIS. a a 

8206000149 

90-355 

LATHAMiW k 

8206010481 

50-312 

S 

UEFEVRE.H E 

8206300275 

50-387 

A 

LEWI Sr S H, 

8206220002 

50-367 

LATHAM. W K 

8206220401 

50-312 

P 

UEHNERT.R A 

8206020376* 

50-341 

A 

LEWIS. 8 H, 

8206230049* 

50-440 

LATIMEft.P J 

0206290509 

NUREG 


UEHR. E L 

8206160172 

40-2061 


LirC Y. 

8206110015 

NUREG 

LAUHENSDW, J A 

0SO6O4OO23 

90-295 

Q 

UEIDY 

8206070276 

PRM 


lichtenberoer 

8206100310 

70-1100 

LAURENSON, J A 

8206280537 

90-255 

Q 

UEIDV 

8206070407 

PR 


LICITRA, E A 

8206210012 

50-920 

LAVERTYr-J H 

8206090092 

90-352 

0 

UEMDARESr N 

8206300322 

REGGD 


HCITRA, C A 

8206210024 

50-928 

LAVERTYr J H 

0206090054* 

50-352 

0 

UEMMDNiJ J 

8206170220* 

50-528 

0 

HCITRA. E A 

8206290350 

50-528 

LAVERTV.J H 

8206090056* 

50-392 

0 

UEMHON.J J 

8206170220* 

90-528 

0 

LICITRA. E A 

8206200501 

50-528 

LAVERTV.J H 

8206090060* 

50 '352 

G 

UEMPGE3, T E 

8206010310* 

50-220 

P 

LIDEN. E A 

8206020444 

50-311 

L AVERT Y. J H. 

8206090062* 

50-392 

G 

UEf1P0ES,T E 

820603024 1 * 

30-220 

0 

LIDEN. E A, 

8206090038 

50-311 

LAVERTY. J If 

8206090064* 

50-352 

G 

UEMP0E8, r E 

8206070363 

90-220 

P 

LIDENfE A. 

8206230140 

90-272 

LAVERTY.J H 

8206090065* 

50-352 

0 

UEMPGrB,T E 

8206110293 

90-220 

P 

LIDEN. E A, 

8206240143 

50-272 

LAVERTY. J H 

8206090067* 

90-352 

0 

UEMP0E8,r E 

8206140074 

90-220 

R 

LIC&ERBACHrF J 

8206280297* 

FOIA 

LAVER TV 1 U H 

8206090070* 

50-352 

Q 

UEMP0E8, r C 

8206140076 

90-220 

P 

LlEDERMANiE 

0103310002* 

FOIA 

LAVERTYr U H 

8206090071* 

50-392 

0 

UEMPCEBrT E 

8206210453 

90-220 

0 

LIEOCRHAM.E 

8206010158* 

FOIA 

LAVERTYr J H 

8206090074* 

90-392 

Q 

UEMPGE8,T E 

8206210404 

90-220 

0 

LIEBERNAN-E 

8206010107* 

FOIA 

LAVERTY. U H 

0206090079* 

50-352 

0 

LEIIPGES. T C 

8206240022* 

90-220 

F 

LlEDERMANrE 

8206010204* 

FOIA 

LAVERTY, J H 

8206090000* 

90-392 

0 

UENAHAN.U J 

8206070496* 

50-327 

Q 

LlEOERMANr J 

820313D17S* 

FOIA 

LAVERTYr J H 

8206090081* 

90-352 

0 

UENAHAN,J J 

8206220462* 

90-395 

0 

LJE0ERMAN, J 

8206040003 

50-044 

LAVERTYr J H 

8206090084* 

50-392 

0 

UENTINE,F 0 

8206020377 

50-295 

Q 

LlEOERMANr J 

Q20609D036 

l&E 

LAVERTYr J H 

8206090099* 

90-392 

Q 

UENTINE.F 0 

8206020391 

50-295 

P 

LIEllERMAW, J 

8206150094* 

50-277 

LAVERTY. J H 

8206090099* 

90-352 

0 

LENTINE.F 0 

8206070281 

50-295 

P 

LlEBERMANr J 

8206160104 

ILE 

LAVERTYr U H 

8206090102* 

90-392 

0 

UENTINErF 0 

8206100007 

go-295 

F 

LIEDERHAN. J 

B206 1 7006 1 

50-206 

LAVERTYr U H 

8206090106* 

90-392 

0 

UENTINE.F 0 

8206140000 

50-295 

P 

L I EOERMAMi J. 

8206170103 

J1(E 

lavine.r I 

0206010720 

FOIA 


UENTINE.F G 

8206210110 

50-295 

P 

LJEflERHAN.U 

8206180204 

50-312 

LAHHU. R, 

8206290403* 

90-498 

A 

UENTINErF 0 

8206220210 

30-454 

H 

LIEBERHAN, J 

8206240310 

90-269 

LAWRENCE, L I 

0206070136* 

50-298 

0 

UENTINErF G 

8206220367 

90-295 

a 

LIEDERMANr U, 

8206230078 

90-259 

LAWaON, B 

8206080178 

40-0745 


UENTINE.F 0 

8206240203 

90-295 

P 

L I EDOLD. W C 

8206240031 

FOIA 

LAWTON, H D 

0206220167 

40-8084 


UENTINEr F. 0 

8206240427 

90-295 

p 

liederbach 

8206200207* 

FOIA 

LAZARUS. W U 

0206040371# 

50-272 

Q 

UENTSCH.J N 

8206210397 

50-344 

p 

LJEDERBACHrF 

0206280295* 

FOIA 

lazarub.w j 

0206290411* 

90-272 

Q 

UERlrh A 

8206100260* 

50-255 

p 

LIEDERDAGH. F, 

02O62BO547* 

FOIA 

LAZO. R M 

0206040086 

50-528 

Q 

UEBSORrU C 

8206010107 

50-298 

R 

LlEDERBACHrF J, 

7910220506* 

FOIA 

LAZOrR. K 

B206090019 

90-920 

0 

UESSORrL C 

8206010264 

00-298 

« 

LIEDERBACH. F J 

8206230069* 

FOIA 

LEACH. L P 

8206100339 

RES 


UESBORrL C, 

8206070132 

90-298 

fl 

LlETZKEiM H 

□206100007 

NUREG 

LEARr Q, 

8203 SaOSS 7 * 

90-522 

A 

UESSORrL C 

8206100140 

90-298 

8 

LIFTON. R J. 

0206200142* 

30-247 

LEASBUR^jR h 

8206010396 

90-200 

R 

UESSORrL C 

8206210305 

50-298 

6 

LIFTQNrR J 

8206280142* 

90-247 

LEASBUR'&rR H 

0206010554 

50-330 

R 

UESSY.R P 

8206010305 

go-443 

0 

LIFTQNrR J 

82062B0142* 

90-247 

LEASBUROrR H 

8206020057* 

30-280 

F 

UE9GY.R P, 

8206040215 

27-39 


LlFTONiR J 

8206280142* 

90-247 

LEASBURG. R H 

8206020323 

50-200 

P 

UESSY, R P 

8206170113 

30-443 

D 

LIFfON. R J 

0206280142* 

SO-247 

LEASSURGrR H 

0206020335 

50-201 

P 

UETTIERl. V 

8206100030 

NUREG 


LIGGETT. 0. L 

8206010713 

50-454 

LEASBUROrR, H 

8206020339 

30-337 

P 

UEVENTHAUr P 

8206160091 

50-537 

H 

LIM. E Y 

8206230340 

NUREG 

LEASBURO.R H 

0206020399 

90-200 

P 

UEVIN.J J. 

8206010307 

50-247 

0 

LINODEROi P M. 

8206070712* 

50-309 

LEASBUROrR K 

8206040104 

90-330 

0 

LEVIN, J J 

8206040220 

90-247 

G 

LINDER. F 

0206010218 

50-409 

LEASSUROrR H 

0206040224 

50-330 

0 

LEVIN, J J 

8206040220 

50-247 

0 

LINDER, F 

8206010531 

50-409 

LEASSURGrR-H 

0206040330 

90-200 

p 

LEVIN, J J 

8206170160 

50-247 

G 

LINOERrF 

0206020566 

50-409 

LEAGBUROrR H 

0206000061 

30-339 

p 

LEVIN, J J 

8206170160 

90-247 

G 

LINDERf F, 

0206040312 

50-409 

LEASSURGrR H 

8206080211* 

50-330 

0 

UEVINE, J 

8206100107* 

90-285 

0 

LINOERrF 

B20607D361 

50-409 

LEASflUROrR H 

8206000338 

90-330 

p 

LEVINEr J N 

8206020143* 

90-313 

r 

LINDER. F 

0206000357 

50-409 

UEASBl/RGrR H 

8206090077 

SO-330 

p 

LEVINEr J 11 

8206070217* 

90-313 

r 

LINDER, F 

8206100256 

50-409 

LEASGUROi R, H 

0206110100 

50-330 

p 

LEVINE. 8 

8206800364* 

FOIA 


LINDER. F 

0206110071# 

50-409 

UEAGBUROiR H 

0206110140 

50-200 

p 

UEVINE.a H 

8206150340 

90-5 

p 

LINDEfirF. 

B306150212 

50-409 




AcceeaioN 

SUBJECT 


AUTHOR 

NUMBER 

CATEGDRV 

LIMDEH.F 

82061 5 021 

50-409 

3 

LINDER. F 

8206190252 

50-409 

F 

LINDER. F 

8206150280 

50-409 

S 

LINDEfiiF 

G206 1 50284 

50-409 

R 

LINDER, F 

02O615O2B7 

50-409 

P 

LINDER. F 

8206150321 

50-409 

P 

LINDER. F 

8206170138 

50-409 

B 

LINDER. F 

8206210114 

50-409 

F 

LINDER. F 

8206:220285 

50-409 

S 

LINDER, F 

8206230038 

50-409 

P 

LINDER. F 

6206240065* 

50-409 

F 

LINDER. F 

8206240190 

50-409 

a 

LlNDHRiF 

8206210320 

50-409 

Q 

LINDER. F. 

8206240326 

50-409 

S 

LINDER. F 

8206280444 

50-409 

P 

LINDER, F 

6206290342 

50-409 

s 

LINEHAN, J J 

8206070231 

40-Q3e0 


LINEMAN. J J 

8206Q9025? 

40-G79a 


LINEMAN, J J 

8206100413 

40-B502 


LINEMAN. J 

8206140383 

40-0697 


LINEMAN. J J 

8206 140392 

40-0911 


LINEMAN. J J 

0206130174 

40-6502 


LINEMAN. J J 

8206180333* 

40-0697 


LINEMAN, J J 

8206210040 

4O-07B6 


LINEMAN, J J 

8206210055 

40-8200 


LlNENBEROERiG 

8206070152 

50-466 

G 

LIM3, J 

8206160268 

PR 


L1NK,D N 

0206010200* 

FOIA 


LINTON, a W 

0206100220 

PR 


LINTON. £I W 

0206300300 

REOGD 


LINVILLC. J C 

8206290467* 

50-333 

0 

LfFFE.L 

0206090229* 

FOIA 


LIPPE.L 

8206090226* 

FOIA 


HTERSKI,L A 

8206300129* 

50-10 

F 

L ITTLE, B H 

0206170121* 

50-341 

0 

LITTLE, J A- 

B206070323 

pm 


LITTLE, rt 

8206030050 

CONTRACT 


LITTLE. N 

8206070207 

CONTRACT 


LITTLE. H 

820607-021 9 

CONTRACT 


LITTLE. N 

82060S0432 

CONTRACT 


LITTLE, a 

0206290906 

CONTRACT 


LITTLE, W a 

8206020035 

SO-346 

0 

LITTLE. M 8 

0206100133 

50-454 

0 

LITTLE.M S 

0206100193 

50-454 

0 

LITTLE. M 3 

8206SI0SB9 

50-373 

Q 

LITTLE.M 9 

9206240207 

50-341 

Q 

LITTLE. U 8 

8206250195 

50-254 

0 

LITTLE, U a. 

8206270206 

50-346 

0 

LITTLE, W a 

8206290209* 

50-346 

0 

LITTLE, W 8 

8206290303 

50-373 

0 

LITTLE, M. S 

0206290309* 

5-0-370 

0 

LITTLETON.P E 

0206100062 

NUREG 


LIVERMQHE.H H 

8206070704* 

50-461 

0 

LIVINOSTON.N B 

8206240420 

50-358 

0 

LOADER. J G 

82060 B0402 

50-302 

I 

LOCHBAUh. D A 

8206010431* 

50-259 

8 

LaCHSTETrM A 

8206160181 

40-S743 


LODGE, B 

0306010730 

FOIA 


LODGE, T J 

0206070969 

PRM 


LOKKEN, R A 

0206030139 

70-052 


LDMEAROO, J 

0206240139* 

50-219 

P 

LOMBARDO, J J 

8206030376 

90-219 

P 

LOMONACO, L 

8206140134* 

90-247 

T 

LONO. F, J 

8206040006 

90-324 

S 

LONOiF J* 

8306070367 

90-416 

0 

LONO.F vJ 

0306070482 

90-327 

Q 

LONOi F. J 

0206070504* 

50-302 

0 

LONO.F J 

0206070969 

50-024 

G 

LONO.F J 

B206070S79 

90-416 

Q 

LONO.F J 

0206070739 

50-261 

Q 

LQNO. F, J 

8206070777 

50-51 a 

Q 

LONO.F J 

0206070832 

50-261 

0 

LGNOrF J 

0206070836* 

go-424 

0 

LONG, F, J. 

0206180236 

50-416 

Q 

LONO.F J. 

0206220071 

50-324 

0 

LONO.F J. 

0206220073 

50-416 

Q 

LONO. F. J 

8206220078 

50-324 

0 

LONO.F J. 

8206220246* 

50-424 

G 

LONO.F J. 

0306 220394 

50-416 

Q 

LONOrF J. 

8206220409* 

50-416 

0 

LONO.F 

0206220436 

50-416 

Q 

LONG. F. J. 

8206220466 

90-438 

G 

LONO. F. vl- 

8206220467 

50-324 

0 

LONG. F. J- 

8806220482 

50-261 

G 

LONG. F. J 

8206220484* 

90-430 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LGNG.F J 

0206220490 

50-416 

0 

LONC.F J 

0206220525 

50-261 

0 

LONO.F J 

0206220540* 

50-261 

G 

LONO.F J 

0206220547 

50-111 

0 

LONO.F J 

LONO.J D 

8206220 S59» 

8206170048 

50-111 

NUREG 

Q 

LONGENECKER. J 

8206010456 

50-537 

B 

LGNGENECKER. J 

0206020442 

50-537 

A 

LGNGENECI^ER. J 

8206070201 

50-537 

C 

LONGENECKER, J 

8206000034 

50-537 

A 

LONGENECKER, J 

0206000030 

50-937 

A 

LONGENECKER, J 

8206080129 

50-537 

A 

LONGENECKER. J 

8206080139 

SO-537 

0 

LONGENECKER , J 

0206080225 

50-537 

A 

LONGENECKER. J 

8206080259 

50-537 

C 

LONGENECKER, J 

0206080292 

50-537 

A 

LONGENECKER, J 

8206080410 

50-537 

A 

LONGENECKER.^/ 

0206100156 

90-537 

A 

LONGENECKER, J 

8206150225 

50-537 

A 

LONGENECKER, ,J 

8206150239 

50-537 

C 

LONGENECKER, J 

8206150240 

50-537 

A 

LONGENECKER, J 

0206150243 

50-537 

A 

LONGENECKER, J 

8206150322 

50-537 

A 

LONGENECKER. J 

8206170239 

50-537 

A 

LONGENECKER , J 

0206210319 

50-537 

A 

LONGENECKER, J 

0206210941 

50-937 

A 

LONGENECKER. J 

0206210563 

50-537 

A 

LONGENECKER, J 

8206240270 

50-537 

A 

LONGENECKER, J 

8206240363 

50-537 

A 

LONGENECKER, J 

8206280439 

50-537 

A 

LONGENECKER, J 

82062B0949 

50-537 

A 

LONGENECKER, -J 

8206290317 

50-S37 

A 

LONGENECKER,^ 

S206290320 

50-937 

A 

LONGENECKER , ^ 

8206290366 

50-537 

A 

LONGENECKER, J 

LORENZ, M R 
LORETAN.P A 

8206290545 

8206030352* 

0206010730 

50-537 

FOIA 

71-475 

A 

LOTI TO, E 

8206210596* 

50-317 

R 

LOTI TO, e 

8206310562* 

50-317 

R 

LOTI TO, E M 

8206010437 

90-317 

R 

LOTI TO, E M 

8206010443* 

50-317 

R 

LOTfTO.E H 

LOTTS, A L 
LOUaERBACK, T E 
UOUDERBACK, T C 

L0MEN8TEIN, R 

8206210543 

8206250060 

0206020219* 

0206220046 

8206070017* 
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0206 1 1 021 1 

50-391 

0 

HELQlNrli 

0206200104* 

50-247 

0 

MILLER, H E 

6206090014 

50-445 

0 





^ELBIMpM 

8206200104# 

50-247 

0 

MILLER, M, E 

6206160194* 

50-445 

0 

MILLS, L H 

6206110213 

50-438 

A 


8206200104# 

50-247 

0 

MILLER. M E 

6206160205 

50-445 

0 

MILLS, L M 

0206 i 1 021 7 

50-390 

0 

rtEtBINpH 

0206200104# 

50-847 

0 

MILLER, H 1 

6206140114 

50-454 

0 

MILLS, L H 

6206 1 1 0222 

50-390 

A 

'MELBINiCI 

0206280104* 

50-247 

0 

MILLER, H 1 

6206140114 

50-454 

0 

MILLS. L ti. 

6206 1 1 0223 

5 0—430 

0 









MILLS, L ti 

0206 1 1 0260 

50-438 

8 

HENDEL80N# 1. N 

8206240089* 

CONTRACT 


MILLER, R B 

6206280275* 

FOIA 






HENDDNCA^M M 

0206020307* 

50-275 

a 

MILLER, U H 

6206220443* 

50-416 

0 

MILLS. L H 

6206110282 

30-390 

8 

KEMOeSfC M 

0206290175 

50-520 

A 

MILLER, W H 

6206220546# 

30-393 

a 

MILLS, L M 

0206110305 

50-390 

0 

HERR IWEATHERf N 

8206220311* 

50-335 

Q 

MILLER, N. □ 

6206010090 

70-754 


MILLS,! ti 

6206110319 

50-390 

B 

nERRIKEATHER. N 

8206220439# 

50-400 

G 

MILLER, W 0 

6206010093 

70-8 


MILLS, L M 

6206110321 

30-390 

B 









MILLS, L M 

62061 10323 

80-439 

B 

nSSSINQERr R U 

8206090017 

50-847 

0 

MiLLERi W. 0. 

6206020013 

50-424 

A 





METZGERj J R. 

G206020558* 

FOIA 


MILLER, N 0 

6206030026 

50-313 

P 

MILLS. L. H 

6206140042 

S 0-390 

a 

MEVERrD U 

8206140361 

FOIA 


MILLER, W, 0 

6206030030 

70-1113 


MILLS. L. M 

8206140050 

50-438 

0 

HEVERr 0. 

8206040331* 

50-309 

a 

MILLER, W 0. 

6206060100 

50-171 

F 

MILLS, L « 

6206150231 

50-436 

A 

HEYERp 0 

0206150304* 

50-307 

0 

MlLLERi W 0 

6206080150 

50-263 

F 

MILLS, L H 

8306150246 

50-390 

A 









MILLS, C..M 

8306150334 

50-390 

F 

hEVER^O M 

8206320304* 

50-29 

Q 

MILLER, W 0 

6206060 L 69 

TOPREP 






KEVERi K 

8806020153* 

50-331 

F 

HILLERi M 0, 

6206110367 

50-10 

F 

MILLS, L M 

6206 IS 037 5 

50-390 

F 

KEVERi T 

8206040253* 

50-373 

8 

MILLER, M. 0. 

6206140300 

80-317 

P 

MILLS, L « 

6206150446* 

50-390 

F 

HICHELSOMp C. 

8202180429* 

FOIA 


HILLER, W a 

6206170400 

TOPREP 


MILLS, L M 

6306160117 

50-327 

P 

HKHELSONp c. 

8206290042 

H19C 


MILLER. N 0 

6206160096 

70-27 


MILLS. Li K 

6206160131 

50-390 

A 









MILLS. U H 

6206160132 

50-327 

P 

KiCHLiNKit) L 

0206110153 

WASTE MOT 

MILLER, U 0 

8206210058 

50-313 

P 





MICHTAi D 

0206240296* 

50-322 

T 

MILLER, W. a 

6206230276 

50-402 

A 

MILLS. L H 

D2061A0255 

60-390 

A 

KIOURApH j 

0007150020* 

50-3 

0 

HILLER, » 0 

6206290001 

40-8698 


MILLS, L H 

6206160323 

PRN 


HIDURApH j. 

8111110776 

50-272 

0 

MILLERi W 0 

8206290003 

70-1308 


MILLS, L K 

6206160383 

REOOD 


HIDURApH j 

8306030191 

50-311 

9 

MILLER, U a. 

6206290003 

71-4986 


MILLS, L H 

6206160497 

40-1341 










MILLS, L. Hi 

6206170117 

50-327 

F 

HI DURA. H J 

B306D3022B 

50-278 

0 

MILLER, H a 

0206290597 

40-0027 






HI DURAp H. j. 

8206030249 

50-273 

8 

MILLER# W a 

6206300415 

50-244 

P 

MILLS, L> Ml 

6206170127 

50-259 

F 

hidurapH j 

8306030265 

50-311 

8 

MILLER# H, 0. 

6206300416 

71-9152 


MILLS, L. H 

6206170159 

80-327 

F 

HTBURApH j. 

8206070573 

50-273 

8 

MILLS, L 

6206220478* 

50-430 

Q 

MILLS, L. M 

0206210105 

50-390 

8 

hiroURAiH J. 

02O6O7O5B4 

50-311 

8 

MILLS# L L 

6206300192 

50-312 

B 

MILLS, L M 

0206210111 

80-516 

8 









MILLS, L M 

0206210144 

80-438 

B 

HI OUR A iH. J. 

8306070666 

90-31 1 

8 

HILLS# L H 

8108210179 

50-259 

P 





HIDURArH J. 

02O6O7O79G 

50-311 

8 

HILLS# L K 

620 1290065* 

50-390 

F 

MILLS, L. M 

6206210167 

50-390 

6 

HIOURAr H a 

8206070803 

50-272 

8 

HILLS# L, H 

8206010197 

50-518 

8 

MILLS, L, M> 

02062 1 024 5 

50-390 

0 

HIDURAiH J. 

8206100117 

SO-311 

6 

HILLBi L, M 

8206010216 

50-438 

8 

MILLS, L M 

02062 1 029A 

80-390 

0 

(lIDURAiH J 

8206100139 

50-311 

8 

HILLBi L. M 

0206010222 

50-390 

B 

MILLS, L M 

0206210360 

60-259 

P 









MILLS, L Ml 

0206210369 

50-390 

B 

HlDURArH J. 

8206100215 

50-311 

9 

MILLS, L M 

8206010293 

50-438 

B 





HIDURAiH j. 

8206100319 

50-311 

0 

HILLS, L, M. 

8206010256 

50-390 

8 

MILLS, L M 

6206210431 

50-438 

B 

HIDURAiH J, 

8206100233 

50-372 

a 

HILLS. L, M 

8206010287 

50-390 

8 

MILLS, L M 

8206810436 

80-430 

0 

HIDURAi K, J. 

0206100248 

50-311 

e 

MILLS, L M 

8206010349 

50-518 

8 

MILLS, L Ml 

0206210520 

50-430 

0 

HIDURAiH J 

8206100271 

50-272 

0 

MILLS, L, M. 

8206010350 

50-390 

8 

MILLS, L. Ml 

0206210336 

50-566 

B 









MILLS, L M 

0206210547 

50-390 

0 

HIDURAiH J 

0206100307 

50-311 

B 

MILLS, L M, 

8206010386 

50-438 

B 





HIDURAi H j. 

8306110043 

50-272 

8 

MILLS, L M, 

6206010392 

50-390 

B 

MILLS, L M 

8206210569 

50-390 

0 

HIDURAiH J 

82061 S0093 

50-311 

9 

MILLS, L M, 

8206010427 

50-390 

B 

MILLB. L M 

020621 0581 

50-438 

0 

HIDURAi H j 

8206150109 

50-311 

9 

MILLS# L M 

8206010429 

50-390 

B 

MILLS, L, M 

0206210589 

50-390 

8 

HIDURAiH J 

8206150114 

50-311 

8 

MILLS# L, M 

0206010457 

50-390 

s 

MILLS, U M 

0206210604 

50-438 

8 









MILLB, L M 

02062 L0652 

REOOD 


HIDURAiH J 

8206150134 

50-272 

R 

MILUe, L. H 

8206010471 

30-390 

8 





HIDURAi H j. 

8206150244 

50-311 

R 

MILLS# L M 

6206010469 

30-43B 

B 

MILLB, L M 

82062202D9 

50-390 

0 

HIDURAi H. j 

0206310382 

50-311 

8 

MILLS, L M. 

8206010500 

50-518 

S 

MILLB, L H, 

0206220234 

90-326 

S 

HIDURAi H. j. 

8206310403 

50-272 

8 

MILLS, 1. M 

8206010540 

50-327 

a 

MILLS. L M 

0206220292 

30-390 

0 

HIDURAi H j 

8206210444 

50-272 

8 

MILL9, L M 

6206010549 

30-438 

3 

MILLS, L H 

0206220390 

30-438 

0 









MILLB, L M 

0206220560 

30-25? 

0 

HIDURAiH J 

8206220094 

50-311 

8 

hILL6#L H, 

0206010676 

50-390 

8 





MIDURAi H. J. 

8306220182 

50-311 

8 

MILLS# L M. 

6206010684 

50-390 

8 

MILLS, L M 

0206220590 

80-438 

8 

HIDURAiH J, 

8206320359 

90-272 

8 

MILLS# L « 

0206010680 

50-390 

8 

MILLS, L, M 

0206230075 

50-299 

P 

HIDURAi H j 

8206320387 

50-272 

9 

MILLS, L M. 

8206010669 

50-390 

S 

MILLS, L li 

0206240003 

50-430 

B 

HIDURAiH j. 

8206220449 

50-272 

8 

MILLS# L H 

6206030112 

50-328 

P 

MILLS# L< M 

8206240171 

90-390 

0 









MILLS, L M 

0206240255 

90-390 

8 

HIDURAi H j 

8206320501 

50-311 

8 

MILL8,L M 

8206030217 

50-259 

F 





HIDURAiH J 

8206220934 

50-272 

8 

MILL0,L « 

6206070093 

50-390 

8 

MILLS, L M 

0206240206 

50-390 

A 

HIDURAi H j. 

8206230100 

50-311 

8 

MILLS, L M 

8206070100 

30-390 

8 

MILLS, L Ml 

0206240340 

90-390 

A 

HIDURAi H. j. 

8206240005 

50-311 

8 

MILLS, L M 

8206070104 

50-390 

8 

MILLS# L* M 

0206250237 

90-390 

A 

HIDURAiH J 

8206890304 

50-311 

8 

MILLS, L. M. 

8206070107 

30-438 

B 

MILLS, L M, 

8206250270 

30-327 

F 









MILLS# L M, 

0206 290091 

80-289 

P 

HIELEi H L 

8206070521* 

50-322 

Q 

MILLS# L M 

8206070135 

50-436 

B 





HlELEirt L 

B206S30062* 

50-322 

0 

MILLS# L M. 

6206070163 

REOOD 


MILLS# L M 

0206290109 

50-289 

P 

HKJHT, A 

8206010361* 

50-316 

R 

H1LLS#L M 

6206070243 

30-390 

8 

MILLS# L M 

02062901 1 4 

90-390 


HIOHTi A 

8206010404* 

50-315 

R 

MILLS, L M 

0206070467 

50-438 

S 

HILLS# L M 

6206390359 

50-259 

P 

KlKLDSi J, 

8206140243* 

Stjitft Prod 

MILLS# L M 

6206070 500 

PR 


MILLB# L M 

6206290550 

80-259 

n 









HILLS# L, M 

6206300053 

50-390 

B 





AUTHOR 

MILL 81 L M 
MlLtS.L H 
MILL 8 .L M 

hillsa rt 

MlLLQrL M 

MILLS, U M 
MILLSiL M 
MILL 81 L H 
MILLS, L H 
MILLS, L M 

MILLS, L « 

MILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS,L H 

MILLS, L M 
mills, L M 
MILLS, T 
MIHS.D C 
MINECK, D L 

rtlNEOK. D L 
MINECK,D L 
MINECK, D L 
MINECK, D L 
MIN£CK,D L 

MlNOOUEiR B. 
>HNOOUE,R S 
MINaeUE,R B 
miksoue.r B 
MINOOUE,R B 

MIKOOIFE,R B 
KlNOOUEiR B 
MINOOUE,R B 
MINOOUE.R B. 
H 1 HOOUE,R B 

mNaouE,R B 
MINOOUE.R B 
MINOOUEjR B. 
HiNOBUErR B 
kihqoue,r B 

MIROBUE,R.B 

M 1 RS 0 UE,R b. 

HIKOaUEifi. B. 
MINOR, 0 C 
MINOR, 0.C 

MINOR, O-C. 
MI«A0L1A,F -J 
MlRAOLrA,F 0 
MIHAOLIA.F 
HiRAOLlAi F. J 

MlRAOLlArF. xJ 
MIRAOLIA, F. J 
MIRAOLrA,F J. 
MIRAOLIA, F J 
MIRAOLIA, F J. 

MIRAOLIA. F J 
MIRAOLIA, F. J 
MIRAOLIA, F J, 
MIRAOLIA. F. J 
MIRAOLIA, F J 

MIRAOLIA, F J 
MIRAOLIA, F. tJ 
MIRAOLIA, F J 
MITTL.R L 
MITTL.R.L. 

HITTL,R L. 
HIZUNOiO 5 
MIZONOjO S, 
MIZUNO. 0,8 
MI ZUNQ, 0 8 , 

MOEOOENBERO, D. 
MOEOOENBERO, D 
MOELLER, D W 
MOELLER, D U, 
MOELLER, D U 

MOELLER, D M. 
MOISEEV 
MONDEN, T 
MONDEN, T. 
MONDEN, T. 

MONTGOMERY, D M 
MONTGOMERY, D. M 
MONTOOMERY, D. M 
MOODY, D E. 
MOODY, D E, 


ACCESSION 

NUMBER 


SS063000S9 
S20630Q05B 
B206300067 
B20A3001 1 4 
8206300122 

8206300152 
0206300155 
8206300171 
B206300173 
8206300195 

B206300209 
8206300211 
B20 63002 1 2 
8206300265 
620630030 1 

6206300343 
0206300349 
6206090131 
e206070306« 
62060201 56« 

82060800BO 
B2O61OO102 
8206170346 
8206210278 
6206220280 

Sini20323« 
6202190419* 
8206010341* 
6206010393* 
8206010360* 

a2G60 10495* 
8206070282 
62 06280402* 
82062B040B* 
8206280413* 

Q2062B0423* 

0206280432* 

8206280450* 

8206280484* 

8206200914* 

0206280517* 

8206200607* 

8206280621* 

8206040203* 

8206040283* 

0206170244* 

8206010014 

0206010082 

6206010099 

6206010722 

6206020965 

6206080059 

0206080172 

8206140123 

8206140274 

8206140353 

8206140304 

8206150424 

6206170232 

0206220191 

6206220202 

8206250223* 

B206250359 

8206040091 

6206040093 

6206040099 

6205130166 

6206010269 

8206070124 

6206070129* 

0206220277* 
820622049 S* 
0206100363 
0206100367* 
8206100370* 

6206100390* 

8206100388* 

0206000461* 

8206160102 

6206300075* 

8206220083* 
* 6206220252* 
0206220581* 
6206070341* 
6206240152 


SUB^>ECT 

CATeOORY 


50-370 S 
50-390 B 
SO- 430 S 
50-390 8 

50-390 8 

50-390 A 
50-438 8 

50-390 8 

50-438 S 
50-438 8 

go-566 S 
50-438 S 
50-390 9 

50-390 S 
50-438 B 

50-390 B 
30-438 5 

PR 

50-259 B 
50-331 F 

50-331 9 

50-331 8 

50-331 S 
50-331 R 
50-331 8 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FQIA 

PRM 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-322 T 
50-322 T 

50-322 T 
50-443 E 
50-499 A 
50-528 E 
50-528 A 

50-361 P 
SO-275 F 
50-400 A 
50-498 A 
50-382 A 

90-49B A 
50-400 F 
50-520 F 
50-335 F 
50-400 A 

50-400 A 
50-443 A 
50-528 A 
MUREO 
PR 

PRM 

50-445 0 

50-445 0 

50-637 0 

50-537 0 

50-313 a 
*0-313 S 
RES 
RES 
RE8 

RES 
RES 

XPORTLIC 
XPORTLIC 
XPORTLIC 

50-324 Q 
50-324 0 

50-335 0 

50-29 0 

50-29 P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION SUBJECT 

NUMBER CATEMRV 

MOORE. 0 E 

MOORE, D E 

MOORE, J 

MOORE. J E 

MOORE, J E 

D206040147* 

0206180247* 

8206110048* 

8206040076 

6206040157* 

50-395 Q 

50-416 G 
CONTRACT 

50-247 0 

50-247 G 

MORRIS, R L 

MORRIS. N 0 
MORRISON, N M 
MORRISON. W M 
MORRISON, W M 

9206200133* 50-247 0 

8206230170 5 0-537 Q 

8004010198* FOIA 

8010200520* FOIA 

8206200336* FOIA 

MDDRE, J E 

MOORE, J E 

MOORE. J. E 

MOORE, J E 

MOORE, J E 

8206080110 

0206080115 

8206100310 

0206160110 

9206160115* 

50-247 0 

50-153 0 

50-247 0 

50-247 0 

50-247 0 

MORRISON. W M 
MORRISON, W M 
M0RTEN8EN, W P 
MQRTENSEN, W P 
MORTON. K V 

0206280536* FOIA 

0206280562* FOIA 

S206040179* 50-206 G 

0206220 5B4* 30-361 0 

0206040033* CONTRACT 

MOORE, R & 

MOORE. R N 

MOORE. R N 

MOORE. R N 

MOORE. R N 

6206230032* 

8206030082 

8206080494 

8206080495 

0206080477 

50-10 F 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

HORTON, H V 

MORTON, K V 

MORTON, K V 

MORTON, K V 

MORTON. K, V 

9206070074* CONTRACT 
02060701 S3* CONTRACT 
8206000015* CONTRACT 

0206100423* CONTRACT 
8206110048* CONTRACT 

MOORE, R N 

HG0RE.9 N 

MOOS.D U 

M0RCD8, N 
MORELANDrP E 

0206060498 

0206100137 

0206230125 

6206100060 

8104160691* 

XPORTLIC 

30-389 D 

50-322 D 

NUREO 

FOIA 

HORTON, K V 

MORTON, K V 

MORTON, K V 

MORTON. K V 

MORTON, K V 

B2061 10078* CONTRACT 

B2061 50051* CONTRACT 
0206150050* CONTRACT 
9206180000* 50-201 P 

0206210052* CONTRACT 

MORELAND. P E 
MORELAND. P E 
MORGAN. C 

MORGAN. C. 

MORGAN, C 

8104290597* 

0206020568* 

0206010338 

0206010338 

8206010344* 

FOIA 

FOIA 

50-247 G 

50-247 0 

50-247 G 

MORTON, K V 

MORTON, K V 
MDRTONiK V 

MORTON, K V 

MORTON, K V 

8206230349* CONTRACT 
020624001 1* CONTRACT 

0206240104* CONTRACT 
8206250032* CONTRACT 

0206250043* CONTRACT 

MORGAN. C. 

MORGAN. C 

MORGAN. C 

MORGAN. C. 

MORGAN. C 

0206010344* 

0206010347* 

6206010347* 

0206040180 

G20604020B 

30-247 0 

30-247 0 

50-247 0 

50-247 0 

50-247 0 

MORTON, K V 

MORTON, K V 

MORTON, K V 

MORTON, K, V 
M0SCATI,A F 

8206250059* CONTRACT 

0206200014* CONTRACT 

02O629GO48* CONTRACT 

8206290665* CONTRACT 

020610043 5* CONTRACT 

MORGAN. C 

MORGAN. C 

MORGAN, C, 

MORGAN, C 

MORGAN. G 

8206040208 

B206040238 

0206040238 

8206070532 

8206070532 

30-247 0 

30-247 0 

50-247 G 

50-247 0 

50-247 0 

MOSELEY, N C 
MOSELEY, N C 

MDSES. 0 T, 

MOSS, J C 

MOSS, J C 

7911190277* FOIA 
0206290111 50-418 A 

8206070600 PRH 

020607069 1 PR 

0206160327 PR 

MORGAN, C 

MORGAN. C 

MORGAN, C. 

MORGAN, C 

MORGAN. C 

8206100106 

0206100106 

8206100110 

6206100110 

0206170130 

50-247 0 
50-247 G 
30-247 0 
50-247 0 
50-247 0 

MOSBHAN,R B 
MOTLEY, J B. 
MOWRY,W R 
MRQCZKA, E J 
MROCZKA, E J 

B206240020* CONTRACT 

8206160331 PR 

0206230309 XPORTLIC 

82060102.99 30-336 R 

0206010411 50-2+5 R 

MORGAN, C 

MORGAN. C 

MORGAN, C, 

MORGAN. C 

MORGAN. G. 

8206170157 

0206170157 

6206170260 

0206170268 

8206180296 

30-247 Q 
50-247 G 
50-247 0 
50-247 0 
50-247 0 

MROCZKA, E J 
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0 

PACEiP.L 

0206240057* 

50-350 

S 

PACE.P L. 

0206240150* 

50-335 

8 

PAOE.K. 

0206240007 

CONTRACT 


PACE. M. 

0206240107 

CONTRACT 


PA(JE, H 

6206240464 

CONTRACT 


PAQE.R 0. 

0206010624 

70-1113 


PACE, R, 0, 

0206030076* 

foia 


PAOE. R. C 

6206000106 

70-1359 


PAOE.H 0 

8206000193* 

70-1359 


PAOErR 0 

0206090254 

70-143 


PAOE.R 0 

0206100426 

70-143 


PAOE, R. 0 

0206110030 

70-135 


PAOE.R.0 

6206110031* 

70-135 


PAOE.R Q 

6206140320 

70-2375 


PAOE, B. Q 

0206200044 

40-2061 


PAOE.R Q 

0206200009 

70-27 


PAOErR. <J 

0206290009 

70-36 


PAOE.R.O 

0206290557 

40-0406 


PAOEiR 0. 

6206290666 

70-1334 


paoliarQi j. a 

0206220452* 

50-266 

0 

PA rue. LI 1 

0206150447* 

6206160280* 

50-309 

XPORTUIC 

8 


02050 50135* 

OEM TEC ] 

[8 


8206010126 

COMMISSION 


0206010132* 

COMMISSION 


0206010137* 

COMMISSION 


0206010139* 

COMMISSION 


6206010143* 

COMMISSION 


8206010148* 

COMMISSION 


0206010154 

COMMISSlOlf 


0206010165 

GOMMISSIGN 


onn<.n<oi£>g 

50-350 

U 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

pallaoino.m j 

8206010179 

COMMISSION 

PALLAOrWO.N J 

8206010183* 

COMMISSION 

PALLAOIKO.N J 

8206010108* 

COMMISSION 

PALLrtOIMO.W J 

BS060l0i93* 

COmUSBIOfi 

PALLADINO.N J 

8206010195* 

COMMISSION 

PALLAOINO. N J 

0206040357 

NUREO 

pallaoiwo.n j 

8206130052 

COMMISSION 

PALLADINO.N J 

8206130054 

COMMISSION 

PALLADINO.N J 

0206130058 

COMMISSION 

PALLADINO.N J 

0206300209 

NUREO 

PALMER, R A 

0206020061* 

50-316 5 

PALMER. R A 

ES06020300* 

50-316 8 

PALMER, R A 

8306020437* 

80-315 B 

PALMER. R A 

8306040342* 

50-316 S 

PALMERrR. A 

0306070541# 

50-315 8 

PALMER, R A 

0306070810* 

50-315 3 

PALMER, R A 

B5<}i070atBit 

50-313 S 

PALMER* R A 

0206070059* 

50-316 8 

PALMER*R A 

0206100007 

NUREO 

PALMER, R A 

8306100151* 

50-315 S 

PALMER. R A 

0306170226* 

50-316 S 

PALMER* R A 

B206I70317* 

50-315 S 

PALMER, R A 

33Q6 170323* 

50-315 6 

PALMER, R A 

0306240275* 

50-315 3 

PANTEUL, 8 E 

0206000113 

40-6659 

PAOUNQ. R 

0306220518* 

50-322 0 

PAQLINO, R J 

0206030110* 

50-245 0 

PAOLINO. R J 

6206070822* 

50-322 0 

PAOLINO, R J 

0206170126* 

50-247 Q 

PAOLINO. R J 

6206170340* 

50-443 0 

PAPAY.L T 

0206010602* 

50-361 Q 

PAPAV.L T 

0206100224* 

50-361 Q 

PAPAY.L T 

0206290414 

50-206 P 

PAPAV.L r 

8206290410* 

30-20t> P 

PAPAZOOLOU, I 

0206230240* 

FOIA 

PAPER lEULO, C 

0206220232* 

50-315 Q 

PAPEfilELLO.C J 

6206070605 

50-155 0 

PAPERIELLO. C J 

6206000303 

50-202 0 

FAPERiELLd, C J 

6206090033* 

50-237 F 

PAPERIELLO. C J 

6206150203 

50-554 Q 

PAPERIELLO, C J 

6206220324 

50-315 Q 

PAPERIELLO.C J. 

0206220274 

50-263 F 

PAPERIELLO* C J 

0206220452* 

50-266 0 

PAPERIELLO.C J 

0206200224 

40-2061 

PARtLLO, J. 

B2060t0300M 

50^336 R 

PARIS. 0 H 

0206150039* 

CONTRACT 

PARIS, 0 H 

6206060092 

50-247 0 

PARIS. 0 H 

0206090069 

50-142 0 

PARKER. J A 

0206200330* 

50-155 J 

PARKER, J P 

6206070310 

50-369 S 

PARKER. M E 

8206020535* 

50-155 Q 

PARKER, M E 

8206230563* 

50-237 0 

PARKER, P E 

8206070098 

PROJ 

PARKER. W 0 

8206010120 

50-207 8 

PARKER. W 0 

0206010172 

50-369 B 

PARKER, W 0. 

8206010223 

50-369 8 

PARKER* W a 

8206010675 

50-369 S 

PARKER* W 0. 

0206030041* 

50-269 F 

PARKER, W 0 

9206030302 

50-269 F 

PARKER, W 0 

0206030225 

50-269 P 

PARKER. W 0 

9206040207 

50-369 F 

PARKER, W D 

0206040324 

50-413 F 

PARKER* W 0 

82060^0349 

50-269 P 

PARKER* W 0 

8206070204* 

50-269 F 

PARKER, W 0 

8206070240 

50-413 A 

PARKER. W 0 

0206070230 

50-369 Q 

PARKER. Ws □ 

8206070333 

50-369 8 

PARKER, W,0. 

8206070477# 

50-413 0 

PARKER. W.O 

0206070585 

50-369 P 

PARKER, W 0 

8206070623 

50-269 Q 

PARKER, W D 

B2D6070721* 

50-269 Q 

PARKER, W 0 

8206070741 

50-413 Q 

PARKER, W, 0 

6200070744 

50-370 0 

PARKER, W 0 

8206070751 

50-367 0 

PARKER, W 0, 

0206070753 

50-413 0 

PARKER, U 0 

8206070790 

50-370 a 

PARKER. W 0 

0206070827* 

50-369 Q 

PARKER, H 0 

8206000103 

50-269 Q 

PARKER, W. 0 

0206000373 

50-369 P 

PARKER. W 0 

8206110240 

50-413 8 

PARKER. W 0 

0206110205 

50-269 P 

PARKER, W 0 

0206110298 

50-413 B 

PARKER, M 0 

0206140295 

50-270 a 

PARHEfiiii a 

6206i 50306 

50-413 r 

PARKER, W 0 

8206160377* 

50-369 F 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PARKER, W 0 

6206160464 

WASTE MOT 

PARKER, W □ 

B2061700S4 

50-369 

Q 

PARKER, W 0 

0206170171 

50-413 

K 

PARKER. W 0 

8206180081 

50-269 

Q 

PARKER. W 0 

0206180184 

50-269 

P 

PARKER, W 0 

6206210059 

50-369 

S 

PARKER. M □ 

6206210072 

30-269 

R 

PARKER. W 0 

0206210201 

50-369 

R 

PARKER, W 0 

6206210612 

50-413 

A 

PARKER. W D 

0206220306 

SO-270 

P 

PARKER, W 0 

6206220333 

50-369 

0 

PARKER. W 0 

0206220391 

50-369 

9 

PARKER, W 0 

0206220468 

30-413 

A 

PARKER. W 0 

0206230405 

50-413 

Q 

PARKER. W 0 

0206350101 

50-269 

0 

PARKER, g D 

9206250234 

OEM TEC 

[S 

PARKER. W 0 

8306300090* 

50-269 

F 

PARKER. W D 

0206300111 

50-207 

S 

PARKER. W □ 

0206300193 

30-413 

Q 

PARKER, g 0 

8206300201 

50-413 

9 

PARKER. W 0 

0206300240 

50-369 

3 

PARKER.g 0 

8206300247 

50-369 

8 

PARKER. W 0 

PARKS. P 0 

PARKYN.J D 

0206300355 

0206090132 

8206070600 

50-359 

NUREO 

PRH 

P 

PARR. Q D 

PARSONS. T W 
PARZIALE. A A 
PA8AT1EMP0. J E 

7906110330* 

7900300712* 

0206100031 

0206220604 

50-404 

FOIA 

NUREO 

40-0355 

A 

PASH08. T J 

PASOUA. M P 

8206220146* 

02062905 IB* 

50-254 

FOIA 

0 

PASTVA.H J 

0206010029* 

50-324 

S 

PA3TVA. M J 

0SO6O1O122* 

50-325 

S 

PASTVA. M J. 

8206010150* 

50-324 

s 

PASTVA.H J 

0206010160* 

50-325 

s 

PASTVAr M. J 

8206010201* 

50-324 

8 

PASTVA. K, 0 

0206010220* 

50-325 

B 

PASTVAr M J. 

0206010243* 

50-325 

S 

PASTVA.H J, 

8206010300* 

50-324 

S 

PASTVA. M d 

0206010331* 

50-324 

S 

PASTVA.H J 

0206010352* 

50-334 

3 

PASTVA, M d 

0206010362* 

50-325 

S 

PASTVA.H J 

8206010367* 

50-324 

S 

PASTVA. M d 

8206010402* 

50-324 

& 

PASTVAr M J. 

0206010425* 

50-324 

6 

PASTVA. H Jv 

8206010492* 

50-324 

8 

PASTVA.H d 

0206010502* 

50-325 

S 

PASTVA.H d 

8206010505* 

50-324 

0 

PASTVA, M d 

6206010612* 

50-324 

8 

PASTVA.H d 

0206010639# 

50-324 

S 

PASTVA. M J 

8206010651* 

60-325 

8 

PA9TVA. H J 

0206010657* 

50-324 

3 

PASTVA.H d 

0206010673* 

50-324 

0 

PASTVA, M d 

0206070070* 

50-325 

& 

PASTVAr H d. 

0206070164* 

50-324 

0 

PASTVA, H J 

0206070304* 

50-325 

S 

PASTVA. M J 

0206070396* 

50-325 

5 

PASTVAr H d 

8206210233* 

50-323 

S 

PASTVA. M J 

0206210449* 

30-324 

s 

PASTVA.H d 

0206210409* 

50-324 

B 

PASTVA.H J 

0206210530* 

50-324 

8 

PASTVA.H d 

0206210548* 

50-32.5 

Q 

PASTVA. H d 

02O62SO354* 

50-325 

e 

PASTVA. M. d 

0206220399* 

50-325 

8 

PASTVA.H d 

8206240 102* 

50-323 

8 

PABTVAi M. J 

0206240192* 

50-325 

9 

PASTVA. H d 
PATENAUDE, C J 

8206300109* 

0206100031 

50-325 

NUREO 

0 

PATON.g D 

PATRICK. D M 

PAUL, J M 

0206300040 

0206100024 

6206300162 

50-32? 

NUREO 

REOOD 

C 

PAUL.R. A 

0206110300# 

50-461 

0 

PAUL IAN, J.L 

0206210390# 

50-6 

R 

PAULK. 0 

8206220558# 

50-324 

<3 

PAULK, 0, L 

0206070554# 

50-259 

Q 

PAULSON, g 

8206030012 

50-206 

P 

PAULSON. W 

0206060270 

50-206 

P 

PAULSON. W 

8206910006 

50-206 

P 

PAULSON. W 

0206250176 

50-206 

P 

PAULSON. W 

8206300172 

50-206 

P 

PAULSON. W 

6206300262 

50-206 

P 

PAULSON. W. A 

8206080161 

50-206 

P 

PAULSON. M, A 

6206240132 

50-206 

P 

PAULSON, g A 
PAULU3, R C 

0206240193 

0206030130* 

50-206 

FOIA 

P 



PERSONAL AUTHOR INDEX 


AIJTHOR 

ACCEBSlOH 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

PAViSiO B 

PAViSiO Q 

PAViSrO S 

PAVIfirO S 

PECHpC c 

02O6*7OQ2Q« 

0206230126* 

0206200050* 

0206200244* 

0206200411* 

50-310 S 

50-310 0 

30-317 S 

50-310 8 

40-3392 

PiKUSi D H 

PILANT. J M 

PILANT. J M 

PILANT. J M 

PILANT. J M 

02O6I6D214 
020602 G297* 
02061 iOOB3 
0206110170 
0206160321 

30-247 

30-390 

90-298 

90-298 

50-398 

0 

a 

p 

p 

p 

POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD. A 

F206S40239 
e.20 6200066 
8206200066 
8506200066 
8206200066 

PECK»6 I 

PEEBLES. T 

PEEBLES. T A 

PEEBViW W 

PELIZ2A. « S 

8206100067 
8206070637* 
820607036 1 * 
8206070653* 
0206010054 

NUREO 

50-393 0 

50-348 0 

70-tl3l 

40-0786 

PILANT.^ M 

PILANT. J M 

PILANT, J M 

PILANT, J M 

PILANT, .J M 

B2061B0209 

0206210450 

0206210626 

0206220166* 

8206220323 

PR 

50-398 

30-398 

50-290 

50-290 

p 

p 

F 

P 

POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD. A 
POULK. R M 

POULK, R M 

8SO620OO66 

0206200135* 

8206200135* 

0206010203* 

0206010424* 

PELlZZAiM 8 
PELlROrP 

PER AN I C Hi M W 
PEHANiCMi h W 

PERCHi R 

0206220037 

8206230238* 

0206230065* 

0206200179* 

0206110344 

40-0706 

FOIA 

FOIA 

FOIA 

50-307 A 

PILANT, U M 

PILANT, ,7 M 

PILANT, M 

PITZ, P L 

PLAPP, D P 

0206230176 
8206200286 
8206S90479 
8206140302* 
82061 10387 

50-290 

50-290 

SO-290 

30-270 

XPORTLIC 

P 

P 

P 

Q 

POULK, R.M 

P0WER8, D A 

POWERS. E J 

PRATT, C,M 
PRESTEMON, D L 

8206110314* 

8206000208* 

8206020484* 

0206240183 

9206070510 

PERCH. R L 

PEfiCHiR L 

PERCH rP L 

PEREZ -OR IFFOi K 
PERKINS. K E 

8206110345 

0206240053 

8206250397 

0206230027 

0203040291* 

90-387 A 

90-307 A 
90-3B7 A 

NUREO 

50-293 F 

PLAPP, D. P 

PLAPP. D P 

PLATOi P 
PLEMIEWICZ.R 
PLillLi 0 

8206110380* 

8206110391* 

8206140243* 

0206140192* 

8206140390* 

XPORTLIC 

XPORTLIC 
at*tB Prog 

90-4S4 Q 

90-299 F 

PRICE. E R. 

PRICE. H L 

PRICE. H L 

PRICe. H L. 

PRICE. H. L 

8206030266* 

8206030166* 

0206030170* 

0206030261* 

0206070036* 

PERKINS, K E 
PERKINS, X E 
PERKiNSrR M 
PERLifirR 0 
PERLlSrR 0 

0203040296* 

8206150077* 

0206110364* 

0206070523 

8206170197 

90-277 F 
50-334 F 

WASTE MOT 

50-403 0 

90-322 T 

PLUHLEE, 0 L 
PLUMLEE. 0 L 
PLUNKETT. T F 
POCHAL.W F 
POCHAL.W F 

B206010452* 
8206080122* 
0206090109 
0206080492 
0206220 1B7 

30-267 

30-267 

PRM 

XPORTLIC 

XPORTLIC 

Q 

Q 

PRICE. M L. 
PRICHARD, R P 
PRICHARD, H P 
PRIMAK. W 
PRIBTAVE,D. M 

820607004.1* 

0206230270 

8206300071 

0206030075* 

0206290531* 

PERLMANi J 

PERLHANi J 

PERSON. 1. 8 
PETERBjP E 
PETERBEWiR J 

B2061 50054 
0206240479 
8206880686 
0206230215 
0206100059 

CONTRACT 

CPHTRACT 

WASTE MOT 

90-400 8 

NUREO 

PODWAL, B E 

PODWAL, D E 

POHUE. U A 

pohue.j a 

POlNOEXTErt. C K 

8206140120* 

8206140120* 

0206190165 

8206210099 

8206290106 

30-247 

30-247 

40-8200 

40-0200 

50-317 

T 

T 

P 

PULLANI.S V 
PULLAMI.S V 
PULLANI.S V 
PULLANI.S V 
PULSIPHER,^ C 

8206030256* 
8206070680* 
0206 1 702 1 9* 
0206220347* 
0206000290* 

PETEREOHi A C 

PETERBOMiC d 
PETERSOHi 0 
PETERBO^r M ft 
PETERBO^. M ft 

0206100351 

0206220414 

0206140022* 

0206250373 

8206250377 

RES 

PR 

90-2SS R 

XPORTLIC 

XPDRTLIC 

POINTER. T F 

POL I TO. J. 

POPEO. D. -J 

POPPE. L K 

POPPE, L K 

8206100217 

0206100090 

8206090024* 

8206160465 

0206250164 

RES 

NUREO 

FOIA 

WASTE MOT 

PR 

PURDY, vl. A 

GUERIO. R E 

OUtCK. D. R 

OUIOLEY. T W. 
OUIGLEY. T. W 

0206160336 
0206140136* 
0206220496* 
0206220176 
620628004 1 

PETRiCKiN A 
PEIRKKr N A. 
PETRONE, C 
PETRPNErC D 
PETRONErC 0. 

G206010103 
020611 0291 
8206030237* 
0206220564* 
8206290411* 

30-482 K 
50-402 E 
90-333 0 
90-317 0 
50-272 0 

PORTER, M. fl 

PORTER, M, n 

PORTER, W A 
POTAPOVS. U 
POTAPOVS. U 

0206010275* 

8206010967* 

82060706311 

0206060422 

0206020316 

30-296 

50-239 

50-120 

flA999 

flA979 

B 

6 

P 

QUINN, D. 
QUINNETTE.U. W 
QUIRK. J F. 

QUIRK. J F. 

RADLE. E 

6206140134* 

0206100317* 

6206160340 

6206210358 

0206140073 

PETTEHOILL.H J 

pettenoill.h. j 

PEmWOILL, H. J 
PETieWILL.H 3 
PETTENOILLiH j 

0206000023 

8206080027 

0206080033 

8206090296 

8206090257 

40-299 

40-6639 

40-0102 

40-299 

40-8102 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U. 
POTAPOVS. U 
POTAPOVS. U 

0206020490 

0206020494* 

8206020463* 

0206020464 

8206020481 

QA999 

QA999 

QA999 

QA979 

0A979 


RAHE,E P 

RAHE.E P 

RAHE.E P 

RAHE.E. P. 

RAHE, e, P 

8205270295 

0206030109 

0206070407 

8206080199 

0206110355 

PETieNOlLLrH J. 
PETTENOIl-LiH J 
PETTEHOILL.H. U. 
PETTEHOILL.H J 
PETTEHOILL.H 3 

020610021 1 
0206140379 
8206140376 
8206150147 
8206100399* 

40-8904 

40-1162 

40-3493 

40-6622 

40-6622 

POTAPOVS. U 
POTAPOVS. U. 
POTAPOVS. U 
POTAPOVS. V 
POTAPOVS. U 

0206020463* 

8206020492* 

8206020530 

0206080263 

0206080291 

0A999 

8A999 

0A999 

0A999 

0A999 


RAHE.E P 

RAHE.E P 

RAHE, E, P 

RAIDY, T 

RAJAH. J R H. 

8206160263 

6206180246 

82061^30064 

6206010369* 

6206060302* 

PETTEHOILL.H J 
PETTEHOILL.H J 

pettehoill. h. j 

PETTI JOKM. S, L 
PEVEAR.R C 

0206290031 
0206290040 
8206290063* 
BOOS 120232* 
0206070612 

40-299 

40-1162 

40-6622 

FOIA 

PRM 

POTAPOVS, U 
POTAPOVS, U, 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U, 

02O6OBO332 

8206100236 

0206100246* 

0206140009 

0206140040 

QA999 

0A999 

aA999 

QA999 

GA999 


RAJAH. J R M 
RAMAB. a L. 

RAMEY. J, r 

RAMEY- SMITH. A. 
RAMOS, a. L 

6206000305* 
82022504 IS* 
020607004 4* 
8206170146* 
8206020104 

PFEFpERLENiH C 
PFEFFERLENiH c 
PHILIPPACOPOULQ 
PHILIPPACOPOULO 
PHILlPPACaPOULO 

0206150335 

8206210617 

0206100065 

0206170046 

0206240054 

TOPREP 

TOPREP 

NUREO 

NUREO 

NUREO 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

8206140062 

0206140067 

8206140082 

0206130286 

0206210613 

QA999 

04999 

0A999 

aA999 

OA999 


RAM08. 0 L 
rAMPYj l. w 

RAMSEY. R W 
RAMSEY. R W. 
RAND.O, 

6206150033* 
0101200002* 
0206220027 
0206220136 
0206 07064 4 

PHILIPP AC OPOULD 
PHiLIPBr iZ D 
PHILUlPrO A. 
PMiLLlPiO A 
PICKARD. P 8 

0206250019 

8206200306* 

8206070252* 

0206070704* 

0206250033 

NUREO 

FOIA 

50-374 A 

90-461 0 

NUREO 

POTAPOVS, U 
POTAPOVS, U. 
POTAPOVS, U. 
POTAPOVS. U 
POTTER. R. M 

0206290236 

8206280495 

8206200533 

0206280995 

0206030060* 

QA99? 

QA999 

0A999 

QA99? 

FOIA 


RANDAI Li 0. 
RANDAZZArJ D, 
RANOAZIAi J. 0 
RANDAZZAiJ d, 
RANOANATHtS 

0206100195 

0206070354 

0206080265 

0206150215* 

0206100108 

PICKETT. B. 

pxehl.r.h 

PlEHt.ft H 

PlEHt.R «■ 
PIEHL.R.H 

0206 100241* 
8205260012* 
0206100147* 
0206100258* 
0206100264* 

30-317 0 
90-316 8 
30-319 8 
90-319 8 
90-319 8 

POTTEHFIELO 
POTTERFIELD 
POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELO. A 

02061 10064* 

0206110064* 

0206010272 

0206010272 

0206010390 

50-247 

50-247 

50-247 

30-247 

50-247 

0 

0 

0 

0 

RASKIHj D Q 
RASKIH. D. D 
rathdun.d « 
RAUSCH. T J 
RAUSCH, T J 

0206300221 

0206300221 

B20S270051* 

0206020342 

0206020359 

PIEHLrR-H. 

PgEHL.R H 
PlEHL.fl.K 

PIEHL.R K 

PIERCE. F W. 

8206240100* 

8206240267* 

8206240339* 

8206290521* 

8206210508 

30-313 6 
50-315 8 
50-316 S 
30-315 8 
50-247 0 

POTTERFIELD. A. 
POTTERFIELD. A. 
POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD. A 

8206010405* 
0206010405* 
8206040073 
0206040 J 23 
0206040123 

50-247 

50-247 

30-247 

30-247 

30-247 

0 

0 

0 

0 

0 

RAUaCH. T. J. 
RAUSCH. T J. 
RAUSCH. T J 
RAUSCH, r. J 
RAUSCH. T. J. 

0206 02037 4 
0206020441 
6206040122 
0206070326 
0206070407 

PIETRZAK.R F, 
PIOOTT.D R. 
PIOOTT.O.R 
PEOOTT.t ft, 
PieoTT.D ft 

0206100089 

0206040042 

8206040042 

0206040042 

8206100114 

NUREO 

50-361 G 
90-361 0 
50-361 0 
50-361 0 

POTTERFIELD, A 
POTTERFIELD. A 
POTTERFIELD. A 
POTTERFIELD, A 
POTTERFIELD, A 

02060901 
02060901 32 
0206110034 
0206110054 
0206110054 

30-247 

50-247 

50-247 

30-247 

30-247 

0 

0 

0 

0 

0 

RAUSCH. T J 
RAUSCH. T J 
RAUSCH. T J, 
RAUSCH. T J 
RAUSCH. T. J, 

0206060253 

0206140099 

8206150292* 

0206170335 

0206160197 

PIOOTT. D. R 
PIOOTTiD.ft 
PlOOTTiD.ft. 

PIKU3. D,H, 

PIKUB. D.N 

0206100114 

8206100201 

8206100281 

8206010307 

8206040142 

50-361 0 
90-361 0 
50-361 0 
90-247 0 
90-247 0 

POTTERFIELD. A 
POTTERFIELD, A, 
POTTERFIELD. A, 
POTTERFIELD. A 
POTTERFIELD. A 

8206110054 
0206110054 
02061 00320 
8206180320 
0206240239 

50-247 

50-247 

30-247 

50-247 

30-247 

0 

G 

0 

0 

0 

RAUSCH. T. J 
RAUSCH. T* J. 
RAUSCH. T. 

RAUSCH. T. J. 
RAW80N. R J 

0206220136 

8206240425 

0206250255 

0206260083 

0206040206 


E 
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50-247 

50-247 
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50-247 
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SO-247 
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PR 

PR 
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50-373 

50-387 
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90-322 
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30-454 

REOOD 

30-494 

50-438 

40-8743 

40-8743 

50-247 

50-320 

TOPREP 

TOPREP 

SO-247 

TQPREP 

TC1PR6P 

P« 

T0PR6P 

T0PR6P 

PR 

TOPREP 

TOPREP 

50-206 

50-4S4 

50-494 

30-277 

PR 

90-461 

NUREO 

FOIA 
FOIA 
WASTE MO 
WASTE MQ 
PR 

REOOD 

60-309 

50-30^ 

50-30* 

90-32i 

50-46^ 

50-46< 

90-32: 

90-23. 

30-24* 

90-29* 
50-23. 
90-23 . 
90-23. 
90-23. 

90-10 

90-23. 

30-29* 

30-10 

30-23' 

60-29*^ 

60-237 

50-237 

50-237 

50-10 
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RAWBONiR J. 

02O6D4O297 

50-259 

0 

REOUA. Q 

8204110027 

50-241 

P 

ROBINSON. D 

82O429G310* 

50-373 

Q 

RAUSQNiR J 

0204080262 

50-454 

0 

RESNIKOFF.W 

8206230030 

NUREO 


ROBINSON. D L 

8204220543* 

90-237 

0 

RAWSON. R J 

8204090094 

90-322 

Q 

RESNIKOFF.H 

0206230033* 

NUREO 


ROBINSON. J J 

020409012? 

NUflEG 


HAWSQN,R J 

6204160064 

50-322 

Q 

REVELEY. W T 

8204S80141 

50-322 

G 

RDDINSON. J J 

8204240036 

NUflEO 


RAY. H B 

8204010360 

90-204 

R 

REVELEY, W T 

820*2801*1 

50-322 

Q 

ROBINSON, a 

020407040 7 

PRM 


RAYjH b 

6204010373 

50-341 

S 

REYES. L 

aao4ioo2?o 

50-331 

8 

ROBISON. W 

0204250276 

PR 


RAVrH D 

8206010377* 

30-341 

5 

REYES, L 

8204150174 

90-344 

8 

ROCHINO. A, P 

820425023 1 

50-209 

P 

RAY. H B 

6206010480 

50-204 

a 

REYES, L A 

0204020458* 

50-373 

0 

ROCHINO. A P 

6204250231 

50-289 

p 

RAY. H 0 

B206010545 

50-206 

s 

REYES. L A 

8204100208* 

50-282 

0 

ROD 

8204280127* 

SO- 289 

T 

RAY. H B 

6204010545 

90-806 

s 

REYNOLDS, J R 

9204030184 

50-275 

0 

RODRIGUES. R J 

8206220006 

50-312 

P 

RAY.H B 

92060 10574* 

90-206 

s 

REYNOLDS, J R 

8204030184 

50-279 

0 

RODRIQUEZ. R J 

8204150279 

50-312 

R 

RAY. H 0 

6204010402 

50-361 

R 

REYNOLDS. J R. 

0204040053 

90-275 

0 

ROEDER.J R 

0204030250* 

FOIA 


RAYi H B 

8204020411 

50-341 

9 

REYNOLDS. J R 

8204040053 

50-279 

0 

ROOAN. R E 

82041B0344* 

S0-3B9 

G 

RAY. H B 

8206070053 

50-204 

S 

REYNOLDS. J R 

8204040222 

50-279 

P 

ROGERS. H R 

9206010121* 

90-32? 

6 

RAY. H B 

B2060700S7* 

50-204 

S 

REYNOLDS. J R 

8204040222 

50-275 

P 

ROGERS, H R 

02040101 30* 

50-320 

8 

RAY.H B 

020407031 3 

50-341 

5 

REYNOLDS. J R 

8204140054 

50-275 

0 

ROGERS, H R 

0204010439* 

50-320 

B 

RAY.H 0 

B204070325* 

50-341 

3 

REYNOLDS. R 

8204140054 

50-275 

0 

ROGERS. H fi 

6204010474* 

50-327 

B 

flAY^H B 

8204070B48 

50-204 

S 

REYNOLDS, N, S 

8204040010 

50-445 

0 

ROGERS. H R 

0204010525* 

50-320 

S 

RAY.H B 

8204070058* 

50-204 

8 

REYNOLDS. N. S 

0204040010 

50-445 

0 

ROGERS. H R 

0204010532* 

SO-323 

5 

RAY.H B 

8204090030 

50-341 

8 

REYNOLDS. N S 

8204070414 

PR 


ROGERS, H R 

8304010579* 

50-327 

S 

RAY. H B 

0204090035* 

80-34 1 

S 

REYNOLDS, N S 

6204090001 

FOIA 


ROGERS. H R 

8204010592* 

30-327 

S 

RAY.H B 

0804090103 

50-204 

9 

REYNOLDS, N S 

8204140024 

50-445 

0 

ROGERS, H R 

0204010604* 

50-328 

s 

RAY.H B 

0204090100* 

50-204 

8 

REYNOLDS, N, S 

6204140024 

50-445 

0 

ROGERS. H R 

8204010649* 

30-327 

s 

RAY.H B 

8804090111 

50-304 

9 

REYNOLDS. N 8 

B204170190 

30-449 

0 

ROGERS. K R 

9204070168* 

50-327 

s 

RAY. H B 

8204100078 

50-204 

9 

REYNOLDS, N 9 

0206170190 

90-445 

0 

ROGERS. H R 

9206110203* 

50-326 

B 

RAY.H B 

6204100844 

50-341 

5 

REYNOLDS, N S 

8206100190 

go-449 

Q 

ROGERS. H R 

B20421D464* 

50-327 

0 

RAY.H B, 

8804100249* 

50-3*1 

6 

REYNOLDS. N 3 

8204180190 

90-445 

0 

ROGERS, P 

8204070143* 

S0-3iD 

s 

RAY.H B 

0204810144 

50-341 

9 

REYNOLDS. N S 

02O410O199* 

50-445 

0 

ROGERS. P 

9204100119* 

so-3&a 

5 

RAY. H a. 

8204210146* 

50-3*1 

9 

REVNDLOSrN S 

0204260052 

50-445 

0 

ROGERS. P 

6204110201* 

90-340 

S 

RAY. H B 

6204210834 

90-341 

6 

REYN0LD6.<N S 

8204280052 

90-445 

0 

ROGERS. P 

0206150179* 

30-340 

s 

RAY. H B. 

8206210303 

50-341 

8 

REYNOLDS. N 6 

620*300213 

90-449 

6 

ROGERS, R F 

B204020046* 

90-321 

F 

RAY. H 8 

8206210340 

50-341 

8 

REYNOLDS. N 8 

6204300213 

50-449 

0 

ROGERS, R F 

0204070457* 

90-321 

0 

RAY. H B 

8204210347 

50-341 

B 

REYNOLDS. N B, 

8206300237 

90-445 

0 

ROGERS, 8 C 

0204100094 

NUREO 


RAY , H B. 

8204210631 

90-204 

8 

REYNOLDS.N 8 

6206300237 

90-445 

0 

ROGERS, W 

8204150174 

50-344 

s 

RAY. H B- 

6204210437 

50-34JI 

S 

REYNOLDS. N 8 

820*300239 

90-445 

Q 

ROGERS. W. H 

8204020031* 

50-321 

F 

RAYHOND.TJ. J. 

6204220434* 

50-271 

Q 

REYNOLDS.N S 

820*300239 

50-445 

0 

ROGERS. W H 

B2040201B7* 

SO-321 

F 

RAYNOR. J M 

8304170088* 

90-318 

S 

REYNOLDS.N 8. 

620*300249 

50-449 

0 

ROGERS. W H 

0204070214* 

SO -344 

G 

R£AD. D F, 

0206040097 

50-400 

0 

REYNOLDS.N 8 

8204300349 

90-449 

0 

ROGERS. W H. 

0204080401* 

50-321 

F 

READ.D F 

8204170283 

90-400 

0 

REYNOLDS.N 8 

6204300257 

50-449 

0 

ROGERS. W K 

0204110162* 

50-321 

s 

READ.D F 

6804240409 

50-400 

0 

REYNOLDS.N 8 

6204300257 

50-445 

0 

ROGGE. J 

8204300 1 07 

SO-424 

B 

READ.M J. 

6204010510 

50-322 

A 

REYNOLDS.N B, 

B20 4300244 

50-445 

0 

ROGGE, J F 

8204040207 

SO-42S 

B 

REAOAN. « 

8204090231* 

FOIA 


REYNOLDS.N 8 

0204300244 

90-449 

0 

RQOIN, E R 

8204210435 

SO-341 

0 

REAVES. T, E 

6206060237 

50-414 

A 

REYNOLDS.N 8 

0206300274 

50-449 

0 

ROHDE. J 8 

8206100179* 

50-304 

s 

REAVra, J A 

0206210077* 

50-249 

R 

REYNOLDS.N 8 

0204300274 

SO-445 

0 

ROHN. H H 

0206010050* 

90-247 

H 

REAVISi J. A. 

8204210204* 

90-349 

R 

REYNOLDS, S. D 

0206100193* 

90-317 

0 

RQHRERi D 

0204100109* 

50-205 

0 

REBELLO. J 

6204290591* 

CONTRACT 


RHOADS. 0 0. 

0204070567* 

90-307 

0 

ROHRER. D. 

02O41OO2A1* 

9Q-3I7 

Q 

REBELLO. J E. 

B206070212* 

CONTRACT 


RHODE. 0 K, 

6204060334 

50-410 

A 

RQ16MAN, A 

8204000433* 

CONTRACT 


REBELLO. J E 

6206070219* 

CONTRACT 


RHODE. 0. K. 

6204060394 

90-410 

8 

ROLF.W F 

0204100207 

50-537 

A 

REBELLO. J. E 

82060S0433* 

CONTRACT 


RHODE, ^ K 

8204060407 

50-410 

8 

ROMAN, T N 

0204140075* 

50-220 

R 

REBELLO. J E 

B206290007* 

CONTRACT 


RICB.W M 

8204230013 

oo-Aiya 

S 

ROMANO, F R 

0204230210 

90-392 

C 

REDHOND. R. F. 

6204070212* 

CONTRACT 


RICH.B L 

6204140241* 

8t«^t Prog 

ROMINE. N D 

8204010524* 

90-350 

s 

REED. C 

6205130491* 

CONTRACT 


RICHARDS. a< L 

B204040174* 

70-27 


RDMINE.W D. 

8204070178* 

90-326 

9 

REED. C 

8204140118* 

90-484 

0 

RICHARDS. 8 

02O42SO51B* 

90-322 

a 

ROMINE. W 0 

8204240313# 

90-327 

9 

REED.J 0. 

6204170194 

90-483 

0 

RICHARDS, J 

8204040349 

REOOD 


ROOD. H. 

B109040572* 

90-3&J 

A 

REED.J 0. 

6204210579 

90-463 

0 

RICHARDSON, J M 

B204290040 

NUREO 


ROOD. K 

B2040B0OD 1 

50-341 

P 

REED. J. 0. 

8204240197 

90-4B5 

0 

RICHARDSON. 8 

8204280417* 

FOIA 


ROOD. H. 

B2040B0173 

90-341 

P 

REEDrJ 0. 

B204240250 

50-483 

0 

RICHARDSON. 8 

8204260438* 

FOIA 


RDOT.L D, 

6204020387 

90-33J 

H 

REED. 8, A 

6206070171 

REGGD 


RICHARDSON, 9 

8204200449* 

FOIA 


ROOT. L D 

8204020393 

90-331 

P 

REEDY, R. F, 

6204030104 

90-279 

R 

RICHARDSON. 8. D 

8204280214* 

FOIA 


RDOTiL D 

82060701 1 2 

50-331 

P 

REEDY. R.F 

6204180192 

90-275 

R 

RICHARDSON, 8 D 

6206260319* 

FOIA 


ROOT.L D. 

B204070776* 

50-331 

F 

REEVES. E A, 

6204170274* 

TOPREP 


RICKS. D.U 

8204010991* 

90-259 

B 

ROOT. L. D 

8204100245* 

90-331 

3 

REHFELDT. H. R. 

6204190394 

50-201 

P 

RIDENOUR, M, E. 

8206230305* 

CONTRACT 


ROOT. L 0, 

8204150122 

90-331 

F 

REHMiT A 

0209030579* 

FOIA 


RIDOWAV.D A* 

8204280055 

90-244 

0 

ROOT. L, D 

82041 503 09 

90-331 

P 

REHH. T. A. 

0204070190 

COMMISSION 

R IDO NAY. D A. 

8204260153 

50-244 

0 

ROOT.L D 

0206210377 

50-331 

P 

REHH. T. A 

6204140114 

COMniBSION 

RIDOUAVtD A, 

6206280153 

50-246 

0 

ROOT, L D 

8204210442 

90-331 

P 

REI+Mr T. A 

6204830118 

COMtilSSION 

R IDOWAY. D. A. 

02O42BO497 

90-320 

0 

RDOTiL D 

8204220235 

50-331 

P 

REHM, T. A 

6206290920 

COMMISBION 

RIDOWAY.D, A. 

B3O620O497 

50-320 

0 

ROOT, L D, 

8204240204 

30-331 

F 

REICH. H 

6204100049 

NUREO 


RlDOWAYiD A- 

820420052 1 

50-382 

T 

ROOT. L D 

8204260 1 63 

S0-33L 

P 

REICH. «. 

61704170044 

NUREO 


RIOOWAY. D, A 

8206200521 

50-382 

T 

RQOTiL E 

8206240102* 

CONTRACT 


RE I CH. li 

6204890015 

NUREO 


RIOOUT. E r. 

8206220130 

71-454 


ROOT.R W 

6204150144 

50-440 

S 

RE I TER, L. 

8204040217* 

90-lSS 

0 

RILEY. T L 

8204020487* 

90-441 

E 

ROSA.F 

8104030499* 

50-299 

P 

REITER, L 

6204040220* 

50-1 sg 

0 

RINO.M A 

6204100135* 

50-494 

Q 

ROSA/ F. 

8104100137 

FOIA 


REKITO. H. A 

8204070488* 

90-219 

0 

RlTSHER.vr A 

B204300254 

50-29 

J 

ROSA. F. 

81 12030225* 

50-312 

0 

REKITOr U. A* 

8204220244* 

50-334 

a 

R I VEND ARK. 0 

8204040414* 

50-322 

T 

ROSA.F 

8112290078* 

50-313 

p 

REKITO, » A. 

6204280347* 

90-307 

a 

RIZZO . J 

02O4UOO12 

NUREO 


ROSA. F 

8204090165* 

FOIA 


REMICK.F J, 

81 10190280* 

90-327 

p 

RIZZO. P 0, 

9206200244* 

50-310 

0 

ROSA, F 

8205130530* 

FOIA 


remshaw, R. P. 

8204010307 

90-247 

0 

RIZZD. P.O 

0204200377* 

50-317 

0 

ROSA. F 

8204230220* 

FOlA 


REM8HAM. R P. 

B204840149 

90-247 

0 

ROBBERS, J A. 

0204140350 

REOOD 


ROSA/F 

8204280140# 

SD-3JS 

p 

RENARD. P A 

9204100031 

NUREO 


ROBERTS, H. M 

0204020319* 

QA999 


ROSA, F 

8204200154* 

FOIA 


renoam. K. 

0204290298 

REOOD 


R0BERD8.H N 

8204140091* 

QA999 


ROSA. F 

820428021 4* 

90-312 

0 

REPKA. D A. 

8204040294 

90-322 

T 

ROBERDS.M J, 

0204210099* 

50-313 

Q 

R08AN0. D 

B204170061 

90-306 

f 

repka, d, a 

8204090199 

90-322 

Q 

SOBER DS.M, J. 

8204210320* 

50-490 

3 

ROSENBLAT. R L 

6206140120* 

90-247 

T 

REPKA, D. A* 

9204090157# 

90-328 

Q 

RObERTSiN B. 

0204300227 

50-341 

0 

ROSENTHAL. C, 

6204070569 

FRN 


repka. D. A- 

9204140127 

90-382 

Q 

ROBERTSON. C Q. 

020430' 200 

REOOD 


ROSENTHAL. J 

8S0ii09OSl 4 

foja 


REPKA, D. A 

9204300043 

90-322 

Q 

ROBERTSON. J 

02062 ;40i* 

CONTRACT 


RDSSrD F 

SI 030602 5 6* 

FOIA 
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fiOSS^D F 

02a62G009S« 

FOIA 


RQS5«0 

eS0610003l 

NUREG 


ROSS^K C 

8206150274# 

50-440 

A 

R0S5«U U 

8206110150 

50-272 

P 

ftOSS.W J 

8206160067 

50-273 

P 

ROSSiW J 

B20625Q4Q3 

50-272 

P 

R05S«I4 -J 

8206290979 

50-261 

P 

ROESIiC £ 

0011030055# 

FOIA 


ROSSI <C E 

0101270404# 

FOIA 


ROSSI. C E 

0102180246# 

FOIA 


ROSSI. C E 

8103230922* 

50-302 

P 

ROSSI .C E 

8112030231# 

30-313 

Q 

ROSSI. C E 

0112290081* 

50-312 

0 

ROSSI. C E 

0206040420* 

50-322 

T 

ROSSI, C E 

0206200147* 

50-289 

P 

ROSSIrC E 

0SO620O1DB* 

FOIA 


ROSSI. C. E 
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SIEBER.J D 

0206040337 

50-334 

P 

SMITH, J L 

0206220603 

XPORTUIC 


SIEB£R,J D 

0206160313* 

50-334 

F 

SMITH, J.L 

0206100190 

50-249 

P 

SIEBER.J D. 

8206170054 

50-334 

P 

SMITH, J L 

0206170194 

50-245 

F 

8IEFKEN.D L 

8206140372 

27-39 


SMITH, J L 

0206210115 

50-245 

P 

SIEOELi B. 

8206020246* 

50-298 

P 

SMITH, J L 

0206210527 

50-245 

F 

81E0EL. B 

6206150420 

90-277 

P 

SMITH, J L 

G206300210 

90-245 

P 

31E0EL.B L 

8206010022 

90-29B 

P 

SMITH, J. L 

0S 06300305 

90-249 

P 

SieOEL.B L 

8206020237 

90-298 

P 

SMITH, K R 

8206300319 

50-245 

P 

BILSEROiJ E 

8206070327 

PRM 


SMITH, K R 

G 206230 149 

50-322 

0 

SlLBEROrJ G 

8206070600 

PRM 


SMITH, M A 

8206040276 

50-245 

P 

SILBERD.J E 

8206160326 

PRM 


SMITH, M J 

0206170090 

50-245 

P 

SILOEROi J E 

6206160364 

PRM 


SMITH. P. A 

0306300028 

50-245 

F 

SlLDEROfJ E 

8206290251 

50-307 

0 

SMITH, P A 

8206230233 

70-020 


SILBEROiJ E 

8206290251 

90-397 

9 

SMITH, P A 

8203290133 

40-2061 


SILBER0,J E 

8206290251 

50-387 

0 

SMITH, P. A 

0206040449 

40-2061 


SILVER, D 

8206230132* 

FOIA 


SMITH,? A 

0206010527 

50-373 

P 

SILVER. D 

8206230150* 

FOIA 


SMITH, P, A 

620629027 i« 

70-2015 


SILVERMAN. U 

82060/0043* 

PR 


SMITH, P A, 

0206090249 

70-33 


SILVERMAN, L 

8206070069* 

PR 


SMITH,? A 

02O6O1O64B 

XPORTLIC 


SILVIS, R H 

820608000? 

CONTRACT 


SMITH. P A 

8205170285 

50-447 


SILVI8. R M 

8206 150055 

CONTRACT 


SMITH, P. A 

8209170293* 

50-447 

K 

SILVlfliR M 

8206240007 

CONTRACT 


SMITH, P A 

S205260206 

50-447 

K 

SIMONS, 0 8 

8206100417* 

CONTRACT 


SMITH, R, 0 

0206020532 

90-447 

K 

3IMP80N*J M 

8206280463 

50-482 

9 

SritTHffi D 

8206020536* 

90-447 

K 

SIMPSON* <J M 

8206280463 

90-402 

9 

SMITH. R D 

0206070676 

PRM 


SIMPSON* L 

8206080349 

90-133 

H 

SMITH, R G 

0206090120 

NUREO 


SINCLAIR, vl «« 

8206070267 

50-271 

R 

SMITH,? 9 

6206210521 

50-447 

A 

SINCLAIR, J B 

8206150105 

90-271 

P 

SMITH, R. 0 

0205270619* 

50-255 

P 

SINCLAIR, J. B 

8206180075 

50-271 

P 

SMITH/? L. 

8206140044 

ACRB 


SINCLAIR, J 8. 

8206210601 

50-271 

P 

SMITH, R,L 

6206140045 

ACRB 


SINCLAIR, J. a 

8206220520* 

90-271 

F 

SMITH, T. 

6206140166 

50-329 

0 

SINCLAIR, J. g 

0206240323 

50-271 

P 

SMITH, T. M 

6206160292 

NUHEO 


SINCLAIR, J B 

8206250087 

50-271 

P 

SMITH. T W 

8206220090* 

SO-470 

A 

SINCLAIR, J B 

0206280204 

50-271 

P 

SMITH, W 0 

8206140132* 

90-454 

0 

SINCLAIR, M 

8206290530 

FOIA 


SMITH, W 0 

S206230076 

SO- 546 

H 

SINCLAIR. M P 

8206240226 

30-329 

0 

SMITH, W 0 

82060204 1 0 

50-547 

8 

SINCLAIR, M, P 

8206240243 

30-329 

0 

SMITH, W 9 

8206070699 

PflH 


sinkin*l a. 

0206040266 

90-490 

0 

SMITH, W. 0. 

0206070814* 

50-946 

Q 

S1NKIN. L> A 

0206040271* 

90-498 

9 

SMITH, W © 

8206070821* 

50-546 

Q 

8IRM0N, J M 

8206210078 

90-922 

D 

SMITH, W 0, 

0206170293 

50-546 

S 

QISKIND.B, 

9206030077* 

FOIA 


SMITH, W. 0 

8206250243 

NUREO 


SISKIND, B 

8206140270 

RE8 


SMITH, W 9, 

820625031 5 

HUREfl 


SKATEOi M L, 

8206170285 

90-373 

8 

SMITH. W 0. 

8206010500 

50-275 

8 

SKELTON, R F 

8206170149* 

50-461 

T 

SMITH, W, ©, 

8206210154 

50-275 

S 

SKINNER, P H 

8206220226* 

30-269 

0 

SMITH. W’ o’ 


ACCESSION 

NUMRER 

62060tD232» 

0206070637* 

8007070060* 

0206230093* 

0206280498* 

8206230116 

0206040014 

0206230332 

8206220349# 

8206170206* 

8206000239 

6206100231 

0206010397 

8206070337 

8206080209 

0206100192 
0206100234 
02061 3021 1 
0206210481 
0206220157 

02O62SO 1 7 7 
8206220379 
8206220448 
0206230311 
8206240370 

820624 03B9 
8206290063 
0206290493 
8206030290 
0206080212* 

0206090216* 

0206100392 

0206240247 

8206040500 

e2O6O7O2O0« 

0206070214* 

0206010454 

8206010734 

8206020331 

8206030147 

0206070566 
0206080201 
0206000299 
82O6O0O37S 
02061901 93* 

0206220117 

8206200379 

0206240064 

0206290397 

0206220305 

8206220232* 

8506110096 

8506110105* 

8506150096* 

8506150064* 

8506160348 

0206160351* 

8206540009* 

0206540110* 

Q20654046?* 

0506240491 « 

0206290916* 

0506100201 

BS06t5047i 

8206300350 

8103310070# 

8104060375# 

8506500291# 

8506020305 

0SO629OOO7* 

8206160445 

8206100107* 

0506150264 

8205200259 

0206010359 

0206010400 

8206020094 

0206020296 

©206020435 

©206040339 

9206070534 

8206070005 

920607DS53 

8206000002 

0SO61OO141 


SUBJECT 

CATE40BT 


50-ai9 fl 
50-395 0 

FOTA 
roiA 
FOIA 

50-353 5 

90'937 4 

PR 

50-302 0 

50-322 T 

50-329 E 
30-2B6 a 
50-307 fl 
50-29 ft 
50-245 Q 

50-244 Q 
90-317 fl 
50-309 ft 
50-333 Q 
50-247 F 

50-334 F 
50-29 F 
3Q-206 fl 
30-271 r 
50-945 <1 

50-219 ft 
50-245 0 

90-213 0 

SO-277 0 

90-333 Q 

50-333 fl 
50-244 p 
50-209 0 

40-6622 
50-269 F 

50-269 F 
50-325 a 
70-2004 
90-325 A 
90-322 A 

90-322 A 
90-323 A 
50-322 A 
50-322 I 
90-322 1 

90-322 J 

90-3^2 I 
FQIA 
FOIA 
90-922 

90-319 
COH 10407 
CONTRACT 
CWIRACT 
CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTfl-ACT 

CONTflAll 

C0NTRAC7 
FOM 
40-2061 
WASTE N 
27-40 

FOIA 

rwA 

FOIA 

90-271 

CONTfiAC 

40-0511 

SO-213 

90-204 

SC-316 

50-316 

90-319 
9C-3f< 
50-3 IT 
90-3 1 ^ 
90-31^ 

90-3 r 
90-31 
90-31 
90-31 
30-31 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

number 

CATGOORY 

SMITH. W 0 

8206100155 

50-316 

6 

SMITH. 0 

8206100250 

50^315 

S 

SMITH. W 0 

8206100283 

50-316 

6 

SMITH. W <3 

8206150198 

50-316 

S 

SMITH. W 0 

8206170222 

50-316 

S 

SMITH.U 0 

8206170282 

50-315 

8 

SMITH. W 0 

8206210145 

50-315 

S 

SMITH. W 0 

0206220508 

50-315 

0 

SMITH. W 0 

8206240183 

30-315 

S 

SMITH. M 0 

8206240262 

50-315 

S 

SMITH. W 0 

8206240333 

50-316 

S 

SMITH. U 0 

8206240345 

30-316 

5 

SMITH. W Q 

8206290053 

30-316 

8 

SMITH. W 0 

0206290421 

50-315 

5 

SMITH. W 0 

0206290513 

50-313 

S 

SMITH. W J 

0206170312 

50-315 

S 

SMOKER. C S 

8206170307* 

50-303 

8 

SMYTH. C H 

0206180007* 

50-209 

R 

SrVIEZEK. J H 

8104060390* 

roiA 


SNOW.S A 

8206010370 

50-244 

0 

SMOM. B A 

0206010696 

50-244 

R 

SMYDER. B J 

0206210031 

50-320 

P 

SWDER.H U 

8206150324 

40-0504 


SODEH- R 

0206210357* 

50-263 

S 

SOHfHKl.S 

8206040142 

50-247 

0 

SOUBERQtE U 

0206230243 

40-2061 


SOLLENDERiJER. D 

0206150147 

40-6622 


SOLLENBER^iER, D 

0206100399* 

40-6622 


SOLLEHBER<}ER, 0 

0206290063* 

40-6622 


50LLEV. S M 

0206010234# 

50-296 

S 

SOLLEVi S U 

8206110296* 

SO-259 

8 

SPLLEV. S W 

0206240346* 

50-296 

S 

soo.p 

8206100034 

NUREO 


SOB, P 

8206140277 

RES 


A 

8206010226* 

FOIA 


&DQHfi. A L 

0206200047 

70-258 


SORRELL. E C 

0206000477* 

50-321 

F 

SORRELLiE C 

0206140363* 

50-321 

F 

SOUTARiC F 

8206220413 

30-247 

R 

SOUTAR. C F 

8206250225 

50-247 

P 

SQMBY.F D 

0206250059* 

CONTRACT 


SPEAKER.!) M 

0206100063 

NUREO 


SPECTER. H 

0206010307 

50-247 

0 

SPECTOR. S. « 

6206010422* 

30-244 

0 

SPEI9, T P. 

82021 7040S* 

50-269 

P 

SPEIS.T P 

8203050213* 

50-313 

P 

SPEI9, T P. 

8204270131* 

50-346 

P 

6PEIS. T P. 

8205040027* 

30-302 

P 

SPEIS, T P. 

8206040420* 

50-323 

T 

BPEia. T P, 

8206280254* 

roiA 


SPELL. W H 

0206070718 

PRM 


SPELL. H H 

8206090124 

PR 


SPELL. ^ H 

0206250164 

PR 


SPELHANi H %I 

0206290052 

40-2061 


SPELKAW.H J 

8206290059 

40-2061 


SPELHAH. H J 

0206290064 

40-2061 


S PELHAM. H J. 

0206290068 

40-2061 


SPENCER. 0 S 

02031 1048 1* 

30-344 

F 

SPENCER. 0 8 

8206040171 

50-206 

0 

SPENCERrO 3 

8206200218 

50-142 

0 

SPENCER. H C 

9206070233 

50-404 

Q 

SPENCER. H C 

0206070545 

50-404 

Q 

SPENCER. W C 

0206160332 

REOOD 


SPES8ARD. L. 

0206150037* 

50-346 

6 

SPESSARD. R. 

0206250161 

50-461 

S 

BPE88AR0. R. 

8206250280 

50-373 

8 

spessaro. R. 

0206290356 

50-461 

8 

8PE8SARD. R.L 

0206020443 

50-373 

Q 

SPESSARO. R. L 

8206020451* 

50-373 

Q 

spessaro. r. l 

8206020533 

50-313 

<k 

SP£88AftD.H L 

0206040114 

50-461 

0 

spessard.r l 

0206070340 

50-454 

Q 

SPESSARDr R, L 

0206070342* 

50-454 

0 

SPESSARD.R L 

0206070781 

50-10 

Q 

SPESSARD.R L 

0206070783* 

50-10 

Q 

aPESSAftD, R. L 

8206070004 

50-546 

0 

SPES8ARD. R L 

8206080419 

SO-253 

0 

BPE88AftD. R. L 

8206070078* 

FOIA 


SPESSARD.R L 

0206170342 

50-155 

0 

SPES8APD. R L 

0206210356 

50-346 

0 

SPESSARD.R L 

8206220550 

50-237 

Q 

8PESSARD.R L 

8206220555* 

50-237 

0 

8FEBSARD.R. L 

8206240314 

30-373 

0 

SPESSARD.R L 

8206250210 

50-293 

Q 

SPITZ HERD, D. B. 

8206210610 

40-020 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

SPITZBERO. D fl 
SREMrAUBKlrD J 
STADMICR. 0 

0206210635 

0206150236 

0206290169* 

40-7372 

I*«E 

50-336 

8 

STADNIOK. S 

0206110135* 

50-336 

S 

STAHLE. C 

0206230000 

50-327 

P 

GTAHIRIB. B 

0206100331 

SO-329 

0 

STAHIRlSi e 

0206240398 

50-329 

0 

QTAMPLEY. W L, 

0206090040 

50-416 

A 

STAMPLEY. N L 

9206250216 

50-416 

P 

STAMCAVAOE. F P 

STANFORD, R E L 

0206230103* 

0206140336 

TOPREP 

WASTE MOT 

STANSBERRY. W 

0206220499* 

50-416 

0 

STANSBERRY. M ^ 

0206040147* 

30-395 

0 

STAPLETON. B U 

02O620OS77* 

50-373 

0 

STARK. R- rt 

0206070147 

50-537 

A 

STARK. R. M 

0206110351 

50-537 

F 

STARK. R- H 

0206140248 

50-537 

A 

STARK. R, M, 

02061402^2 

SO- 337 

A 

STARK, n. M 

0206160002 

80-537 

A 

STARK. R M 

0206100440 

50-537 

A 

STARK. R M 

9206230364 

50-537 

A 

STARKEY, R B 

9206010100 

50-261 

8 

STARKEY. F B 

0206010630 

50-261 

e 

STARKEY, R B 

8206000204 

50-261 

R 

STARKEY, R D 

9206150329 

30-261 

P 

STARKEY, R B 

0206220532* 

30-261 

Q 

STARKEY, R. B 

0206240077 

30-261 

a 

STARKEY, R L 

0206000298* 

30-460 

A 

8TAR08TECKI. R 

0201200153 

50-334 

0 

8TAROSTECKI. R- 

0206030153 

30-352 

0 

BTAROSTECKliR 

0206030160 

50-352 

0 

STAROSTECKr. R 

0206030211 

50-307 

Q 

STAROSTECKf, R 

0206030219 

30-220 

0 

STAROSTECKr. R 

0206030223* 

50-220 

0 

STAROSTECKr. R, 

0206030233 

50-219 

a 

8TARD8TECK1 . R 

8206030236 

50-220 

Q 

STAROSTECKr. R 

0206030251 

30-387 

0 

STAROSTECKr. R 

0206030270 

50-352 

0 

STAROSTECKr. R 

0206040177 

30-410 

0 

STAROSTECKr. R. 

0206040181* 

30-410 

Q 

STAROQTECKl.R 

0206040263 

50-244 

Q 

STAROSTECKr. R 

8206040317 

30-352 

Q 

STAROSTECKr. ft 

020604032 1 

50-354 

0 

STAROSTECKr. R 

0206040323* 

50-354 

Q 

STAROSTECKr. ft 

02O6O4O3S6 

50-272 

0 

8TAR0STECK1. R. 

0206040360* 

50-272 

Q 

aTAROSTECKl.R 

0206040372 

50-247 

0 

STAROSTECKI.R. 

0206070393 

50-443 

Q 

STAROSTECKr. R 

0206070550 

50-387 

Q 

STAROSTECKr. R 

0206080153 

50-293 

8 

8TAR08TECK1.R. 

0206100051 

50-293 

6 

STAROSTECKr, R. 

0206100145 

50-352 

Q 

BTAROSTECKI.R. 

0206100154 

50-352 

Q 

BTAnOSTECKr.R, 

0206100150 

30-277 

0 

STAROaTECKl.R 

0206100161* 

50-277 

Q 

aTAROSTECKl.R. 

0206100100 

30-213 

Q 

STAROSTECKI.R 

0206100195 

50-443 

Q 

STAROSTECKr. R 

0206190113 

50-412 

a 

STAROSTECKr.R 

8206180162 

50-354 

0 

STAROSTECKr. R 

0206150164 

50-352 

0 

8TARDBTECKI. R. 

0206150206 

50-320 

0 

aTAROBTECKr.R 

0206150232 

50-277 

Q 

8TARQBTECKI.R 

9206170259 

50-317 

0 

STAROSTECKr. R 

9206170270* 

50-317 

0 

STAROSTECKI.R 

02O617O32S 

50-443 

0 

STAROSTECKI.R 

8206170332* 

50-443 

0 

STAROSTECKI.R. 

0206210002 

50-334 

0 

aTAROSTECKl.R. 

0206210190 

50-293 

0 

STAROSTECKI.R. 

8206210607 

50-293 

8 

STAROSTECKI.R 

8206220141 

50-247 

Q 

STAROSTECKI. R 

8206220151 

50-293 

0 

STAROSTECKI.R 

8206220260 

50-020 

Q 

STAROSTECKI.R. 

8206320316 

50-271 

0 

eTAROSTECKl. R 

0206220324 

50-322 

Q 

STAROSTECKI.R 

8206220376 

30-219 

Q 

STARQBTECKliR. 

8206220422 

50-271 

0 

STAROSTECKI.R. 

0206220469 

50-423 

Q 

STAROSTECKI . R 

8206220473* 

50-423 

Q 

STAROSTECKI, R 

8206220507 

50-322 

Q 

BTAROaTECKl.R, 

8206220312* 

50-322 

0 

STAROSTECKI.R 

8206220526 

50-209 

Q 

STAROSTECKI.R. 

8206240204 

50-354 

Q 

STAROSTECKI.R 

8206250240 

50-206 

Q 

STAROSTECKI.R 

0206290230 

50-220 

Q 

STAROSTECKI.R 

8206290305 

50-219 

Q 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

STAROSTECKI, R 

S2062 90396 

50-410 

STAROSTECKI.R 

8206290402 

50-272 

STAROSTECKI, R 

8206290406*- 

50-272 

STAROSTECKI, R 

6206290425 

50-334 

STAROSTECKI, (t 

8206290450 

50-333 

STAROSTECKI,!? 

8206290462* 

50-333 

STAROSTECKI.R 

G2062904DI 

50-423 

START. 0 E 

6206100036 

NtiflEG 

STA3ZE6KY, F M 

0206240274 

50-293 

STEARNS, fl 0. 

8206100046 

NUflEO 

STEELE. R L 

0206060249 

50-344 

STEELE. T A 

0206230061* 

50-409 

STEFANO, J 

0206230342 

50-440 

STELLO.V 

0103090099* 

FDIA 

STELLO. V 

0103090104* 

FOIA 

0TELLO, V. 

8109230783* 

FOIA 

STELLO, V, 

0206010406 

REVIEW OP 

STELLOi V- 

8206020343* 

FOIA 

STELLO. V. 

8206020496* 

FOIA 

STELLO, V 

6206080364 

review op 

STELLO. V 

8206250265 

REVIEW OH 

9TGMPEK.D K 

0206100076 

30-329 

STEPHENSON. C. -J 

8206080140* 

50-289 

stepmemsow. c. j. 

8206000395* 

50-289 

STEPHENSON. C. U 

8206210141* 

50-209 

STEPTOE. P. P 

8206210568 

50-329 

STEP TOE. P P 

8206210583 

50-329 

STEPTOe.P. P 

8206210563 

SO-329 

STERNBEftO. 0 H 

0206010668 

50-361 

STERNBERG. 0 H 

G206020305 

50-275 

sternbero.d H 

0206020396 

90-375 

STERNBERG. 0. H 

S206020553 

50-113 

STERNBERG. 0 H 

8206020559 

90-528 

STERNBERG. 0 H 

8206060197 

90-206 

STERNBERG. 0 H 

B2O6Q6O301 

90-344 

STERNBERG, D. M. 

020 60803 B7» 

50-344 

STERNBERG, O H 

6206190342 

50-312 

STERNBERG, 0. H. 

02061 50270 

50-928 

STERNBERG, D M. 

0206150325 

90-312 

STERNBERG, D N. 

8206150326* 

90-312 

STERNBERG, 0 H 

6206150363 

90-344 

STERNBERG, D. K 

G206LB0216 

90-361 

STERNBERG, D H 

8206280135 

90-344 

9TERNBER0,1> M 

8206220362 

90-344 

STERNBERG, D. M. 

8206220366 

90-520 

STERNBERG, "D. M. 

620626030B 

50-344 

STERNBERG, D. H 

82O620O37A 

90-206 

STERNBERG, D. H 

0206260408 

90-312 

STERNBEROrD H. 

0206280916 

90-312 

STETKA. T. 
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50-320 
90-399 

Q 

P 

B 

P 

0 

UHRIGrR E. 

UHRIGrR E 

UHRIGrR E, 

ULLRICH, W T 
ULLRICH, M, T. 

0206300291 

0206300293 

9206300296 

0206030103 

0206000376 

02O625OO3S 

8206170290# 

8206110006 

8206200060 

0206030235# 

90-400 

90-317 

NUREO 

90-219 

50-219 

0 

(k 

B 

0 

UPUlGHtrC M 
UPRiGHTrC M. 
UPRIGHT, N 

URfi ANIK. T 

UTLEY* e E 

8206220226# 

0206220439# 

0206220311* 

0206090188# 

8206090026# 

0206040325# 

0206040371# 

0206220192# 

0206240213# 

0206290397# 

90-394 

90-272 

90-219 

90-394 

90-219 

0 

Q 

Q 

0 

Q 

UTLEVrE E 

UTLEY, e e 

VAN BRUNT, C E 

VAN BRUNT, E,E 

VAN BRUNT* e E 

02061 4O0B0 
0206140106 
0206010921 
0206040246 
8206080330 

0206290411# 

0206090090# 

8206300313 

0206030270# 

0206020312 

90-272 

90-339 

r&E 

50-334 

90-220 

0 

F 

0 

I 

VAN BRUNT* E E. 

VAN BRUNT* E. E 

VAN BRUNT, E E. 

VAN BRUNT, E E 

VAN BRUNT, e.e. 

020600041 1 
8206150139 
0206180100 
0206150104 
8206190277 

0206020312 

0206020322 

0206020322 

0206200979# 

020616032? 

90-220 X 
90-220 I 
90-220 1 
CONTRACT 

PR 

VAN BRUNT. E F 

VAN BRUNT* E,E, 

VAN BRUNT. C E 

VAN BRUNT* E E 

VAN BRUNT, E E 

0206170133 

0206100004 

0206160136 

0206100160 

8206100305 

0206240236 

0202120310# 

0202120321# 

8206040920# 

8206040930# 

90-209 

90-420 

90-420 

90-465 

50-465 

0 

P 

P 

P 

P 

VAN BRUNT* E E 

VAN BRUNT* E E 

VAN BRUNT, E E 

VAN BRUNT. E E 

VAN BRUNTrE E 

8206210124 

0206210482 

8206210634 

02O625Q140 

0206290186 

0206230320 

0206100040 

0206140343# 

8201200165 

0201200169 

NUREO 

NUREG 

50-293 

90-389 

90-389 

H 

M 

M 

VAN BRUNT, E.C 

VAN BRUNT. E E. 
VAN BRUNT, E E 

VAN BRUNT. E E 

VAN BRUNT. E E. 

8206290189 

82Q629Q191 

8206290200 

0206250221 

0206290261 

8206020279# 

8206020201# 

0206020334# 

0206020336# 

8206020473# 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


VAN BER HOVEN 

VAN DOORNrP.K 

VAN VLXET.U.A 

VAN WINKLE, W 
VANOENBERG* D 

0206220029 

8206070480# 

8206150040 

0206100043 

0206140021 

6206020402# 

6206010293 

0206040233 

0206160009 

0206170144 

FQIA 

90-362 

70-2909 

50-488 

90-400 

0 

0 

Q 

VANDENBERG. 0. 
VANOENALLEi 0 
VANOEWAtLEi P. J 
VANDEMAUE. 0 U. 
VANDEWALLE.O 

0206140022# 
02061 10077 
0206020397# 
0206040310 
8206070253 

8206110019 

6206030127# 

6206100138 

8007300327# 

6205090196# 

NUREO 

90-244 

50-170 

FOIA 

OEN TEC 

P 

F 

18 

VANBEWALLE, D. J 
VANBEWAtLE. D. J 
VANOEMAUE, P J 
VANDEWALLE.O V 
VANOEWAT.LE. D. U 

02O6OBO240 

0206180164 

0206210326 

8206280400 

8206290121 


INDEX 


gUOJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

BUBUECT 

CATEODRY 

50-272 

V 

VANDEWALLE* D J 

0206290235 

50-253 


30-272 

H 

VANDEWALLE* U J 

02O629O3S6 

50-255 


REQ 


vandewalle, d j 

0206290403 

50-255 


90-339 

P 

VANDEWALLE* D J 

S206 290496 

SO-155 


30-335 

P 

VARELA, A A 

Q2060401B7# 

90-410 


90-290 

P 

VARELA* A A 

0206100149# 

50-352 

<3 

90-290 

P 

VARELA, A A 

0206170340# 

SO-443 

0 

90-389 

5 

VARELA. A A 

020624021 3# 

50-354 

c 

90-399 

6 

VARGA* 5 

S206 100023 

90-200 

G 

50-335 

P 

VAltOA*0 A 

0206010048 

50-247 

li 

90-250 

P 

VARGA* 0 A 

8206010079 

50-261 

P 

50-339 

P 

VARGA* 0 A 

0206020036 

50-200 

P 

50-250 

a 

VARGA, 0. A 

0206030294 

50-295 

P 

50-250 

p 

VARGA, a A 

0206040064 

30-250 

P 

50-290 

0 

VARGA, a A 

0206070137 

30-247 

P 

50-339 

p 

VARGA, 0. A 

0206080091 

50-286 

P 

50- 309 

K 

VARGA, a. A 

0206000097 

30-247 

P 

50-309 

0 

VARGA, 0 A 

02O6OSO1O3 

50-295 

P 

PR 


VARGA, 0 A 

0206000444 

50-286 

P 

50-309 

0 

VAROArO A 

02G6 110154# 

90-272 

P 

50-339 

P 

VARGA, 0 A 

0206110157# 

90-278 

P 

90-230 

P 

VARGA, a A 

0206160055# 

50-291 

P 

50-250 

n 

VARGA* 0 A 

0206160402# 

90-305 

P 

50-335 

p 

VARGA* 0 A. 

0206170394 

SO-275 

P 

50-230 

p 

VARGA, 3 A 

02O6IBOO35# 

50-200 

0 

50-250 

F 

VAROA, Q. A 

0206250072 

50-290 

P 

WAOTE HOT 

VARGA, 0 A 

0206200610# 

50-200 

P 

90-389 

A 

VARGA, 0 A 

0206200626# 

50-200 

P 

50-389 

S 

VARGA, 0 A 

02O62BO601# 

50-334 

P 

50-309 

A 

VARGA, 0 A 

0206280690# 

go-334 

P 

50-280 

P 

VAROA* 0 A 

8206290582# 

S 0-261 

P 

90-290 

0 

VAROA* 0. A 

0206300161 

50-247 

P 

50-2SO 

P 

VARNADO, 0, ff 

e206aa0v3i9* 

FOIA 

6 

90-230 

P 

VARNER, D M 

0206170337# 

50-331 

90-309 

A 

VARNER, L 0 

0206150064# 

CONTRACT 


90-309 

8 

VAS0ALLOiD » 

8206010055# 

50-299 

P 

90-309 

B 

VA BEALL 0, D B 

8206010063# 

30-259 

P 

90-309 

S 

VASaALLO* 0 D 

02O6OGOO53 

50-324 

Q 

90-277 

8 

VASaALLO* D. B, 

6206020245# 

50-290 

P 

90-270 

8 

VAS0ALLO*D B 

6206020247# 

50-290 

P 

90-269 

0 

VASBALLO* D. 0 

6206020266 

50-333 

P 

90-400 

a 

VASBALLO, D fi 

6206020269 

SO -298 

P 

50-335 

a 

VAS0ALLO. D. B 

6206030140 

50-261 

P 

90-247 

T 

VA08ALLO.D B 

6206040061 

50-290 

F 

FOIA 


VA80ALLOiD B 

8206040065# 

50-239 

P 

90-324 

P 

VA89ALLP, D B 

B20604006B# 

30-859 

P 

90-261 

P 

VA8SALLP, D. B 

6206070151 

50-234 

P 

90-520 

A 

VAG0ALLP. D. fi 

02O6OSO14O 

50-290 

P 

30-520 

A 

VA80ALLO* D. B 

6206080156 

50-331 

P 

90-520 

8 

VA80ALLP* 5 B. 

6206000397 

30-263 

P 

50-520 

B 

VA8BALL0.D B 

0206080453 

50-293 

P 

90-520 

8 

VA00ALLO* D 0 

0206100360 

50-293 

P 

50-520 

A 

VAS8ALL0*D B. 

0206100437 

50-263 

P 

90-520 

8 

VAB8ALL0* 0 B. 

0206100440# 

50-263 

P 

90-920 

E 

VASSALLO.O 0. 

6206100444# 

50-263 

P 

50-920 

A 

VA8BALL0* D D 

6206140237 

50-290 

P 

90-920 

A 

VAS8ALL0* 0 D 

S206140321 

50-10 

F 

50-520 

8 

VAS8ALL0f 0 0> 

6206140330 

50-290 

P 

50-530 

8 

VA08AULP.fi fi 

6206150046 

30-324 

P 

90-520 

8 

VAaSALLO* fi, 8 

8206160027 

50-271 

F 

50-820 

A 

VAS 8 ALL 0 ) B. B 

0206180323 

90-331 

P 

50-920 

A 

VABSALLd. B. B. 

6206100335* 

90-331 

P 

50-520 

8 

VA 8 SALLO 1 D a 

0206 100337# 

50-331 

P 

90-920 

S 

VA 8 BALL 0 * D. B 

020610033? 

50-290 

F 

90-920 

8 

VA88ALL0* fi B 

8206100343 

90-290 

P 

50-920 

8 

VAS8ALL0* fi. B. 

S206S1D025# 

S 0-254 

P 

90-920 

8 

VAS8ALL0* D. 0 

0206210030 

90-220 

P 

90-920 

8 

VAB8ALL0, fi. B 

0206210033# 

50-220 

P 

50-920 

8 

VA98AUL0, fi B. 

8206210035# 

50-220 

P 

50-820 

8 

VAeSALLOi fi B 

8206210044# 

50-331 

P 

NUREO 


VA88ALL0* D. B. 

8206210094# 

S 0-331 

P 

50-413 

Q 

VA88ALL0* 0. B 

B2062S0006 

90-263 

P 

90-324 

F 

VABSALLOr D. B 

8206220024 

90-263 

P 

NUREO 


VASSALLO* fi. 0. 

6306220622 

50-324 

F 

50-295 

R 

VASSAULOi D B 

8206230272 

90-259 

P 

50-255 

R 

VASSALLO* D. B 

B3062302SO 

60-293 

P 

80-255 

P 

VASSALLO* fir fi 

0306250122 

90-220 

F 

50-299 

Q 

VASSALLO* D. fl. 

02062 90036# 

90-293 

P 

50-155 

Q 

VASSAULOi D. B> 

0206290036# 

50-293 

P 

50-255 

P 

VAS 8 ALLO 1 D B. 

8206290526 

90-331 

P 

50-159 

P 

VASSALLO* D B. 

0206290535# 

90-331 

P 

50-199 

P 

VASSALLO* fi B 

6306290541# 

90-331 

P 

90-155 

P 

VASSALLO t D. B 

6206290624 

90-331 

0 

50-155 

P 

VASSALLO, fi. B. 

6206300380 

90-331 

P 

90-255 

P 

VASSALLO. fi B< 

6206300304# 

50-331 

P 



B12 PERSONAL 



ACCEB91QN 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

<J'A88ALLD«D B 

8S06aooaeai» 

90-331 

P 

WANO. y K 

VAWHANiC H 

S306330S30 

71-9091 


WANOLEft, H E 

VAUOHAN. J H 

a306l604B7» 

71-9874 


MAPATOrB T 

VENKATrC K 

020610052^ 

XPDRTurc 


WARD. B 

VENKATiC. K 

82061 002 &£ 

XPORTLIC 


WARD, E C 

VEKKATrC K 

0206 1002 57» 

xportlic 


WARDiK D 

VENKATACHALAH 

8206 1002 32«» 

XPORTLIC 


WARD,K D. 

VENKATACHALAM 

0206 100 2601^ 

XPORTLIC 


WARD.K D 

VEBSELYi J E 

83061003 42 

50-230 

F 

WARD, T 

VETEREiL A 

0206170065 

SO-247 

0 

WARE, A 

VETEREiL A 

8206170 341 

50-247 

0 

WAREKBQVRO, D 

VETERE, L, A. 

0206180211 

50-247 

0 

WAREMOOURO. D 

VETEREtL A. 

a2061Ba221« 

SO-247 

0 

WAREHBOURO,0 

V£tE«E,L a 

0206240347 

50-247 

T 

WAREHBDURO, D 

uilladqnioa. J 

a20604a525<» 

90-420 

P 

warehbduro, D 

VlLLABONlOAi J 

0206040929# 

go-465 

P 

MAnEMBDURO, D 

VILLAFANA, T 

0206090121 

REOGD 


WAREHBp URO, D 

V1LLF0RTH,J C 

6206070913 

PRH 


warembouro, d 

VtLLFQRTHiJ C. 

0206230113 

90-443 

D 

warembouro, D, 

ViLLFORTHrJ C 

0206250173 

90-522 

0 

WAREMBOURO, D 

VIHCENTiM R 

020621047 4 

PR 


WAREMBOURO, D 

VINCENT, N R 

0206210403# 

PR 


WAREMBOURO, D 

VINCENT, M R 

0206210499# 

PR 


WAREHBaURO, D W 

VlNCENTrM R 

a2062l{)5l0# 

PR 


WAREMBOURO. D W 

VINCENT, N R 

B2D6210517# 

PR 


WAREMOQURO, 0 W 

VINCENT, H R 

02O62SO271 

PR 


WAREMBOURO, D W 

VINCENT, N R 

G2D6250279* 

PR 


WAREMBOURO. D W 

VINCENT, N. R 

6206250201# 

PR 


WAREMBOURO, 0 W 

VINCENT, N.R 

02O629<^29S# 

PR 


WAREMBOURO. D W. 

VINCENT, N.R 

8206250301# 

PR 


WAREMBOURO, 0 W 

VINCENT^R A 

0SO6O7O347 

90-1S9 

P 

WARWICK, ft F. 

VINCENT. R, A 

8S0607067S 

90-199 

P 

WAftNlCK.R F 

VINCENT^R, A 

6806070601 

80-155 

P 

WARWICK, ft F. 

ViNCENTf R, A 

8806080306 

30-159 

P 

WATERGt J ft 

VINCENT. R A. 

0806140019 

90-199 

P 

WATKINB.K A 

VINCENT. R A. 

8806140017 

90-19^ 

P 

watkikb.m. 

VINCENT. R. A. 

8806190207 

90-199 

P 

WATKINS, 8. B 

VINCENT. «. A 

8806190336 

90-159 

P 

WATT. V. 

VINCENT, R. A 

8806170299 

30-159 

P 

WEAVER, L M. 

VISSINO, 0. 8, 

0806290373 

90-269 

P 

WEAVER, L W. 

viaoiNOrO, B. 

8206300060 

OEN TEC 

18 

weaver, L U 

vira,D J. 

6806040190# 

90-219 

P 

WEAVER, L W. 

VOOLGR, 0 H 

8206040211 

PROJ 


WEEKS, E, D 

VOIOT, H. H 

8206040240 

90-341 

Q 

WE08T, W F 

VOLLEN, ft. J 

6206090144 

50-367 

Q 

WEINFUftTER.E. 

V0LLEN,R J 

8206090149# 

50-367 

0 

WEIBE. B 

VOLLEN, R J. 

6206090150# 

50-367 

0 

WEISE, 0. 

VOLL^fEAl R H. 

0111030647# 

FOIA 


WEISS, A J. 

VOLLNERrR H 

5206230214# 

FOIA 


WElSa, A. J 

V0UM£R,fi H 

6206200207# 

FOIA 


WEISS, A. <J. 

VOLNER, C J 

6206000364 

TOPREP 


WE18S, D. 

VORDERBRUEQOEN 

8206020507# 

50-528 

0 

WEISS, D. 

V0R8E, J Y 

8206220067# 

30-400 

Q 

WEtSSrE.R 

HADOELL. B. U 

8206040353# 

50-461 

F 

WEISS. E. ft. 

NAoe, J 

8206130014 

FOIA 


WEISS. E.ft 

WAONER. A 0 

B2O6O7O056# 

90-416 

<k 

WEISS, E ft. 

WACNER.A 0. 

8206220424# 

90-416 

0 

WEISS, E.ft, 

NAQNER. H C 

8206040274 

50-289 

Q 

WEISS, E R 

MAONERi « E 

5206140034 

90-289 

0 

WEISS, E. R 

WA0NER.P,C 

6206070129 

80-269 

Q 

WE108. E. ft. 

WAQNER. P, C. 

8206340495 

90-269 

P 

WE1B8,E. ft. 

HAONERrP.C. 

6206390362 

90-269 

P 

WEISBi E. R 

NACNER,N. V 

8206020496# 

90-206 

Q 

WE18S,E.R. 

WAONER, N V. 

6206000300# 

90-362 

Q 

WEI80rE R. 

NAONEft, N U 

6206220326# 

50-344 

0 

WEISB, E.R. 

NAHLI0,B 0. 

B2D6070600 

PRrt 


WEI88,E. R. 

NAITE, J.A 

6206020363# 

27-40 


WEISS, E.R. 

WALSRlDOEi U.C. 

82061 9035 1 

50-312 

Cl 

WEiaa.E.R 

WAUBR1DQE,W C. 

8206170105# 

90-31S 

0 

WEiaa, E.R. 

NAL6RrOOE,N. C 

6206100107 

50-312 

p 

WElSSrE R 

NALBR!D0E,IJ.C, 

8206300007# 

90-312 

F 

WE 186, E.R. 

UALKER. U. U. 

6206100050 

NUREO 


WEISS.E R. 

(<ALR£K, R 

8206070704# 

50-461 

0 

WEISS, E. R. 

(MLKER, R 

8206290161 

90-461 

8 

WEISS, E. ft. 

WALKER, R. 

6206290200 

50-373 

0 

WEISS, E R, 

WALKER, R 

8206290356 

90-461 

a 

MEISS.E.R. 

WALKER, R.D. 

B20602049G# 

90-373 

Q 

WEISS, E.R 

WALKER, R D. 

8206070799# 

90-10 

a 

WEISS, E. R. 

WALLACE, L. E 

8206040290 

90-259 

Q 

WEISB, E R. 

WALTON, 0. A. 

8206170S06# 

90-322 

T 

WEISS, E. ft, 

WANO, H. 

6206080260# 

90-329 

E 

WEISS, E. R. 

WANC, J. 

8206220129# 

90-299 

a 

WElBS, E.ft. 

WAN9, J. 

8206220360# 

90-304 

0 

WEISS, E. R, 

WANO, P. C 

6206100069 

NUREO 


WE108,E.R, 

WANO, P, C 

6206170046 

NUREO 


WEISS, £.11, 


I! 

il' 


AUTHOR INDEX 


ACCESSION 

SUBJECT 


ACCESSION 

susjEcr 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

8206140398 

RES 


WEISS, E R 

0206160121 

50-247 

G 

0206170168# 

30-461 

T 

WEISS, E ft 

S206240209 

90-537 

G 

0806010303 

30-522 

D 

WEISS, E R 

S2Q6240209 

90-537 

0 

0206220112 

40-8771 


WEISS, £ R 

0206340209 

50-937 

0 

B206020177# 

30-263 

F 

WEISS, E R 

8206240315# 

90-937 

G 

8206020039# 

30-346 

Q 

WEISS, E R 

B20634021S# 

SO- 937 

0 

0206100197# 

30-494 

Q 

WEISS, E R 

8206240315# 

50-937 

0 

0206240291# 

S0-34i 

0 

WEISS, E R 

6206290536 

FOIA 


0206070300# 

50-400 

C 

WEISS, £ R 

8206300224 

50-537 

0 

8206030015# 

CONTRACT 

WEIB8, E R 

8206300224 

50-S37 

0 

8206010999 

50-267 

B 

WEIBS.E R 

G2D63D0224 

50-537 

0 

9206110050 

50-267 

8 

WEISS. £ W, 

6206280129# 

FOIA 


02061 50339 

50-267 

R 

WEISS, E. W 

S2062S04S1# 

FOIA 


0206 1 703 J 6 

50-267 

R 

WEISB. £ W, 

6206200401# 

FOIA 


0206180002 

90-267 

8 

WEISS. E W 

6206860535# 

FQIA 


0206220204 

50-267 

8 

WELLS, D A 

6206040141 

50-34! 

9 

0206220294 

50-267 

S 

WELLS, D A 

8206040277 

50-341 

3 

0206230024 

50-267 

P 

WELLS, D A 

B2D6040428 

50-341 

8 

0206230142 

50-867 

8 

WELLS, D A 

8206150259 

90-34 1 

8 

0206230206# 

50-267 

F 

WELLS. D. A 

8206150333 

50-341 

3 

0206230232 

50-267 

8 

WELLS, D A 

0206170302 

90-34 1 

S 

0206250279 

50-267 

8 

WELLS, 0. A 

8206220543 

90-341 

8 

0206070276 

50-267 

P 

WELLS, M E 

8206100064 

NUREO 


0206000222 

50-267 

F 

WELLS, R A 

8206000247 

90-329 

D 

0206140400# 

50-867 

F 

WELLS, R A 

OSO6OBO205 

90-329 

D 

8206170333# 

30-267 

F 

WELLS, R A 

8206090112 

PBH 


0206210231 

50-867 

P 

WELLS, R. A. 

0206240142 

90-329 

A 

8206210355 

50-867 

P 

WELSH, E J 

8206300301# 

50-937 

A 

0206230126 

50-867 

P 

WENDERLICH, R L 

0206000406# 

50-317 

8 

0206290373# 

50-267 

F 

WENDERLICHrR L 

0206220194* 

90-317 

9 

8206070235# 

50-373 

A 

WENDERLICH, R L 

G2062B0377# 

50-317 

S 

0206070242# 

90-373 

A 

WENDT, K. M 

0206070379 

PR 


8206070704* 

50-461 

Q 

WENNER, T. J. 

0206020376# 

50-341 

A 

0206290219# 

50-295 

Q 

WENBLAW8KI, F 

8206020460# 

90-312 

Q 

0206190010 

FOIA 


WEN8LAW8KI,F A 

0206000194# 

50-397 

Q 

B206240475 

FOIA 


WENSLAWSKl.F A 

8206080289# 

90-344 

0 

6206000130 

50-289 

P 

WENSLAWSKl.F A 

8206000416* 

90-S24 

0 

8206200106# 

FOIA 


WENSLAWSKI, F A. 

8206220223# 

90-361 

0 

0206010266# 

50-334 

R 

WENSLAW8KI,F A 

8206200222# 

90-142 

4 

0206010271# 

30-334 

R 

WENSLAWSKI, F A 

62O620O2S0* 

30-142 

Q 

8206010274# 

30-334 

R 

WENIINOER.E C 

8109080323# 

FDIA 


0206150132# 

30-334 

ft 

MESCDTT.H M 

0206070704# 

80-461 

G 

0206010298 

30-133 

R 

WESLEY, D A 

8112020991# 

90-237 

G 

0206290487 

30-142 

P 

WEST, A. E 

0206230194 

50-32? 

'9 

0206170199# 

50-234 

R 

WEST, A £ 

0206230194 

90-32? 

9 

0206220489# 

30-261 

0 

WEST, J. 8 

0206040173# 

90-596 

9 

S206220551# 

50-261 

0 

WEST, P. J. 

0206230307# 

CONTRACT 


8206090216 

NUREO 


WESTBROOKr K. 

8206210040 

40 'S7fi6 


8206100060 

NUREO 


WESTBROOK, K, B. 

8206090260 

40-3768 


6206100089 

NUREO 


WESTBROOK, K. B 

0206100194 

40-3706 


8206160493 

40-8300 


webterman, T 

0206140053# 

90-449 

G 

6206160494# 

40-0300 


HEaTERMAN, T. F 

0206010492# 

90-367 

Q 

8206030044 

FOIA 


WEOTERMAN.T f 

0206020477 

90-B67 

8 

8206040226 

30-269 

0 

WEBTERMAN, T F 

02060001 U« 

30-449 

0 

0206040226 

30-289 

0 

WEBTERMAN, T F 

0206000122# 

50-267 

a 

8206080099 

50-937 

0 

WEBTERMAN, T. F 

8206100124 

50-267 

s 

8206000099 

50-937 

0 

WEBTERMAN, T. F 

0206210108# 

90-290 

4 

0206080099 

50-537 

0 

WESTERMAN, T. F 

8206220299 

30-290 

B 

B206OB0lOt» 

30-537 

0 

WEBTERMAN, T. F 

0206250173# 

90-445 

a 

6206080101# 

go-937 

0 

WETTERNAHN, M. J. 

8206040215 

27-39 


8206080101# 

go-937 

0 

WETTERHAHN, M. J 

8206070600 

PRrt 


82060BD104# 

30-337 

G 

WHALEN, R. 

02O6O7O77B# 

50-237 

a 

8206000104# 

30-537 

0 

WHEELER, C.L 

8206020133# 

For A 


62060BOi04« 

90-537 

0 

WHEELER, L L. 

S206010in 

90-508 

A 

8206000100# 

50-337 

0 

WHEELER, L. L. 

0206010120 

50-443 

A 

8206000100# 

50-537 

0 

WHEELER, L.L 

8206020181 

30-443 

F 

8206080100# 

50-337 

0 

WHeELER, L. L. 

0206020311 

50-80S 

A 

0206000117# 

60-537 

Q 

WHEELER, L L. 

BSP602O3i3if 

50-908 

A 

0206080117# 

30-337 

0 

WHEELER, L. L. 

8206030027 

50-443 

A 

8206000117# 

50-337 

0 

WHEELER, L. L. 

0206030032# 

50-443 

A 

B2060a0t24# 

50-537 

0 

WHEELER, L L. 

8206030100# 

50-443 

F 

0206000124# 

30-537 

0 

wheeler, L, L. 

8206160001 

30-508 

A 

8206080124# 

90-537 

0 

wheeler.l. l 

8206160015 

90-443 

A 

8206090152 

90-347 

0 

WHEELER,! L 

QS06U0ill 

30-443 

A 

0206090192 

90-247 

0 

WHEELER, L. L. 

8206210008 

50-443 

E 

8206140032 

90-537 

0 

WHEELER, L.L 

8206240001 

50-443 

A 

8206140032 

90-937 

Q 

WHEELER,! L. 

8206240040 

50-443 

A 

8206140032 

80-937 

0 

WHELAN, 0. 

8206180340 

WC/REG 


0206160064 

50-537 

0 

WHICHER.J M 

0206090144 

50-367 

0 

0206160064 

50-937 

0 

WHICHER.J M, 

8206090147# 

50-367 

0 

8206 160060* 

90-537 

0 

WHITEHER.H L 

8206220446# 

50-321 

G 

6206I6Q06B* 

80-937 

0 

WHITMAN,© D, 

8206100030 

NUREO 


8206160094 

90-209 

0 

WHITNEY, 0. 0, 

8206010499# 

50-293 

S 

0206160094 

. 50-209 

0 

HH JTNEy, 0, 0. 

820600021 9# 

50-293 

B 

, 82061601 SI 

90-247 

0 

WHITNEY,©. 0. 

8206 110301# 

50-293 

8 


PERSONAL AUTHOR INDEX 


AUTf-fOR 

accession 

number 

SUBJECT 

CATEGORY 


WHlTWey, J w 
whitne/*m a. 

HHfTSEtrU B 
WHlTSerTi j 8 

HIATftOMSKl.W A 

WICKERS, D L 

HIPWER. W A 

WiDNERi U A 

B20629064Sff 
8206300076* 
02061 lOlSl 
0206230329 
8206300300 

8206220121 

8206140064 

CONTRACT 
71-9510 
waste MOT 
WASTE MOT 
REGOO 

4O-B502 

50-321 

Q 

0206170260 

30-331 

0 

uri^Pfl. U A 

0206170365 

50-321 

P 

MIOKCRi 14 A 

0206170367 

50-321 

P 

WIPNER- U A 

8206170376 

90-321 

P 

wifBNER, N A 

WiPNCRr H. A 
WiEOEHANfD 0. 
WUDENANrD 0 

WI^DEMAN. 0. 0 
WiEOENANrD 0 
MieOEHAN.D 0. 
MIEOENANi 0. 0 
MIEl>E^tAN^D 0 

MIESEHANHi r. a 

MIESEHANN. R A 
MIESENANNj r a 

8206180178 

50-321 

P 

8206210330 

30-321 

P 

0206070443 

8206070633 

0206070873 

0206070076* 

0206170044 

8206170047* 

020629015? 

8206000202* 

8206180220 

8206210127* 

70-2001 

70-2830 

70-2205 

70-2203 

40-0211 

40-0211 

I&E 

TOPRGP 

TOPREP 

90-295 

P 

MIESEKANNj r a 

8306210138* 

90-295 

P 

uiodlNSi j T 

0306100200* 

90-443 

Q 

MIOOIHTOKjO 

0206160097 

90-299 

P 

HIOOIMTONi d. 
timrottr D L. 

RIlBORMr L 

8206290592* 

90-261 

P 

8206290306 

50-199 

G 

8206010373* 

90-313 

Q 

iiiUQVE. M N. 

0206000131 

90-320 

0 

ttIUCQUE, M N 

0206080136* 

90-320 

0 

iliuCOVEf M. N 

8206220084 

90-320 

0 

iiiucoXj J- 0 

0206220496* 

90-430 

0 

wii-LETY. D J 

0206020397* 

90-113 

Q 

iilLLETT, D. U. 

0206150247* 

90-312 

<1 

NILUETT, 0 U 

0206130272* 

90-520 

Q 

iiiuLlAHSrP J 
HiLurAKarH. p. 

0206280540* 

8205100225 

FOIA 

90-334 

0 

uiuLrAMSrH p 

0206000354 

50-334 

8 

HlULrAHBrH P 

0206110276 

90-334 

0 

UIlLlAMSiH P. 

0206150112 

90-334 

0 

wiuUIAHSiH' P 

6206230107 

50-334 

0 

(IlLLlAHSrH P. 

0206230228 

90-334 

0 

WIULfAHSrK P 

8206280246 

50-334 

0 

HILLrAHBrH.P. 

8206280332 

50-334 

6 

HIULIAKS'U h 

6206090166 

90-447 

A 

wrt-UtAHQ'U. H. 

8206170150* 

50-461 

T 

WriLIAHSiU L 
WtLLlAMSi U. W, 

8206180233 

0206010291 

PR 

90-290 

R 

wruHAMSr si. w. 

0206010400 

50-335 

0 

WILLIAHSj k 

8206010436 

50-335 

8 

WlLLIAHSi U. W 

8206010497 

50-250 

6 

WrULIAHSi si. N. 

8206070120 

50-335 

8 

WaUIAMSi s). u 

8206070454 

90-251 

0 

HILLtAM&U W 

0206090004 

50-290 

R 

ktLLIAH8<U K. 

0206110246 

90-335 

0 

WIUlAMSi sj. W 

8206110277 

50-335 

8 

WTUrAMS^ si. » 

8206110302 

50-335 

8 

WILUfAMSiU N. 

0206210376 

90-251 

0 

WILLfAMQ^ si.irt 

8206220335 

50-230 

8 

WlUtAHSi si U. 

0206220365 

90-335 

B 

klLLIAHSrJ » 

8206240091 

50-250 

0 

klUIAHSfU K. 

8206240146 

90-335 

0 

WiaiAKSrN L 
HlLLlAMBfR.E 

WILLIAMBiR E. 

0206240076 

0206040913 

0206100409* 

NUREO 

40-0102 

CONTRACT 

WILLlAMBi R, E. 
klLLIAMBONr r 0. 

8206220104 

6206080143 

40-0492 

50-62 

H 

WlLLtBr U F. 

6206100207 

90-337 

A 

WILLMORCjR.L 

6206040009 

90-440 

Q 

WlLLhORE' R. U 

6206040005 

90-440 

0 

WILlhOREfR, L 

8206040120 

90-440 

0 

WiLLhOREf R. L. 

8206040120 

50-440 

0 

WlLLHOREi R. L. 

8206070340 

90-440 

0 

WlLLMOReiR. U 

8206070540 

50-440 

0 

WILLHORE, R, L 

0206170347 

90-440 

0 

kJLLHOft&R L 

6206170347 

50-440 

0 

WILUiOR& R. L. 

8206100279 

50-440 

0 

WILU10R& R. L 

8206100279 

90-440 

0 

WIUJlORCiR L. 

8206290297 

50-440 

0 

WILU10RE* R. L 

6206290297 

90-440 

0 

WILSON, A,K. 

8206210857 

50-416 

6 

WILeoN,A.K. 

8206240326 

50-440 

8 

WILSONiA.K. 
WILSON* & D, 

8206200534 

8206020319 

FOIA 

XPORTHC 


ACCESSION SUBJECT 
author number CATEflflRy 


WILSON. B D 

8206110337 

XPDRTLIC 


WILSON. N 

8206090130 

PR 


WILSON. J C 

8306230234 

71-9032 


WILSON, J C 

0206230336* 

71-9032 


WILSON. J C 

020624017? 

71-477 


WILSON. J C 

8206240187* 

71-477 


WILSON, J L, 

0206010134 

50-280 

8 

WILSON. J L 

0206010140* 

90-280 

S 

WILSON. J L 

0206010145* 

90-280 

8 

WILSON. J L 

0206010151* 

90-280 

S 

WILSON. J L 

9306010212 

30-280 

S 

WILSON. J L 

0206010318* 

90-280 

8 

WILSON. J L 

0206010225* 

30-200 

8 

WILSON. J L. 

0206010232* 

50-280 

8 

WILSON, sf L. 

0206010244 

30-280 

8 

WILSON. J L 

0206010251* 

30-280 

B 

WILSON, J L, 

0206010261* 

90-280 

8 

WILSON. J L 

8206010550 

90-281 

0 

WILSON. J L, 

8206010560* 

50-281 

8 

WILSON. J L 

8206010574 

90-280 

8 

WILSON. J L, 

0206010591 

90-280 

8 

WILSON. J L 

8206010994* 

90-200 

8 

WILSON. J L, 

8206010599* 

90-280 

8 

WILSON, J L. 

8206010604* 

90-280 

8 

WILSON. J L, 

8206010600* 

90-280 

8 

WILBON. J L, 

8206010613* 

90-280 

8 

WILSON. J L, 

0206010619 

90-280 

8 

WILSON. J L 

8206010621* 

90-280 

8 

WILSON, sf L 

8206010626* 

90-200 

B 

WILSON. J L, 

0206010634* 

90-280 

3 

WILSON. J L, 

8306110263 

90-280 

8 

WILSON. J L. 

6206110271# 

90-280 

3 

WILSON. J L, 

0206110270* 

90-280 

8 

WILSON. J L, 

8206110283* 

90-280 

3 

WILSON. J L 

0206210032 

90-280 

8 

WILSON. J L. 

0206210036* 

90-280 

8 

WILSON. J L 

0206210043* 

90-280 

8 

WILSON. J L. 

0206210196 

90-280 

8 

WILSON. J L 

0206210202* 

90-280 

8 

WILSON, si L 

0206210200* 

90-280 

8 

WILSON, U L. 

0206210214* 

90-280 

8 

WILSON. J L 

8206210220* 

90-280 

8 

WILSON. J L 

0206220410 

90-280 

8 

WILSON. J. L 

0206220418* 

90-280 

a 

WILSON. J L 

0206220425* 

90-280 

8 

WILSON. J L 

0206320431* 

90-280 

8 

WIL80N.K L. 

0206L60471 

40-2061 


WILSON. K.L 

0206170135 

90-461 

D 

WILT.O D. 

0206040031 

90-440 

Q 

WILT. D, D 

0206040031 

90-440 

0 

WILT.D 0 

0206040036 

30-440 

0 

WILT. D, D. 

0206040036 

90-440 

0 

WILT.D D 

8206170140 

90-440 

0 

WILT.D D 

0206240402 

90-440 

0 

WILT.D, D. 

0206240430 

30-440 

0 

WltT.D, D 

0306240430 

90-440 

Q 

WIHO.J P 

0206240229 

90-322 

H 

WIWOOiM.D 

0206070306* 

90-299 

8 

WINQQ.H.D 

0206240317* 

go-296 

8 

WINOO.M 0. 

0206240374* 

30-296 

8 


WI8ENBUR0. N. n 03060201 1 A* 50“aS9 F 

WiaWER^C 0306100189* 30-203 0 

UIQZ, D 0206030037 FOM 

0206070416 PR 

MITHERBtB 0. 8206100332 30-344 P 


WITHERS. a* D 
WITHERS, 0, 

020616020? 

0206180298 

90-344 

PR 

P 

WiTHERSrB. 0. 

0206220370* 

90-344 

3 

WITHERB.B D. 

0206240406 

90-344 

P 

WITHERS.B D 

0206250170 

80-344 

F 

UtTHeRS.D. 0. 

Q206290393 

90-344 

P 

WITHERB.B. a. 

0206300327# 

90-344 

F 

WITHROW. 0. C, 

0104160590 

90-199 

P 

WITTi F, si 

0206080294* 

90-494 

0 

WITTENBURO. K, 

0206290542* 

90-373 

8 

WI7NER, D 0 

0205260008* 

90-316 

8 

WCIHER.O 0. 

0206100254* 

90-319 

8 

WIZWER, D 0 

0206100263* 

90-319 

0 

WEZNER. 0 0 

0206100207* 

80-316 

0 

WIZMCRiO 0. 

0206240349* 

80-316 

0 

WKZWER. D 0. 

0206290062* 

90-316 

0 

WIZNER, D O 

0206290428* 

80-319 

a 

WOOHAN. N A 

8206110364* 

WASTE MOT 

WOHt.H L 

6206080266* 

80-494 

0 

WOJCHOUBKI. A, V 

8206020364* 

80-263 

0 



ACCESSION 

aUDJEC 

AUTHOR 

NUMBER 

CATEOO 

WOILETT, 8 

0206110003 

CONTRAC 

WOLF, J 

0204300297 

50-201 

WOLF, J F- 

0206040087 

50-522 

WOLF/J F 

8206170079 

S0-27B 

WOLF, J F 

8306170083 

90-237 

WOLF, J R 

0206040079 

50-201 

W0LF*J R 

0206110079 

S 0-201 

WOLFE, B 

0206220200* 

50-346 

WOLFE. 0. J 

0206070192 

50-466 

WOLFE, 9 J 

0206210221 

50-936 

WOLLETTi 8 

8206070 1 40 

CONTRAC 

WOLLETT. a 

0206100012 

CONTRAC 

WOLLETT. 9 

0206100421 

CONTRAC 

WOLLETT. S 

8206110044 

CONTRAC 

WOLLETT. S 

0206110076 

CONTRAC 

WCLLETT. S. 

0206150034 

cdntrac 

WOLLETT. 8* 

0206150041 

CONTRAC 

WOLLETT, a 

0206150048 

CONTRAC 

WOLLETT, S 

0206210048 

CONTRAC 

WOLLETT. S 

0206240414 

CONTRAC 

WOLLETT. B 

0206340469 

CONTRAC 

WOLLETT. 8. 

0206250038 

CONTRAC 

WOLLETT. B 

02063000 1 9 

CONTRAC 

WOLLETT. B 

0206290649 

CONTRAC 

WONO. T 

0206030304 

40-299 

WONG. T 

0206100302 

40-299 

woa. H H 

0206230340 

NUREG 

WOOD. D. 0 

0206090130 

PR 

WOOD. E C 

02O61SO44S 

50-309 

WOOD. J M 

8206300337 

50-322 

WDODHEAD. C P 

8206020079* 

90-392 

WOODHEAD. C P 

0206090094 

90- 1 42 

WOODHEAD. C P 

9206230191 

50-142 

WOODRUFF. R L, 

0206300140 

90-413 

WOODRUFF. R U 

8206300313 

I&E 

WOODS, R 

8206110020* 

GEN TEC 

WOODS, T Q 

0206080229 

90-920 

WOOLEVER. E J 

0206130119* 

90-412 

WOOLEUERf E. sf 

0206170069 

90-412 

wooroN. R 0 

020624004a 

90-310 

WRAY. J. R. 

0206070614* 

70-27 

WRAY. J R 

820607072 9* 

30-230 

WRIGHT, 0 C. 

020602093 3* 

S0-IS9 

WRIGHT, R a 

8206040299* 

90-322 

WRIGHT, R si 

0206040439* 

30-322 

WRIGHT, R J 

0206160070 

WASTE Hi 

WRIGHT, R. J 

0206280697 

WASTE Ml 

WRIGHT. R W 

0206220311* 

30-333 

WRIGHT. R W 

0206220439* 

30-400 

WRQNA,T si 

0206160247* 

30-307 

WRONA, t. J 

0206160252* 

90-387 

WRONA, T U 

0206160257* 

90-307 

WULLER. G E 

0206020470 

50-461 

WULLER. Q. E 

0206040340 

90-4^1 

WULLER. G. E- 

0206070412 

PR 

WULLER. G. E 

8206210400 

30-461 

WULLER , G E 

0206210402 

90-461 

WULLER 1 G E 

0206220256 

90-461 

WULLER. 0. E. 

0206250287 

PR 

WULLER, 0 E 

8206290244 

90-461 

VAGI. H. 

0206140019 

XPDRTLIC 

YAGI.H. 

0206190499 

XPDRTLIC 

YAOr. H 

8206150499 

XPDRTLIC 

YANDELt.L A, 

8206100288 

30-283 

YANDELLi L A 

8206110292 

30-205 

YANDELt,L A, 

0206210189* 

30-289 

YARNICK.T P 

0206220109 

40-8102 

YELLEN, L, 

02O6G4OSO2 

FOIA 

YORK, si, W 

8206220340* 

30-309 

YOBHIHARA.G, M 

0206000294* 

90-044 

young, f 

8206220530* 

30-289 

YOUNG, H. A 

0206000262 

90-454 

YOUNG, H A 

0206090199 

90-133 

YOUNG, T 

0206020307* 

90-279 

YOUNG, r 

0206190247* 

90-312 

YOUNG, T 

0206150326* 

30-312 

YOUNG, T^ 

0206220909 

90-061 

YOUNG, T. 

0206200494* 

90-312 

YOUNG, T 

0206200527* 

30-312 

YOUNGBLOOD. B J 

0112030233* 

90-312 

YOUNGBLOOD, B J 

0206010136 

90-402 

YOUNGBLOOD. B. J 

020602001 7 

90—44 5 

YOUNGBLOOD, B J 

0206070113 

90-395 

YOUNGBLOOD. B J. 

0206070150 

90-402 

YOUNGBLOOD, 0 J* 

0206070154 

90-445 



PERSONAL AUTHOR iWDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

YOUNOBLOODrB J 

8206000170 

30-341 

A 

ZIMMERMAN. J V 

YOUNOBLaODi B U 

8206080100 

S0-44S 

M 

ZIMMERMAW, J V 

VOUNODLQODj b j 

0206 140303 

90-494 

A 

ZIMMERMAN. J V 

VOUNOSLOOOj B J 

8206140315 

90-395 

E 

ZIMMERMAN. J V 

YOUNODLt^ODi B J 

8206140405 

50-399 

A 

ZIMHEflHAW.J V 

VOUMGDLOOD* B J 

8206140406 

50-494 

A 

ZIMMERMAN. J V 

VOUNOBLOODj B J 

8206150411 

SO-494 

A 

ZIMMERMAN. J V 

VOUNGBLODDi B J 

820616000/ 

S0-4D3 

A 

ZIMMERMAN, J V 

YOUNOBLOODrfl J 

82061 60 130<i 

30-423 

A 

ZINMERMAN.J V 

VOUNOBLOODrB J. 

G206I 60134# 

30-423 

A 

ZIMMERMAN. J V 

VOUWODLODDiD J 

8206180349 

30-482 

E 

ZIMMERMAN. J V 

YOLIROBLOODi Q J 

B206250003 

30-445 

F 

ZIHNERHAN. J V 

YGUNODLOOD. B J 

0206250076 

50-341 

A 

ZIMMERMAN. J V 

VGUNOBLOOOf B J 

8206250349 

50-482 

0 

ZIMMERMAN. J, V, 

YOONODLOODi D. J 

e206S50334« 

90-482 

0 

ZIMMERMAN. J. V 

VQUNOBLOQDi B J 

8206250406 

30-387 

A 

ZIMMERMAN. J V 

YQU^OBLGOO. B J 

0206280146 

30-482 

D 

ZIMMERMAN. J V 

YOUHOflLODD;B J 

8206230148# 

30-482 

D 

ZIMMERMAN. J. V 

VOUNOBLOOD. Q U 

82062801 90 

50-482 

D 

ZIMMERMAN. J V 

YOUMOBLOOOi 0 J 

8206380169 

90-482 

0 

ZIMMERMAN, J V 

YOUNODAHL. R C 

9206100239 

30-299 

P 

ZIMMERMAN. J V 

YU. C 

8206310149# 

30-293 

P 

ZINMERMAN.J V 

YUEMiH C 

8206220009 

NUR60 


ZIMMERMAN. J V 

YUHAS* P 

02060BOI94# 

30-397 

Q 

ZINMERMAN.J V. 

YUM3T.C P 

8206010388 

50-344 

R 

ZIMMERMAN. J V. 

YUNDT.C.P 

0206080249 

30-344 

8 

ZINMERMAN.J V 

ZABELrS A 

0206140027 

90-461 

0 

ZIMMERMAN. J. V 

ZADEL.8 A 

8206140027 

90-461 

0 

ZINMERMAN.J V 

ZABRISKJEiW L 

82061000 94 

NUREC 


ZIMMERMAN. J. V. 

ZAHLER.R B 

0306180342 

90-289 

0 

ZIMMERMAN. J ^ 

ZAKLER.R E 

82061 B034S 

90-2B9 

0 

ZIMMERMAN. J.V 

ZAROIB^W A 

0206010347# 

90-324 

P 

ZIMMERMAN. J. V 

ZARBI9.M A 

0206010957# 

30-324 

P 

ZIMMERMAN. J </ 

ZAVESKI.M 

8206240167 

90-322 

H 

ZIMMERMAN. J V 

ZECH. 0 0 

0103300203# 

FDIA 


ZIMMERMAN, J V 

2IBULSKV.H 

8206390310# 

70-1100 


ZIMMERMAN, J V 

ZIMMERMAN. J V 

8206010012 

XPORTLIC 


ZIMMERMAN. J V 

ZIMMERMAN. J V 

02060201 10 

XPORTLIC 


ZINMERMAN.J V 

ZIMMERMAN. J V 

02060201 18 

XPORTLIC 


ZIMMERMAN, J, V 

ZIMMERMAN. J V 

8206020128 

XPORTLIC 


ZINMERMAN.J V 

ZIMMERMAN. V 

8206020206 

XPORTLIC 


ZIMMERMAN. J V 

ZIMMERMAN. J, V 

8206020207 

XPORTLIC 


Z I MMERHAN. J V 

ZIMMERMAN. J V 

8206020209 

XPORTLIC 


ZIMMERMAN; J V 

ZIMMERMATLJ V 

8206020211 

XPORTLIC 


ZIMMERMAN, J, V 

ZIMMERMAN. U.V 

82060209/3 

XPORTLIC 


ZIMMERMAN J V 


ACCESSION 

NUMBER 

ounjEd 

CATEGORY 

AUlHOn 


accession 

NUMJ1CR 

8206020977 

XPORTLIC 

ZIMMERMAN, J 

V 

03062 ^02 13 

8206030013 

XPORTLIC 

ZrriMERffAN, J 

V 

0206230216 

820603002 1 

XPORTLIC 

ZIMMERMAN, J 

U 

0.206230292 

820603007S 

XPORTLIC 

ZINnERHAN, J 

V 

0206230299 

8206030096 

XPORTLIC 

ZlhHFRNAN. ^f 

V 

8.706230296 

8206030273 

XPORTLIC 

ZniMCRMANi J 

V 

G706230297 

8206030274 

XPORTLIC 

ZlfiMERMAN, J 

V 

0206270337 

8n060v)0320 

XPORTLIC 

ZlftrfERMAN. J 

V 

fl:Z0623039l 

8206080456 

XPORTi IC 

ZrmFRMAN, J 

V 

0206230393 

0206080464 

XPORTLIC 

ZIMMERMAN; J 

V 

0306230356 

8206080468 

X PORI Lie 

ZIMMLRHAN, J 

V 

0206230390 

0206080470 

XPORTLIC 

ZIMMERMAN. J 

V 

0306330337 

0206080507 

XPORTLIC 

ZIMMrRMAN, J 

V 

0?a624OlO6 

0.'06 080309 

XPORTLIC 

ZrifHERffAN, J 

V 

8206240443 

0206080512 

XPORTLIC 

ZIMMERMAN. J 

V 

8306240446 

0206080510 

XPORTLIC 

ZlMHCRriAN. J 

V 

8206240447 

0206090156 

XPORTLIC 

ZlMnCRMAN, J 

V 

0306250367 

0206090150 

XPORTLIC 

Z IMMERNAN, J 

V 

0206270360 

0206090160 

XPORTLIC 

Z IMMERMAN, J 

V 

8306250367 

0206090162 

XPORTLIC 

ZIMMERMAN, J 

V 

0206270967 

8206090164 

XPORTLIC 

ZIMMERMAN, J 

V 

0206270560 

0206090167 

XPORTLIC 

ZIHMCRMAN. J 

V 

0206290578 

0206070171 

XPORTLIC 

ZIMMERMAN, J 

u 

0206290976 

0206100196 

XPORTLIC 

ZIMMERMAN, J 

V 

0206290970 

0206100206 

XPORTLIC 

ZnilOHAN, J, 

V 

8206270975 

8206100S55 

XPORTLIC 

ZIMMLRHAN. J 

V 

□206290970 

0206100431 

XPORTLIC 

ZIMMCRMAN, R 


R20604026Q* 

0206100433 

XPORTLIC 

^ INMERMAN, B 

R 

8304200818 

0206 U 0179 

XPORTLIC 

ZIMHCRMAN; 8 

FI 

8206020182# 

0206140254 

XPORTLIC 

ZIMMERMAN, Q 

R 

03062402/1 

8206150415 

XPORTl IC 

ZIMMERMAN, 9 

R 

0206SQ0499 

0206190427 

XPORTLIC 

ZIffMERHAN, b 

R 

0206290539 

8206190434 

XPORTLIC 

ZUKGR.O J 


0306280543# 

0206160100 

XPORTLIC 

ZUPKO.J M 


nS06040369 

0206160103 

XPORTLIC 

ZUPKO.J H 


8206190049# 

02O616OS74 

XPORTLIC 

2UPK0, J. M 


□206180076# 

0206170402 

XPORTLIC 

zwETzro. 0 


0206030969# 

0206170409 

XPORTLIC 

ZWETZrO, Q 


8306220132 

0206180427 

XPORTLIC 

zwerzio, 0 


8306220J71# 

0206160439 

XPORTLIC 

ZWETZIO.O 


02062SOD03 

0286210020 

XPORTLIC 




0206910037 

XPORTLIC 

ZUETZIO.O D 


0206030401 « 

02869901^7 

XPORTLIC 

ZWETZI0,0 0 


8206030997# 

0206920197 

XPORTLIC 

ZNLTZIO, 0 0 


G2060H0200# 

02863301 SI 

XPORTLIC 

ZWCTZIO.O 0 


8206080204# 



7WETZ 10. 0 8 


0206080394# 



ZWETZIO.O D 


82061002/8# 



ZNETZIO. 0 a 


0306100367# 



zwcTzio, 0 n 


0306330139# 



ZNHTZIO. 0 D 


8306380311# 



ZNETZIO, 0 U 


0306380306# 


&uBJscr 

CATMOftV 


XPOnTLK 

XPaRTLtC 

XPORRK 

XPORTUf 

XPOHTltt 

KPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPaHTCIC 

XPORTLlt 

XPORTLIC 

XPORTLIC 

XPOHTLIC 

XPOR7HC 

KPOFlTLlt 

KPDRTLIC 

XPORTLIC 

XPDHTLtC 

XPOHTCrC 

XPORTl.K 

XPORTHC 

XPQRTLlt 

XPORTLIC. 

XPORTLIC 

XPORTLIC 
90»24i <1 

30-400 A 
30-S6I f 
30-024 P 

30-2AI p 
30-024 P 
FOIA 

30-272 r 
30-272 F 

50-272 r 
30-920 a 
30-0AJ 3 

30-920 4 

30 "044 3 

30-079 4 

80 - ua 4 

SO-Wfc 4 
S0-2DA 9 
30-344 4 

80-920 Q 
30-344 0 

DO-344 0 

DO-344 0 

DO-206 0 
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The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in tho Contents- 


An asterisk following the accession number In this Index 
indicates that tho document is an enclosuro to another 
document. To obtain the accession number of the principnl 
document under which tho onclosuro is listed,- refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

affiliatiom 


ACCESSION SUCJECT 

NUMJJER CATEODRV 


ANAX Environni«T>tAl Servicers. Inc 
of AMAX. If)c > 

AKAXi Inc 

ATCDfl 

fha 

AdvltoTV Council on Historic Pn 


sub« 8206030318 

40-0395 


82060 3{}322e 

40-0339 


0206030323 

XPDRTLIC 


8P06030328S 

XPORTHC 


8206160143 

TOPREP 


82061 60148# 

TOPHEP 


82060400/8 

90-209 

T 

8206040198 

90-289 

0 

rvetlon 8206220153 

40-2061 


8206290229 

90-443 

A 


Ajricul ture. Dipt ofr Forest Service 8206210078 

Ajrltolture. Dept of 8206030111 

0206070191 

0206220130 

Air Force School of Aeroepece Hedlclne B2O621O470S 


50-922 D 
90-443 D 
REOOD 
40-2061 
40-6599 


Air Force. Dept- of 

Air Jind Weter Pollution Petrol 
Aletema Pouer Co 


8206160391* 

CONTRACT 


8206160473 

REOOD 


8206230210 

50-332 

0 

8206010208 

50-348 

8 

820601 02 10» 

90-340 

8 

8206010397 

50-364 

B 

8206010603# 

50-364 

B 

8206010607 

50-340 

B 

8206010618 

90-348 

8 

8206010620# 

50-340 

8 

82060 10625# 

90-348 

a 

8206020204# 

90-348 

F 

8206020216# 

90-348 

F 

8206030067# 

50-348 

F 

8206030071# 

30-340 

F 

0206040249 

90-340 

P 

0206070004 

90-364 

8 

B2060700B7# 

50-364 

Q 

0206070091# 

50-364 

8 

8206070097 

TOPREP 


8206070119 

50-340 

a 

0206070119 

50-348 

a 

8206070123# 

30-340 

a 

8206070126# 

50-340 

a 

8206070131# 

50-340 

8 

8206070249 

90-348 

a 

8206070349# 

90-340 

a 

8206000326 

50-348 

p 

8206080326 

50-348 

p 

0206090114 

PR 


8206110169 

50-340 

8 

8206110163 

50-348 

8 

82061 10167# 

90-348 

S 

02061 10172# 

50-348 

9 

02061 10175# 

50-348 

a 


82061 lOlSOe 90-348 6 
8206110279 50-348 P 
82061 10279 90-348 P 
B206 M005S 30-3*4 fi 


AUTHOR 

AFFILIATION 

ACCE89ION 

NUMBER 

SUBJECT 

CATEOOfi 


0206140096# 

50-564 


8206140124 

50-348 


8206140127# 

SO- 340 


0206210152 

50-548 


62062 10 15S 

50-340 


8206S10197# 

50-348 


8206210166# 

50-348 


0206210179# 

90-348 


0206210464 

SO-348 


0206240*781 

50-348 


8206240427# 

90-348 


8206250139 

90-348 


8206290141 

90-364 


8P06300116 

30-348 


8S06300159# 

30-348 

Alebeme* State of 

8206240419# 

CONTRACT 

Alflerepfi Reportlnf 

0206240110# 

CONTRACT 

Aldrich Chemicel Co, r fne (subs, of 

0206 I 60008 

XPORTUrc 

8i Qme-Aldrlc6 Corn > 

Allegheny Electric Gooperetlvef Inc 

8206290291 

50-307 

AmurIcKn Airlines. Inc 

0206040012 

71-236 


0206040019# 

71-236 

American Boerd ef Rediologu 

0206070175 

REOOD- 

American College of Nuclear Phgilclane 

0206160279 

PR 

American Gollei^o of Radlelcgi/ 

020610022a 

PR 


0206300300 

REOOD 

American Electric Power Service Carp* 

8206300336 

PR 

American Nuclear Inaurers 

0206 1 60302 

50-416 


0206210616 

Nuneo 

American Nuclear Society 

0206070629 

PR 


8206070643# 

PR 


8206160263 

PR 


020623003a# 

FOIA 


0206290312 

NUREO 


0206280293# 

FOIA 

American Society of Mechanical Engineers 

8206070193 

REDO0 


8206160260 

PR 

American Narntlny |>i Ventilating. Inc 

8206230116 

30-392 

Anchar/Dsrllng Valve (sub* 

0206020489# 

04999 

Anchor/Darllng Industries) 


8206020497# 

04999 

Antldcb Colleos of Leu 

0206010297 

30-199 


8206040043 

50-195 


8206040209 

30-199 


0206290306 

30-193 

Argantina 

0206100373# 

REB 

Argonne National Laboratory 

8206030056# 

FOIA 


0206030075# 

FDIA 


0206040369 

REOOD 

Arlaona Public Service Co 

0206010921 

50-920 


0206010921 

50-328 


8206020597 

70-2949 


B206040246 

50-920 


B206040246 

90-828 


0206040246 

90-528 


516 



516 
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Arlien«i 

Arhaniif 


AUTHOR 

AFFILIATION 


of 

l/nlv of 

Poutr S( Liflht Cu 


ACCESRION 

NUMBER 


aS0&aG{}23? 

020^060229 

020600022? 

020^000330 

S2060B0411 

920615013? 
fl20MSOia9 
8206.150139 
9206150180 
92061 50184 

02061150184 
0206)1 50184 
9206)150277 
0204 J 70133 
9204100004 

6204 1 B0004 
9264190004 
9264 1 90004 
9204160134 
9204190134 

9204190134 
9204 1 80148 
8^4190217 
83)4190217 
0^4160217 

9204190305 

e;M4210124 

02^4210124 

0:^4210124 

6^4210452 

0i»42 10452 
0^4210452 
9204210434 
9^42 50148 
9iK)42 30148 

6;2042 50140 
6204230184 
6204230199 
8204850169 
0204250189 

92042 50191 
6204250191 
8204250191 
6204250200 
^204230221 

62042 50221 
I 204250241 
(2042 50241 
(12042 50241 
^2041 70220* 

6204160210* 
204290175 
206060439* 
8204070125 
^8040 80542 

12040 10255 
1204010257* 
1204010330 
1204010333* 
B2040 10414 

204010414 

204010419* 

9204010419* 

9204020134* 

9204020143* 

<9206020329 

9204020371 

9204020371 

8204020416* 

8204020416* 

B204020447 

8204020433 

B204070139 

8206070143* 

9204070210* 

9204070217* 

9204070234 

9204070240* 

9206070411 

9206070434 

8206080231 

8204100113 

8204100119* 

8204100202 

8204110197 


SUBJECT 

CATEGORY 

50-526 A 
50-529 A 
50-528 A 
50-529 8 

SO -529 3 

50-529 a 
50-52B 3 

50-529 3 

50-529 A 
50-328 9 

50-520 8 

50-523 9 

50-529 e 
50-329 A 
50-529 A 

50-528 A 
50-328 A 
50-528 A 
50-529 S 
50-529 8 

50-529 8 

50-500 S 
50-529 T 
50-528 T 
50-528 T 

50-52B 9 

50-520 A 
SO-529 A 
50-528 A 
30-529 A 

50-528 A 
50-528 A 
30-528 8 

50-528 8 

90-528 6 

50-528 8 

50-526 9 

30-529 9 

50-529 9 

30-528 a 

50-928 a 
30-529 a 
50-928 a 
30-528 8 

30-928 8 

50-528 a 
30-528 8 

30-528 3 

30-528 9 

90-528 0 

30-628 T 
30-528 A 
CONTRACT 
NUREO 

50-315 P 

60-348 R 
50-348 R 
50-313 R 
50-313 R 
30-313 R 

90-313 R 
50-313 R 
90-313 R 
90-313 f 
90-313 F 

90-368 P 
30-313 P 
90-313 P 
90-313 P 
50-313 P 

30-313 P 
90-313 P 
50-348 9 

90-346 8 

30-313 F 

50-313 F 
30-313 R 
30-313 R 
30-313 P 
30-313 P 

90-348 a 
90-368 8 

30-368 a 
50-313 F 
30-369 3 


AUTHOR 

AFFIUIATIPN 


Armijo 0f|it off Army Enginoir Wat*rway» 
Exparlflivnii Station 

ArmyrOspt of« Hoact^uartors Material 
Dsvalopment 4 Raadlnase Command 


Army r Dipt 0# 


AreigfOept oft Corps of Enginaari 


Ashtabula Gountyf OH 
Atlas mnerals 


Atomic Ensrgy of Canadai Ltd 
Atomic Industrial Forum 


Audubon flocietg 
Automatic Sultch Co. 

Automation Industriesf Inc 


BHR Qu/nirs Group 


Babrock tt Wilcox Co, 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8204110201* 

50-340 

S 

8204110233 

50-313 

f 

8204110239 

50-313 

F 

02041 10236 

50-313 

F 

9204150147* 

50-313 

F 

8204150147* 

50-313 

F 

82041 50177 

50-348 

$ 

8206150179* 

50-368 

G 

0204160124 

50-313 

P 

9204160124 

50-313 

P 

0204160139 

50-348 

r 

0204160295 

SO-313 

p 

0204160333* 

50-313 

F 

0204160333* 

50-313 

F 

02041 6033S* 

SO-313 

F 

0204140338* 

30-313 

F 

8204220033 

HASTE HGT 

0204220227 

30-313 

P 

0204220271 

50-313 

5 

0204 220277* 

50-313 

3 

8204220474 

50-313 

E 

0204220495* 

50-313 

i 

8204220 506 

50-313 

F 

9204230020* 

50-313 

F 

0204250023* 

50-313 

F 

8206290073 

50-313 

P 

9204290061 

50-3(3 

P 

9204290206 

50-3C3 

P 

8204300340* 

50-313 

F 

8204300340* 

50-313 

F 

8204300343* 

50-313 

F 

S2043 00343* 

SO-313 

F 

82041 00024 

MUREO 


8204020004 

4O-B390 


82040 2000B* 

40-8598 


0206010036 

40-8590 


6204010041* 

40-8596 


6206070191 

R£OOD 


9206080019* 

CONTRACT 


02061 10377* 

CONTRACT 


0206140014* 

CONTRACT 


8206230071* 

CONTRACT 


8206070641 

PRH 


82060a02B3 

40-3453 


9206160129 

40- 3453 


6206220130 

71-454 


92062 20133* 

71-454 


82060 70011* 

PR 


8206070024* 

PR 


8206070027* 

PR 


0206070710 

PRM 


9206140373* 

FOIA 


0206220206 

NUREO 


0206040092 

50-247 

Q 

0206100277 

PTSl 


0104160651* 

FOIA 


0104290507* 

FOIA 


0206020213* 

FOIA 


0204020277* 

FOIA 


8206020279* 

FO!A 


0204020201* 

FOIA 


9204020334* 

FOIA 


0204020568* 

FOIA 


9204200175 

71-9006 


02061 10324 

TOPREP 


82041 10326* 

TOPREP 


8204150271* 

50-440 

£ 

82041 50274* 

50-440 

A 

02041 70249 

TOPREP 


8204220220 

TOPREP 


0206230098 

TOPHEP 


8204040259* 

50-302 

P 

0204070645 

PR 


0204000299* 

50-460 

A 

0204080325* 

70-(20J 


8204090130 

PR 


8204100033 

NUREO 


62041 10240* 

50-287 

P 

82041 10247* 

50-237 

P 

82041 10255* 

50-237 

P 

8204140302* 

50-270 

U 

62041 70310 

TOPREP 


62041 70322* 

TOPREP 




AUTHOR 

AFFILIATION 


e^bcocJr if Opir«tln9 Plunti Oti^nvrB 

Group 

JB«ler l( Bfttfc* 

BaltimoT* Oas U Elactric Co 


H«inori«l Columbui 

Latnoratorlax 


SattiMi Manorial IniUtuta# Pacific 
Laboratory 


BfchCffl Corp 


Jaltiliv Linouiin* BarvlcOf Inc. 


CORPORATE SOURCE INDEX 


6' 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


AFFILIATION 

NUMBER 

CATEOORV 

8306290459* 

70-135 


Banjantn F 8hati^ Cd. <«ul>« df Plount* 

9206220332 

PR 

82061 10306 

50-207 

P 

Inc ) 






Babtar OovifnniBnt Afiociablan 

8206040502 

FOIA 

6206290231 

50-289 

P 

Bill milaTf Inc 

8206100419 

71-671 7 

8206340400 

50-466 

0 

Binilar# Elatarr iMandai*ort t< Nbaalari Inc 

8206240007# 

CONTRACT 

8206010437 

50-317 

R 

B1 n^ham-Wli latitat t a Co 

02060 70380 

PR 

8206010443* 

50-317 

R 

Bofflng Computar fiarvicas* Inc (aub*. of 

0206100104# 

CONTRACT 

0206020511 

50-317 

P 

Boeing Co. ) 



0206020511 

50-317 

P 

Dorg-Warnar Carp. 

82061 10387 

XPORTLIC 

0206070199 

90-317 

0 


82061 10300# 

XPORTLIC 

0206080399 

50-317 

S 


8206110391# 

XPORTLIC 




Boatan Ed lean Co 

82060 10306 

30-293 1 

8206080406* 

50-317 

a 




8206100091 

50-317 

p 


8206010309* 

50-293 

8206100235 

PR 



8206010443 

50-293 

8206110221 

50-317 

0 


0206010493# 

30-293 

0206140050 

90-317 

F 


0206010973 

50-293 





0206010300# 

50-293 

8206140088 

SO-317 

P 




8206160279 

PR 



8206020370 

50-293 

02061 70027 

90-31 Q 

0 


0206030003 

50-293 

8206170028* 

S0-31Q 

0 


8206040170 

50-293 

8206210512# 

90-317 

0 


0206040269 

50-293 





0206040293 

50-293 

8206210543 

SO-317 

R 




8206210543 

50-317 

R 


020600021 S 

30-293 

8206210556# 

50-317 

R 


8206000219# 

90-293 

020621 0536# 

SO-317 

R 


0206000335 

90-293 

0206210562# 

50-317 

R 


0206000339 

90-293 





0206000350 

90-293 

0206210363* 

SO-317 

R 




0206210621 

PRM 



0206100180 

90-293 

0206220190 

30-317 

0 


02061 10273 

50-293 

0206220194# 

SO-317 

8 


02061 10297 

30-293 

8206220567 

30-310 

0 


02061 10301# 

30-293 





0206130066# 

90-293 

8206220973# 

SO-310 

0 




0206230120 

30-310 

0 


0206190102# 

30-293 

0206230126# 

30-318 

B 


0206160326 

PHM 

0206280046 

30-317 

6 


02061 70070 

30-293 

8206280050# 

30-317 

8 


0206170094 

30-293 





02O6J 70309 

50-293 

0206280209 

90-317 

Q 




8206280209 

30-317 

0 


8206210199# 

90-293 

8206200237 

90-310 

0 


8206210371 

90-293 

0206280244# 

90-310 

0 


8206210374# 

90-293 

0206280369 

90-317 

e 


02062 10S93 

90-293 





0206210620 

90-293 

0206280377# 

30-317 

6 




8206290106 

30-317 

p 


8206220407 

90-293 

8206290221 

30-317 

p 


0206220497# 

90-293 

0206290231# 

50-317 

p 


0206230163 

90-293 

0206300020 

30-317 

p 


0206240274 

50-293 





8206200141 

90-293 

8206300194 

PR 





8206090117 

NUREO 



0206290334 

90-293 




Bdttlni Sklar & Hartbtrg 

8206070122 

30-247 

8206100019# 

CONTRACT 


Brantfali Unlv. 

0206300292 

REOOO 

0206210395 

90-6 

R 

Srlitol 8taal St Iran karkij Inc, 

8206090131 

PR 

0206210390# 

30-6 

R 


0206160201 

PR 

0206240048 

30-310 

P 

9roo-lcbavan Natitoin«l Laboratorg 

0206020260 

REB 

8206200022# 

CONTRACT 



0206020283 

RE8 

8206020133# 

FOIA 



0206020290 

REB 





0206020293 

RES 

0206020260 

RES 



82060 30092# 

FOIA 

8206040132 

30-239 

P 








82060 3009 9# 

FOIA 

8206090211 

NUREO 



8206030066# 

FOIA 

8206100109# 

30-205 

0 


8206030077# 

FOIA 

8206100241# 

90-317 

0 


8206030001# 

FOIA 

8206100390 

RE0 



8206090216 

NUREO 

82061 10364# 

MAHTE MOT 








0206090234 

REfl 

8206140261 

RES 



0206100017 

NUREO 

8206140360 

REfl 



0206100034 

NUREO 

8206190091# 

CONTRACT 



8206100038 

NUREO 

0206190053# 

FOIA 



8206100060 

NWEO 

0206190302 

9O-5R0 

E 








8206100063 

NUREO 

8206170176 

50-269 

P 


8206100069 

NUREO 

8206170170# 

50-269 

P 


8206100087 

NUREO 

8206170307 

NUREO 



0206100089 

NUREO 

8206180340 

NMREO 



8206100334 

RES 

8206230230# 

FC lA 









8206100410 

RE8 

6206230240# 

FOIA 



0206110184 

RE8 

8206290043# 

CONTRACT 



B2061 10413 

REB 

0206290365# 

90-269 

P 


0206140270 

REfl 

8206020930# 

90-230 

0 


02061 40277 

REO 

8206070172 

REOOO 









62061 40368 

REfl 

8206060213 

TOPHEP 



6206140377 

REfl 

6206160247# 

90-307 

E 


6206140398 

RES 

0206160292* 

90-307 

E 


8206180090 

REB 

0206160257# 

90-307 

E 


8206170046 

NUREO 

6206230199# 

90-278 

P 








8206220060 

REfl 

6206240207# 

90-331 

F 


0206230240# 

FOIA 

0206240401# 

CONTRACT 



0206240034 

NUREO 



618 


CORPORATE SOURCE JNDEX 


AUTHOR 

AFFlLTATiaM 


Broyn ^ Root Cqrp Ctubft of Hailiburton 
Carp* ) 


Bru«h‘‘U'*llfliAni Ific 

Buchanan* NY 

Bifcyruft-Er i« Co 
BulHlnii Tachnolo-gfji Inc 
Buihpait Cov« Cltizana Croup 

Burnham City Hoip. Champa is ti* I L 
Burni 2* Ro> Co 

8(i«in«ifii)>n for th* Public Inbt-rast 


C*£ Optratlns Plant« Ouncrs Croup 
CONOCO. Inc, (Continental Oil Co ) 


Cad«m« Davicesi Inc 

Cahlllj Oor<ron Rtindai 
Calilornia Polytoch State Unlv 

California* State of 


California* Univ of* Davis 
California* Univ. -of* Los Angalsi 


California* Univ of* San Diego 
Camnqar C( Shapiro 


Carolina Powar -Sr Light Co 


ACCESSION 

SUBJECT 


AUTHOR ACCESSION 

SUBJECT 

NUHEER 

CATEOOflV 

AFFILIATION NUMBER 

CATECORr 

SS0&S5D015 

NUREO 


8206010505* 

90-324 S 

S20fi 180250# 

50-498 

A 

0206010509 

50-400 Q 




0206010533 

50-324 P 

S20&2 20453 

TOPREP 


8206010539* 

SO-32-i f 

5306230013 

S0-49B 

8 

8206010596 

50-324 fi 

eSO& 150209 

40-6732 


8206010612* 

50-324 S 

0306210588 

50-347 

0 

0206010622 

50-400 9 

8206310594* 

50-247 

0 

0206010629 

50-324 S 

33060 7037S 

PR 


8206010630 

50-261 B 

3206100163* 

50-537 

A 

8206010635 

50-325 B 

3206010087 

FDIA 


0206010637* 

50-261 S 

8306070 63B* 

70-3830 


0206010639* 

50-324 B 

8306110004 

MIREO 


0206010645 

50-324 S 

8206090144 

50-367 

0 

0206010651* 

50-329 S 

0306090 1 4S» 

50-367 

0 

0206010657* 

50-324 8 

B 306090 147* 

50-367 

0 

8206010664 

50-324 S 

0306090143* 

50-367 

0 

8206010673* 

SO-324 S 

0206090150* 

50-367 

0 

0206020122* 

50-261 F 

S2060402S9 

TOP REP 


0206020127* 

90-261 F 

3306170123 

TOP REP 


0206040311 

50-400 A 

3306230176 

40-8743 


02060 70075 

50-329 B 

8206320131* 

40-8743 


02060 70 078* 

30-325 8 

3306380041 

40-8743 


02060 70159 

30-324 S 

8206010187* 

POIA 


0206070164* 

50-324 S 

8206030041* 

FOIA 


8206070295 

50-329 S 

3306320333 

50-394 

u 





0206070304* 

50-335 B 

8205040848 

50-37S 

0 

0206070388 

50-335 B 

8206240349 

50-361 

0 

0206070396* 

50-325 fl 

6206240334* 

50-361 

0 

0206070574 

50- 400 C 

8206290324 

PROJ 


8206070687 

50-400 S 

6206070636 

PR 






8206070729* 

50-334 0 

B2060 10075* 

FOIA 


8206070043* 

50-324 P 

8306010065* 

FOIA 


8206000209 

50-241 F 

8206010149* 

FOIA 


0206080234 

50-24* B 

8306140096 

50-142 

0 

8206000297* 

50-241 ft 

8206160076 

60-142 

a 

8206090026* 

FOIA 

8306290487 

50-142 

p 

8206100162 

90-324 P 

8306390493* 

50-142 

p 

82061 10100 

50-400 8 

8306290494* 

50-142 

p 

0206110310 

90-325 S 

8306090121 

REOOD 


02061 10314* 

90-329 8 

8306040174 

50-322 

0 

8306230149 



0206140080 

SO-324 P 

50-322 

0 

0206140080 

SO-324 P 

83031 705S3 

50-324 

0 

0206140106 

30-261 P 

8304200213 

50-400 

A 

0206140185 

50-324 F 

8306010020 

50-324 

8 

0206140185 

SO-324 F 

8206010029* 

50-324 

S 


8206010100 



02O615OS35 

SO-324 ft 

50-261 

8 

020615023 5 

50-324 ft 

8306010109* 

50-261 

8 

02061 S023S* 

SO-324 ft 

8306010114 

50-335 

8 

02061 5023S* 

50-324 ft 

8306010132* 

50-325 

8 

020615032? 

50-261 P 

8306010141 

50-324 

8 

8SC60 10150* 



8206150331* 

50-261 P 

50-324 

8 

0206160182 

SO-261 0 

8206010153 

50-325 

8 

82061 70249 

30-324 F 

8806010160* 

50-325 

8 

8206180272 

50-400 4 

8206010196 

50-324 

8 

02061 00272 

50-400 4 

8206010301* 

50-324 

8 

83060 10302 



0206180280* 

50-400 4 

50-325 

8 

0206180280* 

50-400 4 

8206010205* 

50-325 

S 

0206180269* 

SO-400 4 

6206010217 

50-323 

S 

0206180289* 

50-400 4 

8306010220* 

50-325 

8 

0206180292* 

50-400 4 

6206010335 

50-323 

8 

S206D 10237 



8206180292* 

90-400 4 

50-400 

8 

0206100295* 

50-400 4 

8306010243* 

50-325 

8 

0206180295* 

90-400 4 

6206010303 

50-324 

8 

0206180302* 

90-400 4 

8306010308* 

50-324 

8 

02061 00302* 

50-400 4 

6206010324 

50-324 

S 

82060 t0331« 



0206180319* 

50-400 4 

50-324 

8 

8206100319* 

50-400 4 

83060 10348 

50-324 

a 

0206210220 

90-325 « 

82060 10352-* 

SO-324 

8 

6206210233* 

50-525 ^ 

8206010358 

6306010363* 

50-325 

50-325 

8 

S 

0206210437 

50-324 i 

8306010363 

8306010367* 



8206210449* 

50-324 S 

50-324 

50-324 

8 

a 

8206210479 

8206210489* 

50-324 S 
50-324 S 

8206010394 

8206010403* 

8206010416 

SO-324 

50-324 

50-325 

a 

a 

s 

8206210918 

8206210910 

50-324 P 
50-324 f 

8206010419 
83060 10423 
82060 10424# 
8206010425* 
B2060 10466 

30-324 

50-400 

50-325 

30-324 

50-324 

a 

a 

a 

8 

8 

0206210520 

0206210926# 

8206210926# 

8206210530* 

8206210537 

50-324 S 
50-324 f 
90-324 P 
50-324 B 
90-325 S 

8206010490 
6206010492* 
8306010493 
82060 10902* 

50-324 

50-324 

50-325 

50-325 

a 

a 

8 

8 

0206210940* 

0206220174 

8206220174 

0206220230* 

0206220230* 

90-329 8 

90-324 C 
90-324 4 

50-324 0 

30-324 0 


CORPORATE SOURCE INDEX 


61 


AUTHOR 

AFFILIATION 

ACCESSION 

NOHDER 

SUBJECT 

CATEOOftY 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

BUflJECT 

CATEOOflr 



5a''3a4 

0 



8206000220 

90-390 

1 


0SO6S2Q336» 

50-324 

0 



0206000249 

50-398 

1 


&S06220W 

50-325 

8 



02O6D 80321 

90-390 

i 


0206220354# 

50-325 

S 



S2Q6 100100 

90-390 

i 


02O622O3S9 

50-32S 

8 



82061 50220 

30-350 

c 


0206220399# 

30-325 

B 



8206170132 

SO -358 

£ 


0206220426# 

30-400 

0 



0206 170 107 

50-350 

£ 


0206220475# 

30-324 

Q 



02061 70279 

50-350 

E 


0206220406# 

30-324 

0 



0206170206 

50-350 

S 


8206220522# 

30-324 

Q 



0206170334 

50-350 

a 


8206220S29# 

50-324 

a 



0266170349 

30-390 

0 


8206220S32# 

50-261 

Q 



02061 70373 

50-350 

a 


0206230152 

90-400 

0 



8206210106 

50-358 

a 


8206240077 

50-261 

s 



0206240163# 

50-350 

0 


0206240175 

50-323 

0 



0206290330 

50-330 

0 


8206240182# 

50-925 

8 



B206290365 

90-390 

a 


8206240106 

50-325 

0 

Cl tl fans 

Aflainft Niicla»r pawir 

0206 1 00320 

90-400 

9 


8206240192# 

50 —32 9 

0 

Glti tana 

Aaadclation for Bound 

0206080090 

50-449 

9 


8206240271 

50-324 

P 



0206000090 

30-445 

9 


8206240205# 

50-324 

P 



0206080102# 

50-445 

0 


8206240288# 

50-324 

P 



0206000102# 

90-445 

0 


8206240290# 

50-324 

P 



0206100126 

90-449 

0 


82062 SOI 10 

50-324 

Q 



0206100126 

50-449 

0 


8206250118 

50-324 

a 



0206100129# 

50-445 

0 


8206250121# 

50-324 

0 



0206100129# 

50-445 

0 


8206250121# 

90-324 

Q 



0206240376 

50-445 

0 


8206250150 

90-324 

Q 



8206240376 

50-445 

0 


8206250190 

50-324 

Q 



0206240377# 

30-445 

0 


8206200499 

90-261 

P 



0206240377# 

50-445 

0 


0206290486 

90-324 

P 



8206240380# 

50-445 

0 


0206290490# 

90-324 

P 



8206240300# 

50-443 

0 


0206290539 

50-324 

P 



0206240383# 

50-443 

0 


8206300105 

90-325 

a 



0206240383# 

30-449 

0 


0206300109# 

50-323 

a 



9206240386# 

90-449 

0 

CJrfitnif A 6 

0206070555 

90-361 

0 



0206240306# 

30-445 

0 


0206070555 

90-361 

0 



82062 B018S 

50-445 

0 


8206070562# 

50-361 

(0 

Clti lana 

Concern## About Nuclear Poudrj 

8206040266 

50-490 

9 


8206070562# 

50-361 

0 

Inc 





(l»i-kirn 

8206280233 

90-44S 

0 



8206040266 

50-498 

0 

C«n(tr for LiU in tht Pafalic Intoroti: 

8206030186 

50-270 

0 



8206040871# 

50-498 

0 







8206040271# 

50-490 

0 


8206030186 

50-276 

0 







8206040053 

50-276 

0 

Clttvena 

for Equitable UtlUtlta 

8206010268 

50-498 

0 


6206040222 

90-275 

p 



0206040273 

50-498 

0 


6206040222 

50-275 

p 



0206040273 

50-490 

0 


8206140054 

50-275 

0 



0206040275# 

50-490 

0 







0206040279# 

90-490 

0 

Control HUdton Oof S( ElocliTlc Corp 

8206020438# 

50-220 

1 






Chtm-Nucloap eyotromi/ Inc. 

8206160120 

71-9152 




920617009? 

30-498 

0 


8206160469 

WASTE MOT 

Clavaland El*etric Xllumlnatind Co. 

0206040089 

90-440 

0 


8206240076 

FOIA 




8206040085 

90-440 

0 


G206290164 

PR 




0206040120 

90-440 

0 







8206040120 

30-440 

0 

Clkpprvi H, M /Charrv* Flynn fc KanUr 

8206290103 

50-454 

0 







8206290163 

50-464 

0 



8206070490 

90-440 

0 


6206290266 

50-464 

9 



8206070490 

50-440 

8 


0206290256 

50-464 

0 



9206070461 

50-440 

8 


6206290299 

50-454 

0 



8206070461 

50-440 

9 







8206070511 

90-440 

S 


0206290259 

90-464 

0 







0206290294 

50-454 

0 



8206070511 

90-440 

8 


6206290294 

50-454 

Q 



8206070540 

50-440 

0 


0206290290 

50-454 

Q 



8206070540 

50-440 

0 


6206290296 

50-454 

Q 



820607066? 

90-440 

8 







8206070669 

50-440 

0 

Chevron Oil Co <»ub« of Standard Oil 

0206160390 

REOOD 







Co of California) 






8806070877# 

50-440 

Q 

Chlldrin'i Honiorial Hoop CMcagorXL 

6206010370# 

FQIA 




8206080230 

50-440 

0 

ChoctoM Sirvlcrit Inc. 

0206070644 

PR 




0206110220 

30-440 

A 

Christ Ho»p. OaklawnrIL 

6206300322 

REOOP 




8206110220 

50-440 

A 

Chrlita'-Haria 

6206010312# 

90-155 

T 



82061 10230 

50-440 

A 


6206040043 

90-155 

0 



8206110830 

50-440 

A 


8206040209 

90-165 

0 



8806190197 

50-440 

A 


6206070506# 

90-155 

0 



02061 S0197 

SO-440 

A 


6206090128 

90-155 

Q 



0806150234 

50-440 

E 


0206230156# 

90-159 

Q 



8206190234 

90-440 

e 

Clru-clnnati Oa* Electric Co 

0205280306 

90-35B 

B 



8806150849# 

50-440 

A 


0206020466 

90-360 

K 



8806150869 

90-440 

£ 


8206020469# 

S0-35S 

K 



88061 9086? 

50-440 

E 


0206040126 

90-360 

0 



82061 50317 

90-440 

A 


8206040153 

90-350 

A 



8206190317 

50-440 

A 


0206070390 

50-350 

8 



02061 90336 

50-440 

A 


8206070430 

90-350 

8 



6206190361 

50-440 

8 


8206070490 

90-350 

B 



8206190361 

50-440 

9 


0206070603 

90-390 

0 



8206170298 

50-440 

E 


8206070608# 

90-350 

0 



8206170290 

50-440 

E 


0206070796# 

90-390 

a 



8806170347 

30-440 

e 


8206070006# 

90-390 

a 



8806180279 

90-440 

0 


0206070010# 

90-350 

0 



6206180279 

50-440 

Q 


0206000119 

90-350 

K 



0206820087 

50-440 

E 



620 


CORPORATE SOURCE INDEX 


AUTHOR ACCEBB3DN SUBJECT 

AFFILIATION NUMBER CATEGORY 


SSOASSOCa? 50-440 E 

050^.280337 50-440 E 

eaoA 2 ao 337 50-440 e 

0206240418 50-440 8 

a»062 90277 SO-440 0 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8206020493 50-237 Q 
8206020493 50-237 0 
8206020493 50-237 Q 
0206020521 50-373 3 
a 206020529 « 50-373 9 


CUval«nd-Cllf-fi Iron Co B2a60202l9« 40-0200 

S206220046 40-07 J 4 

B20622aC52« 40-67i4 

Coilltlon For Nucltor Poiuer Plant 0206070565 FRH 

Poitpontmcnt 

CodUtlon for Saft Pow^r 8206010206 50-522 0 

ColoradD St at I Unlv 8206230348» CONTRACT 

Colorado! State of 8206290376a 50-267 F 

Coiorarfoi Univ, of 8206070182 REGOD 

0206070186* REGOD 

Columbia Rlvvr Intar-Tribal Fl«h 8206010303 50-522 D 

Coatmitaion 

CQmbuttlon Ensineir lTig» Inc 8206070416 PR 

0206080230* 50-369 Q 

0206100310 70-1100 

0206100316* 70-1100 

0206220519 PR 

Camfflarct! Dtpt. af. National OcaanogripMc 0206100036 NUREO 

K AtfBoipharic Administration 

8206140312 NUREO 

0206220029 NUREO 

8206300337 S0-S2S D 

Comaicrcej Otpt of 8205130491* CONTRACT 

8206280579* CONTRACT 

Oonmarct! Dtpt, afr National Duriau of 820601073S PR 

Standard* 

8206040033* CONTRACT 

Commiti** to Brldfi^f th* Gap 0206010270 50-142' 0 

0206010342 50-14 2 0 

8206010346 50-142 0 

0206040045 50-142 0 

0306170280 50-142 0 

8206 1 70287 50-142 0 

0206170291 50-142 0 

0206170297 50-142 0 

8206240372 50-142 0 

CaauAonwtalth Edison Co. 0205120245 50-454 F 

8205120245 50-454 F 

8206010336 50-237 G 

8206010336 50-237 0 

0206010336 50-237 0 

0206010336 50-237 6 

0206010336 50-237 0 

8206010351 50-454 0 

Q2Q6010A67 5Q-373 R 

82060 10467 50-373 ft 

0206010475* 50-373 R 

0206010473* 50-373 ft 

82060 10527 30-373 P 

8206020138* 30-373 P 

8206020130* 30-373 T 

0206020151* 50-373 F 

8206020188* 30-254 F 

0206020188* 30-254 F 

8206020193* 50-254 P 

0206020193* 50-254 F 

0206020303 50-249 8 

B206020306* 50-249 B 

8206020341 50-304 8 

8206020342 50-237 P 

B206{>2D346« 50-304 B 

8206020351 50-295 8 

8206020356* 50-295 0 

8206020359 50-249 P 

0206020365* 90-249 P 

0206020374 S 0-237 P 

0206020374 50-237 P 

0206020374 50-237 P 

8206020374 50-237 P 

0206020374 50-237 P 

8206Q20377 50-295 G 

0206020394 50-254 P 

0206020394 SO-254 P 

8206020404* 50-234 P 

0206020404* 90-254 P 

8206020441 90-237 P 

0206020459 50-373 P 

0206020459 90-373 P 

G2060 20493 50-237 0 


8206020539 

8206020549 

0206020551 

8206020560* 

8206020563* 

8206020596 

8206030150 

8206030150 

82060301SO 

8206030151* 

8206030151* 

8206030151* 

6206030335 

8206040030 

0206040080 

8206040092* 

8206040122 

0206040251 

0206040253* 

8206040256 

0206040316 

0206040436 

0206040443 

8206070181* 

0206070109 

B206070225* 

0206070229* 

0206070229* 

0206070229* 

0206070238* 

82060 7023B* 

8206070241* 

8206070241* 

0206070274 

8206070274 

8206070274 

0206070274 

8206070274 

8206070281 

8206070204 

8206070284 

0206070291 

8206070291 

0206070326 

0206070330 

8206070330 

8206070330 

0206070330 

0206070330 

0206070416 

0206070456 

0206070462* 

8206070487 

8206070407 

0206070487 

0206070487 

8206070407 

6206070487 

0206070560 

8206070967 

0206070590* 

8206070676 

8206070716 

0206070722 

8206070723* 

8206070731 

02O6O7O74Q* 

8206070746* 

0206070764 

8206070771 

0206070774 

8206070770* 

8206070779* 

8206070700 

0206070799* 

8206070009 

8206070809 

0206070809 

0206070009 

8206070809 


50-373 0 

90-299 6 

50-295 P 

90-293 8 

90-295 P 

71-9096 
90-10 R 

50-10 R 

90-10 R 

50-10 R 

90-10 R 

90-10 R 

71-6601 
71-9096 
90-373 3 

90-373 a 

50-237 P 

90-373 3 

90-373 9 

50-373 F 

90-373 P 

71-5005 
71-9111 
50-373 F 

REOOD 

90-373 F 

50-373 F 

90-373 F 

50-373 F 

90-373 F 

50-373 F 

90-3 73 P 

30-373 P 

90-454 E 

90-454 E 

90-454 E 

90-454 E 

90-494 e 

50 -298 P 

90-373 P 

90-373 F 

90-373 P 

90-373 P 

90-237 P 

90-237 P 

90-237 r 

90-237 P 

90-237 r 

90-237 P 

PR 

90-370 P 

30-373 P 

90-237 a 

80-237 a 

90-237 9 

50-237 a 

50-237 Q 

50-237 0 

90-247 P 

90-294 0 

50-254 0 

PRN 

80-237 fl 

90-373 e 

50-237 8 

50-373 0 

50-373 & 

50-373 a 

50-373 B 

50-237 B 

50-373 a 

50-237 S 

90-373 9 

90-373 9 

90-373 6 

50-10 F 

90-10 F 

90-10 F 

90-10 F 

50-10 F 


8206020493 


50-237 a 



CORPORATE SOURCE INDEX 


& 

author accession 

SUBJECT 

AUTHOR 

AcceeaioM 

SUBJECT 

AFFILIATION NUHBER 

CATEOmV 

AFFILIATION 

NWIBER 

CATEOOR^ 

8JZ06070B09 

50-10 

F 

82061 40169* 

50-454 

820i070B09 

SO-IO 

F 

8206140180* 

30-494 

8206070609 

50-10 

F 

8206140180* 

50-454 

82060 70B09 

50-10 

r 

82061 40106* 

50-454 

8206070009 

50-10 

F 

8206140186* 

50-454 

e2060708l6« 

30-373 

Q 

0206140190* 

50-494 

8206000024# 

50-373 

F 

0206140190# 

90-494 

8206000024# 

50-373 

F 

0206140192* 

50-494 

0206060233 

50-10 

F 

0206140192* 

50-454 

0206060253 

30-10 

F 

8206140198* 

50-494 

82060 B0233 

50-10 

F 

82061 40198# 

50-494 

0206080233 

50-10 

F 

82061 40203* 

50-454 

6206080253 

50-10 

F 

82061 40203# 

50-494 

8206080253 

50-10 

F 

0206140210# 

50-494 

82060 0O3S6 

50-454 

A 

0206140210# 

50-494 

6206080356 

50-454 

A 

82061 40300# 

90-373 

0206060356 

50-454 

A 

82061 40304# 

90-373 

8206060356 

50-454 

A 

8206140390# 

50-293 

0206060356 

50-454 

A 

8206140393* 

50-295 

6206080378 

SO- 10 

J 

02061 50 £01 

90-304 

6206080370 

30-10 

J 

8206190183 

90-454 

0206060376 

50-10 

J 

8206190163 

90-494 

0206060459# 

50-10 

F 

8206190183 

SO-494 

8206060459# 

50-10 

F 

8206190183 

90-494 

6206060466# 

50-10 

F 

8206190183 

90-454 

8206060466# 

50-10 

F 

8206190188* 

90-454 

8206060466# 

50-10 

F 

8206190192# 

50-304 

8206080496# 

50-10 

F 

8206190204 

50-304 

8206060496# 

50-10 

F 

82061 50214# 

50-304 

8206080499# 

50-10 

F 

8206150285 

90-494 

0206090101 

REOOD 


82061 90S69 

90-494 

8206 100009 

50-295 

F 

82061 90289 

90-454 

8206100009 

50-295 

F 

8206190285 

90-454 

0206100011# 

50-293 

F 

8206190285 

90-454 

6206100106 

50-247 

0 

8206190292# 

50-254 

8206100106 

Sa-247 

0 

8206190310 

30-10 1 

8206100172 

50-304 

8 

8206190310 

90-10 1 

6206100179# 

50-304 

8 

8206190310 

90-10 1 

6206100214 

50-237 

P 

8206190313# 

50-10 i 

6206100214 

50-237 

P 

8206190313# 

50-10 1 

6206100214 

50-237 

P 

8206150313# 

50-10 1 

6206100214 

SO-237 

P 

8206 1 60222 

90-10 \ 

0206100214 

50-237 

P 

0206160222 

50-10 \ 

0206100214 

50-237 

P 

8206160222 

50-10 J 

8206100214 

50-237 

P 

8206160222 

50-10 J 

8206100214 

50-237 

P 

8206160222 

90-10 1 

8206110098# 

50-10 

F 

8206160222 

90-10 J 

82061 10098# 

50-10 

F 

8206 1 60222 

90-10 i 

8206110098# 

50-10 

F 

8206160222 

90-10 1 

82061 10104# 

50-10 

F 

8206160222 

50-10 i 

8206110104# 

50-10 

F 

8206160222 

90-10 1 

0206110104# 

50-10 

F 

8206160236# 

50-10 I 

0206110206 

50-299 

H 

8206160236# 

50-10 I 

82061 10206 

50-295 

a 

8206160236# 

90-10 \ 

0206110209# 

50-299 

R 

82061 70148 

60-373 t 

8206110209# 

50-295 

R 

8206170153# 

90-373 1 

8206110311 

50-373 

P 

0206170165 

90-265 i 

8206110312* 

50-373 

P 

8206170172 

90-373 1 

8206140000 

50-295 

P 

8206170174# 

90-265 1 

8206140099 

50-237 

P 

0206170177# 

5 

6206140114 

90-494 

0 

8206170185 


8206140114 

60-454 

0 

82061 70186# 


8206140118# 

50-454 

0 

3206170192 


8206140116# 

50-454 

0 

8206170192 


8206140126# 

50-454 

0 

82061 70195# 


6206140126# 

90-434 

0 

8206170199# 


8206140131 

50-249 

a 



0206140132# 

90-494 

0 



0206140132# 

90-494 

0 



0206140136# 

90-454 

0 



8206140136# 

90-494 

0 



8206140140# 

90-454 

a 



6206140140# 

50-454 

Q 



0206140144# 

50-454 

9 



0206140144# 

50-454 

0 



8206140146# 

90-249 

3 



8206140148# 

50-494 

9 



8206140140# 

90-454 

9 



8206140153# 

90-494 

Q 



6206140153# 

90-454 

O 



8206140160# 

90-494 

« 



, 8206140160# 

90-494 

0 



; 0206140163# 

90-454 

O 



0206140163# 

50-494 

0 



' 8206140165# 

90-494 

0 




1 
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■I I 
’ , I 


^UTRQR 

affiliation 


ACCESSION 

NUMBER 

8206170337 

8206170337 

0206170333 

8206170343 

0206170330 

0206170330 
02061 703S2« 
92061 703S4 
02061 70334 
0206170335 

8206170330 
8206170359 
0206170339 
0206170363# 
02061 70366# 

8206180197 

0206100201 

0206100201 

0206100201 

8206100330 

8206190330 

0206210005 

0206210091# 

0206210110 

0206210350 

820621 0357# 

8206210334 

0206210534 

0206210574 

0206210307# 

8206210396# 

0206220125 

eS063S0tS9* 

0206220136 

0206220136 

0206220163 

B206220Ue* 

0206220172 

0206220103# 

0206220210 

8206220210 

8206220210 

8206220210 

8206220210 

0206220212# 

9206220296 

9206220301# 

9206220353 

0206220360# 

0206220369 

0206220377 

BS06SS0377 

92062S0377 

8206220377 

9S06S90032* 

8206230032# 

0206230032# 

0206230032# 

8206230032# 

0206230032# 

8206230032# 

8206230032# 

0206230032# 

0206230032# 

8206230037# 

8206230037# 

0206230037# 

8206230037# 

0206230037# 

Q306230037* 

8206230037# 

0206230037# 

8206230037# 

0206230037# 

0206230037# 

6206230037# 

0206240049# 

0206240049# 

0206240049# 

8206240049# 

0206240049# 

0206240049# 

0206240049# 

8206240049# 

0206240049# 


SUBJECT 

CATEGORY 

50-10 9 
50-10 3 
50-373 9 
50-373 9 
30-373 F 

50-373 F 
50-373 S 
50-454 0 
90-454 0 
50-265 0 

90-373 8 
50-373 P 
50-373 P 
50-265 9 
50-373 8 

50-237 P 
50-454 F 
50-494 F 
50-454 F 
50-237 0 

50-237 0 
50-249 9 
50-249 e 
50-295 P 
50-265 8 

50-265 9 
50-254 n 
50-254 n 
50-237 S 
50-237 S 

50-373 0 
50-299 8 
SO-299 S 
50-294 0 
90-294 0 

50-249 B 
50-249 B 
90-373 9 
50-373 8 
50-454 K 

50-454 K 
50-494 K 
50-454 K 
90-454 K 
50-494 K 

50-373 8 
50-373 B 
50-304 0 
50-304 8 
90-295 Q 

50-237 a 
90-237 0 
50-237 Q 
50-237 q 
50-10 r 

50-10 R 
50-10 F 
50-10 P 
50-10 F 
50-10 P 

50-10 n 
30-10 r 
80-10 F 
90-10 F 
50-10 F 

50-10 F 
M-10 F 
90-iD F 
50-10 F 
50-i0 F 

90-10 F 
50-10 F 
50-10 F 
50-10 F 
50-10 F 

90-10 F 
30-10 F 
50-10 F 
50-10 F 
SO- 10 F 

90-10 F 
50-10 F 
90-10 F 
90-10 F 
50-10 F 


AUTHOR 

AFFILIATION 


CO'mmunltV CnBr^g Action N«tu;ork 
Computtr D«t# Bycttmit Inc. 

Conput#f 8y«t«inB Support Corp 
Conan Corp 

Ct>ngr««t (Joint U Rotating Commlttaa*! 
ttc 1 

Connittlcut Yankaa Atomic Poutr Co 


ACCESSION 

NUMBER 

0206240049# 
0206240049# 
8206240049# 
0206240121# 
B206S 40121# 

0206240120# 

0206240120# 

0206240203 

0206240260 

6206240268 

0206240277 

0206240277 

8206240299 

0206240299 

0206240332 

8206240332 

0206240332 

B206240332 

0206240332 

6206240332 

6206240332 

0206240332 

8206240332 

0206240332 

S20624037S 

0206240305# 

6206240397 

8206240403# 

B2062404S5 

0206240425 

6206240429 

8206250196# 

0206250255 

0206250260 

0206260061 

0206280083 

6206200246 

6206200319 

8206200679# 

0206290136 

6206290136 

8206290162 

0206290162 

0206290246 

0206290253# 

0206290371 
0206290376# 
8206290417 
S2062 90430# 
0206290470 

6206290473# 

62062904BB# 

0206290486# 

6206290503 

0206290510# 

0206290525 

B206S90531# 

6206290534 

0206290542# 

8206290553 

6206290553 
6206290611# 
6206290615# 
620630008 iif 
0206300001# 

8206300003# 
0206300063# 
0206300121# 
8206300 IS 1# 
8206300 121# 

0206300121# 

0306300125# 

6206300125* 

0206300125# 

6206300125# 

8206300242 

0206070641 

0206240467# 

6206240102# 

8206230060 

6206070044# 

6201200541# 

6206040136 

6206040146# 


SUBJECT 

CATEGORY 


50-10 F 
50-10 F 
50-10 F 
50-254 F 
50-254 F 

50-254 F 
50-254 F 
50-295 P 
30-373 P 
50-373 P 

50-494 C 
50-454 £ 
50-454 A 
50-454 A 
50-10 F 

30-10 F 
50-10 F 
50-10 F 
50-10 F 
50-10 F 

SO-10 F 
50-10 F 
SO-10 F 
50-10 F 
50-254 3 

50-234 8 
$0-373 S 
50-373 a 
50-237 P 
50-237 P 

50-295 P 
90-254 Q 
50-237 P 
50-373 J 
50-454 0 

90-237 P 
90-454 0 
PR 

90-373 F 
50-373 P 

90-37 3 P 
90-373 P 
50-373 P 
90-373 B 
50-373 8 

90-373 0 
50-373 a 
90-373 B 
90-373 8 
50-373 B 

90-373 8 
50-295 q 
90-295 0 
50-373 0 
50-373 8 

50-373 B 
50-373 a 
90-373 6 
90-373 9 
90-454 K 

90-4 S 4 K 
90-434 F 
50-454 r 
90-254 F 
90-254 F 

50-254 F 
50-254 r 
50-10 F 
90-10 F 
90-10 F 

90-10 F 
90-10 F 
50-10 F 
90-10 F 
50-10 F 

90-454 0 
PRM 

CONTRACT 

CONTRACT 

XPORTLJC 

PR 

90-213 F 
50-213 Q 
50-213 G 



CORPORATE SOURCE INDEX 


623 


AUTHOR 

AFFILIATION 


CoifintT' U Httt»rh*hn 

Conovtr Aisocl4t««i Inc Intur«ne« 
C«niirv»Uofv Council of North Carolina 

CcntoUiitid Edi«on Co, of Noui Vork 


ACCESSION 

NUMBER 

e20&0 40373 
SSO^l 00293 
82061 500S0* 
82061 6036S 
8206170234 

8206170367* 

8206210174 

8206210197* 

8206210633 

8206210644* 

8206220179 

6206220216 

8206240329 

8206240327* 

6206240410 

6206240413* 

8206300219 

8206300303 

8206300308* 

8206070600 

8206070603 

8206210282 

0206240163* 

8206280271 

0206220330 

8206040079 

8206040079 

6206040110 

8206040110 

8206010062 

8206010066* 

8206010238 

8206010240* 

8206010307 

8206010307 

8206010330 

8206010338 

8206010344* 

8206010344* 

8206010347* 

8206010347* 

8206020398 

8206030202 

8206030206* 

8206040142 

82060 40220 
0206040228 
6206040238 
8206040238 
8206040378* 

0206070532 

8206080032* 

8206080036* 

8206080069 

8206080077* 

82060 803 IB 
6206000368 
820608037 J« 
0206100110 
8206100110 

B206 140031 
8206140031 
8206140093 
8206140093 
8206140112 


BUBJECT 

CATEOORY 


30-213 P 
50-213 P 
30-213 r 
50-213 P 
50-213 P 

50-213 Q 
50-213 R 
30-213 R 
50-213 P 
50-213 P 

50-213 Q 
30-213 8 
50-212 a 
50-213 S 
90-213 8 

30-213 8 
50-213 V 
50-213 P 
30-213 P 
PRM 

50-350 0 
50-332 Q 
50-350 0 
30-352 O 
70-1^21 

50-400 Q 
50-400 0 
30-400 0 
30-400 0 
30-247 8 

50-247 8 
30-247 R 
50-247 R 
50-247 0 
30-247 Q 

30-247 0 
50-247 0 
50-247 0 
50-247 0 
50-247 Q 

50-247 0 
50-3 J 
30-247 0 
50-247 0 
50-247 0 

50-247 0 
50-247 O 
50-247 0 
50-247 0 
50-247 Q 

50-247 0 
50-3 F 
50-3 r 
50-247 8 
50-247 fi 

90-247 P 
90-247 R 
90-247 n 
90-247 0 
90-247 0 

90-247 0 
90-247 C 
90-247 T 
90-247 T 
90-247 T 


AUTHOR 

AFFILIATION 


Co-nttrucblon T«cl>nologi| Laborato-nla i 
Contuffltr* Powsr Go 


ACCESSION 

NUHBiER 

82061 BO 163 
82061 BO 163 
0206100171* 
02OA1&O171* 
0206180214 

8206100297 

0206180257 

0206100296 

8206100296 

0206100316 

8206180316 

0206210427 

0206210427 

0206210427 

8206220161# 

8206220161# 

8206220161# 

8206220413 

8206220416# 

8206220497# 

8206240169 

8206240169 

0206240200 

0206240208 

0206240221 

8206240221 

0206240235# 

8206240235* 

8206250225 

8206200149 

0206280329 

8206200329 

8206200329 

8206280532 

0206290301 

0206210598# 

810402030?# 

8104020512# 

8104020513# 

8104020516# 

0104020517# 

8104020319# 

0104160390 

0206010101 

0206010106# 

8206020397# 

8206040241 

0206040318 

0206070100 

8206070247 

0206070253 

8206070379 

8206070409 

0206070430 

8206070502 

0206070506# 

0206070947 

0206070990# 

0206070672 

0206070601 

8206070797 

0206070763# 

B206080109 

8206000109 

0206000199 


SUBJECT 

CATEGORY 


90-247 0 
90-247 0 
80-247 O 
90-247 0 
50-247 0 

90-247 0 
50-247 0 
50-247 0 
50-247 0 
50-247 0 

50-247 0 
50-3 P 
50-3 P 
50-3 P 
50-247 F 

50-247 F 
50-247 F 
50-247 R 
50-247 R 
50-206 0 

50-247 0 
50-247 O 
50-247 Q 
50-247 0 
50-247 0 

50-247 0 
50-247 0 
50-247 0 
50-247 P 
50-247 0 

90-3 8 
90-3 8 
50-3 8 
90-247 0 
50-247 0 

90-329 A 
90-199 P 
90-199 P 
50-199 P 
90-159 P 

90-199 P 
50-195 P 
50-195 P 
50-195 R 
50-155 R 

50-299 Q 
50-299 P 
90-159 Q 
90-329 R 
50-199 P 

90-299 P 
50-329 0 
PR 

50-199 0 
90-199 0 

50-159 0 
50-199 T 
50-199 T 
50-199 P 
90-159 P 

50-199 9 
90-159 S 
50-32? a 
90-329 9 
50-32? 8 


8206140112 

0206140119* 

0206140115* 

0206140120* 

0206140120* 


50-247 T 
50-247 T 
50-247 T 
50-247 T 
50-247 T 


0206190299 

8206160169* 

0206160165* 

0206160172* 

0206170088 


90-247 F 

90-3 P 

90-3 P 

90-3 P 

60-247 S 


8206170130 

8206170130 

8206170197 

8206170197 

8206170160 


50-247 0 

90-247 Q 
50-247 0 

50-247 0 

50-247* 0 


8206170160 

8206170290 

0206170262* 

8206180194 

8206180154 


80-247 0 
50-247 a 
50-247 a 
90-247 a 
50-247 8 



624 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation: 

ACCESSION 

NUrtBER 

SUBJECT 

CATEODRV 


author accession 

AFFILIATION NUMBER 

suB^^r 

CATEOiMir 


e20&a90Di3«- 

90-329 

A 

8206290386 

90-255 P 


fl50&0900l5* 

50-329 

A 

8206290387* 

30-255 P 


Sm0900i5» 

50-329 

A 

8206290391 » 

30-255 P 


fi20£>a900iS» 

90-329 

A 

S2062 90403 

90-255 P 


e 20410900 lfl» 

50-329 

A 

0206290400* 

50-259 P 


e20&a90M2 

PRM 


0206290412* 

50 -255 P 


ssodtiooiao 

50-155 

8 

0206890496 

50-L55 P 


BSO4ilO0i06» 

50-135 

8 

0206290502* 

50-153 P 


gs04il00i£4 

30-155 

P 

0206290507* 

50-153 P 


020610017! 

50-155 

S 

0206300008* 

50-253 F 


8S061001764 

30-155 

s 

0206300090* 

50-255 F 


0206100223 

30-295 

8 

0206300170 

50-155 P 


0206 10022 9 » 

50-255 

8 

Cotli*r Corp 0205280574 

40-0511 


02061 002S 9 

50-255 

P 

8206160449 

40-S5JI 


02061 002S 9 

SO -235 

P 

0206220140 

HASIE rtvT 


8206100259 

50-235 

P 

0206280143* 

WIASTE IKT 


0206100259 

50-255 

P 

Council on Econon^lc Prlorltlos 8206230030 

NUHE9 


0206100202 

50-855 

8 

8206230033* 

NURE2 


0206100204 

50-329 

8 

Covington It Burling 0201200165 

50-3fl9 H 


0206100204 

50-329 

8 

020 1 200160* 

so-ae? n 


02061 0030 0» 

90-255 

S 

Cr«ar*f Inc 0206290669* 

CONTfiAtT 


0206 L 10077 

50-255 

P 

Crachof lovsH* 0206100374* 

RES 


0206110236 

50-887 

P 

DairuUtid Power Cooper*tlva 0206010213 

90-109 n 


0206140016 

50-155 

P 

8206010213* 

50-409 B 


0206140017 

30-153 

P 

8206010531 

50-409 P 


0206140021 

90-255 

R 

0206080566 

50-409 i 


82061 4002S IF 

30-299 

R 

0206 040312 

50-409 P 


8206150140 

50-153 

8 

0206070261 

50-409 P 


82061 SO 143» 

50-155 

S 

02O6OBO357 

50-409 P 


8206150145 

50-259 

P 

0206100256 

50-409 S 


82061 50207 

50-155 

P 

0206100262* 

50-409 S 


0206150223 

90-259 

F 

8206100867* 

50-109 a 


8206150312 

90-329 

E 

0206100870* 

50-109 5 


8206150312 

50-329 

F 

02061 10071* 

50-lM f 


0206150396 

90-J9S 

P 

02061 10072* 

50-109 F 


8206160367 

90-259 

P 

8206150818 

50-409 9 


0206171)295 

90-155 

P 

0206150218* 

50-1D9 S 


8206170304 

90-329 

S 

0206 1 90228* 

50-109 9 


0206170305 

50-135 

& 

82061902SS 

50-109 r 


0206170313 

50-255 

0 

82061 S0280 

50-109 a 


0206100004 

50-329 

A 

0206 1 50804 

50-409 ft 


8206180004 

50-329 

A 

02061 S0S87 

50-409 P 


8206210117 

50-255 

J 

0206130290* 

50-409 ft 


0206210110 

50-329 

A 

BS06 190321 

50-409 P 


0206210118 

50-329 

A 

0206130323* 

50-409 P 


8206210326 

90-155 

P 

8206170130 

50-409 5 


0206210960 

50-389 

0 

0206170145* 

50-109 S 


0206210960 

30-329 

0 

0206210114 

90-109 F 


0206210983 

SO-329 

0 

0206220805 

50-409 9 


0206210533 

50-329 

0 

8206280298* 

50-409 9 


0206210990 

50-329 

A 

BS062 30058 

50-409 P 


0206210590 

50-329 

A 

8206230061* 

90-409 P 


0206210611 

50-329 

F 

8206240063* 

50-409 P 


0206210611 

50-329 

F 

8206240071* 

50-409 P 


0206220295 

90-899 

a 

8206240190 

50-409 5 


0206220300* 

30-293 

a 

0206240194* 

90-409 S 


0206220491 

50-329 

E 

82062 40380 

SO-409 0 


0206220491 

50-329 

E 

82062 40388 

50-409 9 


0206220537 

50-329 

A 

82062 40331* 

50-109 9 


0206220553* 

50-329 

A 

8206200444 

30-409 F 


0206220628* 

50-029 

A 

0206290342 

50-409 9 


0206230194 

50-329 

0 

8206290390* 

50-409 S 


0206230194 

50-329 

0 

D*Ila» Horning Nswi 0206010730 

FOIA 


0206240012* 

50-255 

F 

0*1 tom OA 02060 30S39 

50-321 J 


0206240015* 

50-255 

F 

Dame* 6 Moorr 8206020502* 

50-237 * 


0206240142 

50-329 

A 

0206030287* 

90-3453 


0206240437* 

90-255 

F 

0206080260* 

50-339 f 


0206240440* 

50-293 

F 

0*^1 Berry 6 HQward 0206210378 

50-423 A 


0206290246 

50-329 

A 

OeKalb Area Alllanct for Rtipunelblc @206040243 

90-434 e 


0206250246 

SO-329 

A 

Energy 






Oebevoii* 6 Liberman 8206040018 

50-445 fl 


0206280325 

50-195 

j 




0206280327* 

50-155 

j 

0206040216 

50-4Ba 


02O628O32B* 

SO-135 

j 

8206070416 

PR 


0206280330* 

50-155 

J 

8206070718 

PRM 


0206280331* 

S0-I5S 

J 

8206090001 

FOIA 





8206 1 40026 

SO-445 


0206280333* 

50-195 

J 




0206280400 

50-155 

p 

0206 1 40036 

50-445 


0206280403 

50-329 

A 

8206160106 

50-413 9- 


0206280403 

SO-329 

A 

0206170190 

50-445 


0206290121 

50-259 

P 

02061 70190 

50-415 e 





02061 70336 

50-413 ® 


0206290127* 

50-859 

P 




0206290132* 

50-855 

P 

82061 80190 

50-445 e 


02062 9023S 

90-259 

P 

82061 80190 

50-415 « 


0206290239* 

90-255 

P 

82061 B0199* 

50-445 « 


0206290241* 

90-255 

P 

8206180199* 

50-445 0 



CORPORATE SOURCE INDEX 


62 ( 


AUTHOR 

AFFILIATION 


ilcrtnsc. of, Nucl#«r Agvncy 

C>l-Au«r« UnJimltffdi Inc 
Cftrolt £dlcan Co 


Dali«rbvi'^ 


lani^i J. A 
f&v CAtnj<«) Co, 


>TBVO COTP 

Irido«trltf« Inc 
>g|» Poutr Co 


ACCESSION 

NUMBER 

820&2A0479 

S20&20005S 

e20&3002l3 

020&a00213 

0206300237 

0206300237 

820630023? 

0206300239 

020630024? 

0206300249 

0206300297 

0206300297 

0206300266 

8206300266 

0206300274 

0206300274 

0206100130 

0206240173 

0206020370 

0206040141 

0206040277 

0206040422 

0206070236 

0206100101 

0206150299 

0206150316 
02061 90330* 
03061 90333 
0206170303 
0206220543 

8206040047 
0206100301 
0206100346 
82068 104S0 
0206240380 

8206840198 

7908300718* 

8101200002* 

8206100443 

0206170069 

8206880641* 

8206880660* 

8206880664* 

8206280678 * 

8206880683* 

8206300184 

0206280195 

0206010128 

0206010139* 

8206010172 

8206010178* 
8206010223 
8206010228* 
02060 10675 
8206080041* 

82060200414 

8206020041* 

82060300414 

82060200474 

8206020098* 

8206080058* 

8206080098* 

8206080098* 

0206020063* 

0206020302 

8206020302 

8206020302 

0206030225 

8206030229 

8206030229 

8206030830* 

8206040207 

8206040216 

8206040324 

8206040324 

8206040349 

0206040349 

0206040349 

8206070204* 

8206070208* 

0206070208* 

0206070200* 

0206070214* 

0206070214* 

0206070214* 


SUBJECT 

CATEOORy 


FOIA 

50-445 0 

S0-44S 0 

50-449 Q 
50-445 Q 

90-445 0 

50-449 0 

50-44 5 0 
90-449 0 

50-445 0 

50-445 0 

50-449 0 

50-449 O 
90-445 0 

SO-449 Q 

50-445 0 

50-170 F 
90-352 0 

90-341 A 
50-341 B 

50-341 3 

50-341 S 
50-341 A 
50-341 A 
90-341 8 

90-341 A 
50-341 A 
50-341 0 

50-341 S 
50-341 0 

90-466 0 

90-466 0 

50-466 Q 
50-922 0 

90-466 0 

50-392 0 

FOIA 

FOIA 

WASTE MOT 
30-264 J 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

REOO0 
71-9070 
90-287 B 
90-887 S 
90-369 8 

90-369 0 

90-369 B 
ao-369 a 
90-369 e 
90-869 F 

90-269 F 
90-869 F 
90-269 F 
90-269 F 
90-869 F 

90-269 F 
90-269 F 
90-269 F 
90-269 F 
90-269 F 

90-269 F 
90-269 F 
90-269 P 
90-269 P 
90-269 P 

90-869 P 
90-369 F 
90-400 O 
90-413 F 
90-413 F 

90-269 P 
90-269 P 
90-269 P 
90-269 F 
90-269 F 

90^*269 F 
90-269 F 
90-269 F 
90-269 F 
90-269 F 


AUTHOR 

AFFILIATION 


ACCE8SI0N 

NUMBER 

02O6O7O24B 

0806070290 

8806070310 

0206070322* 

0206070333 

0206070407 

0206070477* 

0206070540 

0206070585 

0206070585 

8206070623 

82060707214 

8206070741 

9206070744 

0206070791 

8206070753 

8206070790 

02060708274 

0206080103 

0206080373 

0206110240 
8206110289 
02061 10290 
0ZO61 10290 
8206140295 

0206150306 
02061 50349 
02061 50349* 
0206160106 
0206160106 

82061603774 
02061 60387* 
8206160464 
8206170064 
8206170171 

0206170171 

0206170102* 

0206170108* 

8206170336 

0206100001 

0206100001 

0206100001 

0206100104 

820621009? 

8206210063* 

8206210072 

8206210078 

0206210072 

8206210077# 

82062100774 

02062100774 

0206210201 

8206210204* 

0206210612 

0206210618 

02062106184 
8206210618* 
0206220300 
0206280333 
02062 


SUBJECT 

catemwy 


flO-413 A 
50-369 fl 
50-369 B 
50-369 fi 
50-369 a 

PR 

50-413 0 

PHW 

50-369 P 
50-369 P 

90-269 Q 
50-269 Q 
90-413 Q 
90-370 Q 
50-369 a 

90-413 Q 
90-370 0 

50-369 Q 
50-269 a 
90-367 P 

90-413 B 
50-869 P 

50-413 a 

50-413 B 
50-270 a 

SO-413 F 
SO-369 P 
50-369 P 
50-413 O 
50-413 O 

BO-369 F 
SO-369 F 
WASTE HOT 
50-369 0 

90-413 K 

90-413 K 
50-413 K 
90-413 K 
50-413 0 

90-269 Q 

90-269 Q 
90-269 3 

90-269 P 
90-369 B 
90-369 B 

50-269 R 
90-269 R 
90-269 R 
90-269 R 
90-269 R 

90-269 R 
30-369 n 
50-369 R 
50-413 A 
90-413 A 

90-413 A 
50-413 A 
90-270 P 
50-369 


0 

8 

8 

0 

0 

a 

8 

8 

8 

0 


a 

8 

a 

8 

8 


a 


8 

a 

0. 


Du(|.ui«n* Light Co, 


fli 

8 . 

8 

a; 

e: 



526 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFJHATIOH 


ACCESSION SUBJECT 

KVMSER CATgeORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORy 


eaO-60 10271# 50-334 R 

eaOAO 10274# 50-334 R 

0206620544 50-334 P 

8206020547# 50-334 P 

3206040337 SO -334 P 

B2060 70003 50-334 F 

0206070249 30-334 P 

0206070312* 50-334 Q 

0206070319* 50-334 Q 

0206000311 50-334 R 

0206000313# 50-334 R 

0206060394 50-334 3 

0206080350# 50-334 3 

0206100169 50-334 P 

0206100170# 50-334 P 

G2061 00174# 50-334 P 

02O6J 00320 50-334 P 

0206110111# 50-334 0 

0206110276 50-334 0 

8206190044* 50-334 F 

0206190086* 50-334 0 

0206150112 90-334 8 

0206150115* SO-412 0 

02061 50120 50-334 R 

0206150130# 50-334 Q 

0206150132# 90-334 R 

0206150298 90-334 P 

0206160313# 90-334 F 

0206160317* 50-334 F 

0206170094 90-334 P 

0206170063 50-412 8 

0206170160 50-334 P 

8206170101* 50-334 P 

02061 70 JB4# 50-334 P 

0206170306 50-334 P 

8206 1 70310 » 50-334 P 

0206170318# 50-334 P 

0206210007* 90-334 0 

6206220104# 50-334 F 

0206220471 50-334 P 

0206220476# 50-334 P 

0206230107 90-034 0 

0206230111* 90-334 8 

0206230220 90-334 3 

0206230229# 90-334 8 

8206280248 90-334 8 

8206200297# 90-334 0 

8206200338 90-334 6 

0806200334# 90-334 8 

0206290435# 90-334 Q 

E060i Inc 0806020024# 90-449 A 

08061 00099 WUHEO 

0206100064 NUREO 

0806100217 RE0 

0206100339 RES 

B2061 00351 RES 

0206100362 RE0 

0206100365 RES 

B2061 00369 RES 

02061 10360# 90-440 A 

0206140341# 60-290 P 

0206140400# 80-399 A 

0206 1 60009* 90-403 A 

0206 230027 mHlEO 

0206240066 NUREO 

0206240072 NUREO 

0206890132# 90-490 A 

0206300334# 90-199 P 

e««UTT\ MtcM9*n Univ. 8206290298 REOOD 

E«ttin4n KO(l«k Co. 0206110392 XPO0TLIC 

Eba«to 8#rvlc#*i Inc, (tubt of En#*rcK 8206090136 REOOD 

Corp, ) 

02060 9013S REOOD 

0206300176 TOPREP 

0206300100* TOPREP 

0206100439 WASTE MOT 

0206140336 MA0TE MOT 

S206220148 ypORTLlC 

0206220106 XPORTLIC 

8206220999 XPORTLtC 

0206220603 XPORTHC 

8206100261# 90-299 P 

020611 0040# CONTRACT 

8806090236 40-0601 

0206090237# 40-0681 


8806140340 40-8601 

0806150196 40-0601 

0806190160* 40-0601 

G8062301S1 40-8681 

8206230153# 40-0601 

0806830275 4O-0&fll 

0206800033 40-8681 

Enargu R«*««rch U DfVBlopinvnt Admin 9806300309# 50-537 A 

(Prci#n61ij DOE) 

Envrgij R«aB#rch Oroupr Inc 8206810609 PR 

gnergy« Dept of 0206010090# 90-247 H 

9206010436 50- 537 B 

8206010461# 50-537 D 

0206020090 WASTE MOT 

0206080442 50-537 A 

02O6O3OOB7# FOIA 

0206040039# 80-320 T 

0206070801 50-537 C 

0206070806* 50-537 C 

0206070499 50-201 g 

0206080034 SO-537 4 

0206000030 50-537 A 

8206000129 90-937 A 

0206000139 50-537 S 

8206000229 50-537 A 

0206000239 50-937 C 

0206080292 50-937 A 

0206000410 50-937 A 

0206090089 50-201 0 

0206090087* 90-201 0 

0206090183 NUREO 

B206100196 90-537 A 

0206100807 50-937 A 

0206190229 90-537 4 

0206150839 90-937 C 

8206190240 90-537 K 

0206 190243 50-|»7 A 

0206 1 90 328 50-937 A 

0206160328 NUREO 

0206160406 7J-SS74 

8206160407* 71-9874 

0206210963 90-937 A 

0806280027 WA9TE m 

8206280032# WASTE HOT 

0206280130 WAOTE WT 

0206230270 71-9034 

0206240169 90-937 ^ 

0206240270 90-937 A 

8806240272# 50-907 A 

08062 4 0 363 90-937 A 

8306290329 WASTE HOT 

8206290332 WASTE HOT 

0206200040 WASTE 

020628043'? 90-537 A 

02062 8 094 9 90-937 A 

02068 90217 50-537 A 

0206890949 90-537 A 

0206300071 71-9910- 

CntrgyiDtpt oft Clinch River Orteder 0206170239 50-337 A 

Reactor Plant 

0806210319 50-537 A 

020621054 1 80-537 A 

0206290380 90-937 A 

0806290366 90-937 A 

EnerggiDept of* Idaho aperetlone Office 08061 10151 WASTE Kgi 

Environmental Coalition on Nuclear Power 0206210419 50-392 4 

Envlronnentei Protection Agency 0206020390 50-454 0 

0206100137 50-334 6 

0206160471 40-2061 

0206 1 70139 50-461 I 

0806220147 40-0743 

Environmental 8y«tem* Corp. 0806210473# 90-307 i 

Eurypeeti Gommunlt lati Comml»«ion of G2O61OO390# RES 

0206830177 XPORTLiC 

8206230170 XPflflTtIC 

E#)con Carp. 8806010046 40-B064 

8206010049* 40-0044 

82061 10067 40-0044 

0206820109 40-Qlfi3 

08068 80109* 4O-0S02 

Ejixon Nucle#r Co. , inc (tube of Exxon 8806020238# WASTE MdT 

Corp } 

8806020317 XPORtUlC 

8206030316 XPDRTLIC 

0206060276 TOPREP 



CORPORATE SOURCE INDEX 


i 


AUTHOR 

AFFILIATION 


FOI a*rvice» 

Ffilir«l Etnsrgvncy Hdnagwmenl: 


Ftdiral Signil Corp 
ntlich4ii>r» D. s 
Fli«rtlnfl< Andtrioni HcClung 


Fi»rlifa Poupr it Light Co 


ACCESeiON SUBJECT 

NUHDER CATEOOHY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Agency 


it Finch 


BS0A060SM 
8206000370# 
8206230352 
82062 SOI 64 
8206S 90262 

8206010005 

0206010165 

0206090192# 

8206140060 

020618012? 

8206180172 

8206100183 

0206180186# 

8206180213 

8206180242 

8206100251# 

8206180259# 

8206180266 

6206180271 

0206180275 

8206100282# 
6206180205 
8206100286# 
0206100287 
02061 00288# 

0206180290 

8206180293# 

8206100297 

8206180297 

8206180300# 

8206290452# 
8206150023# 
8206140054 
8206070555 
82060 70555 

82060 7056S# 

8206070562# 

8201200165 

8201200160# 

0201200173# 

0206010211 

0206010273 

0206010290 

0206010291 

8206010291 

8206010291 

8206010291 

6206010296# 

8206010296# 

0206010296# 

0206010296# 

8206010335 

8206010354 

8206010400 

0206010412# 

8206010436 

0206010448# 

8206010497 

8206010506# 

0206010556 

8206020314 

8206020330 

0206020330 

0206020348 

0206020304 

0206020304 

0206020390# 

8206020407 

0206020516 

0206020516 

0206030201 

8206040197 

0206040201# 

0206070120 

8206070127# 

0206070268 

0206070412 

8206070454 

8206070458# 

8206070620 

8206080198 

8206090004 

8206090004 

8206090004 

8206090004 


TOP REP 
TOP REP 
NUREO 
PR 

SO -'249 P 

FOIA 

COHHlBStaN 
50-247 T 
50 “373 F 
50-259 F 

□RQ 

50-358 F 
50-358 F 
50-373 F 
50-313 F 

50-313 F 
50-31 a F 
50-373 F 
50-220 r 
50-327 F 

50-220 F 
50-409 F 
50-409 F 
50-282 F 
50-202 F 

50-244 F 
50-244 F 
50-10 F 
50-10 F 
50-10 F 

50-267 F 
50-10 F 
50-275 0 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-389 M 
50-389 M 
50-309 M 

50-335 P 
80-335 P 
50-250 P 
50-250 R 
50-250 n 

50-250 R 
50-250 R 
50-250 R 
50-250 R 
50-250 « 

50-250 R 
50-250 P 
50-389 8 

50-335 8 

50-335 8 

50-335 3 

50-335 9 

50-250 9 

50-250 9 

50-389 9 

50-335 P 
50-250 P 
50-250 P 
50-335 P 
50-250 0 

50-250 0 

50-290 a 
50-250 P 
50-250 a 
90-250 0 

50-339 P 
50-397 K 
50-399 K 
50-335 8 

50-335 B 

50-3B9 a 
PR 

50-291 9 

50-291 B 
50-309 B 

50-335 P 
50-290 R 
50-250 R 
50-250 R 
50-280 R 


BS0609009B 
8206100342 
82061 00342 
8206100342 
82061 10246 

82061 10267# 
62061 10277 
8206110287# 
6206110302 
8206110306# 

8206140072 

8206140072 

8206140157 

8206140159# 

8206140164 

8206140168 

8206140168 

8206140176# 

6206160211# 

8206160211# 

8206160218# 
8206160460 
82062 1 0376 
8206210385# 
8206210433 

8206210434 
6206210441# 
8206210455 
82062 10455 
82062 104S7# 

8206210457# 

8206220219 

8206220335 

8206220342# 

8206220365 


8206220378# 

8206230079 

0206230083# 

8206240051 

8206240057# 

8206240140 

8206240150# 

8206240283 

8206280339# 

8206280426 

8206300291 

8206300293 

8206300296 

FI arid# Pou«r Gorp B2060 10109 

B206D 10112# 

9206010311 
9206010313 
9206010321# 
92060 10323# 
9206010327 

8206010339# 

8206010340 

8206010349# 

8206010365 

8206010376# 


8206010379 

6206010397# 

8206010389 

8206010393# 

8206010478 

8206010484 
8206010491# 
82060 1C490# 
8206010917 
8206010530# 


8206010950 

0206010963# 

8206010587 

8206010601# 

8206010616 


8206010627# 

8206010636 

8206010647# 

8206020569 

8206020571# 


8206040202 

8206040204 

8206040244 

8206040254# 

8206070500# 


8UBJEC1 

CATEOW 


PR 

50-250 

50-290 

50-250 

50-335 

50-335 

50-335 

50-335 

50-335 

50-335 

50-250 

50-250 

50-260 

50-250 

50-335 

50-250 

50-250 

50-335 

50-250 

50-250 

50-250 
WASTE m 
50-^51 
50-251 
50-309 

50-389 

50-309 

50-250 

50-290 

50-290 

90-290 

50-290 

50-250 

50-250 

50-335 

90-335 

90-290 

90-290 

50-290 

90-290 

50-339 

90-339 

50-290 

FOIA 

90-389 

50-389 

50-309 

50-309 

50-302 

50-302 

90-302 

90-302 

90-302 

50-302 

90-302 

90-302 

50-302 

50-302 

50-302 

90-302 

90-302 

50-302 

90-302 

90-302 

90-302 

90-302 

50-302 

90-302 

50-302 

90-302 

50-302 

90-302 

50-302 

50-302 

50-302 

50-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

50-302 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Food li Druii Aiffflin utT»tiOTi 

Fi>4t»r Wh»»lfr Corp 
Franc i«t H i adoFr Oillhiut«inc 

Franklin Haip FranklirirFA 

Franklin Inatlkuti/Frank 1 In Ratrarch 
Canttr 


Friidf Franii Harrlt* Shrlvar U Kampalman 
Frlindi «iF iht Earth 


Futura Ritourcai Aiicclataai Inc. 

QA Tachno 1 oglia# Inc. /Oanaral Atomic Co, 

GUARD 

' Gamma Corp 

j Oancral Clactrlc Co 

i 

I 


ACCESGION 

bubjfct 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

sao&oaotsj 

50-302 

P 


8206210521 

50-447 

a20&oeo22i 

50-302 

P 


8206210619 

TOPREP 

820A08040S 

50-302 

r 


0206220122 

71-7136 

820^0 9004B 

50-302 

p 


8206220126 

71-9001 

8206110233 

50-302 

s 


8206220146* 

50-234 

82061 i0262a^ 

50-302 

a 


8206230043 

PTai 

8206 1 40111 

50-302 

R 


8206230048# 

PT21 

B306J 40128 

50-302 

p 


8206230103# 

TOPREP 

82061 40135a 

90-302 

p 


8206230230 

71-9091 

8206160051 

50-302 

p 


0206280279# 

FOIA 

8206160175 

90-302 

p 


82062 BO 51 3# 

50-277 

8206 1 70198 

90-302 

F 

Oanaral Physic* Carp 

0206290649# 

CONTRACT 

8206180232 

90-302 

V 

Oanaral Public UtiHtia* - OPU Sarvtca 

8103270333# 

50-289 

8206210053 

50-302 

3 

Corp 



8206210056# 

50-302 

e 


8206010249 

90-219 





8206010292# 

90-219 

8206210097 

50-302 

R 




8206210101# 

30-302 

R 


0206010391 

90-269 

a20&2l05i9 

90-302 

8 


8206010463 

50-289 

8206210524 

50-302 

P 


620601046?# 

50-289 

8206210535# 

90-302 

8 


0206010474# 

30-289 





0206020093# 

50-320 

B2062200B? 

50-302 

P 




8206220148 

50-302 

B 


8206020100# 

50-320 

8206220154# 

30-302 

6 


0206020321 

50-219 

8206220215 

50-302 

P 


0206030008 

50-21? 

8206220314 

50-302 

Q 


8206030146 

50-320 





8206030163 

50-219 

6206220523# 

90-302 

Q 




8206240369 

50-302 

P 


6206030165# 

90-219 

8206300056 

50-302 

S 


8206030167# 

50-219 

B206300061# 

90-302 

S 


8206030171# 

50-219 

82060 10176# 

FOIA 



8206030214 

90-219 





0206030218# 

50-219 

9206010200# 

FDIA 





82061 50061* 

CONTRACT 



0206030233 

50-269 

8206230113 

50-443 

D 


0206030299 

90-219 

8206160327 

PR 



8206030264# 

50-219 

8206160498# 

40-1341 



0206040090 

50-219 





0206040101 

PRM 

8206040368 

PR 





8206070309 

PR 



0206040102# 

90-21? 

8202080429# 

90-336 

P 


0206040111 

90-320 





0206040117 

50-320 

8203090403# 

50-25? 

P 


8206040172 

90-28? 

8205200084# 

50-237 

P 


8206040210 

90-21? 

6206030127# 

50-244 

P 


8206040413 

90-219 

8206040190# 

50-219 

P 


0206040417# 

90-219 

8206080389# 

50-29 

P 


02060 70 1?2# 

90-320 

02061 10193# 

50-219 

P 


0206070193# 

SO- 320 

8206170252# 

90-409 

P 


8206070251 

50-289 

8206180037# 

CONTRACT 



0206070409 

PR 

8206240037# 

FOIA 



8206070469 

50-209 

0206240039# 

FOIA 



0206070465 

50-289 

8206240042# 

FOIA 



8206070471 # 

90-289 

8206040082 

50-247 

0 


8206070471# 

50-20? 

8206140103 

50-247 

0 


0206070522 

SO-320 

8206140103 

90-247 

0 


0206080045# 

50-209 

8206170267 

50-247 

0 


0206060090# 

50-269 

8206170267 

50-247 

0 


8206060066 

50-320 

8206240405 

90-247 

Q 


0206080144 

90-209 

8206260 137# 

90-247 

C 


8206060148# 

90-209 

6206290270 

90-244 

P 


8206080239 

50-28? 

6306070605 

NUREO 



8206080360 

90-320 

6206230209 

XPORTLEC 



02060 00365# 

50-320 

8206070559 

90-361 

0 


0206000390 

90-209 

8206070955 

90-361 

0 


02060 00395# 

50-289 

8206070562* 

50-361 

0 


82061 00322 

90-320 

8206070563* 

90-361 

0 


82061 10291 

50-320 

82061 60334 

PR 



02061 10295# 

90-320 

8205170289 

90-447 

K 


02061 40311# 

50-320 

8205170293* 

90-447 

K 


0206140314# 

50-320 

0205360206 

90-447 

K 


0206 1 90170 

90-28? 

8206010547# 

90-324 

P 


02061 90200 

50-320 

82060 10557# 

90-324 

P 


0206190202# 

90-269 

8206020149# 

FOIA 



82061 90208# 

50-320 

8206020319 

XPOftTLTC 



0206190210# 

90-320 

8206020532 

90-447 

K 


8206160201 

90-2B9 

6206020936# 

50-447 

K 


0206160234# 

50-289 

0206070676 

FRM 



8206160241# 

90-28? 

8206090072# 

30-447 

K 


8206160270 

90-320 

8206090120 

RUREO 



0206160352 

REOOO 

8206100183# 

50-277 

P 


8206170090 

50-320 

02061 10088 

rOPREP 



82061 70079 

50-219 

82061 10337 

xpaRTi.ro 



0206170101# 

50-219 

8206140333 

NURCO 



8206 1 80006 

50-209 

8206150335 

TOPREP 



0206180007# 

90-289 

6206160340 

TOPREP 



8206100192 

50-320 

8206160467 

UA8TE HOT 


8206180314 

50-320 

8206210358 

TOPREP 



8206 1 80317# 

90-320 


A 


P 

P 

R 

R 

r 

p 

p 

p 

F 

F 

F 

P 

0 

0 

s 

9 

8 

8 

8 


& 

a 

a 

8 


9 

R 

P 

P 

a 

p 

p 

F 

F 

R 


R 

R 

H 

R 

Q 

F 

F 

P 

B 

e 

a 

s 

a 

a 

Q 

P 

S 

8 

F 

F 

Q 

R 

a 

R 

p 

F 

F 

P 


P 

a 

8 

H 

R 

P 

F 

F 


h 



CORPORATE SOURCE INDEX 


62 ! 


AUTHOR 

affiliation 


Ciniral R«»»arch Corp, 
<fiergla Pautr Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEOGRY 

8206180344# 

50-209 

0 

0206210042# 

50-320 

P 

8206210069 

90-209 

P 

8206210134 

50-209 

3 

0206210141# 

50-209 

8 

0206220091 

90-320 

8 

0206220386# 

50-219 

a 

0206220460 

50-219 

p 

8206230121 

90-219 

a 

0206230127 

50-320 

p 

0206230129# 

50-219 

a 

8206240276 

50-219 

p 

8206250012 

50-219 

R 

0206250014# 

50-219 

a 

8206250231 

50-289 

p 

0206200359 

50-320 

a 

0206200367# 

50-320 

a 

82O620O39S 

50-219 

3 

0206200421# 

50-219 

a 

0206200427 

50-219 

a 

0206200431# 

90-219 

a 

0206200662# 

50-289 

F 

0206200669# 

50-289 

F 

0206290152# 

50-219 

0 

8206290248 

50-219 

8 

0206290252# 

50-219 

a 

8206290322 

50-209 

R 

0206300202 

50-219 

P 

0206300207# 

50-219 

P 

8206300208# 

50-219 

P 

0206290501 

FOIA 


0205110370 

50-321 

P 

0206010164 

50-321 

B 

8206010170# 

50-321 

0 

0206010207 

50-321 

P 

0206010207 

50-321 

P 

0206010233 

90-366 

8 

0206010239# 

50-366 

0 

0206010290 

50-321 

a 

0206010259# 

50-321 

a 

0206010356 

50-366 

a 

0206010399# 

50-366 

a 

0206010434 

50-366 

a 

8206010438# 

50-366 

a 

0206010903 

50-321 

a 

8206010910# 

90-321 

a 

0206010571 

50-366 

8 

6206010978# 

50-366 

8 

0206010904 

90-321 

8 

0206010590# 

50-321 

0 

0206010633 

50-366 

8 

0206010642# 

90-366 

a 

0206010690 

50-321 

a 

0206010662# 

90-321 

8 

0206020077# 

50-321 

F 

0206020001# 

90-321 

F 

8206020104# 

50-321 

F 

0206020187# 

50-321 

F 

8206070099 

50-366 

8 

8206070064# 

50-366 

a 

8206070067 

90-321 

8 

8206070070# 

90-321 

a 

0206070077 

90-321 

8 

0206070079# 

90-321 

8 

0206070096 

50-321 

8 

8206070101# 

90-321 

8 

0206070109 

90-366 

a 

0206070117# 

50-366 

a 

0206070149 

60-321 

a 

0206070199# 

90-321 

a 

0206070209 

50-366 

a 

0206070216# 

50-366 

0 

0206070237 

90-424 

B 

0206070316 

90-366 

8 

0206070332# 

90-366 

8 

0206070400 

50-366 

8 

0206070410# 

90-366 

8 

0206070422 

SO-366 

0 

0206070432# 

90-366 

0 

0206070439 

90-366 

0 

8206070447# 

90-366 

e 

0206070937 

50-366 

8 

0206070946# 

90-366 

8 

8206070964 

50-321 

0 

8206070960# 

50-321 

0 


AUTHOR 

AFFILIATION 


MCESBtON 

NUMBER 

e&OAO7O020* 
fl20&0eO477* 
d20A0GO477» 
020 AO 60401 « 
020 60 6040 i» 

02DA 110109 

620A11O1AS* 

0206110171 

0206110194 

0206110195* 

02061 101 99» 
02061 10204 
02061 10205 
02061 io;^07« 
02061 10200# 

02061 1DS18 
0206110235 
02061 10239* 
02061 1OS50 
02061 10259 

02061 10360# 
02061 10290 
02061 10290 
02061 10336 
02061 10336 

0306140064 
0206140064 
0206140065# 
0206140263* 
02061 40363# 

0206140269# 
02061 40269# 
0206140323# 
02061 40323# 
02061 40325# 

0206150110 
02061 50110 
0206150111# 
0206170360 
0206 1 70260 

0206170365 

0206170365 

0206170367 

0206170370# 

0206170376 

02061 70376 
0206100170 
0206100101# 
0206210119 
0206210131* 

0206210192 
02062 £0240 
0206210234* 
02062 10330 
02062 10330 

02062 10336# 

0206210336# 

0206210357 

0206210364# 

0206210394 

02062 10^7 
02062 10413# 
0206210440 
02062 10470# 
02062 10407 

0206210494# 

0206210542 

0206210550 

0206210573# 

0206210629# 

0206210655 

0206210660# 

0206220240# 

0206220243# 

02O622O3S6# 

0206240137 
0206240151 
0206240153# 
020624024 1 
0206240245# 

0206300117 

0206300119# 

0206300123 

8206300126# 

0206300150 


SUBJECT 

CATEOORy 

50-424 Q 
50-321 F 
50-321 F 
50-321 F 
50-321 F 

60-321 8 
50-321 B 
50-366 8 
50-366 8 
SO-366 8 

50-366 8 
50-366 8 
50-321 8 
50-366 B 
50-321 B 

50-366 P 
50-321 8 
50-321 8 
50-366 P 
50-321 8 

50-321 8 
50-321 F 
30-321 F 
50-321 P 
50-321 P 

50-321 Q 
50-321 a 
50-321 a 
50-321 P 
50-321 F 

50-321 F 
50-321 F 
50-321 F 
50-321 F 
50-321 F 

50-321 B 
50-321 R 
50-321 fi 
50-321 0 
50-321 0 

50-321 P 
50-321 P 
50-321 P 
50-321 P 
50-321 P 

50-321 P 
50-321 P 
50-321 P 
50-321 8 
50-321 8 

50-366 8 
50-366 8 
50-366 8 
50-321 P 
50-321 P 

50-321 P 
50-321 P 
50-321 9 

50-321 a 

50-366 a 

50-366 8 
50-366 8 
50-321 a 
50-321 8 
50-366 8 

50-366 8 
50-321 8 
50-366 8 
50-321 8 
50-366 a 

50-321 8 
50-321 8 
50-424 0 
50-424 0 
50-321 0 

50-321 8 
50-366 a 
50-366 a 
50-366 B 
50-366 a 

50-321 8 
50-321 8 
50-366 8 
50-366 8 
50-366 B 



630 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECORy 


62063001 A4» 

50-366 

0 


B206230164# 

50-528 0 

OoQfccchnIcAl E^nginitrv# Inc 

6206290 584« 

CONTRACT 



8206240209 

50-537 0 

Otr<n«nv» Fctfgral Republic of 

6206100377# 

REB 



8206240215# 

50-537 fi 


6206100380# 

REB 



82062 40248 

50-443 9 

Oaid>r Atvociafcffg 

6206230307# 

CONTRACT 



0206240240 

50-443 0 

OquIiIi Inc 

6206100243* 

0A999 



8206240252# 

50-443 0 


6206100292* 

QA999 



6206240252a 

50-443 9 

Oov*rT>m»nfr Accounttbll i FJ'ojget 

6206090214 

FOIA 



8206240256# 

50-443 0 

0r44fu«t« Schoolf Agrtcutburtf Dtpt »fi 

6206190064# 

CONTRACT 



6206240256# 

50-443 0 

Ortitvr M«w York Council on C^nergg 

6206010410# 

90-247 

0 


6206240376 

50-445 0 


6206240257 

SO-247 

0 


6206240376 

50-449 0 

Oulldr R 

6206040026 

50-413 

0 


0206240377# 

50-449 0 

Oulf Co4i-b Envlro mnintitl OafinsB 

6206210239 

90-522 

I) 


0206240377# 

50-449 0 

Foundjtloni Inc 





0206240360# 

50-449 0 

Oulp Gi4bft» Co, 

6206020336 

50-490 

8 


6206240360# 

50-449 Q 


6206020445 

50-450 

a 









8206240363# 

50-449 Q 


6206020934 

50-490 

8 


8206240303# 

90-449 0 


6206020575# 

50-450 

Q 


8206240306# 

90-445 0 


6206020576# 

50-450 

Q 


82062403B6# 

90-445 0 


6206030115 

50-490 

A 


6206280102 

30-445 0 


6206070549 

90-490 

8 









8206260233 

90-445 0 


6206060244 

90-490 

a 


6206290536 

FOIA 


6206100333 

50-450 

8 


8206300224 

50-937 0 


6206110124 

50-450 

8 

Harold J Spalman (< Aiaaciata* 

8206290052 

40-2061 


8206140016 

50-450 

A 


8206290059 

40-2061 


6206140016 

50-450 

A 









8206290064 

40-2061 


6206190144 

50-498 

8 


9206290068 

40-2061 


6206190149 

50-450 

8 

Karitaad Englnaering A»f ociataar Inc . 

B2O623O106# 

30-237 ft 


8206190262 

50-450 

0 

Harvard Unlv 

6206100363 

RES 


8206210299 

30-450 

a 


6206100367# 

RES 


6206210369 

90-450 

A 









8206100370# 

RES 


6206210369 

90-490 

A 


6206100390# 

RES 


6206210560 

50-450 

A 

Htalkh Si Human 8trvlcat« Dapt ofi 

8206070513 

PJ?N 


6206230221 

50-490 

9 


9206250179 

90-522 0 


6206290346 

50-450 

9 

Haalth Phyilct Boclatg 

6206140241# 

Stata Prog 


6206290419 

50-490 

9 








Kanrg Prakb Go 

B2062 10557 

50-416 a 


6206290436 

50-498 

8 


82062 40326 

50-440 a 

Hjrfflon It Nfiit 

6206010262 

90-498 

0 

Hlnidala 9anikarium U Hoap Hinidalt«IL 

B2060 10270# 

FOIA 


6206010266 

50-530 

0 

Hlbtman Nuclaar 6 Oavalopmanb Corp 

0206100441 

HASTE HOT 


62060X0266 

90-520 

e 

<«ubff. Hittman Corp ) 




6206010266 

90-920 

0 


6206160169 

71-9006 


6206010294# 

50-528 

0 


8806160460 

71-9079 


62060 10294# 

90-528 

0 

Hoffman-La Rocboi Inc fauba, of F, 

8206090121 

REOOD 


6206010294# 

90-520 

0 

Hoffman-La Rocb# S< Co » Ltd } 




6206010316 

90-520 

0 

Hoki« Inc 

0206230054 

XPORTLIC 


8206010316 

90-920 

a 

Hooktr Cbamical Co 

8206010016 

40-8799 





Hourihanj F, 

6206C 10206 

50-928 0 


6206010316 

50-928 

2 





B206030044 

FOIA 



82060 10286 

50-520 0 


6206030090 

50-443 

a 


6206010268 

90-920 fl 


6206040137 

90-247 

2 


6206010294# 

90-928 ft 


6206040226 

50-209 

2 


6206010294# 

90-928 ft 






0206010294# 

90-920 ft 


6206040273 

90-498 

0 





6206040273 

50-490 

0 


6206010316 

90-920 ft 


6206040279# 

50-490 

0 


8206010316 

90-920 ft 


8206040279# 

50-490 

2 


0206010316 

80-520 ft 


6206070086 

50-209 

Q 


6206170220# 

50-920 ft 






8206170220# 

50-920 ft 


6206070919 

90-209 

2 





6206060099 

50-937 

2 


6206170220# 

90-320 ft 


6206060101# 

90-537 

2 


0206170226# 

90-520 ft 


6206060104* 

90-537 

Q 


6206 1 7022G* 

90-520 ft 


6206080106# 

50-537 

Q 


B2061 70228# 

90-520 ft 






8206230195 

90-520 ft 


6206080117# 

50-537 

2 





6206060124# 

50-537 

0 


02062 30159 

90-528 ft 


6206090192 

50-247 

2 


02062 30155 

50-928 ft 


6206140032 

50-537 

2 


0206 230 162# 

90-920 ft 


6206160064 

50-537 

2 


6206230162# 

90-926 0 






6206230162# 

50-528 ft 


6206160066# 

50-537 

2 





6206160094 

50-209 

2 


8206230164# 

90- 526 ft 


6206160099 

50-322 

2 


6206230164# 

50-528 ft 


6206160121 

50-247 

2 


8206230164# 

50-920 ft 


6206170213 

50-520 

2 

Houaa of Rap 

6209050196# 

OEM TEC 10 






8206240407 

XPORTLIC 


8206170213 

50-520 

0 





6206170213 

30-520 

2 

Houaa of Rap. i Enargg It Commorca 

8206010173# 

90-306 U 


6206170226# 

50-526 

2 

Houa# of Rap, < Foralgn Affair# 

B206 250009# 

90-293 U 


6206170226# 

50-520 

2 

Hdubs of Rap 1 Qovarnmant Optrabtoni 

6206010157# 

COMMISSION 


6206170226# 

S0-52B 

0 

Hou«« of Rtp.« Intarior It Inaular Affair* 

B007300327# 

FOIA 





Houb# of Rap t Mtrchant Marina St 

0206300435# 

C0MMIB5IDN 


6206180202 

90-526 

T 

FiiAarlaa 




6206230199 

90-526 

2 





6206230155 

50-528 

2 

Houaton Lighting St Powar Co 

6206020925# 

50-490 ft 


6206230155 

50-526 

2 


0206020540 

90-490 S 


6206230162* 

50-528 

0 


8206090105 

PR 






8206190416 

50-496 8 


6206230162# 

90-520 

2 


8206180239 

90-496 A 


6206230162# 

50-526 

0 





6206230164# 

50-526 

2 


B206320279# 

:^0-496 A 


6306230164# 

90“92e 

2 


8206220275# 

90-498 A 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Hun;*rV 

Huoton Wl 11 i#m* 


Kur^t fc Han»on 

^ A*»i»e Inc. 


Cl lino is PoujoT Co. 


niinoll^ of 


ClHnoLoi Unlv, of, Urlran«~Ch«inpnlgn 
Indtptnditii T««tlng L«bor«torU» 


Indian# it Klchigan Elvekric Co 


ACCE6QI0N 

NUMPER 

R2OA32O270« 

QSO&22D270» 

0SOA24O4OO 

0206290400 

G2062904B3« 

B2O6300221 

0206000280 

0206100301# 

0206070110 

0206140100 

8206100204 

8206210494 

0206240211 

8206240218 

0206240269 

0206240371 

0206200161 

0206200916 

0206090128 

0206070260# 

0206290326# 

0206020470 

8206020407# 

0206040119# 

0206040340 

0206040344 

0206040347# 

0206040393# 

0206070412 

0206090109 

8206140027 

0206140030# 

0206140109 

0206140100# 

0206190104 

0206190104 

0206190190 

0206190397# 

0206190364 

0206190364 

0206210229 

0206210400 

6206210462 

0206220127 

6206220296 

6206290267 

6206290119 

0206290244 

0203230211# 

0206070272# 

0206070272# 
6206070279# 
0206070279# 
02062 90040# 
0206090130 

6206100303# 
8206010399 
0206010361# 
6206010400 
62060 10404# 

0206020094 

8206020061# 

6206020076# 

6206020070# 

8206020063# 

6206020063# 

6206020090# 

6206020090# 

8206020096# 

6206020096# 

0206020320 
0206020941# 
02060 4021 4 
6206040214 
02061 40279# 

8206140200# 

0206190196 

0206100320 

0206190326 

6206160191# 

6206160181# 

0206160196# 

6206160196# 

6206160202# 

0206160262# 


GUaUECT 

CATEOORV 

50-4 90 A 
90-490 A 
90-466 0 

90-490 A 
50-490 A 

50-466 0 

REOOD 

RES 

50-322 0 

50-322 0 

50-322 0 

30-322 0 

50-322 0 

90-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-193 0 

50-269 R 

90-289 R 
50-461 E 
50-461 E 
50-461 0 

90-461 A 

50-461 K 
90-461 K 
50-461 F 
PR 
PRM 

50-461 0 

90-461 a 
90-461 O 
90-461 0 

90-461 a 

90-461 Q 
90-461 0 

90-461 0 

90-461 9 

90-461 9 

90-461 9 

90-461 A 
90-461 a 
90-461 9 

90-461 C 

PR 

90-461 a 
90-461 A 
90-373 A 
90-373 A 

90-373 A 
90-373 A 
90-373 A 
CONTRACT 
PR 

RES 

90-316 R 
90-316 R 
90-319 R 
90-315 R 

90-316 8 

90-316 9 

90-315 F 
50-315 F 
50-315 F 

90-315 F 
90-315 F 
90-315 F 
90-315 F 
90-313 F 

80-319 F 
90-315 a 
90-315 P 
90-319 P 
90-319 F 

50-315 F 
90-316 8 

90-319 F 
90-315 F 
90-315 F 

90-315 F 
90-319 F 
50-319 F 
90-319 F 
90-319 F 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8206160296# 

6206160296# 

0206160312 

0206160312 

6206160329# 

0206160329# 

0206160320# 

0206160328# 

0206170222 

0206170226# 

0206170233# 
9206170300 
9206170300 
0206100273 
0206 100273 

8206210149 

0206210191# 

9206210281 

0206230047# 

0206230047# 

9206230090# 
0206230050# 
9206240404# 
0206240484# 
02062 90009# 

6206290009* 

6206290300 

6206270462 

6206290465# 

6206290521# 

Indian# & HtcMgan Power Go 6208250229 

6205260009# 
6209260012# 
62060 20296 
0206020300# 


6206020432 

6206020437# 

6206040339 

6206040342# 

0206070934 

6306070541# 

6206070902 

6206070910# 

8206070010# 

6206070993 

6206070099# 

6206080082 

6206100141 

6206100147# 

6206100191# 

6206L00199 

6206100159# 

6206100250 

6206100254# 

6206100250# 


6206100263# 

6206100264# 

6206100283 


Induibrl#! Nuclear Co. 

InaMfcui# Electrical 6 Electronic 
Engineer# 


SU3JE 

CATEO 


50-319 

50-315 

50-315 

50-315 

50-315 

50-315 

50-315 

50-315 

50-316 

50-316 

90-316 

90-315 

50-319 

50-315 

50-31S 

50-315 

90-318 

90-318 

50-318 

50-318 

90-319 

90-319 

50-318 

50-319 

50-315 

50-315 

90-315 

50-315 

50-318 

50-319 

90-316 

90-316 

90-316 

90-316 

90-316 

90-319 

90-319 

90-316 

90-316 

90-318 

50-319 

50-319 

90-319 

90-319 

90-316 

90-316 

90-319 

90-319 

90-31!^ 

90-319 

90-316 

90-316 

90-319 

90-319 

90-315 

50-315 

90-315 

90-316 



532 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCEGBION 

NUMBER 

SUBJECT 

CATEGORY 


8206040304a 

REOOD 



8206040376 

REOOD 



82062Q0159# 

FOIA 



8206280314# 

FOIA 



0206280401# 

FOIA 



820628055?# 

FOIA 


Intercontinental Man'Ofacturi ng Co 

8206160331 

PR 


Inter lor* Dep t of 

0206010032 

40 '8743 



8206070030# 

PR 



82061 6045S 

40-3743 


Inter iori Dept of* F|ih &c NtULlfe Service 

8206100275 

50-537 

C 

Interlort Dept, of* OeOlDglcal Survey 

8206030060# 

FOIA 


Intermeunta In Tec hnolog l«sr Inc 

0206100263# 

50 •‘259 

P 

International Commlseion on Radlolagica 1 

8206100393# 

RES 


Protection 





8206250059# 

CONTRACT 


Idwa Electric Light & Po-uer Cg 

8206020193# 

50-331 

F 


8206020196# 

50-331 

F 


8206020160# 

50-331 

F 


8206020307 

50-331 

H 


8206020393 

50-331 

P 


62060701 IS 

90-331 

P 


8206070116# 

50-331 

P 


8206070776# 

50-331 

F 


0206080080 

50-331 

a 


8206000085# 

90-331 

8 


0206100182 

30-331 

8 


8206100249# 

30-331 

0 


0206150122 

50-331 

F 


82061 50309 

50-331 

P 


8206190314# 

50-331 

P 


0206170346 

50-335 

8 


0206170397# 

50-031 

S 


82062 1 0278 

90-331 

H 


8206210279# 

90-331 

R 


8206210377 

50-331 

P 


0206210304# 

50-331 

P 


6206210390# 

90-331 

P 


6206210442 

50-331 

P 


6206280239 

50-331 

P 


6206220280 

90-331 

3 


6206220310# 

50-331 

8 


6206240206 

90-331 

F 


6206280163 

90-331 

P 

Iowa 8tate Jn£v 

62061502^4 

50-284 

R 


0206190365# 

50-304 

ft 

Iowa* State of 

8206070676 

PRM 


Iowa* Unlv of 

B2O624O020# 

CONTRACT 


Iiblr* H, 

6206230227 

90-244 

P 

I sham* Lincoln & Seale 

6206010269 

90-199 

0 


6206010320 

50-199 

Q 


8206010336 

50-337 

0 


6206010351 

90-454 

Q 


8206040162 

50-956 

9 


8206070502 

50-195 

0 


0206070547 

30-195 

T 


8206140114 

50-454 

0 


8206180330 

50-237 

0 


6206210563 

50-329 

0 


8206230194 

90-329 

0 


8206240095 

FOIA 



02062 40145# 

FDIA 



8206280061 

50-494 

0 


0206280246 

50-494 

0 


8206300242 

50-494 

0 

J. A Jones Construction Co 

8206100239 

PR 


J. R. Blrninghen Co. 

0206110102# 

CONTRACT 


Japan 

0206030277 

XPDRTLIC 



8206030340 

XPORTLIC 



0206010008 

XPORTLIC 



0206040059 

XPORTLIC 



8206100385# 

RES 



0206230277 

XPOBTUrC 



0206230209 

XPORTLIC 



0206230301 

XPOfiTLIC 



8206230304 

XPORTLIC 



8206230308 

XPOBTUIC 


Jersey Central Power Light Co. 

82062 10284 

90-219 

8 


8206210297 

90-219 

a 


8206210301# 

50-219 

8 


8206210443 

90-219 

8 

Joint App 11 cants-Cl Inch River Breeder 

8206240176 

90-537 

0 

Reactor 





8206240244 

90-337 

Q 

Joint App 1 1 cants -South Texae project 

8206040390 

50-498 

Q 


AUTHOR 

AFFILIATION 


Joint Int*rv#»idri-DlabIo Cangon 


Joint Intirvanori-Watarford 

Oag> Raavlf U Poguv 
JuaticBiOfpt af 

KMC« tnc 

Kansas 0m% U Electric Ca 


Kanaat Stat* Univ 

Kels«V''Hagef Co (tubs of Fruehauf 
Corp } 

Kantuckgi State of 


Kipr-HcOea Chemical Corp <sub* of 
Ktrr-HcOae Corp ) 

KiPr-ftcCio Corp 


Kerr-hcOea Nuclear Corp 

Kettering Medical Center Ketteringj OH 
K1 rkpatrictf Lockhart* Hillj Chriitopher 
tc Phillip* 


LaAbertt KacOill & Thomaii tnc 
Latter Dag Saints Hosp Salt Lake City* 
VT 

Lavine^ S. E. 

Lau Engineering Testing Co 
Lawrence Livermore Laboretorg 


LeSoeufr Lamb* Lelbg It MacRae 


League of Women Voters of Rockford* IL 


Lewi St H 


Limerick Ecology Action 

Llqiiirf Carbonic Corp< 
Long Island Lighting Co. 


ACCEG8ION 

NUMBER 


0206000141 

0206170089 

0206030186 

0206030186 

0206040033 

02060 40222 
0206040222 
0206140054 
02061 40059e 
02061 00322 

0206240415 
02060 4 0100 
02060401034 
02060^02294 
02060902264 

0206070416 

0206010631 

0206020333 

0206020416 

0206040093 

0206070094 
0206070677 
02061 S0446 
02061 60024 
0206280463 

0206290370 

S2062BO37S4 

8206230276 

02060707604 
82061 801094 

G2033 103444 

0203290133 

0206040449 

8206230273 

8206220156 

0206160310 

8205040348 

82060 705934 
8206100102 

82061 10049 

8206230149 

8206230172 

83061601844 

8206160299 

8206010720 

8206100239 

8209140372# 

82060301624 

6206100031 

82063001694 

82063003594 
8206020312 
8206020312 
62060 20322 
8206040248 

8206070296 

8206070407 

8206290183 

8206290183 

8206290256 

8206290256 

0206290259 

82062 9 0259 
8206290294 
8206290294 

8206290298 

8206290298 

0206070334 

8206170203 

82063003324 

8206210419 
8206240190 
8206100403 
6206010454 
82060 10734 

82060107394 

8206020331 

02060803894 

8206030147 

8206070110 

82060705214 


SUBJECT 

CATECOftV 


S0-49B Q 
50-498 0 

50-S7S <0 

50-275 0 

50-275 0 

50-275 P 
50-275 p 
50-275 0 

50-275 Q 
50-302 0 

50-382 0 

JfPOHTLIC 

XPORTLIC 

FOIA 

FOIA 

PB 

50-402 a 
50-402 a 
50-482 F 
PR 

50-4 P2 3 
50-402 3 

50-402 a 
50-402 ft 
50-482 O' 

50-482 ft 

FOIA 

PR 

State Prog 
50-350 f 

40-2061 

40-2061 

40-2061 

REOOB 

40-8727 

REOOD 
50-273 a 

50-322 0 

50-322 9 

50-322 0 

50-322 ft 
50-322 ft 
50-261 0 
PR 

FOIA 

PR 

50-360 P 
50-331 P 
NUiREO 
50-206 P 

50-245 P 
50-220 I 
50-220 I 
50-230 1 

50-341 ft 

PRH 

PR 

30-454 0 

30-454 0 

50-434 G 

S0-4S4 0 

30-4S4 0 

S0-4S4 0 

SO-454 0 

30-434 0 

50-4S4 0 

50-494 0 

NUIREO 
50-392 0 

REV1E(^ OftP 

50-352 0 

90-352 0 

XPDRTLIC 
SO-322 0 

70-2884 

70-2084 
SO -322 A 

50-220 1 

50-322 A 
50-322 « 

50-322 0 



CORPORATE SOURCE INDEX 


B33 


AUTHOR 

AFFILIATION 


Lot Alflna* 8<i«ntific Labot'^tory 


Lowlf A. UKi«f Ho«p. ChicAgot XL 

L-oul«i«n« Pcuitr (< Light Co 


towltUnor Slot* of 


Loi/rnlliirij MtumOTi I Roiftt Astilrod Si To 1 1 


of Chicago 

tWt rKhn^lco] AKoclotoi 


RPR Atf«ci*^«ir Int. 

K-ifeirt VAnki* Atojnic Powor Co, 


ACCESSION 

NUKfiER 


82060 7096 A 
8206080281 
8206000299 
0206000373 
G2O61OOU0 

8206140100 
62061 60064 
8206160099 
02061 7036S 
0206100108 

8206100193# 
8206100284 
02062 104S4 
0206220117 
8206230062# 

0206240211 
820624021B 
02062 40265 
0206240371 
8206260161 

8206200379 

8206280516 

8206020287 

8206000006 

0206100062 

8206110015 

8206170051 

0206230320 

0206230340 

820630032S 

8206010300 

0206010592 

8206020353 

0206020409 

0206020412# 

8206020413 

8206000227 

0206100122 

8206100170 

8206100106 

8206100191 
82061 10254 
8206140141# 

82061 90126 
8206160052 

8206160096# 

0206170224 

0206210479 

8206220349 

8206220920 

8206220933# 

8206240300 

0206290198 

8206260194 

0206290232 

82062 50280 
8206200921 
8206290219 
0206300179 
8206070718 

8206090124 

8206290164 

8206040390 

8206070002 

8206070416 

8206070600 

8206140361 

0206190010 

0206160109 

8206170089 

8206230233 
8206300221 
0206290194 
8206040283# 
82061 40099# 

8206220904 

8206220914# 

0201290019# 

8206020383 

8206070394 

B206070398# 

8206080126 

8206080290 

0206080269 

8206080270# 


SUBJECT 

CATEOORY 

50^322 A 
90-322 A 
90-322 A 
90-322 E 
90-322 O 

90-322 0 

90-322 0 

90-322 0 

90-322 Q 
90-322 T 

90-322 T 
90-322 0 

90-322 0 

90-322 A 
90-322 O 

90-322 Q 
50-322 Q 
30-322 0 

50-322 0 

90-322 0 

90-322 F 

90-322 Q 

RES 

RES 

NUREO 

NUREO 

90-3 P 
NUREO 
NUREO 
REOOO 

90-382 8 

90-382 8 

50-382 A 
90-382 A 
90-302 A 

90-382 £ 

90-302 A 
90-382 8 

90-382 B 
90-382 8 

90-382 B 
90-382 8 

50-382 Q 
50-382 G 
90-362 0 

90-382 0 

90-302 A 
90-382 B 
90-302 A 
90-302 A 

90-382 A 
90-382 F 
90-302 B 
90-382 8 

90-382 a 

90-382 0 

90-382 T 
90-302 H 
90-382 A 
PRH 

PR 

PR 

90-498 0 

90-922 0 

PR 

PRM 

FQIA 

F8IA 

90-922 0 

90-498 0 

70-020 
90-466 Q 
REOOO 
90-322 T 
90-279 0 

50-219 P 
90-219 P 
90-309 F 
50-309 P 
90-309 P 

50-309 P 
90-309 P 
50-309 P 
90-309 P 
50-309 P 


AUTHOR 

AFFILIATION 


Mainffr 8t#t# of 
H^nnlngi HollingBr U Sh#-# 


HdpI#ton IntirvenoTf 
M#r»h & HcLinnatii- Inc f H fc M Nucltar 
Consultants# Inc Dlv 


HarftMlliR N. 

Harubani Amiric# Corp, (aubs of Marubeni 
Corp 3 


KarvlAndi State of 

Mason 9i Hangar - Silas Meion Co. r Inc 
Ha-atachve»tt«i State of 


HailA# Cerp 
Hager# Brown Si Platt 
HcCvlloughi E R 

McDarmott# Will k Emery 
McJunliln Carp 
Kadl-Phgelci* Inc, 
Madtronlcr Inc 


Mtntorlal Hoep, Medical Center Long 
BeacHr CA 

Moreg Hoap. PI tteburghi PA 
Metropolitan Edivon Co 


Matre-poi 1 tan Transportation Authority 
Ni«f York# NY 
Hlchigani State of 
Mich i gam Unlv. of 


Michigan^ Univ. of* Hodical School 
Middle Boirth Utllltief. Inc.- Middle 
South Energyt Inc, 

Mldland-Ros* Corp. 

Hidwait Imp. Services# Inc 
Miller k Toretilry 


Mllleri D 8 

Mississippi Power 6 Light Co. 


ACCEB8Z0N 

HUMBER 

8206140023 
8206140291# 
02061 40299# 
02061 90449 
0206190447# 

G2062S0238 
0206220971 
0206240253 
S2062402S9# 
820624028 1 

8206290212 

8206290299 

0206290449 

8206090063 

8206030161# 

8206030164# 
8206290331 
02061 10231 

82061 10243 
8206230010 

82062 50247 
8206290331 
8206140019 

82061 504S9 
82061 50499 

8206080130 

0206090131 

8206280019 

G206280016# 

8206280018# 

8206280020# 

8206280024# 

8206230326# 

8206220198 

0206290940 

0206160033 

B2O6230219 

8206070314 

8206240064 

8206250397 

8206160304 

8206160390 

8206040292 

8206070996 

8206180342 

8206240236 

8206280497 

8206070122 

8206100050 

8206140243# 

8206280126# 

8206280136# 

8206070331 

8206040096 

8206100239 

8206080012 

8206020336# 

8206020473# 

8206020482* 

8206070601 

8206010199 
82060 10203 
8206010203 
8206010219 
8206010219 

02060 L0221# 

0206010221# 

8206010231 

8206010231 

8206010241 

82060 1024 i 
8206010242 
8206010364 
8206010364 
0206010381 

8206010381 

8206010407 

8206010416 

8206010421 

8206010421 


SUBJECT 

CATEGORY 

50-309 F 
90-309 F 
50-309 F 
90-309 8 

50-309 0 

50-309 P 
50-309 P 
50-309 P 
50-309 P 
50-309 P 

50-309 P 
50-309 F 
80-309 P 
50-309 0 

FOIA 

FOIA 

50-329 0 

80-250 J 

80-335 J 
50-348 J 

90-327 J 
50-329 0 

XPOBTLIC 

XPORTLIC 

XPORTLIC 

50-209 P 
PR 

80-293 0 

50-293 a 
30-293 Q 

50-293 0 

30-293 0 

CONTRACT 
40-8610 
30-373 P 

TOPREP 
SO-400 B 
PR 

FOIA 

FOIA 

PR 

REOOD 
50-289 0 

50-209 0 

50-289 0 

50-209 0 

50-320 0 

50-247 0 

IWREO 
8tat# Prng 

CDHTRACr 

CONTRACT 

PR 

PRM 

PR 

71-476 

FOIA 

FOIA 

FOIA 

50-309 0 

50-416 8 

50-416 S 
50-416 8 

50-416 R 
50-416 R 

50-416 R 
50-416 R 
50-416 8 

50-416 8 

50-416 8 

50-416 a 
50-416 8 
50-416 B 
50-416 8 

90-416 A 

50-416 A 
60-416 6 

50-416 8 

90-416 8 

90-416 8 



634 


CORPORATE SOURCE INDEX 


AUTTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8S060 10433 
8206010451 
8206010496 
8206010499 
8206010536 

8206010546 

8206030009 

8206030009 

8206030180 

8206030100 

8206030193 

82060 30196« 
8206030197 
8206030197 
8206070318 

8206070552 
8206070553 
8206070553 
8206070557 
B2060 70557 

8206070650 

B206D708a4« 

8206080257 

8206080257 

8206090040 

8206090051 

8206090061 

8206090061 

8206090066 

8206090066 

8206100212 
8206100212 
82061 00221 
8206100221 
8206110125 

82061 10163 
82061 10163 
82061 10210 
82061 10210 
82061 10224 

82061 10269 
82061 40078 
B2061 40078 
82061 40086 
82061 40066 

8206140122 

8206140122 

8206140131 

8206140151 

9206140196 

8206140196 

82061 40204* 
82061 40204* 
82061 40205 
82061 4020S 

a2061402k6« 
82061 40216* 
82061 40219* 
82061 4021 9* 
82061 40220 

82061 40220 
82061 40247 
02061 40247 
8206160112 
82061601 12 

8206160159 

8206160159 

8206160167 

8206160167 

8206160178 

8206160178 

8206160237 

8206160237 

6206170295 

8206170295 

8206210502 

8206210549 

8206210586 

8206210592 

8206210592 

8206220303 

8206220303 

8206220401* 

8206240318 

8206240319 


SUBJECT 

CA7EOORV 


50-416 fi 
50-416 S 
50-416 S 
50-4 1 6 B 
50-416 S 

50-416 9 
50-416 H 
50-416 H 
50-416 A 
50-416 A 

50-416 A 
50-416 A 
30-416 A 
50-416 A 
PRM 

50-416 3 
50-416 0 
SO-416 Q 
50-416 0 
50-416 0 

50-416 B 
50-416 Q 
50-416 A 
50-416 A 
50-416 A 

30-416 A 
50-416 A 
50-416 A 
30-416 A 
50-416 A 

50-416 A 
50-416 A 
50-416 A 
50-416 A 
30-416 8 

50-416 A 
30-416 A 
50-416 O 
50-416 8 
50-416 a 

50-416 A 
50-416 E 
50-416 a 
50-416 A 
50-416 A 

50-416 A 
30-416 A 
50-416 A 
30-416 A 
30-416 A 

50-416 A 
30-416 A 
30-416 A 
30-416 A 
50-416 A 

50-416 A 
30-416 A 
50-416 A 
30-416 A 
50-416 A 

50-416 A 
50-416 A 
50-416 A 
30-416 A 
50-416 A 

50-416 A 
30-416 A 
30-416 A 
30-416 A 
30-416 A 

50-416 A 
50-416 A 
50-416 A 
50-416 E 
50-416 E 

50-416 S 
50-416 8 
50-416 S 
50-416 a 
50-416 8 

50-416 Q 
50-416 0 
50-416 Q 
50-416 6 
50-416 a 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATECOftV 


8206240352 

82062 5021 6 
8206250220* 
8206290066 
8206290066 

8206290302 

0206290302 

02062 90310 
0206290310 
0206290538 

8206290538 

0206300166 

0206300166 

0206300231 

0206300231 

8206300234* 

8206300234* 

8206300235* 

8206300233* 

8206300244* 

02063 00244* 
0206300246* 
0206300246* 
0206300240* 
02063 00240* 

8206300251* 

0206300251* 

0206300252* 

8206300252* 

0206300254* 

8206300254* 
02063 002S5* 
0206300255* 
B20630025B* 
8206300250* 

02063 00260* 
8206300263* 

82063 00263* 
B2063 00265* 
02063 00265* 

8206300268* 
8206300260* 
02063 00273* 
8206300273* 
8206300277* 

8206300277* 
8206300279* 
82063 00279* 
0206300282* 
62063 00282* 

0206300283 
0206300264* 
8206300204* 
82063 00206* 
02063 00206* 

0206300286* 
0206300200* 
02063 00290* 
02063 00290* 
82063 00294* 

0206300294* 
8206300295* 
0206300295* 
82063 00296* 
0206300298* 

8206300299* 

0206300299* 

8206300302* 

8206300302* 

8206300304* 

8206300304* 

8206300306* 

0206300306* 

0206300307 

0206300307 

8206300310* 

0206300310* 

0206300312* 

8206300312* 

0206300316* 

8206300316* 
8206300317* 
020630031 7* 
0206300319* 
0206300319* 


50-416 8 

50-416 P 
50-416 P 
50-416 P 
50-416 P 

30-416 E 
50-416 E 
30-416 E 
30-416 E 
30-416 P 

50-416 P 
50-416 S 
30-416 9 

50-416 P 
30-416 P 

30-416 P 
30-416 P 
30-416 P 
30-416 P 
50-4 1 6 P 

30-416 P 
30-416 P 
50-416 P 
50-416 P 
30-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
30-416 P 
30-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

30-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
30-4 1 6 P 

50-416 P 
30-4 1 6 P 
30-416 P 
50-416 P 
30-416 P 

30-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 S 
50-416 S 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 

50-416 P 
50-416 P 
50-416 P 
50-416 P 
50-416 P 



CORPORATE SOURCE INDEX 


638 


AUTHOR 

AFFILIATION 


X-Ray Sarvica 
Hlisaurl* Stat* of 


Nitiourl* Ifniv of* <;olutnbIa 


iNltra Corp 


Intarnatianal Corp (lubf 
KJtivbIthC Corp y 

Hiiaui & Co fU. S A li Inc. (Subt of 
WitiWl tf Co , Ltd > 


ifanianto Rt«tt«rcA Corp 
rrargan Aitoclatci 


Korgini Ltwlo -U DackiUfi 


HOTrUan Knudifri Co ■ Inc 
Korr Ii an-Knuds«iir Inc, 

ndKirilain H»«t Rattfa-rchf Inc 
Hurray V Tr«tt«l« Jnc 
NUTECH (NvcUar TacAnolagy# Inc } 
Nilloriial Ai«ac. for Opportunity 

Flphir Education 

Naiura] Rttaurc** D«ftn»» Council 


ACCESSION 

QUaUECT 

author 

ACCESBlllN 

SUBJECT 


NUMBER 

CATEQORV 

AFFILIATION 

NUMBER 

CATEOORV 

eSOAO 00331# 

50-416 P 


9206160068# 

50-537 

0 

830&30033i« 

50-41 A P 


82061 70150 

50-537 

0 

830A3 00323# 

50-41A P 


6206170154# 

50-537 

0 

820A300333# 

50-41A P 


0206240209 

50-537 

0 

8206300325# 

30-41 A P 


0206240215# 

50-537 

0 

B206300325# 

50-416 P 


8206300224 

50--537 

0 

6206300338# 

30-41 A P 

Dipt, df« Naval Raaffarch Laboratory 

9206030202 

40-2225 


6206300338# 

50-41 A P 


6206030203# 

40-2225 


8206040345 

PR 

ff«bra-tta Public Pouar Diatrlct 

62060 10109 

50-296 

R 

a2060702?6 

PRM 


82060 10193* 

50-298 

R 

8206210052# 

CONTRACT 


8206010264 

50-298 

R 

8206070191 

RFOOO 


62060 10268# 

50-290 

R 

8206110325 

NUfiEO 


8206020297# 

50-298 

Q 

8206170229 

50-lBA 6 


8206070L32 

50-290 

S 

8206060445# 

50-269 P 


8206070196# 

50-298 

6 

6206280144# 

50-289 P 


8206100140 

50-298 

8 

8206180406 

XPORTLIC 


8206100143# 

50-298 

a 




82061 10083 

50-298 

p 

6206180412# 

XPORTLIC 


0206110170 

50-298 

p 

6206020113 

XPORTLIC 


820A1 60321 

50-298 

p 

8206000457 

XPORTLIC 


82061 80 209 

PR 





8206210305 

50-296 

6 

8206060461# 

XPORTLIC 


6206210310# 

50-298 

a 

8206110136 

XPORTLIC 


6206210458 

50-298 

p 

8206160102 

XPORTLIC 


8206210626 

50-290 

p 

6206230109 

XPORTLIC 





8206290346 

XPORTLIC 


8206220166# 

50-298 

F 




8206220323 

50-298 

P 

6206290353# 

XPORTLIC 


8206230176 

50-298 

P 

8206300074 

XPORTLIC 


8206230179# 

50-298 

P 

8206300075# 

XPORTLIC 


6206230102# 

50-298 

P 

B206300076# 

71-9510 





6206010338 

50-247 0 


8206230183# 

50-298 

P 




8206280286 

50-298 

P 

6206010338 

50-247 0 


820629047? 

50-298 

P 

8206010344# 

50-247 Q 

Nibraika for Psaci 

82060 10553 

NUREO 


8206010344# 

50-247 Q 

N«bra«ka« Unlv, of 

8206090113 

PR 


8206010347# 

50-247 0 





6206010347# 

50-247 0 

Nffhaminvr PA 

8206280270# 

50-352 

0 



Nffvada Englnaaring L Tachnology Carp 

6206010649 

XPORTLIC 


8206040180 

50-247 0 

Nvvadar Btaii of 

8206020261 

Btata Prog 

6206040180 

50-247 0 

Ntu Britain Otnaral Hoip Nau Britain* CT 

8206130195 

REOOD 


6206040208 

50-247 0 


8206290271# 

70-2615 


8206040208 

50-247 0 





8206040226 

50-247 0 


8206300311 

REOOD 




Nav Brunowlck Lab orator iaa 

82061 40277 

REa 


8206040228 

50-247 0 

Na«r England Coalition on Nucl«ar 

6206030090 

50-443 

Q 

6206040236 

50-247 Q 

Pollution 




620604023B 

50-247 0 


8206240248 

50-443 

0 

8206070532 

50-247 0 


3206240248 

50-443 

0 

8206100106 

50-247 Q 








8206240252# 

50-443 

0 

82061 001 10 

50-247 0 


6206240252# 

50-443 

0 

8206170157 

50-247 Q 


8206240258# 

50-443 

0 

8206170157 

50-24;'^ 0 


0206240258# 

50-443 

0 

8206170160 

50-247 0 

N#u Haaipthlrfi Btata of 

8206040235 

50-443 

0 

6206170266 

50-247 0 








8206070612 

PRH 


8206170268 

50-247 0 

Now Orlaan#! Unlv of 

820601 0025 t 

50-450 

D 

8206160296 

50-247 0 


8206010028# 

50-450 

D 

82061 60296 

50-247 0 

Ntw York City Audub-on Bocltty 

6206140103 

50-247 

0 

8206160316 

50-247 0 




'' 

8206160316 

50-247 0 





6206240206 

50-247 0 





6206240221 

50-247 0 





8206240221 

50-247 0 





0206240235# 

50-247 0 

Ktw York: 8h ipbui 1 ding Corp 




6206240235# 

50-247 0 





8206240379 

50-247 0 





8206200149 

50-247 0 





8206290301 

50-247 0 





8206040163 

50-537 Q 


62060302684 

FOIA 


6206040200 

50-537 0 







Ntu York 6taU Elactrlc U Oat 

8206020361* 

50-220 

I 

6206040520 

50-201 0 

Kfw York Unlv 

8206010405# 

50-247 

9 

6206070469 

50-537 0 


3206040123 

50-247 

9 

0206170191 

50-537 0 


82061 10064# 

50-247 

9 

8206010570 

PT21 


8206100328 

50-247 

9 

8206070615 

50-390 8 








8206240239 

60-247 

0 

6206110076# 

CONTRACT 


0206200135# 

50-247 

9 

6206240336# 

60-10 F 

fitw V-orki Stat# of 

8206010518 

50-322 

A 

6206020376# 

50-341 A 


8206040126 

50-247 

Q 

8206260014# 

CONTRACT 


8206040134# 

80-247 

9 

8206060099 

50-537 0 


8206140073 

50-247 

P 




8206140073 

50-247 

P 

8206080101# 

50-537 0 


8206170166 

50-247 

0 

8206080104# 

50-537 0 


8206170236 

50-247 

9 

6206080108# 

50-537 0 


0206170236 

50-247 

9 

6206060117# 

50-537 0 





6206080124# 

50-537 0 


6206170240# 

50-247 

9 




8206170240# 

50-247 

9 

8206140032 

50-537 0 


8206170243# 

50-247 

9 

62061 60064 

50-537 0 


8206290308 

50-322 

9 


536 


CORPORATE SOURCE INDEX 


author 

APFlLlAtlON 

ACCESSION 

NUMBER 

SUBJECT 

CA7EC0HV 

AUTHOR 

affiliation 

New Ycrfci at«t# ofi E»i#rgv Offic* 

8206090028 
8206 d 90028 

50-247 

50-247 

0 

0 



8206090031# 

50-247 

0 



0206090031# 

50-247 

0 



8206090143 

50-247 

0 


Ntw York* Stat# of^ En»rgg R###areli V 

8206010440 

50-201 

0 

N 0 rthva«t UfciUti es 

D#v#lopi#»nt Arf»iiiIitr»tlon 

8206140353# 

50-201 

0 



03061 50032# 

50-201 

0 

MdrtAtaife Utilitl## Sarvlc* Co 


tl206230A67 

50-301 

Q 

N#w YorliNY 

820609001 7 

50-247 

0 


Now Yorl, 8 tat# t/rilv. df* 4Alb#ny> 

Nowoart N*w# Inrfv*trl#l Cotp <iub* of 

8206100000# 

8206010319# 

50-201 

50-230 

P 

P 

Wartharn Indiana Public Servic# Co 

Naufort N*wi Sh i pbyl l if Inj 6 Or^jOoct Co 
Niagara Hoh#uk Poufir Corp 

T 

8206010310# 

0506030313 

50-320 

50-320 

P 

r 

Wortham statta Pouar Co 


8506020312 

50-320 

] 



8306020322 

50-220 

1 



8306030324# 

50-220 

t 



0306030241# 

50-220 

Q 



8206070290# 

50-220 

Q 



0206070363 

50-220 

P 



8206000336 

50-410 

A 



9206000396 

50-410 

S 



0306080407 

50-410 

8 



0306110293 

50-320 

P 



03061 40074 

50-220 

R 



83061 4O07S# 

50-230 

R 



8206140076 

50-220 

P 



8306310453 

50-280 

0 



8206210484 

50-330 

0 



8206340023# 

50-220 

F 



NortdtitTuctivt Tichnical Bwrvicnt* In* 
North CiroiAna Si*t* Univ 
North tJroliTiat st«t» of 


North C*roU?ni Uriv. ^ . , 

North ehor* As^ilnit NucJoftr *< 

Thfrm#! Pollution 

Northooot flocl*»r ttiorgg Co iiuho, of 
Northoost Utilititi) 


8206240026# 

50-220 

F 

0206 2 50264 

PR 


0306220556# 

50-111 

0 

8206220200 # 

50-400 

A 

8306220314# 

50-400 

A 

0306070580# 

5Q-400 

C 

0206040174 

50-322 

0 

0806250149 

30-323 

0 

0306010399 

50-336 

R 

0306010300# 

50-336 

R 

0206010411 

50-349 

R 

0206010414# 

50-349 

R 

0206040353 

50-345 

P 

8206070576 

50-849 

P 

8206080216# 

30-349 

Q 

8206000224# 

50-349 

0 

8206100393 

50-313 

P 

0206100293 

50-313 

P 

02061 10149 

50-336 

a 

8206110135# 

50-336 

8 

0206110201 

50-433 

A 

0306140047 

50-336 

p 

8206140104 

50-345 

F 

6806140164 

30-345 

F 

62061 50000# 

50-313 

F 

6206150332 

90-336 

0 

82061 60366 

50-213 

P 

6306170193 

30-345 

F 

82061 70234 

50-313 

P 

62061 70346 

30-345 

P 

8206210261 

90-345 

P 

8206210281 

50-245 

P 

8206310261 

50-345 

P 

8206310306 

50-336 

6 

8206210306# 

90-336 

0 


020^210^93 30-a|3 P 
0a«iZlO^3 30-213 P 
05X)AaiO63&» 30-213 P 
830A2 10630* S0-2f3 P 
0206320325 50-245 3 


3206220331# 30-243 3 
0206220434 50-245 P 
9206220454 50-243 P 
0206220472# 50-245 P 
0206220473# 30-245 P 

8206220534 50-936 S 
S20624O279 50-336 P 
0206240200# 50-336 P 
8206S5029S 50-336 P 
8206290302# 90-336 P 

0206200504 50-423 B 


Northoit«t#ro l/niv, 

Nu<U4r Afiocl#t»f lnt»rn«tlan#l 

Niicti#r A^# 0 €i#tiif Inc. 

MuclMr A#«ur#TiCB Corp. 


accession 

NUMBER 

02O629OJ64 
820629016^# 
0206290484# 
0206300048 
02063 00127 

02061 10056 

0206160450 

0206290463 

8206290460# 

0206070416 

S206090116 
8206040319 
8206090044 
0206090046# 
02060 ID 51 5 

8206020173# 

8206020177# 

8SQ6030357 

8206020364# 

8206020494 

8206030074 
8206070660 
82060 70743# 
BZ060S0030# 
8206080037# 

8206080223 
8206100111 
82061 00247 
8206100249# 
02061 10190 

0206150182 
02061 30107# 
02061 50190 
6206130195# 
02061 50275 

02061 50278# 
82061 50288 
02061 50286 
6206150303 
92061 50319 

0206210170 

8206220120 

8206220120 

0206220123# 

8206220123# 

8206220319 

8206230114 

6S0623O263 

0206250235 

8206300204 

6206300306# 

8206300206# 

8206300216 

8306300818 

8206300213 

0206300220 

0306300220 

0206300223 

0206300823 

0206300826 

B206300826 

8206300820 

0306300888 

0206300830 

8206300830 

0206300233 

0206300833 

0206300236 

82063002^6 

8206300230 

0206300230 
8206300241 
020630024 1 
8206300243 
0206300243 

0206300269 

0206300269 

0206300271 

8206300271 

0206220005 

0206200383 

0206160315 

8206160312 

8206220112 

8206290007# 


SUBJECT 

CATEKfiT 


50-33& 5 

&0-a3!i S 
50-423 9 

50-245 P 
50-215 P 

50-245 9 

WA9Tf tKT 
90-35& B 
50-3J6 S 
Pfl 

PR 

50-367 R 
50-347 A 
50-347 A 
50-202 F 

50-263 f 
50-263 F 
SO-263 S 
30-263 S 
50-263 J 

50-263 P 
50-202 P 
50-263 0 

50-263 r 
50-263 F 

50-263 P 
50-263 S 
50-30# & 

SO-306 S 
50-263 4 

50-263 S 
50-263 S 
50-202 H 
50-203 R 
50-263 fl 

50-263 2 

50-282 P 
30-282 P 
SO-263 P 
50-263 P 

30-ati2 p 
50-802 P 
50-802 P 
50-202 P 
30-802 P 

50-263 P 
50-232 P 
71-3005 
50-263 P 
50-202 6 

50-232 K 
50-202 ^ 

50-202 H 
50-292 P' 
50-882 

50-292 
50-292 P 
50-892 H 
50-282 4 

50-202 

50-202 
50-202 K 
50-232 h 
50-282 H. 
50-202 A 

50‘-288 
50-232 K 
50-282 K 
50-282 K 
50-282 ^ 

sa-aa® 

50-202 K 
50-282 K 
50-202 A 


50-882 H 
50-202 11 

50-288 h 
50-232 H 
NUREO 

NUfiEO 

PR 

PR 

40-8771 

CONTRACT 



CORPORATE SOURCE INDEX 


637 


AUTHOR 

AFFILIATION 


MvcLc«r Clubi Inc., Th« 

N'-u'clfir Erurgif 8*rvlc«# Inc 

Wjcliir Fuil atrvic*«f Inc ( »ub« df 
c«ttv on Co. ) 


KurltiT 8ourc»« 8c a»pvlc»i Copp 

NuriRi 6nV<I*r & Ayioei«tff« 
0'Hti\h vl 

Nfrtriopill L4boratori| 


Oil RNfff U^ly«. 
Cat Rllfti TN 


Oc<intt {suntvjj SC 
Of I* FcUpIcumv I nc. 


Ohio CIU6*n« far Rvvjtonvibltf En*rjg 


Ohio 8i«i« UnlV. 

O&iha Pvbltc Pow*r Dl«brict 


ACCESSION 

NUMBER 

8206290529 
82061 60091 
8206010460# 
8206010462# 
8205280396# 


B20S2B0404# 

8206040520 

8S0607046Q 

0206220338 

8206220407# 

8206220613 

8206230090 

Q206230225 

8206230226# 

8206050580# 

8206010280 

8206020299 

8206090119 

8206090122 

8206090129 

8206090135 
8206 100007 
8206100052 
8206100030 
8206100043 

82061 00084 
8206100067 
8206100346 
82061 10001 
0206110002 

82061 10005 
82061 10006 
8206110011 
8206110016 
8206140327 

8206220019 

8206220025 

8206220101 

8206230031 

6206230319 

8206240036 

8206240059 

6206240078 

6206240441 

6206240470 

6206250060 

6206290509 

6206290519 

6206160455 

6206040014 

8206230170 

8206290591# 

8206010064 

8206010069# 

8206080176 

8206070115 

8206070115 

8206070515 

8206070515 

8206180165 

8206290314 

8206070212# 

8206010538 

8206010665 

8206020349 

6206020369 

8206020375# 

6206020523 

6206070080 

6206070317 

8206070431 
6206070435# 
8206070616 
6206060237 
82061 00105 

6206100109# 
6206100120 
6206100131# 
62061 00276# 
6206160196 

6206160286 

6206220263 

6206220267# 

6206240289 


SUBJECT 

CATEOOflV 


NUREO 

50-537 H 
so-aafi o 
50'-3aa Q 
70-143 


70-143 

go -201 O 

70-143 

70-143 

70- 143 

71- 9006 
71-5908 
71-394 
71-394 
CONTRACT 

50-153 0 

RE8 

NUREO 

NUREO 

NUREO 

NUREO 

NU8E0 

NUREO 

NUREO 

NUREO 

KUREO 

NUREO 

RES 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

RES 

RES 

RE6 
NUREO 
NUREO 
70-020 
50-537 0 

50-537 0 

CONTRACT 

40-0745 

40-0745 

40-0743 

50-440 0 

50-440 a 
50-440 0 

50-440 0 

50-440 0 

50-440 0 

CONTRACT 
50-205 P 
50-205 H 
50-205 P 

50-285 B 
50-205 8 

50-205 P 
50-205 P 
50-265 r 

50-205 6 

50-205 8 

30-265 P 
50-265 P 
50-265 0 

50-285 a 
50-26 5 0 

50-2BS S 
50-283 8 

30-285 P 

50-285 P 
50-285 R 
50-265 R 
30-205 P 


mithqr 

AFFILIATION 


OrganitstiDn for EccMtOfnlc Caoptr^blon It 
OtVAlopmorit CP#ri«) 

Orrlcfc, Harrington It ButcUffi 


Pacific Air Proifticii Co. 
Pacific 0 #> 8 t Elactrlc Co, 


Pacific Scientific 

Palmotto Anianc# 

Paramttari Inc 

Partnti Canc*Tn#d About Indian Point 


PaihfCndtr Hint# Corp. 


PtnniVlva-nia Pourrr 6 Light Co 


NUH8ER 

6206240297* 

8206290172 

0206290176# 

8206290456 

8206300131# 

8206300133# 

8206100396# 

6206040042 

6206100114 

8206100281 

6206020471# 

6206010256 

6206010260# 

8206010314 

8206010500 

6206010513# 
8206010646 
620 6010656# 
8206020490 
8206040363 

8206040379# 

8206070269 

8206090075 

6206090137 

8206090140 

62060 901 63# 
8206090165# 
6206160177 
6206 160190 
8206160193* 

8206170418# 
82061 80226 
82062 101 54 
0206210160# 
0206230197 

8206230197 

8206240393 

8206240393 

8206250313 

0206280187 

8206280385 

81206280383 

8206260395# 

8206260420 

8206280428 

B206290L22 
8206100446 
6206100449# 
8206040020 
62061 10007# 

6206110054 

8206290066 

8206290094* 

6206260104# 

8206290115# 

9206200123# 

9206260123# 

6206280128# 

8206280142# 

6206280300 

9206290200 

9206200473 

9206280473 

8206040300 

S206220100 

8206220102# 

9206010374 

8206010274 

8206010501 

9206010623 

9206030255# 

9206040326 

9206040326 

9206040355 

9206040355 

8206040364 

8206040407 

9206040407 

8206040409 

9206040409 

9206070220 

9206070220 

9206070224 

8206070224 


SUBJECT 

CATEOORY 


50-385 P 
50-283 8 

50-285 8 

50-283 P 
30-283 F 

50-283 P 
RES 

50-361 0 

30-361 0 

50-361 O 

0A999 
50-133 R 
50-133 R 
50-273 0 

30-275 a 

50-275 a 
50-275 « 

50-275 R 
50-275 F 
50-275 8 

30-275 R 
50-273 P 
50-275 P 
60-275 P 
50-133 P 

50-133 0 

50-133 0 

50-279 P 
50-275 R 
90-279 R 

50-279 0 

30-273 0 

50-273 9 

90-273 0 

90-273 P 

30-279 P 
50-279 9 

90-273 0 

90-273 F 
90-273 tf 

90-279 P 
90-279 P 
50-275 P 
90-275 0 

90-273 9 

90-275 r 
iPORTLIC 
XPORTUrc 
90-4 ia 0 

contract 

90-247 O 
90-247 0 

30-247 2 

90-247 9 

50-847 0 

50-847 0 

90-247 0 

30-847 « 

90-247 0 

90-247 0 

90-247 0 

90-247 0 

50-247 0 

40-6622 
40-825? 

40-2259 
90-307 fl 
30-307 8 

30-307 8 

30-307 A 

50-307 Q 
30-307 S 
50-307 B 
50-307 A 
50-307 A 

50-387 F 
50-307 A 
50-307 A 
50-307 B 
50-387 B 

90-397 A 
30-387 A 
50-307 A 
90-387 A 



638 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESaiOhi 

NUMBER 

SUBJECT 

CATECOfiV 

AUTHOR 

AFFILIATION 

ACCESSION 
NUM &ER 

SUBJtCr 

CATEflOfl' 

aso&o 70200 

Q20&0 70200 
0206070207# 
0206070207# 
0206070290# 

50-367 

90-397 

50-387 

50-387 

50-387 

K 

K 

K 

X 


8206280550 

620628D5SO 

0206290174 

0206290174 

0206390251 

50-307 

50-307 

50-357 

50-357 

50-3B7 

8206070972 
0206070572 
82060 70694 
0206070694 
8206070702# 

50-387 

50-387 

50-387 

50-307 

50-387 

A 

A 

A 

A 

A 

Pcitnstf lv4nts Sl;4tt Univ 

8206290251 

6206290267 

8206290274# 

8206150340 

8206160191 

50-307 

50-357 

50-307 

50-5 

40-07+3 

0206070702# 

8206080130 

02O6O&O130 

0206080155 

0206080155 

50-307 

50-387 

50-307 

50-307 

50-397 

A 

S 

3 

A 

A 

P#nn«ylv#nl«i 8t:ata of 

Poopl« Ag#ln«t Nuclear Energy 

8206040040 

8206040040 

8206040199 

8206040199 

0206070066 

50-307 

30-307 

50-307 

50-357 

50-204 

02O6OQO161 

0206080161 

B 2060 80362 
8206080362 
8206080369# 

50-387 

50-387 

50-307 

50-387 

50-387 

A 

A 

A 

A 

A 

P#rt!ln«< Cole. Gtone# Olsen 6 Hilllemt 
Pfiiladtiphia Electric Co 

0206070519 
02060 1 0290 
8205050100 
8209050100 
8209050107# 

50-259 

50-527 

50-332 

50-351 

50-352 

8206080369# 
a 20608041 9 
6206080415 
8206090076 
6206090076 

90-387 

50-307 

50-387 

50-387 

50-387 

A 

8 

S 

A 

A 


02050 50107# 

02051 10161# 
0206010529 
02060 105S9 
0206010561 

50-332 

50-352 

50-352 

50-352 

50-277 

8206100292 
8206100292 
8206100294# 
8206100294# 
62061 10066 

50-387 

50-387 

50-387 

90-387 

50-387 

A 

A 

A 

A 

Gl 


8206010361 

0206020372 

8206020415 

8206020415 

0206020513 

50-277 

50-332 

50-277 

50-277 

50-277 

8206110066 
62061 ICOBO 
6206110060 
8206110061# 
82061 10294 

90-387 

90-387 

90-387 

90-307 

90-307 

Q 

A 

A 

A 

F 


8206020313 

0206020517# 

0206020517# 

0206020522* 

0206020522# 

50-277 

50-277 

50-277 

30-277 

30-277 

82061 10294 
8206140043 
8206140043 
8206140098 
8206140096 

50-387 

50-387 

50-307 

50-387 

50-307 

F 

A 

A 

F 

F 


8206030155# 

0206030183 

0206030262# 

0206030281# 

8206040093 

50-352 

50-277 

50-277 

50-352 

PR 

8206140104# 

8206140104# 

8206150098 

8206190096 

8206190146 

90-387 

50-387 

50-387 

50-307 

50-387 

F 

F 

S 

8 

A 


0206040322# 
0206070336 
0206070760 
0206060376 
02060 90043 

50-352 

50-277 

50-352 

50-273 

50-277 

8206190237 

8206190237 

8206190266 

8206160242 

8206160242 

90-307 

50-307 

50-387 

50-307 

50-307 

E 

E 

A 

E 

E 


8206100167# 
0206100167# 
0206100173 
0206100230* 
02061 10019# 

50-352 

50-352 

50-277 

50-277 

50-277 

6206170036 

8206170041# 

6206170071 

6206170071 

6206170096 

50-307 

50-307 

50-307 

50-307 

50-307 

A 

A 

A 

A 

8 


02061 10021# 
82061 10219 
0206110219 
82061 40276 
02061 40276 

50-277 

30-277 

30-277 

SO-277 

50-277 

8206170096 

6206170292 

6206170292 

6206210276 

6206210276 

50-307 

50-387 

50-387 

50-307 

50-387 

8 

F 

F 

A 

A 


0206140386# 
0206140386# 
0206140306# 
02061 50070# 
82061 50080 

50-277 

50-277 

50-277 

S0-17S 

50-352 

62062 10462 
82062 10462 
8206210467# 
8206210467# 
6206210400# 

50-307 

50-387 

50-387 

90-387 

90-397 

A 

A 

A 

A 

A 


82061 50141 
02061 50141 
02061 50172# 
82061 50233# 
82061 50233# 

50-277 

50-277 

50-352 

50-277 

50-277 

8206210400# 
82062 10529 
6206210925 
6206210939 
6206210939 

50-307 

50-387 

50-387 

50-387 

50-387 

A 

A 

A 

E 

E 


8206150295 
82061 50295 
82061 50340 
02061 50346 
02061 50443# 

30-352 

50-352 

50-352 

50-353 

50-277 

8206210979# 

8206220207 

8206220351 

6206220391 

8206220363 

50-387 

90-387 

50-387 

50-307 

50-387 

0 

A 

A 

A 

A 


8206150443# 

8206160042# 

8206160042# 

0206180076 

0206180078 

50-277 

50-277 

50-27? 

50-277 

50-277 

6206220430 

6206220436 

6206220444# 

6206220444# 

6206290309 

50-307 

50-387 

50-387 

50-307 

50-387 

K 

K 

K 

K 

A 


0206180080# 

8206180080# 

8206210280 

0206210282 

0206220180 

50-277 

50-277 

50-277 

50-352 

50-352 

8506250309 
6206290314# 
620629031 4# 
6206280124 
6206280124 

50-387 

50-387 

50-387 

50-387 

50-387 

A 

A 

A 

8 

8 


8206220220 

0206220272 

8206220272 

0206220279 

8206220343 

50-352 

50-277 

50-277 

50-277 

50-332 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILtATION 


PtctiTdf Lout <c 0«rrlcki InC 
Ft4l«4U Rccourcesj Ltd 


PoIvcLlnic Hfldlcdk Cfintir Harrisburg/ PA 
Portland C»n«nt AivocUtiofi 
Por-klnind 6»n«r4l El«ctrlc Ca 




Pclkftdun^ PA 

P«« 4 r AubhorLty of th» 8tatR of Nsw York 


ACCESSION 

SUBJECT 


AUTHOR 




NUMBER 

CATEGORY 

ACCEaSlON 

8UDJCCT 




AFFIUJATION 

NUMBER 



8506220343 

50-362 

K 






1— -a 

8S06230018« 

90-277 

F 


8206100019 

50-333 

4 

8206230018# 

90-277 

r 


8206100106 

90-247 

« 

3206230201 

90-392 

s 


62061 001 10 

90-247 

4 

82062 400ai« 

90-277 

F 


8206100110 

50-247 

0 





8206100296 

50-206 

P 

B2062400B6# 

30-277 

r 





B2O624OO06# 

50-277 

F 


8206100296 

90-206 

P 

8206280271 

90-392 

0 


8206100296 

50-286 

P 

8206260430 

90-277 

8 


8206100299# 

50-286 

P 

0206280907 

90-277 

P 


0206 1 00299# 

90-286 

P 





8206 1 00304# 

50-286 

P 

82062 B0951 

90-276 

e 





8206280997 

50-270 

8 


8206100304# 

50-206 

P 

0206280966# 

90-270 

B 


82061 00308# 

90-286 

P 

8206290149 

90-277 

8 


8506100300# 

50-286 

P 

8206290196# 

90-277 

8 


8206100300# 

90-286 

P 





0206110132 

50-333 

B 

8206290364 

90-392 

A 


82061 10137# 



8206290413 

90-277 

P 


50-333 

8 

8206180068# 

90-329 

A 


8206110200 

90-286 

P 

6206160187 

40-0690 



02061 10244 

90-333 

9 

8206220118 

40-0690 



82061 10249# 

50-333 

8 




02061 10319 

90-333 

8 

3004290399# 

POIA 






0206130039# 

CONTRACT 



02061 10318# 

50-333 

8 

8206010588 

90-344 

R 


8206140031 

90-247 

0 

8206010593# 

90-344 

R 


0206140031 

50-247 

0 

8206070416 

PR 



0206140112 

90-247 

T 





8206140112 

50-847 

T 

3206080249 

90-344 

B 





3206080294# 

90-344 

8 


8206 1401 19# 

90-847 

T 

8206100332 

50-344 

P 


8206 1 401 15# 

50-847 

T 

8206160209 

90-344 

P 


8206140120# 

90-247 

T 

6206180298 

PR 



8206140134# 

90-247 

T 




8206140134# 

50-247 

T 

8206210397 

90-344 

P 


8206140197 



8206220370# 

90-344 

Q 


50-333 

P 

8206230016 

90-344 

J 


82061 70 J 30 

50-247 

0 

6206240406 

50-344 

P 


8206170197 

50-247 

0 

8206230170 

50-344 

F 


8206170197 

50-247 

0 




8206170160 

90-247 

0 

8206290203 

50-344 

P 


8206170160 



8206290393 

90-344 

P 


90-247 

0 

6206300327# 

90-344 

F 


8206 170268 

90-247 

Q 

8206010272 

50-247 

0 


8206170268 

90-247 

0 

8206010409# 

30-247 

0 


0206170396 

90-286 

p 




8206180214 

90-247 

0 

8206040123 

90-247 

0 


02061 80296 



6206090152 

30-247 

0 


90-247 

0 

82061 10064# 

90-247 

G 


8S061 80296 

90-247 

0 

8206100328 

90-247 

G 


8206180316 

90-247 

0 

8206240239 

90-247 

G 


8206180316 

50-247 

0 



8806210492# 

90-333 

0 

8206260139# 

90-247 

0 


8206820161# 



8206030093# 

CONTRACT 



90-247 

F 

6206010249 

90-286 

R 


8206220161# 

90-247 

F 

6206010246# 

90-286 

n 


8206220161# 

90-847 

F 

8206010307 

90-247 

0 


8206220269 

90-333 

Q 



8206220921 

50-333 

Q 

8206010307 

90-247 

0 


8206S2053D# 



8206010338 

90-247 

0 


50-333 

8 

8206010336 

90-247 

0 


02062 40109 

50-247 

G 

6206010344# 

90-247 

0 


8206240109 

50-247 

0 

6206010344# 

90-247 

0 


8206240208 

50-247 

0 



02062 4020B 

50-247 

0 

8206010347# 

50-247 

0 


B2062 40221 

90-247 


6206010347# 

90-247 

0 


0 

8206010493 

90-333 

8 


8206840221 

90-247 

0 

0206010499# 

90-333 

0 


8206240239# 

90-247 

0 

8206010479 

90-333 

0 


82068 40239# 

90-247 

G 


02068 40379 

90-247 

0 

62060 104B5# 

90-333 

B 


Q2062B007B 

90-333 


6206020469 

90-286 

F 


0 

8206020499 

90-333 

P 


0206280149 

90-247 

0 

8206040099 

90-247 

0 


02068^0264 

90-333 

p 

6206040142 

90-247 

0 


0206230869# 

0206280903 

90-333 

90-333 

p 

p 

8206040194# 

50-333 

Q 


8206230909# 

90-333 


6206040208 

90-247 

0 


p 

6206040220 

90-247 

G 


8206880915# 

90-333 

p 

8206040226 

90-247 

0 


8206890301 

90-247 

0 

8206040238 

90-247 

0 


82068 90399 
02O6S 90933 

90-2S6 

90-333 

p 

0 

8206040238 

8206040343 

6206070932 

6206070707 

6206070724# 

90-247 

PRM 

90-247 

50-206 

90-206 

0 

0 

8 

8 

Pralrl# Allianct 

Pr»<ldtnt of US l( Exicutlv# Offlctt 
Prlnctton Un£v> 

8206890937# 
02062 10S46 
0206090231# 
0806070391# 

90-333 

50-461 

FOIA 

40-9299 

0 

0 

Prqrtii Fabricator## Inc. 

0806090130 

PR 


8206060132 

6206060139# 

8206060209 

8206060242 

8206060292 

90-333 

50-333 

90-333 

90-333 

90-333 

8 

8 

a 

8 

p 

Projact Haragfmint Carp 

Public lnt»r##t Rattarcn Oroup# Rtw York 

8206080089 
0206100207 
0206240165 
8206010278 
88060 10390 

90-937 

90-937 

90-937 

90-247 

90-247 

0 

A 

0 

0 

0 

8206060320 

8206060322# 

8206000363 

8206000366# 

8206000377# 

90-333 

90-333 

90-333 

90-333 

90-333 

s 

8 

a 

R 

8 


0206010398 
B2060 10408# 
8206010409# 
0206040073 
8206040123 

90-847 

50-247 

90-247 

50-847 

50-847 

0 

a 

0 

0 



B40 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOM 


Public 8 >rvlc 0 Co, of Calorodo 


Public Rorvico Co rndi^naj Inc 


Public fiorvio Co of N»u Hanpflhlri 


ACCESSION 

NWHBER 


S20A090iS2 
020^1 10054 
B2641 10054 
B 20 & 1 10CU4* 
fi206t tOO£4» 

eSOil 50014 
8206 1 80328 
8206240239 
8206240239 
8206240263 

8206290066 

82062S0066 

8206290094# 

8206290094# 

8206280104# 

8206290104# 

0206290115# 

9206280115# 

9206200123# 

8206280123# 

8206280128# 

8206280128# 

8206280133# 

8206200133# 

8206290135# 

8206290135# 

9206290142# 

8206010559 

8206010564# 

8206030065 

8206040263 

8206070276 

8206080222 

8206090345 

8206110050 

9206110057* 

9206110333 

8206140400# 

9206150339 

9206150343# 

9206170209 

9206170316 

9206170333# 

9206190002 

9206210231 

8206310355 

0206220294 

0206220299# 

0206220294 

0206220297# 

9206330024 

0206230128 

9206230142 

8206230206# 

9206230232 

G206330235# 
9206250275 
9206250277# 
9206290373# 
920629037 S 

9206030410 

6206070499 

6206070914# 

6206070621# 

0206170293 

6206230076 

6206250243 

6206290315 

6206010007 

6306010007 

8206010011# 
6306010011# 
62060 10013# 
6206010470 
6206070395# 

6206140036 

6206140038 

6206140041# 

8206140041# 

6206140069 

0206160003 

6206240329 

6206240329 

6206240373 

6206290180 


SUBJECT 

CATEfiORY 

50-247 0 

50-247 0 

50-247 0 

50-247 G 
50-247 0 

roiA 

50-247 G 
50-247 0 

50-247 0 

50-247 C 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

SO-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-247 0 

50-267 9 

50-267 9 

50-267 0 

50-267 P 
50-267 P 
50-267 F 
50-267 P 
50-267 a 

50-267 8 

50-267 P 
50-267 F 
50-267 « 

50-267 ft 

50-267 F 
50-267 R 
60-267 F 
50-267 8 

50-267 P 

50-267 P 
80-267 6 

50-267 8 

50-267 3 

50-267 9 

80-267 P 
50-267 P 
50-267 3 

50-267 F 
50-267 8 

50-267 3 

80-267 8 

50-267 3 

50-267 F 
50-267 P 

50-547 3 

PRM 

50-546 a 
50-546 Q 
50-546 3 

SO- 946 H 

NUft£0 
NCR EG 

90-443 A 
50-443 A 

50-443 A 
90-443 A 
50-443 A 
50-443 A 
50-443 0 

50-443 0 

90-443 C 
50-443 0 

90-443 0 

50-443 A 

90-443 A 
30-443 A 
90-443 A 
50-443 0 

90-443 A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


62062 50180 
8206290923 

Public Etrvlct Co of Oklahoma 8206040162 

62060 40173# 

Public 6 orvic# Electric & Oa# Co of Neu 6007150020# 

J#rscv 


S 0-443 4 

&0-443 9 

50-396 9 

50-996 e 
50-3 S 


aim 10776 

0204230070# 

8206010384 

6206020064# 

8206020444 

6206030191 

6206030192# 

8206030226 

8206030231# 

8206030245 

B206030247# 

8206030265 

8206030269# 

8206040091 

8206040093 

0206040099 

8206040369 

8206070573 

0206070977# 

6206070594 

8206070666 

0206070673# 

8206070759 

8206070772# 

0206070903 

6206070913# 

6206090039 

6206090042# 

8206100117 

8206100123# 

0206100139 
6206100142# 
82061 0021 9 
8206100216# 
0206100219 

82061 00222# 
62061 00233 
02061 00244# 
0206100249 
62061 00253# 

6206100271 
6206100272# 
0206100307 
8206100326# 
62061 10043 

02061 10047# 
62061 50049# 
62061 90076* 
6206190093 
6206150100# 

82061 90109 
0206190114 
62061 SOI 16# 
82061 50134 
82061 90139# 

6206190166# 
6206150244 
62061 90249# 
8206210392 
8206210389# 

B2062 10403 
6206210411# 
82062 10444 
6206210460# 
6206220094 

6206220098# 

6206220182 

6206220165# 

6206220359 

9206220375# 

6206220367 

82062 20395# 
6206220411 
0206220449 
6206220459# 

6206220501 

6206220905# 

8206220534 

6206220552# 


50-272 9 

50-272 B 
50-354 9 

50-272 F 
90-311 P 

50-311 a 
50-31 1 9 

50-272 S 
50-272 9 

90-272 9 

50-273 9 

50-31 1 9 

50-311 S 
NURE4 
PR 

PRH 

90-272 F 
50-272 9 

S 0-272 S 
30-311 S 

50-31 1 9 

30-311 a 
30-311 ft 
30-311 S 
30-272 ft 

90-272 9 

30-311 P 
30-31 1 P 
30-311 » 

30 -3J I S 

50-31 1 9 

30-31 1 S 
50-3 J I ft 
30-311 ft 
50-311 a 

90-311 9 

50-272 9 

50-272 9 

50-311 9 

90-311 5 

50-272 9 

50-272 3 

50-31 1 8 

50-31 1 8 

60-272 S 

SO-272 S 
50-272 F 
50-272 F 
50-31 1 9 

50-31 1 9 

90-311 9 

50-311 9 

50-31 1 9 

90-272 « 

90-272 ft 

50-354 ft 
30-311 ft 
90-311 ft 
90-311 8 

90-311 S 

50-272 9 

90-272 9 

50-272 9 

90-272 9 

90-311 9 

90-311 9 

90-311 9 

90-311 9 

90-272 9 

50-272 9 

90-272 9 

SO-272 9 

50-334 ft 
50-272 9 

50-272 9 

90-311 S 
90-311 S 
50-272 9 

50-272 S 



CORPORATE SOURCE INDEX 


641 


AUTHOR 

AFFILIATION 


SouiKf Pavffr -b Light Go 


pM-r4v« RiiiarcA Foundation 
A F. Raadv* int 


flidlatlon Monogtniint Corp 
flcjttor CipBrlntn Inc. 

P(id» J 4 


Ri-iih«]gA« E^gors b A«-aoci4tB» 


Allig-Vliird 
Rio ALgoAi Ltd.. 

Ael^irt Ch4rl»c Hol»« (r AiioclotBi 
Rc-tirt L Cloud A-iiociotBii Inc 


Aact«9itr Oat tc Elactrlc Gorp. 


RaclJand Cltliina for Soft Eoargy 


ACCESSION 

NUMBER 


BSO&SOOiOB 
8206830X12O 
eSOASOOldO 
0306230140 
6206230 147« 

8206240005 

8206240143 

6206240143 

0206240343 

6206280281 

0206280339* 

8206280504 

8206290147 

8206290384 

8206290399* 

8206300170 

8206010298 

8206020386 

6206020366 

8206040020 

8206040020 

8206070082 

8206160105 

6206220159 

8206220159 

6206220169* 

6206220169* 

6206290323 

6206240472* 

6206030104 

6206030108* 

6206160192 

6206180192 

8206180196* 

8206160196* 

0206100069 

8206230267 

8206290565 

8206170196 

8206210575 

0206240157 

0206240250 

0206070096 

0206070103* 

0206070153* 

0206160296 
0206220167 
02061 50056* 
0206030162 
8206030212* 

6206160137 

6206160144* 

8206170299 

8206170303* 

6206010378 

8206010415 

6206010422* 

6206010610 

6206010626 * 

6206010640* 

8206010653* 

8206010663* 

6206010696 

8206010696* 

0206020196* 

6206020202 * 
62061 10264 
62061 10268* 
6206140002* 
6206140003* 

62061 40004* 
6206160161 
8206170053 
6206170056* 
62061 60160 

8206230119 

8206290166 

6206290569* 

0206300091* 

6206300097* 

0206300157 
0206040080 
82061 10054 
6206 1 10054 
8206170167 


BUDJECT 

CATEGORY 


50-3 1 1 8 

50-31 t 8 
50-272 F 
50-372 F 
50-373 F 

50-31 t 8 
50-372 P 
50-272 P 
50-354 V 
50-354 B 

FOIA 

50-354 8 

50-372 V 
50-311 S 
50-311 Q 

50-273 M 
50-522 O 
50-922 E 
50-522 E 
30-922 0 

50-522 0 

50-S22 0 

50-522 0 

30-822 D 
30-522 S 

50-522 D 
50-522 D 
90-522 D 
CONTRACT 
90-279 R 

90-279 R 
50-879 R 
90-279 R 
50-879 R 
50-279 R 

NUREO 
XPORTLIC 
XPORTLIC 
50-403 0 

50-463 0 

90-403 0 

50-403 0 

PROJ 
PROJ 

contract 

PR 

40-8064 
CONTRACT 
90-275 R 
50-275 R 

50-275 R 
90-275 R 
90-875 P 
50-879 P 
90-844 8 

50-244 B 
50-244 0 

50-244 P 
50-244 P 
50-244 P 

60-244 P 
50-844 P 
90-244 R 
50-244 R 
50-244 r 

90-844 P 
50-844 8 

50-844 B 
90-244 F 
90-844 F 

90-844 F 
50-844 F 
50-844 S 
50-844 0 

50-844 P 

50-844 P 
50-844 P 
50-844 0 

50-844 F 
90-844 F 

50-844 P 
90-847 0 

90-247 0 

90-847 0 

90-847 0 


AUTHOR 

AFFliLlATlON 


Rod land CouniVi NY 


Rackvfrll Int*rn-atlonal Corp, 
Rodig Mountain Entrgy Go. 


Ropaa St Gray 


Rug F, Haatontinc 
S Lavv* Inc 

Sacrafflanto Municipal Utility Dlitrict 


Oafa Energy AUianca 

Ban Claaiantai CA 

Ban Dligo Oaa 6 Electric Co 


ACCEBOION 

NUMBER 

6206170167 

B2062B0066 

e20& 260066 

6206260074* 

6206260074* 

6206860104* 
6206200104* 
62062601 IS* 
0206200115* 
8206200126* 

6206200126* 
0206260142* 
6206300215 
6206170168 
62061 70294 

0206170278* 
02061 10093* 
0206300394* 
6206160495* 
8206160496* 

62061 40038 
62061 4<HMe 
6206140041* 
6206140041* 
6206240373 

6206260523 

6206300256 

0206290523* 

6806020139* 

0803100411* 

6206010481 

6206010507* 

6206020485 

0206040175 

6206040173* 

6206070069 

6206080203 

0806060261 

0806110143 

6206110146* 

02061 10266 
02061 10269* 
6206140077 
6206150107 
6206190279 

6806150261* 

9206190391 

0206160047 

0206160056 

0206170105* 

9206180107 

0206320066 

8306820401 

8306240309 

8206300007* 

8306300000* 

8206860209 

8806300227 

8206010691* 

e:MAn-rnA.uf« 


8UBJECT 

CATEOORY 


90-247 0 

90-247 0 

90-247 0 

90-247 0 

50-247 0 

50-247 0 

50-247 a 
50-247 0 

50-247 0 

90-247 0 

50-247 0 

50-847 0 

SO-247 0 

90-847 O 
90-247 T 

90-247 0 

CONTRACT 
90-537 A 
40-0380 
40-0360 

50-443 0 

90-443 0 

50-443 0 

90-443 0 

50-443 0 

90-443 0 

90-29 J 
FOIA 
FOIA 
FOIA 

90-318 8 

50-312 6 

90-318 P 

50-318 a 

90-318 S 

90-312 P 
90-312 0 

90-312 P 
50-312 P 
90-312 P 

90-312 F 
90-312 F 
50-312 P 
90-312 Q 
90-318 R 

50-318 R 
90-318 0 

90-312 P 
90-312 P 
90-318 0 

50-318 P 
50-318 P 
90-318 P 
50-318 P 


Ban 

0ai 



542 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIGK 


Sint* Monica* CA 
Sargvnt Lundy* Inc 


Sasiifrai Audubon Soclity 
&iund»ri-Ro* D«v« lojinintii Ltd 
Savannah Rlvar Laboratory 

Bchiffi Hardin U Wait* 


Schrilb*r Canauitanttj Inc 
Scianci Applications* Inc. 


Skiantista Si Englnaari for Sacur# 
Scott Si Hhlta Clinic TamplarTX 

Sanatf 

Stnata* Email Business 

Santibla Mains Power 

Shaw* Plttmani Potts Si Trowbridga 


3haa & Oould 

Sho-rahaiti Gpponsntt Coalition 


3iarra Club 


Energy 


ACCESSION 

NUMBER 

820AS40115 
82062 90343 

82060 40234 
8206240412 
8206070266* 

8206140140# 

8206140140# 

6206140210# 

8206140210* 

8206240273# 

8206280210 
82061 60280* 
8206090132 

82061 10178 
8206140027 

8206140105 

8206140108* 

8206020422 

8206070202* 

8206080049* 

8206100386# 
8206100404* 
82061 I03SS* 
8206230340 
8206280407 

8206280407 

9206280407 

8206280425* 

8206280425* 

8206280436* 

8206290511* 

B20629091B* 

8206230174 

8206070171 

8206080177* 

8206140343* 

8206070601 

8206040085 

8206040120 

8206040120 

8206070327 

8206070540 

8206070540 

B2060705S6 

8206070600 

8206100314 

8206160052 

8206160036* 

8206160326 

8206160364 

8206170347 

8206180272 

8206180272 

8206180279 

8206180280* 

8206180280* 

8206180289* 

8206180289* 

8206180292* 

8206180292* 

8206180295* 

8206180295* 

8206180299 

820618029? 

8206180302* 

8206160302* 

G206S60319* 

8206180319* 

8206150342 

8206230152 

6206280055 

8206280153 

8206280497 

3206280521 

8206290251 

8206290297 

8206040095 

8206040164 

8206040279 

8206040263* 

5206160084 
52061 70362 
5206230149 
8206080099 
5206080101* 


SUBJECT 

CATEOORV 

XPORTLIC 
XPORTLIC 
50’' 142 0 

50-142 0 

50-373 A 

50-454 0 

50-454 0 

50-454 0 

50-454 0 

50-373 P 

50-546 H 
XPORTLIC 
NUREO 
WUREO 

50-461 0 

50-461 0 

30-461 0 

50-438 A 
50-387 X 
70-687 

70-36 
50-327 X 
CONTRACT 
NUREO 
50-244 P 

50-244 P 
50-244 P 
50-244 P 
50-244 P 
50-244 P 

POIA 

FOIA 

50-247 0 

REOOD 

50-3 H 

50-293 H 
50-309 0 

SO-440 0 

30-440 0 

50-440 0 

PRN 

50-440 0 

50-440 0 

30-289 0 

PRM 

50-266 Q 
30-382 0 

50-302 0 

PRM 
PRM 

30-440 0 

50-400 0 

30-400 0 

30-440 0 

50-400 0 

50-400 0 

50-400 0 

50-400 0 

50-400 0 

30-400 0 

50-400 0 

50-400 0 

50-266 O 
30-266 0 

30-400 0 

30-400 0 

50-400 0 

30-400 0 

50-209 Q 
30-400 0 

50-266 0 

50-266 0 

50-320 Q 
50-382 T 
50-387 Q 

SO-440 0 

30-247 8 

30-247 0 

30-322 T 
30-322 T 

30-322 0 

30-322 0 

90-322 0 

30-337 Q 
30-337 0 


AUTHOR 

AFFILIATION 


Sigma Chtmlcal Co 


Slmpsotii ul M 
Simulation Associates 
Sine lair^ M 


Sinnifclppl Alliance for tht Environment 
<SAFE3 

Small Business Adminl stration 
Society of Nuclear Medicine 


South Carolina Electric 6 Oas Co 


South Carollnai State of 
Southern Boiler 6 Tank Norksi Inc 

Southern Cali-fornia Edison Co, 


ACCESSION 

NUMBER 


8206000104* 
8206080108* 
8206000117* 
0206000124* 
02061 40032 

8206240209 

8206240215* 

0206300224 

0206150450 

8206160107 

8206200463 

8206100417* 

0206240226 

8206240226 

8206240243 

0206240243 

8206040243 

8206240104# 

8206010366# 

0206090110 

82060 i 0325 
0206010465 
8206010373 
8206020344 
8206020420 

8206020421* 

8206020427 

8206020457 

8206040281 

0206070193 

8206070334 

0206070384 

0206090058 

8206160135 

0206160136* 

0206160316 

8206160318* 

8206170115 

8206170118* 

8206180009 

8206180016 

8206100030 

8206180054 

0206210440 

8206210445* 

82062 104S6 
8206220524* 
8206290491 
82061 S0045» 
0206040345 

8206010368 
82060 1 0369* 
8206010373 
0206010377* 
B2O60 10426 

8206010343 
820601 0365 
0206010576* 
02060 1 0602 
0206010611* 

8206010602* 
82060 1 0683 
8206010685 
8206010691* 
82060 i 0691* 

8206010697* 

8206010697* 

8206020361 

8206020411 

8206020433 

820 60S 0433 
8206020433 
8206030069 
8206030085 
8206030179 

8206030194 

8206040042 

0206040387 

6206040395 

8206040395 

0206040400* 

8206070033 

8206070037* 

8206070221 


SUBJECT 

CATEOOfif 


50-537 » 

50-537 i 
50-537 t 
50-537 J 
50-337 t 

50-337 « 

50-337 f 
50-537 J 
XPORTLIC 
XPORTLIC 

50-492 9 

CONTRACT 
90-329 i 
50-329 i 
50-329 t 

30-329 9 

50-451 9 

CONTRACT 

FOIA 

PR 

30-395 A 
SO -39 5 a 
50-395 3 

50-395 A 
50-395 A 

SO -39 5 A 
50-395 A 
50-395 A 
50-395 A 
REOOD 

NURED 

PR 

50-395 A 
50-395 A 
50-395 A 

50-395 A 
50-395 A 
30-395 X 
50-395 X 
50-395 £ 

30-395 E 
30-395 A 
SO-395 F 
50-395 A 
30-395 4 

50-395 t 
50-395 a 
50-395 A 
CONTRACT 
PR 

30-206 R 
50-206 fl 
50-361 9 

50-361 3 

50-206 S 

90-206 3 

50-206 3 

50-206 a 

30-361 B 
30-361 n 

50-361 4 

30-361 X 
50-361 X 
30-361 X 
50-36 J X 

50-361 F 
50-361 F 
50-2C6 P 
50-361 9 

50-206 F 

50-206 F 
50-206 F 
50-206 P 
SO-206 P 
50-206 P 

50-206 P 
50-361 0 

50-206 P 
50-361 F 
50-361 F 

50-36 i F 
50-206 S 
30-206 3 

50-361 P 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


S^vtKirn Co Qorvlcsor Inc 

Rtoo^rch Infiituto 


Ssulhviiii R«>«Arch ond Informotion Gonitr 

Sjic* 8<l-fnc« 8trvlc«4r Inc, 

SMCn. 


Si Clti«»«th Ho«ii AppUtonfMl 

St. Fr^ncii Oonoril Ho«p. Plttibur^h* PA 


Si. Univ PhtUdilphU, PA 

St. Lavl* T«»4iiiS L.ob*4 Inc. 

St. Lcols Univ,^ Mtiflcol Ccnttr 6i 
IctiLi.HO 

St VUcint Hocp Brldfiiparti GT 


AcceeaioN 

NUMBER 


020A0 70226# 
8206070230# 
8206070315 
8206070325# 
S2060 70699 

8206070699 

8206070840 

8206070058# 

8206080210 

8206080210 

8206080210 

0206080309 

8206080393 

8206090030 

8206090035# 

8206090103 

8206090108# 

8206090111 

8206090161 

8206090166 

8206100078 
8206100114 
8206X00114 
6206X00237 
82061 00240# 

8206100266 
62061 00269# 
8206100281 
8206100281 
8206100286# 

8206100286# 

8206140005 

8206140006 

8206140006 

8206140090 

8206140091# 
82061 70076 
8206170129 
82061 80092 
8206180104 

8206160224# 

8206180310 

8206180311# 

8206210164 

8206210166# 

0206210236 

8206210303 

8206210340 

8206210347 

8206210435 

8206210490 

8206210631 

8206210637 

8206240181# 

8206250290 

0206260905 

8206200911# 

8206290414 

8206290418# 

8206300139 

0206090029# 

8206210490# 

8206810497# 

8206810506# 

8206880309 

8806070691 

8208180318# 

8808180318# 

0802120321# 

8802180321# 

0206040928# 

8206040930# 

8806070171 

8806070167 

0806160337 

8206290100# 

820616032? 

8806010372# 

8806210474 

8806210483# 

0206210499# 

8206210910* 

0206810917# 

8206290871 


SUBJECT 

CATEOORY 


50-361 P 
90-361 P 
50-361 3 

50-361 9 

50-361 P 

50-361 P 
50-206 8 

50-206 9 

90-206 F 
50-206 F 

50-206 F 
50-361 P 
50-361 P 
50-361 S 
50-361 S 

90-206 8 

50-206 8 

50-206 8 

90-806 P 
50-206 P 

50-206 8 

50-361 O 
90-361 0 

50-361 P 
50-361 P 

50-361 8 

50-361 8 

50-361 0 

50-361 Q 
50-361 Q 

50-361 0 

50-361 P 
90-361 P 
50-361 P 
90-206 T 

50-206 T 
SO- 206 P 
50-206 P 
90-206 P 
90-206 P 

90-361 0 

50-361 P 
50-361 P 
50-361 8 

50-361 8 

90-361 9 

50-361 8 

90-361 0 

90-361 8 

90-361 a 

90-206 P 
90-206 8 

50-361 8 

90-206 P 
50-361 P 

50-206 P 
50-206 P 
90-206 P 
50-206 P 
50-206 P 

FOIA 

90-461 Q 
90-461 Q 
90-461 Q 
90-320 P 

PR 

90-428 P 
90-420 P 
90-420 P 
50-420 P 

90-469 P 
90-469 F 
R8000 
fiEOOO 
REOOD 

70-374 

PR 

FOIA 

PR 

PR 

PR 

PR 

PR 

PR 


AUTHOR 

ACC £8 3 ION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEOORY 


8206250279# 

PR 



8206250291# 

PR 



8206250295# 

PR 



8206850301# 

PR 


St^nlrlit B 

8206180331 

50-329 

0 

8t«nd#rdl<Bd Nucltar Unit Poutr Plant 

6206240398 

90-389 

0 

0206010103 

90-482 

K 





8206010110# 

50-482 

K 

StatflfDafit of 

0206110891 

50-482 

E 

8206290^72 

XPORTLIC 


Biat«r Dtp t. of i Burtau of Qctani It 

8206020092 

KPORTLIC 


Intarnatl Environ It Bcltfitlflc Affalri 




0206020134 

XPORTLIC 



8206030300 

XPORTLIC 


Sbtpan C6«nlcal Co 

0206030314 

XPORTLK 


0206220150 

40-0610 


Stono it Habattr Enpinflorlng Corp 

0206010317 

50-322 

D 


82060 1 0322# 

50-322 

0 


820607027a 

NVREO 



8206070421 

PR 



0206070107 

REOOO 



8206 1 6026B 

PR 


Stont ti Wtistart Inc* 

02060 90D92# 

50-338 

P 

Strthlowi R A 

82058 70059# 

50-327 

P 

Structural H«ch<anlc» Aiioclttt# 

0112080951# 

50-837 

a 

Buffolt CountUi NY 

08060 70S99» 

50-382 

Q 


0206100110 

50-322 

0 


6206110045 

50-322 

0 


0206160004 

SO- 322 

0 


0206170830 

50-322 

T 


0206170844* 

SO-322 

T 


0206170368 

90-322 

0 


0206830149 

50-382 

0 


8206230178 

50-322 

0 

Sugar#i>an« R J 

0206840173 

50-352 

0 

Sunfloutr AlKanct 

0206040031 

90-440 

0 


8206040331 

90-440 

0 


0206040336 

90-440 

0 


6206040036 

90-410 

0 


0206 1 70140 

90-410 

0 


0206840402 

90-440 

0 


8206840403 

90-440 

0 


0206240430 

90-440 

0 


62063 4 0430 

50-440 

0 

8wan«on Envlronmtntalr Inc. 

0806040908 

FOIA 


Siiitdtn 

8206100405 

XPORTLIC 


Siauiltwicii 8. A 

82060 90384 » 

CONTRACT 


rCKNIS. Inc, 

8206160114 

XPORTLIC 


TERA Corp 

62O6*8''1O530* 

50-302 

F 

Tai« Inc 

82061 10399# 

90-367 

F 

Targob Tachnologg Ltd, 

82061 40108# 

90-837 

P 

T«ch/Op« ITtchnlcal Optrationii Inc. } 

88061 60327 

PR 


8206220590 

71-9169 



0806220600# 

71-9169 


Tochnplogg Dtvtlopmtnt of C«l ifornian Inc 

0806240104# 

COKTRACT 


Ttbnakron# Inc* 

8806100439# 

CONTRACT 


TtlodYR# EnglP>#rlng Borvlcti 

8S06020337# 

90-322 

A 

0206030004 

90-279 

P 


0806030094 

50-275 

R 


0206030098# 

90-275 

R 


8306040319# 

90-373 

P 


8206070811 

90-279 

P 


8806180186 

90-879 

R 


8806180190# 

90-275 

R 


8206340191 

50-373 

P 


8806840199# 

50-373 

P 

Ttlodgne Uah Chang Albanv 

8206020309 

XPDRTUIC 



8206160109 

XPQRTLIC 



8306230282 

XPORTLIC 


ftflipU Ufilv HPtp. PhiladtlphlfPA 

8206090121 

REOOO 



8206180233 

PR 


TonnttBt* Valltg Author Itg 

8108210179 

90-299 

P 

8201290069# 

90-390 

F 


8206010116 

90-387 

8 


8206010121# 

90-327 

8 


8206010124 

90-388 

8 


8806010130# 

90-328 

8 


8806010199 

90-29? 

8 


8806010161# 

50-29? 

8 


8806010167 

90-260 

9 


8806010177# 

90-260 

6 


6206010162 

90-296 

8 


8806010190# 

50-896 

8 


0206010194 

90-260 

8 



544 


CORPORATE SOURCE riMDEX 


AUTHOR 

AFFitlATIDM 


ACCESSION 

NUNBER 


820£0 10197 
820A0 10197 
020^10197 
0206010197 
8206010197 

0806010197 
B8O60 10197 
0SO6O1O190« 
0206010216 
02060 1 0216 

0206010216 

0206010216 

0206010216 

8206010216 

8206010216 

0206010216 
8206010222 
0206010227 
^2060 10227 
0206010229# 

6206010229# 

0206010230 

6206010234# 

6206010253 

6206010253 

6206010256 

6206010256 

620601026!! 

6206010273# 

8206010279 

62O6O1O20S# 

6206010207 

6206010207 

6206010319 

6206010326# 

6206010329 

0206010337# 

0206010349 

0206010349 

0206010349 

0206010349 
8206010349 
0206010349 
6S060 10349 
0206010330 

0206010390 
02060 10366 
0206010366 
8206010390 
0206010392 

8206010392 

8206010395# 

0206010413 

0206010420# 

8206010426 

8206010427 
02060 10427 
8206010429 
02060 J 0429 
82060 1043 

0206010439 
G206D 10439# 
0206010442 
02060 1 0430# 
0206010497 

8206010437 

6206010464 

0206010466 

8206010471 

0206010471 

0206010472# 

8206010476# 

0206010409 

0206010409 

0206010494 

0206010504# 
6206010900 
6206010900 
62060 10906 
6206010900 

6206010908 

6206010908 

6206010500 

6206010911 

6206010912 


SUBJECT 

CATEGORY 

50-910 S 
50-519 S 
50-510 S 
go-519 6 
50-518 6 

50-510 a 
50-510 a 

50-260 S 
90-438 a 
50-438 a 

50-430 S 
30-438 a 
50-430 S 
50-43 B 3 
50“43a 3 

50-438 S 

30-390 a 

50-327 R 
50-327 fi 
50-327 R 

50-327 P 
50-296 6 
50-296 S 
50-438 9 
50-438 9 

50-390 8 
50-390 S 
50-296 0 
50-296 Q 
30-239 6 

50-259 B 
50-390 3 
50-390 a 
50-259 R 
SO-259 R 

50-327 9 
30-327 9 
30-910 a 
S0-9IB 3 
50-918 9 

50-518 9 
50-918 8 
50-510 3 
30-518 S 
30-390 8 

50-390 a 
30-430 9 
50-438 3 
50-320 9 
50-390 8 

50-390 8 
30-328 F 
30-328 3 
90-328 3 
50-299 8 

50-390 0 
50-390 8 
50-390 S 
50-390 3 
50-259 8 

50-328 0 
50-320 3 
50-296 8 
90-296 8 
50-390 8 

30-390 a 
50-259 8 
50-327 8 
90-390 0 
30-390 8 

50-259 8 
50-327 3 
90-430 S 
50-450 6 
50-327 S 

50-327 8 
50-518 6 
90-913 8 
30-513 S 
90-513 8 

90-510 S 
90-913 a 
50-510 8 
90-299 a 
90-327 8 


author 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEWRy 


0206010514 
6206010519# 
0206010920 
0206010922 
820601 0525# 

8206010526# 
0206010532# 
82060 10934 
82060 10540 
0206010942 

B2060 10543# 

0206010546 

0206010549 

0206010549 

8206010551# 

0206010595# 
0206010560 
0206010567# 
8206010569 
82060 10572 

0206010577 

0206010579# 

8206010502# 

8206010506 

0206010909# 

8206010592# 

8206010590 

0206010600 

8206010605# 

0206010606# 

820601060? 
0206010617# 
0206010654 
82060 10667# 
0206010676 

8206010676 

8206010604 

8206010664 

8206010606 

0206010608 

0206010609 

8206020116# 

8206020121# 

8206020583# 

0206030112 

82060301,21 

B2O6030217 

0206040200 

0206040340 

8206070005 

8206070093 

8206070093 

0206070100 

0206070104 

0206070104 

8206070104 

8206070104 

6206070107 

8206070107 

8206070114# 

8206070135 

8206070135 

8206070197 

8206070162# 

8206070169 

0206070170# 

0206070179 

8206070183 

0206070180# 

8206070243 

8206070243 

0206070297 

8206070306# 

0206070369 

8206070369 

8206070414 

0206070420# 

8206070440 

8206070449# 

8206070467 

8206070467 

8206070903 

0206070512# 

9206070512* 

8206070512# 


50-320 B 
50-259 & 

50-323 f 
50-3Sa 9 

90-328 9 

90-320 S 
50-320 S 
50-296 9 

50-327 3 

50-259 S 

50-296 9 

50-296 9 

50-438 9 

50-430 9 

50-259 a 

50-296 a 
50-259 9 

50-299 S 
50-259 B 
50-327 S 

50-299 9 

S 0-327 9 

50-239 9 

60-327 S 
50-239 B 

50-327 fi 
50-259 9 

50-328 fi 
50-257 S 
50-328 9 

50-260 S 
50-260 9 

50-327 S 
50-327 9 

50-390 9 

50-390 0 

50-390 9 

30-390 3 

50-390 3 

50-390 3 

50-390 9 

50-239 F 
50-289 F 
50-510 A 
50-320 P 

80-327 P 
80-239 F 
50-259 0 

TOP REP 
80-239 fi 

50-390 5 

50-390 e 
50-390 8 

50-390 e 
50-390 S 

50-390 B 
50-390 S 
50-436' 8 

50-430 S 
50-259 R 

50-430 9 

50-430 9 

50-327 a 
50-327 3 

50-328 8 

50-32Q 3 

50-327 3 

REOQD 
50-327 S 
50-390 8 

50-390 a 
50-259 8 

50-259 8 

50-327 R 
50-327 R 

50-296 8 

90-296 a 
50-320 9 

50-320 a 

50-438 8 

50-438 S 
PH 

50-259 tt 
50-259 ® 

30-259 B 



CORPORATE SOURCE INDEX 


646 


AUTHOR 

AOCEBSION 

SUBJECT 






AFFILIATION 

NUMBER 

CATEGORY 

AUTHOR 

ACC£G8IDN 

SUBJECT 


— 


-X 

affiliation 

NUH5ER 

■c-Arronov 


8206070544 

50-390 

8 






S20607OS44 

50-390 

8 


82061 10242* 

50-060 

a 


9206070571* 

50-299 

Q 


02061 10200 

90-43S 

a 


0206070571* 

50-259 

0 


82061 10200 

50-430 

a 


9206070571* 

50-359 

Q 


8206110202 

90-390 

s 






02061 10202 

50-390 

B 


9206070622 

50-390 

8 






0206070622 

50-390 

8 


0206110202 

90-390 

B 


0206070628 

30-438 

8 


82061 10202 

90-390 

B 


8206070628 

50-438 

9 


02061 10202 

90-390 

B 


G2060 70628 

90-438 

8 


02061 10202 

90-390 

B 






02061 10202 

50-390 

8 


0206070628 

90-438 

B 






8206070629 

30-430 

9 


02061 10292 

50-299 

B 


9206070620 

50-438 

8 


02061 10296* 

90-399 

9 


8206070628 

30-438 

8 


02061 10309 

90-390 

S 


0206070628 

50-430 

8 


02061 10305 

50-390 

B 






92061 10313 

90-399 

B 


0206070620 

50-438 

8 






8206070630 

50-296 

8 


Q206110316* 

90-259 

B 


8206070640* 

50-296 

0 


0206110319 

90-390 

B 


0206070661 

50-327 

P 


0206110319 

90-390 

B 


82060 70661 

50-327 

P 


02061 10321 

50-390 

8 






82061 10321 

50-390 

S 


0206070665 

50-390 

8 






9206070669 

90-390 

8 


02061 10323 

90-439 

Q 


92060 7066 5 

50-390 

9 


8206140042 

50-390 

a 


8206070669 

50-390 

8 


0206140042 

90-390 

a 


9206070665 

SO-390 

a 


82061 4O0S0 

50-438 

a 






8206140181 

90-259 

a 


9206070665 

50-390 

8 






6206070669 

50-390 

8 


8206140121 

90-299 

B 


8206070669 

90-390 

6 


8206140169 

90-259 

p 


0206070669 

90-390 

8 


8206140169 

50-299 

p 


0206070669 

50-390 

8 


8206140169 

50-299 

p 






8206140178* 

90-299 

p 


9206070663 

90-390 

B 






0206070667* 

90-327 

P 


8206140207* 

90-299 

p 


0206070667* 

30-327 

P 


8206140211* 

90-299 

p 


8206080243 

SO-430 

A 


0206140214* 

90-299 

p 


6206080243 

90-430 

A 


8206150022 

90-327 

a 






8206190022 

90-327 

B 


8206080324 

SO-390 

A 






8206080324 

30-390 

A 


8206190231 

90-438 

A 


0206090008 

90-260 

P 


8206190231 

50-43B 

A 


8206090008 

50-260 

P 


8206190246 

50-390 

A 


8206100160* 

90-337 

A 


8206190246 

90-390 

A 






8206190334 

90-390 

F 


8206100207 

90-937 

A 






02061 10098 

90-260 

B 


82061 50334 

90-390 

F 


82061 10063* 

50-260 

8 


82061 90379 

90-390 

F 


8206110119 

90-390 

8 


82061 90379 

90-390 

F 


8206110116 

50-390 

8 


8206150446* 

50-390 

F 






62061 90446* 

90-390 

F 


82061 10119 

90-390 

B 






8206110119 

90-390 

8 


82061 90449* 

90-390 

F 


8206110120 

S0-43Q 

9 


8206160117 

90-327 

P 


8206110120 

90-430 

a 


6206160117 

90-327 

P 


8206110128 

90-430 

8 


8206160117 

SO-327 

P 






0206160117 

90-327 

P 


82O6UO120 

30-430 

8 






82061 10130 

90-390 

8 


8206160117 

90-327 

P 


82Q6U0130 

90-390 

8 


8206160123* 

50-327 

P 


8206110144 

90-430 

0 


8206160123* 

50-327 

P 


8206110144 

90-430 

8 


8206160123* 

50-327 

P 






8206160123* 

90-327 

P 


8206110153 

WASTE HOT 






8206110199 

50-390 

8 


8206160123* 

50-327 

P 


6206110199 

90-390 

8 


8206160131 

90-390 

A 


Q2Q6U0139 

50-390 

B 


8206160131 

90-090 

A 


8206110139 

90-390 

8 


8206160132 

90-327 

P 






8206160295 

90-390 

A 


82061 10199 

90-390 

B 






8206110139 

90-390 

0 


8206160299 

90-390 

A 


02061 10176 

71-6722 



8206160323 

PRK 



82061 10181 

90-918 

8 


8206160393 

RE02D 



82061 10185 

90-910 

8 


8206160497 

40-1341 







8206170117 

0^ ■ 



8206110185 

90-318 

6 






0206110192 

90-299 

8 


8206170127 




0206110196 

90-328 

s 


8206170159 




0206110198* 

90-299 

8 


0206170199 




8206110202 

90-430 

8 


8206210109 








B2062*”<'''* 




02061 10202 

90-430 

8 






82061 10203* 

90-328 

8 






02061 10211 

90-391 

Q 






8206110212* 

90-391 

0 






8206110213 

90-438 

A 






0206110213 

90-430 

A 






0206110214 

30-328 

8 






0206110213* 

90-320 

8 






02061 10217 

90-390 

9 






02061 10217 

90-390 

8 






8206110222 

30-390 

A 






8206110222 

90-390 

A 






8206110223 

90-438 

a 






8206110223 

90-438 

a 






82061 10234 

90-260 

a 







546 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV' 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOCflV 



SO-SS? 

P 


8206290339 

50-259 P 


esOAfl 10380 

50-259 

P 


8206290359 

50-259 P 


8506310300 

50-259 

P 


B206290339 

50-259 P 


8S0631038? 

50-390 

S 


8206290358 

50-259 R 


6506210089 

50-390 

S 


8206290558 

30-259 ft 


esc 6210393* 

30-259 

P 


BS0629055B 

SO-299 fi 


0306210393# 

50-259 

P 


8206290563# 

50-259 R 


6506210393# 

50-259 

P 


8206290363# 

50-259 R 


85062 10'4iC 

50-328 

9 


8206290563# 

50-25? H 


8206210417# 

50-328 

9 


8206300053 

50-390 S 


8506210431 

50-438 

& 


8206300053 

50-390 g 


8506 2 £0436 

50-438 

3 


0206300055 

SO-390 6 


8206210436 

50-438 

8 


8206300055 

30-390 5 


B2062 10463 

50-327 

S 


0206300058 

50-390 a 


8506210466# 

30-327 

8 


0206300059 

30-390 a 


5206210528 

50-430 

6 


8206300058 

50-390 S 


8206210536 

50-566 

9 


8206300058 

SO -390 a 


8206210547 

50-390 

8 


8206300067 

SO- 438 S 


8206210547 

50-390 

8 


8206300067 

50-438 S 


0206210555 

30-259 

8 


8206300114 

50-390 S 


8206210561# 

50-259 

8 


8206300114 

50-390 a 


8206210569 

30-390 

8 


820630012? 

50-390 9 


8206210569 

30-390 

8 


0206300122 

50-390 9 


8206210581 

50-438 

8 


8206300137 

SO -25? a 


8206210581 

50-438 

8 


8206300140# 

50-25? a 


8206210589 

50-390 

8 


8206300142 

50-260 a 


8206210589 

50-390 

8 


0206300146# 

50-260 S 


8206210589 

50-390 

8 


8206300152 

50-390 A 


8206210589 

30-390 

8 


8206300152 

50-390 A 


820631058? 

30-390 

8 


8206300155 

50-438 3 


8206210591 

50-260 

9 


9206300155 

5O-4D0 a 


8206210602# 

S0-S60 

9 


8206300171 

SO-390 a 


9SC62 10604 

50-438 

8 


8206300171 

50-390 S 


0206210652 

REOOD 



8206300173 

50-438 a 


8206220209 

50-390 

0 


0206300173 

50-438 a 


8206220234 

50-328 

8 


8206300195 

50-438 a 


8206220292 

50-390 

8 


8206300195 

50-438 a 


8206220392 

50-390 

8 


8206300205 

50-566 S 


0206220390 

50-438 

8 


6206300211 

30-430 6 


8206220420 

50-328 

9 


820630021 1 

50-430 a 


8306230433# 

50-328 

3 


8206300212 

50-390 8 


8306220478# 

50-438 

0 


8206300217 

50-296 


8306230568 

50-259 

0 


8206300222 

50-296 3 


83063 30568 

50-259 

4 


B2O6300225# 

50-296 8 


8206230590 

50-438 

8 


8206300232# 

go-296 


8306230075 

50-259 

P 


8206300295 

50-390 fi 


0206330075 

30-259 

P 


8206300285 

50-390 fl 


8306230075 

50-259 

P 


8206300301 

50-430 fi 


8306240083 

50-438 

B 


BZ0630D314 

50-327 


8306240140 

30-328 

S 


8206300343 

50-390 8 


8306240144# 

50-328 

8 


0206300343 

30-390 a 


8306240171 

50-390 

8 


8206300349 

50-438 8 


8206240171 

30-390 

8 


820630034? 

30-438 3 


B 2062 40 196 

30-23? 

8 

Tik## a If M Unlv 

8206070631 

50-120 P 


B 206240200# 

50-23? 

8 


0206070635# 

30-128 P 


8306340255 

50-390 

8 


8206090168# 

50-247 T 


8206240255 

50-390 

9 

T««#i tn^trumvntf « inc. 

0206090249 

70-33 


8306340286 

50-390 

A 

T«xa« UUllfcivi Otnttrstiny Co 

8206040018 

50-449 9 


8206240286 

50-390 

A 


0206070356 

50-445 8 


6206240312 

50-327 

8 


8206140026 

50-449 9 


8206240313# 

30-327 

8 


8206140026 

50-445 0 


820624031 5 

50-296 

8 


8206170190 

50-445 0 


8306240317# 

50-296 

a 


0206170190 

50-445 0 


8306240339 

50-296 

8 


8206180190 

50-449 0 


8306240340 

50-390 

A 


0206210950 

50-445 e 


8206240340 

80-390 

A 


8206280052 

50-449 0 


8206240346# 

50-296 

8 


0206300213 

50-445 9 


8206340368 

30-296 

8 


8206300213 

50-445 9 


8206340374# 

50-296 

9 


0206300237 

50-445 Q 


83062 30237 

90-390 

A 


8206300237 

50-449 9 


8206250337 

80-390 

A 


8206300239 

50-449 0 


8306250270 

50-327 

F 


8206300239 

50-449 0 


8306250270 

50-327 

F 


8206300249 

30-445 fr 


8206250270 

50-327 

F 


8206300249 

50-445 0 


8206290091 

50-259 

P 


8206300257 

30-445 0 


8306290091 

50-259 

P 


8206300257 

80-449 8 


9306290091 

50-259 

P 


8206300266 

50-449 0 


8206290109 

50-259 

P 


8206300266 

50-449 ® 


8206290109 

30-259 

P 


8206300274 

50-445 9 


8306290109 

30-259 

P 


0206300274 

50-449 9 


3206290114 

50-390 

E 

T#x#i UtlHtlfs 8«rylcffi< Inc. 

82061 10232 

50-445 K 


32063 90281 

30-337 

P 


8206180209 

PR 


3206290281 

50-327 

P 


0206220336 

30-449 A 


3206290290# 

30-327 

P 

Tixatr 6t#tf of 

82091 10121# 

50-449 A 


3206290290# 

30-327 

P 


8206160456 

WASTE MOT 



CORPORATE SOURCE INDEX 


B47 


AUTHOR 

AFFILIATION 


ACCESBIQN 

NUMBER 

GU8JECT 

CATEOORY 

Tarati Unlv, of 


0206070191 

REOOD 


TihT** MU* laUnd Alart 


0206070963 

50-269 

0 



0206090007 

50-289 

0 

Tolvdg Coalltlnn for 8af* 

Energy 

0206070563 

PRM 


Tol*ii& Edison Co 


0205110633 

90-346 

F 



0206010309 

50-346 

R 



0206010300* 

90-346 

R 



0206020309 

50-346 

S 



0206020310* 

50-346 

8 



0206040332 

50-346 

F 



8206070090 

50-346 

P 



0206070490* 

90-346 

P 



8206070492* 

SO -346 

P 



8206070951 

50-346 

S 



0206000240 

50-346 

F 



0206000337 

50-346 

P 



0206100144 

50-346 

8 



0206100140* 

50-346 

8 



0206180132 

50-346 

P 



6206210363* 

50-346 

Q 



0206210368* 

50-346 

Q 



0206220193 

50-346 

8 



8206220200* 

50-346 

0 



0206220357 

50-346 

a 



0206230123 

50-346 

P 



0206240334 

50-346 

B 



0206240336* 

50-346 

3 



0206290264 

50-346 

a 



8206290374 

50-346 

B 



0206290379* 

90-346 

8 



8206290303 

90-346 

P 



0206290390* 

90-346 

P 



0206290392* 

50-346 

P 



0206300107* 

50-346 

F 



0206300110* 

50-346 

F 



0206300129 

90-346 

P 



0206300132* 

50-346 

P 



0206300136* 

50-346 

P 

T«rr*v Plnai T^chnolopy 


0206170136* 

50-926 

A 

Tranaantrica Dalaval* Inc 


0206300192 

90-312 

8 

Trananucliari Inc 


0206040044 

XPORTLIC 




0206040048* 

XPORTLIC 




02061 10098 

XPORTLIC 




0206110099* 

XPORTLIC 




0206220605 

XPORTLIC 




0206230206 

XPORTLIC 


rranaportat laiii Dap t of 


8206160192 

40-2061 


Trial Lawvars for Public \ 

Juttlca 

8206080433* 

CONTRACT 


Tulsa Oanma Rag* Inc 


0206070691 

PF 




8206160327 

PR 


Tgikapfi In«t. 


0206010730 

71-479 




0206010739* 

71-479 


Tult 6 Kotfnvr 


6206070203 

50-373 

A 

Tu«aau* tathain 6 Bchnltt 


8206040279 

50-322 

T 

17 5 District -Court* 0outh«rn District 

of 0206170262* 

50-247 

a 

N«u York 





E-colagY^ (Formarlsi 

Nuclaar 

8206040215 

27-39 


Erglnasring ) 







62061 10340 

27-39 




0206110350 

27-39 




0206160437 

71-6679 


UdvHba/0*l-R«x 


0206030330 

40-6799 


Unfaruritars Latoratorv 


8206100205* 

90-313 

F 



0206290032* 

CONTRACT 


Urian 76 fUnarals Exploration Co, 

0206190324 

40-8904 




0206190327* 

40-8904 


Union Carblda Carp. 


02060 10240 

50-94 

B 



0206010432 

50-94 

P 



0206030224* 

70-687 




0206030229* 

70-607 




8206030304 

40-299 




8206070177 

REOOD 




0206100302 

40-299 


Union Electric Co, 


0206030119 

70-2961 




0206030129* 

70-2961 




0206070351 

50-403 

0 



0206090045 

90-403 

H 



6206240202 

50-463 

8 

Union of Conctrneil BclantUts 

0206010272 

90-247 

Q 



0206010409* 

90-247 

Q 



0206040070 

90-247 

Q 



0206040070 

90-247 

Q 



0206040071* 

50-247 

0 



0206040071* 

90-247 

0 



0206040073 

80-247 

0 


AUTHOR ACCESSION SUBJECT 

AFFILlATrON NUMBER CATECORT 


020^040073 50-247 0 

02OAO4O123 50-247 0 

BSQ60A0t27 50-247 O 

020^040226 50-209 0 

0206070969 PRM 

0206090192 90-247 0 

02061 10034 90-247 0 

02061 10094 50-247 C 

0206110064* 90-247 0 

02061 10064* 50-247 0 

0206160094 90-209 0 

8206160121 90-247 0 

0206160121 90-247 0 

0206100320 50-247 0 

0206100320 90-247 0 

G206240239 90-247 0 

0206240239 90-247 0 

8206200066 90-247 0 

0206200066 50-247 0 

02O62BOD94* 90-247 0 

0206200094* 90-247 0 

0206200104* 90-247 0 

B2O620O1O4* 50-247 0 

0206200115* 90-247 0 

8206280115* 90-247 0 

0206200123* 50-247 0 

B2O62BO120* 50-247 Q 

0206200120* 90-247 Q 

0206200120* 50-247 0 

0206200133* 50-247 0 

0206200133* 50-247 0 

6206200139* 50-247 0 

0206260139* 90-247 0 

0206260142* 50-247 0 

Union 0 / SovIb^ aocl*l{ft R«publlc« 0206100300* RE6 

Unltttf Nucloar Cdrp 0206030006 70' 020 

0206030126 70-B20 

0206030133* 70-020 

Unit id Pou«r AttocUtian 020630030 L* 50-937 A 

Uranium Riiourciir Inc, 0206010094 40-0706 

02060 10097* 40' 8706 

0206220037 40-0706 

0206220041* 40-0706 

Ulahf Unlv, of 0206230197 50-72 P 

Vandirbllt Unlv. 0206100040 NUREO 

Varnirm^ Rtddirlng. UUrvnpo it Chriftttnton 0206030037 FOIA 

Vtltlcol Chimlcal CoTp. 8206030297 40-6264 

Varno'nt Y*nl(ai Nucta^r Pqu«t Carp 0111110606 90-271 8 

0204230076* 90-^71 0 

0206010009 50-271 0 

0206010096* 50-271 8 

0206020362 50-271 P 

6206020409 50-271 P 

0206020446 50-271 P 

0206070267 90-271 R 

0206070273* 50-271 R 

8206060393 90-271 P 

6206000399* 90-271 P 

0206100127 90-271 P 

0206140024 jn-HH tt 

0206140094 
02061 50109 
0206150191 
02061 90192* 

0206100079 

0206210203 

0206210601 

0206220317* 

6206220360 

6206220373* 

6206220400 

6206220400* 

6206220920* 

6206240323 

6206250007 

0206250103 

6206260204 

6206300103* 

6206300100* 

Vvrmontf Btatt of 6206010417 

B206030199 

V*fe. Admin M*dlc*l Canttr 8an Antonio* TK 6206300300 
Virgin la El *c trie 6 Powir Co 6206010134 

0206010134 

0206010140* 



648 


CORPORATE SOURCE INDEX 


AUTHOR 

M^CEsaroN 

SUBJECT 


AUTHOR 

accession 

SUBJECT 


affiuiation 

NUMBER 

CATEOOftV 

AFFILIATION 

NUMBER 

CATEOOflV 


82060 i 014 5» 

50'’2e0 

S 


82061 10153 

50-339 

8 


8206010151* 

50-280 

8 


02061 loisa* 

50-339 

a 


8206010212 

50-280 

Q 


82061 10160* 

50-338 

8 


8206010212 

50-280 

3 


0206110166 

50-338 

8 


82060 10218* 

30-280 

e 


82061 10160* 

50-338 

8 


8206010225* 

50-200 

3 


82061 10171 

50-339 

B 


8206010232* 

50-280 

3 


82061 10173 

50-339 

S 


8206010244 

50-260 

3 


02061 10174* 

50-339 

S 


8206010251* 

30-200 

3 


82061 10187* 

50-339 

8 


8206010261* 

50-280 

3 


82061 10263 

50-280 

0 


9206010277 

50-336 

Q 


0206110263 

50-280 

8 


8206010291* 

50-338 

8 


82061 10271* 

50-280 

S 


8206010296 

50-280 

8 


82061 10270* 

50-280 

S 


8206010396 

50-280 

R 


82061 10283* 

50-280 

S 


0206010399* 

50-280 

R 


0206 1 4 0035 

SO -338 

P 


8206010403* 

50-200 

R 


8206140035 

50-33B 

P 


B2060 10406* 

50-280 

R 


0206150154 

50-338 

P 


8206010409* 

50-280 

R 


8206150154 

50-330 

P 


8206010354 

50-338 

R 


8206160306 

50-280 

0 


8206010SS4 

50-338 

R 


8206160332 

REOaO 



8206010559 

50-291 

S 


0206170311 

50-339 

P 


8206010562* 

50-338 

R 


02061 70351 

50-280 

P 


8206010562* 

30-338 

R 


82061 70351 

50-200 

P 


8206010568* 

50-281 

8 


02061 70353* 

50-280 

P 


8206010574 

50-280 

B 


0206170353* 

50-280 

P 


8206010574 

50-280 

S 


8206210032 

50-200 

8 


8206010581 

50-338 

8 


02062 10032 

90-200 

9 


8206010563* 

50-280 

B 


0206210036* 

50-200 

8 


8206010591 

50-280 

8 


8206210043* 

50-200 

8 


8206010591 

30-280 

8 


8206210106 

50-200 

P 


8206010594* 

50-280 

8 


8206210106 

90-280 

P 


8206010595* 

50-338 

a 


8206210196 

50-200 

8 


8206010599* 

50-280 

S 


8206210196 

50-200 

8 


8206010604* 

50-280 

9 


82062 1 0202* 

90-200 

9 


8206010608* 

50-200 

8 


8206210208* 

50-280 

0 


8206010613* 

50-280 

a 


8206210214* 

50-280 

B 


8206010615 

50-230 

a 


8206210220* 

50-280 

B 


8206010621* 

50-280 

9 


8206210285 

SO -33B 

S 


8206010626* 

50-280 

8 


8206210290* 

50-333 

S 


8206010634* 

50-200 

8 


8206210311 

50-333 

S 


8206010649 

so-Gsa 

a 


8206210318* 

50-330 

8 


8206010660* 

30-338 

B 


8206210408 

50-339 

G 


8206010666 

50-338 

a 


8206210496* 

50-339 

a 


8206010671* 

50-338 

8 


8206210599 

50-339 

a 


8206020057* 

50-280 

F 


8206210608* 

50-339 

g 


8206020323 

50-280 

p 


02062 10643 

50-330 

3 


8206020323 

50-280 

p 


82062 1 0650* 

50-338 

g 


8206020323 

50-280 

p 


82062 20391 

50-333 

Q 


8206020323 

50-280 

p 


8206220410 

S0-S8O 

g 


8206020335 

50-281 

p 


8206220410 

50-2e<> 

g 


8206020339 

50-339 

p 


8206220412 

30-280 

Q 


8206020399 

50-280 

p 


8206220418* 

50-200 

g 


8206020399 

50-280 

p 


0206220425* 

50-280 

a 


8206040104 

50-338 

0 


0206220431* 

50-280 

a 


8206040224 

50-338 

0 


8206240062 

30-339 

g 


8206040330 

50-280 

p 


8206240067* 

50-339 

8 


8206040330 

50-280 

p 


8206240118 

30-339 

3 


8206070166 

50-339 

9 


8206240126* 

50-339 

a 


8206070174* 

50-339 

8 


8206240162 

50-330 

3 


8206070233 

50-404 

0 


8206240166* 

50-330 

g 


8206070425 

50-333 

8 


B206240251 

30-200 

p 


8206070427* 

50-338 

8 


8206240295 

50-330 

a 


8206070442 

50-339 

S 


8206240306 

50-330 

a 


8206070451* 

50-039 

8 


82062 40307* 

50-338 

8 


8206070545 

50-404 

Q 


02062 40322 

50-338 

3 


8206070670 

50-338 

8 


8206240324* 

50-330 

a 


8206070678* 

50-338 

8 


8206240337* 

50-338 

8 


82060S0061 

50-339 

P 


8206240344 

50-280 

P 


8206080211* 

50-338 

8 


8206240344 

50-280 

P 


8206080338 

50-338 

P 


820624 0353* 

50-280 

P 


8206080338 

50-338 

P 


8206240353* 

50-280 

P 


8206080341* 

50-330 

P 


8206240355 

50-339 

8 


8206080341* 

50-338 

P 


8206240361* 

50-339 

9 


8206090077 

50-338 

P 


8206240417 

50-330 

8 


8206090077 

50-338 

P 


82062 40421* 

50-338 

a 


B20 6090097* 

50-038 

P 


8206280459 

50-404 

A 


8206090097* 

50-338 

P 


8206280475* 

50-404 

A 


8206110061 

50-338 

0 


8206290079 

50-280 

p 


8206110065* 

50-338 

8 


8206300174 

50-330 

p 


8206110100 

50-338 

P 


8206300174 

50-330 

p 


82061 to 100 

50-338 

P 


8206300175* 

30-330 

p 


8206110103* 

50-338 

P 


8206300175* 

50-338 

p 


82061101034 

50-338 

P 

Vir^lnl* T*ch 

8206230300* 

CONTRACT 


83061 10140 

50-280 

P 

Vlrglnlaj Utilv, of 

8206080143 

50-62 

K 


82061 10147 

50-338 

8 


0206110013* 

CONTRACT 



CORPORATE SOURCE INDEX 


B49 


AUTHOR 

AFFiLIATlON 

Inpton LPffal Foundation 
V^ihLngfcon Public Power Supply System 


ACCE00ION 

NUMBER 

0UBJECT 

CATEGORY 

8206090024* 

FDIA 


8209180100 

90- 

‘460 

K 

8208180108* 

90- 

-460 

K 

0208100111* 

90- 

-460 

C 

0209100116* 

50- 

-460 

K 

0205180125 

90- 

-460 

K 

8209100127 

90- 

■460 

K 

0209100130 

90- 

-460 

K 

0209100133 

50- 

-460 

K 

8209100136 

50- 

■460 

K 

0209100139 

50- 

‘460 

K 

02OS10O147 

50- 

■460 

K 

0209100191 

90- 

-460 

K 

0209180194 

50- 

‘460 

K 

8205100157 

50- 

■460 

K 

0209100162 

50- 

-460 

K 

0209100166 

50- 

■460 

K 

0209100170 

30- 

-460 

K 

0208100179 

50- 

-460 

K 

0209100103 

90- 

460 

K 

0205100180 

50- 

-460 

K 

0205100193 

50- 

-460 

K 

0209180211 

50- 

-460 

K 

0209100219 

50- 

-460 

K 

02091 00223 

50- 

-460 

K 

02091 00227 

50- 

*460 

K 

02091 00230 

50- 

■460 

K 

02091 00232 

50- 

■460 

K 

02091 00236 

90-460 

K 

02091 00230 

50-460 

K 

0205100240 

50-460 

K 

0209100247 

80- 

-460 

K 

02081 802SQ 

90-460 

K 

0205180299 

90-460 

K 

0209100290 

90- 

'460 

K 

02091 00306 

50- 

-460 

F 

82091 00309* 

50- 

•460 

F 

0206020347 

50-397 

A 

0206020388 

SO- 

*500 

0 

0206030002 

SO- 

•397 

A 

8206030179 

50-500 

F 

8206040330 

SO- 

•397 

E 

0206040412 

SO- 

•900 

H 

0206040419* 

50-500 

K 

0206040423* 

SO- 

•908 

M 

0206040426* 

SO- 

■808 

K 

0206040428* 

50- 

•800 

C 

0206040430* 

50-908 

P 

0206040434* 

90- 

■800 

H 

8206040439 

90-900 

K 

0206040442 

90- 

-908 

K 

0206040444 

SO' 

-808 

K 

0206040446 

SO- 

-900 

K 

0206040447 

SO- 

'908 

K 

0206040448 

50-900 

K 

0206040450 

SO- 

•800 

K 

0206040492 

SO- 

'900 

K 

0206040453 

90' 

-900 

K 

0206040494 

30-600 

K 

0206040496 

»0- 

-500 

K 

0206040497 

90* 

'900 

K 

0206040460 

SO- 

-900 

K 

0206040462 

80-900 

K 

0206040463 

90-900 

K 

0206040464 

90-900 

K 

0206040466 

SO- 

-500 

K 

0206040467 

SO- 

-900 

K 

0206040460 

go- 

-500 

K 

0206040470 

90- 

-900 

K 

8206040471 

90-500 

K 

0206040473 

80- 

'800 

K 

0206040479 

80-600 

K 

0206040476 

80- 

-900 

H 

0206040479 

80- 

-900 

K 

0206040400 

90-900 

K 

0206040403 

90-500 

K 

0206040484 

SO- 

-908 

K 

0206040409 

SO* 

‘800 

K 

0206040400 

M- 

-908 

K 

0206040491 

90- 

-500 

K 

0206040493 

80-500 

K 

0206040499 

SO- 

-900 

K 

0206040490 

SO* 

-900 

K 

0206040501 

50-900 

K 

0206040909 

50-900 

K 


AUTHOft 

AFFILIATIDM 


Uashinston UntVt 
Ifaehingtoni State o-f 


lfaun«« RJ 

W««t BrancA Coneervatien Aisoclatlon 


ACCEBSIDH 

NUMBER 

620^040510 

620^040512 

620^040515 

S2OAO4051A 

62OA04051S 

BSD6040519 

6206040521 

6206040522 

8206040523 

6206070409 

8206070617 

8206080217 

6206080233 

8206090233 

6206080293 

8206090069 
62060 70O93e 
6206110226 
8206110226 
82061 10228* 

8206110226* 

8206140013 

8206140020 

8206140095 

0206140258 

82061 40397* 

8206190099 

9206150119 

8206150146 

8206150229 

8206150229 

8206210297 

9206210269 

8206210270* 

8206210291 

8206210302 

8206210504 

8206210511* 

8206210511* 

9206210567 

8206210977 

8206210904 

8206200396 

8206280496 

8206290085 

8206160336 

8206140357 

8206220309 

8206230129 

8206300062 

8206070679* 

6206210430* 

8206040010 

8206040010 

8206040084 

8206040084 

8206040267 

B206040267 

0206040290 


SUBJECT 

CATEOCRV 

90-508 K 
50-908 K 
50-500 K 
90-508 K 
90-508 K 

50-508 K 
50-508 K 
90-500 K 
50-508 K 
PR 

50-397 E 
50-460 A 
50-500 8 

90-500 8 

50-460 A 

50-397 K 
50-397 K 
3O-SO0 0 
50-500 8 

90-508 8 

50-508 0 

50-397 A 
50-397 8 

50-397 A 
50-397 A 

50-397 F 
50-397 3 

50-397 0 

50-460 0 

50-500 8 

60-500 8 

90-460 A 
50-397 A 
50-397 A 
50-397 A 

50-460 A 
90-500 0 

60-900 B 
90-500 0 

50-397 A 

50-397 A 
80-397 A 
90-460 F 
90-397 E 
90-397 J 

REOOD 

27-48 

60-522 D 
50-52:1 B 
90-460 A 

40-06 
40-8610 
80-247 0 

50-247 0 

90-247 ^ 

f 


Nemtchtittr County* NV 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUKBER CATEOORT 


BS0^^^BQZl^ 30-247 Q 

ESOifrl 60211 SO-247 0 

620A1 60221* SO-247 0 

620A1 B022I * 50-247 0 

62061 Q0220* 50-247 0 

6206160230* 50-247 0 

8206160243* 50-247 0 

8206160243* 50-247 0 

0206240347 50-247 T 

0206240347 50-247 T 

62062403SO* 50-247 T 

0206240350* 50-247 T 

620A240331* 90-247 T 

0206240351* 90-247 T 

B2062403S4* 90-247 T 

0206240354* 50-247 T 

0206240390* 90-247 T 

0206240390* 90-247 T 

0206240359* 50-247 T 

0206240359* 50-247 T 

8206240362* 50-247 T 

8206240362* 50-247 T 

0206240367* 50-247 T 

0206240367* 50-247 T 

P*apl*-> Action Co«l Itloni Inc 920609006B 50-247 0 

0206140103 50-247 0 

0206140103 90-247 0 

8206170265 90-247 0 

0206170267 50-247 0 

0206170267 90-247 0 


0206240260 90-247 O 

Wtttirn Canarf* iHvilr*u£tc Labaratgrl *»» 0206300161* 50-382 A 

Ltd 

Maatirn Envlron*i*nt*l 6*rvlc«t It Taiting 0206040503* 40-6622 

Waitarn Nuclaar* Inc. <*uba of Ph*lp» 0806220093 40-1162 

Dadg* Carp ) 

0206220097* 40-1162 

0206230171 40-1162 

0206230246 40-1162 

Wvstinihoui* El«ctrie Corp 00181 60106* FOIA 

0205270299 TOPPER 
8206020452* 0A999 

8206030496* QA999 

0206020472* aA99? 

8206020476* QA9?? 

0206020400* 0A999 

0206030109 TOP REP 

B206D 70099* TOP REP 
0206070294* 90-334 P 

8206070407 PR 
0206080199 TOP REP 
0206080202* TOP REP 

0206080492 XPORTLIC 
0306090006* 90-338 F 

0206090169* 90-206 P 

8206100268* 90-299 P 

02061 00423* CONTRACT 

0206100447 XPORTLIC 
02061 00490* XPORTLIC 
8206 1 10048* CONTRACT 
8206110399 TOP REP 
8206140163* 90-454 0 

6206140163* 50-494 0 

0206140186* 50-494 0 

0206140106* 50-494 0 

0206140399 70-1143 

0206140366* 70-1143 

B2061 90249* 50-937 A 

02061 60263 PR 
0206160491* 71-9974 

8206180220 TOPREP 
0206180246 TOPREP 

8206210187* 50-295 P 

8206210130* 50-295 P 

8206210149* 90-295 P 

8206210572# 90-937 A 

8206810582* 50-93? A 


8206210599* 30-537 A 

8206210603* 30-937 A 

8206220050* 70-1143 

8206820187 XPORTLIC 

8206230064 TOPRCP 


8206230383 70-1151 
8206250109* 70-1151 
8206280279* FQIA 


AUTHOR 

AFFILIATION 


Ucfton Oeophytlcal Corp 
Uiegand Evaporatorsi Inc 


Uillla()i«-Robinetti 6 Af*«ciateii Inc 


Nilson Inipactlon Barvlcsfij Inc 


Nlltr 0 D 


Nlaconsln Electric Poiuer Co 


Nifconatn Public Bervtc* Corp. 


ACCESSION 

NUriBER 


0206280293* 
0206290197* 
0206220263* 
8206100226 
8206 1 00232* 

0206100251 

8206100257* 

0206100260* 

0206040513 

8206100409* 

B2062S0104 

8206230234 

0206230334 

B2062GO236* 

8206230236* 

0206240179 
B206240187* 
0206040031 
8206040031 
0206 0 4 0036 

0206040036 

8206240430 

0206020169* 

0206020174* 

0206020400 

8206020417 

8206020461 

0206040192 

8206040152 

8206070405 

0206070405 

8206100314 

8206100314 

8206140207* 

8206140207* 

0306140291* 
0206140291* 
0206190239 
02061 S0293* 
0206160319 

0206160324* 

0206160324* 

e&06l70114 

0206180299 

0206180299 

0206210107 

0206210109* 

0206220143 

0206220143 

8206220213 

0306220307 

0206220307 

0206220339* 

0206220339* 

0206240214 

02062801 93 

0206010204 

0206010206* 

0206070600 

8206070706 

0206070712* 
0206110079 
02061 40007 
02061 90255 
02061 50250* 

82061 6025G* 
0206160266* 
0206170301 
0206170307* 
02061 70300* 

8206170314* 

0206210273 

0206210493 

0206210507* 

0206220233 

0206220239* 

0206220402 

0206220406* 

0206230224 

0206240197 

8206240199* 

0206290201 

8206280433 

0206280491* 

8206270190 


GUBJECT 

CATEOOflV 


FOIA 

50-244 P 
50-461 E 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

40-8102 

CONTRACT 

40-0452 

71-9032 

71-9032 

71-9032 

71-9032 

71-477 
71-477 
50-440 0 

50-440 Q 
50-440 0 

50-440 0 

30-440 O 
50-266 F 
50-266 F 
50-266 F 

50-266 P 
30-266 P 
50-266 J 
SO-266 J 
SO-266 P 

90-266 P 
30-266 0 

50-266 0 

50-266 F 
50-266 F 

50-266 F 
50-266 F 
50-301 9 

90-301 9 

90-266 n 

90-266 R 
90-266 R 
90-266 0 

90-266 0 

90-266 O 

50-301 S 
50-301 B 
30-266 P 
90-266 P 
30-266 P 

50-266 P 
50-266 P 
50-266 P 
50-266 P 
50-266 P 

90-266 0 

50-305 R 
50-309 R 
PRM 

30-309 9 

90-309 9 

50-309 P 
50-305 P 
50-309 R 
50-303 R 

50-305 F 
90-305 F 
50-305 O 
90-305 B 
50-305 0 

90-309 B 
90-303 P 
90-309 P 
90-309 P 
90-309 8 

90-309 8 

90-309 P 
90-309 P 
90-303 P 
50-303 8 

90-309 8 

50-305 H 
50-309 P 
50-309 P 
90-309 B 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Environiflsiital Dacade 

l»i5Stflri6lTti Vniv ofi Btevens Point 
yjlv*rin» Elartric Cooporativa 
Wrl|ht^ rtinnims & Gasendorph 


rtiniTaJ Corp 
3tat« of 


T««ili» Ataejc £l*ctrlc Co 


ACCESS low 

RUBJECT 


AUTHOR ACCE88IOH 

eURJGCr 


NUMBER 

CATEGORY 

AFFILIATION NUMBER 

CATEOOfiV 

g206290ieS» 

50-305 

8 

8206080017# 

90-29 

F 

G206S9019U 

50-305 

8 

8206080019# 

50-29 

F 

a2O&290l94 

50-305 

F 

6206080372 

50-29 

F 

8206390199 

50-305 

P 

6206080379* 

50-29 

F 

8206250297 

50-266 

H 

62061 10317 

50-29 

B 

8206030135 

70-852 


8206110320# 

90-29 

B 

8206030080 

30-529 

M 

62061 40C89 

90-443 

A 

8206020200 

FOIA 


8206190169 

50-29 

8 

8206020439# 

50-206 

F 

8206190173# 

50-29 

9 

8206080212# 

50-333 

0 

8206150215# 

90-309 

a 

0206080216# 

50-333 

0 

6206170343 

90-29 

p 

8206100289# 

50-361 

0 

8206J 80003 

90-443 

A 

8206220115 

40-8502 


8206180191 

90-29 

P 

8206220121 

40-8302 


8206210476 

PR 


8206080013 

40-8745 


8206220382# 

90-29 

F 

8206QG0174 

40-0745 


8206220385 

30-29 

9 

6206100448 

WASTE HOT 

8206220398# 

30-29 

B 

8206160204 

40-8743 


8206240152 

90-29 

P 

8206160447 

40-8743 


6206240196 

30-29 

P 

82061 604S3 

40-8793 


8206240329 

50-443 

A 

8206220103 

40-8743 


8206240329 

90-443 

A 

8206220171 

40-8771 


8206240357 

90-29 

P 

8206010007 

50-443 

A 

8206250128 

90-29 

P 

8206010007 

50-443 

A 

8206250130# 

90-29 

P 

0206010011* 

50-443 

A 

8206230180 

90-443 

A 

8206010011# 

50-443 

A 

S20625018D 

50-443 

A 

8206010013# 

8206010044 

8206010058* 

8206010083 

30-443 

50-29 

30-29 

50-29 

A 

a 

8 

8 

820625021 1 
8206250233 
820625C242 
8206230291 

50-29 

90-29 

50-29 

50-29 

P 

P 

Q 

P 

B2060100GQ* 

8206010470 

8206070341# 

8206070407 

8206070548 

30-29 

50-443 

30-29 

PR 

PRM 

8 

A 

0 

8206280270 

8206200536 

8206280531* 

8206300163 

G2063002614 

90-29 

90-29 

90-29 

90-29 

90-29 

P 

8 

9 

P 

J 




Zack Co. 8206170285 

90-373 
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REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
numfcior and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number In this Index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "'Cross Reference of Enclosures to Principal 
Documents/' 


flE/>CWT 

MMIIER 

AGGEdSION 

NUM8ER 

8U0JEGT 

CATEODRV 

OTHER REPORT 
NUHOER 

01^308 

8206080369* 

90-3B7 

A 


It05-CEC0-Pfl-1 ROO 

8306140102* 

90-237 

P 



8206080218* 

90-333 

a 

IEB-81-01 


8206100209* 

90-313 

F 



8206020260 

RES 



KK)<£0202&a 

8206020260 

REB 


PNL-4 109-2 

8206020203 

8206020283 

RE8 



saofiojoaer 

8206020207 

RES 



8206020290 

8206020290 

REB 



B206020295 

8206020299 

REB 



6206020299 

S2060S029? 

REB 


0RNL/FTR-ia97 

6206080066 

02O6O8OOB6 

RES 


0-6-312 {R673> 

0206090234 

8206070204 

RE0 



8206100217 

8206100217 

REB 


La-14-02-001 

8206100324 

8206100324 

RES 



8206100339 

8206100339 

REB 


EOO-LDFT-5846 

8206100346 

8206100346 

RE0 


ORNL/FTR-1301 

82061003SO 

8206100390 

REB 



8206L0039J 

8306100391 

REB 


E00-CAAD-9eg2 

8206100362 

8206100362 

RES 


E00-L0FT-9B07 

e206]0(X363 

8206100363 

RES 



8206100363 

8206100367* 

REB 



e206lOH»363 

8206100370* 

REB 



8206100363 

8206100390* 

REB 



8206100363 

8206100373* 

REB 



8206100363 

8206100374* 

REB 



8206100363 

8206100398* 

REB 



8206100363 

8206100377* 

RES 



8206100363 

8206100380* 

REB 



6206100363 

8206100381* 

REB 



8206100363 

8206100393* 

REB 



8206100363 

0206100383* 

REB 



8306100363 

8206100389* 

RES 



8206100363 

0206100396* 

REB 


BAN/'DaC(G2>4 

9206100363 

0206100388* 

RES 



8206 [00360 

0206100369 

REB 


EOO-EA-9859 

820^100369 

8206100369 

REB 


EOO-LOFT-9790 

8206100410 

0206100410 

RES 



8306110184 

0206110184 

RES 



8206110413 

0206 U 04 13 

REB 



8206140361 

0206140261 

REB 



8206140370 

0206140270 

RES 


BNL-NUREO-31047 

8206140377 

0206140277 

RES 


BNL-N0fiE0-3t04e 

8206140360 

8206140360 

REB 



8206140368 

8206140360 

RES 


BNL-WJREO-30328 

8206140377 

8206140377 

REB 


9NL-NUfiEO-31O70 

8206140390 

0206140398 

REB 


0NL-NUfiEO-31B96 

8306190090 

8206190090 

RES 


D^a.-NUREO-^iO?0 

8206230060 

8206220060 

REB 


0NL-NyREO-31297 

8206240441 

8206240441 

RES 



8206240470 

8206240470 

RES 


ORNL/EO/eiB-lTa 

8206290060 

8206290060 

RES 



8232-1 flOl 

8206110299* 

80-387 

F 


i£00/C203 

8206100032* 

HISG 



41-AeC- 12709 

8206300394* 

90-937 

A 



REPORT 

ACCESS rcN 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEODRV 

NUMBEfl 

ATC-&017-1-N 

0206160140* 

roPREP 



BAH-10096A R04 

9206170322* 

TOPREP 



BAH- 1684 R02 

9206040290* 

50-303 

P 


BAW-1704 

92060B029Q* 

50-460 

A 


DNL-30659 

9206030081* 

FOIA 



BML-NURE0-3i049 

9206030077* 

F81A 



COO-691 -73 

9206300391* 

90-337 

A 


CE-l-A R21 ERR 

0206160236* 

90-10 

P 


CPC-l-A VOl R12 

02O622OS93* 

50-329 

A 


CSD 6-2 

8206020130* 

FOIA 



0-0026-1 

0206160257* 

50-387 

E 


0-0026-2 

0206160852* 

50-397 

E 


0-0026-3 

0206160247* 

50-307 

E 


I)ET-04''090 RO 

0206020376* 

50-341 

A 


OOE/NUITB-BOIR) 

0206030007* 

FOIA 



DPC-a5l-2l 

D2D6230061* 

50-409 

P 


EOO-1103-4149 

0206140341* 

90-278 

P 


EOO-EA-9S02 

0206300334* 

50-195 

P 


EM 96B3 ROl 

0206100260* 

50-253 

P 


EN I CO- 1060 

0206020238* 

WASTE MOT 

UC-70 

E0-O11 R1 

8103270333* 

50-289 

P 


e8-LPD-82-007 

020621 0572* 

50-937 

A 


e8-LPD-02-OOB 

S206210982* 

90-337 

A 


E8-LPD-0a-OO9 

0206210603* 

50-537 

A 


ES-LPD-0Z-OI 1 

6206210599* 

50-537 

A 


ETR-lOOl RM 

B3063O01Q0* 

TOPREP 



FPL-NQA-100 ROO 

8206230093* 

50-230 

P 


F8i)/aa-a-2O03 roi 

0206290177* 

90-244 

P 


lOVP-TEB-SM-lS 

0206100180* 

50-375 

R 

9311»48 

HL«-20g7 

0206300076* 

71-7510 


20779 

MPOP-l ROZ 

020622062B* 

50-329 

A 


NEDO-22139 

0206100103* 

90-277 

P 

82NE0060 

NED0-2219S 

0206230103* 

TOPREP 


e3NEDO069 

HP-20047 001 

0206300389* 

50-537 

A 


WUREO-0090 V04 NO 4 

0206290943 

NUREO 



NUREO-0304 707 NO 1 

0206230080 

NUREO 



HURE0-04S9 V04 NO 4 

82061C0OJ3 

NUREO 



MURE0-04a9 V04 NO 9 

8206240030 

NUREO 



MUREO-OSao VII NO 1-4 

8206UOOOG 

NUREO 



NUREO-OSeo VI 1 NO 9 

8206230346 

NUREO 



NVREO-0606 V04 NO 2 

9Z0635001B 

NUREO 



WWREO-074e V02 NO 4 

8206100042 

NUREO 



NtlREO-0790 VI4 101 

8206290946 

NUREO 



NURE0-07S6 ROl 

0206250029 

50-937 

A 


NVREO-Oa21 DfiFT 

0206110322 

50-244 

P 


NUREO-0837 VOl N03 

0206090230 

NMREO 



NUREO-0849 

0206020104 

NUREO 



NUftEO-0854 

02O6O9O137 

50-461 

a 


NURE0-C8S7 BOZ 

0206070327 

50-920 

£ 


NVR £0-0860 

0206100340 

NUREO 



NUREO-O07B 

B306290526 

50-482 

D 


NBR £0-0887 

0206170059 

50-440 

E 


NUREO-0871 

0206170040 

KUREO 



NOREO-0903 

0206290952 

NUREO 



NyREO-0911 

6306240025 

90-27 

P 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 



ACCES8ICN 

NUMBER 

SUBJECT OTHER REPORT 

CATEOQRY NUMBER 

NUREO-0913 



9206240021 

50-93 

P 

NUREO-0916 



9206100043 

50-244 

P 

NURE0-09t6 ERA 


2206110162 

50-244 

P 

NUREO-0923 



8206240002 

NUREO 


NUREO/BR-002S 

VOB 

N7 

8206110009 

NUREO 


NURE0/DR-O051 

V04 

Wl 

0206110012 

NUREO 


NUREO/Cn-ia33 

U04 


0206100031 

NUREO 

UCJJ)-iai46 

NUREO/CR-1659 

V03 


0206240040 

50-01 0 

P 8ANl>aO-lE97 V03 

NUR£O/CR-t601 



8206090132 

NUREO 

DP9T-90-4 

NLflRE0/CR-169a 

ERR 


8206150452 

NUREO 

8AND81-2366 

NUfiE0/Cft-ia51 



8206230033 

NUREO 

8AND 00-076 4 

NUR£a/CR-i0?O 



0206240034 

NUREO 

BNL-NUREO-51328 

NUREO/CR-2000 

VOl 

N3 

0206110016 

NL^EO 

0RM./N31C-200 

NUREO/CR-2O0O 

VOl 

N4 

8206220025 

NUREO 

ORNL/N3rC-200 

NUREO/CR-20i9 



8206090211 

NUREO 

PNL-3762 

NUREO/CR-2039 



8206250015 

NUREO 

BNL-NURE0-5t366 

NUft£0/CR-2059 



0206100064 

NUREO 

EOO-CAAD-5629 

MUfi£0/CR-2133 



0206140333 

NUREO 

EPRJ NP-19B4 

NURE0/GR-214i 

V04 


8206100030 

NUREO 

0RJ^/rM-BaS2 

NUREO/CR-2 1 72 



8206110011 

NUREO 

OflNL/NarC-195 

NUREO/CR-2172 

ERR 


8206140327 

NUREO 


NUREO/CR-2173 



8206UOOOI 

NUREO 

0RNL/N3IC-196 

NUReO/CR-2173 

ERR 


8206110002 

Nl^EO 

QRNL/NSrC-196 

WUREO/Cfl-2192 

VOl 

N2 

8206100009 

N(AEO 


NUREO/CR-2193 

VOl 

N2 

8206100060 

NUREO 

flNL-NUAEO-51410 

NUReO/CR-2204 

VO 4 


8206100054 

NUREO 

IWNL/TM-0231 

NUHe0/-CR-222O 

V02 


8206100043 

NUREO 

ORNL/NUREO/TM-3 

NURE0/<;R-2221 

V04 


8206220101 

NUREO 

CRML/TK-BaAO 

NUREO/CR-2223 



8206230319 

NUREO 

0RNL/CSD/TH-15a 

NURE0/CR-a23a 

VOl 


0206100021 

NUREO 

8ANDB1-1529 VOl 

NUReO/Cft-2a79 



8206090115 

NUREO 

SAMDBl-1732 

NUREO/Cft-2299 

V04 


0206090119 

NUREO 

ORNL/TH-9307 

NUReO/CR-2301 



8206230340 

NUREO 

UCRU- 15490 

WReO/CR-2314 



8206100010 

NUREO 

SAHDai-1906 

NUReO/CR-2317 

VOl 

N3 

0206100034 

NUREO 

BNL-NUREO-51449 

NUREO/CR-2334 



9206230005 

NUREO 


NUAeO/CR-2353 

V02 


0206090122 

NUREO 

0RNL/TM-79B5/P2 

NUREo/cR-aas? 



8S061 10325 

NlffiEO 


NUfiEO/CR-2403 

aoi 


0306110004 

NUREO 

8AN0e2-0927 

NURE0/CR-24I6 



S2061 00030 

NUREO 

BNL-NUREO-514eo 

NUREO/CR-2417 



0306100063 

NUREO 

BNt-NURE0-5l4Bl 

NUREO/CR-2470 



0306230031 

NUREO 

O«NL/TM-0Oa4 

NUREO/CR-2471 

ERR 


0306230027 

NUREO 

EOO-2160 

NUREO/CR-2473 



8306250010 

NUREO 

8AKDai-0933 

NURE0/CR-a4B5 

ERR 


8306290509 

NUREO 

0RNU/TH-ei39 

MURE&/CR-2493 



8206100007 

NUREO 

0RNL-5Ba4 

NUREO/CR-2494 



0306100022 

NUREO 

□RHL/CBD/Trt-16S 

MtJREO/CR-2493 



0206230352 

NUREO 


NUReO/CR-2496 



0206100059 

NUREO 


NUREO/CR-2316 

VOl 

Nl 

8206090216 

NUREO 

BNL-NUREO-51499 

NUREO/CR-2510 



8S06090125 

NUREO 


NURE0/CR-25a5 

VOl 


0206090135 

NUREO 

ORNL /NUREO/ TH-4 

NUREO/CR-2525 

V02 


6206090 1 29 

NUREO 

QRNL /NUREO/ TM-4 

NUREO/CR-2523 

V03 


8306240036 

NUREO 

ORNL/MUREO/TM-4 

NUREO/CR-2542 



0206 £00007 

NUREO 

BNL-NUREO-51504 

NUREO/CR-2543 



8206100017 

NUREO 

flNL-NUREO-51306 

NUREO/CR-2S44 



0206220019 

NUREO 

□RNL/TM-7S59 

NUREO/CR-2S45 



8206110005 

NUREO 


NUaEO/CR-2546 



0206290049 

NUREO 

aAND8a-03l9 

NURE0/CR-2S51 



82062S0040 

NUREO 

aAND82-0332 

NUfiEO/CR-2569 



8206170031 

30-3 

P LA“9aOl-M8 

NURE0/CR-25G2 



8206160034 

NUREO 

9AND0 1-2655 

NUflE(?/CR-2SB4 



8206220029 

NUREO 


NURE0/CR-25S7 



8206100067 

NUREO 

OftNL/TN-8237 

NURE0/CR-23ee 



0206240041 

NUREO 

aAND82-04tO 

NUREO/CR-2597 



8206100053 

NUREO 

ORNL/8UB/eO-404 

MURE0/CR-a605 



8306100050 

NIAEO 

8AND02-7O19 

NUREO/CR-2612 



8206240059 

NUREO 

0RNL/Trf-a099 

NUflEO/CR-2625 



8206110178 

NUREO 


MUREO/CR-2623 ERR 


8206110170 

NUREO 


NUREO/CR-2629 



8206290519 

NUREO 

DRNL/TM-0a74 

NUREO/CR-2632 



6206100062 

NUREO 

LA-9276-SR 

NUREO/CR-2633 



8206110015 

NUREO 

LA-9277-NB 

NURE0/CR-263A 



6206240066 

NUREO 

£00-2183 

NUREO/CR-2637 



6206100036 

NMEO 


NUREO/CR-2639 



0206140312 

NUREO 


NURE0/CR-26dl 



0206170387 

NUREO 

PNL-4154 

NUREO/CA-2652 



8206230328 

NUREO 

LA-9a6A-Ka 

NUREO/Cft-2653 



0206100040 

NUREO 


NUReO/CR-26gi 



0206250048 

30-537 

A 8AN082-0720 

NUREO/CR-26B5 



0206170046 

NUREO 

0NL-NUREO-31529 

IIURE0/CR-26B6 



0206100065 

NUREO 

BNL-NUREO-51530 

NUREO/CR-2692 



0206110006 

NUREO 

ORNL/TM-7947 

NURE0/CR-S696 



0206240078 

NUREO 

□RM./TM-B3a6 

NUREO/CR-2700 



82061 OOOS4 

NUREO 



REPORT 

t^BER 

NURE0/CR'27D4 

NURE0/CR*'2713 

NUReO/CR-2717 

NUReO/CR-2722 

^^UREO/CR“^7^A 

PLO~OI47 

SAI-I0A-O29-I1R 

8AI-l06»O29'3i 

3AND7A-042B 

8AND77-I0A0 

SECV-eO-AO? 

SECY--0l*-245 

SECV-&1-3A2 

&ECY-ei“4»2 

6ECV'81-S09 

8ECV-01-A87 
SEC Y'0 1-707 
8ECY-e2-l33 
8ECY“85-I7a 

SEC Y-8 2-105 

flECY“02-ie3 ERR 

8ECy-82-199 

fiECY“e2-207 

eECY-a2-2oa 

8L-3874 

6Li-ei2i 
SMA 1290t 02 
TER-C5257-274 ROl 
TER -03257-321 
TER -C52 57-402 

TER- C 3257-4 16 
TER-C8257-4I9 
TER- C 325 7-437 
TER-C5257-328 DRFT 
TER- 05506-67/7 1/76 

TR-5 339-2 
TR-S 339-2 ADO 
TR-S633-1 
UCID-19127 
yCID- 19129 

UCID-1913B 
UC ID- 19139 
UHTRA-OOe/ALO-0260 
WAPD-RE0<C)-270 ROl 
I^M‘-e203 DRFT 

KK-NF-IA R04A 
Y1003JOIA34 ROl 
VI003J01A37 
V1003JOIA37 ROl 


ACCE80ION 

NUMBER 

SUBJECT 

CATEGORY 

0206290529 

NUREO 


0206090117 

NUREO 


0306240073 

NUREO 


8206100069 

NUREO 


0206100050 

NUREO 


8206180088* 

50-329 

A 

0206300429* 

30-244 

P 

0206200436* 

30-244 

P 

8206040205* 

50-537 

0 

8206040218* 

50-537 

0 

0009270492* 

FOIA 


0104200072* 

FOIA 


8106300007* 

FOIA 


8107310272* 

FOIA 


0109130031* 

FOIA 


8112300139* 

OEN TEC 

IS 

82012304B3* 

FOIA 


0204160232 

SECY 


8205270499* 

lOCFR 


8205240553 

SECY 


0206180333 

SECY 


0205270733* 

lOCFR 


0206040491* 

IQCFR 


8206000018* 

lOCFR 


0206240273* 

50-373 

p 

8206020139* 

FOIA 


0112020931* 

30-237 

0 

8202000429* 

30-336 

p 

8203200084* 

50-237 

p 

8206110193* 

30-219 

p 

0206000389* 

50-29 

P 

8206030127* 

50-244 

p 

8206170232* 

50-409 

p 

0206040190* 

30-219 

p 

8202090403* 

30-259 

p 

0206040319* 

30-373 

p 

0206240195* 

50-373 

p 

8206020237* 

50-322 

A 

0205140372* 

50-368 

P 

0206080162* 

50-331 

P 

8206300167* 

50-806 

P 

8206300359* 

50-245 

P 

8206220032* 

HASTE MOT 

0206160491* 

71-3074 


8206160044* 

WASTE MOT 

8206000370* 

T0P8EP 


8206280313* 

50-877 

P 

020601 0347* 

30-324 

P 

B206010337* 

30-324 

P 


DTViER RCPORT 
NUMBER 


BMI-2091 

EOO-219S 


20607 


DRF 112-00306-1 
DRF LI 2-00306 -I 


CROSS REFERENCE OF 
ENCLOSURES TO PRINICPAL 
DOCUMENTS 


Items Msted as enclosures are those Indicated by an asterisk 
following the accession number In the Indexes, The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed in the Contents. 


ACCE^ION NUMBER ACCESaiON NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

date 

CUBJECT 


£MCi.aSURE 

DOCUMENT 

I&aUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

7‘?03L^0406 

6206090209 

02/04/27 

FOIA 


0103120318 

8206230007 

02/04/29 

FOIA 


7906110329 

6204220629 

62/03/09 

90-404 

A 

0103230922 

8 206230007 

02/04/27 

50-302 

P 

7906L10326 

8204220629 

02/03/09 

90-404 

A 

0103230706 

8 206230007 

62/04/29 

FOIA 


7906U03aa 

8204220627 

B2/03/09 

90-404 

A 

0103230710 

□206230007 

82/04/29 

FOIA 


790B30D71S 

8206260961 

82/06/10 

FOIA 


0103240709 

3206290071 

62/09/12 

FOIA 


7910010172 

8206260961 

62/06/10 

FOIA 


0103290472 

8206260071 

62/09/12 

FDIA 


7910030719 

6206230007 

82/04/29 

FOIA 


0103270322 

8206230007 

62/04/27 

90-267 

P 

7910220906 

6206230007 

02/04/27 

FOIA 


□ 103270333 

6206230007 

62/04/27 

90-237 

P 

791U90277 

82062B0071 

82/09/12 

FOIA 


8103300233 

6206230071 

03/09/12 

FOIA 


791lL902»e 

0206260071 

62/09/12 

90-361 

A 

□103310070 

8206010039 

02/04/16 

FOIA 


eooiiaoieo 

6206010039 

82/04/ 16 

FDIA 


6103310002 

8206 01 0039 

62/04/16 

FOIA 


S0040I019B 

6206230007 

82/04/29 

FOIA 


8103310097 

8206010039 

62/04/16 

FOIA 


0004020894 

B2062S0007 

82/04/29 

roiA 


0103310094 

8206010039 

82/04/16 

FOIA 


0004020890 

6204300003 

82/04/02 

90-346 

P 

8103310261 

6206230007 

82/04/27 

FOIA 


0004240382 

6206010039 

02/04/16 

FOIA 


8103310267 

6206230007 

82/04/27 

FQIA 


6004290399 

6206010030 

02/04/16 

FOIA 


6104020907 

8104160970 

01/04/08 

50-199 

P 

8009220800 

8206230007 

02/04/29 

FOIA 


6104020912 

8104160590 

81/04/08 

90-199 

P 

8009300^1 

8206020074 

62/02/22 

FOIA 


6104020913 

8104160570 

81/04/08 

50-199 

P 

8OD623031 9 

8206280071 

62/09/12 

FOIA 


6104020916 

8104160570 

01/04/03 

90-159 

P 

8006230B19 

8206230007 

82/04/29 

90-327 

A 

6104020917 

8104160990 

81/04/03 

90-159 

P 

8006290973 

8206230007 

62/04/29 

90-327 


8104020919 

0104160970 

01/04/00 

90-199 

P 

0007030473 

8204300003 

62/04/02 

90-302 

6 

□104030699 

8206280071 

02/09/12 

90-289 

P 

8007070068 

6206230007 

82/04/29 

FOIA 


6104060372 

8206010033 

82/04/16 

FOIA 


8007190020 

6206260071 

82/09/12 

90-3 

8 

6104060389 

8206010033 

83/04/16 

FOIA 


8007300327 

6206260071 

82/09/12 

FOIA 


6104060390 

8206010039 

02/04/16 

FOIA 


8006080199 

6206260071 

02/09/12 

FOIA 


0104000991 

8206020203 

01/10/30 

FOIA 


8006120232 

6206260961 

62/06/10 

FOIA 


0104100137 

B20 6230007 

82/04/29 

FOIA 


8009040013 

6206010039 

62/04/16 

FOIA 


6104100269 

8206230007 

02/04/29 

FOIA 


8009290493 

6206020074 

62/02/22 

FOIA 


6104160691 

6206020203 

81/10/30 

FOIA 


8010280920 

8206280071 

62/08/12 

FOIA 


6104210021 

8206280361 

82/06/10 

FOIA 


8011030099 

8206280071 

82/09/12 

FOIA 


6104220460 

62O62P0Q07 

02/04/29 

90-361 

A 

8011030974 

8206070916 

82/06/03 

50-322 

0 

6104260072 

0206020074 

82/02/22 

FOIA 


8011190368 

6209130446 

82/04/20 

90-266 

P 

6104280076 

8206020074 

82/02/22 

FOIA 


8011200273 

6206230007 

62/04/29 

FOIA 


6104290967 

8206020203 

81/10/30 

FOIA 


8012160166 

6206230007 

62/04/29 

FOIA 


8107040972 

82O62PO0OT 

62/04 /S? 

90-361 

A 

8101090099 

8206260071 

62/09/12 

FOIA 


6109200076 

8206230007 

82/04/29 

90-403 

A 

8101160049 

6206230007 

82/04/29 

FOIA 


6106100163 

0206230007 

82/04/29 

FQIA 


8101270484 

8206280071 

62/09/12 

FOIA 


6106100241 

B206230007 

02/04/29 

FOIA 


8101280002 

B206280961 

82/06/10 

FOIA 


8106110210 

B206230007 

82/04/29 

FOIA 


8102090611 

6204220627 

62/03/09 

90-916 

A 

8106300007 

82 06 14038 9 

62/06/02 

FOIA 


8102090379 

8206230007 

62/04/29 

90-361 

A 

6106300008 

B2061403B9 

02/06/02 

FOIA 


8102180246 

6206260071 

62/09/12 

FOIA 


6107310272 

8206140369 

62/06/03 

FOIA 


9102170076 

6206230007 

02/04/29 

FOIA 


BlOBl 10090 

8206230007 

83/04/29 

FOIA 


91021900B1 

6206230007 

02/04/29 

FOIA 


B1070QD323 

8206200071 

82/09/12 

FOIA 


8102230492 

8206230007 

02/04/29 

90-311 

A 

0107190001 

8206140383 

82/06/02 

FOIA 


8103020313 

8206260071 

82/09/12 

90-200 

P 

6107230703 

6206230007 

62/04/29 

FOIA 


B 103030110 

B206280071 

62/09/12 

FOIA 


6I072307B4 

8206230007 

02/04/29 

FOIA 


8103060296 

B206230007 

62/04/29 

FOIA 


6110130116 

6206230007 

82/04/29 

FOIA 


0103090099 

BS06020203 

61/10/30 

FOIA 


6110170120 

0206330007 

62/04/29 

FOIA 


8103090104 

B206020203 

81/10/30 

FOIA 


6110190260 

8209270043 

02/05/17 

90-327 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NOfIfleR 



PRINCIPAL 

DATE 

aUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEBORY 

31103200^9 

8206300367 

88/06/24 

90-537 

A 

81 10S30007 

0206230007 

82/04/39 

FOJA 


eiiosooii9 

8206230007 

83/04/29 

FOIA 


811029099? 

8206230007 

83/04/29 

FOIA 


B1 11020610 

B 204220398 

03/03/29 

90-923 

A 

8111030999 

Q2Q60 10033 

03/04/16 

FQIA 


ai 11030647 

a 206230007 

83/04/29 

FOIA 


0111040455 

8206230007 

02/04/29 

FOIA 


Bill 120323 

8206280071 

B2/09/13 

FOIA 


0111170117 

8206230007 

82/04/29 

90-249 

P 

0111230007 

8206230007 

83/04/29 

50-329 

P 

0111300131 

8206230007 

83/04/29 

FOIA 


011SO1O779 

8306230007 

03/04/29 

PQIA 


at 12020991 

8206020493 

B3/Q5/34 

90-337 

0 

0112030223 

8206280071 

83/05/13 

FOIA 


8112030229 

8206200071 

03/05/13 

90-312 

0 

0112030231 

0206280071 

82/09/12 

90-312 

0 

0112030233 

8206280071 

83/05/12 

90-312 

0 

0112040131 

8206^30007 

02/04/29 

FOIA 


0112290078 

820628007 1 

82/05/12 

30-312 

p 

0113290061 

8206280071 

03/05/13 

50-313 

0 

8112300139 

8206110018 

82/04/19 

OEN TEC 

IB 

8201130379 

8206100179 

02/05/04 

50-203 

0 

8201100074 

8206280071 

62/09/12 

FOIA 


8201190427 

S2062B0071 

02/05/13 

FDIA 


8201200168 

8201800169 

02/01/10 

50-389 

H 

6201200173 

8201200169 

02/01/10 

50-389 

K 

B2D 1200916 

820180091 1 

02/01/15 

lOCFR 

8201200921 

0201800911 

02/01/19 

lOCFR 


020120098? 

820180091 1 

02/01/19 

lOCFR 


0201200934 

8201800911 

82/01/15 

lOCFR 


8201200941 

8206190016 

82/04/Sl 

90-213 

F 

8201290019 

8206150016 

02/04/21 

50-309 

F 

0201290403 

B206010039 

82/04/16 

FOIA 


8201280009 

8206S30007 

02/04/27 

50-520 

A 

8201290069 

6206150016 

02/04/21 

50-390 

F 

8201300098 

8206830007 

02/04/89 

FOIA 


8202050144 

8206830007 

03/04/29 

FOIA 


8202000429 

8206890015 

02/06/10 

50-336 

P 

8202090403 

8206010051 

05/09/19 

90-259 

P 

8202120314 

8206040911 

03/05/39 

90-428 

P 

8202120310 

0206040911 

83/05/39 

90-420 

P 

8208120321 

8206040511 

63/05/29 

90-420 

P 

0202160010 

0206230007 

03/04/39 

FOIA 


8202170408 

8206200071 

03/05/(3 

90-269 

P 

8202100137 

8306150016 

03/04/31 

50-260 

F 

6202100429 

8206200071 

03/09/13 

FOIA 


8202190419 

8206880071 

02/09/13 

FOIA 


8202290415 

6306150016 

03/04/31 

30-277 

F 

8202260161 

8206150016 

03/04/21 

50-409 

F 

0203010299 

8206190016 

03/04/21 

50-267 

F 

8203040291 

8206150016 

83/04/21 

90-293 

F 

0203040276 

8206150016 

82/04/21 

90-277 

F 

8203040908 

8206150016 

03/04/21 

50-318 

F 

6203050213 

820626007 1 

03/05/12 

90-313 

P 

0203090690 

8206150016 

03/04/81 

50-219 

F 

8203100411 

0206200071 

88/09/13 

FOIA 


82031 10473 

8206090003 

82/09/11 

90-299 

F 

0203 1 10477 

8206090002 

02/09/11 

50-237 

F 

82031 10478 

8206090008 

03/05/11 

50-313 

F 

82031 104B1 

0206090003 

03/05/11 

50-344 

F 

6203120172 

8306020014 

03/04/36 

FOIA 


8203120178 

8206030014 

03/04/86 

FOIA 


6203120418 

8206140363 

03/06/02 

FOIA 


0203220597 

8206160031 

08/04/07 

90-582 

A 

820323021 1 

82060703 1 1 

02/05/11 

50-373 

A 

820324014 9 

8206300392 

83/06/07 

FOIA 


0203240360 

8206280071 

03/09/12 

FOIA 


0203310344 

8203890133 

03/03/03 

40-8061 


0203310379 

B 206200071 

03/09/12 

50-352 

A 

02O4O2O2D3 

0206160081 

03/04/07 

50-982 

A 

0204090165 

8206200071 

08/09/12 

FOIA 


0204190006 

0806280015 

03/06/10 

50-293 

0 

8204190009 

0306280019 

02/06/18 

90-293 

0 

6204190060 

8306230007 

03/04/89 

FOIA 


6204190140 

0206230007 

02/04/29 

FOIA 


S204S 1 0759 

0306230007 

02/04/29 

FOIA 


B20422'0»4 

0206230007 

02/04/89 

FOIA 


0204230076 

0111UO6O6 

01/11/03 

90-871 

8 

6204230070 

8111110776 

ai/11/02 

30-272 

8 


ACCESSION NUMBER 



PRINCIPAL 

PATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6204270131 

8206280071 

82/05/12 

50-346 

P 

8204300009 

6209180029 

82/04/13 

OEM TEC 

18 

B204300296 

8204300003 

B2/04/02 

50-368 

0 

0204300306 

0204300297 

B2/04/29 

50-201 

0 

0204300308 

0204300297 

82/04/29 

90-201 

9 

0204300315 

8204300297 

82/04/29 

90-201 

9 

8205040027 

8206280071 

82/09/12 

90-302 

P 

8209050107 

0209090100 

82/09/04 

90-392 

A 

8209090135 

020910002? 

82/04/13 

OEN TEC 

18 

8205090143 

820518002? 

82/04/13 

DEN TEC 

IB 

8209090196 

020918002? 

82/04/13 

OEN TEC 

18 

0205090979 

6206140363 

82/06/02 

FOIA 


0209060494 

0206090002 

02/09/11 

90-171 

F 

8209100220 

6209100229 

82/04/28 

90-334 

8 

8205110121 

0206070194 

82/05/29 

90-449 

A 

8205110161 

8209090100 

82/09/04 

90-392 

K 

0205130491 

0209130466 

02/04/14 

contract 

0209 130300 

8206280071 

02/09/12 

FOIA 


8209140572 

82O51904S5 

02/09/05 

90-36B 

P 

0205170293 

0209170289 

82/04/20 

90-447 

K 

8209 1 B0108 

6209100100 

82/05/06 

50-460 

K 

02O51BO111 

8205100100 

82/09/06 

90-460 

C 

8205180116 

0205180100 

82/05/06 

90-'460 

A 

8205100X7 

B 209 180306 

02/09/07 

90-460 

F 

8209190397 

6206070163 

02/03/31 

90-3 

e 

©2091 90361 

6206070163 

02/03/31 

90-3 

Q 

8209200064 

0206010480 

02/09/20 

90-237 

P 

8209260000 

8209290229 

02/05/19 

90-316 

8 

0209260012 

0209290229 

02/05/19 

90-316 

8 

6205270091 

6209270043 

02/09/17 

90-327 

r 

8209270099 

8205270043 

02/09/17 

90-327 

p 

0209270499 

8206020996 

02/O9/S9 

lOCFR 


8209270619 

0206040249 

02/05/29 

90-295 

p 

8209270733 

8206080513 

02/09/20 

lOCFR 


0205200396 

8209200389 

02/09/10 

70-143 


8209200404 

8209200309 

82/09/10 

70-143 


0209280410 

0209260389 

02/09/10 

70-143 


8209200413 

B2092803B9 

02/05/10 

70-143 


0209280421 

8209200309 

82/09/10 

70-143 


0206010008 

0206010004 

82/09/10 

90-313 

F 

0206010011 

8206010007 

82/05/27 

50-443 

A 

8206010013 

8206010007 

82/05/27 

90-443 

A 

8206010019 

6206010017 

82/09/20 

71-6974 


8206010023 

6206010021 

82/05/24 

90-490 

D 

8206010029 

6206010021 

82/09/24 

90-490 

D 

82060 1OOC0 

6206010021 

82/09/24 

90-490 

D 

82060 1 00(29 

6206010020 

62/09/18 

90-324 

B 

8206010034 

6206010031 

82/04/20 

90-20? 

P 

B20601003B 

6206010031 

02/04/20 

90-28? 

P 

8206010041 

8206010036 

82/05/12 

40-8990 


82060 1 0043 

8206010031 

82/04/20 

90-28? 

P 

0206010049 

8206010031 

82/04/20 

90-8B9 

P 

8206010049 

8206010046 

82/09/06 

40-8064 


8206010090 

8206010040 

82/09/12 

90-247 

H 

8206010099 

8206010091 

82/09/1? 

90-29? 

P 

B2Q60 10057 

8206010094 

82/09/10 

40-8706 


8206010058 

8206010044 

82/05/20 

90-29 

8 

8206010060 

0206010091 

82/05/1? 

90-29? 

P 

8206010063 

8206010091 

02/09/19 

90-299 

, P 

B2060 10066 

8206010062 

82/09/19 

90-247 

8 

8206010069 

8206010064 

82/09/13 

40-0745 


8206010074 

8206010070 

82/09/10 

90-290 

F 

8206010079 

8206010039 

82/04/16 

FOIA 


8206010089 

8206010039 

82/04/16 

FOIA 


8206010088 

8206010003 

82/09/20 

90-29 

8 

8206010094 

8206010039 

82/04/16 

FQIA 


8206010099 

0206010092 

02/04/30 

FOIA 


8206010096 

02060(000? 

82/09/17 

50-271 

B 

82060 10 104 

8209190499 

82/09/09 

90-368 

P 

8206010109 

8206010100 

82/09/10 

90-261 

S 

8206010106 

8206010039 

02/04/16 

FOIA 


8206010100 

8206010102 

82/09/11 

90-0? 

F 

0206010110 

8206010103 

02/09/21 

50-402 

« 

6206010112 

8206010109 

62/09/1? 

50-302 

a 

8206010118 

8206010102 

82/09/11 

90-S9 

p 

0206010117 

8206010039 

82/04/16 

FOIA 


8206010121 

8206010116 

82/05/21 

90-327 

0 

8206010122 

8206010114 

82/09/18 

90-329 

0 

8206010125 

8206010039 

02/04/16 

FOIA 


0206010130 

0206010124 

82/04/22 

90-320 

B 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
eWCLOaURE DOCUMENT 

02-06010133 9206010136 

0206010135 820601013B 

0206010137 820601 01S6 

0206010139 BS06010126 

0206010140 0206010134 

0206010143 8206010126 

02060 10145 0206010134 

0206010140 B206010126 

0206010149 B206010035 

0206010190 B206010141 

0206010151 8206010134 

0206010157 8206010154 

0206010150 0206010035 

0206010160 8206010153 

0206010161 8206010155 

0206010170 B 20601 01 64 
0206010173 8206010168 

8206010176 0206010035 

QSO6C10177 8206010167 

0206010176 8206010172 

6206010163 9206010179 

0206010196 8206010181 

8206010187 8 206010035 
8206010188 8206010179 

0206010190 9206010182 

0206010192 8206010179 

0206010193 82060101B9 

0206010195 8206010179 

0206010198 8206010194 

8206010200 8206010035 

0206010201 0206010196 

0206010205 8206010&02 

0206010206 8206010204 

B2O60 10209 8S06010035 
0206010210 8306010208 

0206010214 8206010035 

0206010215 8206010213 

0206010818 8206010212 
0206010220 8206010217 

0206010221 8206010819 

02060 1022S 8206010218 

02060 10SC6 8806010035 

02060 loae 8806010223 
0206010229 8206010227 

02060 10232 9206010212 

0206010234 8206010230 

0206010236 62O6010035 

0206010209 8206010233 

0206010240 8806010238 

0206010243 8206010835 

0206010246 8806010845 

0206010851 8206010844 

6206010258 SS060 10849 

0206010254 8806010035 

0206010857 8206010855 

0206010259 8206010850 

0206010860 8206010856 

0206010^1 6206010844 

0206010^6 8206010263 

S2O60 10267 8 2060 10035 

6206010268 8806010264 

0206010871 8806010863 

0206010274 B806010863 

0206010275 8206010265 

0206010278 8206010035 

0206010291 8206010277 

0206010283 8206010290 

0206010294 8206010039 

0206010299 8206010279 

0306010394 8206010288 

0206010295 8206010039 

0206010296 0206010291 

0206010300 0806010299 

0206010301 QS06010039 

0206010304 0806010035 

0206010300 B2060 10308 

0306010X9 8206010306 

0206010310 8206010319 

0206010318 8206010897 

0206010319 8206010310 


date subject 

I86UE0 CATEGORY 


02 / 09/12 

COMMISSION 

82 / 05/14 

50-287 

G 

82 / 09/12 

COMMISSION 

82 / 09/12 

caMMisaiON 

02 / 05/17 

50-200 

8 

02 / 09/12 

COMMISSION 

82 / 03/ 17 


a 

B 2 / 09/12 

COMMISSION 

82 / 04/16 

FOIA 


82 / 05/04 

90-324 

8 

B 2 / 05/17 

50-280 

s 

B 2 / 05/12 

COMMISSION 

82 / 04/16 

FQIA 


82 / 05/17 

50-325 

a 

82 / 05/04 

50 - 25 ? 

8 

82 / 05/12 

90-321 

3 

82 / 05/14 

90-398 

U 

82 / 04/16 

FQIA 


82 / 05/04 

30-260 

B 

02 / 05/14 

90 - 36 ? 

6 

82 / 05/14 

COMMISSION 

82 / 09/07 

50-159 

R 

02 / 04/16 

FOIA 


02 / 05/14 

COMMISSION 

B 2 / 05/04 

90-296 

8 

82 / 09/14 

COMMISSION 

62 / 05/04 

50-298 

R 

82 / 09/14 

COMMISSION 

02 / 09/18 

90-260 

B 

02 / 04/16 

FOIA 


82 / 09/18 

90-324 

6 

02 / 09/17 

90-329 

S 

82 / 09/10 

90-309 

R 

62 / 04/16 

FOIA 


82 / 04 / 2 ? 

90-348 

9 

B 2 / 04/16 

FOIA 


82 / 09/09 

50 - 40 ? 

R 

82 / 09 / U 

5 O- 2 B 0 

0 

62 / 05/18 

50-329 

8 

82 / 09/26 

50-416 

R 

82 / 09/11 

50-280 

B 

02 / 04/16 

FOIA 


82 / 04/23 

50 - 36 ? 

8 

82 / 09/14 

50-327 

R 

82 / 05/11 

50-200 

8 

82 / 09/18 

90-296 

8 

82 / 04/16 

FOIA 


62 / 02/29 

50-366 

B 

62 / 09/14 

90-247 

R 

02 / 09/04 

90-329 

8 

02 / 09/12 

90-286 

R 

82 / 04/30 

90-200 

8 

02 / 09/18 

90 - 21 ? 

R 

02 / 04/16 

FOIA 


02 / 09/12 

90-368 

R 

02 / 09/18 

90-321 

8 

02 / 09/07 

90-133 

R 

02 / 04/30 

90-280 

8 

62 / 09/06 

90-334 

R 

02 / 04/16 

FOIA 


02 / 09/10 

90-298 

R 

02 / 09/06 

90-334 

R 

02 / 09/06 

90-334 

R 

02 / 09/24 

90-296 

a 

02 / 04/16 

FOIA 


02 / 09 / 1 ? 

90-338 

e 

02 / 09/23 

90-199 

0 

02 / 04/16 

FOIA 


02 / 09/21 

90-299 

8 

82 / 09/24 

90-928 

0 

82 / 04/16 

FOIA 


82 / 09/14 

90-290 

« 

02 / 09/09 

90-336 

R 

82 / 04/16 

FOIA 


02 / 04/16 

FOIA 


82 / 04/15 

50-324 

8 

62 / 05/26 

50-873 

P 

02 / 05/24 

50-820 

P 

02 / 09/24 

90-199 

T 

82 / 09/24 

90-820 

P 


ACCEBSIW NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

1 asUED 

category 

82060 1031 S 

820&01 0039 

82704/16 

FOIA 


G 2060 10321 

S 206 D 10311 

82 / 04 / 1 ? 

90-302 

S 

8206010332 

0206010317 

62/05727 

90-322 

0 

8206010333 

8206010313 

62 / 04/06 

50-302 

8 

6206010326 

820601031 ? 

82 / 05/11 

50 - 25 ? 

R 

0206010331 

B 206 D 10324 

S 2 / 04/22 

90-324 

6 

B 206010 X 3 

82060 J 0330 

02 / 09/12 

50-313 

R 

8206010337 

820601032 ? 

02 / 04/23 

90-327 

6 

020601033 ? 

9206010327 

62 / 04 / 1 ? 

90-302 

a 

B 206 O 1 O 341 

3206010035 

82 / 04/16 

FOIA 


0206010344 

B 2060 10338 

82 / 05/24 

90-247 

0 

6206010345 

8206010348 

B 2 / 04 / 1 ? 

50-302 

s 

0206010347 

8 206010338 

02 / 05/24 

50 - 24.7 

0 

8206010392 

8206010348 

82 / 04/21 

90-324 

e 

6206010393 

8206010039 

92 / 04/16 

FOIA 


B 20601035 ? 

G 20 b 0 l 0356 

92 / 02/25 

50-366 

8 

8206010360 

8206010039 

82 / 04/16 

FOIA 


B 2060 10361 

8206010399 

82 / 09/13 

90-316 

R 

8206010362 

8206010390 

92 / 05/19 

90-325 

6 

0206010366 

8206010035 

82 / 04/16 

FQlA 


6206010367 

8206010363 

82 / 05/17 

90-324 

B 

820601036 ? 

8206010369 

82 / 05/12 

90-206 

B 

8206010370 

8206010039 

92 / 04/16 

FOIA 


6206010372 

8206510035 

82 / 04/16 

FOIA 


8206010373 

8206010371 

92 / 09/29 

90-313 

a 

0206010376 

8206010369 

82 / 04/06 

90-302 

a 

B 20'6010377 

B 2060 10375 

82 / 09/24 

90-361 

8 

0206010 X 7 

020601037 ? 

82 / 04/00 

90-302 

e 

B 206010 X 6 

82060 1 0395 

82 / 09/07 

50-346 

R 

0206010393 

92060 1 0389 

82 / 04/08 

90-302 

9 

8206010 X 5 

92060 10390 

82 / 04/23 

50-328 

F 

02060 lOX? 

9206010396 

62 / 09/17 

90-280 

R 

0206010402 

9206010394 

82 / 04/21 

90-324 

a 

0206010403 

9206010396 

62 / 09/17 

90-200 

R 

0206010404 

9206010400 

82 / 05/13 

90-31 9 

R 

0206010409 

9206010398 

62 / 09/29 

90-247 

0 

0206010406 

9206010396 

62 / 05/17 

90-290 

R 

020601040 ? 

9206010396 

82 / 05/17 

90-280 

R 

0206010410 

9206010399 

82 / 09/25 

90-247 

0 

9206010412 

9206010409 

62 / 09/19 

90-339 

B 

9206010414 

9206010411 

82 / 09/14 

50-249 

R 

9206010420 

8206010413 

82 / 04/23 

90-328 

8 

0206010422 

8206010419 

82 / 09/21 

90-244 

8 

9206010424 

9206010419 

82 / 09/18 

90-325 

8 

9206010429 

9206010419 

62 / 04 / 2 ? 

90-324 

8 

9206010431 

8206010426 

62 / 03/18 

90-259 

6 

9206010438 

0206010434 

82 / 09/20 

90-366 

6 

020601043 ? 

0206010439 

62 / 04/23 

90-328 

8 

9206010443 

6206010437 

02 / 05/17 

90-317 

R 

92060 1 0446 

6206010444 

82 / 09/06 

90-267 

0 


8206010448 
8206010490 
B 2060 10452 
B 2060 10495 
8306010499 


8 306010436 
8306010442 
8206010444 
8 S 06010445 
8306010493 


88 / 05/19 

82 / 05/20 

88 / 05/06 

82 / 03/20 

82 / 09/20 


90-335 

90-896 

50-267 

90-293 

50-333 


6206010460 

6206010494 

02 / 09 / 1 ? 

90 - 3 S 3 

8206010461 

8206010496 

62 / 09/28 

90-937 

6206010462 

0206010494 

82 / 09 / 1 ? 

50-322 

620601046 ? 

0206010463 

02 / 09/20 

90 - 26 ? 

6206010472 

0206010464 

62 / 04/13 

90 - 29 ? 

8206010474 

0206010463 

82 / 05/20 

50 - 26 ? 

6206010479 

0206010467 

82 / 09/2 1 

50-373 

8206010476 

8206010466 

82 / 04/23 

50-327 

8206010483 

8206010039 

02 / 04/16 

FOIA 

8206010469 

02 O 6 OIO 47 ? 

02 / 09/20 

50-393 

8206010491 

8206010464 

02 / 04 / 2 ? 

50-302 

8206010492 

8206010466 

02 / 04/22 

50-324 

8206010499 

0206010039 

92 / 04/16 

FOIA 

8206010476 

8206010476 

92 / 04 / 1 ? 

90-302 

8206010 X 2 

820601 04?3 

92 / 09/21 

90-329 

6206010 X 4 

9206010494 

02 / 04/21 

90-327 

8206010 X 5 

0206010470 

82 / 09/17 

50-324 

8206010 X 6 

9206010497 

6 ) 2 / 04/29 

50-290 

8206010 X 7 

9206010461 

62 / 09 / 1 ? 

50-312 

8206010910 

9206010903 

62 / 09/14 

50-321 

8206010913 

6206010900 

62 / 09/21 

80-279 

8206010919 

9206010911 

62 / 04/30 

90 - 29 ? 

8206010 X 9 

9206010514 

62 / 05/09 

X -326 

8206010 X 6 

8206010922 

02 / 04/23 

90-320 

8206010 X 0 

6206010517 

02 / 04/19 

X- 3 D 2 


0 

9 

P 

S 

P 

R 

8 

3 

9 

3 

5 
8 

6 
8 
6 
9 

a 


8 

8 

8 

8 

8 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECORY 

02O&O1O9Q3 

0206010920 

02/04/ 15 

90-328 

3 

B2060 1 093? 

0206010539 

02/05/20 

90-324 

F 

6206010943 

0206010934 

82/05/17 

90-296 

& 

8206010947 

8206010939 

02/09/20 

50-324 

F 

8206010991 

82060 1 0942 

02/04/14 

50-259 

S 

82060 10539 

8206010546 

02/05/20 

50-296 

0 

8206010957 

820601 0939 

02/05/20 

50-324 

P 

8206010962 

8206010994 

02/05/14 

90-338 

R 

8206010963 

8206010990 

02/04/00 

90-302 

B 

8206010566 

8206010999 

02/05/21 

50-267 

8 

B2060 10567 

B 2060 10960 

82/04/14 

50-299 

0 

8206010960 

8206010998 

02/09/20 

50-201 

e 

8206010576 

8206010969 

02/05/19 

90-206 

8 

8206010970 

8206010971 

82/05/20 

90-366 

S 

8206010979 

0206010972 

02/04/19 

90-327 


8206010900 

0206010979 

02/09/14 

90-293 

R 

8206010982 

8206010969 

B2/09/20 

90-23? 

8 

8206010989 

8 20601 0974 

02/04/02 

90-280 

6 

020601098? 

0206010377 

82/04/20 

50-25? 

8 

8206010990 

8206010964 

02/04/21 

50-321 

6 

8206010992 

0206010506 

02/04/19 

50-327 

8 

8206010993 

8206010566 

02/05/10 

90-344 

R 

8206010394 

B2D6D1D374 

08/04/02 

50-200 

8 

8206010999 

8206010501 

02/05/03 

90-330 

8 

020601099? 

0206010591 

92/05/07 

50-260 

8 

B2060 10601 

0206010507 

82/09/31 

50-302 

8 

82060 10603 

a2060t05?7 

82/04/28 

50-364 

8 

82060 LO604 

0206010974 

02/04/02 

90-280 

8 

82060 1 0609 

020601 0990 

82/04/20 

50-297 

8 

8306010606 

0206010600 

03/04/19 

50-328 

8 

0206010608 

9206010991 

03/09/07 

50-280 

8 

82060 1 061 1 

82D601O6O2 

02/09/14 

50-361 

R 

6206010612 

020601 09?6 

02/04/22 

50-324 

8 

0206010613 

0206010974 

02/04/02 

90-280 

8 

6206010617 

0206010609 

02/04/13 

90-260 

8 

B2060 10619 

0206010614 

02/09/14 

90-313 

R 

8206010620 

0206010607 

02/05/24 

90-340 

a 

6206010621 

8206010613 

02/04/23 

50-200 

8 

8206010629 

0206010610 

02/09/10 

90-340 

0 

8206010126 

0206010613 

02/04/23 

90-200 

8 

8206010227 

0206010616 

82/04/29 

90-302 

0 

8206010638 

8206010610 

02/09/29 

50-244 

P 

8206010634 

8306010619 

02/04/23 

90-280 

8 

8206010637 

8206010630 

02/05/07 

50-261 

8 

820601060? 

8206010629 

82/09/10 

50-324 

0 

8206010640 

6206010610 

02/09/25 

50-244 

P 

6306010642 

8206010633 

82/03/89 

90-366 

a 

8286010643 

6206010614 

02/09/14 

50-313 

R 

8206010644 

8206010636 

08/09/19 

50-302 

Q 

8206010647 

8206010636 

82/04/00 

50-308 

8 

8306010691 

8206010639 

02/04/19 

90-329 

9 

8206010693 

8206010610 

02/09/29 

50-244 

P 

8206010696 

8206010646 

02/09/04 

90-279 

R 

8206010697 

BZ060 10649 

02/09/10 

90-324 

a 

3206010660 

8206010649 

02/09/19 

90-330 

8 

8206010662 

8206010690 

82/04/20 

90-321 

8 

8206010663 

8206010610 

82/09/89 

50-244 

P 

820601066? 

6206010654 

02/09/21 

90-327 

B 

6206010671 

8206010666 

02/09/19 

90-330 

0 

820601 0673 

0206010664 

02/04/19 

90-324 

0 

6206010682 

6206010660 

02/09/29 

90-361 

0 

8306010691 

8206010695 

02/05/20 

90-361 

K 

820601 0^3 

0206010607 

02/05/12 

90-470 

Q 

8206010^7 

0206010605 

02/05/20 

50-361 

F 

8206010698 

0206010696 

02/05/06 

90-244 

R 

8206010739 

0206010734 

08/09/13 

70-2004 


820601073? 

8206010730 

02/09/11 

71-475 


8206010743 

8206010742 

02/04/23 

70-1193 


8306020008 

0206020004 

02/09/12 

40-8990 


82060200C4 

0206020017 

02/09/20 

90-445 

A 

820602002? 

02O6O2OOS5 

02/05/20 

90-255 

0 

8206020039 

6206020035 

02/09/19 

50-346 

Q 

8206020041 

8206020034 

02/09/29 

90-267 

F 

6206020046 

0 20602001 4 

02/04/26 

50-321 

F 

6206020047 

0206020034 

02/09/29 

50-267 

F 

6206020049 

02O6OZOO14 

02/04/26 

FOIA 


8206020097 

0206020014 

02/04/26 

50-200 

F 

8206020098 

0206020034 

02/09/29 

50-269 

F 

8306020061 

0206020054 

02/09/24 

90-316 

0 

8206020063 

8206020034 

02/09/29 

50-267 

F 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISaUED 

8U8x/ECT 

CATEGORY 

8206020064 

8206020099 

82/09/21 

90-272 

F 

8206020075 

8206020062 

01/11/06 

90-392 

A 

B206020077 

0206020072 

62/09/29 

90-32 1 

F 

8206020078 

B206020071 

02/09/29 

90-315 

F 

8206020061 

0206020072 

82/09/29 

90-321 

F 

6206020003 

6206020071 

82/09/29 

50-319 

F 

0206020070 

8206020069 

02/09/29 

50-315 

F 

8206020093 

8206020067 

82/09/29 

90-320 

F 

8206020096 

0206020085 

82/09/29 

50-315 

F 

8206020100 

8206020087 

82/09/29 

50-320 

F 

6206020106 

8206020094 

02/02/22 

50-36? 

Q 

6206020116 

8206020108 

02/09/29 

50-299 

F 

6206020117 

8206020094 

62/02/22 

FOIA 


8206020121 

8206020106 

02/09/29 

50-299 

F 

8206020122 

8306020120 

02/09/29 

90-261 

F 

8206020129 

0206020094 

02/02/22 

FOIA 


8206020127 

6206020120 

62/09/29 

90-261 

F 

8206020130 

8206020074 

82/02/22 

FOIA 


8206020133 

8206020094 

02/02/22 

FOIA 


6206020136 

0206020131 

02/09/29 

90-313 

F 

8206020136 

8206020124 

02/09/29 

50-373 

F 

6206020139 

8206020094 

02/02/22 

FOIA 


6206020143 

8206020131 

82/09/29 

90-313 

F 

6206020149 

8206020094 

02/02/22 

FOIA 


0206020191 

8206020124 

62/09/25 

90-373 

F 

8206020193 

6206020147 

02/09/29 

90-331 

F 

8206020196 

8206020147 

02/09/29 

90-331 

F 

6206020160 

8206020147 

62/09/29 

90-331 

F 

620602016? 

82060201 99 

02/09/29 

50-266 

F 

6206020172 

8206020166 

02/09/29 

90-263 

F 

6206020174 

8206020159 

02/05/29 

90-266 

F 

6206020177 

8206020166 

02/09/29 

90-263 

F 

8206020184 

8206020180 

02/09/29 

50-321 

F 

6206020187 

8206020180 

82/09/29 

90-321 

F 

8206020188 

8206020179 

02/09/29 

90-294 

F 

8206020173 

8206020179 

02/05/29 

90-294 

F 

8206020196 

8206020191 

82/09/29 

50-244 

F 

8206Q2Q232 

8206020191 

92/05/29 

90-244 

r 

8206020204 

B20602019B 

82/09/25 

50-340 

F 

6206020210 

8206020203 

81/10/30 

fOIA 


8206020213 

8206020203 

01/10/30 

FOIA 


8206020216 

0206020198 

02/05/29 

90-348 

F 

8206020218 

8206020203 

01/10/30 

FOIA 


820602021? 

8206020219 

62/03/24 

40-8200 


8206020222 

8206020203 

81/10/30 

FOIA 


8206020226 

8206020223 

62/09/12 

50-344 

p 

8206020227 

8206020220' 

62/05/1? 

50-33? 

F 

8206020226 

8206020203 

01/10/30 

FOIA 


8206020230 

8206020223 

02/05/12 

90-344 

P 

6206020231 

0206020224 

62/09/09 

1IA8TE hfOT 

8206020233 

8206020223 

02/05/12 

50-344 

P 

6206020234 

6206020220 

92/09/17 

50-339 

P 

8206020239 

0206020203 

81/10/30 

FOIA 


6206020238 

8206020224 

02/09/09 

haste hot 

8206020241 

8206020220 

02/05/17 

90-33? 

P 

B206020242 

8206020237 

82/05/10 

90-298 

P 

8206020243 

8206020203 

01/10/30 

FOIA 


8206020246 

8206020237 

02/05/10 

90-290 

P 

8206020247 

8206020237 

02/09/10 

90-290 

P 

8206020^3 

8206020203 

81/10/30 

FOIA 


8206020274 

8206020271 

82/05/26 

90-329 

A 

8206020276 

8206020271 

82/09/26 

30-329 

A 

8206020277 

8206020203 

81/10/30 

FOIA 


820602027? 

8206020203 

01/10/30 

FOIA 


8206020280 

8206020203 

61/10/30 

FOIA 


8206020261 

8206020203 

Bl/10/30 

FOIA 


6206020284 

6206020203 

81/10/30 

FOIA 


8206020208 

8206020206 

82/05/17 

50-33? 

P 

8206020297 

8206020293 

02/09/26 

90-298 

Q 

8206020300 

0206020296 

62/09/25 

90-316 

3 

8206020306 

8206020303 

62/05/18 

90-24? 

8 

8206020X7 

6206020309 

02/09/12 

90-279 

0 

8206020310 

0206020309 

82/09/24 

50-346 

8 

0206020313 

8206020311 

02/09/25 

90-908 

A 

8206020316 

8206020316 

02/09/14 

QA999 


8206020319 

0206020316 

02/09/14 

OA??? 


8306020324 

0206020322 

82/05/27 

50-220 

I 

8206020332 

8206020203 

01/10/30 

FOIA 


6206020334 

8206020203 

01/10/30 

FOIA 


6206020336 

8206020203 

61/10/30 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSICM HUMBER 


ENCLOSURE 

PRINCIPAL 

DDCUMENT 

DATE 

ISSUED 

aUDJECT 

CATEGORY 

GSC6oao3a7 

0206020331 

02/09/26 

90-322 

A 

630^020340 

0206020203 

81/10/30 

FOIA 


B30A020343 

0206020203 

81/10/30 

FOIA 


QSO<60S0349 

0206020203 

Bi/10/30 

FOIA 


9206020346 

8206020341 

08/09/24 

90-304 

9 

9206020396 

0206020391 

82/09/24 

90-299 

0 

9206020363 

8206020398 

02/09/26 

27-40 


9206020364 

8206020397 

02/09/20 

90-863 

8 

8206020369 

8206020399 

82/09/29 

90-849 

P 

9206020379 

0206020369 

82/09/20 

90-289 

6 

9206020376 

8206020370 

82/09/26 

90-341 

A 

8206020391 

9206020312 

82/09/27 

90-280 

I 

8206020309 

8206020312 

02/09/27 

90-220 

I 

8206020309 

B206020203 

81/10/30 

FOIA 


8206020390 

0206020384 

02/09/27 

90-290 

0 

8206020397 

8206020392 

82/09/27 

90-293 

Q 

82060S0401 

0206020396 

02/09/10 

90-373 

0 

9206020404 

8206020394 

82/09/20 

90-294 

P 

9206020412 

8206020409 

82/09/26 

90-382 

A 

9206020419 

8206020371 

02/09/28 

90-313 

P 

9206020421 

8206020420 

82/09/26 

90-39S 

A 

0206020431 

8206020424 

82/09/11 

90-362 

Q 

8206020437 

8206020432 

02/09/29 

90-319 

8 

8206020 43B 

8206020312 

02/09/27 

90-220 

I 

9206020439 

8206020433 

82/09/28 

90-206 

F 

8206020491 

8206020443 

82/09/21 

90-373 

Q 

8206020492 

8206020490 

82/09/27 

QA997 


9206020494 

8206020490 

82/09/27 

QA999 


9206020496 

8206020490 

82/09/27 

QA999 


8206020498 

8206020443 

82/09/81 

90-373 

0 

B206020460 

8206020499 

82/09/18 

90-312 

Q 

8206020463 

8206020490 

82/09/27 

0A999 


9206020467 

0206020203 

01/10/30 

FOIA 


9206020469 

0206020466 

08/09/20 

90-390 

K 

8206020471 

8206020464 

02/09/27 

0A999 


82060Z0472 

8206020490 

82/09/27 

0A999 


9206020473 

8206020203 

01/10/30 

FOIA 


8206020479 

8206020470 

82/09/17 

90-460 

Q 

9206020476 

8206020490 

02/09/27 

aA999 


8206020482 

8206020203 

01/10/30 

FOIA 


9206020463 

8206020490 

02/09/27 

QA999 


9206020464 

8206020470 

02/09/17 

90-460 

0 

8206020486 

8206020479 

02/09/11 

90-206 

Q 

8206020467 

8206020478 

02/09/20 

90-461 

E 

9206020466 

8206020490 

02/09/27 

QA999 


8206020469 

8206020481 

82/09/27 

0A999 


82O602O49S 

82060204S1 

82/09/87 

aA999 


8206020497 

B206020481 

82/09/27 

QA999 


9206020490 

8206020203 

81/10/30 

FOIA 


9206020902 

8206020493 

82/09/84 

90-237 

Q 

8206020907 

0206020900 

83/09/10 

90-928 

0 

820602091 9 

8206020203 

81/10/30 

FOIA 


9206020917 

0206020913 

88/09/86 

90-277 

P 

8206020922 

8206020913 

88/09/86 

90-877 

P 

920 6020 929 

8206020920 

02/09/86 

90-490 

Q 

820602092<7 

8206020921 

02/09/17 

90-373 

8 

8206020930 

8206020916 

82/09/87 

90-890 

Q 

8206020939 

8206020931 

02/09/18 

90-199 

Q 

8206020936 

0206020932 

02/09/80 

90-447 

K 

8206020937 

8206020203 

81/10/30 

FOIA 


620602094 \ 

8206020933 

02/09/28 

90-319 

Q 

B2O6020943 

8206020930 

02/09/14 

0A999 


9206020947 

8206020944 

82/09/86 

90-334 

P 

820602094 B 

8206O20203 

01/10/30 

FOIA 


8206020999 

8206020203 

01/10/30 

FOIA 


8206020997 

8206020993 

02/09/17 

90-113 

Q 

82060209SG 

8206020203 

01/10/30 

FOIA 


8206020960 

8206020949 

02/09/21 

90-899 

B 

9206020962 

8206020999 

02/09/18 

90-920 

0 

8206020963 

0206020991 

02/09/21 

90-299 

P 

8206020964 

8206020203 

01/10/30 

FOIA 


8206020969 

8206080999 

02/09/18 

90-980 

Q 

8206020967 

8206020203 

81/10/30 

FOIA 


82060S096B 

8206020203 

01/10/30 

FOIA 


8206020971 

8206020969 

02/09/26 

90-302 

P 

8206020979 

8206020972 

02/09/20 

90-498 

0 

8206020978 

8206020978 

82/09/28 

90-490 

Q 

8206020880 

820608097*? 

02/09/26 

CONTRACT 


B2O602O9B3 

8206020981 

02/04/27 

90-918 

A 

8206030032 

6806030087 

08/09/21 

90-443 

A 


ACCESaiOH NL/MBER 


EMCLOSUflE 

PRINCIPAL 

DATE 

0UBJECT 


DDCUMEMT 

ISSUED 

CATEGORY 

B206030009 

0206030003 

82/01 /S9 

FOIA 


8206030041 

8206030037 

82/05/13 

FOIA 


8206030046 

8206030033 

02/01/29 

FOIA 


8806030092 

0206030040 

02/09/24 

FOIA 


8206030093 

0206030050 

02/09/26 

CONTRACT 


8206030099 

8206030033 

02/01/29 

FOIA 


8206030096 

820603004 B 

02/09/24 

FOIA 


820 6030097 

0206030040 

82/05/24 

FOIA 


9206030090 

8206030033 

02/01/29 

FOIA 


0206030099 

6206030048 

02/03/24 

FOIA 


0206030060 

0206030040 

82/09/24 

FOIA 


8206030061 

6206030033 

02/01/29 

FOIA 


BS06030Q66 

BSO6O30O4B 

02/05/24 

FOIA 


8206030067 

0SO6Q3OO62 

82/09/25 

90-348 

F 

8806030070 

0206030033 

02/01 /29 

FOIA 


8206030071 

8206030062 

82/09/25 

90-340 

F 

8206030078 

8206030040 

02/09/24 

FOIA 


0206030079 

B20603004S 

02/09/24 

FOIA 


0206030077 

0206030040 

82/09/24 

FOIA 


8206030070 

5206030033 

02/01/29 

FOIA 


8206030001 

0206030040 

02/09/24 

FOIA 


8206030086 

0206030033 

82/01/29 

FOIA 


B206D30<»7 

8206030040 

02/09/24 

FOIA 


B206030<»1 

8206030033 

02/01/29 

FOIA 


B2 06 030098 

0206030094 

02/09/20 

90-879 

R 

8206030100 

0206020101 

82/08/12 

50-443 

F 

8206030103 

8206D30102 

02/09/26 

70-396 


6206030 106 

8306030104 

02/09/28 

50-279 

R 

8206030110 

0206030116 

02/09/12 

90-249 

Q 

B206030127 

0206030120 

02/05/87 

90-244 

F 

8806030129 

8S06030119 

02/09/13 

70-2961 


0206030130 

0306030033 

02/01/29 

FBIA 


8206030132 

0206030033 

02/01/29 

FOIA 


8206030133 

0206030126 

02/04/20 

70-020 


8206030136 

8206030139 

02/09/17 

70-092 


8206030137 

8206030033 

02/01/25 

FOIA 


8206030142 

0206030033 

02/01/29 

FOIA 


8206030191 

0 206030190 

02/03/10 

90-10 

R 

8206030192 

0206030033 

02/01/29 

FOIA 


8206030199 

0206030193 

02/05/24 

90-352 

Q 

0206030196 

8206030033 

02/01/29 

FOIA 


8206030199 

8206030033 

02/01/29 

FOIA 


8206030161 

8206030033 

02/01/29 

FOIA 


8206030164 

0206030033 

02/01/29 

FOIA 


8206030169 

6206030163 

02/09/20 

90-219 

B 

8206030166 

0 206030033 

02/01/29 

FOIA 


8206030I67 

0206030163 

02/09/20 

90-219 

a 

8206030169 

0206030160 

02/09/24 

90-392 

3 

8206030170 

8S 06 030033 

02/01/25 

FOIA 


8206030171 

8206030163 

02/09/20 

90-21*? 

Q 

8206030101 

0206030033 

02/01/25 

FOIA 


B206030109 

0206030104 

02/05/12 

90-392 

0 

8206030192 

0206030191 

02/09/12 

50-311 

0 

8206030196 

8206030193 

02/06/01 

90-416 

A 

8206030203 

8206030033 

02/01/25 

FOIA 


8206030206 

B206030202 

02/09/21 

90-847 

8 

8206030212 

0206 0301 02 

02/09/26 

80-279 

R 

8206030216 

8206030211 

02/09/17 

30-387 

Q 

8206030218 

8206030214 

02 / 09 /aO 

50-219 

8 

8206030222 

0206030219 

02/09/17 

50-220 

Q 

8206030224 

0206 030221 

82/09/a 1 

70-607 


B2060302S7 

B2O6O30219 

82/09/17 

50-220 

Q 

820603023? 

0206030221 

62/09/81 

70-607 


B206030230 

0206030229 

82/09/89 

90-269 

P 

8206030231 

0206030220 

02/09/19 

90-272 

8 

B206030239 

0206030232 

02/09/17 

50-219 

0 

820603D237 

0206030234 

82/09/12 

50-333 

0 

8206030241 

0206030230 

62/09/86 

50-220 

0 

8206030247 

B206O30249 

62/09/19 

50-272 

s 

8206030249 

8206030033 

62/01/89 

FOIA 


0206030290 

8206030033 

02/01/89 

FOIA 


8206030292 

8206030033 

02/01/89 

FOIA 


8806030234 

8206030033 

62/01/89 

FOIA 


BSO6030299 

8206030291 

62/05/84 

90-307 

0 

8206030236 

8206030293 

02/09/12 

90-307 

Q 

0206030297 

B206O30D33 

02/01/89 

FDIA 


8206030260 

0206030033 

02/01/89 

FOIA 


8206030261 

0206030033 

62/01/89 

FOIA 


8206030262 

0206030290 

62/09/89 

50-277 

a 

8206030263 

QS06030033 

82/01/29 

FOIA 




TO PRINCIPAL DOCUMENTS 


ACCESSION NUMSEA 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURg 

DaCUN£NT 

I86LPED 

CATEOORY 

aso&oaQa&4 

8206030299 

02/05/20 

90-21? 

Q 

SS060302A& 

8206030033 

82/01/25 

POIA 


8206030S6S 

0206030033 

82/01/39 

FOIA 


6206030369 

8206030269 

82/09/12 

90-311 

9 

8S06030270 

6206030267 

82/09/12 

SO'334 

a 

0206030281 

8206030270 

02/09/24 

90-352 

Q 

0206030263 

0206030282 

82/09/10 

40-2229 


0206030287 

8206030285 

02/09/ lO 

40-3493 


0206030310 

8206030309 

82/09/27 

so-oaQ 

Q 

0206030322 

8206030310 

82/09/07 

40-0399 


0206030333 

8206030329 

02/04/26 

XPQRTLIC 


6206040013 

820604(1012 

82/05/11 

71-236 


0206040003 

8206040029 

82/09/24 

CONTRACT 


02060^0009 

8 206040037 

82/05/26 

50-320 

T 

8206040049 

8206040044 

82/05/24 

XPORTLIC 


B206040063 

0206040063 

82/05/24 

50-239 

P 

0206040067 

8206040063 

82/09/24 

50-299 

f 

0206040060 

0206040063 

02/09/24 

50-23? 

P 

B206040071 

8206040070 

82/09/27 

90-247 

0 

62O604009S 

0206040080 

02/09/21 

90-373 

s 

8206040ID2 

8206040098 

82/09/29 

90-219 

8 

8206040103 

9206040100 

02/06/01 

XPORTUIC 


aa06Q40U9 

8206040107 

82/09/21 

90-317 

0 

8206040116 

8206040113 

82/06/02 

90-956 

0 

82060 40119 

82060401 14 

82/05/28 

90-461 

Q 

8206040130 

9206040127 

02/05/26 

90-244 

F 

8206040131 

8206040121 

82/05/26 

90-344 

Q 

8206040 134 

8206040126 

02/05/25 

90-247 

0 

0206040133 

8206040129 

02/09/10 

70-2603 


8206040 14 3 

8206040130 

02/05/27 

50-279 

0 

8206040146 

0206040136 

82/09/26 

50-213 

a 

8206040147 

8206040139 

02/05/26 

30-399 

a 

8206040140 

8206040143 

82/06/01 

50-247 

0 

Q20604Q131 

8206040143 

02/06/01 

90-247 

0 

0206040154 

8206040143 

02/06/01 

90-247 

0 

8206040157 

0206040143 

02/06/01 

50-247 

0 

6206040159 

8206040156 

02/09/13 

50 "237 

p 

0206040160 

8206040143 

02/06/01 

90-247 

0 

0206040161 

0206040196 

82/09/13 

90-237 

p 

8206040163 

0206040198 

02/09/24 

70-1297 


8206040166 

0206040196 

02/09/13 

90-237 

p 

020604016? 

8206040169 

82/06/01 

90-309 

Q 

8206040173 

8206040162 

02/09/20 

90-956 

0 

8206040176 

8206040170 

82/04/29 

70-27 


0206040179 

0206040171 

02/09/25 

90-206 

Q 

8206040161 

8206040177 

02/05/19 

90-410 

Q 

0206040107 

6206040177 

82/09/29 

90-410 

0 

8206040190 

0206040182 

82/05/13 

90-21? 

P 

0206040193 

0206040179 

32/09/29 

50-312 

8 

8206040194 

8206040185 

82/09/28 

50-333 

Q 

0206040201 

0206040197 

02/05/26 

90-30? 

K 

0206040205 

8206040200 

82/09/20 

90-937 

0 

0206040217 

B206040212 

02/09/27 

90-199 

0 

6206040218 

8206040200 

82/09/20 

90-937 

0 

0206040220 

8206040212 

82/09/27 

90-1 99 

0 

0206040240 

6206040236 

82/06/01 

90-199 

T 

0206040253 

8206040251 

82/09/18 

90-373 

8 

0206040234 

8206040244 

82/05/28 

90-302 

P 

02O6O4O2SB 

8206040244 

82/09/28 

90-302 

P 

0206040263 

02O6O4O'261 

82/09/26 

90-3 1 2 

Q 

0206040268 

0206040263 

02/09/13 

90-244 

a 

9206040271 

6206040266 

B2/0V29 

30-4?a 

0 

0206040273 

0206040273 

02/09/28 

9O-4?0 

o 

82060 40203 

8206040279 

82/05/29 

50-322 

T 

02060 4 0S84 

8206040280 

82/04/21 

50-299 

P 

B2O6O4O290 

0206040294 

82/06/01 

50-322 

T 

S206040304 

8206040295 

82/09/21 

REOOO 


8206040309 

6206040306 

82/09/23 

90-244 

P 

020604031 3 

8206040306 

82/09/22 

90-244 

P 

8206040319 

8206040316 

82/06/0 1 

90-373 

P 

8206040320 

6206040319 

82/09/18 

90-10 

F 

8206040322 

0206040317 

82/05/28 

90-352 

(k 

0206040323 

0206040321 

82/09/13 

90-354 

Q 

9206040329 

0SO6O4O321 

82/09/13 

90-354 

<1 

0206040329 

0206040327 

82/09/21 

90-30? 

Q 

8206040331 

0206040327 

82/09/21 

90-30? 

a 

8206040339 

8206040333 

B2/09/07 

70-1201 


8206040342 

8206040339 

82/09/26 

90-316 

s 

0206040347 

0206040344 

82/09/20 

90-461 

K 

8206040333 

8206040344 

82/09/28 

50-461 

F 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOaURe DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECOflV 

8206040399 

8206040394 

82/05/12 

70-143 


0206040360 

8206040396 

02/05/1? 

90-272 

11 

8206040361 

0206040397 

82/05/27 

NUREO 


8206040371 

8206040396 

82/05/1? 

90-272 

0 

8206040374 

0206040367 

02/05/07 

70-824 


8206040378 

8206040372 

02/05/26 

90-247 

Q 

B206040379 

0206040363 

02/05/20 

90-279 

R 

8206040394 

8206040390 

02/05/25 

90-322 

T 

8206040396 

8206040392 

02/09/1? 

90-237 

P 

8206040399 

8206040390 

02/09/29 

90-322 

T 

8206040400 

0206040399 

02/09/20 

90-361 

F 

0206040402 

0206040392 

82/09/19 

90-237 

F 

8206040403 

0206040397 

02/04/27 

70-1113 


0206040404 

0206040390 

02/09/29 

90-322 

T 

8206040405 

020604039a 

02/05/19 

50-237 

P 

0206040408 

0206040390 

02/05/29 

50-322 

t 

820604041 1 

8206040390 

82/05/29 

90-322 

T 

8206040414 

0206040390 

82/05/25 

50-322 

T 

0206040417 

8206040413 

82/09/28 

90-21? 

P 

820604041? 

0206040412 

02/05/29 

90-908 

K 

8206040420 

8206040390 

62/09/29 

90-322 

T 

8206040423 

0206040412 

02/05/29 

90-908 

M 

0206040426 

6206040412 

82/09/29 

90-908 

K 

0206040427 

8206040390 

82/09/29 

90-322 

T 

0206040428 

0206040412 

02/09/25 

90-908 

C 

8206040430 

0206040412 

82/09/29 

50-908 

F 

0206040432 

0206040390 

82/09/29 

90-322 

T 

8206040434 

8206040412 

82/09/29 

50-508 

K 

8206040439 

0206040390 

02/09/25 

90-322 

T 

0206040401 

8206040474 

62/06/01 

lOCFR 


0206040503 

6206040900 

02/04/02 

40-6622 


0206040529 

0206040911 

02/09/29 

90-428 

P 

0206040526 

B206040511 

82/09/29 

90-469 

P 

8206040528 

0206040911 

02/09/29 

90-469 

P 

8206040529 

B206040911 

82/09/29 

90-469 

P 

0206040530 

0206040911 

82/05/29 

90-469 

P 

8206070003 

8206070001 

82/09/14 

PR 


B206070004 

0206070001 

02/09/14 

PR 


0206070009 

0206070001 

82/09/14 

PR 


8206070006 

8206070001 

02/09/14 

PR 


8206070007 

0206070001 

82/09/14 

PR 


8206070008 

8206070002 

82/01/04 

ACR8 


0206070010 

0206070001 

82/09/14 

PR 


820607001 1 

0206070001 

82/09/14 

PR 


0206070012 

0206070001 

02/09/14 

PR 


8206070013 

0206070001 

02/09/14 

PR 


0206070014 

¥206070001 

02/09/14 

Pi? 


0206070016 

0206(^70001 

82/09/14 

PR 


0206070017 

8206070001 

02/09/14 

PR 


0206070010 

0206070001 

82/05/14 

PR 


0206070019 

8206070001 

02/09/14 

PR 


8206070021 

0206070001 

82/05/14 

PR 


0206070022 

8206070001 

02/09/14 

PR 


8206070023 

0206070001 

82/05/14 

PR 


8206070024 

6206070001 

02/09/14 

PR 


B206070026 

0206070001 

02/09/14 

PR 


8206070027 

0206070001 

02/09/14 

PR 


B206070029 

0206070001 

02/09/14 

PR 


8206070031 

8206070001 

02/05/14 

PR 


8206070033 

0206070001 

02/09/14 

PR 


8206070039 

0206070001 

02/09/14 

PR 


0206070036 

0206070001 

82/09/14 

PR 


8206070037 

8206070001 

02/09/14 

PR 


8206070040 

0206070001 

82/09/14 

PR 


8206070041 

0206070001 

02/09/14 

PR 


8206070043 

0206070001 

82/09/14 

PR 


3206070044 

8206070001 

02/09/14 

PR 


3206070047 

8206070001 

82/09/14 

PR 


8206070046 

0206070001 

82/09/14 

PR 


8206070090 

0206070001 

02/09/14 

PR 


B206070001 

02O6O7OOO1 

02/09/14 

PR 


8206070094 

0206070001 

82/09/14 

PR 


8206070099 

0206070001 

02/09/14 

PR 


8206070097 

0206070093 

02/06/01 

90-206 

6 

8206070050 

0206070001 

02/09/14 

PR 


8206070060 

0206070001 

82/09/14 

PR 


8206070061 

0206070001 

02/09/14 

PR 


8206070063 

3206070001 

82/09/14 

PR 


8206070064 

020607009? 

02/09/20 

90-366 

8 

3206070069 

8206070001 

02/09/14 

PR 




ACGE^rON 


ENCLOSURE 

820A07006? 

8206070070 

8206070071 

G206070074 

8206070078 
820607007^ 
8206070087 
820607009 1 
8206070099 

8206070101 
8206070103 
82060 701 M 
8206070116 
8206070117 

8206070123 

8206070126 

8206070127 

8206070128 

8206070129 

8206070131 

B206070136 

8206070138 

8206070143 

8206070153 

8206070155 

B206070156 

B206070162 

8206070164 

8506070174 

©206070178 

8206070181 

8206070186 

82O6D7O10S 

8206070192 

8206070198 

8206070202 

8206070204 

8206070206 

8206070208 

8206070210 

8206070212 

8206070213 

8206074214 

8206070216 

8206070217 

8206070219 

B206070;S2 

8206070225 

©206070226 

8206070220 

820607422? 

8206070230 

8206070235 

8206070238 

8206070237 

8206070240 

8206070241 

8206070242 

8206070246 

8206070252 

8206070254 

8206070256 

8206070258 

8206070S60 

82060 70;^3 
8206070266 
8206070272 
8206070273 
8206070275 

8206070279 

8206070207 

8206070290 

8206070298 

8206070304 

8206070306 

8206070312 

8206070319 

8206070322 

8206070324 


wnwoo ncrcnciM^^i: Uh tilMULUSURES 

TO PRINCIPAL DOCUMENTS 


NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

BUBJECT 

CATEODRY 

8206070001 

82/05/14 

PR 


8206070325 

8206070315 

02/05/30 

50-36 1 

8 

B206070001 

62/05/14 

PR 


6206070332 

9206070316 

02/05/27 

50-366 

0 

8206070067 

82/05/23 

50“3ai 

8 

0206070335 

S206070328 

02/05/1 1 

50-424 

0 

8206070001 

62/05/14 

PR 


8206070341 

S206070337 

02/06/02 

50-29 

0 

8206040007 

62/05/24 

CONTRACT 


6206070342 

8206070340 

02/05/19 

50-454 

0 

8206070075 

62/05/26 

50-323 

6 

8206070346 

0206070340 

02/05/19 

50-454 

0 

0206070077 

82/05/20 

50-321 

8 

6206070349 

B 206070345 

82/05/27 

50-34 B 

a 

B206070084 

82/05/27 

50-364 

8 

6206070352 

8206070345 

82/05/27 

50-346 

0 

0206070084 

62/03/27 

50-364 

5 

8206070355 

6206070345 

82/05/27 

50-34a 

0 

8206070097 

82/05/20 

TOPREP 


8206070356 

8 206070354 

82/03/20 

50-309 

p 

8206070096 

62/05/23 

30-321 

9 

8206070360 

8206070350 

02/05/13 

50-269 

Q 

8206070098 

62/03/06 

PROJ 


8206070361 

0206070345 

02/05/27 

50-348 

0 

8206070085 

62/05/26 

50-239 

8 

6206070368 

0206070364 

82/05/21 

50-220 

0 

8206070112 

62/03/20 

50-331 

P 

6266070371 

0206070364 

62/05/21 

50-220 

a 

8206070109 

62/05/25 

50-366 

8 

8206070373 

0206070367 

82/05/12 

50-416 

0 

8206070119 

82/05/27 

50-340 

8 

8206070365 

0206070366 

82/06/01 

50-269 

<1 

0206070119 

62/05/27 

50-340 

8 

8206070366 

8206070377 

82/05/11 

50-33B 

0 

8206070120 

02/05/24 

50-335 

8 

8206070371 

8206070302 

82/06/03 

40-3259 


8206070125 

02/05/17 

50-269 

0 

8206070395 

0206070393 

82/06/01 

30-443 

0 

0206070124 

02/06/03 

50-537 

0 

6206070396 

8206070360 

02/05/26 

50-325 

8 

0206070119 

02/06/27 

50-348 

8 

0206070402 

8206070399 

02/05/20 

70-374 


8206070132 

02/05/26 

50-290 

S 

8206070404 

8206070403 

02/05/11 

70-143 


8206070125 

02/05/17 

50-269 

Q 

8206070410 

02O6O7O4OB 

82/05/25 

50-366 

8 

B206070139 

02/05/27 

50-369 

8 

8206070420 

0206070414 

©2/05/28 

50-296 

8 

0206070148 

02/05/10 

CONTRACT 


6206070427 

0206070425 

82/05/24 

50-338 

6 

0206070149 

02/05/20 

50-321 

B 

B206070432 

6206070422 

02/05/20 

50-366 

B 

8206070151 

62/05/19 

50-254 

P 

8206070435 

8206070431 

02/05/28 

50-209 

6 

8206070157 

02/05/28 

50-327 

G 

B206070447 

0206070439 

02/05/20 

90-366 

6 

0206070159 

02/03/27 

50-324 

8 

0206070449 

0206070440 

02/05/25 

90-328 

6 

8206070166 

02/05/26 

30-339 

8 

8206070451 

0206070442 

82/05/24 

50-339 

0 

B206070169 

02/03/20 

30-328 

B 

8206070458 

8206070454 

B2/05/24 

50-251 

0 

0206070173 

02/05/27 

50-373 

F 

8206070462 

8206070456 

82/06/01 

50-373 

P 

0206070182 

02/05/17 

REOOO 


0206070471 

8206070465 

82/05/26 

90-209 

R 

0206070179 

02/05/28 

50-327 

8 

8206070477 

8206070472 

82/05/26 

50-413 

G 

8206070163 

62/03/27 

50-320 

F 

8206070480 

0206070478 

82/05/26 

90-413 

8 

8206070165 

02/03/27 

50-320 

F 

0206070484 

0206070472 

82/05/26 

50-413 

Q 

8206070197 

02/05/20 

50-387 

X 

8206070488 

0206070472 

82/05/26 

90-413 

Q 

8206070196 

02/03/27 

50-269 

F 

6206070490 

8206070090 

82/06/01 

50-346 

P 

8206070201 

02/06/04 

50-537 

C 

8206070492 

8206070090 

82/06/01 

50-346 

P 

8206070196 

62/05/27 

50-269 

F 

6206070496 

0206070482 

82/05/20 

90-327 

Q 

8206070205 

82/05/27 

50-313 

F 

8206070497 

8206070491 

62/05/10 

50-369 

Q 

0206070207 

02/05/28 

CONTRACT 


8206070500 

8206070493 

82/05/24 

50-302 

Q 

8206070200 

82/05/26 

50-34 

P 

8206070504 

8206070493 

82/05/24 

90-302 

8 

8206070196 

02/05/27 

50-269 

F 

8206070506 

8206070502 

02/06/01 

50-155 

0 

6206070209 

02/05/27 

50-366 

8 

8206070509 

8206070493 

82/05/24 

30-302 

Q 

8206070205 

62/03/27 

50-313 

F 

6206070512 

8206070505 

82/03/26 

90-299 

Q 

8206070215 

82/05/26 

CONTRACT 


8206070514 

8206070493 

62/05/24 

90-302 

a 

8206070211 

02/05/11 

50-373 

A 

8206070521 

8206070516 

82/06/03 

50-322 

0 

8206070216 

62/05/27 

50-373 

F 

8206070526 

6206070505 

82/05/26 

90-299 

a 

8206070221 

02/06/02 

50-361 

P 

8206070530 

8206070518 

82/06/03 

90-322 

0 

8206070211 

62/05/11 

50-373 

A 

B206070533 

8206070505 

82/05/26 

50-299 

Q 

6206070218 

62/05/27 

50-373 

F 

8206070541 

8206070534 

82/06/01 

90-319 

5 

6206070221 

82/06/02 

50-361 

P 

8206070542 

8206070530 

82/06/03 

50-322 

0 

620607021 1 

82/05/11 

50-373 

A 

62060 70543 

8206070505 

82/05/26 

50-299 

0 

6206070232 

82/05/27 

50-373 

F 

8206070546 

8206070537 

82/05/20 

50-366 

s 

020607021 1 

62/03/11 

50-373 

A 

8206070550 

8206070547 

82/06/01 

50-159 

T 

0206070234 

62/05/26 

50-313 

R 

8206070554 

8206070505 

02/03/26 

50-259 

0 

0206070232 

02/05/27 

50-373 

F 

8206070562 

8206070555 

82/06/01 

90-361 

0 

0206070211 

02/05/11 

50-373 

A 

8206070567 

8306070550 

62/05/20 

90-3B7 

0 

8206070211 

02/05/11 

50-373 

A 

8206070568 

8206070564 

62/05/20 

90-321 

0 

6206070211 

02/05/11 

50-374 

A 

8206070571 

8206070561 

62/05/26 

90-259 

Q 

8206070249 

02/05/27 

50-334 

P 

8206070577 

0206070573 

62/05/26 

90-272 

B 

8206070211 

62/05/11 

50-373 

A 

8206070579 

8206070575 

62/05/16 

90-416 

0 

8206070211 

62/05/11 

50-373 

A 

8206070580 

8206070574 

62/06/03 

90-400 

c 

6206070251 

62/04/30 

50-269 

R 

8206070583 

8206070569 

62/05/11 

90-324 

0 

620607021 1 

82/05/11 

50-373 

P 

8206070595 

8206070561 

62/06/03 

90-322 

0 

0206070211 

82/05/11 

50-373 

A 

8206070598 

8206070507 

82/05/21 

90-254 

0 

8206070211 

62/05/11 

50-373 

A 

8206070608 

8206070603 

02/06/02 

90-350 

0 

8206070267 

02/05/27 

50-271 

R 

9206070614 

Q206O70594 

82/05/14 

70-27 


8206070211 

02/05/11 

50-373 

A 

8206070627 

0206070621 

82/05/16 

NMREO 


8206070211 

62/05/11 

50-373 

T 

8206070632 

8206070623 

82/01/25 

90-269 

Q 

8206070280 

82/06/04 

50-387 

K 

0206070635 

8206070631 

62/05/27 

90-120 

P 

0206070200 

82/06/04 

50-367 

K 

8206070637 

8206070625 

82/05/14 

90-395 

0 

0206070293 

82/06/01 

50-220 

0 

8206070638 

8206070633 

82/06/01 

70-2830 


8206070295 

02/05/26 

50-385 

6 

8206070640 

8206070630 

82/05/26 

90-296 

8 

8206070297 

02/05/26 

50-259 

6 

8206070643 

0206070629 

82/05/27 

P« 


8206070306 

02/05/28 

50-334 

Q 

6206070645 

8206070623 

82/01/25 

90-269 

0 

8206070308 

02/05/26 

50-334 

0 

8206070653 

8206070646 

82/05/14 

70-1191 


0206070310 

62/05/26 

50-369 

8 

8206070657 

8206070646 

82/05/14 

50-321 

0 

8206070320 

82/05/11 

50-389 

0 

8206070663 

8206070656 

82/05/19 

70-143 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NOMBER 

PRINCIPAL 

document 

Cl 

U 111 1 

' 

1 

QUBJeCT 

CATEOORV 

ACCE98I0N 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

9UBUECT 

CAT£OORV 

BaOA(>70&A7 

B206070661 

92/05/27 

50-027 

P 

9206080024 

9206090022 

82/05/27 

50-373 

F 

82060 70A73 

8206070666 

02/05/19 

50-311 

8 

8206080089 

8206090026 

82/05/25 

50-266 

P 

9306070673 

9206070671 

92/05/29 

40-96 


8206080030 

9206090025 

82/05/27 

50-263 

F 

8206070679 

6206070670 

82/05/24 

50-338 

S 

9206080031 

9206090026 

82/05/25 

50-266 

P 

8206070684 

8206070690 

62/05/20 

30-819 

Q 

8206080032 

8206080026 

82/05/27 

50-3 

F 

6206070696 

8206070679 

92/05/ 17 

50-461 

0 

8206090039 

9206080026 

82/05/25 

50-266 

P 

9206070609 

9206070680 

82/05/20 

50-219 

0 

9206080036 

3206000020 

62/05/27 

50-3 

F 

9206070^6 

8206070683 

82/05/20 

50-153 

0 

9206090037 

B 206080025 

02/05/27 

50-263 

F 

9206070702 

0 206070694 

BS/06/03 

50-367 

A 

8206090049 

8206080039 

62/05/27 

50-289 

F 

0206070704 

8206070679 

82/05/17 

50-461 

0 

9206080049 

9206090040 

92/05/18 

70-607 


8206070705 

8206070697 

62/05/24 

50-946 

0 

8206090090 

8206060039 

02/05/27 

50-209 

F 

9206070712 

8206070706 

82/05/28 

50-305 

0 

9206080077 

9206080069 

82/05/24 

50-247 

8 

B2060 70721 

8206070713 

82/05/25 

30-269 

0 

8206080099 

8206080080 

92/05/28 

50-331 

6 

9206070723 

8206070716 

62/05/19 

50-237 

s 

02O6OBO1O1 

0206060097 

82/06/04 

50-537 

0 

0206070724 

9206070707 

82/05/26 

50-286 

s 

8206090102 

8206090090 

62/06/03 

50-445 

0 

9206070725 

8206070715 

62/05/10 

50-250 

0 

9206080104 

9206080099 

62/06/04 

50-537 

0 

0206070729 

BB06070719 

82/05/28 

50-324 

0 

9206090109 

9206080097 

82/06/04 

50-537 

0 

0206070730 

9206070726 

02/03/17 

50-861 

0 

9206080111 

0206030107 

92/05/24 

50-445 

a 

0206070732 

8206070713 

62/05/23 

50-269 

0 

8206080117 

9206090099 

62/06/04 

50-537 

0 

0206070736 

92060707 i 9 

82/05/28 

30-324 

Q 

9206080118 

8206080114 

92/05/26 

50-267 

0 

0206070737 

9206070713 

82/05/ SS 

50-269 

0 

8206090122 

8206080114 

62/05/26 

50-267 

0 

0206070740 

S206070722 

92/05/25 

50-373 

8 

9206090124 

9206080099 

62/06/04 

50-537 

Q 

9206070743 

9206070733 

82/06/03 

50-263 

0 

8206080135 

92060B0132 

62/05/26 

50-333 

8 

0206070746 

9206070731 

82/05/24 

50-373 

8 

8206000136 

0206080131 

82/06/03 

50-320 

0 

9206070749 

8206070713 

62/05/25 

50-269 

0 

8206090148 

0206080144 

62/05/26 

50-2S9 

B 

0206070749 

B206070739 

82/05/17 

50-261 

0 

8206090151 

02O6OBO146 

82/05/26 

50-317 

P 

9206070730 

0206070719 

62/05/28 

50-324 

0 

9206080157 

9206080146 

62/05/26 

50-317 

P 

8206070735 

8206070719 

62/05/26 

50-324 

0 

8206080159 

92060B0156 

02/05/19 

50-331 

P 

9206070739 

8206070734 

62/05/20 

50-219 

G 

0206090162 

9206080156 

02/05/19 

50-331 

P 

9206070763 

0206070757 

02/05/27 

50-195 

8 

8206080177 

9206080175 

92/05/20 

50-3 

H 

0206070767 

0206070719 

82/05/29 

50-324 

0 

9206090184 

92060B01B2 

02/05/25 

50-360 

P 

8206070769 

9206070761 

82/05/21 

Proo 

8206060167 

82060801 92 

02/05/25 

50-360 

P 

8206070772 

8206070758 

02/05/26 

50-31 1 

B 

82060B0199 

8206090182 

92/05/25 

50-360 

P 

0206070776 

9206070770 

02/05/20 

50-331 

F 

3206080193 

8206080196 

02/05/26 

70-1359 


0206070779 

SS06070771 

02/05/28 

50-237 

8 

'd2060B0l94 

02060801 90 

82/05/21 

50-397 

a 

8206070779 

8206070774 

82/05/25 

50-373 

B 

8206080195 

8206080192 

92/05/10 

50-271 

F 

8206070794 

9203170522 

82/02/10 

30-324 

0 

8206090196 

8206080106 

82/05/20 

70-1359 


B2060707B3 

8206070781 

82/09/21 

50-10 

0 

8206080200 

8206080197 

92/05/20 

50-206 

0 

8206070790 

8206070777 

02/05/14 

50-518 

0 

8206090202 

8206080179 

82/05/14 

TOPREP 


9206070792 

BS03 170528 

82/02/18 

50-384 

Q 

0206080204 

8206060197 

92/05/20 

50-206 

Q 

0206070793 

B206070781 

92/05/21 

50-10 

Q 

920606021 1 

8206080206 

82/05/21 

50-330 

B 

8206070796 

8206070791 

82/06/02 

50-358 

O 

9206080212 

8206060205 

02/09/29 

50-333 

Q 

0206070799 

8206070788 

92/05/05 

50-373 

8 

9206080216 

8206080205 

82/05/20 

50-333 

0 

8206070806 

8206070791 

92/06/02 

50-358 

0 

9206090218 

8206080208 

82/06/02 

50-245 

0 

0206070007 

G 206070900 

02/05/12 

50-322 

0 

8206080219 

6206060215 

82/05/27 

50-293 

0 

8206070910 

8206070902 

92/05/27 

50-315 

8 

B206090224 

8206080208 

82/06/02 

50-245 

Q 

3206070812 

8206070000 

92/05/12 

50-328 

0 

8206090254 

B206OBO247 

92/05/29 

50-344 

& 

8206070913 

8206070003 

82/05/21 

50-272 

8 

8206080255 

6206060251 

92/06/02 

50-368 

0 

B206070914 

0206070004 

02/06/03 

50-546 

0 

8206090258 

8206080251 

82/06/02 

50-368 

a 

820607061 S 

8806070791 

92/06/02 

50-359 

0 

8206080260 

8206080256 

82/06/01 

50-329 

E 

8206070816 

8206070809 

02/06/02 

50-373 

Q 

9206090266 

8206080262 

82/06/04 

50-454 

0 

9206070819 

8206070802 

82/03/27 

50-315 

8 

8206080267 

8206000263 

92/05/19 

QA999 


6206070821 

BS06070804 

82/06/03 

50-546 

0 

9206080270 

8206090265 

02/05/27 

50-309 

P 

0206070822 

8206070800 

82/03/12 

90-322 

Q 

8206090271 

B2060B0263 

92/05/19 

0A999 


6206070627 

0206070919 

82/03/26 

50-369 

0 

8206080272 

8206000262 

92/06/04 

50-454 

0 

6206070828 

8206070S20 

92/05/21 

50-424 

0 

9206090275 

6206080262 

92/06/04 

50-454 

0 

6206070831 

0206070823 

82/03/14 

50-340 

0 

9206090280 

8206080262 

82/06/04 

50-454 

0 

8206070834 

6206070824 

82/05/27 

50-416 

0 

8206090293 

6206080262 

62/06/04 

50-454 

0 

6206070836 

8206070620 

82/05/21 

50-424 

0 

8206080296 

8206090202 

82/05/24 

50-275 

R 

8206070937 

8206070819 

92/05/28 

50-369 

0 

9206080287 

6206060204 

63/06/04 

50-261 

R 

8206070938 

6206070-920 

82/05/21 

50-424 

0 

8206080209 

8206060262 

92/06/04 

50-454 

0 

6206070939 

9206070932 

62/05/14 

50-261 

0 

9206080^9 

6206000264 

82/05/21 

50-344 

0 

8206070840 

6206070819 

82/05/29 

50-369 

0 

9206080270 

6206000263 

62/06/04 

50-454 

0 

6206070841 

8206070824 

62/05/27 

50-416 

0 

8206090294 

6206090262 

82/06/04 

50-454 

0 

9206070843 

9206070829 

02/06/03 

50-384 

p 

8206080295 

6206090291 

62/05/19 

0A999 


8206070845 

6206070920 

92/05/21 

50-424 

0 

8206080277 

8206090262 

02/06/04 

50-454 

0 

9206070649 

8206070819 

68/03/20 

90-367 

0 

9206080278 

6206090293 

82/05/27 

50-460 

A 

8206070630 

9206070024 

92/03/27 

50-416 

0 

B2O6OB0XO 

6206090291 

62/05/19 

04999 


0206070896 

8206070824 

88/03/27 

50-416 

0 

8206080301 

8206090296 

82/05/20 

70-371 


0206070998 

9206070648 

88/03/20 

50-206 

6 

8206080302 

6206090262 

82/06/04 

50-454 

0 

9206070859 

8206070053 

92/05/27 

50-316 

0 

8206080X5 

8206060262 

62/06/04 

50-454 

0 

02OAO7O876 

G 206070973 

82/06/Ql 

70-2203 


0206000X7 

6206080262 

62/06/04 

50-454 

0 

9206070877 

9206070871 

62/06/01 

50-440 

0 

62O6O0OXB 

8206060304 

62/05/21 

50-362 

0 

82060B0003 

6206090002 

92/05/21 

50-335 

p 

8206060313 

6206080311 

62/05/31 

50-334 

R 

8206080004 

8206080002 

02/05/21 

60-335 

p 

8206090315 

8206060312 

82/05/21 

50-500 

0 

8206080011 

8206080002 

82/05/21 

50-335 

p 

0206090317 

6206000316 

82/05/20 

50-322 

0 

9206080015 

6206080009 

92/05/20 

CONTRACT 

8206090322 

8206060320 

63/05/20 

50-333 

8 

8206080017 

9206080016 

92/05/27 

50-29 

f 

8206080325 

8206080323 

62/05/19 

70-1201 


9206080018 

6206080-014 

92/05/29 

lOCFR 


8206090327 

6206080323 

62/05/19 

70-1201 


8206090019 

6206060016 

92/05/27 

50-29 

F 

9206090327 

8206080320 

62/05/24 

50-275 

0 



AccEeeiON 


ENCLOSURE 

eS060S039 1 
a20iaao333 
020600033^ 
02O&OBD341 
a2C^a0344 

02OAO 00399 
020 AO 90398 
02060 B036S 
0206000366 
020600036? 

0206000370 

0206000371 

0206080377 

8206000379 

82O6OBO30O 

0206000397 

0206080330 

S2O6O8O309 

8206000394 

0206000395 

8206080404 

0206000409 

B2O6O0O4O6 

B2060B0416 

0206080424 

8206000456 

020600042? 

0206000433 

B2O6O0O43? 

8206000449 

020600049? 

8206000461 

8206090466 

8206090477 

8206090401 

8206090466 

8206090496 

8206080499 

0206090009 

8206090011 

0206090010 

B2O6O9OO10 

B2O609OO19 

8206090024 

8206090026 

0206090027 

020609002? 

0206090031 

0206090033 

8206090035 

0206090007 
020609004 1 
820609004 Z 
8206090046 
8206090034 

0206090055 

0206090056 

B2O6090057 

8206090060 

B2O6O90O62 

8206090064 

8206090065 

0206090067 

0206090070 

0206090071 

8206090072 

8206090073 

8206090074 

8206090070 

8206090079 

8206090080 

8206090001 

8206090008 

8206090004 

8206090005 

8206090006 

8206090080 

8286090090 

8206090092 

0206090093 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUMBER 

PRINCIPAL 

DOCUMENT 

8206080320 

0206000332 

B20608033Z 

0206080330 

0206000340 

0206080353 

8206000354 

8206000360 

0206000363 

0206080362 

0206080364 

0206000360 

0206000242 

0206080372 

0206000375 

0506000381 

B2O6OBO303 

0206220397 

0206000301 

8206000390 

0206000401 
G 206000390 
B2060B0399 
0206000400 
0206080419 

0206000422 

0206000422 

8206000432 

0206080436 

02O6OBO442 

8206080449 

6206000457 

0206000449 

82060B0471 

0206000471 

8206080405 

8206000493 

02O6OQO493 

B206090002 

8206090002 

0206090010 

8206090010 

0206090010 

8206090002 

8206090002 

0206090025 

0206090002 

8206090026 

0206090002 

0206090030 

8206090034 

0206090034 

8206090038 

8206090044 

0206090052 

8206090002 

8206090052 

8206090053 

8206090052 

0206090052 

8206090052 

8206090052 

0206090052 

8206090052 

8206090052 

0206020532 

8206090002 

0206090052 

0206090002 

8206090052 

8206090052 

0206090052 

0206090002 

8206090052 

8206090002 

8206090077 

0206090002 

8206090002 

8206090077 

8206090089 


DATE 

188UED 

02/05/24 

02/05/21 

82/05/21 

82/06/04 

02/06/01 

82/06/02 

02/05/29 

02/05/28 

02/06/04 

82/06/04 

02/05/27 

02/05/24 

02/O9/2B 

02/06/00 

02/06/03 

02/05/21 

02/05/21 

62/06/14 

82/05/21 

02/05/27 

82/06/02 

82/05/25 

82/05/28 

82/05/25 

82/06/04 

02/05/24 

82/05/24 

82/05/28 

82/05/28 

02/05/06 

82/05/28 

82/05/24 

02/05/28 

02/05/28 

82/05/28 

82/06/02 

02/05/20 

82/05/2Q 

02/05/n 

82/05/11 

02/06/01 

02/06/01 

82/06/01 

82/05/11 

02/05/11 

02/06/04 

82/05/11 

02/06/02 

02/05/11 

82/06/01 

02/06/04 

02/06/04 

02/06/02 

02/06/01 

02/06/04 

82/05/11 

02/06/04 

02/06/02 

02/06/04 

82/06/04 

02/06/04 

02/06/04 

02/06/04 

02/06/04 

02/06/04 

82/05/20 

02/05/11 

02/06/04 

82/05/11 

82/06/04 

02/06/04 
82/06/04 
82/05/ tl 
82/06/04 
02/05/11 

02/06/00 

62/05/11 

82/0^/11 

02/06/00 

02/06/04 


SUBJECT 

CATEOORV 


50-275 

0 

QA999 

QA999 

50-330 

P 

50-329 

A 

50-271 

P 

30-334 

& 

50-380 

e 

50-333 

It 

30-387 

A 

TOPPEP 

50-247 

R 

50-333 

0 

30-29 

F 

30-322 

H 

50-344 

0 

30-380 

P 

50-29 

P 

30-344 

a 

50-209 

B 

50-326 

p 

30-397 

<3 

50-317 

B 

50-824 

0 

30-235 

Q 

QA999 

0A999 

CONTRACT 

CONTRACT 

50-889 

P 

50-10 

F 

XPQRTLIC 

50-10 

F 

50-321 

F 

50-321 

F 

50-346 

F 

50-10 

F 

50-10 

P 

50-259 

F 

50-313 

F 

30-329 

A 

50-329 

A 

50-329 

A 

FOIA 

FOIA 

50-201 

0 

FOIA 

50-247 

0 

50-837 

F 

50-361 

B 

50-247 

0 

50-247 

0 

50-311 

p 

30-367 

A 

50-352 

Q 

FOIA 

50-352 

0 

50-445 

0 

50-352 

0 

50-352 

0 

50-332 

0 

50-332 

Q 

50-352 

Q 

50-332 

9 

30-332 

9 

30-447 

K 

50-315 

F 

50-352 

0 

FOIA 

50-332 

0 

50-352 

0 

50-352 

0 

30-259 

F 

30-332 

0 

50-333 

F 

50-338 

P 

50-247 

F 

30-335 

F 

30-338 

P 

30-397 

K 


ACCESS I ON NUMDEfl 


ENCLOSURE 

8206090095 
0206090097 
B2060 90099 
0206090102 
0206090104 

0206070106 

8206070100 

8206090133 

8206090145 

8206090147 

82060 9014B 
820609 OISO 
8206090157 
0206090163 
0206090165 

8206090169 

0206090174 

0206090179 

0206090105 

0206090108 

0206090192 

6206090203 

B206090217 

6206090720 

6206090222 

6206090223 

6206090224 

02(16090225 

0206090226 

6206090231 

0206090237 
0206090239 
8206090255 
820610001 1 
8206100019 

8206100096 
02061 00 100 
8206100103 
8206100107 
0206100 10? 

0206100119 

0206100123 

6206100129 

6206&00131 

0206100135 

02061 OO'l 36 
6206100142 
6206100143 
0206100147 
6206100148 

6206100149 
62061001SI 
6206100157 
6206100159 
6206 IQQ 160 

0206100161 
8206100165 
0206100 166 
6206100167 
0206100170 


PRINCIPAL 

DOCUMENT 

0206070052 

0206090077 

3206090052 

8206090052 

0206090002 

8206070052 

3206070103 

3206090002 

3206090144 

3206090144 

8206090144 

0206090144 

0206090155 

0206090159 

0206090159 

0206090166 

0206090002 

0206090175 

0206090175 

0206090175 

0206090175 

0206090200 

8206090209 

0206090209 

8206090209 

0206090219 

8206090221 

8206090209 

8206090209 

0206090209 

0206090236 

0206090233 

0206090253 

020610000? 

0206100012 

0206100093 

0206100093 

0206100093 

0206100093 

0206100105 

0206100115 

0206100117 

0206100126 

0206100120 

0206100133 

0206100130 

020610013? 

0206100140 

0206100141 

02O61OOM4 

0206100145 

02O6IOO14L 

0206100153 

0206100155 

0206100156 

0206100150 

0206100156 

0206100150 

0SO61OO154 

0206100169 


DATE 

IBSUEO 

32/06/04 

02/06/09 

02/06/04 

32/06/04 

32/05/11 

32/06/04 

32/06/01 

02/05/11 

02/06/04 

02/06/04 

02/06/04 

02/06/04 

82/06/00 

82/06/04 

82/06/04 

02/06/03 

02/05/11 

82/06/07 

02/06/07 

02/06/07 

02/06/07 

02/05/21 

02/04/27 

02/04/27 

02/04/27 

02/05/21 

02/05/21 

82/04/27 

02/04/27 

02/04/27 

02/05/21 

02/04/05 

02/05/24 

02/06/07 

02/06/08 

82/05/26 

82/05/26 

02/05/26 

82/05/26 

82/06/02 

02/05/26 

02/05/21 

02/06/08 

02/06/04 

08/05/26 

03/06/03 

02/05/19 

02/06/01 

02/06/04 

02/06/03 

08/05/27 

08/06/04 

02/05/26 

02/06/04 

02/05/e? 

08/05/24 

02/05/27 

02/05/24 

02/06/04 

02/06/03 


SUBJECT 

CATEOOiRV 

50-352 Q 
50-333 P 
50-352 O 
50-352 0 

FDIA 

50-352 0 

50-206 3 

50-359 F 
60-367 0 

50-367 0 

50-367 0 

SO-367 O 
30-322 O 
30-133 ■Q 
50-133 O 

30-206 P 
30-313 F 
50-247 T 
30-247 T 
30-247 T 

30-247 T 
71-6003 
FDIA 
FBI A 
FOJA 

71-9158 

CONTRACT 

FOIA 

FOIA 

FOIA 

40-8601 

70- 020 

71- 9070 
50-295 F 
CONTRACT 

50-247 a 
50-247 & 

30-247 O 
30-247 0 

so-aas & 

30-368 8 

50-311 8 

50-443 0 

50-293 e 
30-434 0 

50-155 & 

50-311 0 

50-299 & 

50-315 8 

30-346 & 

50-358 O 
30-315 8 

S0-4S4 O 
50-316 B 
50-537 ^ 

50-277 0 

50-537 A 
30-277 O 
30-352 a 
30-334 P 


0206100174 
0206100176 
0206100 179 
0206100183 
0206100104 


0206100169 

0206100171 

02Q61OO172 

0206100173 

0206100006 


08/06/03 

08/06/03 

02/Q6/Q4 

02/06/04 

02/03/20 


50-334 P 
30-183 a 
5Q-3Q4 a 
30-277 P 
CONTRACT 


0206100107 
0206100 189 
0206100193 
0206100199 
0206100200 


0206100100 

0206100175 

0206100190 

0206100192 

0206100195 


02/05/24 

02/05/04 

02/03/24 

02/03/20 

02/03/26 


50-2 13 Q 
50-205 Q 

50-317 a 

50-244 0 

50-443 


0206100205 
0206100208 
8206100218 
82061 Q0222 
0206100229 


0206100202 

0206100203 

0206100215 

8206100219 

0806100223 


0206100230 
0806 1 00232 
8206 1 00240 
8806100241 
8806100243 


8206100227 

02O61OO22i 

880610023 

080610023' 

880610023^ 


663 



wiivrou ncrcnciVUC Uf* tlMULUbURES 

TO PRINCIPAL DOCUMENTS 


^ccEesroN numshr 


ENCLOSURE 

PRINCIPAL 

OOCOHEWr 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


6206100244 

B206100233 

82/05/26 

50-272 

8 

6206100249 

8206100242 

82/06/04 

50-331 

0 

6206100246 

8206100236 

02/06/07 

0A999 


62061 00249 

8206100247 

02/06/04 

50-306 

6 

6206100232 

8206 1 00236 

02/06/07 

0A999 


8206100233 

8206100240 

02/05/26 

50-31 1 

8 

6206100204 

8206100290 

02/06/03 

50-315 

8 

6206100257 

6206100291 

02/09/20 

J(P0RTLIC 


82061 00298 

6206100290 

B3/O6/03 

30-315 

8 

6206100260 

0206 1 00291 

82/09/28 

7P0RTL1C 


82061002^1 

0206100299 

02/06/01 

30-255 

P 

6206100262 

0206100296 

02/06/02 

90-409 

8 

6206100263 

0206100290 

82/06/03 

90-315 

a 

9206100264 

0206100250 

02/06/03 

90-315 

a 

6206100265 

8206100259 

82/06/01 

90-255 

p 

8206100267 

6206100256 

82/06/02 

90-409 

8 

9206 1 0026G 

8206100259 

82/06/01 

90-259 

P 

6206100269 

6206100266 

02/06/02 

50-361 

8 

8206100270 

0206100256 

02/06/02 

90-409 

8 

9206100272 

0206100271 

82/09/19 

90-272 

e 

8206100278 

8206100276 

82/06/03 

90-285 

8 

9206100296 

6206100281 

82/06/07 

90-361 

0 

6206100287 

0206100203 

02/06/03 

90-316 

8 

8206100299 

0206100281 

82/06/07 

50-361 

0 

8206100291 

0206100205 

82/05/26 

50-290 

P 

8206100294 

8206100292 

82/06/06 

50-307 

A 

02O<61 00295 

8206100205 

82/09/26 

30-290 

P 

8206100299 

8206100296 

02/06/04 

90-206 

P 

9206100300 

G2061OO2B2 

82/06/04 

50-295 

a 

0206100304 

8206100296 

62/06/04 

50-286 

p 

9206100X8 

6206100296 

82/06/04 

50-206 

p 

6206100316 

9206100310 

02/05/14 

70-1100 


9206 1 00326 

8206100307 

82/09/26 

90-311 

0 

8206100330 

0206100325 

82/05/28 

50-331 

0 

6206100337 

8206100329 

82/05/28 

90-20 

p 

8206100344 

0206100329 

82/05/28 

90-20 

p 

8206100367 

8206100363 

82/06/01 

RES 


8206 1 00370 

8206100363 

82/06/01 

RES 


8206100372 

0206100363 

82/06/01 

REa 


8206100374 

8206 1 00363 

82/06/01 

RES 


8206100377 

8206100363 

02/06/01 

Rca 


8206100390 

8206100363 

02/06/01 

RES 


8206100381 

8206100363 

82/06/01 

RES 


0206100393 

8206100363 

03/06/01 

RES 


9206100385 

8206100363 

82/06/01 

RES 


8206100396 

8206100376 

82/05/20 

70-36 


9206100398 

8206100363 

82/06/01 

RES 


82061 003?0 

8206 1 00363 

82/06/01 

RES 


8206100393 

8206100363 

82/06/01 

RES 


9206100394 

8206100392 

82/05/24 

90-244 

p 

9206100396 

0206100363 

82/06/01 

RES 


0206 1 00396 

8206100363 

82/06/01 

RES 


8206100404 

8206100401 

82/05/20 

90-327 

X 

82061 00409 

0206100407 

82/05/20 

CONTRACT 


8206100417 

8206100412 

82/05/27 

CONTRACT 


8206100423 

8206100421 

82/06/07 

CONTRACT 


8206100428 

8206100426 

82/05/28 

70-143 


8206100439 

8206100432 

82/06/02 

CONTRACT 


8206100440 

8206100437 

62/05/10 

90-263 

p 

8206100442 

0206100437 

82/09/10 

50-263 

p 

9206100444 

8306100437 

82/09/10 

90-263 

p 

6206100449 

8206100446 

02/09/29 

TPORTLIC 


8206100490 

8206100447 

82/09/26 

XPORTLIC 


82061 10X7 

02061 10003 

82/09/27 

CONTRACT 


92061 10013 

0 206110010 

82/06/02 

CONTRACT 


82061 10019 

0206110017 

82/06/01 

90-277 

8 

82061 10020 

8206110018 

92/04/19 

OEN TEC 

10 

82061 10021 

0206110017 

92/06/01 

90-277 

0 

02061 10X1 

8206110030 

82/09/20 

70-139 


82061 10X9 

0206110030 

02/05/28 

70-139 


8206110047 

8206110043 

02/06/01 

50-272 

8 

62061 10048 

8206110044 

82/06/02 

CONTRACT 


8206110049 

8206110044 

82/06/09 

90-4 94 

0 

0206110097 

8206110050 

82/06/03 

90-267 

8 

8206110X9 

8206110099 

82/09/20 

XPORTLIC 


8206110063 

0206110058 

82/06/04 

90-260 

a 

0206110064 

0206110054 

82/06/07 

30-247 

0 

8206110069 

0206110061 

92/06/02 

90-338 

a 

0206 U 0071 

0206110069 

82/06/00 

90-409 

F 

0206110072 

0206110069 

82/06/08 

90-409 

F 


ACCESS ION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

0206110078 

6206110076 

02/09/24 

CONTRACT 


8206110X1 

8206110060 

02/06/00 

90-367 

A 

8206110X2 

8206 110079 

02/06/10 

90-201 

0 

8206110X6 

8206110079 

02/06/10 

90-201 

0 

6206110X3 

8206110090 

82/09/20 

CONTRACT 


8206 110X8 

8206110074 

02/06/09 

90-10 

F 

82061 10102 

8206110096 

82/06/02 

CONTRACT 


6206110103 

8206110100 

62/06/08 

50-336 

P 

8206110104 

8206110074 

62/06/08 

90-10 

F 

8206110111 

8206110106 

62/06/04 

90-334 

0 

62061 10137 

6206110132 

82/06/01 

50-333 

8 

6206110140 

0206110143 

02/06/02 

50-312 

P 

6206110194 

8206110190 

62/09/29 

90-272 

P 

82061 10159 

8206110149 

62/06/02 

90-336 

9 

8206110196 

0206110150 

02/09/25 

50-272 

P 

82061 10197 

0206110150 

82/09/25 

30-272 

P 

8206110198 

0206110152 

82/06/02 

50-339 

8 

8206110160 

0206110147 

82/06/04 

90-338 

6 

6206110162 

020611010? 

62/05/27 

50-321 

a 

6206110167 

8206110165 

82/06/02 

90-348 

a 

6206110166 

6206110166 

82/06/04 

90-336 

8 

6206110172 

8206110165 

62/06/02 

90-348 

B 

6206110174 

0206110171 

62/06/04 

50-339 

e 

82061 10179 

0206110169 

82/06/02 

90-346 

8 

8206110180 

0206110165 

82/06/02 

90-348 

B 

82061 10187 

8206110173 

62/06/02 

90-339 

a 

8206110193 

6206220516 

82/06/19 

90-219 

p 

0206110199 

8206110191 

62/06/02 

90-366 

a 

02061 10198 

6206110192 

68/06/04 

90-259 

a 

8206110199 

8206110194 

82/05/27 

90-366 

6 

8206110201 

6206110197 

82/09/26 

90-366 

a 

6206110203 

8206110196 

82/06/04 

50-328 

a 

8206110X7 

6206110204 

82/06/03 

50-366 

3 

0206110X8 

B2061 10209 

82/05/27 

90-321 

a 

8206 110X9 

8206110206 

62/06/08 

90-299 

R 

6206110212 

6206110211 

82/06/04 

90-391 

<1 

8206110219 

8206110214 

82/06/04 

90-328 

Q 

82061 10228 

8206110226 

82/06/04 

90-900 

8 

8206110X9 

8206110239 

02/05/27 

90-321 

8 

6206110240 

8206110236 

82/03/31 

90-207 

P 

6206110242 

B2061 10234 

62/06/01 

50-260 

8 

62061 10247 

8206110236 

82/03/31 

50-207 

P 

6206110249 

8206110244 

62/06/02 

90-333 

B 

8206110X9 

6206110236 

82/03/31 

50-287 

P 

8206110262 

8206110293 

82/06/04 

90-302 

a 

6206110267 

6206110246 

82/09/28 

90-339 

a 

6206110266 

6206110299 

82/09/27 

90-321 

8 

8206110271 

0206110263 

82/05/28 

90-200 

a 

8206110278 

6206110263 

82/09/28 

50-280 

a 

8206110X3 

8206110263 

62/09/28 

90-280 

a 

6206110X7 

6206110277 

82/09/26 

90-335 

a 

6206110X0 

0206110284 

82/06/02 

90-244 

B 

8206110X9 

8206110266 

82/05/26 

90-312 

F 

8206110299 

8206110291 

82/06/03 

90-320 

3 

8206110296 

8206110292 

82/06/01 

90-299 

a 

0206110299 

8206110294 

82/06/09 

90-387 

r 

6206110301 

8206110297 

82/06/03 

90-293 

6 

0206110306 

6206110302 

02/06/04 

90-339 

0 

0206110X8 

6206110303 

82/05/28 

90-461 

0 

82061 10312 

8206110311 

62/06/07 

90-373 

p 

3206110314 

6206110310 

82/06/04 

90-325 

0 

8206110316 

8206110313 

62/06/01 

90-299 

8 

8206110316 

8206110319 

82/06/02 

90-333 

0 

8206110320 

6206110317 

82/06/03 

90-29 

0 

82061 10326 

6206110326 

82/06/01 

TOPREP 


81206110340 

6206110339 

62/05/28 

50-266 

P 

8206110341 

6206110339 

82/09/28 

90-266 

P 

6206110364 

8206110362 

82/06/02 

HASTE rWT 

8206110368 

8206110369 

82/06/03 

90-440 

A 

82061 10377 

6206110379 

82/06/04 

CONTRACT 

8206110309 

6206110360 

82/09/12 

CONTRACT 

8206110306 

6206110387 

82/05/29 

XPORTLIC 

8206110391 

6206110367 

62/09/25 

XPQRTLIC 

8206110407 

8206110409 

82/06/01 

71-9461 


6206110410 

6206110406 

62/05/26 

71-474 


8206110412 

6206110411 

82/05/26 

71-479 


8206140X2 

0206140001 

02/06/08 

90-244 

F 

8206140X3 

8206140001 

02/06/00 

90-244 

P 

8206140004 

8206140001 

02/06/00 

90-244 

F 

8206140010 

6206140009 

02/09/26 

0A999 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEfiSEOM NUMBER 


CMCLOBURE 

PRINCIPAL 

DOCUMENT 

DATE 

leSUED 

BUBJECT 

CATEGORY 

d2O&M00<i4 

8206140011 

83/06/04 

CONTRACT 


asob 140022 

8206140021 

82/06/07 

90-299 

R 

3506140030 

8206140027 

02/06/08 

90-461 

Q 

3506140041 

B206 140030 

02/06/07 

90-443 

Q 

650614004? 

8206140048 

82/09/26 

0A999 


6206140091 

0206140046 

02/09/26 

QA999 


6206140093 

0206140092 

02/09/28 

90-449 

0 

0206140096 

0206140099 

02/06/08 

90-364 

R 

020614009? 

8206 140094 

02/06/07 

90-279 

0 

0206140063 

8206140062 

82/09/27 

0A999 


8206140069 

8206140064 

82/06/07 

90-321 

Q 

8206140066 

8206140062 

02/09/27 

(1A999 


0206140060 

0206140067 

02/09/26 

0A999 


020614006? 

8206140067 

82/09/26 

QA999 


0206140070 

8206140067 

82/09/26 

0A999 


0206140079 

8206 140074 

02/06/08 

90-220 

R 

0206140064 

8206140062 

02/09/27 

0A999 


02061400?! 

8206140090 

B2/06/07 

90-206 

T 

02061 40102 

3206140099 

32/06/04 

90-237 

P 

B2D61 40104 

8206140098 

03/03/26 

90-387 

F 

02 06140107 

8206140101 

02/09/88 

90-849 

P 

0206140106 

8206140109 

82/06/07 

90-461 

0 

02D614O11O 

8206140101 

82/09/20 

90-249 

P 

S2O6140113 

8206140101 

82/09/80 

90-249 

P 

0206140119 

0206140112 

02/06/07 

90-247 

T 

0206140110 

8206140114 

02/06/07 

90-494 

Q 

0206140120 

8206140112 

02/06/07 

90-247 

T 

0206140126 

8206140114 

82/06/07 

90-494 

0 

0206140127 

8206140124 

02/06/00 

90-348 

R 

0206140132 

8306140114 

02/06/07 

00-494 

0 

0206140133 

8206140129 

02/06/04 

90-279 

P 

8206140134 

8206140113 

02/06/07 

90-247 

T 

8206140139 

8206140128 

02/06/04 

00-302 

P 

6206140136 

8206140114 

02/06/07 

90-494 

0 

0206140140 

8206140114 

02/06/07 

00-494 

0 

0206140141 

8206140130 

02/06/09 

50-302 

Q 

0206140144 

8206140114 

88/06/07 

00-404 

0 

0306140146 

8806140131 

82/06/01 

00-24? 

8 

0206140148 

8806140114 

82/06/07 

90-404 

0 

0206140193 

8206140U4 

82/06/07 

90-404 

0 

0206140199 

8206140197 

02/06/04 

00-290 

R 

0206140160 

8206140114 

02/06/07 

00-404 

0 

0206140163 

6206140114 

02/06/07 

90-404 

Q 

0206140169 

8206140114 

82/06/07 

90-404 

0 

0206140176 

8806140164 

02/06/07 

00-335 

P 

0206140170 

0806140169 

02/06/03 

90-25? 

P 

0206140100 

8806140114 

02/06/07 

00-494 

0 

0206140186 

8206140114 

02/06/07 

90-494 

0 

0206140190 

8206140114 

82/06/07 

90-404 

0 

0206140192 

8206140114 

02/06/07 

90-494 

0 

0206140198 

8206140114 

02/06/07 

90-494 

0 

8206140203 

8806140114 

02/06/07 

00-494 

0 

8206140204 

8806140196 

82/06/10 

00-416 

A 

82061 40S07 

0806140169 

02/06/03 

00-29? 

P 

0206140210 

8206140114 

02/06/07 

00-494 

0 

0206140211 

0206140169 

02/06/03 

90-80? 

P 

0206140214 

8806140169 

82/06/03 

90-29? 

P 

0306140316 

8206140209 

02/06/09 

90-416 

A 

0206140319 

8206140196 

82/06/10 

90-416 

A 

02061 40230 

8206140226 

02/06/04 

90-341 

F 

0206140241 

8206140838 

08/09/27 

Pro0 

8206140243 

8206140838 

02/09/27 

Frog 

8206140344 

8206140242 

02/06/07 

90-321 

P 

8206140391 

8206140249 

82/06/00 

90-30? 

F 

0206140399 

8206140249 

02/06/00 

90-30? 

F 

02061 40363 

8206140299 

02/06/00 

90-321 

F 

0206140269 

8306140399 

02/0^/00 

90-321 

F 

0206140272 

8206140867 

82/06/00 

70-36 


8206140379 

0206140271 

82/06/00 

90-319 

F 

8306140380 

8206140271 

82/06/00 

00-319 

F 

0206140287 

8806140283 

02/06/08 

00-266 

F 

8206140291 

8806140863 

02/06/00 

Dp-266 

F 

8206140298 

8806140284 

02/06/02 

90-344 

Q 

0206140300 

8806140296 

02/06/08 

90-373 

F 

0206140302 

8206U0299 

02/06/02 

90-270 

0 

8206140304 

8206140296 

82/06/00 

90-373 

F 

8206140311 

8206140307 

82/06/00 

90-320 

F 

8206140314 

8306140307 

02/06/08 

90-320 

F 

8206140323 

8206140319 

02/06/00 

90-321 

F 

8206140380 

8806140319 

03/06/08 

90-321 

F 


accession number 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CA7EOORV 

0206140341 

S206 140330 

&2/06/07 

5P-2?a 

P 

0206140343 

0206140340 

82/05/25 

90-293 

H 

8206140344 

0206140320 

02/09/28 

70-2375 


8206140391 

0206140349 

02/09/22 

30-244 

P 

8206140392 

0206140346 

82/06/07 

30-201 

<9 

0206140399 

0206140346 

82/06/07 

50-201 

0 

02061 40396 

B2D614D34? 

82/09/22 

90-244 

P 

8206140366 

0206140399 

82/09/17 

70-1143 


0206140367 

8206140363 

82/06/02 

FOIA 


0206140379 

0206140371 

82/06/04 

FOIA 


B206I40376 

020614 0371 

82/06/04 

FOIA 


0206140306 

8206140382 

82/06/00 

S 0-277 

F 

0206140309 

8206140382 

02/06/00 

50-277 

F 

82061 403?0 

020614038? 

02/06/00 

30-295 

F 

02061 40 3?3 

B2061403B? 

82/06/00 

SO-295 

F 

0206140397 

82061403?4 

02/06/00 

50-397 

F 

0206140400 

0206140399 

82/06/00 

50-267 

F 

820614D4CB 

0206140409 

82/06/04 

50-395 

A 

8206190010 

0206190016 

82/04/21 

50-267 

F 

0206190063 

8206190016 

02/04/21 

50-10 

F 

B20615002? 

020 61500 16 

52/04/21 

90-331 


8206190032 

02061 50020 

02/06/07 

30-201 

0 

8206190033 

0206190016 

02/04/21 

FOIA 


82061 90037 

0206190016 

02/04/21 

90-346 

8 

02061 90030 

0206130016 

02/04/21 

FOIA 


0206190039 

0206190034 

02/06/01 

CONTRACT 


0206190043 

8206190016 

82/04/21 

50-23? 

0 

8206190044 

8206190016 

02/04/21 

00-334 

F 

8206190049 

0206190041 

02/06/00 

CONTRACT 


820619004? 

0206100016 

02/04/21 

50-272 

F 

0206190091 

0206190040 

02/06/04 

CONTRACT 


02061 90092 

0206 1900 16 

02/04/21 

FOIA 


0206180093 

0206190016 

02/04/21 

FOIA 


8206190096 

0206190094 

02/00/24 

CONTRACT 


0206190097 

9206190016 

02/04/21 

90-267 

F 

0206190098 

0206190099 

02/06/0? 

CONTRACT 


02O619OC61 

0206 190099 

02/04/20 

CONTRACT 


0206190063 

0206190016 

02/04/21 

FOIA 


0206190064 

0306190062 

02/05/10 

CONTRACT 


0206190066 

0206190016 

02/04/21 

90-293 

F 

0206190068 

0206190016 

02/04/21 

90-213 

F 

0206190070 

0206190016 

02/04/2 1 

90-17 J 

F 

0206190072 

0206190016 

02/04/21 

50-267 

F 

8206190079 

0206190016 

02/04/21 

90-213 

F 

0206190076 

0206190016 

02/04/21 

90-272 

F 

0206190077 

0206190016 

02/04/21 

90-334 

F 

020619007? 

0206190016 

32/04/21 

90-293 

F 

0206190000 

0206190016 

02/04/21 

90-213 

F 

0206190004 

0206190016 

02/04/21 

FOIA 


0206190009 

0206190016 

02/04/21 

FOIA 


02061 90006 

0206190016 

02/04/21 

90-334 

Q 

020619000? 

0206190016 

02/04/21 

90-293 

a 

82061900?0 

0206190016 

02/04/21 

90-385 

0 

8206190092 

0206190016 

02/04/21 

90-293 

0 

0206190094 

0206190016 

02/04/21 

30-277 

0 

0206190099 

8206190016 

02/04/21 

90-318 

0 

0206190097 

0206190016 

02/04/21 

30-312 

0 

3206150100 

82061 90093 

92/06/03 

30-311 

S 

8206190102 

8206190101 

02/06/0? 

90-293 

0 

0206190111 

0206190110 

82/06/08 

90-321 

R 

0206190119 

0206190113 

02/06/10 

90-412 

0 

0206190116 

8206190114 

82/06/02 

90-311 

8 

0206190130 

0206190127 

02/06/08 

90-334 

0 

0206130132 

0206150120 

82/06/00 

90-334 

R 

0206190138 

0206190134 

02/06/10 

90-872 

R 

02061 90143 

0206190140 

02/O6/OB 

30-193 

8 

8206190192 

0206190151 

02/06/10 

30-271 

R 

8206190160 

0206190156 

02/05/21 

40^0601 


0206190166 

0206190162 

02/06/07 

30-384 

0 

0206190167 

0206190163 

02/06/11 

30-313 

F 

0206190172 

0206150164 

02/06/07 

30-352 

0 

8206190173 

020615016? 

02/06/07 

90-29 

8 

020619017? 

0206150177 

82/09/28 

30-368 

0 

0206190107 

0206150102 

02/06/03 

50-263 

8 

0206190108 

0206150103 

82/06/07 

50-494 

E 

0206190192 

0206190181 

02/06/0? 

50-304 

0 

0206190199 

0206190190 

02/06/10 

90-283 

A 

0206190202 

0206190194 

02/06/00 

90-289 

0 

0206190208 

0206150200 

02/06/04 

90-320 

R 

8206190210 

0206 1 50206 

02/06/08 

90-320 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCE0BION NUMBER 

PRINCIPAL 
ENCLO0UfiE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRY 

B2D61S0S14 

8206 1 90204 

82/06/10 

90-304 

8 

8206160247 

B2061 60242 

82/06/10 

50-387 

E 

B2O6.190215 

0206150211 

82/06/09 

50-309 

0 

8206160252 

8206160242 

82/06/10 

90-387 

E 

82O&190S1G 

0206 1 5021 2 

82/06/10 

50-407 

S 

B2D61 60257 

8206160242 

02/06/10 

90-387 

E 

820&1 90222 

0206150219 

82/09/28 

90-272 

0 

8206160290 

8206160249 

02/06/14 

90-305 

F 

820&19022& 

0206 15021 9 

82/09/28 

30-272 

0 

8206160266 

8206160249 

02/06/14 

90-305 

F 

B20frl 90220 

0206190212 

02/06/10 

30-409 

s 

9206160200 

0206160274 

02/06/09 

XPORTLIC 


Q20A1 90233 

0206150232 

82/06/10 

90-277 

0 

8206160202 

0206160277 

02/06/14 

50-319 

F 

B20frl 90230 

0206150239 

82/06/04 

90-324 

R 

8206160286 

0206160277 

02/06/14 

50-319 

F 

820^190249 

0206150240 

02/06/10 

90-937 

A 

0206160313 

0206160300 

82/06/14 

50-334 

F 

820 fr 190247 

0206150242 

82/05/18 

50-312 

Q 

8206160317 

8206160300 

02/06/14 

50-334 

F 

B2D&1 90240 

0206150244 

82/06/10 

50-311 

R 

8206160318 

8206160316 

02/06/11 

90-399 

A 

B206 1 9024? 

0206150241 

82/06/10 

50-440 

A 

3206160324 

0206160319 

02/06/10 

90-266 

R 

B2Dj>1902SS 

0206 150295 

82/06/09 

50-309 

R 

8206160329 

0206160320 

02/06/14 

90-319 

F 

e2O&1902A3 

0206 1 5026 1 

82/09/28 

90-277 

0 

0206160328 

0206160320 

82/06/14 

50-319 

F 

B20&1 90269 

0206150264 

82/09/24 

50-204 

R 

8206160333 

0206160330 

02/06/14 

90-313 

F 

02061 90267 

0206 1 5026 1 

82/09/28 

90-277 

C 

8206160335 

9206160330 

82/06/14 

90-313 

F 

B2061 90271 

0206 1 50269 

82/06/07 

50-440 

E 

8206160338 

0206160330 

02/06/14 

50-313 

F 

0206190272 

0206150270 

82/09/27 

50-920 

0 

8206160391 

0206160340 

82/05/20 

CONTRACT 


B206 190274 

0206190269 

82/06/07 

50-440 

A 

8206160377 

0206160366 

82/06/16 

50-369 

F 

0206190270 

0206150279 

82/06/10 

50-263 

R 

8206160307 

0206160366 

02/06/16 

90-369 

F 

8206190281 

0206150279 

82/06/10 

50-312 

R 

8206160419 

0206160415 

02/06/07 

90-461 

A 

02061 90290 

0206150204 

82/06/09 

50-409 

R 

8206160424 

0206 1604 15 

02/06/07 

90-46 1 

A 

0206190291 

0206150206 

82/09/27 

0A999 


0206160420 

0206160419 

02/06/07 

90-46 1 

A 

02061 90292 

0206150203 

82/06/10 

50-234 

0 

8206160435 

8206160419 

02/06/07 

90-461 

A 

B2D6 1 90293 

0206150209 

82/06/08 

50-301 

fi 

8206160402 

8206160470 

02/06/02 

90-309 

P 

B206 1 90296 

02061 90294 

82/09/20 

50-387 

0 

8206160407 

8206160486 

02/04/20 

71-9074 


8206190300 

0206190206 

82/09/27 

OA999 


8206160409 

8206160470 

02/06/02 

90-309 

P 

8206 1 90304 

6206190294 

82/09/20 

50-387 

Q 

8206160491 

0206 160486 

02/04/20 

71-9874 


8206190313 

6206190310 

82/06/01 

50-10 

R 

0206160492 

0206160470 

82/06/02 

90-305 

P 

0206190314 

0206190309 

82/06/10 

50-331 

P 

0206160494 

0206160493 

82/01/19 

40-8300 


0206190310 

BS06 190319 

82/09/27 

50-397 

Q 

8206160495 

0206160493 

02/01/19 

40-3380 


8206190320 

0206190316 

82/06/03 

50-341 

A 

8206160496 

8206160493 

02/01/19 

40-0380 


8206190323 

02061 9032 1 

82/06/09 

50-409 

P 

8206160490 

0206160497 

02/09/03 

40-1341 


8206190326 

0206190329 

82/06/07 

50-312 

0 

0206170012 

0206170011 

02/05/19 

50-309 

P 

8206150327 

0206190324 

82/09/20 

40-B9B4 


8206170020 

0206170027 

02/06/06 

90-318 

8 

8206190331 

0206190329 

82/06/09 

50-261 

P 

8206170041 

0206170038 

82/06/19 

90-307 

A 

8206190343 

0206190339 

82/06/07 

50-267 

R 

0206170047 

0206170044 

82/06/11 

40-021 1 


8206190349 

0206190349 

82/06/09 

50-369 

P 

8206170056 

0206170053 

82/06/09 

90-244 

a 

8206190397 

0206190390 

82/06/10 

50-461 

Q 

8206170095 

8206170092 

02/06/01 

90-440 

0 

8206 1 90367 

0206190363 

82/06/03 

50-344 

Q 

0206170101 

8206170099 

02/06/07 

90-219 

a 

0206190443 

0206190442 

82/06/11 

50-277 

F 

8206170109 

0206170093 

02/06/14 

50-312 

0 

0206190447 

0206190449 

82/06/03 

50-309 

S 

82061 70U0 

0206170107 

02/09/26 

50-311 

0 

0206190440 

0206190444 

82/06/11 

50-390 

F 

6206170111 

0206170107 

02/05/26 

50-311 

a 

0206 190449 

0206150444 

82/06/ tl 

50-390 

F 

8206170110 

0206170115 

02/06/11 

90-399 

K 

8206190494 

0206190493 

82/06/08 

50-315 

P 

8206170121 

0206170116 

82/06/01 

90-341 

a 

8206190460 

8206150498 

82/09/07 

50-249 

P 

8206170126 

0206170123 

82/05/24 

90-247 

0 

8206160009 

0206160007 

82/06/03 

50-483 

A 

8206170136 

02061^0133 

02/06/15 

90-928 

A 

8206160026 

0206160022 

02/06/01 

WASTE MOT 

8206170145 

0206170138 

02/06/09 

90-409 

a 

8206160029 

6206160022 

02/06/01 

WASTE MOT 

8206170146 

B206170142 

02/06/11 

90-461 

T 

8206160006 

6206160022 

02/06/Ot 

WASTE HOT 

B20A170149 

0206170142 

02/06/11 

50-461 

T 

0206160040 

0206160022 

02/06/01 

WASTE MOT 

0206170152 

0206170142 

02/06/11 

90-461 

T 

8206160041 

0206160022 

82/06/01 

WASTE MOT 

8206170193 

0206170148 

02/06/00 

90-373 

8 

02061 60O4S 

0206190442 

B2/06/11 

50-277 

F 

8206170194 

0206170190 

82/06/09 

90-537 

0 

8206160044 

0206160022 

82/06/01 

WASTE MOT 

0206170159 

0206170142 

02/06/11 

90-461 

T 

8206 160099 

0206160090 

82/06/04 

90-291 

P 

8206170190 

0206170142 

02/06/11 

90-461 

T 

8206160096 

0206160092 

82/06/11 

90-3B2 

0 

8206170161 

0206170142 

02/06/11 

50-461 

T 

3206160060 

0206160090 

82/06/04 

90-291 

P 

0206170164 

0206170142 

82/06/11 

90-461 

T 

8206 160069 

0206160090 

02/06/04 

90-291 

P 

8206170160 

0206170142 

82/06/11 

90-461 

T 

8206160068 

0206160064 

02/06/11 

90-937 

0 

8206170174 

0206170165 

02/06/01 

90-265 

S 

8206 160079 

0206160070 

82/06/01 

WASTE MOT 

8206170177 

0206170172 

02/06/10 

90-373 

8 

8206 1 60000 

0206160070 

82/06/01 

WASTE MOT 

8206170170 

0206170176 

02/06/04 

90-S6? 

P 

0206160119 

0206160110 

82/06/14 

90-247 

o 

8206170101 

0206170180 

02/06/11 

50-334 

P 

0206160123 

8206160117 

82/06/ 1 4 

90-327 

p 

8206170102 

8206170171 

02/06/11 

50-413 

K 

8206160129 

02061601 IB 

82/06/09 

90-423 

A 

8206170104 

0206170180 

02/06/11 

50-334 

P 

8206160130 

0206160118 

02/06/09 

90-423 

A 

8206170186 

820617O1B9 

02/06/04 

50-254 

0 

0206160134 

0206160118 

02/06/09 

90-423 

A 

8206170199 

0206170192 

02/06/01 

50-254 

R 

8206160136 

0206160139 

82/06/11 

90-395 

A 

82061 70200 

0206170109 

82/06/02 

50-305 

Q 

8206160144 

0206160137 

82/06/09 

90-279 

R 

82061 7020S 

0206170197 

82/06/14 

50-322 

T 

8206160148 

0206160143 

82/06/11 

TOPREP 


8206170204 

0206170199 

02/06/02 

90-373 

0 

0206160191 

0206160146 

82/06/14 

90-319 

F 

0206170209 

0206170201 

62/06/14 

50-373 

P 

0206160196 

0206160146 

82/06/14 

50-319 

F 

0206170206 

8206170197 

02/06/14 

90-322 

T 

8206160169 

82061:60160 

82/06/14 

90-3 

F 

0206170214 

8206170212 

02/09/24 

90-322 

0 

8S061 60172 

0206160160 

82/06/14 

90-3 

F 

0206170219 

8206170212 

02/09/24 

90-322 

Q 

8206160104 

0206160102 

82/06/11 

90-261 

0 

0206170220 

0206170213 

82/06/19 

90-520 

0 

8206160193 

0206160190 

02/06/ n 

90-279 

R 

0206170225 

0206170216 

02/06/02 

50-373 

8 

0206 160211 

6206160209 

82/06/14 

90-290 

F 

8206170226 

0206170222 

02/06/11 

50-316 

8 

8206160218 

0206160209 

02/06/14 

90-290 

F 

8206170226 

8206170213 

02/06/15 

90-928 

0 

82061 60234 

0206160228 

92/06/14 

90-209 

F 

0206170230 

8206170227 

0S/Q6/OG 

50-193 

0 

82061 60Z36 

8206160222 

02/06/07 

50-10 

P 

8206170233 

8206170222 

02/06/11 

90-316 

8 

8206160241 

0206160228 

82/06/14 

90-289 

F 

0206170240 

8206170236 

82/06/00 

90-247 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Acceesic3N number 



PRINCIPAL 

DATE 

SUBJECT 


enclosure 

DOCUMENT 

1B8UED 

CATEGORY 

8206170a»43 

8206170236 

82/06/00 

50-247 

Q 

0206170244 

8206170230 

82/06/14 

50-322 

T 

8206170245 

0206170241 

02/05/26 

50-410 

Q 

8206170247 

8206170242 

82/06/10 

50-373 

8 

8206170252 

8206170248 

B2/06/07 

50-409 

P 

8206170257 

8206170250 

82/06/09 

50-247 

Q 

8206170262 

0206170250 

02/06/09 

50-247 

Q 

8206170272 

0206170162 

82/06/04 

50-247 

Q 

8206170274 

0206170269 

82/06/14 

TOPREP 


82061 70278 

0206170259 

82/05/24 

50-317 

0 

8206170200 

0206170282 

82/06/11 

50-315 

8 

0206170289 

8206170281 

82/06/11 

50-275 

<1 

0206170290 

8206170259 

82/05/24 

50-317 

Q 

8206170303 

020617029? 

92/06/09 

50-275 

P 

0206170307 

0206170301 

02/06/1 1 

50-305 

0 

S206 170308 

0206170301 

82/06/11 

50-305 

8 

8206170310 

0206170306 

82/06/10 

50-334 

P 

0^206170314 

3206170301 

83/06/11 

50-305 

B 

0206170315 

0206170306 

82/06/10 

50-334 

P 

^6170317 

8206170312 

02/06/09 

50-315 

8 

0206170322 

0206170318 

83/05/18 

TOPREP 


0206170323 

8206170313 

82/06/09 

50-315 

8 

B206 170324 

8206170319 

02/06/02 

50-244 

P 

0206170327 

8206170319 

02/06/02 

50-244 

P 

8306170332 

0206170328 

02/05/36 

50-443 

Q 

0306170333 

8 206170326 

02/06/14 

50-267 

F 

8206170340 

0 206170328 

02/05/26 

50-443 

O 

3206170352 

8206170345 

82/06/02 

50-373 

8 

0206170353 

8206170351 

02/05/24 

50-280 

P 

0206170357 

0 206170346 

82/06/10 

50-331 

0 

0206170363 

8206170355 

02/06/03 

50-265 

8 

9206170366 

8206170308 

83/06/02 

50-373 

S 

0206170369 

8206170361 

82/06/11 

50-213 

0 

8206170370 

8 206170367 

02/06/11 

50-321 

P 

0206170417 

8206170412 

02/06/16 

50-275 

Q 

8206170418 

8 206170412 

02/06/16 

50-275 

0 

8206170421 

6206170412 

02/06/16 

50-275 

0 

8206180007 

8206180006 

82/06/14 

50-209 

R 

8206180008 

B2D61B0D05 

02/06/03 

50-201 

P 

8206180014 

8206100011 

02/06/10 

50-344 

P 

020618001? 

8206100011 

02/06/10 

50-344 

P 

0206180028 

8206100023 

02/06/07 

50-200 

0 

0206180002 

8 206290042 

82/05/20 

msc 


0206130005 

8206180023 

82/06/07 

50-280 

Q 


eS061B0037 e206 180034 82/00/ IB CONTRACT 

6206180038 6806300176 02/06/83 TOPREP 

6206180080 6206180078 82/06/09 S0-«77 R 

8806180088 0806180084 82/06/16 50-329 A 

B8O61BO095 0805100313 82/04/30 50-490 A 

0306180100 0805100313 02/04/30 50-490 A 

0206180153 8206180120 82/06/11 50-SV5 R 

0306180171 8806100163 02/06/15 50-247 0 

0306180101 8206180170 02/06/11 50-321 P 

0306180106 8206160183 B2/0S/26 50-359 F 

0206100189 B806 180183 82/05/26 50-358 F 

0806180193 0806100188 82/06/14 50-322 T 

0806180194 8806100190 82/06/16 00-445 O 

0806180196 8206100198 02/06/11 50-275 R 

0806180199 B206180190 02/06/16 50-445 0 

0806180210 8206180202 02/06/16 50-520 T 

0)206180221 8206180211 82/06/14 50-247 0 

08061803514 8206100216 02/06/11 50-361 0 

8206180230 8206100211 02/06/14 50-247 0 

8806100243 0206100211 02/06/14 50-247 0 

0206100247 8206100236 02/06/10 50-416 Q 

3806100250 8206180239 B2/05/06 50-4 9B A 

3806180251 0206100248 82/06/02 50-313 F 

3206180259 8206100242 02/06/02 50-313 V 

3806100269 8206180262 02/06/15 50-247 0 

3806180800 8206180272 02/06/15 50-400 0 

0806180202 8206180271 82/05/27 50-220 F 

02061 80086 8206100285 82/05/26 50-409 F 

0806180088 8206180287 02/05/26 50-282 F 

0206180889 0206180272 82/06/15 50-400 0 

0206180292 0206180272 82/06/15 50-400 O 

0206180293 0206100290 02/05/26 50-244 F 

8206100295 8206100272 82/06/15 50-400 0 

8206180300 0206100297 02/05/26 50-10 F 

0206100302 0206100272 02/06/15 50-400 0 

0206100311 0206100310 02/06/16 50-361 P 


ACCEB8I0N 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCU/iENT 

I 3SUED 

CAT8C0RY 

0206100315 

3206160300 

82/06/10 

90-398 

A 

0206100317 

8206160314 

82/06/15 

90-320 

F 

8206100319 

0206160272 

82/06/15 

90-400 

G> 

8206100333 

0206160327 

82/06/01 

40-8697 


8206190335 

B 206 160323 

82/06/09 

50-33 1 

P 

8206190337 

0206160323 

82/06/09 

50-33 1 

P 

8206190344 

0206180342 

82/06/16 

50-289 

Q> 

8206190399 

0206180324 

82/09/21 

40-6632 


8206180412 

9206160400 

82/06/03 

JCPORTLIC 


0206210010 

9206210015 

02/06/09 

50-254 

P 

9206210021 

9206210015 

82/06/09 

50-254 

P 

9206210023 

0206210015 

82/06/09 

50-254 

P 

8206210025 

0 206210015 

92/06/09 

50-254 

P 

8206210033 

0206210030 

02/06/09 

50-220 

P 

02062 1O0Q5 

0206210030 

82/06/09 

50-220 

P 

020621-0036 

9206210032 

92/06/1 1 

50-280 

0 

0206210038 

8206210031 

02/05/17 

50-320 

P 

0206210039 

8206210031 

82/05/17 

50-320 

P 

9206210042 

6206210031 

02/09/17 

50-320 

P 

6206210048 

0206210032 

82/06/11 

90-280 

3 

6206210044 

6206210041 

02/06/09 

SO-331 

P 

6206210048 

0206210047 

02/06/17 

50-20? 

0 

0206210051 

6 206210047 

82/06/17 

50-209 

0 

6206210052 

02062 10045 

82/06/19 

CONTRACT 


0206210054 

6206210041 

82/06/09 

50-331 

P 

0206210056 

6206210093 

82/06/1 S 

50-302 

8 

6206210063 

6206210059 

82/06/04 

50-36? 

8 

0206210077 

6206210072 

62/06/19 

50-26? 

n 

0206210097 

8306210002 

82/06/11 

90-334 

Q 

0206210091 

6306210095 

02/06/03 

90-24? 

0 

6206210095 

8306210093 

82/09/36 

50-313 

Q 

0206210101 

6306210097 

82/06/19 

90-302 

jk 

6206210108 

8206210103 

93/06/03 

50-290 

0 

620621010? 

6306210107 

82/06/19 

50-301 

8 

8206210127 

8206210110 

92/06/17 

90-295 

P 

6206210131 

8206310119 

02/06/03 

50-381 

3 

6206210138 

8206210110 

02/06/17 

50-295 

P 

6206210141 

0306210134 

82/06/03 

50-209 

8 

6206210149 

0306310110 

92/06/17 

50-299 

P 

6206210151 

0206210145 

02/06/14 

50-31 9 

8 

8206210157 

9206310152 

82/06/11 

50-348 

8 

8206210160 

8206210154 

82/06/07 

50-279 

8 

B2062 10166 

9206310152 

82/06/11 

50-348 

8 

92062 to 16B 

9206310164 

82/06/11 

50-361 

8 

8206210179 

0206310152 

02/06/1 1 

50-340 

& 

8206210184 

03D621O1BO 

82/09/27 

90-209 

Q 

9206210189 

02062 101 BO 

82/09/27 

90-209 


8206210197 

0306310194 

82/06/14 

90-813 

R 

8206210199 

0206210190 

82/06/15 

90-293 

Q 

9206210202 

0SO62IO196 

62/06/00 

50-280 

0 

8206210204 

0206210201 

82/06/19 

90-36? 

R 

B2062 10200 

03O621OL96 

82/06/00 

50-20 D 

8 

9206210214 

0206210196 

92/06/00 

90-2 BO 

3 

9206210220 

0206210196 

82/06/00 

50-200 

3 

9206210233 

02062 1 0328 

02/06/09 

90-325 

B 

9206210254 

9206210240 

02/06/03 

90-366 

S 

B2062 10270 

0206210265 

02/06/ t 1 

90-397 

A 

9206210279 

32Q62 10270 

82/06/14 

90-331 

R 

8206210290 

0206210265 

B2/04/02 

90-330 

B 

B2062 10292 

9206210207 

03/09/26 

50-285 

Q 

8206210301 

0206210297 

G2/Q6/0a 

50-219 

8 

9206210300 

0806210306 

83/06/11 

50-336 

S 

9205210307 

8204310307 

82/06/00 

30-259 

8 

9206210310 

B 20 63 10305 

82/06/ 111 

50-290 

8 

8206210312 

0206310311 

02/06/11 

50-330 

8 

0206210314 

0206210313 

83/06/10 

40-0492 

0206210320 

0306210310 

82/06/00 

90-493 

0 

8206210334 

0206210329 

82/06/11 

95-320 

8 

0206210336 

8206210330 

83/06/11 

55-32* 

n 


0206210357 0206210350 82/06/09 

8206210363 8206210356 82/06/15 
8206210364 6206210359 82/06/08 
8206210366 0206210356 82/06/15 
0206210373 8206210361 82/06/10 
0206210374 0206210371 82/06/14 

8206210304 0206210377 82/06/15 
820621 0305 0206210376 82/06/07 
8206210308 8206210382 82/06 /Q-7 
8206210390 8206210377 82/06/15 
8206210393 0206210380 02/06/10 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS rON 

eNcuasuRE 

W UMBER 

PRINCIPAL 

DOCUMEMt 

DATE 

lesoeo 

SUBJECT 

CATEGORY 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

I80UED 

SUBJECT 

CATEOORY 

S204>2 10398 

8206210395 

02/06/15 

90-6 

R 

8206220123 

8206220120 

62/06/14 

90-202 

P 

82062104111 

8206210403 

02/06/07 

50-272 

S 

8206220129 

0206220129 

82/06/07 

50-295 

© 

8206210413 

6206210407 

02/06/00 

50-366 

a 

8206220133 

8206220130 

82/06/03 

71-454 


8206210417 

8206210410 

02/06/11 

90-32© 

a 

8206220139 

0206220139 

62/06/04 

50-344 

0 

8206210420 

8206210416 

02/06/03 

50-496 

0 

8206220149 

02Q622O14O 

82/05/26 

WASTE MOT 

8206210430 

0206210424 

82/06/19 

40-8610 


8206220146 

0206220136 

82/06/15 

90-254 

Q 

8206210441 

0206210433 

82/06/14 

50-339 

A 

©206220154 

02062201 46 

82/06/16 

50-302 

0 

0206210445 

0206210440 

02/06/14 

SO-*©?© 

A 

8206220161 

6206220157 

82/06/16 

50-247 

F 

8206210449 

02062 1043? 

82/06/09 

50-324 

8 

8206220166 

9206220164 

82/05/26 

50-298 

P 

0206210457 

0206210455 

82/06/10 

30-290 

p 

8206220169 

9206220163 

62/06/07 

50-249 

S 

8206210460 

8206210444 

82/06/07 

50-272 

8 

8206220169 

0206220159 

©2/06/09 

50-522 

B 

8206210466 

8206210463 

02/06/14 

50-327 

5 

B206220173 

9206220162 

62/06/16 

50-277 

P 

8206210467 

B2D6210462 

©2/06/16 

50-387 

A 

8206220179 

B206220162 

82/06/16 

50-277 

P 

8206210468 

8206210461 

02/05/24 

50-498 

Q 

8206220181 

8206220176 

02/09/24 

40-8743 


B2062 10470 

8206210448 

82/06/03 

30-321 

8 

8206220183 

8206220172 

©2/06/16 

90-373 

B 

B2062 10473 

0206210462 

82/06/16 

50-387 

A 

©206220184 

0206220177 

02/06/10 

50-334 

F 

8206210478 

62062 1 0472 

02/05/24 

40-8999 


8206220189 

6206220192 

62/06/09 

50-311 

8 

6206210480 

8206210462 

82/06/16 

50-387 

A 

©206220192 

8206220108 

82/06/16 

50-219 

0 

8206210483 

8206210474 

82/06/11 

PR 


8206220194 

9206220190 

S2/O6/10 

50-317 

e 

820621046? 

8206210479 

02/06/09 

30-324 

8 

©206220200 

9206220193 

©2/06/11 

50-346 

8 

8206210490 

8206210482 

02/06/ H 

30-461 

0 

0206220203 

9206220198 

02/06/07 

50-460 

Q 

6206210492 

0206210481 

02/06/1 1 

50-333 

0 

8206220208 

6206220202 

02/06/14 

90-400 

A 

6206210494 

8206210407 

©2/06/04 

50-366 

0 

0206220211 

6206220198 

02/06/07 

50-460 

0 

620621 Q495 

8206210474 

B2/06/11 

PR 


8206220212 

8206220210 

02/06/16 

50-454 

K 

6206210496 

8206210400 

©2/06/ 1 1 

30-339 

8 

6206220214 

6206220202 

02/06/14 

50-400 

A 

6206210497 

02O6S 10402 

©2/06/ 11 

90-461 

0 

0206220223 

8206220217 

02/06/04 

50-361 

a 

8206210500 

8206210474 

82/06/11 

PR 


0206220226 

8206220222 

82/05/27 

50-269 

Q 

8206210506 

8206210482 

82/06/11 

90-461 

B 

0206220230 

6206220229 

02/06/09 

90-324 

Q 

6206210507 

8206210493 

82/06/14 

90-309 

P 

8206220232 

8206220224 

82/06/0© 

50-319 

a 

6206210510 

©206210474 

82/06/11 

Pfl 


9206220Z36 

8206220225 

92/06/09 

90-324 

Q 

6206210511 

8sa62lCS04 

02/06/14 

90-50© 

8 

8206220S39 

6206220233 

©2/06/19 

50-305 

8 

8206210512 

8206S1050I 

82/06/15 

90-317 

Q 

6206220240 

6206220237 

62/06/10 

90-424 

Q 

8206210517 

8206210474 

02/06/11 

PR 


9206220242 

6206220229 

02/06/09 

50-324 

a 

8206210922 

8206210474 

©2/06/11 

PR 


8206220243 

8206220237 

©2/06/10 

90-424 

0 

6206210523 

8206210513 

02/06/04 

50-202 

Q 

8206220249 

6206220225 

82/06/09 

90-324 

0 

6206210526 

0206210518 

03/06/16 

90-324 

P 

8206220246 

0206220237 

82/06/10 

50-424 

a 

6206210500 

0206210520 

©2/06/15 

30-324 

a 

8206220290 

0206220237 

82/06/10 

50-424 

0 

8206210535 

0206210519 

©2/06/00 

30-302 

3 

6206220292 

0206220225 

©2/06/09 

50-324 

0 

8206210536 

8 20621 0524 

83/06/15 

90-302 

P 

6206220294 

0206220237 

©2/06/10 

50-424 

Q 

620621 0548 

©206210937 

82/06/15 

50-329 

8 

8206220258 

0206220248 

©2/09/26 

50-424 

Q 

8206210956 

8206210543 

82/06/14 

30-317 

R 

8206220263 

0206220296 

©2/06/17 

90-461 

E 

8206210561 

820621 0555 

92/06/10 

30-259 

a 

8206220264 

9206220260 

©2/06/04 

50-320 

Q 

8206210562 

8206210543 

©2/06/14 

50-317 

R 

8206220266 

8206220261 

©2/06/04 

50-334 

© 

8206210572 

8206210563 

82/06/17 

90-937 

A 

8206220279 

6206220266 

©2/06/17 

50-498 

A 

8206210973 

8206210842 

©2/06/03 

90-321 

8 

9206220277 

8206220271 

©8/06/08 

90-313 

B 

8206210579 

0206210570 

©2/06/17 

90-387 

0 

6206220276 

8206220266 

82/06/17 

90-49© 

A 

8206210582 

0206210563 

82/06/17 

50-937 

A 

8206220207 

6206220263 

82/06/10 

90-289 

R 

6206210507 

©206210974 

82/05/ 14 

50-237 

S 

9206220289 

8206220304 

82/06/19 

50-267 

6 

0206210594 

82062 1 0588 

82/06/14 

90-247 

0 

8206220297 

6206280294 

©2/06/19 

90-267 

8 

8206210595 

8206210563 

©2/06/17 

90-537 

A 

6206220290 

6206280205 

©2/06/14 

50-409 

a 

B2062 10996 

8206210585 

©2/06/16 

90-373 

B 

8206220300 

6206280295 

02/06/15 

90-259 

8 

8206210598 

8206210590 

82/06/14 

50-329 

A 

8206220301 

6206220296 

©2/06/11 

50-373 

8 

8206210602 

8206210991 

82/06/14 

50-260 

© 

6206220X9 

6206220306 

02/06/04 

50-293 

© 

8206210603 

8206210563 

02/06/17 

50-537 

A 

6206220310 

8206220200 

©2/06/16 

90-331 

8 

8206210600 

0206210599 

02/06/11 

90-339 

S 

620622031 1 

6206220304 

02/05/2© 

90-339 

a 

10206210618 

8206210612 

©2/06/17 

50-443 

A 

8206220313 

6206220312 

02/06/16 

90-200 

Q 

8206210628 

0206210613 

©2/06/03 

06999 


0206220317 

6206280316 

82/06/16 

50-271 

Q 

0206210629 

0206 21 0550 

02/06/01 

50‘-366 

B 

0206220326 

8206220321 

02/06/02 

90-344 

Q 

0206210632 

©2062 1 0630 

02/06/14 

MVREO 


0206220329 

6206220324 

02/05/2© 

50-322 

G 

0206210638 

8206210633 

©2/06/11 

50-213 

F 

0206220331 

6206220389 

©2/06/07 

90-245 

© 

6206210644 

8206210633 

©3/06/11 

50-213 

P 

0206220339 

6206280307 

©2/06/14 

50-266 

P 

8206210650 

8206210643 

82/06/19 

90-330 

© 

8206220342 

6206220339 

©2/06/19 

90-250 

B 

8206210660 

0206210655 

02/06/04 

90-321 

6 

0206220347 

6206220320 

©2/06/08 

50-307 

Q 

8206220032 

8206220027 

82/05/26 

WASTE MOT 

8206220349 

©206220341 

©2/05/28 

50-309 

8 

9206220041 

0206220037 

©2/09/21 

40-6706 


©206220354 

6206220344 

82/06/15 

50-325 

8 

62062C0052 

0206220046 

©2/05/21 

40-0714 


0206220396 

6206220390 

©2/06/09 

50-321 

a 

0206220053 

0206220045 

©2/06/09 

70-1143 


8206280399 

6206220345 

©2/06/07 

50-508 

a 

B206220098 

8206220045 

©2/06/09 

70-1143 


B2062203&0 

6206220393 

02/06/15 

90-304 

© 

8206220060 

©206220055 

62/06/04 

90-299 

K 

8206280361 

8206220350 

02/06/09 

90-321 

0 

8206220064 

0206220085 

82/06/04 

90-299 

X 

0206220367 

0206820350 

©2/06/09 

90-321 

0 

6206220067 

0206220061 

82/05/25 

90-400 

a 

B2D6220370 

0206220362 

©2/06/1© 

90-344 

0 

8206220075 

8206220071 

©2/03/24 

90-324 

Q 

©206220371 

0206220366 

©2/06/07 

90-928 

0 

8206220076 

02O62SOO73 

02/09/24 

90-416 

a 

0206220372 

0206220390 

82/06/0? 

90-321 

Q 

6206220077 

8206220074 

©2/06/16 

90-361 

0 

©206220373 

0206220360 

©2/06/11 

50-271 

8 

6206220083 

8206220078 

82/05/21 

90-324 

0 

8206220375 

0206220359 

82/06/09 

50-272 

8 

8206220090 

8206220005 

©2/06/15 

30-470 

A 

6206220378 

8206220369 

82/06/14 

50-335 

8 

820A220097 

0206220093 

©2/05/20 

40-1 162 


8206220360 

8206220374 

62/06/04 

90-29 

0 

8206220096 

8206220094 

Bj?/06/O9 

50-311 

8 

820622D3B2 

6206220379 

©2/06/10 

90-29 

F 

8206220102 

0206220100 

82/09/20 

40-2259 


8206220384 

8206220374 

82/06/04 

50-29 

0 

6206220109 

0206220105 

82/09/26 

40-0102 


6206220386 

6206220376 

©2/06/11 

90-219 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEGGION 

NUMBER 




ACCESSION 

NUMBER 



ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEOOR Y 

820^220399 
a20A2207?a 
0206220399 
020622040 1 
^206220404 

8206220387 

3206320309 

8806320389 

G 206320394 
8206220393 

83/06/09 
82/06/ 1 1 
63/06/16 
02/06/08 
83/06/03 

90-272 

50-29 

50-329 

50-416 

30-277 

S 

8 

S 

0 

0 

6206220969 

8206220973 

B206220978 

8206220381 

8206220904 

0206220547 

0206220567 

02 06220 547 
0206220576 
0206220502 

02/07/03 

82/06/10 

82/07/03 

02/05/24 

02/06/17 

50-111 Q 
50-310 B 
50-111 Q 
50-335 Q 
50-361 Q 

8306220406 

0306320407 

G206320408 

0306320409 

0306320415 

0306230402 

8206220405 

8206220400 

8206220394 

0206320394 

83/06/16 

63/06/11 

83/06/11 

82/06/08 

63/06/08 

50-303 

70-143 

50-271 

30-416 

50-416 

p 

8 

0 

0 

6206220993 

8206220600 

0206220620 

8206230018 

8206230023 

9206220588 

0206220590 

0206220627 

0206230014 

8206230007 

02/06/15 

82/05/21 

82/04/00 

82/06/17 

82/04/29 

50-315 S 

71-9165 
50-329 A 

90-277 F 

FDIA 

0306320416 
0206320410 
8306320454 
B306S 20435 
8306220436 

G 2063204 13 

G 2062204 10 
0206220394 

G 2063204 10 
8206220421 

02/06/15 

82/06/14 

82/06/08 

82/06/14 

02/06/08 

30-247 

50-280 

90-416 

50-280 

30-400 

R 

8 

Q 

S 

Q 

8206230026 

6206230029 

8206230032 

8206230033 

6206230039 

0206230007 

B206230007 

0206230021 

B206230030 

B206230007 

02/04/29 

82/04/29 

82/06/17 

82/05/14 

82/04/29 

FDIA 

FOIA 

90-10 F 

NUREO 

FDIA 

8306320430 

0306320431 

8206320432 

8306220434 

0306320435 

B206220431 

8206320410 

G306220420 

G2063S0432 

8206220431 

82/06/08 

82/06/14 

82/06/16 

83/06/00 

02/06/08 

30-400 

50-280 

30-328 

30-271 

50-400 

Q 

8 

S 

Q 

0 

0206230037 

0206230038 

8206230041 

8206230042 

0206230044 

6206230031 

0206230007 

8206230007 

0206230007 

0206230007 

82/06/17 

82/04/29 

82/04/29 

82/04/29 

82/04/29 

50-10 F 

FDIA 

FDIA 

FDIA 

50-209 P 

0306320439 

8306320443 

8306S80444 

0306380446 

0206230453 

0206320431 

B206330436 

6206320438 

8306220442 

8206320440 

82/06/08 

02/09/23 

82/06/18 

02/09/36 

82/06/08 

50-400 

30-416 

50-387 

50-321 

50-366 

8 

Q 

K 

0 

Q 

0206230047 

8206230048 

0206230049 

6206230030 

0206230032 

B20623004S 

B206230043 

8206230046 

0206230045 

0206230007 

82/04/17 

82/04/15 

02/06/21 

02/06/17 

02/04/29 

90-315 F 
PT21 

50-440 0 
50-315 F 
FDIA 

0206320457 

0306830499 

8306220463 

8206230469 

a3O68S0'47S 

8306220448 

0206330449 

8206320453 

8 3063304 SG 
6206220454 

82/06/16 

02/06/09 

82/09/25 

62/06/03 

02/06/11 

90-286 

50-278 

30-399 

50-334 

50-249 

Q 

a 

Q 

Q 

P 

8206230099 

0206230097 

8206230099 

8206230061 

8206230062 

0206230007 

0206230007 

0206230093 

0206230058 

0206230053 

02/04/29 

02/04/29 

02/06/21 

02/06/14 

82/06/21 

FDIA 

FOIA 

90-332 0 

90-409 P 

50-322 O 

0306880473 

8306330479 

0306380476 

0206330478 

8306330479 

8306320469 

0206220467 

G2063S0471 

8306320466 

8206320469 

02/06/08 

82/06/09 

82/06/16 

82/06/09 

82/06/00 

90-423 

90-324 

90-334 

90-439 

90-433 

Q 

Q 

P 

Q 

0 

8206230063 

B206230069 

8206230067 

0206230069 

8206230074 

8206230060 

0206230007 

0206230053 

0206330007 

0206230007 

02/06/02 

82/04/29 

82/06/21 

82/04/29 

82/04/29 

XPORTLIC 

foia 

50-322 A 

FOIA 

FOIA 

0306330400 

0306820484 

0306230486 

0306330488 

8306830489 

8206320470 

8206330466 

8206320467 

8206330466 

8206230483 

83/09/21 

82/06/09 

82/06/09 

82/06/09 

82/09/36 

90-399 

90-438 

50-324 

90-438 

50-361 

0 

Q 

0 

Q 

Q 

0206230078 

8206230061 

8206230062 

820623O0G3 

3206230006 

9206230007 

0206230007 

8206230007 

9206230079 

B5H>6a30007 

92/04/29 

02/04/39 

02/04/29 

02/06/16 

82/04/29 

FDIA 

FOIA 

FOIA 

50-290 P 

FOIA 

8306330493 

8206880499 

8206380496 

8206280497 

8206830498 

8206330467 

6206220474 

8206820466 

8206330487 

8206230467 

82/06/09 

02/06/09 

68/06/09 

82/06/16 

83/06/09 

90-324 

30-313 

50-430 

50-293 

30-324 

Q 

6 

Q 

0 

0 

8206230069 

8206230093 

0206230094 

8206230096 

8206230103 

0206230087 

0206230007 

0206230007 

0206230007 

0206230090 

02/06/15 
92/04/29 
02/04/29 
92/04/29 
92/06/2 1 

7 1 -6722 

FQIA 

FOIA 

FOIA 

TO PREP 

0306830499 

8206320905 

B306330908 

8306330912 

8206820614 

8206220490 

8306330901 

8206230467 

8306320907 

8206320504 

82/09/26 

82/06/09 

82/06/09 

82/09/27 

83/09/13 

50-416 

90-311 

90-324 

90-322 

90-219 

0 

8 

0 

Q 

P 

8206230104 

8206230111 

8206230112 

0206230117 

8206230122 

B 20623 0095 

B 20623 01 07 
0206230108 
B2Q6230007 
8206230007 

92/06/15 

02/06/11 

92/06/09 

92/04/29 

92/04/29 

71-473 
90-334 8 

90-3J 1 8 

FOIA 

FQIA 

8306220610 

8306830560 

8306280368 

8306880583 

8306230624 

8206220507 

8206220511 

8206330510 

6206320515 

6306320517 

82/09/37 

82/06/11 

83/06/09 

82/06/11 

63/06/11 

90-322 

90-271 

90-324 

90-302 

50-399 

Q 

P 

0 

0 

Q 

8206230124 

8206230126 

0206230129 

8206230132 

0206230134 

0206230007 

0206230120 

0206230121 

8206230007 

8206230007 

02/04/29 

02/06/11 

02/06/14 

C2/04/29 

82/04/29 

FOIA 

5-0-318 8 

90-219 S 

FOIA 

FOIA 

0306880587 

B2O62S0S29 

8306380630 

0206220631 

8306230582 

8206320515 

8206330910 

8206320521 

8206230917 

8206320529 

62/06/11 

62/06/09 

83/06/11 

83/06/11 

02/06/03 

30-302 

50-324 

50-333 

90-395 

30-261 

0 

0 

8 

Q 

0 

6206230130 

0206230141 

0206230143 

0206230144 

6206230145 

8206230007 

8206230007 

0206230007 

0206230137 

8206230007 

82/04/29 

B2/04/29 

02/04/29 

02/06/15 

02/04/29 

FDIA 

FDIA 

FDIA 

90-155 0 

FOIA 

8206220503 

8206230539 

8306280536 

8206320638 

8206230539 

8206330528 

6306320919 

6306320910 

8206230926 

G206320917 

82/06/19 

02/06/11 

83/06/09 

02/06/07 

82/06/11 

50-302 

90-302 

90-324 

90-289 

30-399 

A 

0 

Q 

Q 

Q 

6206230147 

6206230150 

6206230193 

8206230194 

8206230196 

8206230140 

0206230137 

0206230191 

^206230137 

e206230l37 

92/06/16 

82/06/15 

02/09/24 

02/06/15 

02/06/15 

90-272 F 

90-199 Q 

40-8601 
90-155 0 

90- 1 95 0 

0306280540 

8206220542 

8206820546 

0206820546 

0206220540 

02O63SOSS9 

8206320910 

8306330929 

82D6320917 

6206220910 

82/06/03 

83/06/09 

82/06/03 

02/06/11 

82/06/09 

50-261 

30-324 

90-261 

90-399 

50-324 

0 

Q 

0 

0 

Q 

6206230136 

8206230160 

6206230161 

0206230162 

8206230164 

B2062 30007 
S 2062 30007 
B2062'301 99 
B206?30195 
0206^301 99 

02/04/29 

92/04/2? 

02/06/10 

02/06/21 

02/06/21 

FOIA 

FOIA 
71-6400 
90-920 Q 

90-920 0 

8206220549 
020623055 1 
8306220552 
B3O63205S3 
8206320556 

0 2063205 IS 
6206830925 
8206330934 

8 306320937 
8306330990 

B2/d6/l 1 
88/06/03 
82/06/0? 
02/06/17 
82/06/07 

50-302 

50-261 

90-272 

90-329 

50-237 

Q 

0 

8 

A 

0 

8206230165 

0206230166 

8206230169 

0206230173 

6206230179 

8206230007 
B206a 30007 
0206330166 
8 206230007 
8206230176 

02/04/29 

02/04/29 

82/06/17 

82/04/29 

02/06/09 

FOIA 

FOIA 

90-247 0 

FOIA 

90-290 P 

8206320506 
B306S 30598 
SS06S 20599 
8206320963 
8306320964 

0206320947 

8206330910 

8306320547 

8306330990 

6306330960 

83/07/03 

02/06/09 

62/07/03 

82/06/07 

82/06/04 

50-111 

90-324 

90-111 

90-237 

90-317 

Q 

0 

Q 

0 

Q 

8206230182 

82062301B3 

0206230106 

8206230199 

8206230200 

0206230176 

8206230176 

0206230104 

8206230197 

0306230197 

02/06/09 
02/06/09 
92/06/21 
02/06/ IB 
02/06/10 

90-290 P 
90-290 P 
90-237 0 
90-279 P 
90-275 P 



KbPERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


accession NUR0€R accebsidn number 



PRINCIPAL 

DATE 

8UBt/ECT 



PRINCIPAL 

DATE 

SUBJECT 


EMCLQSWe 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOBURE 

DOCUMENT 

188 UEO 

CATEGORY 

B206S30209 

8206230007 

02/04/29 

FDIA 


8206240215 

8206240209 

02/06/18 

50-537 

0 

B20&S3020& 

8206230203 

82/06/ 10 

50-267 

F 

8206240235 

8206240221 

02/06/16 

50-247 

0 

8SO6S3O20B 

8206230007 

82/04/29 

FOJA 


8206240245 

8206240241 

02/06/15 

50-366 

6 

BS0^S3O2l 1 

8206830007 

82/04/29 

FOIA 


8206240252 

8206240240 

02/06/17 

50-443 

0 

aS0&S302M 

8 206230007 

82/04/29 

FOIA 


B2062402S6 

8206240254 

82/06/01 

50-322 

T 

BS062a0Sl7 

0206230007 

82/04/29 

FOIA 


B206240288 

8206240248 

82/06/17 

90-443 

0 

82C&230SSi() 

8206230007 

82/04/29 

FOIA 


820624025? 

8206240253 

02/06/21 

50-309 

P 

820A2S02S2 

8206230007 

02/04/29 

FOIA 


6206240267 

8206240262 

02/06/18 

90-315 

0 

B206230S2^ 

0206230229 

82/05/20 

71-394 


B206240272 

8206240270 

82/06/21 

90-537 

A 

820^230229 

8206230228 

82/06/ 1 4 

50-334 

S 

S2D6240273 

820624026B 

82/06/17 

50-373 

P 

B20I&230S39 

8206230232 

82/06/16 

50-267 

8 

8206240275 

8206240262 

82/06/10 

90-315 

a 

8206230236 

8206230334 

02/06/08 

71-9032 


8206240280 

8206240279 

82/06/11 

90-336 

p 

8206230230 

8206230007 

02/04/29 

FOIA 


8206240265 

8206240271 

02/06/21 

50-324 

p 

8206230240 

a2o6l?30007 

02/04/29 

FOIA 


82062402SS 

8206240271 

82/06/21 

50-324 

p 

B206230S42 

8206230007 

02/04/29 

FOIA 


0206240290 

8206240271 

82/06/21 

50-324 

F 

82062^249 

8206230007 

02/04/29 

FOIA 


0206240291 

8206240287 

82/06/11 

50-341 

0 

8206230246 

8206230007 

02/04/29 

FOIA 


0206240297 

0206240209 

82/06/15 

50-289 

P 

820623029( 

6306230007 

02/04/29 

FOIA 


0206240307 

8206240306 

82/06/15 

50-338 

8 

8206230299 

8206230007 

02/04/29 

50-361 

P 

8206240313 

8206240312 

82/06/18 

50-327 

8 

6206230261 

8206230007 

02/04/29 

50-361 

A 

0206240316 

8206240314 

82/06/18 

50-373 

Q 

0206230366 

0206230007 

02/04/29 

FOIA 


0206240317 

8206240315 

82/06/18 

50-296 

8 

8206230268 

0 306230007 

82/04/29 

FDIA 


0206240324 

8206240322 

82/06/15 

90-330 

B 

B2O6230271 

0SO623OOO7 

92/04/29 

50-286 

P 

8206240327 

8206240325 

02/06/18 

50-213 

6 

8206230309 

0206230302 

82/06/04 

CONTRACT 


8206240331 

8206240320 

82/06/17 

50-409 

8 

8206230307 

0206230299 

82/06/07 

CONTRACT 


0206240335 

8206240333 

02/06/17 

50-316 

8 

6206230326 

0206230320 

82/05/13 

CONTRACT 


8206240336 

8206240334 

82/06/18 

50-346 

8 

8206230348 

0206230343 

82/06/14 

CONTRACT 


8206240337 

8206240295 

02/06/15 

50-338 

a 

8206230337 

6206230399 

82/05/24 

70-1113 


0206240338 

8206240332 

82/06/16 

50-10 

F 

8206240011 

8206240007 

02/06/16 

CONTRACT 


8206240346 

B206240339 

02/06/15 

50-296 

8 

6206240012 

8206240009 

02/06/18 

50-255 

F 

0206240349 

8206240345 

82/06/17 

50-316 

a 

8206240015 

8206240009 

02/06/18 

50-255 

F 

B206S40350 

8206240347 

82/06/16 

50-247 

T 

6206240020 

8206240017 

82/06/16 

CONTRACT 


8206240351 

8206240347 

82/06/16 

50-247 

T 

8206240022 

8206240018 

02/06/10 

50-220 

F 

8206240353 

8206240344 

82/06/16 

50-280 

P 

8206240026 

8206240010 

82/06/18 

50-220 

F 

8206240354 

8206240347 

82/06/16 

50-247 

T 

8206240097 

8206240033 

82/06/08 

FOIA 


8206240358 

8206240347 

02/06/16 

50-247 

T 

8206240099 

8206240033 

82/06/00 

FOIA 


8206240359 

8206240347 

02/06/16 

50-247 

T 

8206240042 

8206240033 

02/06/08 

FOIA 


8206240361 

8206240355 

82/06/15 

50-339 

a 

8206240049 

B 206240 032 

82/06/10 

50-10 

F 

8206240362 

8206240347 

02/06/16 

90-247 

T 

e2062400&0 

8206240049 

82/06/11 

FOIA 


8206240367 

8206240347 

82/06/16 

90-247 

T 

8206240057 

020624D09I 

02/06/18 

50-250 

8 

0206240374 

8206240368 

82/06/15 

90-296 

9 

8206240069 

0206240061 

02/06/18 

50-409 

F 

8206240375 

8206240370 

82/06/11 

90-249 

Q 

8206240067 

8206240062 

92/06/17 

50-339 

8 

0206240377 

8206240376 

82/06/ IB 

50-445 

Q 

8206240071 

0206240061 

82/06/18 

50-409 

F 

8206240380 

0206240376 

82/06/18 

90-449 

0 

8206240080 

0206240079 

B2/06/07 

FOIA 


8206240303 

8206240376 

02/06/18 

90-449 

0 

8206240081 

0206240079 

02/06/18 

50-277 

F 

8206240384 

8206240302 

02/06/22 

50-361 

0 

8206240006 

8206240079 

02/06/10 

50-277 

F 

8206240385 

8206240370 

82/06/16 

50-294 

3 

8206240089 

8206240007 

82/06/10 

CONTRACT 


8206240386 

0206240376 

02/06/18 

90-449 

o 

8206240101 

8206240099 

02/06/07 

FOIA 


8206240394 

8206240309 

82/06/11 

50-219 

0 

8206240102 

8206240097 

02/06/10 

CONTRACT 


8206240403 

8206240397 

82/06/19 

50-373 

s 

8206240104 

8206240100 

02/06/15 

CONTRACT 


8206240413 

8206240410 

82/06/09 

50-213 

8 

8206240110 

8206240107 

82/06/11 

CONTRACT 


8206240419 

B 2062404 14 

02/06/10 

CONTRACT 


82062401 1 4 

8206240099 

82/06/07 

FOIA 


8206240421 

8206240417 

82/06/15 

90-338 

8 

8206240 121 

8206240112 

82/06/18 

50-254 

F 

8206240427 

B 206240484 

82/06/10 

50-348 

F 

8206240122 

8206240099 

82/06/07 

FOIA 


8206240437 

8206240432 

82/06/18 

50-295 

P 

8206240129 

8206240099 

82/06/07 

FOIA 


8206240440 

0206240432 

82/06/18 

50-299 

F 

8206240126 

8206240118 

02/06/15 

50-33? 

8 

B206240453 

8206240449 

B2/04/22 

50-289 

P 

8206240 128 

8206240112 

82/06/16 

50-254 

F 

8206240450 

0206240495 

02/05/27 

50-269 

P 

8206240129 

8206240099 

02/06/07 

FOIA 


8206240459 

8 20624 04 9 5 

B2/0S/27 

50-269 

P 

8206240133 

0206240079 

82/06/07 

FOIA 


8206240^7 

8206240464 

02/06/ 02 

CONTRACT 


8206240134 

8206240131 

82/06/11 

50-219 

P 

8206240472 

8206240469 

82/06/04 

CONTRACT 


820624013S 

8206240131 

82/06/11 

50-219 

P 

8206240480 

02O624Q477 

02/06/ to 

50-219 

F 

8206240138 

8206240131 

02/06/11 

50-219 

P 

8206240481 

8206240479 

82/06/02 

CONTRACT 


8206240141 

820624009? 

82/06/07 

FOIA 


8206240484 

8206240483 

02/06/18 

50-315 

F 

8206240144 

8206240140 

82/06/15 

50-320 

8 

8206250009 

8206240403 

82/06/10 

50-31 9 

F 

8206240149 

0206240099 

82/06/07 

FOIA 


8206250014 

0206250012 

82/06/16 

50-21? 

R 

8306240190 

8206240148 

02/06/18 

50-335 

8 

8206250020 

82Q6250016 

02/06/10 

50-313 

F 

8206240193 

8206240151 

02/06/15 

50-366 

6 

8206250CC3 

B 2062500 16 

82/06/18 

50-313 

F 

8306240163 

8206240199 

82/06/10 

50-358 

0 

8206250032 

8206250028 

82/06/00 

contract 


8306240 166 

8206240162 

02/06/15 

50-330 

6 

8206250043 

820629003? 

82/05/29 

CONTRACT 


6206240181 

8^06240 1 77 

82/06/10 

50-206 

F 

8206250059 

8206250051 

02/06/14 

CONTRACT 


8206240182 

8206240179 

82/06/18 

50-325 

e 

8206250071 

8206250060 

02/06/04 

CONTRACT 


8206340187 

8206240179 

82/06/14 

71-477 


8206250084 

8206250077 

02/05/26 

CONTRACT 


8206240188 

8206240183 

82/06/17 

50-315 

0 

8206250089 

8206250006 

82/06/02 

90-2?3 

U 

6206340192 

B2O62401B6 

82/06/18 

50-325 

0 

8206250103 

8206250099 

02/05/27 

5Q''244 

P 

S206240194 

8206240190 

02/06/16 

50-40? 

0 

8206250109 

8206250101 

82/06/04 

70-1191 


8206240199 

8206240191 

02/06/18 

50-373 

F 

8206250121 

8206250118 

82/06/18 

90-324 

0 

820624019? 

02O624O19T 

02/06/18 

30-303 

8 

8206250125 

^206250119 

02/06/16 

50-909 

0 

8206240200 

82061^40196 

82/06/17 

50-259 

8 

8206250130 

8206250120 

82/06/15 

50-29 

p 

8206240207 

0206240206 

62/06/22 

30-331 

F 

8206250132 

8206250126 

82/06/15 

50-498 

A 

8206340213 

0206240204 

02/06/10 

50-354 

9 

B206250133 

8206250119 

82/06/16 

50-509 

e 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


671 


AC<:EesiaN number 



PRINCIPAL 

DATE 

eUDJECT 


EMCL08URE 

DOCUMENT 

ISSUED 

CATEOORY 

9206250143 

0206250137 

82/06/16 

50-309 

P 

0206250146 

0206250137 

92/06/16 

50-309 

P 

9206250147 

9206250144 

92/06/24 

50-247 

0 

9206250167 

9206250160 

92/06/02 

70-1113 


9206250173 

9206250166 

92/06/07 

50-445 

Q 

B2O625019B 

8206950195 

92/06/22 

50-254 

0 

8206250213 

9206250210 

82/06/10 

50-295 

Q 

9206250215 

9206950205 

92/06/23 

50-443 

A 

9206250219 

9206250210 

92/06/10 

50-295 

0 

8206250220 

B206950216 

02/06/23 

50-416 

P 

92062 50222 

9206250205 

92/06/23 

50-443 

A 

8206250223 

8206250205 

82/06/23 

50-443 

A 

8206250239 

9206250236 

82/06/08 

QA977 


0206250241 

9206250236 

92/06/08 

QA999 


9206250244 

9206250240 

02/06/08 

50-296 

Q 

9206250256 

0206250250 

02/05/29 

70-27 


9206250259 

9206250257 

92/06/15 

50-403 

0 

9206250263 

8206250257 

92/06/15 

50-403 

Q 

92062 50277 

9206250275 

92/06/19 

50-267 

a 

9206250279 

9206250271 

92/06/11 

PR 


92062 502B1 

0206250271 

92/06/11 

PR 


9206250295 

9206250271 

92/06/11 

PR 


9206250296 

9206250292 

92/06/02 

70-1151 


9206250295 

0206250271 

92/06/11 

PR 


9206250301 

9206250271 

02/06/ 11 

PR 


9206250302 

0206250299 

92/06/19 

50-336 

p 

8206260307 

9206250271 

02/06/11 

PR 


82062 50310 

9206250306 

92/06/09 

70-1100 


8206250314 

0206250309 

92/06/23 

50-307 

A 

8206250347 

9206250344 

02/05/26 

WASTE MOT 

8206250334 

0206250349 

92/06/21 

50-402 

D 

8206250365 

9206250362 

02/06/09 

50-269 

P 

82062 S0370 

9206250366 

92/06/16 

50-269 

Q 

8206280004 

9206290002 

02/06/17 

50-277 

P 

9206280007 

9206280002 

92/06/17 

50-277 

P 

92062 00009 

92D62B0D02 

92/06/17 

50-277 

P 

9206200014 

9206290012 

82/06/16 

CONTRACT 

9206200016 

8206200015 

92/06/19 

50-293 

0 

9206200018 

82062B0015 

92/06/19 

50-293 

0 

9206200020 

9206290015 

82/06/19 

50-293 

<1 

9206200022 

8206290019 

02/06/14 

CONTRACT 

B2062 00024 

8206290015 

82/06/19 

50-293 

Q 

9206200031 

0206290027 

92/06/18 

50-344 

0 

9206200036 

8206880027 

82/06/18 

50-344 

0 

92062 B0039 

9206290015 

82/06/ IB 

50-293 

0 


B206Sa004S 9306200015 92/06/ i 9 50-293 Q 

IMtOfcaaOMfe ©206290015 92/06/1© 50-293 O 

9206200098 8206200046 92/06/16 50-317 8 

0206280093 9206200099 82/06/19 70-27 

8206200094 9206200066 82/06/16 50-247 0 

0206200102 9206290071 02/05/12 F016 

9206200104 9206290066 92/06/16 50-247 0 

B2O62B0106 9206290071 92/05/12 FOIA 

9206200115 9206290066 02/06/16 50-247 0 

9206200121 9206290071 92/05/12 FOXA 

9206200123 0206280066 82/06/16 50-247 0 

9206200126 8206280108 92/06/21 CONTRACT 

9206280127 8206290071 82/05/12 50-289 T 

O2O62801S8 8206280066 82/06/16 50-247 0 

0206200129 8C0628007J 82/05/12 FOIA 

9206200132 8 206280071 82/05/12 FOIA 

9206200193 8206280066 82/06/16 50-247 0 

9206200135 8206280066 82/06/16 50-247 Q 

9206200136 8206290131 82/06/21 CONTRACT 

9206200137 8206290066 92/06/16 50-247 0 

9206200140 9206290071 82/05/12 50-312 P 

9206200142 0206200066 92/06/16 50-247 O 

8206200143 92O620PO71 02/05/12 FOIA 

9206200144 0206200130 02/05/21 50-209 P 

9206200147 9206280071 92/05/12 50-299 P 

92062 00 148 8206200146 92/06/21 50-482 D 

9206200154 8 206290071 92/05/12 FOIA 

9206290158 8206280071 82/05/12 FOIA 

9206200159 8206280071 82/05/12 FOIA 

8206200171 8206280071 82/05/12 POIA 

9206200175 8 206280071 82/05/12 FOIA 

9206200170 8206280071 82/05/12 FOIA 

9206200191 8206280071 82/05/12 FOIA 

8>2O62B0ie5 8206280071 82/05/12 FOIA 

9206200100 8206280071 82/05/12 FOIA 


ACCESSION 

NUM9ER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

I0SUEO 

CATEGORY 

9206290190 

8206280180 

02/05/19 

50-3 1 3 

<1 

9206280194 

9206290071 

02/05/12 

FOIA 


9206280198 

9206280071 

92/05/12 

FOIA 


8206280199 

02 0628 0071 

02/05/12 

FOIA 


9206280207 

8206280071 

92/05/12 

FOIA 


820628021 1 

9206280071 

92/05/12 

FOIA 


9206290214 

0206260071 

92/05/12 

50-3 1 2 

o 

9206290216 

8206280071 

92/05/12 

FOIA 


9206280222 

8206290210 

02/06/09 

50-142 

0 

8206290223 

9206290071 

92/05/12 

FOIA 


0206280226 

9206290071 

82/05/12 

FOIA 


8206200229 

9206290219 

82/06/09 

50-142 

Q 

0206290230 

B2062B02S4 

92/06/15 

40-2061 


9206200231 

9206280071 

92/05/12 

FOIA 


0206290239 

92062B0071 

92/05/ t 2 

FOIA 


6206290242 

8206280071 

92/05/12 

FOIA 


B2O6260244 

0206280237 

92/06/16 

50-319 

9 

9206280245 

9206280071 

92/05/12 

FOIA 


0206200247 

8206280071 

92/05/12 

FOIA 


0206280254 

9206290071 

02/05/12 

FOIA 


0206280256 

a 20629 0071 

02/05/12 

FOIA 


B2062802S7 

9206290249 

02/06/09 

50-334 

a 

0206290259 

9206280071 

02/05/12 

FOIA 


0206280262 

9206290071 

92/05/12 

FOIA 


0206280266 

9206280071 

02/05/12 

50-289 

T 

9206200268 

8206290071 

92/05/12 

50-312 

Q 

9206280269 

9206290264 

92/06/22 

50-333 

P 

9206280273 

9206290071 

02/05/12 

FOIA 


9206280275 

9206290071 

02/05/12 

FOIA 


9206280276 

9206290071 

92/05/12 

FOIA 


0206280270 

9206280271 

02/06/24 

50-352 

0 

0206280279 

9206290071 

92/05/12 

FOIA 


9206280287 

9206200071 

82/05/12 

FOIA 


0206280291 

9206200071 

82/05/12 

FOIA 


9206280292 

9206260071 

02/05/ 12 

FOIA 


8206280293 

9206260071 

82/05/12 

FOIA 


9206280295 

9206260071 

82/05/12 

FOIA 


8206280297 

92062a0'071 

82/05/12 

FOIA 


B2062B0299 

9206290071 

B2/05/12 

FOIA 


9206280302 

9206260071 

82/05/12 

FOIA 


B2062B0303 

8206260071 

82/05/12 

FOIA 


0206200306 

9206260071 

82/05/12 

FOIA 


0206280307 

8206280071 

82/05/12 

FOIA 


8206290310 

8206280071 

02/05/12 

FOIA 


8206290311 

0206260309 

82/06/ 1 1 

30-344 

o 

8206290313 

0206260071 

02/05/12 

FOIA 


8206200314 

0206260071 

02/05/12 

FOIA 


820628031 6 

0206280312 

02/06/11 

50-020 

F 

8206280317 

0206260071 

92/05/12 

FOIA 


8206280318 

9 206260071 

02/05/12 

FOIA 


0206290319 

9206260071 

92/05/12 

FOIA 


0206280320 

9 206260071 

92/05/12 

FOIA 


8206280321 

9206260312 

92/06/11 

90-020 

P 

8206280322 

9206260071 

92/05/12 

FOIA 


9206290323 

9206290071 

02/05/12 

FOIA 


9206290324 

9206290071 

02/05/12 

FOIA 


9206280326 

9206290071 

02/05/12 

FOIA 


0206280327 

9206290325 

02/06/22 

50-155 

J 

9206280329 

9206260325 

02/06/22 

30-155 

J 

B2O6280330 

9206280395 

82/06/22 

50-155 

J 

0206280331 

9206290325 

92/06/22 

50-155 

J 

0206280333 

9206260325 

92/06/22 

50-135 

J 

B2062B0334 

9206280332 

82/06/ 1 1 

50-334 

S 

9206290335 

9206290071 

02/05/12 

FOIA 


0206290336 

0206260071 

02/05/12 

FOIA 



820629033? 8206290071 82/03/12 FOIA 

0206200358 8S 06200071 82/05/12 FOIA 

8206290361 8206290071 02/03/12 FOIA 

8206290364 8206290071 82/03/12 FOIA 

8206290367 0206290335 82/06/10 50-320 9 

8206280371 0206280071 82/03/12 FOIA 

8206290375 8 206290071 82/03/12 FOIA 

8206290377 8206290369 82/06/16 50-317 9 

8206280306 0 206280376 82/06/0 0 50-206 0 

8206200307 9206280071 82/03/12 FOIA 

8S06290339 0 206290071 82/03/12 FOIA 

8206280395 02O628O303 02/06/23 30-273 f 

0206200397 0206290071 02/03/12 FOIA 

0206280402 0 206290071 92/05/12 FOIA 

8206280409 0 206290071 02/05/12 FOIA 



UHUSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCEBStON NUHBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

PATE 

SUBJECT 


ENCLOBURE 

DOCUMENT 

ISSUED 

CATEGORY 

encldbure 

DOCUMENT 

iSeuED 

CATEOORY 

S2062BO4tO 

0206280374 

82/06/22 

90’’407 

Q 

0206280997 

8206280561 

62/06/10 

FOIA 


8204)28041 1 

S2062B0401 

82/06/10 

40-3392 


8206280600 

0206280071 

82/05/12 

FOIA 


a2062B04l3 

8206280071 

02/09/12 

FOIA 


8206280602 

8206280561 

62/06/10 

FOIA 


8206200419 

8206280071 

82/09/12 

FOIA 


8206280606 

8206280071 

62/05/12 

FOIA 


82062B041 7 

8206280071 

82/09/12 

Far A 


8206280607 

8206280071 

62/09/12 

FOIA 


8206200491 

8206280392 

02/06/10 

30-219 

0 

8206280600 

8206200961 

82/06/10 

FOIA 


0206200492 

8206280071 

82/05/12 

FOIA 


8206280610 

8206280590 

62/06/17 

50-260 

P 

8206200493 

8206280071 

02/05/12 

FOIA 


8206200613 

8206280071 

62/05/12 

FOIA 


0206280429 

8206280407 

82/06/24 

90-244 

P 

8206280614 

8206280590 

62/06/17 

50-260 

P 

8206280431 

8206280427 

82/06/14 

90-219 

3 

8206280615 

8206280071 

82/05/12 

FOIA 


0206280432 

8206280071 

82/05/12 

FOIA 


8206280617 

8206280561 

62/06/10 

FOIA 


0206280435 

8206280071 

82/05/12 

FOIA 


8206280621 

8206260071 

62/05/12 

FOIA 


8206280436 

0206280407 

82/06/24 

50-244 

P 

0206200626 

02O62BO99O 

82/06/17 

50-260 

P 

8206280438 

8206280071 

82/05/12 

FOtA 


0206280620 

0206280961 

62/06/10 

FOIA 


0206280442 

8206280071 

82/09/12 

FOIA 


8206280641 

0206280561 

62/06/10 

FOIA 


8206280445 

8206280071 

82/05/12 

FOIA 


0206200649 

0206200561 

62/06/10 

FOIA 


8206280448 

0206280071 

02/05/12 

FOIA 


0206280656 

8206280561 

02/06/10 

FOIA 


8206280451 

B2O620O433 

62/06/21 

50-303 

P 

0206280660 

0206280561 

62/06/10 

FOIA 


8206280493 

8SD6280071 

62/05/12 

FOrA 


0206280662 

8206280655 

62/06/22 

90-269 

F 

8206280498 

8206280071 

B2/05/12 

FOIA 


0206280664 

0206280561 

62/06/10 

FOIA 


82062004^2 

B2O620O499 

92/06/ 11 

QA999 


82062B0669 

8206280655 

62/06/22 

90-269 

F 

82062804^7 

0206280071 

02/05/12 

FOIA 


8206200670 

8206200071 

02/05/12 

FOIA 


8206200468 

B2062B0499 

B2/06/il 



B2062B0672 

8206260561 

02/06/10 

FOIA 


8206200470 

8206280071 

82/05/12 

FOIA 


8206280678 

6206260961 

02/06/10 

FOIA 


8206200478 

B2O620O499 

62/06/13 

90-404 

A 

8206280679 

8206260674 

02/06/22 

90-373 

F 

8206280477 

0206200071 

02/05/12 

FOIA 


8206280601 

6206280676 

02/06/14 

50-334 

P 

8206280478 

8206280472 

02/O6/OS 

50-460 

0 

0206280683 

6206260561 

02/06/10 

FOIA 


8206280481 

B2O620OQ71 

B2/05/12 

FOIA 


8206280665 

8206280676 

62/06/14 

50-334 

P 

8206280484 

0206280071 

82/09/12 

FOIA 


8206280690 

82062B0676 

62/06/14 

50-334 

P 

8206280407 

0206200071 

82/05/12 

FOIA 


8206290007 

6206290002 

62/06/16 

CONTRACT 


8206280409 

0206200472 

82/06/OB 

90-460 

0 

B206290013 

6206290009 

82/06/09 

70-36 


8206280491 

8206280071 

82/05/12 

FOIA 


8206290016 

8206290019 

62/06/18 

50-336 

P 

82062B0494 

8206200488 

82/06/08 

50-312 

G 

8206290026 

6206290023 

02/05/28 

50-293 

P 

8206280498 

0206280071 

82/05/12 

FOIA 


8206290032 

8206290023 

62/05/26 

90-293 

P 

8206280501 

8206280071 

82/05/12 

FOIA 


8206290036 

6206290023 

62/09/20 

50-293 

P 

8206280906 

8206280071 

82/09/12 

FOIA 


8206290048 

8206290044 

62/06/21 

contract 


0206280908 

0206280071 

02/09/12 

FOIA 


B2062 90062 

6206290093 

82/06/23 

50-316 

6 

8206280909 

0206280903 

82/06/21 

50-333 

P 

8206290063 

8206290099 

62/06/00 

40-6622 


8206280910 

8206280071 

82/09/12 

FOIA 


6206290C69 

BS06290065 

92/06/14 

50-245 

a 

820628091 } 

0206280503 

02/06/24 

50-206 

P 

8206290100 

8206290094 

62/06/22 

70-374 


8206280910 

8206280507 

82/06/22 

50-277 

P 

0206290127 

6206290121 

62/06/25 

50-299 

p 

8206280914 

0206280071 

63/09/12 

FOIA 


8206290132 

6206290121 

62/06/29 

90-295 

p 

020628031 9 

0206280503 

82/06/21 

50-'333 

P 

8206290192 

6206290146 

62/06/23 

90-219 

a 

82062B091 7 

8206290071 

82/09/12 

FOIA 


8206290196 

6206290149 

62/06/11 

90-277 

a 

6206280519 

6206280071 

82/09/12 

FOIA 


8206290169 

6206290164 

62/06/16 

90-336 

a 

8206280924 

0206280071 

82/09/12 

FOIA 


8206290176 

6206290172 

62/06/17 

90-269 

0 

0206280927 

0206280918 

08/06/11 

90-312 

0 

8206290189 

6206290180 

62/06/22 

50-305 

0 

0206280928 

0206280071 

82/09/12 

FOIA 


8206290109 

6206290174 

62/06/29 

90-307 

A 

0206280929 

0206280071 

02/09/12 

FOIA 


8206290191 

8206290160 

62/06/22 

90-305 

6 

0206280330 

0206280522 

02/06/22 

27-40 


8206290197 

6206290106 

62/06/29 

50-244 

P 

8206280331 

0206280926 

02/06/10 

50-29 

8 

8206290201 

6206290174 

82/06/25 

90-307 

A 

8206280939 

0206280071 

02/09/12 

FOIA 


8206290209 

6206290206 

62/06/19 

50-346 

a 

8206280336 

0206280933 

02/06/08 

flA999 


8206290219 

8206290206 

62/06/19 

50-346 

Q 

0206280930 

0206280071 

02/09/12 

FOIA 


8206290231 

6206290221 

62/06/17 

50-317 

p 

0206280937 

0206280071 

62/05/12 

FOIA 


8206290239 

8206290235 

62/06/29 

50-299 

p 

8206280940 

0206280071 

82/05/12 

FOIA 


8206290241 

8206290235 

62/06/29 

50-299 

p 

8206280942 

8206280933 

82/06/00 

aA999 


8206290250 

6206290247 

82/06/06 

70-1100 


8206280943 

6206280071 

02/09/12 

FOIA 


8206290292 

8206290248 

82/06/15 

50-219 

8 

0206280947 

8 206280071 

82/09/12 

FOIA 


8206290253 

8206290246 

82/06/21 

90-373 

3 

8206200549 

6206280071 

82/09/12 

90-361 

D 

8206290254 

6206290247 

62/06/06 

70-1X00 


020620054^ 

0206280071 

62/09/12 

50-361 

0 

8206290269 

6206290290 

62/06/14 

90-220 

<k 

B2062B0993 

0206280071 

82/09/12 

90-361 

0 

8206290271 

6206290266 

62/06/22 

70-2015 


8206200996 

BS06280071 

82/09/12 

90-275 

Q 

8206290274 

8206270267 

62/06/85 

50-387 

A 

6206280390 

0206280999 

82/06/10 

flA999 


8206290290 

6206290201 

62/06/16 

50-327 

P 

8206260960 

0206280071 

82/09/12 

90-275 

0 

8206290309 

6206290303 

02/06/09 

90-373 

Q 

0206280962 

0206280071 

82/09/12 

FOIA 


8206290310 

6206290303 

82/06/09 

50-373 

0 

8206200963 

0206280999 

82/06/10 

<JA99? 


8206290326 

8206290322 

62/06/89 

90-269 

R 

8206280964 

0206280561 

82/06/10 

FOIA 


8206290350 

62O6290342 

82/06/16 

50-409 

8 

8206280969 

8206280071 

82/09/12 

FOIA 


8206290393 

6206290346 

82/06/07 

XPORTLIC 


8206200566 

0 206280997 

82/06/18 

90-278 

s 

0206290373 

6206290360 

82/06/25 

50-267 

F 

8206200966 

8206280071 

02/05/12 

FOIA 


8206290376 

8206290360 

82/06/29 

30-267 

F 

8206200570 

6206280961 

02/06/10 

FOIA 


8206290378 

8206290371 

82/06/16 

90-373 

8 

6206280972 

0 206280071 

82/09/12 

90-275 

0 

8206290379 

0206290374 

62/06/21 

50-346 

6 

8206280576 

620628007 1 

02/09/12 

FOIA 


8206290307 

8206290366 

82/06/25 

90-295 

P 

8206280977 

0206280569 

88/06/08 

50-373 

Q 

8206290389 

6206290384 

82/06/16 

90-311 

6 

8206260578 

8206280071 

82/09/12 

FOIA 


0206290390 

0206290363 

82/06/21 

90-346 

P 

8206280979 

6S0 6280573 

82/09/17 

CONTRACT 


8206290391 

0206290366 

82/06/25 

90-259 

P 

8206280580 

0206280071 

82/05/12 

FOIA 


0206290392 

0206290363 

62/06/21 

90-346 

P 

8206260982 

3206280071 

82/09/12 

FOIA 


0206290397 

0206290305 

82/06/02 

90-219 

0 

8206280591 

0206280071 

82/09/12 

FOIA 


8206290401 

6206290396 

82/06/14 

90-410 

0 



ACCESSION 

NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCE6SI0N NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

620^29040 & 

8S06290402 

82/06/14 

50-272 

Q 

8206300136 

B206300129 

02/06/21 

90-346 

P 

B2OA29O4O0 

8206290403 

02/06/25 


P 

8206300140 

0206300137 

92/06/22 

90-259 

8 

820629041 1 

0206290402 

82/06/14 

50“272 

0 

0206300146 

0206300142 

02/06/17 

90-260 

8 

6206290412 

0206290403 

82/06/29 


P 

0-206300159 

0206300116 

82/06/21 

50-34B 

8 

8206.290418 

8206290414 

B2/06/29 

90-206 

P 

8206300164 

0206300190 

02/06/17 

50-366 

6 

8206290422 

0206290421 

82/06/23 

90“319 

8 

8206300167 

0206300169 

02/06/23 

90-206 

P 

8206290428 

0206290421 

82/06/23 

50-319 

B 

8206300169 

9206300165 

02/06/23 

90-206 

P 

8206290430 

B206290417 

02/06/11 

90-373 

8 

8206300175 

9206300174 

02/06/24 

90-338 

P 

8206290435 

8206290425 

02/06/23 

90-334 

Q 

8206300160 

8206300176 

02/06/23 

TOP REP 


8206290452 

8206290440 

82/06/22 

90-267 

F 

82063001B1 

0206300179 

82/06/29 

90-382 

A 

82062904S9 

0206290499 

02/06/22 

70-135 


8206300169 

8206300106 

02/09/10 

50-200 

Q 

8206290462 

0206290490 

02/06/14 

50-333 

Q 

8206300191 

0206300190 

02/06/15 

NUREO 


8206290467 

0206290490 

B2/06/14 

bo— 333 

Q 

0206300206 

8206300204 

02/06/18 

90-292 

K 

B206290468 

8206290463 

02/06/18 

90-336 

8 

0206300207 

9206300202 

02/06/15 

50-219 

P 

0206290473 

8206290470 

02/06/17 

90-373 

8 

B20630020B 

9206300202 

02/06/15 

90-219 

P 

B206290483 

0206290480 

02/06/24 

50-490 

A 

8206300225 

0206300217 

02/06/22 

50-296 

8 

8206290485 

8206290482 

82/06/23 

90-319 

P 

8206300232 

0206300222 

92/06/18 

50-296 

9 

8205290488 

8206290477 

82/06/29 

90-299 

Q 

B206300Z34 

9206300231 

02/06/25 

50-416 

P 

8206290489 

0 206290401 

02/06/22 

90-423 

0 

8206300235 

9206300231 

02/06/25 

90-416 

P 

8206290490 

0206290486 

02/06/24 

SO **324 

P 

8206300244 

0206300231 

02/06/25 

90-416 

P 

0206290492 

8206290407 

02/06/23 

90-142 

P 

8206300245 

0206300240 

02/06/10 

50-369 

8 

0206290494 

02O629O4B7 

02/06/23 

90-142 

P 

8206300246 

9206300231 

02/06/25 

90-416 

P 

0206290498 

8206290493 

02/06/08 

90-213 

0 

8206300248 

8206300231 

82/06/25 

50-416 

P 

8206290502 

8206290496 

82/06/29 

oO— 1 33 

p 

8206300251 

8206300231 

02/06/25 

50-416 

P 

9206290507 

0206290496 

02/06/29 

1 3 9 

p 

0206300292 

8206300231 

02/06/25 

50-416 

P 

B2062 90510 

8206290903 

02/06/24 

90-373 

8 

8206300253 

6206300247 

02/06/16 

50-369 

6 

820629051 1 

0206290505 

82/06/04 

FOIA 


8206300254 

6206300231 

02/06/25 

90-416 

P 

820629051 6 

8206290509 

02/06/04 

FOIA 


8206300259 

6206300231 

02/06/25 

50-416 

P 

8206290518 

0206290909 

02/06/04 

FOIA 


8206300258 

8206300231 

02/06/25 

50-416 

P 

8206290521 

0206290913 

82/06/22 

90-315 

8 

8206300260 

8206300231 

92/06/25 

50-416 

P 

8206290523 

0206290309 

82/06/04 

FOIA 


820630026 1 

02 0630 0236 

82/06/20 

90-29 

J 

8206290931 

0206290929 

82/06/16 

90-373 

8 

8206300263 

9206300231 

02/06/25 

90-416 

P 

8206290339 

8206290920 

02/06/19 

50-331 

P 

8206300269 

8206300231 

02/06/25 

50-416 

P 

8206290337 

0206290933 

02/06/17 

90-333 

8 

8206300266 

0206300231 

62/06/25 

50-416 

P 

820629DM1 

0206290928 

02/06/19 

90-331 

P 

0206300273 

9206300231 

02/06/25 

50-416 

P 

820629OM2 

0206290934 

02/06/24 

90-373 

8 

B20630D277 

9206300231 

02/06/25 

50-416 

P 

0206290950 

0206290944 

82/06/10 

90-373 

P 

0206300279 

8206300231 

02/06/25 

50-416 

P 

8206290562 

8206290357 

02/06/17 

40-0406 


0206300283 

6206300231 

02/06/25 

50-416 

P 

8206290563 

0206290998 

02/06/23 

50-299 

R 

0206300204 

6206300231 

02/06/25 

50-416 

P 

8206290569 

0206290107 

82/06/23 

50-244 

0 

8206300286 

0206300231 

02/06/25 

50-416 

P 

8206290982 

0206290979 

82/06/00 

90-261 

P 

020630026 B 

8206300231 

62/06/25 

50-416 

P 

8206290984 

0206290981 

02/06/23 

CONTRACT 

0206300290 

0206300231 

82/06/25 

50-416 

P 

8206290987 

0206290979 

02/06/08 

90-261 

P 

8206300294 

9 S 0630 0231 

02/06/25 

50-416 

P 

8206290980 

8206290979 

62/06/00 

90-261 

P 

8206300299 

0206300231 

02/06/25 

50-416 

P 

8206290991 

0206290986 

02/06/10 

CONTRACT 

8206300297 

0 206300299 

02/05/27 

NUREQ 


8206290992 

8206290979 

02/06/00 

90-261 

P 

8206300290 

0206300231 

82/06/25 

90-416 

P 

8206290611 

0206290607 

82/06/11 

90-494 

F 

8206300299 

8206300231 

82/06/25 

90-416 

P 

0206290613 

0206290607 

62/06/11 

90-494 

F 

8206300302 

8206300231 

82/06/25 

90-416 

P 

0206290618 

0206290616 

B2/06/22 

90-537 

A 

0206300X4 

0206300231 

02/06/25 

90-416 

P 

8206290649 

0206290631 

02/06/15 

CONTRACT 

8206300X6 

8206300231 

82/06/25 

50-416 

P 

8206290669 

B206290649 

82/06/16 

CONTRACT 

0206300X0 

8206300303 

82/06/09 

90-213 

P 

8206300007 

8206300004 

02/06/22 

90-312 

F 

8206300310 

8206300231 

02/06/29 

90-416 

P 

8206300000 

0206300004 

62/06/22 

90-312 

F 

0206300312 

8206300231 

02/06/25 

50-416 

P 

8206300012 

0206300009 

02/06/09 

90-299 

X 

820630031 6 

8206300231 

02/06/25 

90-416 

P 

8206300014 

8206300009 

82/06/09 

90-299 

X 

0206300317 

0206300231 

B2/06/29 

90-416 

P 

8206300061 

8206300096 

B2/06/22 

50-302 

8 

0206300319 

8206300231 

02/06/25 

50-416 

P 

8206300075 

8206300074 

02/06/14 

XPORTLIC 

8206300321 

8206300231 

B2/06/29 

50-416 

P 

6206300076 

8206300071 

02/06/01 

71-9510 


B206300X3 

9206300231 

82/06/29 

50-416 

P 

8206300061 

8206300077 

02/06/22 

90-294 

F 

6206300325 

8206300231 

82/06/29 

50-416 

P 

8206300003 

8206300077 

02/06/22 

90-294 

F 

0206300327 

8206300320 

02/06/22 

50-344 

F 

8206300000 

B2O63OQO09 

02/06/22 

90-259 

F 

8206300328 

B206300231 

82/06/29 

50-416 

P 

8206300090 

8206300089 

82/06/22 

90-299 

F 

8206300X2 

B2O63Q0324 

82/06/23 

REUIEW 

ORP 

8206300091 

8206300087 

82/06/23 

90-244 

F 

8206300X4 

8206300330 

82/06/22 

50-1 5S 

P 

0206300097 

0206300087 

82/06/23 

90-244 

F 

B2063D0340 

8206300333 

02/06/22 

90-313 

F 

0206300098 

8206300099 

82/06/22 

90-269 

F 

82Q630034S 

8206300333 

oo/nA /ztzr 

90-313 

F 

8206300101 

0206300095 

02/06/22 

50-269 

F 

B206300X7 

8206300391 




8206300103 

0206300100 

02/06/23 

90-271 

F 

8206300X9 

8206300351 




0206300107 

8206300104 

82/06/22 

90-346 

F 

0206300365 

8206300361 




8206300100 

8206300100 

02/06/23 

90-271 

F 

8206300368 

0206300361 




8206300109 

0206300109 

02/06/21 

90-329 

a 

A / n'arrn 





8206300110 

B206300104 

82/06/22 

90-346 

F 






0206300119 

6206300111 

02/06/14 

90-287 

0 






0206300110 

8206300113 

02/03/02 

90-279 

0 






8206300119 

8206300117 

82/06/17 

90-321 

8 






8206300121 

8206300112 

82/06/23 

90-10 

F 






0206300129 

8206300112 

02/06/23 

90-10 

F 






0206300126 

8206300123 

02/06/10 

90-366 

8 






8206300131 

8206300130 

02/06/24 

90-289 

F 






8206300132 

8206300129 

82/06/21 

90-346 

P 






0206300133 

8206300130 

02/06/24 

50-209 

F 








DEFINITIONS OF DOCKET 50 CATEGORIES 


A. application/construction stage documents and correspondence 

This category follows the applicalioii ricmi .suhniission to the clay preceding the issuance of an oper- 
ating license It includes all correspondence and docuiucnis with substantive technical content that 
do not fall into othei specific categoiics. Included uic 

1 Application for construction permit. 

2 General Information submitted with consliuclion pcnnit application. 

2 Amendments and changes to tlcnis I and 2. 

4. NRC questions, rccpiests for addiliointl inlormalion, and applicant responses. 

5. Coriospondcnce and documents relating to unresolved design and construction issues. 

6. Meeting announcements and suinniarics ol meeting tiiseusskms on issues of item 5. 

7. Correspondence rcgaiding the Prcliminaiy Salety Analysis Report (PSAR). 

8. Information on laws and clianges in tcgulalions or policy that affect the slalus of the appli- 
cation (NEPA, Water Oiiahty Impioveniciil Act. Watci Pollution Control Act, etc.). 

9 Construction Permit, amcndmoiils, and coiicspoiulciice relating to the eonstructioii permit. 

10 Scheduling of license application submission or levicw. 

11. Environmental review infornialion. 

12. Application for operating license. 

13. Gcncial Information submitted with iiperiiUng license application. 

14. Amendments and changes to items 12 ami 13. 

15. Correspondence regarding the Final Safely Analysis Rcpoil (I'SAR). 

16. Correspondence and documentation on genetic technical inallcrs highlighted by an event at 
another facility which may affect the siil>)ccl facility; nol covered by an IF. Bulletin. 

17. Reports of site visits. 

18. Backup teclmical documents (e.g., topical leports) siihmilled in support of the application. 

D. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AME 

Tins category is strictly limited to the items listed below. All related correspondence 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly caller' 

Summary Report or Safely Analysis Ftcporl). 

2 . Amendments and changes to the PSAR. 
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4. Certificates of service to the PSAR, 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly timited to the items listed below. Other environmental documents and 
correspondence are filed m Categories A, D, M, P or R 

1 Environmental Report (ER) submitted by the utility 

2 Amendments and supplements to the ER 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER 

5. NRC questions, requests for additional information, and applicant responses 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

I. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2 Supplements to the DES and FES 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies, 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of Items il and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed m categories A. P or W, depending on the phase of the licensing process. 
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Supplements to SER. 

3-. Correspondence > elating to SER 

4. Federal register notices citing availability of items I and 2 

5. Information on scheduling of SER submittals and review 

6 Requests for additional information for use in preparing SER; responses to such requests 

7 Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8 Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information siibrnilted as part of the PSAR 
or FSAR is excluded 

1 Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics vProgi am. 

5. Correspondence lelating to afoienicntioncd plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for Irinnscnpls, 
briefings and testimony, which arc filed in category T. 

1. Atomic Safety and Licensing Boaid (ASLB) and Atomic Safely and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2 Federal register notices legarding hearings. 

3. Requests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5. Transmittal of supporting documents (e.g„ SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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■ «.ait.gujy inciuues aocuments wUli little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

). Change of address notifications. 

2 Changes in structure of organization 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6 Correspondence on strictly administrative matters 

7. Letters of support, concern or opposition to the facility. 

8 Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties, 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items I and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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This category is limited lo documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site pieparation and construction prior lo the granting of a con- 
struction permit 


1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s, 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘‘Information Requested by the Attorney Geiieial for Antitrust Review’*. 

2 Correspondence where the primary topic of discussion is antitrust matters. 

3 All antitrust proceeding related documents except for lieaiing transcripts, testimony and brief- 
ings, which are filed in category N 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This calegoiy contains word-for-word transcupts of hearings, icstiiiioiiy and briefings in anlitiusl 
matters. Related coriespondence falls in categoiy M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Coriespondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construclion Stage (category A) file for general 
technical items dated from the issuance of the operating liccn.se to ihe application for tcrniinalion 
of the license. 

1. Operating license, amendments, proposed amendments, changes and rclaled correspondence, 

2. Technical specifications and changes. 



H r’eucrai register norices citing availability of ilenis 1 and 2 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
do technical specifications, the operating license or technical issues arising after the issuance 
of the operating license 

7 Correspondence regarding codes (eg, ASME}* regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8. Information on the Slandaid Review Plan (STP) 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP) 

1 1 Owner's group meeting announcements and reports. 

12 Quality assurance information 

13. Environmental matters (technical) 

] 4 . Emergency core cooling system documents. 

15 Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17 Start-up test reports 

18, Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19 Reports of site visits. 

Q, INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 Inspection reports 

2, IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3 Responses by applicant to IE correspondence. 

4. Applicant's determination of proprietary nature of inspection reports 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures, 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents oi events as defined in category S, 
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R, PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S, REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes' 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident rcpoits, abnormal occurrence reports and reportable 

occurrences), 

2. Potential or possible reportable deficiency leports and related correspondence. 

3. Personnel exposure reports, 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occuirence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items D7. 

T, TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tliis category contains all word-for-word transcripts, except foi antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts, 

2. Testimony and statements submitted to ASLB and ASLAB, 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission, 

5. Slatenicnts and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

I Statements and testimony before Congress or before bodies/commiltees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documejUs for itern I. 

3 Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative Information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W, DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

I Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan. Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5 . Other correspondence relating to above items 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level ladioactive wastes geneiated onsite. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This calegoiy conunns documenlation pertaining to open and closed Commission meetings It 

mcUides: 

1 . Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certilication of Geneial Counsel on closed meetings. 

4. Commission Determination Statements legarding the public disclosure of transcupls of 
Commission meetings. 

5. Veibalim unofficial and official transcripts oi portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released tiansciipts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff lequirements memoianda foi open meetings; memoiand€n to record; record of votes of 
Commissioneis on items under consideiation at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 


This categoiy contains documentation pei taming to the responsibilities of the Advisory Committee 
on Reactor Safeguaids. ACRS serves as an independent advisory committee to the Commission in 
safety-related aieas. The committee provides advice with lespccl to the hazards of new or exist- 
ing nuclear facilities and the adequacy of lelaied safety standards. The documents in this category 
are: 

1. Veibatim Iransciipts of ACRS subcommittee and full coniniitice meetings relating to facility 
license applications and safely-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated repuils, memoranda and coirespondence that arc publicly available 

4. ACRS consultant repoits, comments and related corresn ' 

5. ACRS and NRC technical coirespondcncc pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION — NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commis.sioncis, including: 

I. Incoming and outgoing correspondence to and from the Commissioners lelating to official 
NRC business, including reports and othei enclosures. 
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.iiiiiiuci; piepared by the Executive Director for 

Operations (EDOj for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices 

NOTE; For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared foi Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

Tins category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including, 

K Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations fRFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of J978. 


FOI A - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include; 

1. Requests made by any member of (he public (assigned an identifying number YY-NNN 
for last two digits of the year— numerical sequence) for NRC recoids made in accordance 
with the provisjons of the Freedom of Information Act. 

2. Coriespondcnce between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1, Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and Internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 





3. Meeting notincalions and minutes 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E — Inspection and Enforcement 

This category contains bulletins^ circulars and infoiination notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category- 
are preliminary notifications of events (PNOs). 

1. I&E Circulais, which descnbe an event at a licensed facility and arc informational in nature. 

2. I&E information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 


3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a resull of this event. 


4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE: For letters foi warding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC — Public Document Room Miscellaneous 

Tills category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal repoits issued by the U.S, Nuclear Regulatory Commission which 
carry the NUREG senes code and correspondence pertaining to those reports. NUREG reports 
are accounts of work pei formed either by the NRC staff or by NRC contractors, 

1. These repoits aie noimally final woik products and are characteiized by the following criteria: 

a. They aie predecisional docuiiienls which piesent information to be considered in 
Commission licensing and policy decisions, 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification oi interpretation, 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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nas caiegory contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to lake immediate action on some issue. Included are: 

I Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC's Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g , EPA has authority 
to control all radioactive pollutants emitted mto the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor* 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category, 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

Tliis category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents m this category are: 

1. Federal Register notices staling the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3. Comments, statements, information, opinions or arguments on the proposed change to a pari 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are; 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a "*P*' 
prefix, followed by a series of numbers* 

1, "Pre-dockeled'’ commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the apph* 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
tlie same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review infoTniation. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by tlie utility, 

2. Amendments and changes to tiie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1, Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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2. Notices of deviations. 

3. Fol!oW'Up correspondence resolving deviations cited. 


2. Crovernmenl -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series, 

Vendors are defined here as companies, both U,S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC, QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service, The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category bclude: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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Revised or ncwiy issued Regulatory Guides. 

NRC value/inipact assessment and inAt, > j 

of 11 speci/jc Regulatory Guide codes, when applicable, that pertain to the issuance 

4. Comments submitted bv the nudeur 

a proposed Regulatoiy Guide '™“^try and interested members of the public regarding 

5. summary of meetings hold m the NRC to discuss proposed Regulatory Guides. 

orSn^ndToitl «‘her work products and activities of the NRC Office 

ol Statiduids Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

«n,„8 ... ,.s..,ch ,c,iv„i., or ,ho Com,„l„ rs 1 ‘'“■‘"'‘"•atlo" P«- 


1. Project description documents. 

2. Uuor reports of accomplishments and data reports, for example, 

a. model cl ocu mentation reports 

b. code documentation reports 

c. code venneation reports 


3. Pro-test prediction reports, 

4. “Quick look*’ reports. 

5. Inluinvtil experimental data reports and post-irradiation examination analyses, 

6. Conceptual design descriptions. 

7. Letter reports of foieign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other rest 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters 
and technical assistance contracts. 


10, Staff Research Information Letters (RlLs) transmitting the docu 
pic ted reseat ch programs. 


NOTE: For final reports of research conducted by contracto 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the act 
groups provide a broad base of technical expertise i 
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projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Researcli plans and predicted results of major experiments, presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include' 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings, 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before (he Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report senes code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE, For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Piograms 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include' (I) the State Agreements Program, whereby States may assume 
certain of the NRC 's regulatory authority over nuclear materials, (2) the Agency's role in assisting 
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1. Correspondence between and among NRC Office of Slate Programs and State officials, 
mostly State liaison officers, regarding 

a. cooperative programs m such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance, 

b technical assistance to Agreement vStates in reviewing applications, compliance actions, 
developing regulations, and other areas, 

2, Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pohc> and regulations; ne. decommissioning and facility siting, 

3 Stale Legislative Reports 

4. Agreement State Licensing Statistics Reports. 

NOTE. For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

This categoiy contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such tecJmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors, 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals, 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE' For reports submitted by utilities that arc written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket SO senes. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
I ole in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are* 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management, 
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jn the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inunical to U.S, common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filuigs pursuant to hearing requests or intervention petitions, if any, 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item L 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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